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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). Sec NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioiiiiig stage documents and correspondence 

X. Onsite low-Ievel wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 


1 . 

2 . 


3. 

4. 

5. 

6 . 

7. 

8 . 
9. 

10 . 

11 . 


12 . 


(?) P. Operating license stage documents & correspondence 

© © 


82^090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All nonproprietary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510. 

0 MILLS, L.M.0 Tennessee VaUey Authority. 082/03/04. 0 VASSALLO, D.B. 
Operating Reactors Branch 2. (0 Ip. 1216:254. 24XFiche: 50-259,82/03/04, 
8203090028. ^ | ^ 
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NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document. 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source. 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 H 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “ Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONBOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 
ACRS — Advisory Committee on Reactor Safeguards 
COMMISSION — NRC Commissioners 
CONTRACT — NRC Contracts and Modifications ^ 

DISCLOSURE — Financiai Disclosure Information 
FOIA *— Freedom of Information Act Requests and Releases 
GEN TECH IS — Generic Technical Issues 


VI 



I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — MJREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT2i — Noncompiiance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 


Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

NUREG— NUREG Reports and Related Correspondence 

© ® 


© 




8203090207 NUREG/CR-1672 V02 

i RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
NUREG/CR-1608. 

5^ STEVENS, C.A., FULLWOOD, R.A., BASIN. S.L. Science Applica^onMnc. 

^-yFIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

Cl/ 123 p. Avdlable at NRC. f !f6.,00. f 12176:217. | 


' I Zip. Avana 

(b ob 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a sceondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

1 3 . Price for which NRC sells the document. 



14 The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who hav^ access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1 . The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GFO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .(X) per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0.10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites — Docket 27 

27-047 Barnwell, SC Chem-Nuclear Systems, Inc. 1 

27-048 Richland, WA, U.S. Ecology, Inc. 1 

Domestic Licensing of Source Material — Docket 40 

40-0086 W. R. Grace & Co., Pompton Plains, NJ 1 

40-0299 Union Carbide Corp., Grand Junction, CO 2 

40-0672 Nuclear Metals, Inc., Concord, MA 2 

40-1162 Western Nuclear, Inc., Jeffrey City, WY 2 

40-1341 Tennessee Valley Authority, Chattanooga, TN 3 

40-2061 Kerr-McGee Chemical Corp., 3 

Oklahoma City, OK 

40-2259 Pathfinder Mines Corp., Riverton, WY 4 

40-2833 Virginia Polytechnic Institute, 4 

Blacksburg, VA 

40-3453 Atlas Minerals, Inc., Denver, CO 4 

40-4348 Commerce, Dept, of, Washington, DC 4 

40-4492 Federal-American Partners, Riverton, WY 4 

40-6377 Army, Dept, of, Dover, NJ 5 

40-6500 Energy, Dept, of, Canonsburg, PA 5 

40-6622 Pathfinder Mines Corp., Shirley Basin, WY 5 

40-6659 Getty Oil Co.-Petrotomics Co., 5 

Shirley Basin, WY 

40-6920 Automation Industries, Inc., Phoenixville, PA 5 

40-6940 Kawecki Berylco Industries, Inc., 5 

Boyertown, PA 

40-7455 Whittaker Metals, Los Angeles, CA 5 

40-7580 Fansteel, Inc., North Chicago, IL 6 

40-7708 Union Carbide Corp., New York, NY 6 

40-8023 General Electric Co., Philadelphia, PA 6 

40-8027 Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 6 

40-8064 Exxon Minerals Co., USA, Houston, TX 6 

40-8084 Rio Algom Corp., Moab, UT 6 


Docket Name Page 

40-8099 Gunderson Clinic, Ltd., LaCrosse, WI 6 

40-8102 Exxon Co., USA, Houston, TX 6 

40-8186 Navy, Dept, of, Alexandria, VA 7 

40-8303 Remington Arms Co., Inc. 7 

Independence, MO 

40-8348 Minerals Exploration Co., Los Angeles, CA 7 

40-8452 Bear Creek Uranium Co., Casper, WY 7 

40-8502 Wyoming Mineral Corp., Lakewood, CO 7 

40-8584 Minerals Exploration Co., Los Angeles, CA 7 

40-8585 Wyoming Mineral Corp., Lakewood, CO 8 

40-8586 Kerr-McGee Nuclear Corp., 

Oklahoma City, OK 8 

40-8592 Air Force, Dept, of. Brooks AFB, TX 8 

40-8602 Silver King Mines, Inc., Casper, WY 8 

40-8663 Nuclear Dynamics, Inc., Phoenix, AZ 8 

40-8675 Energy Fuels Nuclear, Inc., Denver, CO 8 

40-8681 Energy Fuels Nuclear, Inc., Denver, CO 8 

40-8684 Western Nuclear, Inc., Lakewood, CO 8 

40-8698 Plateau Resources, Ltd., 8 

Grand Junction, CO 

40-8722 Brush Wellman, Inc., Cleveland, OH 9 

40-8724 Chemetron Corp., Chicago, IL 9 

40-8728 Teton Exploration Drilling Co., Inc., 9 

Casper, WY 

40-8745 Ogle Petroleum, Inc,, Casper, WY 9 

40-8752 Pinal Minerals & Mining, Ltd., 9 

Miami, AZ 

40-8768 Kerr-McGee Nuclear Corp., 9 

Oklahoma City, OK 

40-8778 Molycorp, Inc., Los Angeles, CA 10 

40-8783 Uranerz USA, Inc., Casper, WY 10 

40-8786 Uranium Resources, Inc., 10 

Richardson, TX 

40-8794 Molycorp, Inc., Los Angeles, CA 10 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

40-8801 

Radiation Management Corp., 

Northbrook, IL 

10 

50-151 

Univ. of Illinois Research Reactor 

19 



50-155 

Big Rock Point Nuclear Plant 

19 

40-8820 

AMAX Environmental Services, Inc., 






Golden, CO 

10 

50-156 

Univ. of Wisconsin Research Reactor 

22 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

10 

50-160 

Georgia Institute of Technology 

22 




Research Reactor 


40-8850 

Hercules, Inc., Ridgeley, WV 

11 

50-163 

GA Technologies 

22 

Domestic Licensme of Production and Utilization Facilities— 





Docket 50 



50-166 

Univ. of Maryland Research Reactor 

22 

50-3 

Indian Point Station, Unit 1 

11 

50-170 

National Naval Medical Center 

23 

50-10 

Dresden Nuclear Power Station, Unit 1 

12 

50-171 

Peach Bottom Atomic Power Station, Unit 1 

23 

50-16 

Enrico Fermi Atomic Power Plant, Unit 1 

13 

50-186 

Univ. of Missouri Research Reactor 

23 

50-20 

Massachusetts Institute of Technology 


50-187 

Space Radiation Research Reactor 

23 


Research Reactor 

13 

50-193 

Rhode Island & Providence Plantations AEC 

23 

50-27 

Washington State Univ. Research Reactor 

13 

50-199 

Manhattan College Research Reactor 

23 

50-29 

Yankee-Rowe Nuclear Power Station 

14 

50-206 

San Onofre Nuclear Station, Unit 1 

23 

50-54 

Union Carbide Research Reactor 

15 

50-213 

Haddam Neck Plant 

26 

50-57 

State Univ. of New York Research Reactor 

15 

50-219 

Oyster Creek Nuclear Power Plant 

28 

50-59 

Texas A&M Univ. Research Reactor 

16 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

30 

50-62 

Univ. of Virginia Research Reactor 

16 

50-224 

Univ. of California Research Reactor 

33 

50-70 

General Electric Test Reactor 

16 







50-228 

Aerotest Radiography & Research Reactor 

33 

50-72 

Univ. of Utah Research Reactor 

16 

50-237 

Dresden Nuclear Power Station, Unit 2 

33 

50-73 

General Electric Nuclear Test Reactor 

16 

50-243 

Oregon State Univ. Research Reactor 

35 

50-77 

Catholic Univ. of America 

16 





Research Reactor 


50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

35 

50-83 

Univ. of Florida Training Reactor 

16 

50-245 

Millstone Nuclear Power Station, Unit 1 

38 

50-87 

Westinghouse Critical Experiment 

16 

50-247 

Indian Point Station, Unit 2 

40 

50-89 

General Atomic Co. 

17 

50-249 

Dresden Nuclear Power Station, Unit 3 

44 

50-113 

Univ. of Arizona Research Reactor 

17 

50-250 

Turkey Point Plant, Unit 3 

46 

50-116 

Iowa State Univ. Research Reactor 

17 

50-251 

Turkey Point Plant, Unit 4 

49 

50-123 

Univ. of Missouri Research Reactor 

17 

50-252 

Univ. of New Mexico Research Reactor 

52 

■ 50-128 

Texas A&M Univ. Research Reactor 

17 

50-254 

Quad-Cities Station, Unit 1 

52 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 

50-255 

Palisades Nuclear Plant 

54 

50-139 

Univ. of Washington Research Reactor 

18 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

57 

50-142 

UCLA Training Reactor 

18 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

61 

50-143 

Philippines Research Reactor 

19 

50-261 

H. B. Robinson Plant, Unit 2 

64 

50-148 

Univ. of Kansas Research Reactor 

19 

50-262 

Brigham Young Univ, Research Reactor 

67 

50-150 

Ohio State Univ. Research Reactor 

19 

50-263 

Monticello Nuclear Generating Plant 

67 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-264 

Dow Chemical Co. 

69 

50-311 

Salem Nuclear Generating Station, Unit 2 

141 

50-265 

Quad-Cities Station, Unit 2 

69 

50-312 

Rancho Seco Nuclear Generating Station 

144 

50-266 

Point Beach Nuclear Plant, Unit 1 

71 

50-313 

Arkansas Nuclear One, Unit 1 

148 

50-267 

Fort St. Vrain Nuclear Generating Station 

72 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

150 

50-269 

Oconee Nuclear Station, Unit 1 

75 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

152 

50-270 

Oconee Nuclear Station, Unit 2 

77 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

154 

50-271 

Vermont Yankee Nuclear Power Station 

79 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

157 

50-272 

Salem Nuclear Generating Station, Unit 1 

83 

50-320 

Three Mile Island Nuclear Station, Unit 2 

159 

50-273 

Beznau Nuclear Station, Unit 1 

85 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

162 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

85 

50-322 

Shoreham Nuclear Power Station 

165 

50-276 

Georgia Tech Research Reactor 

92 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

175 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

93 

50-324 

Brunswick Steam Electric Plant, Unit 2 

180 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

95 

50-325 

Brunswick Steam Electric Plant, Unit 1 

183 



c\n 

50-326 

Univ. of California at Irvine Research Reactor 

185 

50-280 

Surry Power Station, Unit 1 

yf 




50-281 

Surry Power Station, Unit 2 

99 

50-327 

Sequoyah Nuclear Plant, Unit 1 

185 

50-282 

Prairie Island Nuclear Station, Unit 1 

101 

50-328 

Sequoyah Nuclear Plant, Unit 2 

187 




50-329 

Midland Plant, Unit 1 

190 

50-284 

Idaho State Univ. Research Reactor 

104 







50-330 

Midland Plant, Unit 2 

193 

50-285 

Fort Calhoun Station, Unit 1 

104 







50-331 

Duane Arnold Energy Center 

196 

50-286 

Indian Point Station, Unit 3 

105 







50-333 

James A. Fitzpatrick Nuclear Power Plant 

198 

50-287 

Oconee Nuclear Station, Unit 3 

108 







50-334 

Beaver Valley Power Station, Unit 1 

200 

50-288 

Reed College Research Reactor 

110 







50-335 

St. Lucie Plant, Unit 1 

202 

50-289 

Three Mile Island Nuclear Station, Unit 1 

110 







50-336 

Millstone Nuclear Power Station, Unit 2 

204 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

119 







50-338 

North Anna Power Station, Unit 1 

206 

50-294 

Michigan State Univ. Research Reactor 

122 







50-339 

North Anna Power Station, Unit 2 

208 

50-295 

Zion Nuclear Power Station, Unit 1 

122 







50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

210 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

124 







50-344 

Trojan Nuclear Plant 

212 

50-297 

North Carolina State Univ. 






PULSTAR Reactor 

127 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

214 

50-298 

Cooper Nuclear Station 

128 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

216 

50-301 

Point Beach Nuclear Plant, Unit 2 

130 

50-352 

Limerick Generating Station, Unit 1 

219 

50-302 

Crystal River Nuclear Plant, Unit 3 

131 

50-353 

Limerick Generating Station, Unit 2 

226 

50-304 

Zion Nuclear Power Station, Unit 2 

134 

50-354 

Hope Creek Nuclear Station, Unit 1 

232 

50-305 

Kewaunee Nuclear Power Plant 

136 

50-356 

Univ. of Illinois Research Reactor 

234 

50-306 

Prairie Island Nuclear Station, Unit 2 

137 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

234 

50-309 

Maine Yankee Atomic Power Plant 

139 

50-361 

San Onofre Nuclear Station, Unit 2 

234 


XI 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-362 

San Onofre Nuclear Station, Unit 3 

237 

50-440 

Perry Nuclear Power Plant, Unit 1 

328 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

241 

50-441 

Perry Nuclear Power Plant, Unit 2 

331 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

244 

50-443 

Seabrook Nuclear Station, Unit 1 

334 

50-367 

Bailly Generating Station 

246 

50-444 

Seabrook Nuclear Station, Unit 2 

336 

50-368 

Arkansas Nuclear One, Unit 2 

247 

50-445 

Comanche Peak Steam Electric Station, 

338 





Unit 1 


50-369 

William B. McGuire Nuclear Station, Unit 1 

249 

50-446 

Comanche Peak Steam Electric Station, 

346 

50-370 

William B. McGuire Nuclear Station, Unit 2 

251 


Unit 2 


50-373 

LaSalle County Station, Unit 1 

253 

STN-50-447 

GESSAR-238 

353 

50-374 

LaSalle County Station, Unit 2 

255 

STN-50-454 

Byron Station, Unit 1 

354 

50-382 

Waterford Generating Station, Unit 3 

256 

STN-50-455 

Byron Station, Unit 2 

360 

50-387 

Susquehanna Steam Electric Station, Unit 1 

259 

STN-50-456 

Braidwood Station, Unit 1 

365 

50-388 

Susquehanna Steam Electric Station, Unit 2 

262 

STN-50-457 

Braidwood Station, Unit 2 

369 

50-389 

St. Lucie Plant, Unit 2 

265 

50-458 

River Bend Station, Unit 1 

372 

50-390 

Watts Bar Nuclear Plant, Unit 1 

267 

50-459 

River Bend Station, Unit 2 

376 

50-391 

Watts Bar Nuclear Plant, Unit 2 

270 

50-460 

WPPSS Nuclear Project, Unit 1 

377 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

273 

50-461 

Clinton Power Station, Unit 1 

379 

50-396 

Univ. of Virginia Cavalier Reactor 

276 

50-467 

Allens Creek Nuclear Station, Unit 2 

381 

50-397 

WPPSS Nuclear Project, Unit 2 

276 

STN-50-482 

Wolf Creek Generating Station 

381 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

279 

STN-50-483 

Callaway Plant, Unit 1 

384 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

283 

50-496 

Montague Nuclear Power Station, Unit 1 

388 

50-407 

Univ. of Utah Research Reactor 

285 

50-497 

Montague Nuclear Power Station, Unit 2 

388 

50-409 

La Crosse Boiling Water Reactor 

285 

STN-50-498 

South Texas Project, Unit 1 

388 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

287 

STN-50-499 

South Texas Project, Unit 2 

390 

50-412 

Beaver Valley Power Station, Unit 2 

289 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

392 

50-413 

Catawba Nuclear Station, Unit 1 

290 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

393 

50-414 

Catawba Nuclear Station, Unit 2 

299 

50-513 

WPPSS Nuclear Project, Unit 4 

393 

50-416 

Grand Gulf Nuclear Station, Unit 1 

306 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

393 

50-417 

Grand Gulf Nuclear Station, Unit 2 

310 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

393 

50-423 

Millstone Nuclear Power Station, Unit 3 

313 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

393 

50-424 

Vogtle Electric Generating Plant 

315 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

393 

50-425 

Vogtle Electric Generating Plant 

319 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

394 

50-433 

UC-Santa Barbara Research Reactor 

322 

50-522 

Skagit Nuclear Power Project, Unit 1 

394 

STN-50-437 

Floating Nuclear Plant 

322 

50-523 

Skagit Nuclear Power Project, Unit 2 

394 

50-438 

Bellefonte Nuclear Plant, Unit 1 

322 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

395 

50-439 

Bellefonte Nuclear Plant, Unit 2 

325 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

397 
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Page 

Docket 
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Page 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

400 

70-0938 

Massachusetts Institute of Technology, 

410 





Cambridge, MA 


STN-50-546 

Marble Hill Nuclear Station, Unit 1 

402 







70-0984 

Battelle Memorial Institute, 

410 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

403 


Cambridge, MA 


STN-50-553 

Phipps Bend Nuclear Station, Unit 1 

404 

70-1100 , 

Combustion Engineering, Inc., Windsor, CT 

410 

STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

404 

70-1113 

General Electric Co., Wilmington, NC 

410 

STN-50-556 

Black Fox Station, Unit 1 

404 

70-1143 

Westinghouse Electric Corp., Pittsburgh, PA 

411 

STN-50-557 

Black Fox Station, Unit 2 

404 

70-1151 

Westinghouse Electric Corp., Pittsburgh, PA 

411 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

405 

70-1167 

Northwestern Oklahoma State Univ., 

411 





Alva, OK 


STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

405 







70-1193 

Kerr-McGee Nuclear Corp., 

411 

50-601 

RESAR SP/90 

405 


Oklahoma, OK 


Domestic Licensing of Special Nuclear Material — Docket 70 


70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

412 

70-0008 

Battelle Memorial Institute, Columbus, OH 

406 

70-1257 

Exxon Nuclear Co., Inc,, Richland, WA 

412 

70-0025 

Rockwell International Corp., 

406 

70-1308 

General Electric Co., San Jose, CA 

412 


Canoga Park, CA 








70-1359 

IRT Corp., San Diego, CA 

412 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

406 







70-1395 

Allegheny General Hospital, Pittsburgh, PA 

412 

70-0033 

Texas Instruments, Inc., Attleboro, MA 

407 







70-1426 

Transnuclear, Inc., Falls Church, VA 

412 

70-0045 

Niagara Mohawk Power Corp., 

407 





Syracuse, NY 


70-1703 

Eastman Kodak Co., Rochester, NY 

412 

70-0124 

Teledyne Isotopes, Inc., Westwood, NJ 

407 

70-1733 

Allegheny Health, Education & Research 

412 





Corp., Pittsburgh, PA 


70-0135 

Babcock Sc Wilcox Co., Apollo, PA 

407 







70-1757 

Massachusetts General Hospital, 

413 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

407 


Boston, MA 


70-0267 

New York, State Univ. of Buffalo, NY 

408 

70-1954 

Woods Hole Oceanographic Institution, 

413 





Woods Hole, MA 


70-0364 

Babcock & Wilcox Co., Apollo, PA 

•* 408 







70-1974 

Ferro Corp., Cleveland, OH 

413 

70-0371 

UNC Naval Products, Inc., Uncasville, CT 

408 







70-1993 

Lutheran Hospital of Ft. Wayne, Inc., 

413 

70-0398 

Commerce, Dept, of, Washington, DC 

408 


Ft. Wayne, IN 


70-0622 

Army, Dept, of, Dover, NJ 

409 

70-2375 

Pacific Gas & Electric Co., 

413 





San Francisco, CA 


70-0687 

Union Carbide Corp., Tuxedo, NY 

409 







70-2872 

RS Holding, Inc., Cleveland, OH 

413 

70-0698 

Westinghouse Electric Corp., 

409 





Pittsburgh, PA 


70-2932 

Texas Utilities Generating Co., Dallas, TX 

413 

70-0734 

GA Technologies, Inc., San Diego, CA 

409 

70-2953 

Connecticut, Univ. of, Storrs, CT 

413 

70-0754 

General Electric Co., Pleasanton, CA 

409 

70-2968 

Cleveland Electric Illuminating Co., 

413 

70-0818 

Eastern Nazarene College, Quincy, MA 

409 


Cleveland, OH 


70-0820 

United Nuclear Corp. , 

409 

70-2988 

Philadelphia Electric Co., Philadelphia, PA 

413 


Wood River Junction, RI 








70-2997 

Carolina Power & Light Co., Raleigh, NC 

413 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

409 







70-3000 

Commonwealth Edison Co., Chicago, IL 

414 

70-0925 

Kerr-McGee Nuclear Corp. , 

410 





Oklahoma City, OK 


70-3002 

Duke Power Co., Charlotte, NC 

414 
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Page 

Packagliig of Radioactive Material for Transport and 
Transportation of Radioactive Material Under Certain 
Conditions — Docket 71 


71-0019 

Rochester Gas & Electric Corp. 

414 

71-0025 

Dairy land Power Cooperative 

414 

71-0069 

Consolidated Edison Co. of NY, Inc. 

414 

71-0083 

Northern States Power Co. 

414 

71-0087 

Navy, Dept, of 

414 

71-0090 

Combustion Engineering, Inc. 

414 

71-0153 

Anchor-Darling Valve Co. 

414 

71-0182 

Combustion Engineering, Inc. 

415 

71-0184 

Pullman Power Products 

415 

71-0195 

Toledo Edison Co. 

415 

71-0202 

Pacific Gas & Electric Co. 

415 

71-0256 

Omaha Public Power District 

415 

71-0266 

Duke Power Co. 

415 

71-0277 

Allied Chemical Corp. 

415 

71-0520 

Union Electric Co. 

415 

71-0521 

Georgia Power Co. 

415 

71-0522 

California, Univ. of, Los Angeles, CA 

415 

71-4909 

Model; GE-21PF-1, General Electric Co. 

415 

71-4986 

Model: RA-2, RA-3, RA-J General 

Electric Co. 

415 

71-5026 

Model: CNS 14-190, Chem-Nuclear 

Systems, Inc. 

415 

71-5805 

Model: CNS 3-55, Chem-Nuclear 

Systems, Inc. 

415 

71-5814 

Model: NRBK-41, -42 & -43, 

Energy, Dept, of 

416 

71-5950 

Model: BCL-4, Battelle Columbus Laboratory 

416 


Docket 

Name 

Page 

71-6698 

Model: NFS-4, Nuclear Fuel Services, Inc. 

416 

71-6717 

Model: 6717-R, Gamma Industries 

416 

71-6722 

Model: BS-33-180, Tennessee 

Valley Authority 

416 

71-6744 

Model: 6744, U.S. Ecology, Inc. 

416 

71-6771 

Model: SN-1, Metropolitan Edison Co. 

417 

71-9001 

Model: IF-300, General Electric Co. 

417 

71-9006 

Model: 500-SU, Automation Industries, Inc. 

417 

71-9009 

Model: FL 10-1, General Electric Co. 

417 

71-9010 

Model: NLI-1/2, NL Industries, Inc. 

417 

71-9015 

Model: TN-8, -8L, No Users 

417 

71-9016 

Model: TN-9, No Users 

417 

71-9018 

Model: BU-6, General Electric Co. 

417 

71-9021 

Model: 750, Technical Operations, Inc. 

417 

71-9023 

Model: NLI- 10/24, Nuclear Assurance Corp. 

418 

71-9027 

Model: 741 & 741E, Technical 

Operations, Inc. 

418 

71-9028 

Model: 684 & 684E, Technical 

Operations, Inc. 

418 

71-9032 

Model: 650, Technical Operations, Inc. 

418 

71-9033 

Model: 660 & 660E, Technical 

Operations, Inc. 

418 

71-9035 

Model: 680 & 680E, Technical 

Operations, Inc. 

418 

71-9044 

Model: GE-1600, General Electric Co. 

418 

71-9069 

Model: MO-1, Westinghouse Electric Corp. 

418 

71-9073 

Model: OH- 142, Nuclear Packaging, Inc. 

418 

71-9074 

Model: AP-lOO, ANEFCO, Inc. 

418 

71-9079 

Model: HN-lOO, Series 2 & 2A, Hittman 
Nuclear & Development Corp. 

418 



Docket 

Name 

Page 

Docket 

Name 

Page 

71-9093 

Model: HN-400, Hittman Nuclear & 

419 

71-9152 

Model: CNS 1-13C II, Chem-Nuclear 

420 


Development Corp. 



Systems, Inc. 


71-9094 

Model: CNS 14-195-H, Chem-Nuclear 

419 

71-9159 

Model: NUPAC 14/190L, /190M & /190H, 

420 


Systems, Inc. 



Nuclear Packaging, Inc, 


71-9096 

Model: CNS 21-300, Chem-Nuclear 

419 

71-9168 

Model: CNS 8-120B, Chem-Nuclear 

420 


Systems, Inc. 



Systems, Inc. 


71-9105 

Model: Rad-Waste CR. I, Chem-Nuclear 

419 

71-9176 

Model: NUPAC 14/2 lOL & 14/210H, 

420 


Systems, Inc. 



Nuclear Packaging, Inc. 


71-9108 

CNS 6-75, Chem-Nuclear 

419 

71-9177 

Model: NUPAC 10/140, Nuclear 

420 


Systems, Inc. 



Packaging, Inc. 


71-9111 

Model: CNS 6-80-2 & CNS 6-80-2 A, 

419 

71-9178 

Model: NUPAC 7/100, Nuclear 

420 


Chem-Nuclear Systems, Inc. 



Packaging, Inc. 


71-9134 

Model: ETR, Exxon Nuclear Idaho Co. 

420 

71-9179 

Model: NUPAC 6/lOOL & 6/lOOH, Nuclear 

420 





Packaging, Inc. 


71-9139 

Model: 589, General Electric Co. 

420 

71-9183 

Model: 9183, Duke Power Co. 

421 

71-9143 

Model: 920, Technical Operations, Inc. 

420 

71-9193 

Model: NES-5, Nuclear Energy 

421 

71-9145 

Model: NUPAC 50-1. 5L, -2.5L, -3.0L 

420 


Services, Inc. 



&-4.0L, No Users 








Licensing of Independent Spent Fuel Storage— Docket 72 


71-9147 

Model: 850, Technical Operations, Inc. 

420 

72-0001 

Morris Operations, General Electric Co. 

421 

71-9151 

Model: HN-100 Series 3, CNS 14-170 

420 





Series III & NUS 


72-0002 

Virginia Electric & Power Co. 

421 
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Docket 

Page 
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Docket 

Page 

Low Level Eadwaste Disposal Sites — Docket 27 



Kerr-McGee Nuclear Corp., 

40-8586 

8 




Oklahoma City, OK 



Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Kerr-McGee Nuclear Corp. , 

40-8768 

9 

Richland, WA, U.S. Ecology, Inc. 

27-048 

1 

Oklahoma City, OK 



Domestic Liceinsing of Source Material — Docket 40 


Minerals Exploration Co., Los Angeles, CA 

40-8348 

7 

Air Force, Dept, of. Brooks AFB, TX 

40-8592 

8 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

7 

AM AX Environmental Services, Inc., 

40-8820 

10 

Molycorp, Inc., Los Angeles, CA 

40-8778 

10 

Golden, CO 



Molycorp, Inc., Los Angeles, CA 

40-8794 

10 

Army, Dept, of, Dover, NJ 

40-6377 

5 

Navy, Dept, of, Alexandria, VA 

40-8186 

7 

Atlas Minerals, Inc., Denver, CO 

40-3453 

4 

Nuclear Dynamics, Inc., Phoenix, AZ 

40-8663 

8 

Automation Industries, Inc., Phoenixville, PA 

40-6920 

5 

Nuclear Metals, Inc., Concord, MA 

40-0672 

2 

Bear Creek Uranium Co., Casper, WY 

40-8452 

7 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 

Brush Wellman, Inc., Cleveland, OH 

40-8722 

9 

Pathfinder Mines Corp., Riverton, WY 

40-2259 

4 

Chemetron Corp., Chicago, IL 

40-8724 

9 

Pathfinder Mines Corp., Shirley Basin, WY 

40-6622 

5 

Commerce, Dept, of, Washington, DC 

40-4348 

4 

Pinal Minerals & Mining, Ltd., 

40-8752 

9 

Energy Fuels Nuclear, Inc., Denver, CO 

40-8675 

8 

Miami, AZ 



Energy Fuels Nuclear, Inc., Denver, CO 

40-8681 

8 

Plateau Resources, Ltd., 

40-8698 

8 




Grand Junction, CO 



Energy, Dept, of, Canonsburg, PA 

40-6500 

5 

Radiation Management Corp., 

40-8801 

10 

Exxon Co., USA, Houston, TX 

40-8102 

6 

Northbrook, IL 



Exxon Minerals Co., USA, Houston, TX 

40-8064 

6 

Remington Arms Co., Inc. 

40-8303 

7 




Independence, MO 



Fansteel, Inc., North Chicago, IL 

40-7580 

6 

Rio Algom Corp., Moab, UT 

40-8084 

6 

Federal -American Partners, Riverton, WY 

40-4492 

4 

Silver King Mines, Inc., Casper, WY 

40-8602 

8 

General Electric Co., Philadelphia, PA 

40-8023 

6 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

3 

Getty Oil Co.-Petrotomics Co., 

40-6659 

5 




Shirley Basin, WY 



Teton Exploration Drilling Co., Inc. 

40-8728 

9 




Casper, WY 



Gunderson Clinic, Ltd., Lacrosse, WI 

40-8099 

6 

Union Carbide Corp., Grand Junction, CO 

40-0299 

2 

Hercules, Inc., Ridgeley, WV 

40-8850 

11 

Union Carbide Corp., New York, NY 

40-7708 

6 

Kawecki Berylco Industries, Inc. 

40-6940 

5 




Boyertown, PA 



Uranerz USA, Inc., Casper, WY 

40-8783 

10 

Kerr-McGee Chemical Corp., 

40-2061 

3 

Uranium Resources, Inc., 

40-8786 

10 

Oklahoma City, OK 



Richardson, TX, 



Kerr-McGee Nuclear Corp. 

40-8027 

6 

Virginia Polytechnic Institute, 

40-2833 

4 

Oklahoma City, OK 



Blacksburg, VA 
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STN-50-556 

404 
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STN-50-557 

404 
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STN-50456 

365 

B,r4;u::A;<€,Mi Suti'/.tn. Unit 2 

STN-50457 

369 

Hrig^arn V'.'ung Uni’*. Re,sear<:'h Reactor 

50-262 

67 

Briy^nx Fm Nuclear P;,}\%er Station, Unit i 

50-259 

57 

BriV'^n's Ferr* Nuclear Pov^er Station, Unit 2 

50-260 

61 

Brv'OAni. Ferr\ Nuclear Power Siaiion, Unit 3 

50-296 

124 

BmnmKi Steam Electric Plant, Unit I 

50-325 

183 

BruRft'Acck Steam Electric Plant, Unit 2 

50-324 

180 

B}r\Wi Sialiofi, Umt 1 

STN-50454 

354 

'Till 2 

STN-50455 

360 


STN-50483 

384 


50-317 

154 


50-318 

157 


Name 

Docket 

Page 

Catawba Nuclear Station, Unit 1 

50-413 

290 

Catawba Nuclear Station, Unit 2 

50-414 

299 

Catholic Univ. of America 

Research Reactor 

50-77 

16 

Clinton Power Station, Unit 1 

50-461 

379 

Comanche Peak Steam Electric Station, 

Unit 1 

50-445 

338 

Comanche Peak Steam Electric Station, 

Unit 2 

50-446 

346 

Cooper Nuclear Station 

50-298 

128 

Crystal River Nuclear Plant, Unit 3 

50-302 

131 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

214 

Diablo Canyon Nuclear Power Plant, Unit 1 

50-275 

85 

Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

175 

Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

150 

Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

L52 

Dow Chemical Co. 

50-264 

69 

Dresden Nuclear Power Station, Unit 1 

50-10 

12 

Dresden Nuclear Power Station, Unit 2 

50-237 

33 

Dresden Nuclear Power Station, Unit 3 

50-249 

44 

Duane Arnold Energy Center 

50-331 

196 

Edwin 1. Hatch Nuclear Plant, Unit 1 

50-321 

162 

Edwin I. Hatch Nuclear Plant, Unit 2 

50-366 

244 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

13 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

210 

Floating Nuclear Plant 

STN-50-437 

322 

Fort Calhoun Station, Unit 1 

50-285 

104 

Fort St. Vrain Nuclear Generating Station 

50-267 

72 

GA Technologies 

50-163 

22 

General Atomic Co. 

50-89 

17 

General Electric Nuclear Test Reactor 

50-73 

16 

General Electric Test Reactor 

50-70 

16 

Georgia Institute of Technology 

Research Reactor 

50-160 

22 

Georgia Tech Research Reactor 

50-276 

92 

GESSAR-238 

STN-50-447 

353 

Grand Gulf Nuclear Station, Unit 1 

50-416 

306 
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Name 

Docket 

Page 

Name 

Docket 

Page 

Grand Gulf Nuclear Station, Unit 2 

50-417 

310 

Montague Nuclear Power Station, Unit 1 

50-496 

388 

H. B. Robinson Plant, Unit 2 

50-261 

64 

Montague Nuclear Power Station, Unit 2 

50-497 

388 

Haddam Neck Plant 

50-213 

26 

Monticello Nuclear Generating Plant 

50-263 

67 

Hartsville Nuclear Plant, Unit 1 

STN-50-518 

393 

National Naval Medical Center 

50-170 

23 

Hartsville Nuclear Plant, Unit 2 

STN-50-519 

393 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

30 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

393 

Nine Mil^ Point Nuclear Station, Unit 2 

50-410 

• 287 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

394 

North Anna Power Station, Unit 1 

50-338 

206 

Hope Creek Nuclear Station, Unit 1 

50-354 

232 

North Anna Power Station, Unit 2 

50-339 

208 

Humboldt Bay Power Plant, Unit 3 

50-133 

17 

North Carolina State Univ. PULSTAR 

50-297 

127 




Reactor 



Idaho State Univ. Research Reactor 

50-284 

104 

Oconee Nuclear Station, Unit 1 

50-269 

75 

Indian Point Station, Unit 1 

50-3 

11 

Oconee Nuclear Station, Unit 2 

50-270 

77 

Indian Point Station, Unit 2 

50-247 

40 

Oconee Nuclear Station, Unit 3 

50-287 

108 

Indian Point Station, Unit 3 

50-286 

105 

Ohio State Univ. Research Reactor 

50-150 

19 

Iowa State Univ. Research Reactor 

50-116 

17 

Oregon State Univ. Research Reactor 

50-243 

35 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

198 






Oyster Creek Nuclear Power Plant 

50-219 

28 

Joseph M. Farley Nuclear Plant, Unit 1 

.50-348 

216 

Palisades Nuclear Plant 

50-255 

54 

Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

241 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

395 

Kewaunee Nuclear Power Plant 

50-305 

136 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

397 

La Crosse Boiling Water Reactor 

50-409 

285 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

400 

LaSalle County Station, Unit 1 

50-373 

253 

Peach Bottom Atomic Power Station, Unit 1 

50-171 

23 

LaSalle County Station, Unit 2 

50-374 

255 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

93 

Limerick Generating Station, Unit 1 

50-352 

219 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

95 

Limerick Generating Station, Unit 2 

50-353 

226 

Pebble Springs Nuclear Power Plant, Unit 1 

50-514 

393 

Maine Yankee Atomic Power Plant 

50-309 

139 

Perry Nuclear Power Plant, Unit 1 

50-440 

328 

Manhattan College Research Reactor 

50-199 

23 

Perry Nuclear Power Plant, Unit 2 

50-441 

331 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

402 






Philippines Research Reactor 

50-143 

19 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

403 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

404 

Massachusetts Institute of Technology 

50-20 

13 




Research Reactor 



Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

404 

Michigan State Univ. Research Reactor 

50-294 

122 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

119 

Midland Plant, Unit 1 

50-329 

190 

Point Beach Nuclear Plant, Unit 1 

50-266 

71 

Midland Plant, Unit 2 

50-330 

193 

Point Beach Nuclear Plant, Unit 2 

50-301 

130 

Millstone Nuclear Power Station, Unit 1 

50-245 

38 

Prairie Island Nuclear Station, Unit 1 

50-282 

101 

Millstone Nuclear Power Station, Unit 2 

50-336 

204 

Prairie Island Nuclear Station, Unit 2 

50-306 

137 

Millstone Nuclear Power Station, Unit 3 

50-423 

313 

Quad-Cities Station, Unit 1 

50-254 

52 
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Name 

Docket 

Page 

Allied Chemical Corp. 

71-0277 

415 

Anchor-Darling Valve Co. 

71-0153 

414 

California, Univ. of, Los Angeles, CA 

71-0522 

415 

Combustion Engineering, Inc. 

71-0090 

414 

Combustion Engineering, Inc. 

71-0182 

415 

Consolidated Edison Co. of NY, Inc. 

71-0069 

414 

Dairyland Power Cooperative 

71-0025, 

414 

Duke Power Co. 

71-0266 

415 

Georgia Power Co. 

71-0521 

415 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

417 

Model: 589, General Electric Co. 

71-9139 

420 

Model: 6272, U.S. Ecology, Inc. 

71-6272 

416 

Model: 650, Technical Operations, Inc. 

71-9032 

418 

Model: 660 <& 660E Technical 

Operations, Inc. 

71-9033 

418 

Model: 6717-B, Gamma Industries 

71-6717 

416 

Model: 6744, U.S. Ecology, Inc. 

71-6744 

416 

Model: 680 & 680E, Technical 

Operations, Inc. 

71-9035 

418 

Model: 684 & 684E, Technical 

Operations, Inc. 

71-9028 

418 

Model: 741 & 741E, Technical 

Operations, Inc. 

71-9027 

418 

Model: 750, Technical Operations, Inc. 

71-9021 

417 

Model: 850, Technical Operations, Inc. 

71-9147 

420 

Model: 9183, Duke Power Co. 

71-9183 

421 

Model: 920, Technical Operations, Inc. 

71-9143 

420 

Model: AP-lOO, ANEFCO, Inc. 

71-9074 

418 

Model: B-2, U.S. Ecology, Inc. 

71-6144 

416 

Model: BCL-4, Battelie Columbus Laboratory 

71-5950 

416 

Model: BS~33--180, Tennessee Valley Authority 

71-6722 

416 

Model: BU-6, General Electric Co. 

71-9018 

417 

Model: CNS 1-13C II, Chem-Nuclear 

Systems, Inc. 

71-9152 

420 

Model: CNS 1-13C, Chem-Nuclear 

Systems, Inc. 

71-9081 

419 

Model: CNS 14-190, Chem-Nuclear 

71-5026 

415 


Systems, Inc. 


Name 

Docket 

Page 

Model: CNS 14-195~H, Chem-Nuclear 

Systems, Inc. 

71-9094 

419 

Model: CNS 21-300, Chem-Nuclear 

Systems, Inc. 

71-9096 

419 

Model: CNS 3-55, Chem-Nuclear 

Systems, Inc. 

71-5805 

415 

Model: CNS 6-75, Chem-Nuclear 

Systems, Inc. 

71-9108 

419 

Model: CNS 6-80-2 & CNS 6-80-2A, 
Chem-Nuclear Systems, Inc. 

71-9111 

419 

Model: CNS 8-120, Chem-Nuclear 

Systems, Inc. 

71-6601 

416 

Model: CNS 8-120B, Chem-Nuclear 

Systems, Inc. 

71-9168 

420 

Model: ETR, Exxon Nuclear Idaho Co. 

71-9134 

420 

Model: FL 10-1, General Electric Co. 

71-9009 

417 

Model: FSV-1, GA Technologies, Inc. 

71-6346 

416 

Model: GE-1600, General Electric Co. 

71-9044 

418 

Model: GE-21PF-i, General Electric Co. 

71-4909 

415 

Model: HN-100 Series 3, CNS 14-170 Series 

III & NUS 

71-9151 

420 

Model: HN-100, Series 1, Hittman Nuclear 
& Development Corp. 

71-9086 

419 

Model: HN-100, Series 2 & 2A, 

Hittman Nuclear & Development Corp. 

71-9079 

418 

Model: HN-IOOS, Hittman Nuclear Sc 
Development Corp. 

71-9089 

419 

Model: HN-200, Hittman Nuclear & 

Development Corp. 

71-6574 

416 

Model HN-300, Hittman 'Nuclear & 

Development Corp. 

71-9092 

419 

Model: HN-400, Hittman Nuclear Sc 

Development Corp. 

71-9093 

419 

Model: HN-600, NUPAC 7-100 & CNS 

7-100, Hittman Nuclear & Development Corp. 

71-9080 

418 

Model: IF-300, General Electric Co. 

71-9001 

417 

Model: LL-60-150, Tennessee Valley 

Authority 

71-6568 

416 

Model: MO-1, Westinghouse Electric Corp. 

71-9069 

418 

Model: NES-5, Nuclear ■ Energy 

Services, Inc. 

71-9193 

421 

Model: NFS-4, Nuclear Fuel Services, Inc. 

71-6698 

416 

Model NLI-1/2, NL Industries, Inc. 

71-9010 

417 
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Model: NLI- 10/24, Nuclear Assurance Corp. 

71-9023 

418 

Model: NRBK -41, -42 & -43, Energy, 

Dept, of 

71-5814 

416 

Model: NUPAC, 10/140, Nuclear 

Packaging, Inc. 

71-9177 

420 

Model: NUPAC 14/190L, /190M & /190H, 
Nuclear Packaging, Inc. 

71-9159 

420 

Model: NUPAC 14/2 lOL & 14/2 lOH 

Nuclear Packaging, Inc. 

71-9176 

420 

Model: NUPAC 50-1. 5L, -2.5L, -3.0L 
& -4.0L, No Users 

71-9145 

420 

Model: NUPAC 6/lOOL & 6/lOOH, Nuclear 
Packaging, Inc. 

71-9179 

420 

Model: NUPAC 7/100, Nuclear 

Packaging, Inc. 

71-9178 

420 

Model: OH- 142, Nuclear Packaging, Inc. 

71-9073 

418 

Model: RA-2, RA-3, RA-J, General 

Electric Co. 

71-4986 

415 

Model: Rad~Waste CR. I, Chem- 

71-9105 

419 


Nuclear Systems, Inc. 


Model: SN-1, Metropolitan Edison Co. 

71-6771 

417 

Model: TN-8, -8L, No Users 

71-9015 

417 

Model: TN-9, No Users 

71-9016 

417 

Navy, Dept, of 

71-0087 

414 

Northern States Power Co. 

71-0083 

414 

Omaha Public Power District 

71-0256 

415 

Pacific Gas & Electric Co. 

71-0202 

415 

Pullman Power Products 

71-0184 

415 

Rochester Gas & Electric Corp. 

71-0019 

414 

Toledo Edison Co. 

71-0195 

415 

Union Electric Co. 

71-0520 

415 
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Morris Operations, General Electric Co. 

72-0001 

421 

Virginia Electric & Power Co. 

72-0002 

421 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 


8407110604 Confirms 840619 meeting ui/Chem~Nuc lean, Inc in Columbia, SC 
to discuss proposed NFS variance request to permit burial of 
specific activity transuranic bearing luaste matls not 
covered by current licenses. 

TROJANOWSKI, R. Region 2. Office of Director. 84/06/14. SHEALY, H. G. 
South Carolina, State of. 3pp. 23343:347. 


8407120533 Foruiards Nuclear Fuel Svc, Inc 840417 request directed to 
State of SC for one-time variance to dispose of approx 
10,000 ft of low activity Pu it. depleted U mixed waste. Forms 
& disposal packages not established. 

RYAN, M. T. Chem-Nuclear Systems, Inc. 84/07/02. HIGGINBOTHAM, L. 
Low-Level Waste «< Uranium Recovery Projects Branch. 7pp. 25559; 189. 


8407200264 Forwards trip rept of 840619-20 meetings in Columbia it 
Barnwell, SC re Nuclear Fuel Svc request for license 
variance it EPA-RCRA implication at Barnwell. 

WIDMAYER, D. A. Low-Level Waste it Uranium Recovery Projects Branch. 
84/07/05. HIGGINBOTHAM, L. Low-Level Waste St Uranium Recovery 
Projects Branch. 16pp. 25708; 145. 


--8407200266 Expresses reservations re Chem-Nuclear request for variance 
to license to dispose of waste contaminated U/Pu it U 
resulting from decommissioning activities. 

SHEALY, H. G. Sooth Carolina, State of. 84/05/04, TROJANOWSKI. R. 
Region 2. Office of Director. 2pp. 25708:161. 


8407250020 Discusses 840619 meeting w/State of SC re disposal of waste 
contaminated u/low levels of Pu. 

BARR, K. P. Office of Nuclear Material Safety it Saf eguards, Director. 
84/07/11. HIGGENBOTHAM, L. Loui-Level Waste «< Uranium Recovery 
Projects Branch. 8pp. 25735:332. 


DOCKET 27-048 RICHLAND, WA, U. S. ECOLOGY, INC. 


8407120367 Responds to 840411 request to approve disposal of three 
55-gallon drums containing liquid scintillation vials of 
Pu-239 from Hope Col lege. Ho 1 land , MI . Approva 1 granted to 
bury waste in accordance w/License 16-19204-01. 

SHAFFNER, J. A. Lou-Level Waste it Uranium Recovery Projects Branch. 
84/03/24. WALLER. K. C. U. S. Ecology, Inc. (formerly Nuclear 
Engineering, Inc* >. Ip. 25557:361. 


8407200242 Forwards monthly SNM receipt it burial rept for May 1984. Rept 
of isotopic activityias required by State of WA, also end. 

W/o ends. 

WRIGHT, S. V. U. S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 

84/06/12. BROWNING, B. Low Level Waste Licensing Branch. Ip. 
23697:340. 


8407160163 Forwards Waste Packaging Insp Rept 15000046/84-05 on 
840606. Violations noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/07/10. ORELLA, A, 
Safeguards it Material* f^rogram Branch. Ip. 25601:035. 


--8407160168 Waste Packaging Insp Rept 15000046/84-05 on 840606. 
Violations noted;from shipment of raduast#,one drum leaked, 
one drum marked w/improper waste classif ication & three 
drums not marked w/stability marking. 

THOMAS, R.D. Region 5, Office of Director. WAITE, J. A. Washington, 
State of. 84/07/09. 26pp. 25601:036. 


8407260070 Forwards monthly SNM receipt it burial rept for June 1984 it 
rept of isotopic activity. W/o ends. 

WRIGHT, S. V. U. S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 

84/07/12. BROWNING, B. Lou Level Waste Licensing Branch. Ip. 
23791:361. 


8407310351 Forwards Waste Packaging Insp Rept 15000046/84-07 on 840609. 
No noncomp I iance noted. 

THOMAS, R. D. Region 5, Office of Director. 84/07/27. GRELLA, A, 
Director's Office. Office of Inspection and Enforcement. Ip. 

25834: 095. 


— 8407310352 Waste Packaging Insp Rept 15000046/84-07 on 840619. No 
noncompliance noted. Major areas insp ected : low level radwaste 
shipments St associated insps. 

ZURAKOWSKI, P. R. , THOMAS, R. D. Region 5, Office of Director. 
84/07/26. 2pp. 25834:096. 


DOMESTIC LISCENSING OF SOURCE MATERIAL 


DOCKET 40-0086 W. R. GRACE 8< CO. , POMPTON PLAINS. NJ 


8407120021 FOIA request for documents re WR Grace it Co for 540101 
through 750122. 

VAN DYKEN, G. Affiliation Not Assigned. 84/02/04. Division of 
Rules and Records. Ip. 25573:069. 


8407120022 Further response to FOIA request for documents re WR Grace it 
Co for 540101 through 750122. Forwards App A documents, 

FELTON, J. M. Division of Rules and Records. 04/04/25, VAN DYKEN, G, 
Affiliation Not Assigned. 3pp. 25573:070. 


— 8407120026 Informs that NRC contractor will be in Wayne. NJ in Jul to 
perform addl measurements of WR Grace it Co proper ty. We 1 1 
water sample may be taken at that time, in response to telcon 
u/K Abraham during wk of 820517. 

KINNEMAN, J. D. Region 1, Office of Director. 82/06/23. 

Affiliation Not Assigned. 2pp. 25573:073. 


— 8407120029 Informs that preliminary surveys of WR Grace Jk Co property 
revealed radiation levels in excess of current criteria for 
release for unrestricted use. Addl surveys will be performed 
in Jul. Requests authorization to perform surveys. 

HAYNES, R.C. Region 1, Office of Director. 82/07/01. 

Affiliation Not Assigned. 2pp. 25573:075. 


— 8407120033 Informs that preliminary surveys of WR Grace it Co property 
revealed radiation level in excess of current criteria for 
release for unrestricted use. Addl surveys will be performed 
in Jul. Requests authorization to perform surveys. 

HAYNES. R.C. Region 1, Office of Director. 82/07/02. 

Affiliation Not Assigned. 2pp. 25373:079, 


— 8407120034 Forwards Oct 1982 final radiological survey rept of 
Sheffield Brook, Wayne, NJ. Rept documents results of property 
survey s. Resu 1 ts of surveys on WR Grace 8< Co property subj of 
addl rept. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. 21pp. 25573: 096. 


— 0407120065 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook > Wayne, NJ. Results of water samp le. Number 20 on Page 
52, indicate water well within ERA stds for radioactivi ty in 
drinking water. W/o end. 

KINNEMAN. J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. Ip. 25573:117. 


— 8407120068 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water sample. Number 21 on Page 52, 
indicate water well within EPA stds for radioactivity in 
drinking water. Initial analysis in error, W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 02/10/27. 
Affiliation Not Assigned. Ip. 23573:118. 


— 8407120074 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne NJ. Results of water sample. Number 22 on Page 
32, indicate water well within EPA stds for radioactivity in 
drinking water. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. Ip. 25573:119. 
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— 8407120078 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook. Wayne, NJ. Results of water sample, Number 19 on Page 52, 
indicate water well within EPA stds for rad i oac t i vi ty in 
drinking water. W/o end. 

KINNEMAN. J. D. Region 1, Office of Director, 82/10/27. 
Affiliation Not Assigned. Ip. 25573:120. 


— 8407120083 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water sample. Number 18 on Page 52, 
indicate water well within EPA stds for rad i oac t i vity in 
drinking water. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Mot Assigned. Ip. 25573:121, 


8407120036 Forwards QA Insp Rept 99990001 /82“03, p er 820908 verbal 
recioest. Rept documents results of property surveys. No 
hazard evident. Oak Ridge Associated Univs rept will be 
provided in early 1983. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/18. 
Affiliation Not Assigned. 4pp. 25573:086. 


DOCKET 40-0299 UNION CARBIDE CORP. , GRAND JUNCTION, CO 


8407050070 Confirms 831129 telcon w/W Brown granting addl 10 days to 
respond to 831103 notice of violation. 

DUDNrCK,C.L. Union Carbide Corp. 83/11/29. COLLINS, J.T. Region 4, 
Office of Director, Ip. 25299:361. 


8407030003 Forwards "Monthly Water Level Elevation Rept for Apr 1984. " 
Second pumpback well started on 840330 & acid drip sys 
started on 840404. 

LYONS. P.J. Union Carbide Corp. 84/05/10. PETTENGILL. H, Uranium 
Recovery Field Office. Ip, 25411:003. 


— 8407030004 "Monthly Water Level Elevation Rept for Apr 1984. *' 
* Union Carbide Corp. 84/04/30. 18pp. 25411:004. 


8407020555 Forwards "1983 Union Carbide Annual Rept." Info should 
enable transfer of License SUA-1358 from Energy Fuels to 
Umetco Minerals. W/o end. 

DEHOLLANDER, G, Union Carbide Corp. 84/05/15. HILDENBRAND, P. 
Uranium Recovery Field Office. Ip. 25229:143. 


8407020525 Comments on ALARA rept for Union Carbide Corp East Gas Hills 
Mill. Rept summarized results of in-plant S« environ 
monitoring training sessions it insps conducted during 
Second Half 1983. Audit acceptable. 

GARCIA, P.J., PETTENGILL, H. J. Uranium Recovery Field Office. 

84/05/23. Uranium Recovery Field Office. 2pp. 25229:150. 


8407020357 Informs that Union Carbide Corp info re Gas Hills A-9 
pit tailings disposal plan reviewed. Company sa ti sf actori ly 
addressed all concerns expressed in Dept of Labor 840208 
Itr. 

ODELL, J. R. Labor, Dept, of, Mine Safety it Health Administration. 
84/05/31. SMITH, R. D. Uranium Recovery Field Office. Ip, 

25272: 322, 


8407020033 Forwards info re State of WY, Dept of Environ Quality 
approved reclamation plans for U mill tai 1 ings. Plans for Gas 
Hills tailings grossly def ic ient, espec ial ly American 
Nuclear it Pathfinder plans. 

ENOELMANN,R. Wyoming, State of. 84/06/01. PETTENGILL, H. Uranium 
Recovery Field Office. 8pp. 25223:343. 


8407270014 Forwards "Monthly Water Elevation Rept for May 1984," for 
monitor wells near A-9 seepage collection sys. Sys has 
maintained reversal of hydraulic gradient w/no major 
problems. 

LYONS, P.J. Union Carbide Corp. 84/06/04. PETTENGILL, H. J. Uranium 
Recovery Field Office. Ip. 25812:007. 


— 8407270016 "Monthly Water Level Elevation Rept for May 1984." 
* Union Carbide Corp, 84/05/31. 22pp. 25812:008. 


8407020S64 Confirms actions it conditions as committed to in 840611 
telcon between H Pettengill it P Lyons re 840606 failure of 
heap leach solvent collection sys. Requirements it conditions 
listed. 

COLLINS, J.T. Region 4, Office of Director. 84/06/13, LYONS, P. 
Union Carbide Corp, 2pp. 25229:136. 


8407240300 Submits change of address for FR mailing list. 

LANGKAU,C.M. Union Carbide Corp. 84/07/06. NRC - No Detailed 
Affiliation Given. Ip. 25719:218. 


8407260500 Forwards maps showing locations of 14 holes drilled to 
collect clay samp 1 es. Cr i ter i on for compositing samples 
consisted of grouping by physical location, assuming that 
sample areas could be mined separately. 

LYONS, P.J. Union Carbide Corp. 84/07/12. GARCIA, P. Uranium 
Recovery Field Office. 3pp. 25791:081. 


DOCKET 40-0672 NUCLEAR METALS, INC. , CONCORD, MA 


8407300300 Ac k receipt of 840510 Itr re violations noted in IE Insp 
Rept 40-0672/83-02. Correc t ive actions will be examined 
during future insp. 

MARTIN, T. T. Division of Engineering & Technical Programs. S4/06/I* 
TUFFIN,W,B. Nuclear Metals, Inc. Ip. 25801:254. 


— 8407300303 Responds to NRC 840410 Itr re violation noted in IE Insp 
Rept 40-0672/83-02. Correct ive actions:no exposures in excess 
of regulatory limits occ urred. Nonsmok ing areas clearly 
defined. 

VUMBACO, F. J. , OILMAN, A. R. Nuclear Metals, Inc. 84/03/10. 

MARTIN, T. T. Division of Engineering & Technical Programs. 7pp. 
25801: 255. 


8407100149 Ack receipt of 830915 Itr informing NRC of steps taken to 
correct violations noted IE Insp Rept 40-0672/83-01. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/07/06 
TUFFIN,W. B. Nuclear Metals, Inc. Ip. 25512:291. 


— 3407100160 Responds to NRC 830805 Confirmatory Action Ltr 83-08 re 
violations noted in IE Insp Rept 40-0672/83-01. Corrective 
acti ons; showers required prior to leaving facility it 
self— monitors placed in locker room. 

GILMAN, A. R. Nuclear Metals, Inc. 83/09/15. MARTIN, T. T. Divisio 
of Engineering Zt Technical Programs. 6pp. 25512:292. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 


8407020591 Forwards written operating procedures for radiation safety 
program covering alpha survey s, removab 1 e alpha radiation 
sampling St beta survey procedure. 

B OGDEN, G. Western Nuclear, Inc. (sobs, of Phelps Dodge Corp.). 
84/06/07. PETTENGILL, H. J. Uranium Recovery Field Office. I43pp. 
25229; 170. 


8407300146 Forwards "Water Quality Sampling Results, First Quarter 1984, 
Split Rock Mill, Jeffrey City,WY, " per License Conditions 23, 

25 tt Sl.Canonie Engineers, Inc review of water quality 
sampling analysis also end. 

B OGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
84/06/21. PETTENGILL, H. J. Uranium Recovery Field Office. 11pp. 
25847:001. 


—8407300154 "Water Quality Sampling Results, Fir st Quarter 1984, Split 
Rock Mill, Jeffrey City,WY. " 

♦ Western Nuclear, Inc. (subs, of Phelps Dodge Corp, ). 84/03/31. 

300pp. 25847:013. 


8407020497 Forwards addendum to semiannual environ rept for Jul-Dec 
1983. Ad dend urn includes air particulate data & stack sampling 
results . 

BDGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 
84/05/08. PETTENGILL, H. J. Uranium Recovery Field Office. Ip. 
25229: 316. 


— 8407020499 Addendum to "Semiannual Environ Monitoring Rept, Jul-Dec 
1983. " 

■» Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 83/12/31. 

23pp. 25229:317. 


8407020249 Submits addendum to environ monitoring rept for last half of 
1983 for Split Rock Mil 1, submitted in 840508 ltr. Data 
completes reporting requirements outlined by License 
Condition 25 of License SUA-56. 

KDNWINSKI, G. R, , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/06/08. Uranium Recovery Field Office. 2pp. 25274:358. 


B407020251 Submits initial assessment of pumpback sys performance at 
Western Nuclear, Inc Split Rock Mill, Natural dilution of 
water will serve as check on placement of pumps in pumpback 
well & determine overall efficiency of sys. 

KDNWINSKI, G. R. , PETTENGILL, H. Uranium Recovery Field Office. 
84/06/08. Uranium Recovery Field Office. 11pp. 25272:304, 
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DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8407020419 Forwards "ORNL Monthly Rept to U Recovery Field Of c, Region 
IV, " for Apr 1984. 

MCLEAN, R. B, Oak Ridge National Laboratory. FIN A-9350. 84/05/20. 

HAWKINS, E. F. Uranium Recovery Field Office. Ip. 25231:357. 


--8407020426 "ORNL Monthly Rept to U Recovery Field Ofc, Region IV.'* 
* Oak Ridge National Laboratory. FIN A-9350, 84/04/30. 

Uranium Recovery Field Office. 3pp. 25231:358. 


8407060291 Advises of issuance of Amend 8 to License SUA-S16, adding 
License Conditions 33 & 34 re relocation of two 
n onrad i 0 1 og i ca 1 surface water quality monitoring samplers. 

SMITH, R. D. Uranium Recovery Field Office. 84/06/19, Tennessee 
Valley Authority. 2pp. 25434:217. 


— 8407060292 Safety evaluation supporting issuance of Amend 8 to License 
SUA~S16, granting 830628 request for relocation of water 
quality moni tor ing, sed imen t sampling & fish 8< benthic 
organisms sampling stations. 

BRICH,R.F., HAWKINS, E.F. Uranium Recovery Field Office. 84/06/18. 
6pp. 25434:219. 


8407270168 Forwards response to ED Hawkins 840518 Itr re Edgemont Mill 
decommissioning plans for divsrsion drain sys for proposed 
disposal site covering gully erosion, bank erosion & 
rip-rap design. 

MILLS, L.M. Tennessee Valley Authority, 84/06/19. SMITH, D. Uranium 
Recovery Field Office. 5pp, 25811:182. 


8407300032 Forwards interagency agreement between DDE & TVA which binds 
parties to dispose of residual radioactive matls removed 
from remediated Edgemont, SD vicinity properties, for 
concurrence. W/o end, 

BRICH,R.F. , HAWKINS, E.F. Uranium Recovery Field Office. 84/06/20. 
FLORY,C.A. Office of Nuclear Material Safety Sc Sa f eg uard s , Direct or. 
Ip. 25847:360. 


8407260477 Forwards "Edgemont U Mill Decommissioning Environ Monitoring 
Program Semiannual Rept 3, Nov 1983 - Apr 1984." Mill area 
sediment deposit sample monitoring not initiated due to 
oversight, but will commence at next reporting period. 

MILLS, L.M. Tennessee Valley Authority. B4/06/29. SMITH, R. D. 

Uranium Recovery Field Office. 2pp. 25791:085. 


— S407260479 "Edgemont Mill Decommissioning Environ Monitoring Program 
Semiannual Rept 3, Nov 1983 - Apr 1984." 

* Tennessee Valley Authority. 84/04/30. 80pp. 25791:087. 


8407300023 Issues Amend 9 to License SUA-816. Amend authorizes licensee 
to eliminate partial slurry transport of sand tailings !< to 
transport all contaminated matl to disposal site by truck. 

Safety evaluation end. 

SMITH, R.D. Uranium Recovery Field Office. 84/07/10. Tennessee 
Valley Authority. Ip. 25846:330. 


— 8407300024 Safety evaluation supporting Amend 9 to License SUA-816. 
BRICH,R.F. , HAWKINS, E.F. Uranium Recovery Field Office. 84/07/10. 
6pp. 25846:331. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP, , OKLAHOMA CITY, OK 


8407020438 Confirms 840525 telcon re amend request to dismantle Bldg 9 
?{ store noncombustible matls on concrete pads of Bldgs 17 & 

18, Items to be stored listed. 

STAUTER,U.C. Kerr-McOee Corp. 84/05/25. NIXON, W. A. Uranium Fuel 
Licensing Branch. Ip. 25272:320. 


8407020237 Responds to 840608 inquiry re work plan for dismantling 
Bldg 9. All work will be done according to previously used 
detailed dismantling work packages. 

STAUTER,U. C. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. ). 
84/06/08. NIXON, W. A. Uranium Fuel Licensing Branch. 2pp. 
25274:361. 


8407110446 Responds to 840608 inquiry re work plan for dismantling 
Bldg 9 at .West Chicago site. Work will be done according to 
detailed dismantling work packages. 

STAUTER,U,C. Kerr-Mc(?ee Corp. 84/06/08. NIXON, W. A, Uranium Fuel 
Licensing Branch. 3pp. 25548:031. 


8407090015 Advises of issuance of Amend 9 to License STA-583, w/listed 
conditions, in response to 840326,0525 & 0608 requests. Amend 
authorizes dismantling of Bldg 9. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/06/22. STAUTER, U. C. 
Kerr-McGee Chemical Corp. (subs, of Kerr-McOee Corp. ). Ip. 

25513: 308. 


— 8407090017 Recommends issuance of Amend 9 to License STA-5S3, 
authorizing dismantling of Bldg 9. 

NIXON, W. A. , CROW, W. T, Uranium Fuel Licensing Branch, 04/06/22. 
Uranium Fuel Licensing Branch. 2pp, 25513:309. 


— 8407090020 Advises that EIS not required for dismantling Bldg 9. 
PAGE, R. O. Uranium Fuel Licensing Branch. 84/06/22, Uranium 

Fuel Licensing Branch. 3pp. 25513:311. 


8407020503 Notice of ASLD c ons t i tut i on. UH Fr y e , c ha irman PA Morris 5( 

JH Carpenter, members. 

LAZO,R. M. Atomic Safety and Licensing Board Panel. DSB 963. 
84/06/29. Kerr-McOee Chemical Corp, (subs, of Kerr-McQe© Corp. ). 
3pp. 25226:030. 


8407060106 Motion for extension of time until 840720 to file 
interrogatories, production requests &. reply to briefs, 

Certificate of Svc end. 

HARTIOAN, N. F. Illinois, State of. DSB 034. 84/07/02 Atomic 

Safety and Licensing Beard Panel. 4pp. 25429:015. 


8407090318 Order granting extension of time until S40B06 to file 
reply brief Z>. until 840720 to file interrogator i@s h 
document requests. Served on 840709. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. DSB 0B2. 
84/07/06. Illinois, State of. Ip. 25455:001. 


8407200078 Advises of issuance of Amend 10 to License STA-583, 
authorizing receipt & storage of excavated contaminated matl 
from West Chicago sites, per 840626 conversation. 

Authorization subj to listed conditions. 

PAGE, R.G. Uranium Fuel Licensing Branch, 84/07/10. STAUTER. J.C. 
Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. ), Ip. 

25697: 355. 


— 8407200081 Discusses cleanup of offsite contamination at West Chicago 
sites & recommends issuance of amend to permit Kerr-McGee 
Corp to receive 8t store contaminated matl, 

NIXON, W. A., CROW, W. T, Uranium Fuel Licensing Branch 84/07/10, 
Uranium Fuel Licensing Branch. 3pp. 25697:356. 


— 8407200083 Discusses proposed joint thorium residue cleanup program 
between West Chicago & Kerr-McGee Corp. Amend to License 
STA-S83 necessary to permit receipt fy. storage of matl. 

Cleanup conditions 1 isted, EIS not required, 

PAGE, R. G. Uranium Fuel Licensing Branch, 04/07/10. Uranium 
Fuel Licensing Branch, Ip. 25697:359. 


8407130431 Petition for leave to intervene in pr oc eod ing , per 
10CFR2 714. Certificate of Svc end, Served on 840713, 

PROTO, N.T. Nichiren Shoshg Temple. DSP 238. 84/07/ U, 

Commissioners, 9pp. 25574:250. 


8407130432 Notice of appearance in proceeding, Certifi cate (jf Svc end 
PROTO, N.T. Nichiren Shoshu Temple PROTO, N, T. Kelley Drye 8* 
Warren. DSB 239. 84/07/11, 3pp 25574:259 


8407160274 Requests author Ic M l^ublxnski be added to svc list. 

^ Kelley Dry® & Warren, 4 Nichiren Shoshu Temple, DSB 253. 
84/07/11. Atomic Safety and Licensing Board Panel. 2pp. 
25601:204. 


8407100321 Further info re West Chicago offsite thorium wa»t® hot 
spots. Related correspondence. 

FONNER, R. L. Regulations Division. DSB 313, 84/07/12, Atomic 

Safety and Licensing Board Panel. 2Spp. 25652:016. 


8407130434 Petition for leave to intervene. Cert if icate of Svc tncl, 
RAPKIN, A. Illinois, State of, DSB 236. 84/07/13. Atomic Safety 

and Licensing Board Panel. 9pp. 25974:273, 


8407160311 First set of interrogatories request for documents on 
contentions admitted as of 840713 in proceeding . Proof of Svc 
end. Related correspondence, 

RAPKINi A. , BARZAND, W. J. Illinois, State of. DSB 248. 04/07/13 

Kerr-McGee Chemical Corp. (subs, of Kerr-McOe® Corp,). lapp. 
25601:314. 


8407200260 Requests addition of S Seiple to $vc list, Proof of Svc end 
RAPKIN, A. Illinois, State of. DSB 399. 84/07/17. 3pp. 25694:296 


8407190496 Memorandum S* order informing that ASLD will conduct 
prehearing conference on 840822 to consider Atty General of 
IL Ik Nichiren Shoshu Temple 840710 S; 1 1, respectively, 
petitions to intervene Ik contentions. Served on 840719. 

FRYE, J, H. Atomic Safety and Licensing Board Panel, DSB 352, 
04/07/18. Kerr-McQee Chemical Corp. (subs, of Kerr-MeOee Corn > 
3pp. 25684:192, 
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8407190497 Order providing for prehearing conference immediately 
following prehearing conference scheduled for B40822 in show 
cause proceeding. Tour of West Chicago Rare Earths facility 
requested for 840821 . Served on 840719. 

FRYE/ J. H. Atomic Safety and Licensing Board Panel. DSB 351. 
84/07/18. 2pp. 25684:155. 


8407250317 Submits items of interest. On 84071 7» c 1 eanup work on small 
sites in West Chicago started. On 840710/ Kerr-HcGee license 
amended to permit receipt of contaminated mat! from cleanup 
campaign. 

PAOE/R.e. Uranium Fuel Licensing Branch. 84/07/18. DAVIS/ J. G. 
Office of Nuclear Material Safety & Saf eguards/ Director . Ip. 
25778: 100. 


8407230328 First request for NRC answers to interrogatories re admitted 
contentions. Certificate of Svc end. Related correspondence. 
MESERVE/R.A. Kerr-McOee Chemical Corp, (subs, of Kerr-McGee Corp.). 
MESERVEiR. A. Covington Burling. DSB 431. 84/07/20. Office of 

the Executive Legal Director. 5pp. 25711:235. 


— 8407230338 First set of interrogatories & requests for documents as to 
admitted contentions. Certi fi cate of Svc end. Related 
correspondence. 

MESERVE/R.A. Kerr— McGee Chemical Corp. (subs, of Kerr-McGee 
Corp.). MESERVE/R.A. Covington & Burling. 84/07/20. Illinois, 
State of. 26pp. 25711:240. 


8407240171 Forwards first set of interrogatories ic requests for 
documents as to admitted contentions & first request for 
answers by NRC to interrogatories. W/o enc 1 s. Re lated 
correspondence. 

MESERVE/R.A. Covington t( Burling. MESERVE/R.A. Kerr-McGee Chemical 
Corp. (subs, of Kerr-McOee Corp. ). DSB 472. 84/07/20. Office of 

the Secretary of the Commission. Ip. 25722:342. 


8407250152 Interrogatories & request for production of documents 
re waste storage. Related correspondence. 

FONNER/ R. L. / GILBERT, L.S. Regulations Division. DSB 497. 84/07/20. 

Illinois, State of, 22pp. 25747:308. 


— 84072S0155 Request for admissions from State of IL on listed 
statements. 

FONNER/ R. L. / GILBERT, L. S. Regulations Division. 84/07/20. 
Atomic Safety and Licensing Board Panel. 7'pp. 25747:330. 


•8407250160 Request for admissions from Kerr-McGee Chemical Corp on 
listed statements. 

FONNER/ R.L./ GILBERT, L. S. Regulations Division. 84/07/20. 
Atomic Safety and Licensing Board Panel. 7pp. 25747:337. 


■8407250162 Interrogatories to request for production of documents 
re waste storage. Certificate of Svc end. 

FONNERiR.L. / GILBERT, L.S. Regulations Division. 84/07/20. 
Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. >. 22pp. 

25747; 344. 


8407260129 Answer to State of IL 840710 petition for leave to 
intervene. Petition acceptable. Certificate of Svc end. 

MESERVE/R.A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 
MESERVE/R.A. Covington i Burling. DSB 513. 84/07/25. Atomic 

Safety and Licensing Board Panel. 3pp. 25777:253. 


8407260133 Notice of appearance in proceeding. Certificate of Svc end. 
MESERVE/R.A. Keri — McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 
MESERVE/R.A. Covington & Burling. DSB 515. 84/07/25 3pp 

25777:250. 


8407260143 Answer to Nichiren Shoshu Temple 840711 petition for leave 
to intervene. Certificate of Svc end. 

MESERVE/R.A, Kerr-McGee Chemical Corp. (sobs, of Kerr-McGee Corp.). 
MESORVE/R. A. Covington Burling. DSB 512. 84/07/25. Atomic 

Safety and Licensing Board Panel. 3pp. 25776:323. 


8407260146 Notice of appearance in proceeding. Cert if icate of Svc end. 
NICKLES/P. J. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp. ). 
NICKLES/P. J, Covington & Burling. DSB 514. 84/07/25. Atomic 

Safety and Licensing Board Panel. 3pp. 25776:335. 


8407270153 Suppl to 840720 discovery requests , forwarding "Guidelines 
for Decontamination of Facilities ?k Equipment Prior to 
Release for Unrestricted Use or Termination of Licenses for 
Byproduct/ Source SNM, *' Certificate of Svc end. 

GILBERT, L.S. Regulations Division. dSB 552. 84/07/25. Illinois, 

State of. 7pp. 25788: 188. 


840822-23 prehearing conferences in Chicago, IL re 
Kress Creeic decorYta^ins'ti on shou^ csuse proceeding Served on 
840727. 

Safety and Licensing Board Panel. DSB 578. 
84/07/26. 2pp. 25806:077. 


DOCKET 40-2259 PATHFINDER MINES CORP. , RIVERTON, WY 


8407020523 Submits status rept on pumpback sys at Pathfinder Mine 
Corp, McMine. Addl mitigative efforts may be necessary. 

KDhJWINSKI / G. R. / PETTENGI LL, M. J. Uranium Recovery Field Office. 
84/06/11. Uranium Recovery Field Office, 14pp. 25229:156. 


8407300276 Advises that NRC ORNL will conduct electromagnetic s' 
of site during mid to late Jul. Efforts will be directed 
toward identifying seepage pathways into surficial aquifers 
& detailing strat igrap hy . 

PETTENGILL, H. J. Uranium Recovery Field Office. 84/07/06. 
NUGENT/ E.L. Pathfinder Mines Corp. 2pp. 25816:253. 


DOCKET 40-2833 VIRGINIA POLYTECHNIC INSTITUTE, BLACKSBURG, VA 


8407100219 Amend 3 to Virginia Polytechnic Inst it State Univ Licer 
SUD-120/ revis ing Condition 13 to read as stated, per 840406 
Itr. 

GUINN, P.R. Region 2, Office of Director. 84/06/26. Ip. 25519 


— 8407100227 Application for amend to License SUD-120/ a 1 1 owi ng sto 
of natural U slugs in 1 oc k ®d , k ey -contro 1 1 ed closet in 
Randolph Hall between use of sub-critical pile. Drawing of 
storage area end. 

VAN DRESSER, W. Virginia Polytechnic Institute & State Univ., 
Blacksburg, VA. 84/04/06. POTTER, J. P. Region 2, Office of 
Director. 2pp. 25519: 302. 


DOCKET 40-3453 ATLAS MINERALS, INC. , DENVER, CO 


8407030245 Responds to verbal request for addl info re cleanup of 
Moab Mill initially made by M Shopenn via 840501 telcon 
Z( subsequently discussed w/Shopenn on 840503 it w/H 
Pettengill on 840507. 

BLU8AUGH, R. E. Atlas Minerals, Inc. 84/05/22. SMITH, R. D. Urani 
Recovery Field Office. 6pp. 25411; 130. 


84072701B4 Forwards request for addl info to complete review of 
Aug 1983 submittal re reclamation plans for Moab, WA. 

Response requested by 840817. 

PETTENGILL, H. U. Uranium Recovery Field Office. 84/07/09. 
BLUBAUGH, R. E. Atlas Minerals, Inc. 2pp. 25811:176. 


DOCKET 40-4348 COMMERCE, DEPT. OF, WASHINGTON. DC 


8407020331 Forwards revised "Matls License Document, •' Parts I St 11 I 
revised Figure 6. 

PEVEY, L. E. Commerce, Dept, of, National Bureau of Standards. 
84/05/30. SOONC, A. Uranium Fuel Licensing Branch. Ip. 25261:2*; 


— 8407020336 Revised "Matls License Document. " 

■* Commerce, Dept, of. National Bureau of Standards. 84/05/30. 
51pp. 25261:297. 


8407310243 Forwards supplemental environ info re application for 
renewal St consolidation of Licenses 08-00566-05,08-00566-10, 
08-00566-12, SMB-405 8< SNM-362, per 840524 request. NBS 
mailing address changed as of 840531. 

PEVEY, L. E. Commerce, Dept, of, National Bureau of Standards, 
84/06/30. SHUM, E. y. Uranium Fuel Licensing Branch. 11pp. 
25853: 343. 


DOCKET 40-4492 FEDERAL-AMER ICAN PARTNERS, RIVERTON, WY 


8407020419 Forwards "ORNL Monthly Rept to U Recovery Field Ofc,Regior 
IV, " for Apr 1984. 

MCLEAN, R. B. Oak Ridge National Laboratory. FIN A-9350. 84/05/20, 

HAWKINS, E. F, Uranium Recovery Field Office. Ip. 25231:357. 


8407020426 "ORNL Monthly Rept to U Recovery Field Ofc, Region IV. 
* Oak Ridge National Laboratory. FIN A-9350. 84/04/30. 

Uranium Recovery Field Office. 3pp. 25231:358. 


8407260499 Discusses transferral of License SUA-667 from Federal- 
American Partners to American Nuclear Corp & stabi 1 iiat ion 
St const plans re License Condition 40h. Further clarif icati on 
of contouring requirement to prevent ponding needed. 

ANDRUS, N. J. American Nuclear Corp. 84/05/25. SMITH, D. Uranium 
Recovery Field Office. 2pp. 25782:310. 
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8407020083 Forwards info r@ State of WYiDept of Environ Quality 
approved reclamation plans for U mill tai 1 ing s. Plans for Gas 
Hills tailings grossly deficient* especially American 
■ Nuclear & Pathfinder plans. 

ENOELMANNtR. Wyoming* State of. 84/06/01. PETTENOILL* H. Uranium 
Racovory Field Office. 8pp. 25225:343. 


6407270190 Forwards density & compaction test data for Tailings Dam 
Estensions 1 & 2 Sc as**bui It const details of lifts 
constructed on both di bes. Licensee assumed repts submitted 
by consultant, y/o end. 

ANDRUS. N.U. American Nuclear Corp. 84/06/04. PETTENOILL* H. J. 
Uranium Recovery Field Office. Ip. 257^9:248. 


8407050123 Recommends that License Conditions 1 & 2 in Amend 17 to 
License SUA~667 be revised. to reflect name & address change, 
per end telcon requests. 

JXERREE. C. C. . PETTENOILL. H. J. Uranium Recovery Field Office. 
84/06/15. Uranium Recovery Field Office. 4pp. 25414: 059. 


8407060342 Advises of issuance of Amend 17 to License SUA--667i revising 
License Conditions 1 St 2 to change name S« address of 
licensee. 

SMITH. R. D. Uranium Recovery Field Office. 84/06/15. American 
Nuclear Corp. 2pp. 25434: 171. 


8407270444 Responds to 840525 request for clarification of name St 
address change on License SUA— 667. prevention of ponding from 
precipitation events & policy discussing license amend 
w/Iicensee prior to issuance. 

PETTENOILL. H. U. Uranium Recovery Field Office. 84/07/02. ANDRUS. N. 
American Nuclear Corp. 2pp. 25794:285. 


8407300220 Issues Amend 16 to License SUA-667 on 840517 to assure 
completion of interim stabilization activities for Tailings 
Pond 2 by 840901. Amend issued for benefit of Commission it 
fee exempt. 

JIERREE, C. C. , PETTENOILL. H. J. Uranium Recovery Field Office. 
84/07/03. MILLER* . W. 0. License Fee Management Branch. Ip. 
23816: 304. 


DOCKET 40-6377 ARMY* DEPT. OF, DOVER. NU 


8407190354 Discusses IE insp of Licenses SUB - 348, SNM- 561. 29-00047-02 it 
29-00047-06 conducted on 840626. No violations noted. Major 
areas inspected: selective exams of procedures & 
representative records & interviews ui/personnel. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/07/12. 
POINTER. O.R. Army* Dept. of. 2pp. 23681:323. 


DOCKET 40-6500 ENERGY* DEPT. OF. CANONSBURO* PA 


©407020041 Forwards summary of data from radon monitoring network for 
830728-1026. Map showing new locations of onsite monitors 
enc 1. 

RUDY. C. R. Monsanto Research Corp. 84/05/18. CROW, W. T. Division of 
Fuel Cycle & Material Safety. 5pp. 25274:343. 


8407110337 Submits item of interest. On 840613* meet ing held w/Radiation 
Mgt Corp* Alleghany Inti /Chemetron Corp it McOean-Rohco. Inc 
in Newburgh Heights*OH re McOean-Rohco facility 
decontaminat ion. 

PA0E*R. 0. Uranium Fuel Licensing Branch. 84/06/20. DAVIS, U. 0. 
Division of Fuel Cycle & Material Safety. 4pp. 25536:335. 


0407130410 Submits monthly highlights 1< requests attendance at 
840918 It 19 meetings in Canonsburg * PA. Detailed summary end. 

MORLeY*U. A. Energy* Dept. of. 84/07/03. HIOOINBOTHAM* L. Low-Level 
Waste St Uranium Recovery Projects Branch. 7pp. 25575:351. 


0407110407 Submits items of interest re visits to Amax* Inc * B«tW St 
Whittaker Corp, meetings in Canonsburg* PA St w/Molycorp & 
renewal of QE it Rockwell Inti licenses. 

CUNNINGHAM* R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS* J.O. Office of Nuclear Material Safety St Saf eguards* Director. 
10pp. 25548:110. 


DOCKET 40-6622 PATHFINDER MINES CORP. * SHIRLEY BASIN* WY 


0407260052 Forwards lE Insp Rept 40-6622/84-01 on 840529-31 St notice 
of violation. 

PETTENOILL* H. J. Uranium Recovery Field Office. 84/07/05. 

RUSSELL* J.E. Pathfinder Mines Corp. 2pp. 25781:052. 


* — 8407260057 Notice of violation from insp on 840529-31. 

# Region 4, Office of Director. 84/06/26. Ip. 25781:054. 


— 8407260068 IE Insp Rept 40-6622/84-01 on 840529-31. Vi olati on noted; 
licensee inspectors failed to document erosion noted during 
daily visual insp of tailings embankments. 

CAIN.C.L., KONWINSKI. G. R. , PANGBURN, G. C. Region 4. Office of 
Director. 84/06/29. 8pp. 25781:055. 


DOCKET 40-6659 GETTY OIL CO, - PETROTOMICS CO. . SHIRLEY BASIN* WY 


8407030227 Clarifies fee assessment for 840322 request for amend to 
License SUA-551 re mod to current freeboard requirement. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/06/13. WEISS, D. 
License Fee Management Branch. Ip. 25411.129. 


8407130378 Forwards IE Insp Rept 40-6659/84-01 on 840507-10 St notice 
of violation. 

PETTENOILL , H. J. Uranium Recovery Field Office. 84/06/20. 

WHITMAN, J.H. Getty/Petrotomlcs Co. 2pp. 25575:217. 


—8407130383 Notice of violation from insp on 840507-10. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/06/18. 2pp. 
25575:219. 


—8407130389 IE Insp Repts 40-6659/34-01 on 840507-10. Vi o lat i ons noted: 
failure to cease operations & take corrective action when 
scrubber air pressure differential gauge malfunctioned It 
improper use of respiratory protection device. 

SHOPENN. N. M. , GARCIA, P. J. , KQNWINSKI , 0. R. Region 4, Office of 
Director. 84/06/18. 11pp. 25575:221. 


DOCKET 40-6920 AUTOMATION INDUSTRIES. INC. . PHOENIXVILLE, PA 


8407260207 Requests listed addl info re Model 500 SU source changer. per 
vendor 840130 tc 0203 responses to NRC 831227 Itr. 

MARTIN* T. T. Division of Engineering S< Technical Programs. 84/07/12. 
POWERS. T. Automation Industries, Inc. 2pp. 25780:334. 


8407260108 Responds to licensee 840627 Itr re 840302 show cause 8< 
temporary suspension order. Order in effect until facility 
decontaminated 8< released for use. Licensee must provide 
survey rept St plans for medical followup re exposed workers. 
MURLEY.T. E. Region 1* Office of Director. 84/07/13. POWERS* T. 
Automation Industries* Inc. 2pp. 25781:355. 


DOCKET 40-6940 KAWECKI BERYLCO IND. * INC. , BOYERTDWN* PA 


8407110193 Provides plan for future decontamination it decommissioning, 
for ultimate disposition of waste sludge & for ultimate 
disposition of waste matls* per Item 23 of License SMB-920. 

SEC Form 10-K end. 

COYLE, F.T. KBI Corp. 84/05/29. WYNGARDEN, S. Low-Level Waste it 
Uranium Recovery Projects Branch. 30pp. 25540:332. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES. CA 


8407120057 Submits items of interest. On 040618-20. meeting held w/Oak 
Ridge Associated Univs re ongoing confirmatory survey being 
conducted at Oreenvi 1 le, PA site. Environ assessments (NUREG- 
1078 it NURE0-1077) will be published in 840628 FR, 

PAOE.R. 0. Uranium Fuel Licensing Branch. 84/06/27. DAVIS. J. 0. 
Division of Fuel Cycle it Material Safety. 3pp. 25572:339. 


— 0407120063 Advises that after reviewing Amersham Corp 831118 proposal 
to increase possession limi ts. 1 icensee already restricted 
to NUREG-0767 limits by second license condition discussed 
in G Terry 840610 memo to J Hickey. 

CARDARELLI. R. Uranium Fuel Licensing Branch. 84/06/18. Uranium 
Fuel Licensing Branch. Ip. 25572; 342. 


840.7110407 Submits items of interest re visits to Amax, Inc * B&W it 
Whittaker Corp. meetings in Canonsburg . FA it w/Molycorp & 
renewal of GE & Rockwell Inti licenses. 

CUNNINGHAM, R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS.J.G. Office of Nuclear Material Safety Saf eguards. Director. 
10pp. 25548:110, 


8407100009 Summary of 840618-20 meetings w/Region I, Oak Ridge 
Associated Univs. State of PA, Whittaker Corp & Greenville 
Metals in Oreenvil le. PA re Greenville site confirmatory 
survey. 

COOL* D. A. Uranium Fuel Licensing Branch. 84/07/11. Uranium Fuel 
Licensing Branch. 2pp, 25652:359. 
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8407310296 Discusses IE Insp Rept 40-7455/S4-01 conducted on 840618-20, 
No violations noted. Major areas insp ec ted ; revi eu; of current 
status of metals site in Greenvi 11 e* PA. 

MARTIN, T.T. Division of Engineering 2.; Technical Programs. 84/07/26. 
HOLLOWAY. R. Whittaker Carp. 2pp 25828:237. 


DOCKET 40-7580 FANSTEEL, INC , NORTH CHICAGO, IL 


8407050233 Submits info re Pond 3. Flou rate at French drain uias 8. 75 
gpm on 840306 S, 11.5 gpm on 840403. Dur ing Feb & Mr, r, 135, 400 
lbs hydrate lime added to Pond 3. No significant change at 
three monitor uells near Pond 3 noted. 

PIERRET, J. A. Fansteel Metals (subs, of Fansteel, Inc. ), 84/04/03. 

COLLINS, J. T, Region 4, Office of Director, Ip. 25410:021. 


— 8407050235 Submits info re Pond 3. Flow rate at French drain was 8.5 gpm 
on 840207. No lime added during Jan, No change w/low flow on 
three monitor wells near Pond 3 noted. 

PIERRET, J. A, Fansteel Metals (subs, of Fansteel, Inc.). 84/02/21. 
COLLINS, J. T. Region 4, Office of Director, Ip. 25410:022. 


— 8407050240 Submits info re Pond 3. Flow at French drain was 9.2 gpm on 
840103. During early Dec, one truckload of hydrate lime added. 

No change w/low flow on three monitor wells located near 
Pond 3 noted. 

PIERRET, J. A. Fansteel Metals (subs, of Fansteel, Inc,). 84/01/06. 
COLLINS, J. T, Region 4, Office of Director. Ip. 25410:023. 


8407050245 Submits info re Pond 3. Flow rate a'^ French drain was 9.0 gpm 
on 840430 10,5 gpm on 840529. During May, 90, 000 lbs hydrate 

lime added to Pond 3. No significant change at three monitor 
wells near Pond 3 noted. 

PIERRET, J. A. Fansteel Metals (subs, of Fansteel, Inc.). 84/06/01. 
COLLINS, J. T. Region 4, Office of Director. Ip. 25410:020. 


DOCKET 40>7708 UNION CARBIDE CORP. , NEW YORK, NY 


8407120618 Forwards IE Closeout Insp Rept 40-7708/84-01 on 840530-31. 
No noncompliance noted. 

PAPERIELLD, C. J. Region 3. Office of Director. 84/06/25 
BEVERLY, R.G, Union Carbide Corp. 2pp. 25555:306. 


"8407120624 IE Closeout Insp Rept 40-7708/84-01 on 840530-31. No 
noncompliance noted, Major areas inspected ; former ly used 
facility scheduled for terminat ion, radiol og ical assessment 
rept direct radiation surveys. 

ROZAK,S,/ SCHUMACHER, M. C. Region 3, Office of Director. 84/06/25. 
2pp. 25555:308. 


DOCKET 40-8023 GENERAL ELECTRIC CO. , PHILADELPHIA, PA 


8407170266 Ac k receipt of 840619 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SMB-1005, 

37-02006-06, 37-02006-05 U 37-02006-09 on 340308, 20, 21 & 

0409. 

MARTIN, T. T. Division of Engineering h. Technical Programs. 84/07/12. 
CHILTON, C. General Electric Co. Ip. 25618:313. 


--8407170275 Responds to NRC 840606 Itr re violations noted in IE insp 
of Licenses SMB-1005 «< 37-02006-06 on 840308.20,21 0409. 

Corrective actions: spec ial ized training document developed 
to provide radiation safety info for all employees, 

KQBYLINSKI, A. W. General Electric Co. 84/06/19. MARTIN. T. T. 
Division of Engineering Technical Programs. 2pp. 25618:314. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP,, OKLAHOMA CITY, OK 


8407020060 Forwards listed revised pages for application for renewal of 
License SUB-lOlO, per 840313, 15,0419 & 20 telcon requests. 

STAUTER, J. C. Kerr-McGee Corp. 84/05/23. KOSLA, B. Uranium Fuel 
Licensing Branch. 15pp. 25273:003, 


8407310041 Describes air monitoring program to measure radioactive 
particulates 6; radon concentrations around Pond 2 area. Dne 


DOCKET 40-8064 EXXON MINERALS CO. , USA, HOUSTON. TX 


8407270036 Notifies NRC of mod to restoration program at Highland 
expanded RS«D pilot in situ U mine by terminating groundwater 
sweep, per Condition 29 of License SUA-1064. 

PATTON, J. D. Exxon Corp. 84/05/14, HAWKINS, E. F. Uranium Recovery 
Field Office. Ip. 25811:280. 


8407050042 Issues Amend 4 to License SUA-1064, ad d ing License Condition 
34 to recognize decommissioning reclamation plan for 
original pilot project t. to assure adequate records kept. 

SMITH, R.D. Uranium Recovery Field Office. 84/05/23. Exxon Corp 
2pp. 25414:335. 


— 8407050047 Recommends issuance of Amend 4 to License SUA-1064, add inj 
decommissioning & reclamation plan for original pilot 
project. 

WASTLER, S. L. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/05/23. Uranium Recovery Field Office. 4pp. 25414:337. 


DOCKET 40-8084 RIO ALGOM CORP. , MOAB, UT 


8407020066 Forwards corrected copy of 840507 addendum to second 
semiannual environ monitoring rept. 

HARDY, B. L. Rio Algom Corp. 84/05/14. Uranium Recovery Field 
Office. 4pp. 25226:001. 


8407020138 Requests review of end corrected pages to 1982 renewal for 
License SUA-1 1 19. Rep lacement w/corrected pages requested. 

HARDY, B. L. Rio Algom Corp. 84/05/30. GARCIA, P. Uranium Recovery 
Field Office. 38pp. 25273:018. 


8407300040 Forwards IE Insp Rept 40-8084/84-01 on 840416-19. No 
violations or deviations identified. 

PETTENGILL . H. J. Uranium Recovery Field Office. 84/06/14. 
LAWTON, M.D. Rio Algom Corp. 2pp. 25822:351. 


--8407300047 IE Insp Rept 40-8084/84-01 on 840416-19. No violations or 
deviations identified Major areas inspected : review of mgt & 
organi zation, training, f ire protection, internal exposure 
contro 1 , faci 1 ities & equipment S 4 tailings mgt. 

SHQPENN, N. M, , JIERREE, C . C. . GARCIA, P.J. Region 4, Office of 
Director. 84/06/14. 10pp. 25822:353. 


DOCKET 40-8099 GUNDERSON CLINIC, LTD., LACROSSE, WI 


8407120340 Ac k receipt of 840620 Itr informing NRC of steps taken t" 
correct noncompliance noted in IE insp of Licenses 
48-19087-01, 48-01277-02 SUB-1091. 

WIEDEMAN, D. G. Region 3, Office of Director. 84/07/03. KATRANA, - 
Gunderson Clinic, Ltd., La Crosse, Wl. Ip. 25549:217. 


— 8407120346 Responds to NRC 840522 Itr re noncompliance noted in I 
of Licenses 48-19087-01 & 48-01277-02. Correct ive actions: 
radiation safety committee meeting will be held quarterly & 
ledger kept for daily constancy checks. 

GUNDERSON, G. , KATRA.NA, J. N. , BOGE. R. Gunderson Clinic, Ltd., La 
Crosse, WI. 84/06/20. WIEDEMAN, D. G. Region 3, Office of 
Director. 2pp. 25549:218. 


— 8407120352 Certificate of disposition of matls: cobalt teletherapy 
source transferred to GE, State of CA Licenses 0017-59 for 
d isposal. Requests termination of License 48-19087-01. 

BOGE, R. J. Gunderson Clinic, Ltd., La Crosse, WI. 84/06/11. 3 

25549: 220. 


DOCKET 40-8102 EXXON CO. , USA, HOUSTON, TX 


8407050177 Application for amend to License SUA-1 139, revi s in g Licen 
Condition 11 for routine organizational changes & 
authorizing DM Range as radiation safety officer. Fee end. 

PATTON, J.D. Exxon Corp. 84/04/05. PETTENGILL, H. J. Uranium 
Recovery Field Office. 5pp. 25412:342. 


ov'ersize map end. Aperture card available in PDR. 

TAUTER, J.C, Kerr-McGee Corp. 84/06/22. CROW. W, T. UraniumFuel 
icensing Branch, 8pp. 25863:347. 


7240214 Forwards Warner assessment of Sequoyah Fuels Corp request to 
ispose of 35 million gallons of treated raffinate by deep 
lell in jection, f or info, per 840712 telcon, W/o end. 

lYNGARDEN, S. D. Uranium Fuel Licensing Branch. 84/07/17. DUNBAR, J. 
Iklahoma, State of. Ip. 25751:362. 


8407020580 Forwards trip rept 840326-28 site visits to Exxon Highlai 
Mill, Bear Creek U Mill & Silver King Morton Ranch Project. 
PANGBURN, G. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/05/09. Uranium Recovery Field Office. 9pp. 25229:113. 


8407020250 Submits followup to 840504 08 telcons re elimination 0 

remote air monitoring station. Air samples no longer 
collected. Collection of soil & vegetation samples & 
measurement of radiation levels will be continued. 

PATTON, J.D. Exxon Corp. 84/05/14. PETTENGILL, H. J. Uranium 
Recovery Field Office. 5pp. 25261:357. 
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0407060282 Recommends issuance o-f amend to License SUA-H39; authori 2 ing 
installation of three addl groundwater monitor wells at 
Highland U Operations in Converse County* WYi per 831128 
proposal. 

PANGBURN* 0. C. , PETTENGILL . H. Uranium Recovery Field Office. 

84/06/07. Uranium Recovery Field Office. 4pp. 25434:236. 


0407020457 Discusses fee exemption for Amend 7 to Source Mat 1 License 
SUA-1139 re seepage for Highland mill tailings basin ty. 
assessing adequacy of existing groundwater monitoring sys. 

Amend fee exempt. 

PANOBURN* G. C. < PETTENGILL* H. U. Uranium Recovery Field Office. 
84/06/08. MILLER* W. 0. License Fee Management Branch. Ip. 

25231: 361. 


©407060044 Notifies of issuance of Amend 7 to License SUA-11 39, revising 
License Condition 33 re ground 8< surface water sampling. 

W/o encl. 

SMITH* R.D. Uranium Recovery Field Office. 84/06/11. Exxon 
Nuclear Co.* Inc. isybs. of Exxon Corp.). 2pp. 25434:360. 


©407300028 Responds to 840614 Itr re preliminary dismantling of Exxon 
Highland Mill. Concurs u/conclusion that activities can be 
considered under authority to carry out special repair 
procedures. 

PETTENGILL* H. J. Uranium Recovery Field Office. 84/06/28. 

PATTON, J. D. Exxon Corp. Ip. 25846:329. 


docket 40-8186 NAVY, DEPT. OF* ALEXANDRIA, VA 


©407100188 Amend 4 to License SUB-1190 for Dept of Na vy , r evi si ng 
Conditions 10 14 re storage of licensed matl*per 840305 

1 tr. 

HICKEY* J.W. Division of Fuel Cycle & Material Safety. 84/06/27. 
Ip. 25519:269. 


8407100194 Forwards application for amend to License SUB-1190. 

MCMANAMAN* V. L. Navy, Dept, of* Naval Sea Systems Command, 
84/03/20. Division of Fuel Cycle %t. Material Safety. Ip. 
25519: 270. 


8407100204 Application for amend to License SUB-1 190, au th or i 2 ing use of 

depleted U as metal penetrator in M774 St M833* 105 mm 
cartridge, for receipt, possession* storage transfer at any 
DOD facility in US. 

GROVES* K.L. Navy* Dept, of* Naval Sea Systems Command. 84/03/05. 

Office of Nuclear Material Safety Saf eguards* Director. 2pp, 

25519: 271. 


8407100208 Forwards Amend 4 to License SUB-1190iin response to 840305 

Itr. No waiver granted from posting requirements as outlined 
in 10CFR20. 203<e) <2). 

HICKEY*J.W. Division of Fuel Cycle 8*. Material Safety. 04/06/27. 
Navy, Dept, of* Naval Sea Systems Command. 2pp. 25519:273. 


>0CKET 40-8303 REMINGTON ARMS CO.* INC.* INDEPENDENCE, MO 


>-407200053 Discusses IE insp of Licenses 24-14672-01 SUB-U95 
on 840626-27. No noncompliance noted. Major areas inspected: 
r epresentati ve records, observations* independent 
measurements* interviews w/personnel St exam Pf procedures. 

WIEOEMAN* D. 0. Region 3, Office of Director. 84/07/13. IVERSON, R, 
Remington Arms Co.* Inc. Ip. 25692:304. 


OCKET 40-8348 MINERALS EXPLORATION CP, , LOS ANGELES* CA 


-4.07030001 Summary of 840515 meeting re adequacy of monitoring plan 
to evaluate possible groundwater contamination. 

KEARNEY* B. Minerals Exploration Co. <subs. of Union Oil Co. of 
California), 84/05/16. Minerals Exploration Co. <subs. of Union 
Oil Co. of California). 5pp. 25411:211, 


•407020083 Forwards info re State of WY, Dept of Environ Quality 
approved reclamation plans for U mill tai 1 ings. Plans for Gas 
Hills tailings grossly deficient* especially American 
NucleJr & Pathfinder plans. 

ENGELMANN.R. Wyoming* State of. 84/06/01. PETTENGILL* H, Uranium 
Recovery Field Office. 8pp. 25225:343. 


3CKET 40-8452 BEAR CREEK URANIUM CQ. * CASPER* WY 


^07020524 Radionuclide data* water quality data «< static water levels 
'♦’or First Quarter 1984. W/e40607 Itr. 

Blossom* J.N. Bear creek Uranium Co. 84/03/31, 4pp. 25229:152. 


8407020580 Forwards trip rept 840326-28 site visits to Exxon Highland 
Mill<Bear Creek U Mill h. Silver King Morton Ranch Project. 

PANOBURN, 0. C. * PETTENGILL, H. J. Uran i um R ec over y Field Office. 
84/05/09. Uranium Recovery Field Office. 9pp, 25229:113, 


8407260408 Informs that R Medlock will submit info re groundwater 
quality S*. monitoring program. Meet ing w/NRC to discuss 
monitor well 8< proposed mitigation measures planned. No 
objection to approving proposed tailing dam lift. 

GARLAND, W.L. Wyoming, State of. 84/06/05. PETTENGILL, H. S. Uranium 
Recovery Field Office. Ip, 25791:022. 


8407270177 Forwards draft "Review of Proposed 1934 Tailings Dam Raise 
on Bear Creek U Co. " 

NELSON, J. D. Colorado State Univ, * Ft. Collins, CO. 84/06/08. 
PANGBURN, G. Uranium Recovery Field Office. Ip. 25811:119. 


— 8407270181 Draft "Review of Proposed 1984 Tailings Dam Raise on Bear 
Creek U Co. " 

NELSON* J, D. * ABT*S. R., WRIGHT* L.N. Colorado State Univ.* Ft. 
Collins* CO. 84/06/30. Office of Nuclear Material Safety & 

Saf eg uards, Direc tor, 12pp. 25811:120. 


8407270233 Forwards "Review of Proposed 1934 Tailings Dam Raise on Bear 
Creek U Co," presenting recommendations re proposed 6-ft 
raise on Bear Creek tailings dam, 

NELSON* J. D, Colorado State Univ.* Ft. Collins* CO. 84/06/21. 
PANGBURN, G. Uranium Recovery Field Office. Ip. 25794:271. 


— 8407270241 "Review of Proposed 1984 Tailings Dam Raise on Bear Creek 
Co. " 

NELSON, J. D. * ABT, S. R. , WRIGHT, L.N. Colorado State Univ.* Ft. 
Collins* CO. 84/06/30. Uranium Recovery Field Office, 12pp. 
25794: 272 


8407300061 Submits review of Bear Creek U Co 10CFR40, 65 environ 
monitoring rept for Second Half 1983, No areas requiring 
licensing action identi f ied. Recommends future reviews focus 
on newly initiated seepage control monitoring data. 

PANGBURN* G. C. * PETTENGI LL, H. J. Uranium Recovery Field Office, 
84/06/29. Uranium Recovery Field Office. 5pp. 25816:354. 


DOCKET 40-8502 WYOMING MINERAL CORP. , LAKEWOOD, CO 


8407020577 Responds to 840411 request for redefinition of Carbonaceous 
Shale Zone at Irigaray site. Request cannot be processed 
unless submitted by current 1 icensee* Westinghouse. Reques t 
should be in terms of amend to License SUA-1341, 

SMITH*R.D. Uranium Recovery Field Office. 84/05/22, BECK,M.K. 
Malapai Resources Co. Ip, 25229: 122. 


DOCKET 40-8584 MINERALS EXPLORATION CO. * LOS ANGELES* CA 


8407020181 Forwards notice of violation issued to Minerals Exploration 
Co (MEC) re seepage near BaCl treatment ponds. 

LAUDON, K. Wyoming* State of. 84/04/05, KONWINSKI.G, Uranium 
Recovery Field Office. 6pp. 25275:085, 

I 

8407030017 Proposes to install groundwater monitor at specified point 
in advance of promulgation of NRC regu lati ons. Instal lat i on 
should satisfy State of WY Water Quality Div concerns. We 1 1 
to be drilled in Summer 1984. 

HILL* C. Z. Union Minerals, 84/04/23. Wyoming* State of. 6pp. 
25411; 204. 


8407030005 Reiterates decisions reached at 840515 meeting re 
const of one monitor well at existing toe of tailings 
cell. 

HILL/C. Z. Union Minerals. 84/05/18. LAUDON, K. Wyoming, State of. 
2pp. 25410:357. 


8407020562 Summary of 840515 meeting w/Minerals Exploration Co Sk State 
of WY Dept of Environ Quality in Cheyenne, WY re placement of 
addl monitoring/compliance well. 

KONWINSKI* Q, R. * PETTENGILL, H. J. Uranium Recovery Field Office. 
84/05/29. Uranium Recovery Field Office. 3pp. 25229:130. 


8407300267 Notifies that 840523 application for renewal of License 
SUA-1350 acceptable 8t license in timely renewal status* per 
10CFR40 & 40. 43(b). 

PETTENGILL* H. U. Uranium Recovery Field Office. 84/06/21. KLEIN,!, 
Minerals Exploration Co, (subs, of Union Oil Co. of California). Ip. 
25816; 295. 
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8407300162 Revised application for renewal of License SUA-1350. 
addressing recent improvements in tailings cell monitoring 
well sys & describing security during suspension of 
operations. W/one oversize f i g ure, Ap er ture card in FOR. 

HILL. C, Z. Union Minerals, 84/07/02. PETTENGILL. H. Uranium 
Recovery Field Office. 8pp. 25812; 120. 


DOCKET 40-8585 WYOMING MINERAL CORF. - LAKEWOOD. CO 


8407020024 Forwards Univ of Utah results of analysis. 5t evaluation of 
scandium ma 1 1. Ana 1 y s i s supports 840312 statement that U 
present in sludge has negligible concentrations of daughter 
products, 

RUTLEGE. C. Westinghouse Electric Corp. 84/05/18. PETTENGILL. H. 
Urani.um Recovery Field Office. 2pp. 25225:327. 


8407050129 Issues Amend 5 to License SUA- 131 5. pr ovi d ing semiannual 
plant insps by Westinghouse radiation protection officer in 
lieu of quarterly insps. 

SMITH. R. D, Uranium Recovery Field Office. 84/06/11. RUTLEDGE, C. 
Westinghouse Electric Corp. 2pp. 25414:055. 


— 8407050136 Recommends issuance of Amend 5 to License SUA-1315. provid ing 
semiannual plant insps by Westinghouse radiation protection 
officer in lieu of quarterly insps. 

WASTLER, S. L. , HAWKINS, E. F. Uranium Recovery Field Office. 

84/06/11. Uranium Recovery Field Office. 2pp. 25414:057. 


8407270381 Grants licensee 840312 request to amend License SUA-1315 to 
allow transfer of waxy organic matls containing commercial 
grade scandium w/entrained U, License amend unnecessary. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/07/06 RUTLEDGE, C. 
Westinghouse Electric Corp. 2pp. 25799:074, 


— 8407270385 Review of licensee 840312 request to amend License SUA-1315 
to allow transfer of waxy organic matls containing 
commercial grade scandium w/entrained U. Request approvable. 

License amend unnecessary. 

WASTLER, S.L. Uranium Recovery Field Office. 84/07/06. 3pp. 

25799; 076. 


DOCKET 40-8586 KERR-MCOEE NUCLEAR CORP, , OKLAHOMA CITY, OK 


8407020256 Forwards 840514 approved State of WY application for in-situ 
R&D testing License 13RD. 

RANOEN, L. Wyoming, State of. 84/05/21, SHELLEY, W. U. Sequoyah 
Fuels Corp. 5pp. 25275: 279. 


DOCKET 40-8592 AIR FORCE, DEPT, OF, BROOKS AFB, TX 


8407100052 Amend 7 to License SUB-1301 for Dept of Air Force, USAF 
Radioisotope Commi t tee, au th or i z ing use of depleted U. 

HICKEY, J. W, Division of Fuel Cycle «« Material Safety, 84/06/26. 
2pp. 25520:184. 


— 8407100059 Application for amend to License SUB-1301, authorizing 
storage of depleted U as war reserve matl. 

BOLLINGER, L. J. Air Force, Dept, of, Radioisotope Comm. 84/03/23. 
Radioisotopes Licensing Branch (Pre 790501). Ip, 25520:186. 


DOCKET 40-8602 SILVER KING MINES, INC. , CASPER, WY 


8407020580 Forwards trip rept 840326-28 site visits to Exxon Highland 
Mill, Bear Creek U Mill it Silver King Morton Ranch Project. 

PANGBURN, G, C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/05/09. Uranium Recovery Field Office. 9pp. 25229:113. 


DOCKET 40-8663 NUCLEAR DYNAMICS, INC. , PHOENIX. AZ 


8407020354 Forwards BW Conroy resume for approval as radiation safe^^ 
officer for decommissioning of U solution mine. 

CONRAY, B. W. Research Technologies Group, Inc. 84/05/23. 

HAWKINS, E.F. Uranium Recovery Field Office. 4pp, 25272:323. 


8407020568 Advises that BW Conroy qualified to serve as radiation 
safety officer for decommissioning ac tivi ties, per BW Conroy 
840523 Itr. 

HAWKINS, E. F. Uranium Recovery Field Office. 84/06/01. STOICK, A ^ 
ND Resources, Inc. 2pp. 25229: 126. 


DOCKET 40-8675 ENERGY FUELS NUCLEAR, INC, , DENVER, CO 


8407030028 "Semiannual Rept of Environ Moni ter : r.g , Energy Fuels Nucl^^ 
Inc, Han k svi 1 1 e Ore Buying Station, Jul-Dec 1783. " W/840410 
1 tr. 

ROBERTS, H.R, Energy Fuels Nuclear, Inc. 83/12/31. HILDENBRAND, 
Uranium Recovery Field Office. 14pp. 25411:185. 


8407020570 Submits review of semiannual enyiron monitoring rept for 
Jul-Dec 1983. No significant trends identified. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/05/22. Uranium Recovery Field Office. 3pp. 25229:123. 


8407020558 Ac k receipt of 840510 Itr requesting au th or i za t ion to 
transfer approx 4,000 tons of contaminated soil it low-grade 
ore from Hanksville Ore Buying Station to Plateau Resources, 

Inc. Author! zation granted , w/ 1 i sted stipulations. 

SMITH, R.D. Uranium Recovery Field Office. 84/06/07. ROBERTS, H. R 
Energy Fuels Nuclear, Inc. 2pp. 25229:141. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR, INC. , DENVER, CO 


8407060139 Forwards financial package submitted by Umetco Minerals Co' 
to support request for self-insurance to cover cost of 
reclamation h decommissioning White Mesa U Mill. 

SMITH, R.D. Uranium Recovery Field Office. 84/06/11. BROWNING, R. 
Division of Waste Management. Ip. 25434:283. 


— 8407060141 Requests transfer of License SUA-1358 from Energy Fuelift 
Nuclear, Inc to Umetco Minerals Corp. Organization chart 
financial highlights end. 

GRANELEY, G, W. Energy Fuels Nuclear, Inc. ALESIO, W. G. UMETCO 
Minerals Corp. (subs, of Union Carbide Corp. ). 84/05/15. 

SMITH, R. D. Uranium Recovery Field Office. 66pp. 25434:284. 


8407260498 Forwards lO-K rept to Securities Exchange Commission far 
First Quarter 1984. Rept needed by NRC to complete review of 
surety agreement proposed by Umetco Minerals as part of 
application for transfer of License SUA-1358. 

DUDNICK, C.L. Union Carbide Corp. 84/07/09. SEEM ANN, M. J. NRC - m 

Detailed Affiliation Given. llpp- 25782:312. 


DOCKET 40-8684 WESTERN NUCLEAR, INC. , LAKEWOOD, CO 


8407030407 Forwards land quality it water quality staff comments or 
Western Nuclear,Inc 840316 submittal responding to 831018 
review comments. 

MOONEY, G. Wyoming, State of, 84/05/15. BOGDEN, G. Western Nucl«Ar 
Inc. (subs, of Phelps Dodge Corp. >. 14pp. 25411:051. 


8407020083 Forwards info re State of WY, Dept of Environ Quality 
approved reclamation plans for U mill tax 1 ings. Plans for Gas 
Hills tailings grossly deficient, especially American 
Nuclear & Pathfinder plans. 

tTKirVCTI MAMKI D M . . ^ ^ n ^ JZ QA/n^L/A-* 
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8407020554 Comments on land use survey at Shootering Canyon processing 
f ac i 1 ity . Few changes in land use occurred in vicinity of 
mill since annual land use survey in Sept 1982. 

SHOPENN» N. M. . PETTENOILLi H, G. Uranium Recovery Field Office. 
84/05/22. Uranium Recovery Field Office. 2pp. 25229: 144. 


DOCKET 40-8722 BRUSH WELLMAN, INC. , CLEVELAND, OH 


8407020447 Responds to 840510 & 14 telcons re Br ush-Wel Iman, Inc. EPA 
stds, 40CFR192 do not apply to licensee operati ons, s ince U is 
only secondary extraction operation. 

HAWKINS, E. F. Uranium Recovery Field Office. 84/05/22. DAVIS, R. 
Brush Wellman, Inc. Ip. 25272:316. 


DOCKET 40-8724 CHEMETRON CORP. , CHICAGO, IL 


8407020224 Forwards SM Wilner resume for inclusion in license renewal. 
WILNER, S. M. Chemtron Corp. 84/03/09, KOSLA, B. NRC - No Detailed 
Affiliation Given. 2pp. 25275:286. 


8407020288 Forwards author resume Z'. Attachment 1 to decontamination 
plan. Plan submitted as license amend on 831118. 

BOOTH, L. F. Radiation Management Corp. 84/03/13. KOSLA, B. Uranium 
Fuel Licensing Branch. 3pp. 25261:350, 


8407110337 Submits item of interest, On 840613, meet ing held w/Radiation 
Mgt Cor p, A1 leghany Intl/Chemetron Corp McGean-Roh co, Inc 
in Newburgh Heights, OH re McGean-Rohco facility 
decontamination. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/06/20. DAVIS, U. G. 
Division of Fuel Cycle Material Safety. 4pp. 25536:335. 


8407120210 Summarizes 840613 site visit to Chemetron Corp in Cleveland 
OH re familiarization w/facility prior to decontamination 
operation St pend ing • 1 i c en s e renewal to permit 
decontamination operation. 

CANIANO, R. U. Region 3, Office of Director. 84/07/02. Region 3, 
Office of Director. 2pp. 25550: 104. 


8407250413 Forwards revised License SUB~1357, in response to 831118 
application for amend. Rev extends expiration date until 
860630. Decontamination decommissioning required during 
next yr, 

PAGE, R. 0. Uranium Fuel Licensing Branch. 84/07/lS. WILNER, S. 
Chemtron Corp, Ip. 25778:001. 


-“8407250415 Safety evaluation supporting amend to License SUB-1857. 
CQOL, D. A. , CROW, W. T. Uranium Fuel Licensing Branch, 84/07/18. 
5pp. 25778:002. 


— 8407250419 Revised License SUB-1357, author! zing use of 2,000 kg 
U oxide. 

CROW, W. T. Division of Fuel Cycle 8< Material Safety, 84/07/18. 
2pp. 25778:007. 


—8407250421 Discusses amend to License SUB-1357, author i z ing continued 
decontamintion of facilities. 

PAGE, R. 0. Uranium Fuel Licensing Branch. 84/07/18. Uranium 

Fuel Licensing Branch. Ip. 25778:009. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO. , INC, , CASPER, WY 


8407050057 Forwards seventeenth quarterly rept for First Quarter 1984 
r# site activities involving routine maint *< leak detection 
measurements, in-p lant & area radiation monitoring & site 
security. 

APPEL, R.R. Teton Exploration Drilling Co., Inc. 84/05/07, 

SMITH, R.D. Uranium Recovery Field Office. SPEERS, R. Wyoming, State 
of. 2pp. 25414:307. 


— 8407050058 Seventeenth quarterly rept for First Quarter 1984 re site 
activities involving routine maint «< leakage detection 
measurements, in-plant Ik area radiation monitoring & site 
security. 

a Teton Exploration Drilling Co., Inc. 84/03/31. 5pp. 

25414: 309. 


DOCKET 40-8745 OGLE PETROLEUM, INC. , CASPER, WY 


8407270068 Semiannual effluent release rept for Jul-Dec 1983. 

HERRERA, T. , BROWN, K, Ogle Petroleum, Inc. 84/03/12. Uranium 
Recovery Field Office, Ip. 25811:265, 


8407300025 Responds to 840531 Itr re operational gamma dose surveys. 
Operational monitoring described on Pages 200-202 not 
required until 2 addl yrs of mining passed. 

ENGELMArJN, R. Wyoming, State of. 84/07/05. CATCHPOLE, G. J. Ogle 
Petroleum, Inc. Ip. 25816:326. 


DOCKET 40-8752 PINAL MINERALS & MINING, LTD. , MIAMI, AZ 


8407270447 Requests submittal of detailed plan for decommissioning 
experimental pilot plant site operated under License 
SUA-13S8, by 840813. Method described during insp visit 
provides necessary details. 

SHOPENN, N. M. Uranium Recovery Field Office. 84/07/16. CLARY, T.J. 
Pinal Minerals Z>. Mining, Ltd. Ip. 25794:284. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8407270012 “Quarterly Rept - First Quarter 1984:Q-Sand Inside U 
Recovery R&D Pro j ect, Converse County, WY. " W/S40702 Itr. 

STAUT£R,J, C. Kerr-McGee Corp. 84/03/31. SMITH, D. Uranium Recovery 
Field Office. a4. 25811:305. 


8407020242 Summary of 840511 meeting w/Sequoyah Fuels Corp re 
mechanical integrity tests, upper control limits & baseline 
water quality. 

OGLe,K. M. Wyoming, State of. 84/05/11. Wyoming, State of. 3pp. 
25275: 091. 


B407030207 Forwards rev to Tables 9-7, 9-8 & 9-9 of O-Sand in situ 
leaching project application (LQD TFN 1 5/295) indicating 
new UCI values for monitor wells, per agreemment reached in 
840511 meeting. 

FREEMAN, M. D. Sequoyah Fuels Corp, 84/05/14. SPEARS, R. Wyoming, 
State of, 7pp. 25411:136. 

8407270003 Forwards ALARA status rept for Nov 1983 - Apr 1984 . Audit & 
annual radiation safety training course completed on 
840516 & 17, respectively. 

SINKE, G. J. Keri — McGee Corp. 84/05/21. Uranium Fuel Licensing 

Branch. 6pp. 25812:001. 


8407020476 Forwards rev to Page 3 of groundwater restoration program, 
Rev incorporates NRC concern re monitor well sampling during 
restoration & stability demonstration. 

FREEMAN, M. D. Sequoyah Fuels Corp. 84/05/29. HILDENBRAND, P. 

Uranium Recovery Field Office. 6pp. 25229:348. 

8407020492 Responds to question on radon emission control for new IX 
columns. Columns are closed top vessels 8c ventilation sys 
extended. Agreement executed w/Exxon Minerals Co to transfer 
water from evaporation ponds to tailing pond. 

FREEMAN, M. D. Sequoyah Fuels Corp. 84/05/29. HILDENBRAND, P. 

Uranium Recovery Field Office. Ip. 25229:341. 

8407020534 Forwards draft EIA for Sequoyah Fuels Corp proposed "0"- 
Sand R8<D in situ project for review & comment. W/o end. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/06/01. RANDIN,L. 
Wyoming, State of. Ip. 25229:107. 

8407020533 Trip rept of 840523 site visit re licensee development & 
implementation of administrative & operating procedures & 
monitoring programs per proposed expanded U recovery 
facility Z^ R8cD wellfield. 

HILDENBRAND, P. . HAWKINS, E. F. Uranium Recovery Field Office. 

84/06/13. Uranium Recovery Field Office. 2pp. 25229:146. 

8407260456 Forwards revised Q-Sand groundwater restoration plan. Table 5 
added, comparing Q-Sand U Q-Sand baseline water quality data. 

Separate requests will be made of NRC & State of WY if test 
u/sodium sulfide desired. 

FREEMAN, M. D. Sequoyah Fuels Corp, 84/06/13. HAWKINS, E. , 
HILDENBRAND, P. Uranium Recovery Field Office. 12pp. 25782:335. 


8407300049 Discusses discrepancies between State of WY, Dept of Environ 
Quality R&D License 13RD 8« NRC draft EIA for 0 Sand R8<D In 
Situ Leach Project. NRC intends to issue amend to License 
SUA-1387. , ^ 

LAUDON, K. Wyoming, State of. 84/06/16. MCCARTY, C. Wyoming* State 
of, 2pp. 25847:358. 

8407300273 Forwards revised Table 9-3B for 0 Sand R&D In Situ Leach 
Project. Rev includes results for new well casing integrity 
tests on Wells OI-l, 01-5. OP-l Ik QP-6, as required by 
License 13RD, Condition 1. 

FREEMAN, M.D. Sequoyah Fuels Corp. 84/06/20. SPEARS, R. Wyoming, 
State of. 25pp. 25816:269. 
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8407270130 Forujards "Organization Reporting Health Physics 
Functionsj" shouing reporting channels for radiation safety 
officer Z< radiation safety technician. 

FREEMAN; M. D. Sequoyah Fuels Corp. 84/06/25. HAWKINS; E. Uranium 
Recovery Field Office. 6pp. 25811:225. 


8407300005 Issues Amend 11 to License SUA-13a7; r evis ing License 
Condition 42 to approve restoration &■. post-restoration 
monitoring plans require vendor to notify NRC of changes 
in grounduiater restoration methodologies. 

SMITH; R.D. Uranium Recovery Field Office. 84/07/09. STANTER.J. 
Sequoyah Fuels Corp. 2pp. 25848: 049. 


--8407300007 Review of proposed groundwater restoration plan for Q-Sand 
R8(D Project. Plan acceptable & should be incorporated as 
amend to License SUA-1387; Li cense Condition 42. 

HILDENBRAND; P. ; HAWKINS; E.F. Uranium Recovery Field Office. 
84/07/09. 7pp. 25848:051. 


DOCKET 40-8778 MOLYCORP; INC. , LOS ANGELES; CA 


8407110407 Submits items of interest re visits to Amax; InC; B&W & 
Whittaker Corp ; meetings in Canonsb ur g ; PA Zy. u/Molycorp Zy 
renewal of GE S« Rockwell Inti licenses. 

CUNNINGHAM; R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS; J. G. Office of Nuclear Material Safety & Safeguards ; Director. 
10pp. 25548:110. 


DOCKET 40-8783 URANERZ USA. INC. , CASPER, WY 


8407020567 Forwards 840420 1 tr of approval from State of WY re request 
for placement Zt use of injection sweep wells. 

SOMERVILLE; K. G. Uranerz USA, Inc. 84/05/15. HAWKINS, E. Uranium 
Recovery Field Office. 8pp. 25229: 128. 


8407020464 Requests end map supersede wellfield drawing labeled 
"Proposed Stab ilization Monitoring Wells," end w/840130 
nemo. Superseded drawing showed 12 wells instead of 11. 

SOMERVILLE; K. G. Uranerz USA. Inc. 84/05/21. HAWKINS, E. Uranium 
Recovery Field Office. 4pp. 25274:354. 


8407060274 Issues Amend 5 to Source Matl License SUA-1401 . re vising 
License Conditions 14 15 adding License Condition 53. 

Proposed restoration plan, post-restoration monitoring plan 8< 
surface discharge process acceptable. 

SMITH; R. D. Uranium Recovery Field Office. 84/05/22. Uranerz USA, 
Inc. 2pp. 25434: 197. 


— 8407060278 Recommends issuance of amend to License SUA-140 1, revising 
License Conditions 14 Zy is 8< adding License Condition 53. 

Proposed restoration plan & post-restoration monitoring plan 
Z plan to discharge surface water acceptable. 

HAWKINS; E. F. ; SMITH, R.D. Uranium Recovery Field Office. 84/05/22. 
Uranium Recovery Field Office. 5pp. 25434:199. 


DOCKET 40-8786 URANIUM RESOURCES, INC. , RICHARDSON, TX 


8407270108 "North Platte Project Quarterly Rept, 830415-0715. " 

W/a30908 Itr. 

PELIZZA, M. S. Uranium Supply Services Corp. 83/07/15, LINEHAN, J. U. 
Uranium Recovery Field Office. 19pp. 25811:235. 


8407300035 "U Resources, Inc North Platte Project Quarterly Rept, 
840115-0415. •' W/a40707 Itr. 

PELIZZA, M.S, Uranium Resources, Inc. 84/04/15. LINEHAN, J. U. 
Uranium Recovery Field Office. 60pp. 25848:077. 


8407050032 Forwards comments on review of U Resources, Inc license amend 
request Zi quarterly repts for First Z>. Second Quarter 1983. 

HAWKINS, E. F. Uranium Recovery Field Office. 84/05/31, PELIZZA, M. 
Uranium Resources, Inc. Ip. 25414:341. 


— 8407050036 Recommends U Resources, Inc apply for commercial license for 
North Platte site, per 84040B application for amend to 
license. First & Second Quarter repts for 1983 provided. 

WASTLER, S. L. , HAWKINS, E. F, Uranium Recovery Field Office. 

84/05/31. Uranium Recovery Field Office. 8pp, 25414:342. 


8407020470 Requests addl info re decommissioning plan, inc lud ing depth 8< 
location of soil samples. grid spacing to be used for uR 
survey of soils & means of stabilizing sludge Zt sand in 
evaporation ponds. 

WASTLER; S. L. , HAWKINS, E. F, Uranium Recovery Field Office. 84/06/il. 
Uranium Recovery Field Office. 3pp, 25229:354, 


8407020191 Requests addl data re decommissioning & decontamination of 
North Platte si te. We 1 If i e Id restoration Zi stability must be 
achieved before final determination can be made. 

HAWKINS; E. F. Uranium Recovery Field Office. 84/06/15, PELIZZA, M. 
Uranium Resources, Inc. 4pp. 25275:302. 


S407270397 Issues Amend 7 to License SUA-1401 , revis ing License 
Condition 43 to provide for exterior security insp at North 
Platte site in lieu of plant walkthrough. 

SMITH, R. D. Uranium Recovery Field Office. 84/06/20. PELIZZA, M. 
Uranium Resources, Inc. Ip. 25799:058. 


8407270145 Advises of agreement to maintain min of 6 inches of water 
over sludge sand at North Platte Project evaporation 
ponds. 

PELIZZA, M.S. Uranium Supply Services Corp. 84/07/12. HAWKINS, E. F. 
Uranium Recovery Field Office. Ip. 25811:204. 


docket 40-8794 MOLYCORP, INC. , LOS ANGELES, CA 


8407020049 Requests that 840517 request to delete air sampling 
program be disregarded. 

DOUGLASS, S. J. Molycorp, Inc. 84/06/04. SOONG. A. NRC - No Detailed 
Affiliation Given. Ip. 25272:355. 


— 8407020054 Requests approval to suspend air sampling program for 
cerium digest, cerium fluoride drying Z. lanthanide chloride 
feed areas due to consistently low level of activity, 

DOUGLASS, S. U. Molycorp, Inc. 84/05/17. SOONG, A. NRC - No 
Detailed Affiliation Given. 5pp. 25272:357. 


DOCKET 40-8801 RADIATION MANAGEMENT CORP. , NORTHBROOK, IL 


8407020032 Submits progress rept for Apr 1984 re engineering evaluation 
of West Lake Landfill, St Louis, MO. 

BANERJI, S. K. , 0 'CONNOR, J. T. Missouri, Univ. of, Columbia, MO 
84/05/03. WYNGARDEN.S. NRC -No Detailed Affiliation Given.' 15dd 
25225:306. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC. , GOLDEN, CO 


8407020061 Forwards rept on Wood County, WV stab i 1 i ration plan/const & 
final survey to satisfy Condition 17 of License .SMB-1418. 

Rept provides detailed results of surveys & tests performed 
Zt description of as-built storage mound. W/o end. 

KERRIGAN, J. E. AMAX Environmental Services, Inc. (subs, of AMAX, 
Inc.). 84/03/29. PAGE, R. 0. Uranium Fuel Licensing Branch. Ip 
25272:351. , 


8407110337 Submits item of interest. On 840613, meet ing held w/Radiation 
Mgt Corp, Alleghany Intl/Chemetron Corp McGean-Rohco, Inc 
in Newburgh Heights, OH re McGean-Rohco facility 
decontamination. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/06/20. DAVIS, J. G. 
Division of Fuel Cycle Z Material Safety. 4pp. 25536:335. 


8407110407 Submits items of interest re visits to Amax, Inc , B&W 8< 
Whittaker Corp , meeting s in Canonsfaurg, PA Z w/MoIycorp Z 
renewal of GE Z Rockwell Inti licenses. 

CUNNINGHAM, R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS, J.G. Office of Nuclear Material Safety Z Safeguards, Director 
10pp. 25548:110. 


DOCKET 40-8829 WYOMING FUEL CO. . LAKEWOOD, CO 


8407270190 Requests resolution of review of "Mining Z Aquifier 
Restoration Scheme, Crou Butte In Situ Leach U Project. " 

Review of pump test completion necessary before 840716 
public meeting re EIA. 

JONES, P.C. Wyoming Fuel Co. 84/06/08. HAWKINS, E. Uranium Recovery 
Field Office. Ip. 25799:315. 


8407020531 Advises that press release on 830825 public meeting re EIA 
for licensee proposed Crow Butte project should be prepared 
Z should contain listed info. Name Z addresses of local 
newspapers also listed. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/06/15, WISNER,C.E. 
Region 4, Office of Director. 2pp. 25229: 148. 


8407300202 Notice of preparation of draft permit on 840615 for conduct 
of Class III underground injection of fluid Z mineral 
production on pilot project, to Wyoming Fuel Co. 

GRAMS, D. Nebraska, State of. 84/06/15. 10pp. 25816:315. 




— 8407020028 Safety evaluation supporting Amend 90 to License DPR-26. 
Evaluation inadvertently omitted from S40606 submittal. 

Office of Nuclear Reactor Regulation, Director, 84/06/06. 9pp. 
25225:330, 24X Fi c h e : 50-003» 84/06/20, 8407020023. 


8407020070 Forwards application for amend to Licenses DPR-5 & DPR-26, 
reflecting new LER sys addl changes to reporting 
r eq.uirements. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/06/20. 
VARGA, S. A. Operating Reactors Branch 1. Ip, 25220:014. 24X 

Fi Che: 50-003, 84/06/20, 8407020070. 


--B407020077 Application for amend to Licenses DPR-5 DPR-26, ref lecting 
new LER sys &■ reporting requirements. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/06/20. 
3pp. 25220:015. 24X F i c h e : 50-003, 84/06/20, 8407020070. 


— 8407020088 Proposed Tech Specs, revising reporting requirements for LER 
sys. 

» Consolidated Edison Co. of New York, Inc. 84/06/30. 24pp. 

25220:018. 24X Fx c h e: 50-003, 84/06/20, 8407020070. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs &< holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000,84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche; 50-000,84/07/06, 8407060097. 


Q, Inspection reports, IE Bulletins h. correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness t>. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che : 50-000, 84/06/26, 8406250214. 


S406280311 IE Info Notice 84—52, "Inadequate Mat! Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602.151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fiche : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S: Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-tlinute Emergency Escape Se lf~Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp, 25865:166. 24X Fi che; 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-5S, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84 /07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


T. Hearing transcripts on non-anti trust matters 


8407250230 Transcript of ACRS Subcommittee on C lass-9 ,Acc id ents 840723 
meeting in Wash ington, DC. Pp 1-263. Supporting documentation 
end. 

* ACRS - A*dvisory Committee on Reactor Safeguards. 84/07/23. 

415pp. 25749:072. 24X F ic h e : 50-003, 84/07/23, 8407250230. 


8407310009 Transcript of 840723 briefing in Wash i ng ton, DC re Indian 
Point special proceed ing. W/attachments, Pp. 1-111. 

■» Commissioners. 84/07/23. 130pp. 25864:012. 24X 

Fiche: 50-003,84/07/23, 8407310009. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants, Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ense es, ap p 1 icants 
for OLs.NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications It exams. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8404040169 Forwards exercise repts for LaSalle & Dresden offsite 
radiological emergency preparedness exercises conducted 
820414-15 & 0629-30, respectively. 

KRIMM, R.W. Federal Emergency Management Agency. 84/03/26. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 22883:122. 24X Fiche: 50-000, 84/03/26 

8404040169. 


8407120545 Public version of generating station emergency plan 
telephone d irec tory . W/840530 release memo. 

OALLE, D. P. Commonwealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche: 50-000. 84/04/26, 8407120545. 


8407060242 Emergency plan implementing procedure indices for Chapters 
500. "Maintaining Emergency Preparedness" 300, "Emergency 
Measures," deleting sections as indicated. W/S40621 
transmittal forms. 

* Commonwealth Edison Co. 84/06/21. 7pp. 25426:095. 24X 

Fiche: 50-010, 84/06/21 , 8407060242. 


P. Operating license stage documents it correspondence 


8407030401 Advises of review it approval of Revs 24 ?< 25 to QA topical 
rept, per 830713 it 0822 itrs. App B requirements satisfied. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000, 84/06/29, 8407030401. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses it amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


Q. Inspection reports, IE Bulletins it correspondence 


8407020404 Forwards addendum to IE Insp Repts 50-010/83-1 5, 50-237/83-J 
it 50-249/83-23. Addendum consists of analyses of beta 
emitters in liquid sample collected during insp. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/25. REED, C. 
Commonwealth Edison Co. Ip. 25217:260. 24X Fiche: 50-010, 84/06/25, 

8407020404. 


—8407020420 Addendum to IE Insp Repts 50-010/83-15, 50-237/83-25 & 
50-249/83-23, cons isting of analyses of beta emitters in 
liquid sample collected during insp. 

* Director's Office, Office of Inspection and Enforcement. 
84/06/25. Ip. 25217:261. 24X Fiche: 50-010, 84/06/25, 8407020404. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co, of Nei 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 840625021- 
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^^§80311 IE Info Notice 84-52i "Inadequate Matl Procurement Controls 
Part of Licensees 8( Vendors." Svc list end. 

QpJDAN. E. L. Division of Emergency Preparedness & Engineering 
. ®sponse (Post 830103). 84/06/29. Consolidated Edison Co. of New 

Inc. 124pp. 25602:151. 24)( Fi c he : 50-000. 84/06/29, 840628031 1 . 


^^'^240548 Forwards IE Insp Repts 50-010/84-09,50-237/84-11 i< 

0->.249/84- 10 on 840522—0615 ?< notice of violation. W/o 
^otice of violation. 

^HafER.W. D. Region 3, Office of Director. 84/07/03, REED. C. 
^Ommonuealth Edison Co. 2pp. 25731:075. 24X Fic he: 50-010. 84/07/03, 

«4-07240548. 


^•407240351 IE Insp Repts 30-010/84-09, 50-237/84-11 & 50-249/84-10 on 
840522-0615. Moncomp 1 iance noted : i nadequate surveillance 
testing of cardox sys, 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/06/27. 12pp. 

25731:077. 24X Fich e: 50-010, 84/07/03, 8407240548. 


"4-0 7030085 IE Info Notice 84-53. "Info re Use of Loctite 242 Other 
*®^naerobic Adhesive/Sealants. " Svc list end. 

^DrdAN, E.L. Division of Emergency Preparedness St Engineering 
®^®sponse (Post 830103), 84/07/05. Consolidated Edison Co. of New 

'^ork. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


-4-07030089 IE Info Notice 84-54, "Deficiencies in Design Base 
documentation 8< Calculations Supporting Nuclear Power Plant 
design. " Svc list end. 

'-^DRDAN, E. L. Division of Emergency Preparedness ^ Engineering 
*^esponse (Post 830103). 84/07/05 Consolidated Edison Co. of New 

Vork. Inc. I22pp. 25602:032. 2 IX Fiche: 50-000, 84/07/05, 8407030089. 


'"4-07050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

'-JORDAN, E, L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

Vork. Inc. 236pp, 25065:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


1^0 7060251 IE Info Notice 84-56, "Respi rator Users Notice for Certain 
S— Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

dORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

Vork, Inc. 120pp, 25865:166. 24X Fi che: 50-000. 84/07/ 10. 8407060251 . 


J-^07240556 Forwards revised notice of violation for IE Insp Repts 
SO-010/S4-09. 50-237/84-11 S< 50-249/84-10. Dr i g i nal notice 
inadvertently omitted severity level of violation. 

SHAFER, W, D. Region 3, Office of Director. 84/07/11, REED. C. 
Commonwealth Edison Co, Ip. 23731:073. 24X Fiche : 50-010, 84/07/1 1, 

6407240556, 


©407240557 Revised notice of violation from insp on 040522-0615. 

SHAFER, W, D. Region 3, Office of Director. 84/07/08, Ip, 
25731:074. 24X Fich e: 50-010. 84/07/1 1, 8407240556, 


3’*i-O7230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

-JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. lOSpp, 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079, 


Reportable occurrences, LERs related correspondence 


3-CJ.O7120182 Advises that AEOD Case Study C404/ "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
power Reactors," reviewed, Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
S4/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05. 8407120182. 


„_-S407120242 Forwards "Operating Experience re Moisture Intrusion in 
Electrical Equipment at Commercial Power Reactors," case 
study rept. 

HELTEMES, C. J. Director's Office. 84/06/06. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. MINOGUE.R. B. Office of 
Nuclear Regulatory Research, Director. MURLEY, T. E. Region 1. 
Office of Director. Ip. 25559:008. 24X Fiche : 50-000, 84/07/05, 

8407120182. 


-8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY. M. Director's Office. 04/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels S< 
conductor ends, Corr ec tive action completed prior to 
equipment placement in svc. 

HANNER, J. S, Nutherm International, Inc, 84/07/18. Region 3, 

Office of Director. Ip. 25833:098. 24X Fi che: 50-000, 84/07/18. 
8407310090, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Sr. holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i c an ts . Svc list 
end. 

EISENHUT, D, G, Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


B407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds," re administration of simulator exams, 

WALKER, R.D. Region 3, Office of Director, 84/07/02. REED, C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fic he: 50-000, 84/07/02, 

8407060215. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ens e es, a pp 1 i cant s 
for OLsiNSSS vendor s, reac trr vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications St exams, Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


R. Periodic operating reports St related corr esp ond enc e 


8407230173 "Rept for Yr Beginning Uu 1 1983 S>. Ending June 1984. " 
W/840615 ltr. 

MAVEAL, W. T, , LENART, R, S. , OR IFFING, E. P. Detroit Edison Co. EF-130, 
84/06/30. STOLZ, J. Operating Reactors Branch 4, llpp. 25704:279. 
24X Fiche; 50-016, 84/06/30, 8407230173, 


DOCKET 50-20 MASSACHUSETTS INST, OF TECH. RES. REACTOR 


F. Security, medical, emergency St fire protection plans 


8407100693 Forwards IE Emergency Appraisal Rept 50-020/84-01 on 
840403-06. No violations noted. Response to items identified 
in Apps A Jkt B requested within 30 days of ltr date. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/15, 
CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 

4pp. 25518:224. 24X Fi c h e ; 50-020, 84/06/ 1 5, 8407100693, 


— 8407100695 IE Emergency Appraisal Rept 50-020/84-01 on 840403-06. No 
violations noted. Major areas i nsp ec ted: imp 1 ementati on of 
emergency preparedness program. 

SMITH, R, A,. SAKENAS, C. , MARTIN, G, Region 1, Office of Director. 
84/06/06, 10pp. 25518:228. 24X F i c he : 50-020, 84/06/ 1 5, 8407100693. 


Q. Inspection reports, IE Bulletins 8« correspondence 


8407100693 Forwards IE Emergency Appraisal Rept 50-020/84-01 on 
840403-06, No violations noted, Response to items identified 
in Apps A B requested within 30 days of ltr date. 

MARTIN, T. T, Division of Engineering S'. Technical Programs, 84/06/15. 

CLARK, L. Massachusetts Institute of Technolcgy, Cambridge, MA. 

4pp. 25518:224, 24X Fiche: 50-020, 84/06/ 15, 8407100693. 


— 8407100695 IE Emergency Appraisal Rept 50-020/84-01 on 840403-06. No 
violations noted. Major areas inspected: implementation of 
emergency preparedness program. 

SMITH, R. A., SAKENAS, C., MARTIN, G, Region 1, Office of Director. 
84/06/06. 10pp. 25518:228. 24X F ic he : 50-020, 84/06/ 15, 8407100693. 


DOCKET 50-27 WASHINGTON STATE UNIV, RESEARCH REACTOR 


F, Security, medical, emergency St fire protection plans 


8407110273 Requests extension of full implementation of emergency plan 
until 850101. NRC requests for implementation within 120 days 
cannot be met due to summer break period. 

WILSON, W. E. Washington State Univ. , Pullman, WA. 84/07/02. 

THOMAS, C. 0. Standard i zat ion & Special Projects Branch. Ip, 
25522:352, 24X Fiche: 50-027, 84/07/02, 84071 10273. 



0,06 acceptable. 

-3407110278 °" S4/06/ll_ 

Full implementation within 12 goecial Projects BranC»^- 25522:353. 
THOMAS, ?.0. StendarP.raticn S, Spec al ^pP- 

^'^4f^'.^tl:S0“Sr7:al%"77^O^^r4o“7ri0273, 
a,O7170145 Respcnde “ t^e^^r 

^-irerUnlfol^l^'" . 34/0771. 


P. Operating license stage documents &-• correspondence 


■ Dcjwawa. g copcial Projects Branch. 25531'-359. 

THOMAS- C.O. Standardization 8. Sp WA. 3pp. 

tsTisnw, W E Washington State ' 

2« ?icbe SO- 0 I 7 , a4?O7/10. 8407170145. 


lan. 


9407=60094 rp7.ards rdvicad S.ction 13 to pb^tical 

Rev uithhsld ‘'''J,‘°t^”’’stJt^Univ, , PuUman. WA. 84/07/1^ 

WILSON- W.E. Washington S , special Projects Branch. 

84/07/18, 3407260094, 

docket 50-29 YANKEE-ROWE NUCLEAR paUER_STATION 

9407030081 Foruards IS Special SaPet^ Inbp Rept 

840314-0503 St notice of Project Resident Programs^ 24X 

STAROSIEPKI-R. °%ie°iric Co. 2pp. 25279: 21 4- 

wfiDERi L H. Yankee Atomic tiec 
FiJhe 50-029, 84/06/13- 8407030081. 

S^Peguards info 

—8407030087 Notice of violation from insp on 840314 
i“lcrp?‘iitacton. 84/06/13. IP- 
Fichef 50-029,84/06/13- 8407030081. 

-8407030093 IE 

re^reirit: inoSeratle.Oetails withheld 

(ref rTMr.-[j F Reoion 1. Office of Director^ 

EICHENHOLTZ-H, WeNnNGcR^E. 

84/06/13. Ip. 25278.21/. 

8407030157 Forwards SER re d^^^^;'^^=rJrNUREG-0737,lCppl ^ 

^Tt'ern‘L?n-^a:?e:b audit ne,uested. Pncpoted apenda ^ ^ 

CRUTCHFIELD,. /'tapr' °5a67-2S7. ^VaT'^^' 

Fic hi ■ 50-02?' 84/06/29, S407030 1 57. 

ya lif ication 

8407030402 Responds to sh ould^b if i ed’^t o 

plan. Unacceptable P ^ J?ed page revs should be 

accommodate t. 84/06/28. 

submitted in 30 days ^ g,. Technical Programs- ^ 

martin, T.T, Division of Engineering ^ 25239:055, 

wfiDER,L. H. Yankee Atomic Electric to. opw 
Fiche; 50-029, 84/06/28- 8407030402. 

f agreement. 

3407060124 Chang. ' a4TC7/03“ ' 19p P . 

Ficl^"50-029?ai/07/03, 8407060124. 

8407160195 "f ‘ “L'"rrR'. v ^"^^Sp-SsSl " ^ 

^L:f.;cg'//s:07 t 33^^. ,,,„.042. -X 

* Yankee Atomic °^a 05 

Fiche: 50-029.84/07/09. 8407160195. 

yipment 

8407240039 Provid.s^addl ^i^^Fai TCr. 

o7no;bafetg-relat.d “">5°""** IJHa'J'ed Tillppant, 

rA^';^r‘“^^nrerrtc:u" i rt? -.3-07/16. .uxcHFi.tp. 

°prcr.r'5S»oi;rar/r7/r6ra4^7i4ooi^" 


„ds o9 ptipary x.nt atack monitnr .ga 


Region 
84/06/06- 


8407060134 Outlines desired mods t"';' Z _ gg Sc present 

resulting from evaluation of sgs design ba.es J ^ 
hardware, undertaken after 840301 submittal of 
release rept. Schedule for ,°‘'!i'^®g4/06/06. MURLEY- T. E. 

KAY, J. A, Yankee Atomic Electric £°' piche- 50-029, £ 

1- Office of Director. 2pp. 25426:003. 24X Fiche. ou 

8407060134, 

8407020206 Oen.ric Ltr 84-15 to all °'/|taff'"^ factors, 

applicants ton OLs & holders of CPs re P^f'^J^^Jtabilitg. 
actions to improve & maintain dies®l gen 

SVC list end. oA/n7/02 Consolidated 

EISENHUT-D.G. Division of Licensing. 84/07/02. 

Edison Co. of New York- Inc. 36pp. 25601.348. 24X 

Fiche: 50-000, 84/07/02, 8407020206 . 

8407060097 Qen.nie Ltr 84-18 to all "t"" .^1" li U' enH ” 

filing of applications for licenses 9< ^aA/(\7/06 Consolidated 

EISENHUT-D, G. Division of Licensing. 04 X 

Edison Co, of New York. Inc. I7pp. 25602.012. 

Fiche: 50-000, 84/07/06, 8407060097. 

X. iiptvip for Upper Deerfield 

8407130159 Forwards Natl Weather Svc [®P^' /t: L3rt of 

River Basin, MA/VT, Inc 1 ud ing Orographic Mod. P 

review of Harriman Dam. n/i/n7/09 ANDERSON, L. R . 

EISENHUT-D.G. Division of Licensing. 34/07/0^. « 

Federal Energy Regulatory Commission. 2pp. 

Fiche; 50-029,84/07/09, 8407130159. 

-8406250040 Fpru-arda resppna. to util 831027 coAmant. re^Natl Wsath.r 
Svc 831019 rept, "Probable Max ic Sd. " Util 

Deerfield River Bas i n, MA/VT, Inc lud i ng Orographic nod. 

misunderstands some aspects nceanographic 8< Atmospheric 

MIU_ER-J.f. Commerce, Dept, of, ^atl. Oceanograpn^^^^^ ^ 
Administration. 84/05/29. 322 24X 

Hydrolonjc Engineering Branch. 15pp. 25562 . 3.i2. 

Fiche; E4,'C7/09, 8407130159. 


8407130165 Forwards Natl Weather Svc (NWS) a/°T 

on NWS rept, "PMP of Upper Deerfield River Bas in, IMA/ v . , 
Including Orographic Effects. “ fl4/O7/09 

CRUTCHFlEa.D,D. Operating Reactors Branch 5. 

Yankee Atomic Electric Co. IP- 25562:284. 24X 

Fiche; 50-029, B4/07/09, 8407130165. 


f util comments 


KAY, J. A. 


"Wind 


8407160151 Forwards cost-benefit ®valuatian fo^^ 

5. Tornado Loadings" & III-4, A, "Toi^nado ^ ^^ted 

in response to open issues identified in SEP i 9 

plant SAR. 04/07/09. CRUTCHFIELD, D. 

THAYER. 0. K. Yankee Atomic Electric Do. 8 
Operating Reactors Branch 5. 28pp. 25600.21 • 

Fiche; 50-029, 84/07/09, 8407160151. 

8407240089 Providaa addl info re 

important to safety, in response to 84051/ reciu 

of nonsafety-related components does not ,u 

satisfactory operation of safety-nalfi®^ ®4 P CRUTCHFIELD. D. 

KAV.O.A, Yankee Atomic Electric CO. 

Operating Reactors Branch 5. 3pp. 25723. 

Fiche : 50-029, 84/07/16. 8407240089. 

8407270213 Foruarda request for addl info 

V. 0503 requests for change to Tech Spec 4. • ' . . nanels 

movement of roo< hatches, temporary gates & shield p 
for spent fuel pool w/less restriction 04 / 07/26 KAY,J. A. 

PAULSON. W. A. Operating Reactors Branch 5. 

Yankee Atomic Electric Co. 3pp. 25788:357. 

Fiche: 50-029. 84/07/26. 8407270213. 

Q. Inspection reports, IE Bulletins & 


8407030031 Forwards IE Special Safety Insp Rept 50-029/84- 

840314-0503 &. notice of violation. 84/06/13. 

STAROSTECKl.R. Division of Project & Resident 24X 

HEIDER-L. H. Yankee Atomic Electric Co. 2pp. 25278 . 
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8407110374 Foriuards IE Insp Rept 50-029/84-11 on 840521-24. No 
violations noted, 

MARTIN- T. T. Division of Engineering Technical Programs. 34/06/20. 

HEIDER-L. H, Yankee Atomic Electric Co. 2pp. 25539:225, 24X 

Eiche: 50-029, 84/06/20, S4071 10374, 


— 8407110388 IE Insp Rept 50-029/84-11 on 840521-24, No violations noted. 
Major areas i nsp ec te d ; c on ta inmen t leakage testing program, 
including revieuj of containment integrated leak rate test 
local leak rate test procedures. 

VITQ, 0, J. Region 1, Office of Director, BETTENHAUSEN. L. Division 
of Engineering Technical Programs. 84/06/15. 7pp. 25539:227. 

24X Fiche: 50-029. 84/06/20, 8407110374. 


8407090288 Suppls 830131 response to IE Bulletin 82-02. Item 4 re insp 
of specified studs bolts from pressurizer manuiay , coo 1 ant 
check valve coolant stator cap. Based on insp results.no 
svc-related defects found. 

HEIDER, L. H. Yankee Atomic Electric Co. 84/06/22. MURLEY. T. E. 
Region 1. Office of Director, 2pp, 25448:360. 24X 

Fiche: 50-029. 84/06/22, 8407090288. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp, 25535:160. 24X Fi c he : 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees Z>. Vendors." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103), 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp, 25602:151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Ad hes ive/Sea Ian ts . " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche : 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8( Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co, of New 

York, Inc. 122pp, 25602:032. 24X Fiche ; 50-000. 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E, L, Division of Emergency Preparedness fy. Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286, 24X F i c he : 50-000, 84/07/06, 8407050274. 


8407120240 Ack receipt of 840625 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-029/84-05. 

MARTIN, T, T, Division of Engineering ?y Technical Programs. 84/07/06. 

HEIDER, L.H, Yankee Atomic Electric Co, Ip. 25549:338. 24X 

Fiche: 50-029, 84/07/06, 8407120240. 


— 8407120245 Responds to NRC 840523 Itr re violations noted in IE Insp 
Rept 50-029/84-05. Correc ti ve ac t i ons : Pr oc ed ur e DP-8421, 
"Respiratory Protection Equipment Insp Maint." revised 
reissued on 840420, 

HEIDER, L.H, Yankee Atomic Electric Co. 84/06/25. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 25549:339. 24X 

Fiche: 50-029, 84/07/06, 8407120240. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X F i c he : 50-000, 84/07/ 10, 8407060251 . 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020076 Monthly operating rept for May 1984. W/840605 Itr. 

WHIPPLE, S. , HEIDER, L.H. Yankee Atomic Electric Co. 84/05/31. 6pp. 
25219:239. 24X Fiche: 50-029, 84/05/31, 8407020076, 


8407300199 Monthly operating rept for June 1984. W/840709 Itr. 

WHIPPLE, S. , HEIDER, L.H. Yankee Atomic Electric Co. 84/06/30. 6pp. 
25815:298. 24X Fiche: 50-029, 84/06/30, 8407300199. 


S. Reportable occurrences, LERs related correspondence 


8407020272 LER 84-009-00: on 840510, loss of offsite power to buses 3 fy 
6-3 fy emergency bus I resulted in automatic actuation of 
diesel g enerator. Caused by personnel error. Break ers reclosed 
ty instructions re vi sed . W/840608 Itr. 

FRENCH, L D. , ST LAURENT, N. N, Yankee Atomic Electric Co. 84/06/08. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 252 1 5:179 . 24X 

Fiche: 50-029, 84/06/08, 8407020272. 


8407030367 Forwards LER 84-010-00. 

ST LAURENT, N, N. Yankee Atomic Electric Co. 84/06/22. MURLEY, T. E, 
Region 1, ^Office of Director. Ip. 25272: 175. 24X 

Fiche: 50-029, 84/06/22, 8407030367. 


8407100172 LER 83-035/03L- 1 : on 831003, while in Mode 1 at full power, 
steam generator 4 blowdown radiation monitor f a i 1 ed . Cau sed 
by dirt/tarnish on electrical contacts on ratemeter card 
PB-3 Zf. on high voltage operator 5( test swi tc h . W/a40706 Itr. 

ELLIS, D.W., ST LAURENT, N.N Yankee Atomic Electric Co. 84/07/06. 
3pp. 25512:031. 24X Fi c h e : 50-029, 84/07/06, 8407100172. 


8407200016 Forwards LER 83-035/03L-1 . 

ST LAURENT, N, N. Yankee Atomic Electric Co. 84/07/06. MURLEY. T. E, 
Region 1, Office of Director. Ip. 25697:215. 24X 

Fiche: 50-029, 84/07/06, 8407200016. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors 
applicants for OLs St holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants, Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees , ap p 1 i can ts 
for OLs.NSSS vend or s , r ea c tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications V. exams. Svc list encl. 

EISENHUT, D. 0. Division of Licensing, 84/07/03. Consolidated 
Edison Co, of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER), suppls S< correspondence 


8407180046 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE UNION CARBIDE SUBSIDIARY B, INC. 

RESEARCH REACTOR. Docket No. 50-54. 

* Division of Licensing. NUREG-1059. 84/06/30, 98pp. Available 

at NRC. *4.75. 25683:0^1, 24X Fiche: 50-054, 84/06/30, 84 0 71B0046. 


DOCKET 50-57 STATE UNIV. OF NEW YORK RESEARCH REACTOR 


F. Security, medical, emergency &•. fire protection plans 


8407120421 Responds to 840614 request for extension of time to respond 
to NRC questions re emergency p Ian. Ex tens i on granted until 
840731. 

THOMAS, C.O. Standard i zat ion Special Projects Branch, 84/06/28. 
HENRY, L.G. New York, State Univ. of, Buffalo. NY. 2pp. 25556:327. 
24X Fiche; 50-057, 84/06/23, 8407120421. 


Q. Inspection reports, IE Bulletins correspondence 


8407120511 Forwards IE Insp Repts 50-057/84-01 70-0267/84-01 on 

840522-24. No violations noted, 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/18. 
HENRY.L.G. New York, State Univ, of, Buffalo, NY. 2pp. 25575:232, 
24X Fiche; 50-057, 84/06/18, 8407120511, 


--8407120519 IE Insp Repts 50-057/84-01 70-0267/84-01 on 840522-24. 

No viola'tions noted. Major areas insp ected ; fac i 1 ity 
organization operation, shipping fit rec# iving, storage fit 
internal control 8c physical inventory. 

DELLA RATTA, A. , KEIMIG, R. R. Region 1, Office of Director. 
84/06/14. 4pp. 25575:234. 24X Fiche: 50-057, 84/06/18, 840712051 1 
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DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


S. Reportable occurrencesi LERs & related correspondence 


8407050212 RO; on 840528< operator received servo fault alarm & 
linear power channel indication failed low. Caused by high 
voltage supply for linear defector de-energized. 

WILLITS-B. Texas A&K Univ. , College Station- TX. 84-^05/29. 
JDHNSOM-E. Region 4, Office of Director. Ip. 25297:312. 24X 

Fiche : 50-059. 84/05/29- 8407050212. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage, documents & correspondence 


8407030158 Forwards responses to NRC 840601 <iuestions re renewal of 
License R-33. Revised proposed Tech Specs will be forwarded 
by 840706. 

CUNNINGHAM- G. E. General Electric Co. 84/06/19. THOMAS- C.D. 
Standard i zat ion Special Projects Branch. 20pp. 25267:303. 24X 

Fiche: 50-073, 84/06/19- 8407030158. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


F. Security, medical- emergency S-. fire protection plans 


F. Security- medical- emergency Sc fire protection plans 


8407180160 Forwards revised ‘‘Univ of Virginia Reactor Facility 
Emergency Plan-" per NRC request. 

MULDER, R.U. Virginia- Univ. of- Charlottesville. VA. 84/07/12. 
THOMAS- C. 0. Standard! 2 ati on & Special Projects Branch. Ip. 
25635:216. 24X Fiche: 50-062. 84/07/12, 8407180160. 


— 8407180162 Revised “Univ of Virginia Reactor Facility Emergency Plan.” 
* Virginia, Univ, of, Charlottesville- VA. 84/07/31. 107pp. 

25635:218. 24X Fi ch e: 50-062. 84/07/12. 8407180160. 


H. General correspondence 


8407130004 Notifies of personnel changes- effective 840701. 

REYNOLDS- A. B. Virginia, Univ. of- Charlottesville- VA. 84/07/06. 
THOMAS, C. 0. Standard i zat ion & Special Projects Branch. Ip. 

25562: 135. 24X Fiche: 50-062, 84/07/06, 8407130004. 


DOCKET 50-70 GENERAL El.ECTRIC TEST REACTOR 
G. Adjudicatory correspondence 


8407060020 Memorandum S: order requesting California PIRG to respond to 
GE staff positions on request to litigate contentions in 
proceeding & statement of c ontent ions . Served on 040705, 

FRYE- U. H. Atomic Safety and Licensing Board Panel. DSB 030. 
84/07/03. Public Interest Research Group- California. 3pp. 
25429:297. 24X Fich e ; 50-070, 84/07/03- 8407060020. 


8407060080 Notice of 840809 prehearing conference re J Turk proposed 
contentions Sc California PIRG request to be admitted to 
proceed ing. Served on S4070S. 

FRYE- J. H, Atomic Safety and Licensing Board Panel. DSB 028. 
84/07/03. Ip. 25429:125. 24X Fiche; 50-070. 84/07/03- 8407060080. 


8407240313 Answer in opposition to California PIRG 840608 request for 
readmission to proceed ings. Certificate of Svc end. 

TURK- S. E. Hearing Branch 1, DSB 450. 34/07/13. Atomic Safety 

and Licensing Board Panel. 39pp. 25714: 169. 24X 

Fiche: 50-070, 84/07/13- 8407240313. 


8407110498 Requests that 840612 emergency plan be revised to include 
addl info identified in end emergency plan review within 60 
days of Itr date. Guide 1 ines of Reg Guide 2. 6- 10CFR50- Ap p E & 

ANSI /ANS- 15. 6-1982 not satisfied. 

THOMAS, C. 0. Standard! zation & Special Projects Branch. 84/07/03. 

JORDAN- E. 0. Catholic Univ. of America- Washington- DC. Ip. 

25547:288. 24X Fi ch e: 50-077, 84/07/03, 84071 1 0498. 


8407110498 Requests that 840612 emergency plan be revised to include 
addl info identified in end emergency plan review within 60 
days of Itr date. Guide lines of Reg Guide 2. 6- 10CFR50, Ap p E & 

ANS I /ANS- 15. 6-1982 not satisfied. 

THOMAS, C. 0. Standard! zat i on 8t Special Projects Branch. 84/07/03. 

JORDAN, E. 0. Catholic Univ. of America, Washington, DC, 2pp. 

25848; 143. 24X Fiche: 50-077, 84/07/03- 8407110498. 


— 8407310023 "Emergency Plan Review, Catho lie Univ. " 

* Standardization St Special Projects Branch. 84/06/30. 3pp. 
25848:145. 24X Fic h e : 50-077, 84/07/03, 84071 10498. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 
P. Operating license stage documents Sc correspondence 


8407020168 Forwards Amend 14 to License R-56 & safety eva 1 ua t ion. Amend 
changes Tech Specs to correct typographical Sc administrative 
errors Sc clarify intent of certain requirements. 

THOMAS, C. 0. Standardization St Special Projects Branch. 84/06/27. 
DIAZ,N. J. Florida, Univ. of, Gainesville- FL. 3pp. 25275:306. 24X 

Fiche; 50-083,84/06/27, S407020168. 


— 8407020268 Amend 14 to License R-56, changing Tech Specs to correct 
typographical it administrative errors S< clarify intent 
of certain requirements. 

THOMAS- C. 0. Standard! zat ion St Special Projects Branch. 84/06/27. 
2pp. 25275:309. 24X Fiche: 50-083, 84/06/27- 8407020168. 


— 8407020276 Safety evaluation supporting Amend 14 to License R-56. 
«■ Standard! zation St Special Projects Branch. 84/06/27. 17pp. 

25275:311. 24X Fi ch e: 50-083, 84/06/27, 8407020168. 


— 8407240320 Memorandum & order denying T Somit- J Buhowsky & California 
PIRG petitions to intervene. Cert if icate of Svc end. Served 
on 830408. 

FRYE, U. H. Atomic Safety and Licensing Board Panel. 83/04/08. 
Public Interest Research Group, California. 16pp. 25714:208. 24X 
Fiche; 50-070,84/07/13, 8407240313. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


F. Security- medical- emergency Sc fire protection plans 


8407120303 Forwards ‘‘Emergency Plan Evaluation Rept,Univ of Utah-’* 
based on revised May 1984 emergency plan. Plan acceptable. 

Full implementation should be completed within 120 days of 
Itr date S'. NRC should be so informed. 

THOMAS- C.O. Standard! zat ion St Special Projects Branch. 84/06/28. 
BROPHY, J. J. Utah- Univ. of, Salt Lake City- UT. 2pp. 25558:021. 
24X Fiche; 50-072- 84/06/28,8407120303. 


— 8407120309 "Emergency Plan Evaluation Rept-Univ of Utah." 
^ NRC - No Detailed Affiliation Given. 84/06/30. 3pp. 
25558:023. 24X Fiche: 50-072- 84/06/28, 8407120303. 


8407130488 Forwards Amend 15 to License R-56 Sc safety eva luation. Amend 
erroneously issued as Amend 14, now reissued as Amend 15. 

Clarifies Sc modifies to make various sections of Tech Specs 
consistent w/other safety evaluations. 

THOMAS, C. 0. Standardization 8< Special Projects Branch. 84/07/09. 
DIAZ, N. J. Florida- Univ. of- Gainesville, FL. 2pp. 25582:260. 24X 

Fiche: 50-083, 84/07/09, B407130488. 


— 8407130492 Amend 15 to License R-56, c lari fy ing 8< modifying various 
sections of Tech Specs to be consistent w/other safety 
evaluations. 

THOMAS, C. 0. Standard i ra ti on Sc Special Projects Branch. 84/06/27. 

2pp. 25582:262. 24X Fich e: 50-033, 84/07/09- 8407130488. 


— 8407130498 Safety evaluation supporting Amend 15 to License R-56. 
* Office of Nuclear Reactor Regulation- Director, 84/07/09. 
16pp. 25582:264. 24X Fic he; 50-083, 84/07/09- 8407130488. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


8407090164 Forwards IE Insp Rept 50-087/84-01 on 840523-25. No 
noncompliance noted, 

NORELIUS- C. E. Division of Project Sc Resident Programs. 84/06/21. 
SCHOLAND, G. W. Westinghouse Electric Corp. 2pp. 25454:089. 24X 
Fiche: 50-087, 04/06/21- 8407090164. 
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--8407090168 IE Insp Rept 50-087/84-01 on 840523-25. No noncompliance 
noted. Major areas inspected : rec ords, logs & organ! zationi fuel 
handling activities, environ pro t ec t i on. rad ia t ion control, 
radwaste mgt. emerg ency planning & folloujup of LER. 

THOMAS, C.C., SANCHEZ-POPE. A. , HYDER, J, E, Region 3. Office of 
Director. 84/06/19. 8pp. 25454:091. 24X Fic he ; 50-087. 84/06/21. 

8407090164. 


P. Operating license stage documents & correspondence 


8407200069 Forwards response to 840504 request for addl info re 811218 
if. 820105 applications for renewal of License R-119. 

NARDI.A.J. Westinghouse Electric Corp. 84/07/09. THOMAS, C.O. 
Standard! zation & Special Projects Branch. 309pp. 25695:001. 24X 

Fiche: 50-087, 84/07/09, 8407200069. 


Q. Inspection reports, IE Bulletins 8t correspondence 


9407090164 Forwards IE Insp Rept 50-087/84-01 on 840523-25. No 
noncompliance noted. 

NORELIUS, C. E. Division of Project 8/. Resident Programs. 84/06/21. 
SCHOLAND, 0. W. Westinghouse Electric Corp. 2pp. 25454:089. 24X 

Fiche: 50-087, 84/06/21. 8407090164. 


-8407090168 IE Insp Rept 50-087/84-01 on 840523-25. No noncompliance 
noted. Major areas inspected: records, logs S( organ! zat ion, fuel 
handling activities, environ pr ot ec t ion< ra d iat ion control, 
radwaste mgt, emergenc y planning followup of LER. 

THOMAS. C.C., SANCHEZ-POPE. A. . HYDER, J. E. Region 3, Office of 
Director. 84/06/19. Bpp. 25454:091. 24X Fiche: 50-087. 84/06/21. 

8407090164. 


DOCKET 50-89 GENERAL ATOMIC CO. 


F. Security, medical, emergency 8( fire protection plans 


8407020140 Notifies of refund of fees re review of Matls 8« Plant 
Protection Amend MPP-1 to License SNM-696. Amend 26 to 
License R-38 St Amend 32 to License R-67 for approval of 
physical protection plan for SNM. 

MILLER. W.O. License Fee Management Branch. 84/06/25. MOWRY. W. R. 
GA Technologies. Inc. /General Atomic Co. 2pp. 25272:346. 24X 

Fiche: 50-009, 84/06/25. 8407020140. 


P. Operating license stage documents *< correspondence 


8407020140 Notifies of refund of fees re review of Matls & Plant 
Protection Amend MPP-1 to License SNM-696, Amend 26 to 
License R-3S Amend 32 to License R-67 for approval of 
physical protection plan for SNM. 

MILLER, W.O. License Fee Management Branch. 84/06/25. MOWRY. W.R. 
OA Technologies. Inc, /General Atomic Co. 2pp. 25272:346. 24X 

Fiche: 50-089, 04/06/25. 0407020140. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


V, Operator Examinations 


8407100379 Advises that written & oral operator &; senior operator 
licensing exams scheduled on 840921 22. respectively. 

Approved ref matl listed in end requested by 840721 in 
order meet schedule. 

PATE.R.J, Regions. Office of Director, 84/07/06. NELSON. G. 
Arizona, Univ. of. Tucson, AZ. 5pp. 25513:087, 24X 

Fiche: 50-113. 84/07/06, 8407100379. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8407180172 Forwards emergency plan evaluation rept for louia State Univ. 
Plan meets requirements of 10CFR50. App E S'. Rev I to Reg 
Guide 2. 6 8« acceptab le. Imp lementation of plan should be 
completed within 120 days. 

THOMAS, C.O. Standard! zation Si Special Projects Branch, 84/07/12. 
HENDRICKSON, R. Iowa State Univ.. Ames. IA. Ip. 25652:343. 24X 

Fiche: 50-116, 84/07/12. 8407180172. 


— 8407100175 "Emergency Plan Evaluation Rept. Iowa State Univ. " 
•e NRC - No Detailed Affiliation Given. 84/06/30. 3pp. 
25652:344. 24X Fiche: 50-116, 84/07/12, 8407180172. 


DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8407190150 Forwards Rev 2 to "Emergency Plan - Univ of Mi ssouri-RoHa 
Reactor" S,. Rev 2 to SOP 507, "Emergency Procedures — 

Administrative Responsibilities," in response to 840316 
request re emergency plan review. 

BOLEN, A. E, Missouri, Univ. of. Rolla, MO. 84/07/11, THOMAS, C.O. 
Standardization S< Special Projects Branch. 8pp. 25681:001. 24X 

Fiche: 50-123, 84/07/11 , 8407190150. 


--8407190155 Rev 2 to "Emergency Plan - Univ of M i ssour i-Ro 1 la Reactor, " 
« Missouri, Univ. of, Rolla. MO. 84/07/11. 22pp. 25681:009, 

24X Fiche : 50-123, B4/07/1 1, 8407190150, 


--8407190374 Rev 2 to SOP 507, "Emergency Procedures — Admi n i strat i ve 
Responsibilities. " 

BQLQN.A.E. Missouri, Univ, of. Rolla, MO. 84/07/11. Spp. 
25681:031. 24X Fic h e : 50-1 23, 84/07/ 1 1 , 8407190 1 50 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


R. Periodic operating reports related correspondence 


8407090211 Forwards "Twentieth Progress Rept of Texas A&M Univ Nuclear 
Science Ctr, 19a3> " per Tech Spec 6.6,1 reporting 
requirements. 

FELTZ.D.E. Texas A&M Univ., College Station, TX. 84/03/27, 

COLLINS, U.T. Region 4, Office of Director. 2pp. 25451:127. 24X 

Fiche: 50-128, 84/03/27, 8407090211, 


S. Reportable occurrences, LERs & related correspondence 


3407050212 RD: on 840528, operator received servo fault alarm 
linear power channel indication failed low. Caused by high 
voltage supply for linear defector de-energized. 

WILLITS, B, Texas A&M Univ., College Station, TX, 84/05/29, 
JOHNSON, E, Region 4. Office of Director, Ip. 25297:312. 24X 

Fiche: 50-059, 84/05/29, 8407050212. 


8407190493 RO 84-2: on 840528, errati c performance of reactor servo 
control not noted in log. Caused by personnel error. Operator 
cautioned to be more observant while taking log readings. 

WILLITS, R, Texas AS..M Univ., College Station, TX. 84/06/11. 
JOHNSON, E. Region 4. Office of Director, 2pp. 25687:349. 24X 

Fiche: 50-128, 84/06/11. 8407190493, 


8407190299 RQ 84-3: on 840604, reac tor operator observed that safety 
power measuring channel 2 not responding as reactor power 
level increased beyond 30 kw. Caused by loose safety 
channel 2 signal cab le, Connector replaced, 

WILLIS, B. Texas A&M Univ., College Station, TX, 84/06/15. 
JOHNSON, E Region 4, Office of Director. 2pp. 25684:352, 24X 

Fiche: 50-128,84/06/15. 8407190299. 


8407190168 Telecopy RO: on 840626, fuel elements temp recorder failed to 
respond following temporary reduction in reactor power. Cause 
not stated. 

WILLITS, B. Texas A&M Univ., College Station. TX, 84/06/26. 

JOHNSON, E. Region 4, Office of Director. Ip. 25685:361. 24X 

Fiche: 50-128. 84/06/26. 8407190168. 


8407190300 RO-84-4; on 840626, r eactor operator noted that fuel element 
temp recorder did not correspond to digital indication as 
shown on DORIC temp reado ut. Cause not stated. Fai lure 
spurious fy. could not be reproduced. 

WILLITS, B.L. Texas A««M Univ. . College Station, TX. 84/07/02. 
JOHNSON, E. Region 4, Office of Director. 3pp. 25685:149. 24X 

Fiche: 50-128,04/07/02, 8407190300. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


G, Adjudicatory correspondence 


8407090100 Submits tenth quarterly status rept, per ASLD 820216 order. 
Decommissioning plan anticipated for completion in Jul 1984. 

Related correspondence, 

LOCKE. R. F, Pacific Gas V. Electric Co. DSB 048. 84/06/29. 

LAZO, R.M. , SCHINK, D, R. , L INENJ3ERGER, G. Atomic Safety and Licensing 
Board Panel. 2pp, 25442:010. 24X Fiche: 50-133, 84/06/29, 8407090100. 
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P, Operating license stage documents 8; correspondence 


840702020£> Generic Ltr 84-15 to all. licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT.DG, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348 . 24X 
Fi che: 50-000, 84/07/02, 8407020206. 


V. Operator Examinat ions 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i c an ts . Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8c amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000,84/07/06, 8407060097. 


3407270431 Infer, ms that util will deliver to EPA correspondence re 
disposal of slightly decontaminated sludge. Util 
correspondence addresses EPA concerns expressed in 840507 
ltr to NRC. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 84/07/23. 
DUNCAN, D.L. Environmental Protection Agency. 2pp. 25794:348. 24X 

Fiche: 50-133. 84/07/23, 8407270431. 


Q. Inspection reports, IE Bulletins & correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84—52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che: 50-000, 84/06/29, 8406280311 . 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 8« Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i censees, app I icants 
for OLs.NSSS vend or s, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual i f i ca tx ons i. exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp, 25601:326, 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-139 UNIV, OF WASHINGTON RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8407120369 Forwards safety evaluation re 040424 emergency plan. Plan 
acceptable. Ful 1 implementation should be completed within 
120 days of ltr date. NRC should be informed at date 
implementation achieved. W/o end. 

THQMASiC.O, Standard i zat ion & Special Projects Branch. 84/07/03, 
ROBKIN,N. A. Washington, Univ. of, Seattle, WA. 3pp, 25557:358, 
24X Fiche: 50-139, 84/07/03, 8407120369. 


DOCKET 50-142 UCLA TRAINING REACTOR 


0. Adjudicatory correspondence 


8407020517 Forwards correspondence between State of CA Assemblyman 
G Davis it UCLA Executive Vice Chancellor WD Schaefer re UCLA 
plans for reactor security during Olympic Games. Related 
correspondence. 

CORMIER, W. H, California, Univ. of, Los Angeles, CA, DSB 948, 
84/06/26. FRYE, J. H. , BRIGHT, 0.0. , LUEBKE, E. A. Atomic Safety and 
Licensing Board Panel. 3pp. 25226:126. 24X Fiche: 50-142, 84/06/26, 

8407020517. 


B407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he : 50-000, 84/07/05, 8407030089. 


8407020538 Ack receipt of 840625 ltr. Actions taken by UCLA satisfy 
intent of Paragraph 4 of 840622 order. Served on 840629. 

FRYE, J. H. Atomic Safety and Licensing Board Panel, DSB 950. 
84/06/28. CORMIER, W.H. California, Univ. of, Los Angeles, CA. Ip 
25227:362 24X Fiche: 50-142, 84/06/28, 8407020538. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fic he ; 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche : 50-000, 84/07/ 10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineer ino 
Response (Post 830103). 84/07/25. Consolidated Edison Co of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence 


8407090321 Forwards WF Wegst 840622 ltr to HR Denton requesting 
□L be amended to possession only license describing 
action taken to render reactor i nop er ab le, Re la ted 
correspondence. 

CORMIER, W.H. California, Univ, of, Los Angeles, CA. DSB 084 
84/07/02. FRYE, J. H. , BRIGHT, G.O., LUEBKE, E. A, Atomic Safety and 
Licensing Board Panel. 2pp. 25454:361. 24X Fi ch e : 50- 142, 84/07/02, 

8407090321. ,,, 


8407100612 Response supporting UCLA 840614 request to withdraw 
application for renewal of 1 i c ens e. Ad j ud i ca tor y proceeding 
should be d ismi ssed. Cert i f i cate of Svc encl, 

WOODHEAD, C. P. Hearing Branch 4. DSB 143, 84/07/02. Atomic 

Safety and Licensing Board Panel. 12pp. 25514:328. 24X 

Fiche: 50-142, 84/07/02, 8407100612. 


8407060094 Response supporting univ 840614 request to withdraw 
application for license renewal. Proposed ASLB order 
accepting withdrawal request enc 1 , W/Certi f i cate of Svc. 

KOHN,R. L. Committee to Bridge the Gap. DSB 035. 84/07/03. 

Atomic Safety and Licensing Board Panel. 19pp. 25429-204 24X 

Fiche: 50-142, 84/07/03, 8407060094. 


Monthly operating rept for May 1984. W/840605 ltr. 

Pacific Gas Electric Co. 84/05/31, 5pp. 
25215.124. 24X Fi che; 50-133, 84/05/31, 8407020373. 

status rept, per ASLB 820216 order. 
Decommissioning plan anticipated for completion in Jul 1984 
Related correspondence. 

^ Electric Co. DSB 048, 84/06/29. 

P 1 S' ' L1NENBERGER,G. Atomic Safety and Licensing 

ard Panel. 2pp, 25442:010, 24X Fiche; 50-133, 84/06/29, 840709010 


1984, W/B40710 ltr. 

25815-157 * Electric Co. 84/06/30. 

25815.157, 24X Fiche; 50-133, 84/06/30, 8407300372. 


uroer to 


response to UCLA request to withdraw license renewal 
application by 840720 It 27. Served on 840709. 

FRYE, J. H, Atomic Safety and Licensing Board Panel. 
84/07/06, Office of the Executive Legal Director 
24X Fiche: 50-142, 84/07/06, 8407090349. 




DSB 078. 

Ip. 25454:334. 


Response in opposition to Committee to Bridge the Gap 
840622 petition requesting Commission to direct UCLA to ship 
offsite irradiated fuel in reactor prior to Olympics 
Certificate of Svc encl. 

WOODHEAD, C. P. Hearing Branch 4. DSB 138. 84/07/09 

Commissioners. 10pp. 25514:053. 24X Fi ch e; 50-142, 84/07/09, 
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8407130234 Advises that Commission approved recommendation to direct 
petition from Committee to Bridge the Gap to NRC for 
treatment under 10CFR2. 206. 

CHILK< S. J. Office of the Secretary of the Commission, DSB 235. 
84/07/10. PLAINEiH. H. Office of the General Counsel. Ip. 
25564:117. 24X F i c h e : 50- 1 42 . 84/07/ 10 , 8407 1 302 3 4. 


8407130425 Forujards response in opposition to Committee to Bridge the 
Gap 840622 emergency pet i t ion. W/o encl. 

CORMIER, W. H. California, Univ. of, Los Angeles, CA. DSB 243. 
84/07/11. CHILK, S, vJ. Office of the Secretary of the Commission. 

Ip. 25574:295. 24X F i c h e : 50-1 42, 34/ 07/1 1 . 8407 130425. 


8407130427 Requests opportunity to reply to Committee to Bridge the 
Gap 840703 response to univ request to uithdraiu application 
for license renewal . Rep 1 y will be served by 840720. 

CORMIER, W.H. California, Univ. of, Los Angeles, CA. DSB 241. 
84/07/11. FRYE.J, H, , LUEBKE, E. A. , BRIGHT,G, 0. Atomic Safety and 
Licensing Board Panel. Ip, 25574:296. 24X F i c he : 50-1 42, 84/07/ 1 1 . 

8407130427. 


Q. Inspection reports, IE Bulletins S', correspondence 


8407130010 FOIA request for Jul 1971 technical evaluation of equipment, 
AEC Manual Chapter, App 2401, Part III h. revs Z/. Interim 
Federal Specs W-A-00450A revs as referenced in lEJnsp 
Rept 50-142/75-02. 

HIRSCH. D, Committee to Bridge the Gap. 84/04/25. Office of 

Administration. 1pp. 25579:241. 24X Fiche : 50-142, 84/04/25, 

8407130010. 


U. C ongr es s ional /Ex ec ut i ve Correspondence 


8407270383 Responds to 840607 Itr recommending NRC action re 
SECY-83-500, "Clarification of General Physical Protection 
Requirement. " Application for license renewal withdrawn on 
840614. 

PALLADINO, N. J. Commissioners. B4/06/2B. MARHEY, E. J. House of 
Rep., Interior t>. Insular Affairs. Ip. 25799:064. 24X 

Fiche: 50-142, 84/06/28. 8407270383. 


8407130435 Response opposing Committee to Bridge the 6ap 840622 
petition for Commission order to remove SNM prior to 
Olympics. Motion lacks factual basis does not conform to 
procedure. Certificate of Svc encl. 

CORMIER, W. H. California, Univ, of, Los Angeles, CA, DSB 242. 
84/07/11, Commissioners. 13pp, 25374:282. 24X 

Fiche; 50-142, 84/07/11, 8407130435. 


8407180209 Memorandum summarizing concerns re integrity of Commission 
adjudicatory process in light of Committee to Bridge the Gap 
charges of misconduct against staf f , C ommi s s i on should take 
up staff proposal to amend 10CFR73. 40. Served on 340718. 

BRIGHT, G, 0, , LUEBKE, E. A. , FRYE, J. H. Atomic Safety and Licensing 
Board Panel. DSB 326, 84/07/17. 40pp. 25651:314, 24X 

Fiche; 50-142, 84/07/17, 8407180289. 


8407230347 Withdrawal of 840622 emergency petition for off-shipment of 
reactor fuel prior to arrival of Olympic a th 1 e t es . P et i t ion 
moot, Dec laration of Svc encl. 

HIRSCH, D. Committee to Bridge the Gap, DSB 430. 84/07/20, 14pp, 

25711; 048. 24X Fiche: 50-142, 84/07/20, 8407230347. 


8407250410 Reply opposing Committee to Bridge the Gap <CBG) 840703 
response to univ request to withdraw app 1 i cat i on. CBG not 
established as participant in license termination 
proceed ing. Certificate of Svc encl. 

CORMIER, W.H, California, Univ. of, Los Angeles, CA, DSB 506, 
84/07/20, Atomic Safety and Licensing Board Panel. Upp. 
25753:148. 24X Fi ch e : 50- 142, 84/07/20, 8407250410. 


P. Operating license stage documents S-i correspondence 


8407030167 Application for amend to License R-7 1 , changing to possession 
only license to initially include items specified in license 
amended on 830302. Commi ss i on will be advised of deletions 
as items removed from site, 

WEQST.W.F, California, Univ. of, Los Angeles, CA. 84/06/22. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director, Ip. 
25238:143, 24X Fi che : 50-142, 34/06/22, 8407030 167, 


8407310410 Forwards W Wegst 840725 Itr to H Denton requesting amend 
to License R-71 & Tech Specs 8< 840726 application to 
terminate license per 10CFR50. 82. 

CORMIER, W.H. California, Univ. of, Los Angeles, CA, DSB 634. 
84/07/27. FRYE. J. H. , BRIGHT, G.O., LUEBKE, E, A, Atomic Safety and 
Licensing Board Panel. Ip. 25830:310. 24X Fiche : 50-142, 84/07/27, 

8407310410. 


DOCKET 50-143 PHILIPPINES RESEARCH REACTOR 


C. Utility Environmental Report <ER), amends 8< correspondence 


8407120164 Forwards Rev 62 to fundamental nuclear matl control plan. 
Section 7. 0. Rev withhel d (ref 10CFR2,790>. 

HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co, ). 
84/06/12. O'REILLY, J. P. Region 2, Office of Director. Ip. 
25557:010. 24X Fiche: 50-143, 84/06/12, 8407120164. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


0406060419 SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY 
OF KANSAS, Docket No. 50-148, 

* Division of Licensing. NUREG-lOSl, 84/05/31. 68pp. Available 

at NRC. *4.50. 24847:182. 24X F i che : 50-148, 84/05/31 , 8406060419. 


DOCKET 50-150 OHIO STATE UNIV, RESEARCH REACTOR 


F, Security, medical, emergency fire protection plans 


8407110494 Forwards safety evaluation supporting 821102 emergency 
plan 840510 ad d end urn, P 1 an should be fully implemented 
within 120 days of Itr date & NRC informed of date 
implementation achieved, W/o encl, 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/07/03, 
TAIT, R. U. Ohio State Univ, . Columbus, OH. Ip. 25547:303. 24X 

Fiche: 50-150, 84/07/03, 8407110494, 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8407160156 Forwards matl to be included in emergency plan. Info delayed 
due to confusion over existence of dead line. Inf o includes 
partial map of cities of Champaign-Urbana, IL Jk 
organ! rational flow chart, 

BECK, G. P. Illinois, Univ. of, Urbana, IL, 84/06/09. THOMAS, C. 0. 
Standard ization Special Projects Branch, 8pp. 25600:209. 24X 

Fiche: 50-1 51 , 84/06/09, 8407160 1 56. 


--8407310412 Application for amend to License R-71 , c hang ing Tech Specs 
to reflect approx actual inventories of SNM present at 
site to reflect that reactor is being decommissioned. 

WEGST, W, F, California, Univ. of, Los Angeles, CA, 84/07/25. 
DENTQN, H. R, Office of Nuclear Reactor Regulation, Director. Ip. 
25830:311. 24X Fi c h e : 50- 1 42. 84/07/27, 8407310410. 


— 8407310417 Proposed Tech Spec changes to render reactor facility 
permanently inoperable on 841001, 

* California, Univ. of, Los Angeles, CA. 84/07/25. 17pp. 

25830:312. 24X F ic h e : 50- 1 42. 84/07/27, 8407310410. 


— 8407310421 Application for amend to License R-71, authorizing 
termination of license. Plans to decommission will proceed in 
phase. 

WEGST, W.F. California, Univ. of, Los Angeles, CA. 84/07/26. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25830:329, 24X Fiche: 50-142, 84/07/27, 8407310410, 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency 8< fire protection plans 


8407130495 Public version of revised general ofc control c tr /emerg ency 
operations facility emergency plan implementing procedures, 
including GEN-2 re emergency telephone numbers ?■'. GEN-3 re 
on-shift sys power c ontr o 1 1 er . W/JM Felton 840709 memo. 

BRADLEY, U, Consumers Power Co, 83/07/21, 109pp, 25582:151. 24X 

Fiche: 50-000, 83/07/21, 8407130495. 


8407240358 Public version of revised emergency plan implementing 
procedures, inc lud ing Procedure EPIP 3A re activation of 
technical support ctr b. EPIP SB re determining high stack 
gas releases. W/UM Felton 840717 release memo. 

* Consumers Power Co. 83/10/27, 20pp. 25753:051, 24X 

Fiche: 50-155,83/10/27, 8407240358, 
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S407110035 Grants licensee 940417 request to change medical drill date 
■from Apr to mi d--? a 1 1 . Lo ca 1 medical facilities better able to 
participate in fall drill, 

PAPERIELLO/ C. J. Emergencg Preparedness Branch. 84/06/01. 

DEUITT. R, B, Consumers Power Co. 3pp. 25540:001. 24X 

Fiche: 50-155. 84/06/01 . 84071 10035. 


B407240055 Forwards IE Insp Rept 50-155/84-03 on 840521-23 notice 
of vi olat ion. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/06/27. 

DEWITT, R.B. Consumers Power Co. 2pp, 25731:001. 24X 

Fiche: 50-155, 84/06/27, 8407240055, 


--8407240065 Notice of violation from insp on 840521-23. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/06/27. 2pp. 
25731:003. 24X Fi c h e ; 50- 1 55, 84/06/27, 8407240055. 


--8407240073 IE Insp Rept 50-155/84-03 on 840521 -23. None omp 1 ianc e noted: 
failure to demonstrate capability to notify offsite 
agencies within 15 minutes after declaration of emergency. 

PATTERSON, J. P. , GLOERSEN, W, B. , SNELL, W.G. Region 3, Office of 
Director. 84/06/27. 20pp. 25731:005. 24X Fiche; 50-155, 84/06/27, 

840 7240055. 


8407100346 Advises that 840614 Rev 2 to suitab i 1 ity, training & 
qualification plan consistent w/provisions of 10CFR50. 54 ( p ) 

& acceptable. 

AXELSON, W. L. Region 3, Office of Director. 84/07/02. 
VANDEWALLE, D. J, - Consumers Power Co. 3pp. 25510:354. 24X 

Fiche: 50-155,84/07/02, 8407100346. 


B407170374 Forwards "Big Rock Point Nuclear Power Plant Site-Specific 
Offsite Radiological Emergency Preparedness Alert 
Notification Sys Independent Technical Review. " Sys 
acceptab le. 

SPECK, S. W. Federal Emergency Management Agency. 84/07/06. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
25618:227, 24X Fich e : 50- 155, 34/07/06, 84071 70374. 


— 8407170378 "Big Rock Point Nuclear Power Plant Site-Specific Offsite 
Radiological Emergency Preparedness Alert S< Notification Sys 
Independent Technical Review. " 

■tt Federal Emerge-"':!, t -At-*'’-, 04/06/20. 70pp, 

25618:228. 24X ■ AC 15!; .’,6 '170374. 


8407190332 Submits requested info showing r n.'-r fire 

protection measures sufficient to justif, "-"C..;-'.’, 1 request 
for exemption from 10CFR50,App R schedular requirements 
re implementation of alternate shutdown method, 

KRICH, R.M. Consumers Pouer Co. 84/07/12. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 7pp. 25681:337. 24X Fi che ; 50-155, 84/07/12, 

8407190332. 


S40724030S Forwards notice of environ assessment finding of no 
significant impact re 840601 request for exemption from 
10CFR50. 48 to extend deadline for installation of alternate 
shutdown sys, Notice forwarded to FR for publication. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/16. 

VANDEWALLE, D, J, Consumers Power Co. 3pp, 25714:240, 24X 

Fiche; 50-155, 84/07/16, 8407240308. 


— 8407240316 Notice of environ assessment finding of no significant 
impact re licensee 840601 request for exemption from 
10CFR50, 48 to extend deadline for installation of alternate 
shutdown sys. 

EISENHUT, D. G. Division of Licensing. 84/07/17, 3pp. 25714:243. 
24X Fiche: 50-155, 84/07/16, 8407240308. 


8407230121 Ack receipt of end FEMA 840706 Itr "Big Rock Point 
riuclear Power Plant Site-Specific Offsite Radiological 
Emergency Preparedness Alert Notification Sys...." Caveat 
in S30516 44CFR350 finding removed. Sys adequate. 

PAPERIELLO, C. J, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 84/07/18, DEWITT, R.B. Consumers Power Co. 

2pp. 25706:165. 24X Fi c he ; 50-1 55, 84/07/18, 8407230121 . 


8407240215 Requests review of NRC position that exemptions to- two 
regulatory issues re App R it electric qualifications 
described in living schedule required prior to startup. 

Served on 840723. 

HOFFMAN, D. P. Consumers Power Co. DSB 475. 84/07/20. ROBERTS, T. M. 

Commissioners. Ip. 25722:201. 24X Fi che : 50-155, 84/07/20, 

8407240215. 


8407310207 Rev 52 to Emergency Plan Implementing Procedures EPIP 4A, 
"Site Emergency Director" 8e EPIP 6F, "Emergency 
Notifications. " W/840724 transmittal form. 

•» Consumers Power Co. 84/07/24. 8pp. 25834:308. 24X 

Fiche: 50-155, 84/07/24, 8407310207. 


8407270182 Forwards exemption from 10CFR50. 48 C c ) ( 4> , e xtend in g deadline 
for completion of alternative shutdown capability until end 
of 1985 refueling outage. Not i ce of environ assessment 
finding of no significant impact published in FR on 840720. 

PAULSON, W. A. Operating Reactors Branch 5. 84/07/25, 

VANDEWALLE, D. J, Consumers Power Co. 3pp. 25788:116. 24X 

Fiche; 50-155, 84/07/25, 8407270182. 


— 8407270185 Exemption from 10CFR50. 48 ( c ) ( 4 ) , e x tend ing deadline for 
completion of alternative shutdown capability until end of 
1985 refueling outage, 

CASE, E, G. Office of hduclear Reactor Regulation, Director. 
84/07/25. Consumers Power Co. 7pp. 25788; 119. 24X 

Fiche; 50-155, 84/07/25, 8407270182. 


0. Adjudicatory c orresp ond en ce 


8407030459 Motion for extension of time for all parties to file 
response to util 840606 filing re spent fuel pool mod. Author 
filing thoroughly resear c h ed , thoug h t-ou t, we 1 1 documented & 
should be admitted. 

O'NEILL, J. O'Neill, J. DSB 013. 84/06/26. Atomic Safety and 

Licensing Board Panel. 2pp. 25278:139. 24X Fi che: 50-155, 84/06/26, 

8407030459. 


8407100245 Response opposing J O'Neill 840626 pleadings re motion to 
strike testimony of R Kr i c h, r e 1 i ef sought for violation of 
full disclosure requirement St proposed findings of fact it 
conclusions of law re Chr i sta-Mar ia. W/Cer t i fi cat e of Svc. 

GALLO, J. , COPELAND, V. G. Consumers Power Co. GALLO, J. Isham, 

Lincoln it Beale. DSB 118. 84/07/05, Atomic Safety and Licensing 

Board Panel. 9pp. 25512:354. 24X Fi c he ; 50- 1 55, 84/07/05, 84071 00245. 


8407110215 Response to util 840529 revised proposed findings of f ac t it 
conclusions of law re monitoring subcontention. Staff agrees 
u/discussion it finding u/listed e x c ep t i on. Cer t i f i c ate of 
Svc end. 

GODDARD, R. J, Hearing Branch 3. DSB 186. 84/07/05. 8pp. 

25527:295. 24X Fi c he : 50- 1 55, 84/07/05, 84071 1021 5. 


8407180296 Response to licensee revised proposed findings of fact it 
conclusions of law re Chr is ta-Maria monitoring 
subcontention. Cert if icate of Svc encl. 

OODDARD,R. J. Hearing Branch 3. DSB 308. 84/07/05. Atomic Safety 

and Licensing Board Panel. 8pp. 25652:006. 24X 

Fiche: 50-155, 84/07/05, 8407180296. 


8407180293 Response opposing J O'Neill 840625 motion to strike portions 
of Krich testimony on grounds of hearsay it S4061S motion 
for relief for alleged violation of full disclosure 
requirements. Certificate of Svc encl. 

GODDARD, R.J. Hearing Branch 3. DSB 322. 84/07/09, Atomic Safety 

and Licensing Board Panel. 7pp. 25651:356. 24X 

Fiche: 50-155, 84/07/09, S407180293. 


P. Operating license stage documents if. correspondence 


8407030352 Responds to Generic Ltr 83-28, Item 3. 2 re Integrated 
Assessment Issue 103 concerning post-maint testing of 
saf ety-re lated equipment, per 840202 commitment. 

KRICH, R.M. Consumers Pouer Co. 84/06/28. CRUTCHFIELD, D. Operating 
Reactors Branch 5. 2pp. 25272:257. 24X Fich e: 50-155, 84/06/28. 

3407030352. 


8407100499 Requests extension from 10CFR50. 49 schedular requirements 
to 851130 due to fuel problems if. suspected condensate steam 
leak. List of electrical equipment requiring extension it 
justification for continued operation encl. 

KRICH, R.M. Consumers Power Co. 84/06/29, CRUTCHF lELD, D. Operating 

Reactors Branch 5. 29pp. 25464:186. 24X Fi c he: 50-155, 84/06/29, 

8407100499. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list encl. 
EISENHUT, D, 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Mew York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407200020 Notification of rescheduled 840731-0801 meetings w/util in 
Charlevoix, MI to discuss radiological effluent Tech Specs. 

EMCH, R.L. Operating Reactors Branch 5. 84/07/18. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 4pp. 25690:086. 24X 

Fiche: 50-155, 84/07/18, 8407200020. 
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B407260170 Forwards revised supporting info for justification for 
continued operation re 840629 req,uest for e x tens i on "o f 
schedular r eq.u i remen ts of 10CFR50. 49 concerning environ 
q^ual if icati on of saf et y-r e la t ed electrical eci.uipment. 

KRICH. R.M. Consumers Power Co, 84/07/18. CRUTCHF lELD * D. Operating 
Reactors Branch 5. lipp. 25777:226. 24X Fi c h e : 50-1 55 . 84/07/ 18, 

8407260170, 


8407240277 Requests addl info re environ qualification of electrical 
equipment important to safety. Info requested within 30 days 
of Itr receipt. 

PAULSON, W. A. Operating Reactors Branch 5. 84/07/19. 

VANOEWALLE, D. J. Consumers Power Co. 4pp. 25719:230. 24X 

Fiche: 50-155, 84/07/19, 8407240277, 


8407240215 Requests review of NRC position that exemptions to two 
regulatory issues re App R Se electric qualifications 
described in living schedule required prior to startup. 

Served on 840723. 

HOFFf-JAN, D. P. Consumers Power Co. DSB 475. 84/07/20. ROBERTS, T. M. 

Commissioners. Ip. 25722:201. 24X Fich e ; 50- 1 55, 84/07/20 , 

8407240215. 


8407270135 Forwards notice of environ assessment St finding of no 
significant impact re 840629 request for exemption from 
10CFR50. 49 to extend deadline for final environ 
qualification of electrical equipment to 850331. 

P AULSON, W. A, Operating Reactors Branch 5. 84/07/24. 

VANOEWALLE, D, J. Consumers Power Co. 3pp. 25786:320. 24X 

Fiche. 50-155, 84/07/24, 8407270135. 


--8407270142 Notice of environ assessment & finding of no significant 
impact re licensee 840629 request for exemption from 
10CFR50, 49 to extend deadline for final environ 
qualification of electrical equipment to 850331, 

MIRAGLIA, F. J. Division of Licensing. 84/07/24, 4pp. 25786:323. 
24X Fiche: 50-155. 84/07/24. 8407270135. 


8407270222 Forwards exemption from requirements of 10CFR50, 49<g ) re 
deadline for final environ qua li f icat ion of electrical 
equipment within scope of ru le. Exempt ion extends deadline 
from end of 1984 refueling outage to 850331. 

PAULSON, W, A. Operating Reactors Branch 5. 84/07/25. 

VANDEWALLE, D, J. Consumers Power Co. 4pp. 25789:001. 24X 

Fiche: 50-155, 84/07/25, 8407270222. 


— 8407270239 Exemption from requirements of 10CFR50. 49( g ) re deadline 
for final environ qualification of electrical equipment 
within scope of rul e. Dead 1 ine extended from end of 1984 
refueling outage to 850331. 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 
84/07/25, Consumers Power Co. 4pp. 25789:005. 24X 

Fiche. 50-155, 84/07/25, 8407270222. 


8407270265 Forwards SER re implementation of Rev 1 to NUREG-0313, 
including complete technical evaluation rept. Original 840626 
transmittal inadvertently omitted several pages of technical 
eval uat i on, 

PAULSON, W. A. Operating Reactors Branch 5. 84/07/25, 

VANOEWALLE, D, J, Consumers Power Co. 3pp. 25788:253, 24X 

Fiche: 50-155, 84/07/25, 8407270265, 


— 8407270292 Addenda to "Technical Evaluation of Integrity of Big Rock 
Point Nuclear Reactor Coolant Boundary Piping Sys. " 

NAGATA.P. K. EG&G, Inc, FINA~6429, EGO-FM-6258 ADD. 83/09/31. 
KOO, W. H, NRC - No Detailed Affiliation Given. 44pp. 25788:259. 
24X Fiche: 50-155, 84/07/25, 8407270265. 


8407270245 Notification of rescheduled 840802-03 meetings w/util in 
Char levoi X, MI to discuss radiological effluent Tech Specs. 

EMCH, R.L. Operating Reactors Branch 5. 84/07/26. PAULSON, W. A. 

Operating Reactors Branch 5. 4pp. 25786:281. 24X 

Fiche: 50-155, 84/07/26, 8407270245. 


Q, Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end, 

JORDAN, E, L, Division of Emergency Preparedness V. Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co, of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407020382 Ac k receipt of 840613 Itr informing NRC of steps taken to 
correct concern noted in 840302 confirmatory action Itr, 

NQRELIUS, C. E. Division of Project k Resident Programs. 84/06/26. 
DEWITT, R.B. Consumers Power Co. Ip. 25214:358. 24X 

Fiche: 50-155, 84/06/26, 8407020382. 


— 8407020387 Responds to concern noted in 840302 confirmatory action Itr. 
Valves CV41S0, CV-4181, CV-4182 & CV-4183 of reactor 
depressurization sys tested for op er ab i 1 i t y . Ac c e p tanc e 
criteria satisfied, 

KRICH, R.M. Consumers Power Co. 84/06/13. KEPPLER, J. G, Region 3, 
Office of Director. Ip. 25214,359, 24X F i c h e : 50- 1 55, 84/06/26 , 

8407020382. 


8407240055 Forwards IE Insp Rept 50-155/84-03 on 840521-23 notice 
of violation 

PAPERIELLO, C J. Region 3, Office of Director. 84/06/27, 

DEWITT, R.B. Consumers Power Cq. 2pp, 25731:001. 24X 

Fiche: 50-155, 84/06/27, S407240055. 


— 8407240065 Notice of violation from insp on 840521-23, 

PAPER lELLO, C. J. Region 3, Office of Director. 84/06/27. 2pp, 
25731:003. 24X Fi c h e: 50-1 55, 84/06/27, 8407240055. 


— 8407240073 IE Insp Rept 50-155/S4-03 on 840521-23. Noncomp 1 iance noted; 
failure to demonstrate capability to notify offsite 
agencies within 15 minutes after declaration of emergency. 

PATTERSON, J, P. , GLQERSEN, W, B . , SNELL, W. G. Regions, Office of 
Director. 84/06/27. 20pp. 25731:005. 24X Fiche: 50-155, 84/06/27, 

8407240055. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S,. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc, 124pp. 25602:151. 24X Fic he; 50-000, 84/06/29, 8406280311. 


8407240100 Forwards IE Insp Rept 50-155/84-06 on 840604-07 %<. 11, No 
noncompliance noted, 

PAPERIELLO, C. J. Region 3. Office of Director. 84/07/03. 

DEWITT, R. B. Consumers Power Co, 2pp, 23731:037, 24X 

Fiche: 50-155, 84/07/03, 8407240100. 


--840724O104 IE Insp Rept 5O-1S5/S4-06 on 840604-07 fy, 11, No noncompliance 
or deviations noted. Major areas i nsp ect ed , i mp lementa t i on of 
radiological environ monitoring pr ogram, c onf irmatory 
measurements program g/. followup of resampling program, 

JANUSKA, A. G, , R02AK, S. , GRANT, W.B. Region 3, Office of Director. 
84/07/03. 8pp. 25731:039. 24X Fi ch e: 50-1 55, 84/07/03, 8407240 100. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Zt Other 
Anaerobic Adhesive/Sealants." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fic he: 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness S* Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York. Inc. 122pp. 25602,032. 24X Fiche; 50-000, 84/07/05, 8407030089. 


8407170367 Requests extension for responding to IE Bulletin 84-02, 
"Failures of CE Type HFA Relays in Use in Class IE Safety 
Sys," due to suspected small leak in condensate sys. Response 
will be provided within 60 days following current outage. 

KRICH, R.M, Consumers Power Co. 84/07/05. KEPPLER, J. G, Region 3, 
Office of Director, Ip. 25618:333, 24X Fi ch e : 50-155. 84/07/05. 

8407170367, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness %■. Engineering 
Response (Post 830103), 04/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286, 24X Fi che : 50-000. 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5— Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z’. Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865.166. 24X Fi che : 50-000, 84/07/ 10, 8407060251 . 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Homan Error Involving Wrong Unit, Wrong Train or 
Wrong Sys," Svc list encl, 

JORDAN. E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc, lOSpp. 26057:245. 24X Fi che: 50-000, 84/07/25, B407230079, 


R. Periodic operating reports & related correspondence 


8407020494 Monthly operating rept for May 1984, W/840601 Itr. 
BALCH.L, L. , HOFFMAN, D.P, Consumers Power Co. 84/05/31. 7pp. 
25217:237. 24X Fiche; 50-155. 84/05/31. 8407020494. 



22 


DOCKETED ITEMS 


8407270414 Monthly operating 
BALCH. L. L. - HOFFMAN, D. P. 
25794; 109. 24X Fiche: 50-1 


rept for June .1984. W/undated 
Consumers Power Co. 84/06730. 
55, 84/06/30, 8407270414. 


Itr. 

6pp. 


Reportable occurrences, LERs related ^ 


8407030105 LER 84-006-00: on 840601 , d u r i ng cold sh utd own, w/Ch anne 1 : 
neutron monitor manually tripped for repairs, 
neutron monitor received spurious ^ P ' ^ ^ ^ ® 

Channel 1 monitor capacitor replaced. W/8406c:.9 04 / 0^/00 

CASTIGLIONE, L, , FRICH,R. M. Consumers Power 8-^/06/29. 3pp. 

25270:027. 24X Fi c h e : 50- 1 55 , 84/06/29, 8407030105. 


8407030151 LER 84-007-00: on 84061 1 , wh i 1 e in cold shutdown, Channel 3 
neutron monitor experienced radi o- ind uc ed trip. ^ 

neutron monitors being in lowest range for repair, eac or 
protection safety sys rese t. W/840629 Itr. oa/ax/oo o 

CASTIGLIONE, L. , KRICH. R,M. Consumers Power Co. 84/06/29. 3pp. 

25267:284. 24X Fich e : 50- 1 55. 84/06/29, 84070301 51. 


8407030190 LER 84-004-00; on 840530 , while investigating suspected 
condensate leak <ref LER 84 - 003 ) , c hanne 1 1 neutron monitor 
failed upsca le, causing partial trip signal ® 

reactor scram, Cause by ion chamber grounding_W -.-^nx/oo’ t 
CASTIGLIONE, L. , KRICH, R. «. Consumers Power Co^ 8^/06/ Jpp. 
25238:161. 24X Fiche; 50-155, 84/06/29, 8407030190. 


G. Inspection reports, IE Bulletins Z'. c orre s p ond enc e 


8407090169 Forwards IE Insp Rept 50-156/84-01 on 840521-23. No 
noncomp liance noted. 

NORELIUS, C. E. Division of Project 8, Resident Programs. 84/06/21. 
CASHWELL, R. J. Wisconsin, Univ. of, Madison, WI. 2pp. 25454:051. 
24X Fiche; 50-156, 84/06/21 , 8407090169. 


— 8407090172 IE Insp Rept 50-156/84-01 on 840521-23, No none amp 1 iance 
noted. Major areas i nspe c ted : rec or ds , 1 og s 8, or g an i za t i on, f uel 
handling activi ties , environ pr 0 tec t i on, ra d ia t i on control, 
radwaste mg t, emerg ency planning ?< transportation activities. 
THOMAS.C.C., SANCHE2-P0PE, A, , HVDER, J. E. Region 3, Office of 
Director. 84/06/19. 7pp. 25454:033. 24X Fi ch e : 50- 1 56, 84/06/21 , 

8407090169. 


R. Periodic operating reports & related correspondence 


8407240235 "Annual Operating Rept for License R-74 for FY83-84. '' 
W/840719 Itr. 

CASHWELL, R. J. Wisconsin. Univ. of, Madison, WI. 84/06/30, 
MILLER, J. R. Standar d i zat i on & Special Projects Branch. 15pp. 
25718:278. 24X Fi ch e: 50- 1 56. 84/06/30, S407240235. 


DOCKET 50-160 GEORGIA INST. OF TECH. RESEARCH REACTOR 


8407030409 LER 84-005-00: on 840531, MSIU closed to prevent airborne 
contamination of turbine bldg during insp for ea , resu mg 
in reactor protection sys trip. Caused by steam je air 
ejector bypass valve fail ure. W/840629 Itr. pa/aa/oc? nn n 

CASTIGLIONE, L, , KRICH, R,M. Consumers Power Co^ 84/06/^9. Jpp. 
25239:083, 24X Fiche ; 50 - 155, 84/06/29, 8407030409. 


Q. Inspection reports, IE Bulletins & correspondence 


8407190021 Forwards IE Insp Rept 50-160/84-03 on 840515-17. No 
violations or deviations identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/12. KARAM, R. A. 
Georgia Institute of c I ? g Atlanta, GA. 2pp. 25687:246. 24X 

Fiche; 50-160, e4/06/:2. b-k; 7 iP'ic::: 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy o ^ 

operating experience for near-term OL applicants, vc is 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp. 25 535:018. «J4X 

Fiche; 50-000, 84/06/27, 8406270142. 


— 8407190026 IE Insp Rept 50-160/34-03 on 840515-17. No violations or 
deviations noted. Major areas inspec ted: rad iati on control Jk 
transportation activities. 

PEERY, W. W. , JENKINS, G.R. Region 2, Office of Director. 84/06/11. 
4pp. 25687:248. 24X Fich e; 50-160, 84/06/12, 8407190021. 


DOCKET 50-163 GA TECHNOLOGIES 


8407060102 Lists practices used in implementing 
NUREG-1021, "Operator Licensing Examiner Stds 
a dmin is trat ion of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 
Consumers Power Co. 2pp, 25426:361 
8407060102. 


provision of 


84/07/02. DEWITT, R.B. 
24X Fiche: 50-000, 84/07/02, 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es, app 1 1 cants 
for OLs,NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning opera or rai ing, 
qualifications & exams. Sve list end. 

EISENHUT, D. G, Division of Licensing. 84/07/03. 

Edison Co, of New York, Inc. I6pp. 25601.326. «^4X 

Fiche; 50-000, 84/07/03, 8407030097. 


Consol idated 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 
F. Security, medical, emergency S', fif'e protection 


8407090169 Forwards IE Insp Rept 50-156/84-01 on 840521 23. No 
noncomp 1 iance noted. 

NORELIUS, C, E. Division of Project Resident Programs 
CASHWELL, R, J. Wisconsin, Univ. of, Madison, WI. 2pp. 

24X Fiche; 50-156,84/06/21,8407090169. 


84/06/21. 
25454: 051. 


F. Security, medical, emergency 8< fire protection plans 


8407020140 Notifies ^of refund of fees re review of Matls 8< Plant 
Protection Amend MPP-1 to License SNM-696, Amend 26 to 
License R-38 Sk Amend 32 to License R— 67 for approval of 
physical protection plan for SNM. 

MILLER, W.O. License Fee Management Branch. 84/06/25, MOWRY, W. R. 
GA Technologies, Inc. /General Atomic Co, 2pp. 25272:346. 24X 

Fiche: 50-089, 84/06/25, 8407020140. 


P. Operating license stage documents 8,. correspondence 


8407020140 Notifies of refund of fees re review of Matls & Plant 
Protection Amend MPP-1 to License SNri-696, Amend 26 to 
License R-38 Amend 32 to License R-67 for approval of 
physical protection plan for SNM. 

MILLER, W. O. License Fee Management Branch. 84/06/25. MOWRY, W. R. 
GA Technologies, Inc. /General Atomic Co. 2pp. 25272:346 . 24X 

Fiche: 50-089, 84/06/25, 8407020140. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 
Q. Inspection reports, IE Bulletins ic correspondence 


— 8407090172 IE Insp Rept 50-156/84-01 on 840521-23. No noncomp liance 
noted. Major areas insp ecte d : records, logs organization, fuel 

handling act ivit ies, environ protection, radiation con ro , 
radwaste mgt, emergency planning & transportation ac ivi les. 
THOMAS, C.C., SANCHEZ-POPE, A. , HYDER, J. E. 3, Office of 

Director. 84/06/19. 7pp. 25454:053. 24X Fxche: 50-156, 84/06/21, 

8407090169. 


8407170430 Forwards agreement w/Univ of Wisconsin Hosp S. Clinics to 
provide primary medical sves in event of emergency at la , 

per 840712 telcon. oa/at/io 

MATUSEWIC, S. M. Wisconsin. Univ. of> Madison, WI. 84/v//i«:. 
SHIKENNA, C. Office of Nuclear Reactor Regulation, Director. 3pp. 
25615:180, 24X Fiche; 50-156, 84/07/12, 8407170430. 


8407110011 Forwards IE Insp Rept 50-166/84-02 on 840510-11 Zc notice of 
violation. 

STARDSTECKI, R. Division of Project & Resident Programs. 84/06/18. 
KERR, F. Maryland, Univ. of, College Park, MD. 2pp. 25539:304. 24X “ 

Fiche: 50-166, 84/06/18, 84071 10011. 


— 8407110013 Notice of violation from insp on 840510-11. 

Region 1, Office of Director. 84/06/lS. Ip. 25539:306. 24X 

Fiche; 50-166, 84/06/18, 84071 lOOll. 


-8407110016 IE Insp Rept 50-166/84-02 on 840510- 1 1 . Vio la t ion noted: lack 
of attention to detail re log it recordkeeping & lack of 
procedural compliance re radiation protection practices 
during experiments. 

ELSASSER, T. C. , ROBERTSON. J. A, . GREENMAN, E. G. Region 1, Office of 
Director. 84/06/18. 7pp. 25539:307, 24X Fi che ; 50-166, 84/06/18, 

8407110011. 
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DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


F. Security, medical, emergency & fire protection plans 


8407110218 Ac k receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-170/84-01. 

Corrective actions will be examined during future insp. 

MARTIN, T. T Division of Engineering S.; Technical Programs. 84/06/27. 

ADCOCK, B.R. Armed Forces Ra d i o b i o 1 o g i ca 1 Research Institute. Ip. 
25539:247. 24X Fi c h e ; 50- 1 70, 84/06 /27, 84071 1 02 1 8. 


— 8407110229 Responds to NRC 840417 Itr re violations noted in IE Insp 
Rept 50-170/84-01. Correc t i ve actions.NRC recommendations 
incorporated into emergency preparedness training manual 
placement of run cards on response fire engines implemented. 

ADCOCK, B. R Armed Forces Rad i ob i o 1 og i ca 1 Research Institute. 
84/05/21. MARTIN, T. T. Division of Engineering S; Technical 
Programs. 2 pp. 25539:248. 24X F i c h e : 50-1 70, 84/06/27, 84071 10218. 


Q. Inspection reports, IE Bulletins & correspondence 


8407110218 Ack receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-170/84-01. 

Corrective actions will be examined during future insp. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/27. 

ADCOCK, B.R. Armed Forces P.i d i o t ; = 1 r 3 ; r o 1 Research Institute. Ip. 
25539:247, 24X Fiche: 50- C - /;" 7.' L4 /1 102 18. 


— 8407110229 Responds to NRC 840417 Itr re violations noted in IE Insp 
Rept 50-170/84-01. Correct ive actions:NRC recommendations 
incorporated into emergency preparedness training manual J? 
placement of run cards on response fire engines implemented. 

ADCOCK, B.R. Armed Forces Ra d i ob i o 1 og i ca 1 Research Institute. 
84/05/21. MARTIN, T. T, Division of Engineering i: Technical 
Programs. 2 pp. 25539:248. 24X F i c h e : 50-1 70, 84/06/27, 84071 10218. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION. UNIT 1 


S. Reportable occurrences, LERs it related correspondence 


8407120182 Advises that AEQD Case Study C404i "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed . Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations, 

DEfJTON, H. R. Office of Nuclear Reactor Regulation, Director, 

84/07/05, HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


--8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-2EFTAWY, M. Director's Office. 84/06/30, 46pp. 25559:009, 

24X Fiche; 50-000, 84/07/05, 8407120192, 


DOCKET 50-186 UNIV, OF MISSOURI RESEARCH REACTOR 


F, Security, medical, emergency fire protection plans 


8407230264 Forwards "Emergency Plan Evaluation Rept.Univ of Missouri, 
Columbia, " Plan meets requirements of 10CFR50, App E it ANSI/ 

ANS-15. 16-1982, Full implementation requested within 120 days 
of Itr receipt. 

THOMAS, C. 0. Standard izat ion S< Special Projects Branch. 84/07/12. 
BRUOOER/ R. M. Missouri, Univ. of, Columbia. MO, Ip, 25726:336. 24X 

Fiche; 50-186, 84/07/12, 0407230264. 


— 8407230266 "Emergency Plan Evaluation Rept.Univ of Missour i, Columbia. " 
* Standar d i zat i on Zt. Special Projects Branch, 84/06/30. 3pp. 
25726:337. 24X Fi C h e ; 50-186, 84/07/ 12, 8407230264. 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 


P. Operating license stage documents correspondence 


8407100430 Advises of decision to decommission Northrop TRIOA reactor. 
Dismantling plan will be submitted in Sept 1984, 

BENVENISTE, J. Northrop Corp. 84/07/03. Office of Nuclear Reactor 
Regulation^ Director, Ip, 25464:297 24X Fiche: 50-187, 84/07/03, 

8407100430, 


DOCKET 50-193 RHODE ISLAND PROVIDENCE PLANTATIONS AEG 


S. Reportable occurrences, LERs .S', related correspondence 


8407190442 RO.on 840628, d ur i ng normal op erat i on, stand by power sys 
shut off would not rest art. Caused by wire pulled loose 
from connection on solenoid va Ive. Connec t i on repaired %■. 
generator started normally. 

DIMEGLIO, A. F. Rhode Island. State of. 84/06/28. Region 1, Office 
of Director. Ip. 2568-1:351. 24X F i c he : 50- 193, 84/06/28, 8407190442, 


8407260196 RO' on 840705, motor starter timer in cleanup sys air blower 
failed during electrical storm. Timer believed struck by 
lightning Replacement timer installed i reactor returned to 
power on 840709. 

DIMEGLIO, A F. Rhode Island, State of. 84/07/09. Region 1, Office 
of Director, Ip. 25780:361, 24X F i c he : 50- 193, 84/07/09, 8407260196. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8407260188 Forwards IE Insp Rept 50-199/84-02 on 840522-23, No 
violations noted. 

STAROSTECKI , R. Division of Project it Resident Programs. 84/07/02. 
KANE, R, Manhattan College, Riverdale, NY. 2pp. 25780 : 33 6 . 24X 

Fiche: 50-199, 84/07/02, 8407260188 


—8407260193 IE Insp Rept 50-199/84-02 on 940522-23. No violations noted. 
Major areas inspec ted : survei 1 lane e ac t i vi t i es, I £ Info Notice 
83-66, rad iation contro 1 , ma int log,SAR r ev i ew, op erat or 
requalification program unrestrained standpipe movement. 
REBELOWSKI, T. A. , ELSASSER, T, C. Region 1, Office of Director. 
84/06/18, 8 pp. 25780:338. 24X Fiche: 50-199, 84/07/02, 8407260188. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

PAY.C.L, TDI ( Transamer i c a Delaval, Inc. ) Owners Group. RAYfC.L. 
Duke Power Co. 84/06/19. DENTON, H. R. Office of Nuclear Reactor 
Pc-;;-. .it; •:••• Director, 2pp, 25121:352. 24X Fi c h e : 50-0 00 . 84/06/ 1 9, 

..I .6712 


P. Operating license stage documents correspondence 


8407110178 Forwards payment for 820811,830810 8 < 0909 amend applications 
covering definition of tr i t i um, pres sur i zer pressure low trip 
setpoints V. 24-inch containment purge valves, in response to 
840527 0313 Itrs. 

MEDFORD. M.O, Southern California Edison Co. 84/06/22, DIGGS, R.M, 
License Fee Management Branch, Ip. 25521:361, 24X 

Fiche: 50-206, 84/06/22, 8407110178. 


8407020313 Forwards Chemistry Procedure 80123-111-8.8, "Alternate 
Methods of Post-Accident Parameter Sampling," per request re 
interim post-accident assessment capab i lity . NUREG-0737, I tern 
II, B. 3 mods rescheduled for next refueling outage. 

MEDFORD, M, 0, Southern California Edison Co. 84/06/28. 

CRUTCHFIELD D Dn e-et- ; - i^pactors Branch 5. Ip, 25216: 194. 24X 

Fiche: 30-2C;'. ; .i,” .'ir-.Z-.iT. 


-8407020323 Rev 2 to Chemistry Procedure 80123-111-8.8, "Alternate 
Methods of Post-Accident Parameter Sampling." 

MCWEY.B., ROSFNBLUM, R. M. Southern California Edison Co. 84/05/21. 
15pp. 25216:195. 24X Fi c he: 50-206, 84/06/28. 8407020313. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve Zt maintain diesel generator reliability. 

Sve list end, 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses if. amends, Sve list end, 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York* Inc, 17pp. 25602; 012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407090233 Forwards Amend 77 to License DPR-13 St safety evaluation, 
Amend changes Tech Specs to provide functional redundancy in 
DHR methods during all modes of plant operation. 

CRUTCHFIEL D, D. Operating Reactors Branch 5. 84/07/06. BASKIN, K. 

Southern California Edison Co, 3pp. 25445:319, 24X 

Fiche: 50-206, 84 / 07 / 06 , 8407090233. 
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"8407090234 Amend 77 to License DPR-13. chang ing Tech Specs to provide 
functional redundancy in DHR methods during all modes of 
plant operation. 

CRUTCHFIELD, D. Operating Reactors Branch 5, 84/07/06. 17pp. 

25445:322. 24X Fic h e : 50-206, 84/07/06, B407090233. 


— 8407090235 Safety evaluation supporting Amend 77 to License DPR-13. 

■» Office of lJuclear Reactor Regulation, Director. 84/07/06. 5pp. 
25445:339. 24X Fi ch e: 50-206, 84/07/06, 8407090233, 


8407110186 Forwards application to amend License DPR-13, c ons isting of 
Proposed Change 125 to revise Tech Specs to be consistent 
u/post— TMI required mods installed during current outage. 

Fee end. 

BASKIN, K. P. Southern California Edison Co. 84/07/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25522:020. 
24X Fiche: 50-206, 84/07/09, 8407110186. 


— 8407110196 Application for amend to License DPR-13, cons isting of 
Proposed Change 125 to revise Tech Specs to be consistent 
lif/post-TMI required mods installed during current outage. 
BASKIN, K.P. Southern California Edison Co. 84/07/09. 10pp. 

25522:022. 24X Fich e : 50-206, 84/07/09, 84071 10186, 


--8407110203 Proposed Tech Spec changes to be consistent uj/post-TMI 
required mods installed during current outage. 

# Southern California Edison Co. 84/07/09. 81pp. 25522:032. 

24X Fiche: 50-206.84/07/09, 8407110186, 


8407110267 Submits info re plan to modify containment wide-range 
pressure monitor recording capability at facility,per NUREG- 
0737, Item II.F, 1. 4, "Containment Pressure Monitor." Modified 
method adequate no further mods planned. 

MEDFORD, M. 0. Southern California Edison Co. 84/07/09. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 3pp. 25522:342. 24X 

Fiche: 50-206, 84/07/09, 8407110267. 


8407120280 Notification of 840730-31 meetings w/util Franklin 
Research Ctr in San Diego County, CA to discuss analysis & 
test results re seismic capability of masonry walls. 

MCKENNA, E M. Operating Reactors Branch 5. 84/07/09. CRUTCHFIELD. D. 

Operating Reactors Braach 5. 3pp. 25550:006. 24X 

Fiche: 50-206, 84/07/09, 8407120280. 


8407260117 Notification of cancellation of 840730-31 meetings w/util 
& Franklin Research Ctr at San Diego County, CA site to 
discuss analysis 8< test results re masonry wall seismic 
capability. 

MCKENNA, E, M, Operating Reactors Branch 5. 84/07/09. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 3pp. 25782:269. 24X 

Fiche: 50-206, 84/07/09, S407260H7. 


8407310429 Forwards Amend 7 to SCE-l-A, “QA Program. ’• 

MEDFORD, M.O, Southern California Edison Co. 84/07/13. MARTIN, J.B. 
Region 5, Office of Director, Ip. 25830:333. 24X 

Fiche: 50-206, 84/07/13,8407310429. 


— 8407310434 Amend 7 to ’'QA Program. " 

» Southern California Edison Co. 84/06/30. 152pp. 25830:334. 

24X Fiche; 50-206, 84/07/13,8407310429. 


8407180226 Provides addl info re seismic reevaluation program 
speczfical ly, piping branch line decoupling & pipe support 
asymmetr ical bending ca Ic ulat ions, per SEP Topic III-6. 

Criteria used for decoupling adequate. 

MEDFORD, M. 0, Southern California Edison Co. 84/07/16. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 56pp. 25636:168. 24X 

Fiche; 50-206, 84/07/16, 8407180226. 


8407190414 Forwards Amend Application 122 to License DPR-13, changing 
Tech Specs to reflect staff overtime & administrative 
requirements, per Generic Ltrs 82-12 Zt 82-16. Fee end. 

BASKIN, K. P. Southern California Edison Co. 84/07/17. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 25681:276. 24X 

Fiche: 50-206, 84/07/17, 8407190414. 


— 8407190425 Amend Application 122 to License DPR— 13, revising Tech Specs 
to add requirements re administra tion h use of unit staff 
overtime, per Generic Ltrs fi, ho-ia 

BASKTW. w D ' I 


8407240083 Forwards response to Position 1. 1 of Generic Ltr 83-28, 
"Post-Trip Review (Program Description Z>. Procedure). " 

Instruction provides method for completing post-trip 
documentation prior to authorizing reentry into Mode 2. 

MEDFORD, M. 0. Southern California Edison Co. 84/07/18. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 5pp. 25723:124. 24X 

Fiche: 50-206, 84/07/18, 8407240083. 


S407250395 Forwards Amend Application 123 for License DPR-13, c onsisting 
of Proposed Change 132 to Tech Specs to eliminate snubber 
listings from shock absorbers surveillance & operability 
specs, per Generic Ltr 84-13. Fee end. 

BASKIN, K. P. Southern California Edison Co. 84/07/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25739:153. 

24X Fiche: 50-206, 84/07/23, 8407250395. 


— 8407250396 Amend Application 123 for License DPR-13, cons is ting of 
Proposed Change 132 to Tech Specs to eliminate snubber 
listings from shock absorbers surveillance & operability 
specs, per Generic Ltr 84-13. 

BASKIN, K. P. Southern California Edison Co, 84/07/23. 11pp. 

25739:155. 24X Fi c h e ; 50-206, 84/07/23, 8407250395. 


--8407250397 Proposed Tech Spec Change 132, e 1 iminating snubber listings 
from shock absorbers surveillance 8< operability specs»per 
Generic Ltr 84-13. 

# Southern California Edison Co. 84/07/23. 19pp. 25739:166. 

24X Fiche; 50-206, 84/07/23, 8407250395. 


8407270234 Forwards request for addl info re 840517 Proposed Change 127 
to License DPR-13. Response requested within 30 days. 

PAULSON, W. A. Operating Reactors Branch 5, 84/07/23, BASKIN, K.P. 

Southern California Edison Co. 5pp. 25786:352. 24X 

Fiche: 50-206, 84/07/23, 8407270234. 


8407270247 Forwards corrected Tech Spec Page 5-7c to 840604 Amend 76 to 
License DPR-13 re nonrad i o log i cal water quality limits. 

PAULSON, W. A. Operating Reactors Branch 5. 84/07/23, BASKIN, K.B. 

Southern California Edison Co. 2pp. 25789:141. 24X 

Fiche: 50-206, 84/07/23, 8407270247. 


— 8407270262 Errata to Tech Spec 5-7c from Amend 76 to License DPR-13 re 
nonrad iol og i cal water quality limits. 

* NRC - No Detailed Affiliation Given. 84/07/23. Ip. 25789:143. 
24X Fiche: 50-206. 84/07/23, 8407270247. 


8407270090 Summary of 840626-27 meetings w/util re overall status 
of units S: activities concerning Unit 1 return to svc. 

MCKENNA, E.M. Operating Reactors Branch 5. 84/07/25. Operating 

Reactors Branch 5. 6pp. 25790:065. 24X Fiche: 50-206, 84/07/25, 

8407270090. 


8407310378 Forwards info in support of common train outage of component 
cooling water sys. NRC concurrence w/addl temporary rev to 
840406 commitments requested. W/three oversize drawings. 

Aperture cards available in PDR. 

MEDFORD, M.O. Southern California Edison Co. 84/07/25. MARTIN, J. B. 
Region 5, Office of Director. 7pp. 25829:297. 24X 

Fiche; 50-206, 84/07/25, 8407310378. 


Q. Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50 - 000 , 84/06/26, 8406250214, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Se Vendors. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use^of Loctite 242 St Other 
Anaerobic Adhes ive/Sea lant s. “ Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness «t Engineering 
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8407260119 Forwards IE Insp Rept 50-206/84-10 on 840409-13,0416-19 S: 
0430-0504 notice of violation. 

BISHOP, T.W. Region 5, Office of Director. 84/07/06, BASKIN, K. P. 
Southern California Edison Co. 2pp. 25782:201. 24X 

Fiche: 50-206, 84/07/06, 84072601 19. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B, Failure Analysis Associates. 84/05/17. 3pp. 

25549- 140. 24X Fi c h e : 50-000, 84/06/20, 84071 20321 , 


— 8407260122 Notice of violation from insp on 840409-13,0416-19 0403- 

0504. 

JOHNSON, P.H. Region 5, Office of Director. 84/07/06. Ip. 
25782:203. 24X Fi c h e : 50-206, 84 /07/06, 84072601 19. 


—8407260125 IE Insp Rept 50-206/84-10 on 840409-13,0416-19 0430-0504. 

Violation noted : inad eq,ua te QC control of welding undercut 
on 8 of 35 welds on safety-related structural steel 
connections. 

CHAFFEE, A. E. , D'ANGELO, A., JOHNSON, P.H. Region 5, Office of 
Director. 84/07/05. 8pp. 25782:204. 24X Fi ch e : 50-206, 84/07/06, 

8407260119. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che : 50-000, 84/07/ 10, 8407060251 . 


8407260037 Forwards IE Insp Repts 50-206/84-12,50-361/84-15 8< 
50-362/84-15 on 840604-03. No noncompliance identified. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/07/12. 

BASKirj, K. B. Southern California Edison Co. Ip. 25781:281. 24X 

Fiche: 50-206. 84/07/12, 8407260037. 


—8407260044 IE Insp Repts 50-206/84-12, 50-361/84-15 fy. 50-362/84-15 on 
840604-08. No violations or deviations ident i f aed, Ma jor areas 
inspected : programs for proc urement, hand 1 ing , storage S', 
preservation of safety-related matls. 

GRAYSON, W. M, . YUHAS, G. P. Region 5, Office of Director. 84/07/11. 
I2pp. 25781:282. 24X Fich e: 50-206, 84/07/12, 8407260037. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fi che : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports S« related correspondence 


8407020239 Monthly operating rept for May 1984, W/840614 Itr. 
MAYWEATHER, L. I. , HAYNES, J, G. Southern California Edison Co. 
04/05/31. 6pp. 25217:342, 24X Fic h e: 50-206, 84/05/31. 8407020239. 


8407270421 Monthly operating rept for June 1984. W/840713 Itr. 
MAYWEATHER, L. I, , HAYNES, J, G. Southern California Edison Co. 
84/06/30. 6pp. 25794:124. 24X Fich e; 50-206, 84/06/30. 8407270421. 


S. Reportable occurrences, LERs it. related correspondence 


--8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48, 
YANG, R. Transameri ca Delaval, Inc. 84/04/04. 36pp. 25549:144, 

24X Fiche: 50-000, 84/06/20, B407120321, 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATQ, J. Stone h. Webster Engineering Corp, 84/06/19, 17pp. 

25549:180. 24X Fi c h e : 50-000, 84/06/20, 8407 120321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants S', NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. RAY. C. L. 
Duke Power Co. 84/06/20. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 25707:172, 24X Fi c he • 50-000, 84/06/20, 

8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants S, 

NRC. " 

RAY, C. L. TDI ( Transame r i ca Delaval, Inc, ) Owners Group, RAY, C. L. 
Duke Power Co. 84/06/20. 2Spp. 25707: 174. 24X 

Fiche: 50-000, 84/06/20, 8407230126. 


8407050110 Forwards refs for 840629 response to request for addl info 
re return to svc requirements of TDI emergency diesel 
generators. 

MEDFORD, M. Q. Southern California Edison Co. 84/06/29. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 17S9pp. 25290: 195. 

24X Fiche: 50-206, 84/06/29, 84070501 10, 


8407100281 LER 84-005-00: on 840601, boric acid flow paths from storage 
tank to charg ing, transfer & injection pumps blocked by acid 
sol id if icat ion. Caused by inadequate monitoring of acid 
concentration £< solubil ity. Procedure revised , W/840702 Itr. 

HAYNES. J. G. Southern California Edison Co, 84/07/02. 3pp. 
25511:299. 24X Fiche; 50-206, 84/07/02, 8407100281 , 


8407090106 Comments on BNWL draft rept, "Review & Evaluation of TDI 
Diesel Generator Owners Program Plan." Rept provides 
appropriate V. logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOp.J.B. Massachusetts Institute of Technology, Cambridge, MA, 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03, 8407090106, 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review h BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T S, Division of Licensing, 84/07/05. BERLINGER. C. H, 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000, 84/07/05, 

8407110433. 


8405160502 Notification of 840502 meeting w/TDI Owners Group in 
Bethesda,MD to discuss status schedule of TDI Owners Group 
program to resolve NRC concerns re TDI diesel generators, 

MILLER, M. A. Division of Licensing. 84/04/27. BERLINGER, C. H. 
Division of Licensing. 3pp. 24492:226. 24X Fi ch e : 50-000, 84/04/27, 

8405160502. 


B4O5290086 Forwards "Design Review of Connecting Rods for TDI DSRV-4 
Series Diesel Generators. " Rept completes TDI Owners Group 
analysis of component for all TDI diesels in nuclear svc. 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/05/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
24711:211, 24X Fiche: 50-000, 84/05/24, 8405290086. 


8407130312 LER 84-006-00; on 840604-08, w/uni t in extended Mode 5 outage, 
manual fire suppression sys isolation valve CRS-041 failed 
t,o open during integrated leak rate tes t. Pr oc ed ur e revised 
requiring lock-open requirement for valve. W/840705 Itr. 

HAYNES, J. G. Southern California Edison Co, 84/07/05, 3pp, 
25565:031, 24X Fi ch e: 50-206, 84/07/05, 8407130312. 


8407260455 Forwards special study rept, "Pressure Locking of Flexible- 
Disk, Wedge-Type Gate Valves," w/o proprietary documents 
previously submitted w/840511 memo. 

HELTEMES, C. J. Director's Office. 84/07/06. DEYOUNG, R.C. 

Director's Office, Office of Inspection and Enforcement. Ip. 
25782:347. 24X Fi ch e : 50-206, 84/07/06, 8407260455. 


— 8405290111 "Design Review of Connecting Rods for TDI DSRV-4 Series 
Diesel Generators. " 

« Failure Analysis Associates. FAAA-04-3-14. 84/05/31. 60pp. 

24711:213. 24X Fiche: 50-000, 84/05/24, 8405290086. 


8406150133 "Proposed Torsional & Lateral Critical Speed Analysis; Eng ine 
Numbers 74010/12 Delaval-En terpr ise Engine Model DSP-48 
3, 500 kW/4889 BHP at 450 RPM. " 

YANG, R. Transamer ica Delaval. Inc. 83/08/22. 8pp. 24949:221. 24X 

Fiche: 50-000, 84/06/07, 8406150114. 


— 8407260461 Special study rept, "Pressure Locking of Flexible-Disk, 
Wedge-Type Gate Valves, " 

RUBIN, S. D. Director 's Of f ice. 84/07/31. llpp, 25782:348, 24X 

Fiche; 50-206, 84/07/06, 8407260455. 


8407160185 LER 84-002-01: on 840309, d i es e 1 generator 2 spuriously 
started tripped during electrical relay test ing. Caused by 
wiring d iscrepanc ies. Wiring changed to correct 
configuration tt relay testing repeated. W/840709 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/09. 2pp. 
25592:149. 24X Fiche : 50-206, 84/07/09, 84071601B5. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs, air 
start valve capscrews, fuel oil injection tub ing, DSR-48 
connecting rods & crankshaft. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 84/06/20. BERLINGER, C. Director's Office, Office of 
Inspection and Enforcement. 5lpp. 25549: 087, 24X 

Fiche; 50-000, 84/06/20, 8407120321. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve ho Ider . Eva luation completed on 840713. No 
corrective action required. 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp, 25608: 00*. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 



DOCKETED ITEMS 


•26 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface impe rf ec t i on, Mo corrective action required. 

Evaluation completed on 840713. 

BOYER, R E Transamerica Delaval, Inc. 84/07/13, Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692.305. 24X 

Fiche: 50-000, 84/07/13,8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review." 

RAY.C.L Duke Power Co. B4/07/16. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director, 2pp, 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


--8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review " 

Stone Webster Engineering Corp. 84/07/31. ■ 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/ 16, 0407190249. 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT. D, G, Division of Licensing 84/07/16, GEORGE, J, B, TDI 
(Transamerica Delaval, Inc.) Owners Group. GEORGE, J.B, Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co, ). 
2pp. 25791:167, 24X Fi c h e : 50-000, 84/07/ 1 6, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

Battelle Memorial Institute, Pacific Northwest Laboratories. 

. FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp, 

25791:169. 24X Fi ch e : 50-000, 84/07/ 16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
cr an kshaf t ( c y 1 ind er heads S', connecting rods. 

BERLINGER, C. H, Division of Licensing, 84/07/23. GEORGE, J, S. TDI 
( Transamer i ca Delaval, Inc. ) Owners Group. GEORGE, J, B, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
lOpp, 25016:305. 24X Fi c h e ; 50-000. 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAV'iC.L. TDI ( Transamerica Delaval. Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/07/24. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director, 2pp, 25802:061. 24X Fiche: 50-000 . 84/07/24, 

8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

# Stone it Webster Engineering Corp, 84/07/31, 29pp. 25802:063, 

24X Fiche: 50-000,84/07/24. 8407300301, 


8407310248 Comments on PNl Rept PNL-5161, dtd June 1984. re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown, 

RAY, C. L. TDI (Transamerica Delaval, Im.. ) Owners Group. RAY.C.L, 
Duke Power Co, 84/07/26. BERLINGER. C. H. Office of Nuclear Reactor 
Regulation, Director. 4pp. 25828:239. 24X Fi che: 50-000, 84/07/26, 

8407310248, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs & holders of CPs re adequacy of on— shift 
operating experience for near-term OL app 1 i cants. Svc list 
end, 

E ISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


S407030097 Generic Ltr 84—17 to all power reactor 1 i censees, ap p 1 icants 
for OLs.NSSS vendors, reac tor vendors it aEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications Sk. exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000,84/07/03,8407030097. 
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F. Security, medical/ emergency S* fire protection plans 


8407120508 Forwards IE Emergency Preparedness Insp Rept 50-213/B4-10 on 
840511—14 fy. notice of vio lati on. W/o notice of violation. 

MARTIN, T.T, Division of Engineering & Technical Programs, 84/05/25, 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 3pp. 25555:112, 
24X Fiche; 50-213, 84/05/25, 8407120508. 


— 8407120514 IE Emergency Preparedness Insp Rept 50-213/84-10 on 
840511-14 Deficiencies no t ed : c ommun i cat i ons flow from 
control roon/technical support ctr delay in classifying 
b. declaring general emergency. 

SMITH, R A., CROCKER, H. W. Region 1, Office of Director. 84/05/25. 
9pp. 25555:114. 24X F i c h e : 50-2 1 3, 84/05/25, 84071 20508. 


8407250377 Advises that scheduler info for implementation of provisions 
of Rev 2 to Reg Guide 1.97 will not be submitted by 840717 
due to plans to evaluate proposed mods as part of integrated 
safety assessment program, per Suppl 1 to NUREG-0737. 

COUNSIL, W.G Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/07/12. EISENHUT. D, G. 

Division of Licensing. 4pp. 25745:354 24X Fi ch e : 50-000. 84/07/ 12, 

8407250377. 


8407240247 Forwards implementation schedules for Rev 1 to Reg Guide 
1, 97, for items not met due to plans to evaluate several 
proposed mods per integrated safety assessment program, in 
response to Suppl 1 to NUREG-0737. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W, G. Northeast Utilities. 84/07/17. MILLER, J. R. Operating 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 

4pp. 25719' 168. 24X F i c h e : 50-000, 84/07/ 1 7, 8407240247. * 


P. Operating license stage documents correspondence 


8407060208 Forwards corrected pages to inservice insp b testing program 
for ASMS Class 1,2 & 3 components scheduled to begin 850101, 
per 840409 ltr. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 84/06/26. 
CRUTCHFIELD, D. Operating Reactors Branch 5. 7pp, 25426:220. 24X 

Fiche: 50-213, 84/06/26, 8407060208. 


8407130298 Forwards response to Open Items 2. 1, 5 b 2. 1.6 of NUREG-0612, 
"Control of Heavy Loads" re special lifting devices b 
lifting devices, respective ly . 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Util ities. 84/06/29. CRUTCHFIELD, D. 
Operating Reactors Branch 5. MILLER. J. R. Operating Reactors Branch 
3. lOpp, 25565:156. 24X F i c he : 50-000, 84/06/29, 8407130298. 


B407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000,84/07/02, 8407020206. 


8407160100 Discusses Tech Specs for limiting overtime for staff 
personnel, based on JR Miller 840611 ltr. Listed sections 
elaborate on util concerns re issue, 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co, COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G, Northeast Utilities. 84/07/02. EISENHUT, D. G. 

Division of Licensing. 8pp. 25600:349. 24X Fi che ; 50-000, 84/07/02, 

8407160100, 


8407250367 Forwards notice of c ons i d era t i on of issuance of amend to 
License DPR-61 b proposed NSHC de term i nat ion S', opportunity 
for hearing re 840531 request to change discharge pressure 
requirement for ECCS flow testing. 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/07/02. COUNSIL, W. G. 

Connecticut Yankee Atomic Power Co. 3pp, 25754; 174. 24X 

Fiche; 50-213, 84/07/02, 8407250367. 


— 8407250373 Notice of consideration of issua'nce of amend to License 
DPR-61 b proposed NSHC determination opportunity for 
hearing re request for Tech Spec mod changing discharge 
pressure for ECCS flow testing. 

LYONS, J. E, Operating Reactors Branch 5. 84/07/02. Spp. 

25754:177, 24X Fiche; 50-213, 84/07/02, 8407250367. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses &. amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407310415 Provides addl info on background of events leading to 
discovery of error during review of ac c ep tab i 1 i ty of three 
loop op eration, during coastdqwn from Cycle 2. Info provided 
to support util proposed rev to Tech Spec 3. lO. 

COUNSIL, W.G. Connecticut Yankee Atomi'c Power Co. COUNSIL, W. G. 
Northeast Utilities. 84/07/24. CRUTCHFIELD, D. Operating Reactors 
Branch 5. 2pp, 25830:331, 24X Fich e: 50-213, 84/07/24, 8407310415. 
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8407310336 Submits comments S'./or proposed schedules for resolution of 
NUREG-0737 items re Tech Specs to determine consistency 
u/guidance of Generic® Ltr 83-37, 

COUNSIL.W.G, Connecticut Yankee Atomic Power Co. COUNSIL. W. 0, 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G, Northeast Utilities, 84/07/25. EISENHUT. D. G, 

Division of Licensing, 5pp. 25829:152. 24X Fiche: 50-000. 84/07/25, 

8407310336. 


Q Inspection reports. IE Bulletins h. correspondence 


8407120508 Forwards IE Emergency Preparedness Insp Rept 50-213/84-10 on 
840511-14 notice of vio lat ion. W/o notice of violation, 

MARTIN, T, T. Division of Engineering Technical Programs 84/05/25. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 3pp, 25555:112. 
24X Fiche: 50-213, 84/05/25, 8407120508, 


— 8407120514 IE Emergency Preparedness Insp Rept 50-213/84-10 on 
84051 1-14, Defic ienc ies not ed : c ommun ic at i ons flow from 
control room/technical support c tr delay in classifying 
8< declaring general emergency. 

SMITH, R. A., CROCKER. H,W. Region 1, Office of Director. 84/05/25. 
9pp, 25555:114. 24X Fi ch e: 50-213, 84/05/25, 8407120508. 


8407120553 Forwards IE Insp Rept 50-213/84-05 on 840507-11. No 
violatidns observed. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/20. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 2pp. 25555:153. 
24X Fiche: 50-213, 84/06/20, 8407120553. 


--B407120568 IE Insp Rept 50-213/84-05 on 840507-11, No violations 
identi fied , Major areas i ns p e c t ed : ac t i ons in response to IE 
Bulletins 79-02,79-04,79-07 &». 79-14 & verification of design 
analy ses. 

VARELA, A, A., DURR, J. P, Region 1, Office of Director, 84/06/17, 
6pp. 25555:155. 24X F i c h e : 50-213, 84/06/20, 8407 120553. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160, 24X Fic he : 50-000. 84/06/26, 8406250214. 


8407060205 Provides addl detail on visual exam to be performed if pump 
disassembly required. Info emanates from util 820903 request 
for relief from ASME Code visual volumetric insps of welds 
Sk internal surfaces of reactor coolant pumps. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co, 84/06/26, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 25426:203. 24X 

Fiche: 50-213, 84/06/26, 8407060205. 


8407060208 Forwards corrected pages to inservice insp 8< testing program 
for ASME Class 1.2 h 3 components scheduled to begin 850101, 
per 840409 Itr. 

COUNSIL. W. G. Connecticut Yankee Atomic Power Co. 84/06/26, 
CRUTCHFIELD. D, Operating Reactors Branch 5. 7pp, 25426:220. 24X 

Fiche: 50-213, 84/06/26, 8407060208. 


8407190069 Forwards IE Insp Rept 50-213/84-09 on 840521-25. No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/26. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 2pp. 25687:086. 
24X Fiche: 50-213, 84/06/26. 8407190069. 


—8407190073 IE Insp Rept 50-213/84-09 on 840521-25. No violations noted. 
Major areas inspected: QA/QC program, nonl ic ensed training, 
design changes followup on previous NRC findings, 

EAPEN,P.K, , PRELL, J. A, , GODY, A. T, Region 1, Office of Director. 
84/06/21, llpp, 25687:088. 24X Fiche: 50-213, 84/06/26. 8407190069. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees S'. Vendors. " Svc list encL 
JORDAN, E. L. Division of Emergency Preparedness fy. Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151, 24X Fi che: 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc.. 119pp. 25602:276. 24X Fi che: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ik Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of New 

York, Inc, 122pp, 25602:032. 24X Fi che : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 4; Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X F ic he : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end, 

JORDAN. E, L. Division of Emergency Preparedness k. Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X F ic he : 50-000, 84/07/ 10, 8407060251 , 


8407260290 Responds to IE Bulletin 84-02. Si k undervoltage protection 
sys relays at Haddam Neck Plant replaced w/GE Cehtury Series 
relays during 1983 refueling outage. Rep lacement program 
status for Mi 1 1 stone, Uni ts 1 S', 2 encl. 

pOUNSIL, W. G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.O. Connecticut Yankee Atomic Power Co, 
COUNSIL, W.G, Northeast Utilities. 84/07/10. MURLEY, T. E. Region 1, 
Office of Director. 4pp, 25776:341. 24X Fich e : 50-000- 84/07/ 10, 

8407260290, 


8407230344 Discusses IE Insp Repts 50-213/83-25 & S0-245/S4-O7 & 
forwards notice of violation. 

MURLEY, T.E. Region 1. Office of Director. 84/07/11. COUNSIL. W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 4pp. 2 5726:152. 
24X Fiche: 50-000.84/07/11. 8407230344, 


— 8407230349 Notice of violation from insp on B31024-2B. Vio 1 a t ions noted 
post-accident sampling capability not implemented S< 
maintained per NUREG-0737, I tern II.B,3 8< post-accident 
sampling procedure inadequately established, 

MURLEY. T, E. Region 1, Office of Director. 84/07/11. 3pp. 

25726:156, 24X Fi ch e ; 50-000, 84/07/ U , 8407230344, 


--8407230354 Notice of violation from insp on 840402-06. Viol ation noted: 
failure to implement 8., maintain post-accident sampling 
capability per NUREO-0737. I tern II. B. 3. 

MURLEY, T.E. Region 1, Office of Director, 84/07/11. 2pp. 
25726:159. 24X Fich e : 50-000. 84/07/1 1 , 8407230344, 


8407230079 IE Info Notice 34-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 030103). 84/07/25. Consolidated Edi'son Co of New 

York. Inc. 108pp. 26057:245, 24X Fiche: 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407050218 Monthly operating rept for May 1984. W/040615 Itr, 

DRAGO, J. , GRAVES, R. H. Connecticut Yankee Atomic Power Co. 04/05/31. 
10pp. 25297:313. 24X Fic h e : 50-213. 84/05/31, 8407050218. 


8407300395 Monthly operating rept for June 1984, W/B40715 Itr. 
DEANiC.B. , GRAVES. R.H, Connecticut Yankee Atomic Power Co. 
84/06/30, lOpp. 25814:165, 24X Fi Ch e: 50-213. 84/06/30, 8407300395, 


S. Reportable occurrences, UERs Sk related correspondence 


8407100007 LER 84-006-00; on 8406 1 1 . w/p lant operating at 927. power, fire 
door latching mechanism discovered inoperab le. Caused by 
personnel modifying door to facilitate entrance from ofc 
space. Door repaired S', returned to svc,W/840706 Itr, 

ROGOZINSKI.R M, , GRAVES, R.H, Connecticut Yankee Atomic Power Co, 
84/07/06. 3pp, 25312:158. 24X Fiche : 50-213, 84/07/06, B407100007. 


8407100246 LER 84-007-00: on 840612, ui/p lant operating at 927. poweT, 
IB-month fire barrier penetration seal insp surveillance 
discovered number of inoperable penetration seals. Seals 
temporarily sealed. Permanent repairs in Aug, W/S40706 Itr. 

ROGOZINSK I, R. M. , GRAVES, R.H. Connecticut Yankee Atomic Power Co, 
84/07/06, 3pp. 23509:176. 24X Fic h e : SO-213, 84/07/06. S4O710O246. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing, 04/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142.' 
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8407030097 Generic Ltr 84-17 to all power reactor 1 icenseesi applicants 
for OLs/NSSS vend ors, r eac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qua 1 i f i ca t i ons Z'. exams. Svc list end. 

EISENHUT. D G. Division of Licensing, 84/07/03, Consolidated 
Edison Co of Neu York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency fire protection plans 


S407120072 Notification of Significant Licensee Meeting 84-147 on 
840619 uj/util Z. State of NJ in Trenton. NJ to discuss 
emergency preparedness interface 

CROCKER. H. Region 1, Office of Director. S4/06/15. Region 1. 
Office of Director 3pp. 25572:334. 24X Fiche: 50-219. 84/06/15. 

8407120072. 


8407110081 Forwards IE Insp Rept 50-219/84-13 on 840509-11. No 
violations noted. 

MARTIN. T, T. Division of Engineering Z. Technical Programs. 84/06/18. 

FIEDLER, P. B. General Public Utilities - GPU Service Corp. 2pp. 
25540:250. 24X Fi c he : 50-219. 84/06/ 18. 84071 10081 . 


— 3407110089 IE Insp Rept 50-219/84-13 on 840509-11, No violation noted. 
Major areas insp ec ted ; emer g ency preparedness, i nc lud i ng 
observation of licensee emergency exercise performed on 
840510, 

COHEN. I, Region 1. Office of Director. CROCKER. H. W. Division of 
Engineering S: Technical -a-n 84/06/06. 6pp. 25540:252. 24X 

Fiche: 50-219,84/06/18. G- T, ; C.:-: 


8407110040 Forwards IE Insp Rept 50-219/84-15 on 840521-23. No 
violations noted. 

MARTIN, T. T. Division of Engineering Z Technical Programs. 84/06/21. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
25539:171, 24X Fi ch e: 50-219. 84/06/21, 84071 1 0040. 


—8407110044 IE Insp Rept 50-219/84-15 on 840521-23. No violations noted. 
Major areas insp ec ted : emer g enc y plan for compliance lu/ 

10CFR50 St NUREG-0654 requirements. 

TERC. N. M. , CROCKER. H.W. Region 1, Office of Director, 84/06/12. 
4pp, 25539:173. 24X Fic h e : 50-21 9, 84/06/21 , 84071 10040. 


8407200056 Forwards SALP Rept 50-219/84-19 for Feb 1983 - Apr 1984. 
STAROSTECKI, R, Division of Project Z. Resident Programs. 84/07/10. 
FIEDLER. P. B. General Public Utilities - GPU Service Corp. 2pp. 
25693:091, 24X Fiche; 50-219. 84/07/10, 8407200056. 


--8407200061 SALP Rept 50-219/84-19 for Feb 1983 - Apr 1984. Category 2 
rating assigned in area of licensing. 

Region 1, Office of Director. 84/06/21. 34pp. 25693:093. 24X 

Fiche: 50-219, 84/07/10, 8407200056. 


8407170444 Suppls 830916 request for schedule exemption from 10CFR50, 
App R iOCFRSO, 4a( c ) (3 ). Request removes some fire zones, 
provides list of sys affected in fire zones provides 
compensatory measures consistent w/NRC guidance. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/07/11. 

CRUTCHFIELD, D, Operating Reactors Branch 5, 41pp. 25608:069. 24X 

Fiche: 50-219, 84/07/ 1 1 , 84071 70444. 


8407240128 Forwards request for addl info re safety parameter display 
sys, per NUREG-0737, Supp 1 1 Generic Ltr 82-33. Response 
within 60 days of ltr receipt requested, 

PAULSON. W. A. Operating Reactors Branch 5. 84/07/19. FIEDLERS. P. B, 

General Public Utilities - GPU Service Corp. 7pp. 25723: 173 24X 

Fiche; 50-219, 84/07/19, 8407240128. 


--8407030079 Amend 74 to License DPR-16, chang ing Tech Specs to include 
action statements applicable to loss of secondary 
containment integrity. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/19. 7pp. 

25278:193. 24X Fi ch e: 50-21 9. 84/06/ 1 9, 8407030073. 


— 8407030084 Safety evaluation supporting Amend 74 to License DPR-i6, 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 3pp. 
25278; 200. 24X Fiche: 50-219. 84/06/19. 8407030073. 


8407090098 Forwards current status of NUREG-0737 items. Table 1 includes 
listing of NUREG— 0737 items NRC considers acceptable Z. 
resolved. Table 2 provides target dates of planned mods. 

FIEDLER. P. B. General Public Utilities - GPU Service Corp. 84/06/27, 
CRUTCHFIELD, D. Operating Reactors Branch 5. 6pp. 25442:012. 24X 

Fiche; 50-219, 84/06/27. S40709009S, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Z holders of CPs re proposed staff 
actions to improve Z maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D, G. Division of Licensing, 84/07/02. Consolidated 
Edison Co, of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407060097 Generic Ltr 84—18 to all nonpower reactor licensees re 
filing of applications for licenses Z amends, Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407130003 Confirms 840702 discussion that b i otic-aquatic impingement 
of organisms study required by Section 2. 1. lA of ETS will 
begin within 1 wk of completion of refueling outage. Related 
info end. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 04/07/06. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 14pp. 25562:121. 24X 

Fiche: 50-219, 84/07/06. 8407130003. 


8407120345 Notification of 840718 meeting w/utils in Bethesda. Md to 
discuss use of GE SAFER/OESTRE ECCS evaluation methodology 
for BWR-2 appl ications. 

LOMBARDO, U. U. Operating Reactors Branch 5. 84/07/09. 

CRUTCHFIEID, D. Operating Reactors Branch 5. 4pp, 25549:225. 24X 

Fiche: 50-000. 84/07/09. 8407120345. 


8407200190 Forwards response to Generic Ltr 84-09. per NRC 840521 
request re recombiner capability requirements of 
1 0CFR50. 44( c ) (3 ) ( i i ) . Res p onse sat i sf ac tor i 1 y resolves issue. 

Exemption request dtd 820802 withdrawn. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/07/13. 

Office of Nuclear Reactor Regulation, Director. 4pp. 25693:065. 
24X Fiche: 50-219. 84/07/13, 8407200190. 


8407240285 Forwards notice of consideration of issuance of amend to 
License DPR-16 Z proposed NSHC determination St opportunity 
for hearing re core reload for Cycle 10 operation. 

PAULSON. W. A. Operating Reactors Branch 5. 84/07/16. FIEDLER. P. B. 

General Public Utilities - GPU Service Corp. 2pp. 25719:240. 24X 

Fiche: 50-219. 84/07/16. 8407240285. 


— 8407240290 Notice of consideration of issuance of amend to License 
DPR— 16 Z proposed NSHC d e t ermi nat ion St opportunity for 
hearing re core reload for Cycle 10 operation, 

PAULSON. W. A. Operating Reactors Branch 5. 84/07/16. 7pp. 

25719:242. 24X Fiche: 50-219. 84/07/16, 8407240285. 


8407260162 Forwards application for amend to License DPR-16. consi sting 
of Tech Spec Change Request 112 to reduce primary 
containment atmosphere from 5X 0-2 to 4X 0-2. Fee end. 

FIEDLER. P. B. General Public Utilities - GPU Service Corp. 84/07/19. 

Office of Nuclear Reactor Regulation, Director, 2pp. 25777:191. 
24X Fiche; 50-219. 84/07/19. 8407260162, 
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8407240183 Forwards safety evaluation re core spray effectiveness in 
steam environ. Tech Spec bases inaccurate misleading. 

Clarification of issue requested within 90 days of Itr date. 

Safety evaluation withheld (ref 10CFR2. 790). 

PAULSON, W. A. Operating Reactors Branch 5. 84/07/20. FIEDLER, P.B. 

General Public Utilities - GPU Service Carp. 4pp. 25723:042. 24X 

Fic he; 50-219, 84/07/20, 8407240183. 


Q. Inspection reports, IE Bulletins correspondence 


8407110008 Forwards IE Insp Rept 50-219/84-12 on 840430-0504. No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/15. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
25539:314. 24X Fi ch e : 50-21 9, 84/06/ 1 5, 84071 10008. 


--8407110015 IE Insp Rept 50-219/84-12 on 840430-0504. No violations 
noted. Major areas inspe c t ed : 1 i cen s ee action on previous insp 
f indings, ref uel ing, fuel storage pool nonrefueling activities 
U QA/QC interfaces to refueling activities. 

BLUMBERG, N. , BETTENHAU3EN, L. Region 1, Office of Director. 
84/06/08. 8pp. 25539:316. 24X Fiche: 50-219, 84/06/15. 8407110008. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudule'nt 
products received from Ray Miller, Inc at fac i 1 ities. Response 
requested within 60 days. 

EBNETER,S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407110081 Forwards IE Insp Rept 50-219/84-13 on 840509-11. No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/18. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
25540:250. 24X F ic h e : 50-2 19, 84/06/ 18, 84071 10081 . 


— 8407110089 IE Insp Rept 50-219/84-13 on 840509-11. No violation noted. 
Major areas inspected: emergency preparedness, inc lud ing 
observation of licensee emergency exercise performed on 
840510. 

COHEN, I, Region 1, Office of Director. CROCKER, H.W. Division of 
Engineering fji Technical Programs, 84/06/06. 6pp. 25540:252. 24X 

Fiche: 50-219, 84/06/lS, 8407110031. 


8407110050 Forwards Exam Rept 50-219/84-16 on 840410-13. 

STAROSTECKI, R, Division of Project Resident Programs. 84/06/20. 
FIEDLER, P.B. General Public Utilities - GPU Service Corp, 2pp. 
25540:018. 24X Fiche: 50-219, 84/06/20, 84071 10050. 


--8407110057 Exam Rept 50-219/84-16 on 840410-13. Exam results; all 
candidates passed oral exams. Two candidates failed written 
exam. 

BERRY, J, A. , JOHNSON, D. F. Region 1, Office of Director. 84/06/19. 
47pp. 25540:020. 24X Fiche: 50-219, 84/06/20, 8407110050. 


8407110040 Forwards IE Insp Rept 50-219/84-15 on 840521-23. No 
violations noted. 

MARTIN, T. T, Division of Engineering Uc Technical Programs. 84/06/21. 

FIEDLER, P,B. General Public Utilities - GPU Service Corp. 2pp. 
25539:171. 24X Fi ch e : 50-219, 84/06/21 , 84071 10040. 


--8407110044 IE Insp Rept 50-219/84-15 on 840521-23. No violations noted. 
Major areas insp ec ted : emer g ency plan for compliance w/ 

10CFR50 & NUREG-0654 requirements. 

TERC, N, M. , CROCKER, H.W. Region 1, Office of Director, 84/06/12. 
4pp. 25539:173. 24X F i c h e : 50-2 1 9, 84/06 /21 , 84071 10040. 


8407170478 Forwards IE Insp Rept 50-219/84-14 on 840511. No violations 
noted. • 

MARTIN, T, T. Division of Engineering Technical Programs, 84/06/21, 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp. 
25627:083. 24X Fich e: 50-219, 84/06/21, 8407170478, 


-8407170491 IE Insp Rept 50-219/84-14 on 840511. No violations noted. 
Major areas inspec ted : b ioassay whole body counting program, 
including results of whole body counting phantom analysis 
comparison, procedures QA calibr data. 

KQTTAN, J. J, , KRAMARIC, M. E. , PASCIAK,W.J. Region 1, Office of 
Director. 84/06/15. 3pp. 25627:085. 24X Fiche: 50-219, 84/06/21, 

8407170478. 


B406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness 8>. Engineering 
Response (Post 030103). 84/06/26. Consolidated Edison Co, of New 

York, Inc, I54pp. 25535:160. 24X F i c he : 50-000, 84/06/26, 8406250214. 


8407030372 Forwards SER of implementation of Rev 1 to NUREG-0313, per 
util 910228 response to Generic Ltr 81-04. Negative EG?,:G 
assessment of conformance ui/NUREG-0313 not germane because 
Generic Ltrs 84-07 84-11 re IGSCC issued 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/28, FIEDLER, P, B. 

General Public Utilities - GPU Service Corp. 3p p , 25239:279. 24X 

Fiche; 50-219, 84/06/28, 8407030372. 


--8407030381 Safety evaluation re IGSCC in RCPB piping ay s, Gu idel ines 
of Rev 1 to NUREG-0313 not fully met, based on review of 
response to Generic Ltr 81-04. Action pending responses to 
Generic Ltrs 84-07 St 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/28. 4pp, 
25239:282 24X F i c h e : 50-21 9, 84/06/28, 8407030372. 


— 8407030388 "Technical Evaluation of Integrity of Oyster Creek Reactor 
Coolant Boundary Piping Sys. " 

NAGATA, P, K EG?^G, Inc. FINA-6429. EGG-FM-6255. B3/O0/31. 

KQO/W.H, Division of Engineering, DONOHEW, J. N. Division of 
Licensing. 38pp. 25239:286. 24X Fi ch e . 50-219, 84/06/28, 

8407030372, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Si Vendors." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness &■. Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche : 50-000, 84/06/29, 8406280311 , 


8407110439 Notification of Significant Licensee Meeting 84-62 on 
840723 w/util in Forked River, NJ to discuss SALP for Feb 
1983 - Apr 1984. 

CONNER, E. L. Division of Project & Resident Programs. 84/07/03. 
Division of Project S- Resident Programs. 2pp. 25548:024 . 24X 

Fiche: 50-219- 84/07/03. 8407110439, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 S< Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Z'. Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X Fic he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation S>. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z/. Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc 122pp. 25602:032. 24X F i c he ; 50-000, 84/07/05, 8407030089, 


8407100273 Ack receipt of 840426 ltr informing NRC of steps taken to 
correct inspector followup item re “.t' : : : r ’ support 
technician training program noted i' ■ ‘p t 

50-219/84-02. 

MARTIN, T. T, Division of Engineering Sn Technical Programs. 84/07/05. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp, Ip, 
25511:302. 24X Fiche : 50-219, 84/07/05, 8407100273. 


— 8407100276 Responds to NRC ltr re inspector followup item noted in IE 
Insp Rept SO-219/84-02. Corrective ac t i on s : rad i ol og i ca 1 
support technician training program summary provided. 

HEWARD,R,W. General Public Utilities - GPU Service Corp. 

84/04/26, MURLEY.T.E, Region I, Office of Director. 5pp. 
25511:303. 24X Fic he ; 50-219, 84/07/05, 8407100273. 


B407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New 

York, Inc, 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness ?y. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York, Inc. 120pp. 25865:166. 24X Fiche; 50-000, 84/07/10, 8407060251. 


8407200056 Forwards SALP Rept 50-219/84-19 for Feb 1983 - Apr 1984, 
STAROSTECKI , R. Division of Project Resident Programs. 84/07/10. 
FIEDLER, P.B, General Public Utilities - GPU Service Corp. 2pp. 
25693:091. 24X Fiche: 50-219, 84/07/10, 8407200056. 


--8407200061 SALP Rept 50-219/84-19 for Feb 1983 - Apr 1984. Category 2 
rating assigned in area nf 1 icensi''g 

* Region 1, Office of J : tc vo- f--: 'O' j/ 2 i , 34pp, 25693:093. 24X 

Fiche; 50-219, 84/07/10, 8407200056. 


8407250240 Responds to IE Bulletin 84-02 re fai lure, rep lacement 
surveillance of OE Type HFA relays in Class IE safety sys. 

All reactor trip sys normally energized relays replaced. No 
addl testing will be performed. 

FIEDLER. P.B. General Public Utilities - GPU Service Corp, 84/07/18. 
DEYOUNG, R, Director's Office, Office of Inspection and Enforcement. 
3pp. 25736:114. 24X Fi c h e : 50“219, 34/07/18, 8407250240, 
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8407230079 IE Info Notice 84-58^ " Inadver tent Defeat of Safety Function 

Caused by Human Error Involving Wrong Unit) Wrong Train or 
Wrong Sys. " Svc list end. 

JORDANi E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fi c h e . 50-000 . 84/07/25, 3407230079. 


8407310374 Forwards Rev 0 to "Reeva 1 uat ion of Saf ety-Related Concrete 
Masonry Walls, NRC IE Bulletin 80-11. " Four walls which 
req.uire further analysis located in reactor bldg southwest 
stairwell will be modified during next refueling outage. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/07/26. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip, 25834:116. 24X 

Fiche: 50-219, 84/07/26, 8407310374 


--8407310379 Rev 0 to "Reeval uation of Saf ety-Re lated Concrete Masonry 
Walls, NRC IE Bulletin 80-11. " 

# General Public Utilities - GPU Service Corp. 84/05/25. 46pp. 

25834:117- 24X Fi c h e: 50-2 1 9, 84/07/26, 84073 1 0374. 


R. Periodic operating reports related correspondence 


8407020343 Monthly operating rept for May 1984. W/840614 Itr. 

BARAN/R, , FIEDLER, P.B. General Public Utilities - GPU Service Corp. 
84/05/31, 10 pp. 25215:031. 24X Fi che : 50-219, 84/05/31 , 8407020343. 


8407160200 Forwards "NPDES Discharge Monitoring Rept, June 1984. " 
Detailed comments end, 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/07/10. 

GASTON, J. New Jersey, State of. 3pp. 25591:001. 24X 

Fiche: 50-219, 84/07/10, 8407160200. 


— 8407160203 "NPDES Discharge Monitoring Rept, June 1984." 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 

84/06/30. 5pp. 25591:004. 24X Fi che: 50-219, 84/07/10, 8407160200. 


S. Reportable occurrences, LERs & related c orr es p ond enc e 


8407030362 Special Rept 84-01: on 840606, p os t- ind i cat i ng valve V-9-12 
branching off 14-inch fire water main damaged by maint 
veh ic le, resul ting in loss of fire suppression water sys. 

Caused by lack of protection against physical damage, 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/06/15. 

HURLEY, T.E. Region 1, Office of Director. 3pp. 25272:284. 24X 

Fiche: SO-219, 84/06/15, 8407030362, 


B4070S0153 LER 84-011-00: on 840527, both trains of standby gas treatment 
sys (SOTS) inoperable for 9 minutes while performing 
preventive maint on circuit breaker. Caused by design 
deficiency in control sys SGTS. SGTS mod if ied. W/840626 Itr. 

ALLEN, M. H. , FIEDLER, P. B. General Public Utilities - GPU Service 
Corp. 84/06/26. 5pp. 25426:023. 24X Fiche: 50-219, 84/06/26, 

S407060153. 


8407090154 LER 84-014-00: on 840530, d ur i ng review of surveillances 
within maint organization, discovered that test of reactor 
low level instrumentation not performed within required 
time period. Caused by personnel error. W/S40627 Itr, 

FITZGERALD, M. J. , FIEDLER, P.B. General Public Utilities - GPU Service 
Corp. 84/06/27. 4pp. 25443:241, 24X Fi c h e ; 50-21 9, 84/06/27, 

8407090154. 


8407060100 LER 84-012-00: on 840604, emergency diesel generator 1 day 
tank level high/low alarm received. Generator 1 shut down, 
resulting in both emergency diesel generators inoperable 
5 i r.d tar. t' I. J r. ; ij Ca_3-d by repositioned swi tc h . W/840629 Itr. 

ALLrN, M F K : .CDL.ER , P. B. General Public Utilities - GPU Service 

Carp. 84/06/29. 6pp. 25427:094. 24X Fiche ; 50-219, 84/06/29. 


8407130288 LER 84-015-00: on 840125,0607,09 25,58 HFA relays w/Date 

Code HW in reactor protection sys, when ener g i z ed , b egan to 
fog up w/unknown oily vapor within encl portion of relay. 

New relays supplied. W/840706 Itr. 

DICKINSON, A. , FIEDLER, P.B. General Public Utilities - GPU Service 
Corp. 84/07/06. 4pp. 25566:001. 24X Fiche; 50-219, 84/07/06, 

8407130288. 


8407120194 Notification of 840718 meeting w/util GE in Bethesda,MD 
to discuss pipe cracking in isolation condenser sys in areas 
of weld overlay design It spool piece replacements. 

LOMBARDO, J. J, Operating Reactors Branch 5. 84/07/09. 

CRUrCHFIELD, D. Operating Reactors Branch 5. 3pp. 25551:007. 24X 

Fiche: 50-219, 84/07/09, 8407120194. 


V. Operator Examinations 


8407110050 Forwards Exam Rept 50-219/84-16 on 840410-13. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/06/20. 
FIEDLER, P.B. General Public Utilities - GPU Service Corp. 2pp, 
25540:018. 24X Fiche: 50-219, 84/06/20, 84071 10050. 


--8407110057 Exam Rept 50-219/84-16 on 840410-13. Exam results: all 
candidates passed oral exams. Two candidates failed written 
exam. 

BERRY, J. A., JOHNSON, D. F. Region 1, Office of Director. 84/06/19. 
47pp. 25540:020. 24X Fiche: 50-219, 84/06/20, 8407110050. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142, 


B407030097 Generic Ltr 84-17 to all power reactor 1 i c ense es, ap p 1 ican ts 
for OLs,NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency Si fire protection plans 


8407030191 Forwards Rev 1 to Issue 2 of approved security St safeguards 
contingency plan. Rev withheld (ref 10CFR73. 21). 

SUNSER, J. J. Niagara Mohawk Power Corp. 84/06/19. MURLEY.T. E. 
Region 1, Office of Director. Ip. 25238:091. 24X 

Fiche: 50-220, 84/06/19, 8407030191. 


8407110233 Ac k receipt of 840612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/84-05. 

Corrective actions will be examined during future insp. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/06/29. 

HOOTEN, B. G. Niagara Mohawk Power Corp. 2pp. 25539:242. 24X 

Fiche: 50-220, 84/06/29, 8407110233. 


— 8407110241 Responds to NRC 840511 ltr re violations noted in IE Insp 
Rept 50-220/84-05. Correct! ve ac t i ons : al 1 ’ i terns identified 
as having not been surveyed at time of removal from spent 
fuel pool subsequently surveyed. 

MANG.AN, C. V. Niagara Mohawk Power Corp. 84/06/12. MARTIN, T. T. 
Division of Engineering Technical Programs. 3pp. 25539:244. 

24X Fiche: 50-220, 84/06/29, 8407110233. 


K. Utility Final Safety Analysis Report (FSAR) & amends 



DOCKETED ITEMS 


31 


— 8407250170 Corrected page to Rev 2 to updated FSAR. 

# Niagara Mohawk Power Corp. 84/07/20. 2pp. 25736:211. 24X 

Fiche: 50-220, 84/07/20, 8407250168. 


P. Operating license stage documents correspondence 


8407110589 Forwards request for addl info re review of NUREG-0737, I tem 
I.D. 2 concerning safety parameter display sys. Info requested 
within 60 days of Itr date. 

VASSALLO, D. B. ‘Operating Reactors Branch 2. 84/06/27 HOOTEN, B. G. 

Niagara Mohawk Power Corp. 3pp 25543:356. 24X 

Fiche; 50-220, 84/06/27, 8407110589. 


8407110533 Forwards Amend 63 to License DPR-63 safety evaluation. 
Amend revises Tech Specs to add limiting conditions for 
operation surveillance requirements for radioactive matl 
sources, 

HERMANN, R. A. Operating Reactors Branch 2. 84/06/28. HOOTEN. B. G. 

Niagara Mohawk Power Corp. 2pp. 25546:354. 24X 

Fiche: 50-220, 84/06/28, 8407110533 


--8407110537 Amend 63 to License DPR-63, revis ing Tech Specs to add 
limiting conditions for operation %■, surveillance 
requirements for radioactive matl sources. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/06/28. 5pp, 

25546:356. 24X Fi c h e : 50-220, 84/06/28, 84071 10533, 


— 8407110541 Safety evaluation supporting Amend 63 to License DPR-63. 

* Office of Nuclear Reacto- R e j ... : ,i v i c" ■ 2 t r.r 84/06/28, 2pp. 

25546: 361. 24X Fiche: 50-220. E-'. ' ■-•l; 


8407090113 Advises that results of final evaluation re applicability of 
BWR Owners Group rept to facility will be submitted by 
840731, per 840608 response to Generic Ltr 84-09, 

LEMPGES.T. E, Niagara Mohawk Power Corp. 84/06/29. VASSALLO, D. B. 
Operating Reactors Branch 2 Ip. 25443:293. 24X 

Fiche: 50-220, 84/06/29, 8407090113. 


8407100570 Forwards application for amend to License DPR-63, providing 
Tech Specs re NUREG-0737, Items 1 1 . B. 1 , 1 1, F, 1 . 3, 1 1 . F. 1 . 4, 

II, F. 1.5 Sc 1 1 . F. 1 . 6. Tec h Specs requested per Generic Ltr 
83-36 not included for reasons d iscussed. Fee end. 

LEMPOES,T. E. Niagara Mohawk Power Corp. 84/06/29, VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 25465:050. 24X 

Fiche: 50-220, 84/06/29, 8407100570. 


— 8407100578 Application for amend to License DPR-63, provid ing Tech Specs 
re NUREG-0737, Items 1 1 . B. 1 , 1 1. F. 1 . 3, 1 1. F. 1 , 4, 11 , F. 1 . 5 
II, F, 1,6. 

LEMPOES, T. E. Niagara Mohawk Power Corp, 84/06/29, 2pp. 

25465:052. 24X Fi c h e : 50-220, 84/06/29, 8407100570. 


— 8407100587 Proposed Tech Specs re NUREG-0737, I terns 1 1 , B , 1 , 11 . F. 1, 3, 
II. F. 1. 4, II. F. 1, 5 Sc II. F. 1. 6. 

Niagara Mohawk Power Corp. 84/06/29. 11pp. 25465:054. 24X 

Fiche: 50-220, 84/06/29, 8407100570. 


8407110507 Forwards SER based on review of CRD penetration leakage from 
stub tube crac k ing, Repair s performed commitment to closely 
monitor problem Sc perform inservice insps at next refueling 
acceptab 1 e. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/29. HOOTEN, B. G. 

Niagara Mohawk Power Corp, 2pp. 25547:270. 24X 

Fiche: 50-220, 84/06/29. 8407110507. 


— 8407110510 Safety evaluation re CRD penetration leakage from stub tube 
cracking. Repair method acceptable, 

* Office of Nuclear Reactor Regulation, Director, 84/06/29. 7pp. 
25547:272 24X Fiche: 50-220, 84/06/29, 84071 10507. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants fof OLs 8< holders of CPs re proposed staff 
actions to improve Sc maintain diesel generator reliability, 

Svc list en cl. , 

EISENHUT, D. Q. Division of Licensing, 04/07/02. Consolidated 
Edison Co. of New York, Inc. 36 p p . 2560 1 : 348. 24X 
Fiche: 50-000, 84/07/02, 8407020206. 


8407060197 Advises that due to resources required to support 1984 maint 
U refueling outage, addl time needed to evaluate BWR Owners 
Group response to Generic Ltr 83-28 re generic implications 
of Salem ATWS events. Info will be submitted by 840731. 

LEMPGES, T, E Niagara Mohawk Power Corp. 84/07/02. VASSALLO, 0. B. 
Operating Reactors Branch 2. Ip. 25426:242. 24X 

Fiche: 50-220, 84/07/02, 8407060197. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Sc amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407120345 Notification of 840718 meeting w/utils in Bethesda,Md to 
discuss use of GE SAFER/GESTRE ECC5 evaluation methodology 
for BWR-2 applications. 

LOMBARDO, J. J. Operating Reactors Branch 5. 84/07/09. 

CRUTCHFIELD- D. Operating Reactors Branch 5. 4pp, 25549' 225. 24X 

Fiche; 50-000, 84/07/09, 8-107120345. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda,MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A~45). 

DirANNI,D.C. Operating Reactors Branch 3. 84/07/09. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623.152. 24X 

Fiche. 50-000, 84/07/09, 8407160089. 


--8407100097 Requests meeting be arranged w/project managers on 840712 to 
discuss key objectives for site visits planned in program to 
resolve Unresolved Safety Issue A-45. 

MARCHESE, A. R. Generic Issues Branch. 84/06/28. DIIANNI,D. C. 
Operating Reactors Branch 3, 2pp. 25623.154 . 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407170262 Forwards application for amend to License DPR-63, c hang ing 
Tech Specs re limiting conditions for operation St 
surveillance requirements for RCS leakage. 

MANGAN. C. V, Niagara Mohawk Power Corp, 84/07/11. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip 25618' 092. 24X 

Fiche: 50-220, 84/07/1 1 < 8407170262. 


— 8407170274 Application for amend to License DPR-63, chang ing Tech Specs 
re limiting condition for operation surveillance 
requirements for RCS leakage. Fee end. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/07/11. 2pp. 

25618:093. 24X Fi ch e : 50-220, 84/07/ 1 1 , 8407170262. 


— 8407170281 Proposed Tech Spec changes re limiting condition for 
operation ?y. surveillance requirements for RCS leakage. 

* Niagara Mohawk Power Corp. 84/07/11. Spp. 25618:095. 24X 

Fiche: 50-220, 84/07/11, 8407170262. 


8407250073 Forwards application for amend to License DPR-63, c hang ing 
Tech Specs to reflect mgt or gani za t i on . Fe e end. 

MANGAN, C. V. Niagara Mohawk Power Corp, 84/07/19. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip- 25747:274. 24X 

Fiche: 50-220, 84/07/19, 8407250073. 


— 9407250074 Application for amend to License DPR-63, revi sin g Tech Specs 
re mgt organi zation, 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/07/19. 2pp. 

25747:275. 24X Fi c h e : 50-220. 84/07/19, 8407250073. 


— 8407250076 Proposed Tech Specs re mgt organi zation, 

* Niagara Mohawk Power Corp, 84/07/19. 4pp. 25747 : 27 7. 24X 

Fiche: 50-220, 84/07/19, 8407250073, 


0407300435 Forwards safety evaluation re repair of cracked 12-inch 
core spray sys p ip ing. Caused by transgranular stress 
corrosion c rac k ing. Repa irs acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/19, HOOTEN, B. G. 

Niagara Mohawk Power Corp. 2pp. 25816:094. 24X 

Fiche: 50-220, 84/07/19, 8407300435. 


— 8407300439 Safety evaluation re repair of cracked 12-inch core spray 
sys p ip ing , Caused by transgranular stress corrosion 
cracking. Repairs acceptab le. Volumetric exam recommended. 

NRC - No Detailed Affiliation Given. 84/07/19. 2pp. 

25816:096, 24X Fiche: 50-220, 84/07/19, 8407300435. 


8407310223 Forwards response to 840406 request for addl info re control 
of heavy loads, NUREO-0612. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/07/26. VASSALLO, D. B. 
Operating Reactors Branch 2. 7pp. 25833:099, 24X 

Fiche: SO-220, 84/07/26, 8407310223. 


Q. Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end, 

JORDAN, E. L. Division of Emergency Preparedness 1-. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc 154pp 25535:160, 24 X Fiche: 50-000, 84/06/26, 8406250214. 


8407020062 Ack receipt of 840504 ltr 8,. payment of *180,000 for 840320 
civil penalties. Corrective actions under review. 

AXELRAD, J. Director's Office, Office of Inspection and Enforcement. 
84/06/26. DQNLON, W. Niagara Mohawk Power Corp, 2pp. 25225:361. 
24X Fiche; 50-220, 84/06/26, 8407020062, 
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8407190198 Forwards IE Insp Rept 50-220/84-09 on 840529-0601 it notice 
of violation. 

MARTIN* T. T. Division of Engineering Technical Programs. 84/06/26. 

HOOTEN* B. G. Niagara Mohawk Power Corp. 2pp. 25685:292. 24X 

Fiche: 50-220* 84/06/26. 8407190198. 


— 8407190201 Notice of violation from insp on 840529-0601- 

# Region 1, Office of Director. 84/06/26. Ip. 25685:294. 24X 

Fiche: 50-220. 84/06/26. 8407190198. 


— 8407190231 IE Insp Rept 50-220/84-09 on 840529-0601. Violat ion noted: 
failure to conduct complete Safety Review it Audit Board 
audit of results of actions to correct deficiencies in Tech 
Spec Section 6. 5. 2, 8. C. 

SHAUB. E. T . OLIVEIRA. W. Region 1. Office of Director. GODY. A. T. 
Division of Engineering i Technical Programs. 84/06/19. 8pp. 
25685:295. 24X Fi c h e : 50-220. 84/06/26, 84071901 98. 


8407120082 Notification of Significant Licensee Meeting 84-60 on 
840717 (jj/util in Scriba.NY to discuss results of SALP, 

COLLINS, S. Region 1, Office of Director. 84/06/27, Region 1. 
Office of Director, Ip. 25572:331. 24X Fi c h e: 50-220. 84/06/27. 

8407120082. 


8406280311 IE Info Notice 84-52, "Inadeq^uate Matl Procurement Controls 
on Part of Licensees i. Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness X*. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che: 50-000. 84/06/29, 8406280311 . 


8407030439 Forwards response to Generic Ltr 84-11 re insps of BWR 
stainless steel p i p ing . Submi ttal of previous results 
associated w/IE Bulletins 82-03 it 83-02 inap p 1 icab le, 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/29. VASSALLQ, D, B. 
Operating Reactors Branch 2. 4pp, 25239:075. 24X 

Fiche: 50-220. 84/06/29. 8407030439. 


8407110233 Ack receipt of 840612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-220/84-05. 

Corrective actions will be examined during future insp. 

MARTIN. T.T. Division of Engineering & Technical Programs. 84/06/29. 

HOOTEN, B, G, Niagara Mohawk Power Corp. 2pp. 25539:242, 24X 

Fich e; 50-220. 84/06/29, 8407110233. 


8407110241 Responds to NRC 840511 ltr re violations noted in IE Insp 
Rept 50-220/84-05. Corrective actions; all items identified 
as having not been surveyed at time of removal from spent 
fuel pool subsequently surveyed. 

MANGAN, C. V, Niagara Mohawk Power Corp. 84/06/12. MARTIN. T. T. 
Division of Engineering & Technical Programs. 3pp. 25539:244. 

24X Fiche: 50-220. 84/06/29, 84071 10233. 


8407110507 Forwards SER based on review of CRD penetration leakage from 
stub tube crac k ing. Repa irs performed X- commitment to closely 
monitor problem !f perform inservice insps at next refueling 
acceptabl e. 

VASSALLQ, D, B, Operating Reactors Branch 2. 84/06/29, HOOTEN. B. G. 

Niagara Mohawk Power Corp. 2pp. 25547:270. 24X 

Fiche: 50-220, 84/06/29. 84071 10507. 


■8407110510 Safety evaluation re CRD penetration leakage from stub tube 
crack ing. Repair method acceptable. 

Office of Nuclear Reactor Regulation, Director. 84/06/29 7pp 
25547:272. 24X Fi che; 50-220. 84/06/29, 84071 10507. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co, of Neuj 

York, Inc. 236pp. 25865:286. 24X Fic he ; 50-000, 84/07/06 . 8407050274 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co, of New 

York. Inc. I20pp. 25865:166. 24X Fic he: 50-000. 84/07/ 10. 8407060251 


S407180105 Responds to IE Bulletin 84-02 re plans X*. schedule for 
replacing nylon or Lexan coil spool — type HFA relays X*. nylon 
coil spool-type HFA relays. Util plans to replace HFA relay 
coils during next r ef ue 1 i ng , sc hedu 1 ed for Spring 1986. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/07/12, DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25645:222. 24X Fiche; 50-220, 84/07/12, 8407180105. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Inv'olving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports it related correspondence 


8407200108 Monthly operating rept for June 1984. W/840713 ltr. 

ROMAN, T. W. , LEMPGES, T. E. Niagara Mohawk Power Corp, 84/06/30. 9pp. 
25697:183. 24X Fiche; 50-220, 84/06/30, 8407200108. 


S, Reportable occurrences, LERs X*. related correspondence 


8407020351 LER 84— 007— OO: on 840521 , d ur ing refueling outage, after 
control rod scram time testing performed, two high pressure 
reactor scrams occurred. Cause not stated. Procedural changes 
incorporated. W/840621 ltr. 

RANDALL, R., LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/21. 3pp. 
25260:288. 24X Fic h e: 50-220, 84/06/21 , 8407020351 . 


B40702032B LER 84-008-00; on 840524, b loc k ing valve not closed prior to 
starting containment spray air flow cyclic surveillance 
test, resul ting in low instrument air pressure X« reactor 
scram. Caused by personnel error. W/840625 ltr. 

RANDALL, R. , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/25. 3pp. 
25215:227. 24X Fic h e : 50-220, 84/06/25, 8407020328. 


8407020363 LER 82-024/03L-0; on 840521, discovered that documentation of 
reactor bldg emergency ventilation sys surveillance test on 
821019 indicated visual insp only of doors it access openings 
for sealing adequacy. W/840625 ltr. 

SCHWEDT, A. R, , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/25. 

2pp. 25216:345. 24X Fi c he : 50-220, 84/06/25, 8407020363. 


8407020394 LER 81-055/03L-0 ; on 810605, visual insp of doors 8t access 
openings for adequacy of sealing doc umented , b ut no record 
made of test using DOP it FREON. Caused by vagueness in 
Procedure NI-RTP-38. Procedure revised, W/840625 ltr. 

SCHWEDT, A. R. , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/25. 
3pp. 25214:342, 24X Fi c h e ; 50-220, 84/06/25, 8407020394. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Xt Other 
Anaerobic Adh es ive/Sealan ts. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fic he ; 50-000, 84/07/05, 8407030085. 


B407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Xt Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05, 8407030089. 


8407100259 Forwards SALP Rept 50-220/84-13 for May 1983 - Apr 1984. 
STAROSTECKI, R. Division of Project & Resident Programs. 84/07/05. 
HODTEN, B, G. Niagara Mohawk Power Corp, 2pp, 25512 044 24X 

Fiche: 50-220, 84/07/05, 8407100259. 


”-8407100260 SALP Rept 50-220/84-13 for May 1983 
rating assigned for licensing activities, 

♦ Region 1, Office of Director. 84/07/05. 
Fiche: 50-220, 84/07/05, 8407100259. 


- Apr 1984. Category 1 
J6pp. 25512:046. 24X 


8407200009 Nonroutine radiological environ operating rept: on 040423, 
shoreline sediment samples showed concentrations of Cs-137 it 
Sr-90 in excess of 10 times applicable control samp le . Caus ed 
by past liquid effluent discharges at site, 

LEMPGES, T.E. Niagara Mohawk Power Corp. 84/06/29. MURLEY, T. E. 
Region 1, Office of Director. 3pp. 25697:201. 24X 

Fiche: 50-220, 84/06/29, 8407200009. 


8407030424 LER 84-012-00: on 840601, during refueling outag e, breaker 
R1012 opened for maint tt immediately new protective relays 
sensed undervoltage, causing breaker to trip. Caused by 
combination of S'oltage dr ops . W/a40629 ltr. 

RANDALL, R., LEMPGES, T. E. Niagara Mohawk Power Corp. 84/07/01. 3pp- 
25239:188. 24X Fich e : 50-220, 84/07/01, 8407030424. 


8407190474 LER 84-010-00: on 840608, reac tor protection sys channel 4 
power supply bus experienced momentary power loss causing 
condenser vacuum— MSIU closure scram bypass relays to 
deenerg ize. W/840709 ltr. 

RANDALL, R., LEMPGES, T. E. Niagara Mohawk Power Corp. 84/07/09. 4pp* 
25687; 341. 24X Fiche: 50-220. 84/07/09, 8407190474. 


8407230071 LER 84-013-00: on 840614, three main steam line solenoid 
actuated relief valves failed to operate properly, two valves 
stuck open X*. one blew fuses. Caused by seat leakage in pilot 
valves. Pilot i main valve manually stroked. W/840713 ltr. 

RANDALL, R. , LEMPGES, T. E. Niagara Mohawk Power Corp. 84/07/13. 4pp- 
25705; 347. 24X Fiche: 50-220, 84/07/13, 8407230071. 
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8407190255 LER 84-014-'00; 840617/ dur ing Surveillance Test N1-ST-C2, 
solenoid actuated pressure relief valve 121 failed to close 
& valves 112<113 h. 123 exhibited seat leakag e. Caused by matl 
in nain valve seats. Valves c 1 eaned. W/840717 Itr. 

RANOAL.LiR.( LEMPGES. T. E Niagara Mohau/k Poujer Corp. 84/07/17. 5pp 
25677:081. 24X F ic h e : 50-220/ 84/07/ 1 7, 8407190255. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i c ants . Svc list 
enc 1 . 

EISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp, 25535:018, 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all poujer reactor 1 icensees, appl icants 
for OLs,NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications S', exams. Svc list end. 

EISEIMHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


F. Security, medical, emergency Zt fire protection plans 


8407230280 Forwards "Emergency Plan Evaluation Rept,Univ of California, 
Berkeley." Emergency plan acc eptab le. Full implementation 
should be accomplished uithin 120 day s. Licensee requested to 
inform NRC when implementation complete. 

THOliAS. C, 0. Standardizat ion 8< Special Projects Branch. 84/07/13. 
PIOFORDiT.H. California, Univ. of, Berkeley, CA. 2pp. 25726:331. 
24X Fiche: 50-224. 84/07/13, 8407230280. 


— 8407230283 "Emergency Plan Evaluation Rept.Univ of California, 
Berkeley. " 

NRC - No Detailed Affiliation Given. 84/06/30. 3pp. 
25726:333. 24X Fi ch e : 50-224. 84/07/ 13. 8407230280. 


V. Operator Examinations 


8407100372 Advises that written oral operator & senior operator 
licensing exams scheduled on 840904 Z>. 05, respec tively, 

Approved ref matl listed in end requested by 840704 in 
order to meet schedule. 

PATE, R, J. Region 5. Office of Director. 84/07/06. KAPLAN, S. 
California. Univ. of. Berkeley, CA. 5pp. 25513:077. 24X 

Fiche: 50-224, 84/07/06, 8407100372, 


DOCKET 50-228 AEROTEST RADIOGRAPHY fy. RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


840724032B "Emergency Plan for Aerotest Radiography fy Research 
Reactor," W/840719 ltr, 

NEWACHECK, R, L. Aerotest Operations, Inc. 84/07/20, THOMAS, C.O, 
Standar d i zat ion Special Projects Branch. 31pp, 25716:311. 24X 

Fiche: 50-228, 84/07/20, 8407240328. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency Z>. fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone directory. W/840530 release memo, 

OALLE/D.P. Commonwealth Edison Co, 84/04/26, 80pp. 25559:252. 

24X Fiche: 50-000.84/04/26,8407120545, 


8407060242 Emergency plan implementing procedure indices for Chapters 
500, "Maintaining Emergency Preparedness" S< 300. "Emergency 
Measures," deleting sections as ind i cated . W/S40621 
transmittal forms. 

Commonwealth Edison Co. 84/06/21. 7pp. 23426:095. 24X 

Fiche: 50-010, 84/06/21 . 8407060242. 


8407050132 Informs that submittal containing identified addl exemption 
requests, schedules for previously identified mods 8< newly 
developed mods resulting from reverification of App R 
requirements will be transmitted by 840803, , 

RYBAK. B, Commonwealth Edison Co, 84/06/27. DENTON. H, R. Office of 
Nuclear Reactor Regulation. Director. Ip. 25204:355. 24X 

Fiche: 50-237. 04/06/27. 8407050132. 


8407240220 Forwards IE Insp Repts 50-237/84-10 50-249/84-09 on 

840604-06. No noncompliance noted. 

PAPERIELLO. C J. Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co. 2pp. 25730: 266. 24X Fiche: 50—237. 84/06/28, 

8407240220, 


— 8407240224 IE Insp Repts 50-237/B4-10 50-249/84-09 on 840604-06. No 

none omp 1 ianc e or deviations noted Major areas inspected: 
emergency preparedness exercise re key functions 
locat 1 ons. 

PLOSKI,T. , GLDERSEN, W , SNELL. W, Region 3, Office of Director, 
84/06/28. 24pp. 25730:268, 24X Fi che: 50-237. 84/06/28, 8407240220, 


8407090228 Ack receipt of orders confirming licensee commitments on 
emergency response capability (Generic Ltr 82-33 ), Comments 
on scheduler commitments for safety parameter display sys, 

Reg Guide 1.97 Zi emergency response facilities provided. 

RYBAK, B. Commonwealth Edison Co, 84/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25445:314. 24X 

Fiche: 50-000. 84/06/29. 8407090228, 


8407270228 Summary of 840614 meeting w/uti 1. Sarg ent ?y Lundy & Prof Loss 
Control, Inc re reasons for missed commitments, ut i 1 
compensatory measures S< detailed discussions of App R, 

Viewgraphs Zy handouts encl. 

GILBERT, R. A. Operating Reactors Branch 5. 84/07/24. Operating 

Reactors Branch 5. 61pp. 25785:016. 24X Fic he : 50-237. 84/07/24, 

• 8407270228. 


K. Utility Final Safety Analysis Report (FSAR) fy amends 


8407050304 Forwards Rev 2 to Dresden, Quad Cities fy Zion updated FSARs. 
DELCEORGE, L 0. Commonwealth Edison Co. 84/06/28, DENTON, H.R. 
Office of Nuclear "mrt;'' '’sy Director. 553pp 25295:154. 

24X Fiche: 50-000. /.-y =J-: 0 VC t C ■ 


— 8407050308 Rev 2 to updated FSAR. 

Commonwealth Edison Co. 84/06/30. 151pp. 25295:332. 24X 

Fiche : 50-000, 84/06/28. 8407050304, 


— 8407050310 Rev 2 to updated FSAR, 

* Commonwealth Edison Co. 84/06/30. 216pp. 25296:131. 24X 

Fiche: 50-000. 84/06/28, 8407050304. 


P, Operating license stage documents Z'. correspondence 


8407020282 Responds to 840518 request re environ qualification of 
electrical equipment. App 1 i cab 1 e justification for 
continued operation currently being relied on submitted in 
Rybak 840521 ltr. 

RYBAK, B. Commonwealth Edison Co, 84/06/22. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. Ip. 25216:351. 24X 

Fiche; 50-000, 84/06/22. 8407020282. 


8407160304 Forwards notice of consideration of issuance of amends to 
Licenses DPR-19 & DPR-25 fy proposed NSHC determination S< 
opportunity for hearing, 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/06/22. FARRAR, D.L. 

Commonwealth Edison Co. 2pp. 25607:261. 24X Fiche: 50 — 237. 84/06/22, 

8407160304. 


— 8407160308 Notice of consideration of issuance of amends to Licenses 
DPR-19 fy DPR-25 fy proposed NSHC determination & opportunity 
for hearing on util 840611 request to revise Tech Spec 
format. 

EMCH, R. L, Operating Reactors Branch 5, 84/06/22, 6pp. 

25607:263. 24X Fi c h e: 50-237, 84/06/22, 8407160304, 


8407030092 Provides requested info supporting conclusion that 
containment recombiner capability & atmospheric con ta i n men t 
air dilution sys not required, 

RYBAK. B, Commonwealth Edison Co, 84/06/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director, 4pp. 25267:186. 24X 

Fiche: 50-000, 84/06/25, 8407030092. 


8407030247 Forwards draft "Control of Heavy Loads - Phase II, Dresden 
Units 2 fy 3," technical evaluation rept.Rept based on util 
response to Sections 5, 1.2-5, 16 of 801222 generic ltr, 

"Control of Heavy Loads (Phase II)." 

CRUTCHFIELD, D, Operating Reactors Branch 5. B4/06/2S, FARRAR. D.L. 

Commonwealth Edison Co. 2pp. 25270:315. 24X Fich e; 50— 237. 04/06/28. 

8407030247. 


--8407030257 Draft "Control of Heavy Loads - Phase II, Dresden Units 2 fy 
3. " technical evaluation rept, 

SHOOK. T, A, . AHMED. N, Franklin Institute/Franklin Research Center, 
NRC-03-8 1-130. TER-C5506-451/452 DR. 84/06/15. SINGH, A, Office 

of Nuclear Reactor Regulation. Director. 31pp, 25270:317. 24X 

Fiche: 50-237, 84/06/28, 8407030247. 
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8407030401 Advises of review 2< approval of Revs 24 25 to QA topical 

rept. per 830713 & 0822 itrs.App B requirements satisfied. 

NORELIUS.C E. Division of Project S< Resident Programs. 84/06/29. 
REEDi C. Commonuealth Edison Co. 2pp, 25239:276. 24X 

Fiche: 50-000. 84/06/29. 8407030401. 


8407060235 Provides status of S40601 commitment to review Westinghouse 
technical bulletins 'V data Itrs. in response to Generic Ltr 
83-28. "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928. 

ALEXANDER. G. L, C onmonwea 1 th Edison Co, 84/06/30 DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp, 25426:041. 

24X Fiche; 50-000- 84/06/30, 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve H/. maintain diesel generator reliability. 

Svc list end, 

EISENHUT.D. G Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407090197 Provides addl info re post-accident sampling sys, per 
NUREG-0737, Item II. B. 3. 

RYBAX.B Commonwealth Edison Co. 84/07/02. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director, 4pp. 25443:359, 24X 

Fiche: 50-000, 84/07/02, 8407090197. 


8407090258 Forwards request for addl info to complete review of 
NUREG-0737. I terns I. A. 2. 1, "Immediate Upgrading of Reactor 
Operators it Senior Operators" & II. B 4. "Training for 
Mitigating Core Damage. " 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/07/02. FARRAR, D. L. 

Commonwealth Edison Co. lOpp, 25450: 176, 24X Fiche: 50-000, 

84/07/02, 8407090258. 


8407160148 Forwards response to, request for addl info re equipment 
qualification temp profiles inside containment. 

Environmentally qualified temp monitoring sys will be 
installed so operator may monitor temp 5. take action. 

RYBAK, B. Commonwealth Edison Co, 84/07/02, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 9pp. 25600:257. 24X 

Fiche: 50-000. 84/07/02, 8407160148. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co, of Neu York, Inc. 17pp 25602:012, 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8407120039 Notification of 840716 meeting w/util in BethesdaiMD to 
discuss issues re Tech Specs involving Apps G 8, H 
requirements. * 

GILBERT, R. A. Operating Reactors Branch 5, 84/07/09. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 3pp. 25551:012. 24X 

Fiche: 50-237- 84/07/09, 8407120039. 


8407250171 Forwards response to questions raised during 840502 telcon 
re integrated plant SAR, Section 4, 10, SEP Topic 111-7.8, 

"Design Codes, Design Criteria Z/. Load Combinations. " 

RYBAK, B. Commonwealth Edison Co. 84/07/11. GILBERT, R. Operating 
Reactors Branch 5. 13pp. 25747:284. 24X Fiche: 50-237, 84/07/11, 

8407250171. 


8407200228 Forwards request for addl info re plant-unique analysis rept 
revi ew. Meeting to discuss request before responses 
completed scheduled for 840809 to eliminate 
mi sund erstand ings, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/13. FARRAR, D.L. 

Commonwealth Edison Co. 6pp. 25692:325. 24X Fiche: 50-000, 84/07/13, 

8407200228. 


Q. Inspection reports. IE Bulletins 5^ correspondence 


8407020404 Forwards addendum to IE Insp Repts 50-010/83-15,50-237/83-25 
it so— 249/83-23, Ad d end un consists of analyses of beta 
emitters in liquid sample collected during insp. 

PAPERIELLO^C. J. Region 3, Office of Director. 84/06/25. REED,C. 
Commonwealth Edison Co. Ip. 25217:260. 24X Fiche: 50-010, 84/06/25, 

8407020404. 


8407020420 Addendum to IE Insp Repts 50-010/83-15,50-237/83-25 
50-249/83-23, consisting of analyses of beta emitters in 
liquid sample collected during insp, 

* Director'^s Office, Office of Inspection and Enforcement. 
84/06/25. Ip. 25217:261, 24X Fic he : 50-010, 84/06/25, 8407020404. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co of New 

York, Inc. 154pp. 25535:160- 24X Fiche : 50-000. 84/06/26, 8406250214. 


8407240220 Forwards IE Insp Repts 50-237/84-10 50-249/84-09 on 

840604-06. No n one omp 1 lan c e noted. 

PAPERIELLO, C. J, Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co. 2pp. 25730:266. 24X Fi c h e; 50-237. 84/06/28, 

8407240220. 


--8407240224 IE Insp Repts 50-237/84-10 50-249/84-09 on 840604-06 No 

noncompliance or deviations noted. Major areas inspected; 
emergency preparedness exercise re key functions Zi 
locations. 

PLOSKI.T. , GLOERSEN, W. , SNELL, W. Region 3, Office of Director. 
84/06/28. 24pp. 25730:268. 24X Fi che : 50-237, 84/06/28, 8407240220. 

8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDA.N, E. L. Division of Emergency Preparedness S- Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che : 50-000, 84/06/29, 840628031 1. 


8407240548 Forwards IE Insp Repts 50-010/84-09,50-237/84-11 & 
50-249/84-10 on 840522-0615 & notice of vi a lat i on. W/o 
notice of violation, 

SHAFER, W.D. Region 3, Office of Director. 84/07/03. REED, C. 

Commonwealth Edison Co. 2pp. 25731:075. 24X Fiche; 50-010, 84/07/03, 
8407240548. 


—8407240551 IE Insp Repts 50-010/84-09,50-237/84-11 50-249/84-10 on 

840522-0615, Noncomp 1 ianc e noted ; inadequa te surveillance 
testing of cardox sys. 

CHRISSOTIMQS, N. Region 3, Office of Director. 84/06/27. 12pp. 

25731:077. 24X Fi ch e : 50-010, 84/07/03, 8407240548. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 ?< Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. - of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 9407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 83010.3), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche; 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fic he : 50-000, 04/07/ 10, 8407060251. 


8407170263 Forwards plans ?< schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02, Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER, G. L. Commonuealth Edison Co, 84/07/11, KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616:179. 24X 

Fiche: 50-000, 84/07/ 1 1 , B407170263. 


8407240556 Forwards revised notice of violation for IE Insp Repts 
50-010/84-09,50-237/84-11 & 50-249/84-10. Or igina 1 notice 
inadvertently omitted severity level of violation. 

SHAFER, W.D. Region 3, Office of Director. 84/07/11. REED. C. 
Commonwealth Edison Co. Ip, 25731:073. 24X Fiche: 50-010, 84/07/11, 

8407240556, 


•8407240557 Revised notice of violation from insp on 840522-0615. 
SHAFER, W.D. Region 3, Office of Director. 84/07/08. Ip. 
25731:074. 24X Fic h e : 50-0 10, 84/07/ 1 1 , 8407240556. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human E;rror Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fic he : 50-000, 84/07/25, 840723Q079. 


R, Periodic operating reports &t related correspondence 


8407180158 Monthly operating regts for June 1 984. W/840705 ltr. 

SCHROEDER, B. A. , SCQT(,D. J. Commonwealth Edison Co. 84/06/30. 16pp. 

25667: 109. 24X Fiche; 50-237, 84/06/30, 8407180158. 
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S. Reportable occurrences. LERs related correspondence 


8407020330 LER 84-003-00: on 840530. Car d o x sys master valve not tested 
in automatic mode. Caused by lack of documentation to 
verify that Cardox sys e 1 ec t r o-mec han i cal master pilot valve 
operable in automatic mod e. Procedure revised , W/840625 Itr. 

MERRITT. S.. SCOTT. D. J. C ommonujea 1 1 h Edison Co. 84/06/25, 3pp. 
25214:271. 24X Fi ch e : 50-237. 84/06/25. 8407020330. 


8407020269 LER 84-006-00; on 840208. east LPCI corner room submarine door 
found open St unattended, Caused by personnel error. Door 
immediately closed ^ secured ?< signs hung emphasizing Tech 
Spec requ irements. W/840626 Itr, 

LEAHY. M. . SCOTT. D. J. Commonwealth Edison Co. 84/06/26. 3pp. 

25215: 176. 24X Fiche: 50-237, 84/06/26, 8407020269. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Eq.uipment at Commercial 
Power Reactors," r evi ewed . Re c ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director, 
84/07/05. HELTEMES. C. J. Director's Office. Ip, 25559:007. 24X 

Fiche: 50-000. 84/07/05. 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors." case study rept. 
EL-2EFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000. 84/07/05. 8407120182, 


8407230018 LER 84-009-00: on 840621 , dur ing normal operations, feedwater 
regulating valve A operator vibrated loose from valve stem 
coupling. Caused by vibration of locknut. Two sheet metal lock 
taps installed. W/a40712 Itr. 

LEAHY. M. . SCOTT. D.J. Commonwealth Edison Co, 84/07/12. 3pp. 
25706:034. 24X Fi che : 50-237, 84/07/ 12, 84072300 18, 


0407230016 LER 84-005-00: on 840618, sec ur i ty computer taken out svc. 
& fire detection alarms could not be indicated . Caused by 
personnel error , Procedure will be revised to establish 
controls following computer outage. W/840717 Itr. 

MERRITT. S., SCOTT. D. J. Commonwealth Edison Co. 84/07/17. 3pp. 
25706:031. 24X Fi che : 50-237, 84/07/ 1 7, 84072300 16. 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels h 
conductor ends. Corrective action completed prior to 
equipment placement in svc. 

MANNER. 0. S. Nutherm International. Inc 84/07/18. Region 3. 

Office of Director. Ip. 25833:098. 24X F i c h e : 50-000. 84/07/18. 
8407310090, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs ^ holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cant s , Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co, of New York, Inc. 23pp, 25535:018, 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER. R.D, Region 3, Office of Director, 84/07/02, REED, C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X F i c h e; 50-000. 84/07/02. 
8407060215. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees. applicants 
for OLs. NSSS vendors, reac tor vendors Jk AEs re annual meeting 
to discuss recent developments concerning operator trainivng, 
qual if ications exams. Svc list encl. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 23601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


DOCKET 50-243 OREGON STATE UN IV. RESEARCH REACTOR 


F. Security, medical, emergency S', fire protection plans 


8407030205 Forwards revised pages to emergency response plan re 
campus security, student health svc. dept of inf o. fac ility 
emergency organization 4; protective actions for personnel Sk 
operational events. 

WANG. C, H, Oregon State Univ. , Corvallis, OR. 84/06/25. CARTER, R. 
Standard i zat ion Special Projects Branch. 2pp. 25267:252. 24X 

Fiche: 50-243. 84/06/25, 8407030205. 


--8407030210 Revised pages to emergency response plan re campus security, 
student health svc. dept of inf o, fac i 1 ity emergency 
organization & protective actions for personnel 
operat i ona 1 events. 

Oregon State Univ. , Corvallis, OR 84/06/30. 5pp. 25267:254 
24X Fiche: 50-243. 84/06/25, 8407030205, 


8407310127 Forwards revised emergency response plan resulting from 
840716-20 training St drill. 

WANG.C.H. Oregon State Univ., Corvallis. OR, 84/07/26. CARTER, R. 
Standard i zat ion Special Projects Branch 3pp. 25838:0 1 9 . 24X 

Fiche; 50-243. 84/07/26. 8407310127 


— 8407310134 Revised "Oregon State Un i v ‘Rad i a t i on Ctr ?/. TRIGA Reactor 
Emergency Response Plan " 

* Oregon State Univ., Corvallis, OR, 84/07/24. SOpp. 25838:022. 
24X Fiche; 50-243, 84/07/26. B407310127, 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency S', fire protection plans 


8407170435 Forwards IE Emergency Preparedness Insp Rept 50-244/84-08 
on 840423-27, not i c e of violation S' list of improvement items 
re emergency preparedness program. 

MARTIN, T, T. Division of Engineering S Technical Programs. 84/06/21. 

KOBER, R. W. Rochester Oas S, Electric Corp. 2pp. 25627:144. 24X 

Fiche; 50-244, 84/06/21, 8407170435. 


— 8407170437 Notice of violation from insp on 840423-27, 

* Region 1. Office of Director. 84/06/21, 3pp, 25627:146. 24X 

Fiche; 50-244, 84/06/21. 8407170435. 


— 8407170445 IE Emergency Preparedness Insp Rept 50-244/84-08 on 
840423-27. Noncomp 1 ianc e no ted : f a i 1 ur e to provide emergency 
p Ian training to three response personnel. 

COHEN, I. . HAWXHURST. J. , CROCKER- H. W Region 1, Office of Director, 
84/06/15. 5pp. 25627 149. 24X F i c he : 50-244, 84/06/21 . 8407170435. 


8407310174 Revised emergency plan implementing pr oc ed ur es , in c 1 ud ing 
SC-110 re event evaluation, SC-120 re post-acc ident recovery 
& SC-205 re local radiation omer g enc y . W/B40726 ltr. 

KOBER, R.W. Rochester Oas & Electric Corp. 84/07/26, MURLEY, T. E, 
Region 1, Office of Director. 44pp. 25835:007. 24X 

Fiche: 50-244, 84/07/26. 8407310174. 


G. Adjudicatory correspondence 


8407170072 Interrogatories propounded to intervenor MR Slade re 
Contentions A, E Sa K. Cert i f i c ate of Svc end. Related 
correspondence 

VOIGT, H.H. Rochester Oas Electric Corp. VOIGT, H.H, LeBoeuf, 
Lamb, Leiby S<. MacRae, DSB 267. 84/07/13. Slade, M, R. 7pp, 

25619:170. 24X Fi c h e ; 50-244, 84/07/ 13, 8407170072. 


8407260492 Withdrawal of contentions by intervenor , Cert i f ica te of Svc 
enc 1. 

SLADE. M.L. Affiliation Not Assigned, DSB 529. 84/07/24. Atomic 

Safety and Licensing Board Panel. 3pp. 25779:312. 24X 

Fiche; 50-244, 84/07/24, 8407260492, 


H. General correspondence 


8407190439 Requests correction of name on svc list from JE Maier to 
RW Kober. 

* Rochester Oas Electric Corp. 84/07/06. MRC - No Detailed 
Affiliation Given, 3pp. 25684:338. 24X Fi c h e ; 50-244, 84/07/06, 

8407190439. 


P. Operating license stage documents S’ correspondence 


8407110048 Forwards listed info re JAERl upper plenum injection data 
currently under review, Info withheld, per UAERI request, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/25. KOBER, R.W. 

Rochester Gas Sk Electric Corp, 3pp, 25540:012. 24X 

Fiche; 50-244, 84/06/25, 8407110040. 


8407030231 Forwards Westinghouse justification for use of W-3 
correlation w/1. 3 design limit DNBR at pressure below 
1,000 psia for steamline break analysis, Approach taken in 
840412 ltr no longer required, 

KOBER, R.W. Rochester Gas Electric Corp. 84/06/28. CRUTCHFIELD, D. 

Operating Reactors Branch 5, 5pp. 25239:025. 24X 

Fiche: 50-244, 84/06/28, 8407030231. 
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®^020206 Generic Ltr 84-15 to all licensees of operating reactors/ 
applicants for OLs holders of CPs re proposed staff 

to improve ?•: maintain diesel generator reliability, 
lis t enc 1 . 

^ISENHUT. D. G, Division of Licensing. S4/07/02. Consolidated 

^‘'Ison Co. of Neu York, Inc 36pp 25601 348. 24X 

50-000, 8^ /07/O2/ 8407020206. 

^*'^^060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses S: amends. Svc list end. 

^ISenhut, D. G. Division of Licensing, 84/07/06 Consolidated 

^PisQD Co. of Neb York, Inc. 17pp. 25602:012. 24X 

^Iche; 50-000, 84/07/06, 8407060097. 

®^^7170i| 08 Forwards response to NRC questions re 840402 application 
smend to OL. W/three ov'ersize drawings, two being 
P''Qprietar y . One aperture card available in PDR, Two aperture 
available in Central Files. 

W. Rochester Gas fy. Electric Corp. 84/07/06. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 7pp. 25608:049. 24X 

50-244, 84/07/06, 8407170408. 


^2000 41 Forwards summary of changes to structural integrity criteria 
*5cussed in 830627 fy 1110 meeting s, res ul ts of structural 
®*'®diiity assessment S< answers to open items re SEP 
J°Pic5 II-2. A, III-2. III~4. A III-7. B. 

'^'p'^ER.r, w. Rochester Gas Electric Corp. 84/07/13. CRUTCHFIELD, D. 

^Pst'ating Reactors Branch 5. 32pp. 25690:127. 24X 

50-244, 84/07/13, 8407200041 . 

®^®72402 06 Forwards application to amend License DPR- 18, r evi s ing Tech 
3 , 1 to provide cons i s tenc y. Fee encl. 

J°3ER,r, w. Rochester Gas & Electric Corp. 84/07/17. DENTON, H.R. 

of Nuclear Reactor Regulation, Director. Ip, 25719:221. 24X 

50-244,84/07/17, 8407240206. 


"‘8407240213 Application for amend to License DPR-IS, revi sing Tech Specs 
N removing Pages 2. 1-3 fy 2. 1-4 8, inserting new Page 
21-3 to provide consistency. 

•^OBER, R.W. Rochester Oas 8; Electric Corp, 84/07/17, 4pp, 

25719:222. 24X Fi ch e: 50-244, 84/07/ 1 7, S407240206, 


"340734 021 8 Proposed Tech Sp e c s , d el et ing Pages 2. 1-3 2 1~4 

'dserting new Page 2.1-3 to provide consistency. 

I Rochester Gas Electric Corp. 84/07/17, 4pp. 25719:226. 24X 

^iche: 50-244, 84/07/17, 8407240206. 


8407270109 Notification of 840905 meeting w/util in Bethesda,MD to 
discuss operating training program. 

DICK, G. P. Operating Reactors Branch 5. 84/07/24. PAULSON, W. A. 

Operating Reactors Branch 5. 2pp. 25788:360. 24X 

Fiche: 50-244, 84/07/24, 8407270109. 


Q. Inspection reports, IE Bulletins correspondence 


8407170435 Forwards IE Emergency Preparedness Insp Rept 50-244/84-08 
on 840423-27, notice of violation 8< list of improvement items 
re emergency preparedness program. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/21. 

KOBER, R, W. Rochester Oas S-. Electric Corp. 2pp. 25627:144. 24X 

Fiche: 50-244, 84/06/21, 8407170435. 


--8407170437 Notice of violation from insp on 840423-27. 

# Region 1, Office of Director. 84/06/21. 3pp. 25627:146. 24X 

Fiche: 50-244, 84/06/21, 8407170435, 


— 8407170445 IE Emergency Preparedness Insp Rept 50-244/84-08 on 
840423-27. Noncompl iance noted : fa i 1 ure to provide emergency 
plan trai-i-.n to th-ee response p er sonne 1 , 

COHEN, I HA^^H. J. , CROCKER, H.W. Region 1, Office of Director. 
84/06/15. 5pp. 25627:149. 24X Fiche: 50-244, 84/06/21, 8407170435, 


8407020246 Ac k receipt of 840608 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/84-07, 

STAROSTECKI , R, Division of Project fy. Resident Programs. 84/06/25. 
KOBER, R.W. Rochester Oas fy Electric Corp. Ip. 25217:332. 24X 

Fiche: 50-244, 84/06/25, 8407020246. 


--S407020257 Responds to NRC 840510 ltr re violations noted in IE Insp 
Rept 50-244/84-07, Futur i St ic effective date considered 
isolated case u/subsequent distributions concurrent w/ 
effective date. NRC audit findings improperly evaluated. 

KOBER, R.W. Rochester Oas Electric Corp. 84/06/08. MURLEY, T. E- 
Region 1, Office of Director. 5pP- 25217:333. 24X 

Fiche ; 50-244, 84/06/25, 8407020246. 


8406250214 IE Info Notice 84-5lf "Independent Verification. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X F ic h e: 50-000, 84/06/26, 8406250214. 


240517 Notification of B40724 meeting w/uti Is, Westinghouse, Sandia 
in Bethesda,MD to resolve open issues on upper plenum 
/Ejection existing between licensee NRC re' NUREO/CR-3639 
S data released by Japanese. 

C. Operating Reactors Branch 3. 84/07/17. MILLER, J, R. 

p5®’'ning Reactors Branch 3. 2pp. 25731:355, 24X 

•'‘the: 50-000, 84/07/17, 8407240517. 


, ^SoaSB Advises that amends proposed in response to NUREG-0737 will 
submitted by 840915, 

°“ER-R.W. Rochester Gas i>y Electric Corp. 84/07/17, CRUTCHFIELD, D, 
derating Reactors Branch 5. Ip. 25736: 353. 24X 

50-244, 84/07/17, 8407250258. 




■40207 Forwards safety evaluation re restart after 820125 steam 
rupture inc id ent. Eval uation addresses SER 
'iuhtG-0916) , Item 6 10 re requirement for safety 

pJJection signal & review of plant procedures, 

/iwiSQM, w, A. Operating Reactors Branch 5. 84/07/19. KOBER, R.W, 

“^I^Bster Gas ?y Electric Corp, 3pp. 25723: 323. 24X 

50-24 4, 84/07/19, 840 7 2 4 0207. 


^^240216 Safety evaluation re restart after 820125 steam generator 
jube rupture inc ident. Eval uation addresses SER ( NUREG-09 16 ) , 

6 S'. 10 re requirement for safety injection signal & 

''Svieu of plant procedures. 

Office of Nuclear Reactor Regulation, Director. 84/07/19. 4pp. 
25723:326. 24X Fiche: 50-244, 84/07/19, 8407240207. 

^jj260i57 Discusses activities necessary to resolve NUREG-0737, Item 
(,^•0.3.4, "Control Room Habitability," per 840307 ltr. 

. ^Pletion of mods delayed until 840930 doe to design 
KOto strike S', organ! zat i onal changes, 

p JR- R.W. Rochester Gas & Electric Corp. 84/07/20. PAULSON, W. A. 
p”[4ting Reactors Branch 5, 2pp. 25776: 338. 24X 

50-244, 84/07/20, 8407260157. 


forwards revised list of installed saf ety-related hydraulic 
“Oers.Rev due to addl piping changes resulting from 
upgrade program. Updated listing of mechanical 
KObpb ''® submitted when NRC review completed. 

Rochester Gas Electric Corp. 84/07/20. PAULSON, W, A. 

P "[Sting Reactors Branch 5. 5pp. 25777 : 266. 24X 

‘uie: 50-244, 84/07/20, 8407260254, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list eticl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X F i c he : 50-000. 84/06/29, 8406280311. 


8407190432 Forwards complete IE Evaluation Rept 50-244/84-14 on 
840103-0511 for r ed i str i b u t i on. Rep t dtd 840619 did not 
include Attachments 1-7. 

STAROSTECKI , R, • Division of Project Sf Resident Programs. 84/06/29. 
KOBER. R.W, Rochester Gas S-. Electric Corp. 2pp. 25687:307. 24X 

Fiche: 50-244, 84/06/29. 8407190432. 


--8407190458 Forwards IE Evaluation Rept 50-244/84-14 on 840103-051 1. No 
violations observed. Signif icant weaknesses existed in 
implementation of approved operator requal if icat ion program. 
STAROSTECKI, R. Division of Project &•. Resident Programs. 84/06/19. 

KOBER, R.W. Rochester Gas & Electric Corp. 2pp. 25687:309. 24X 

Fiche; 50-244, 84/06/29, 8407190432. 


— 8407190462 IE Evaluation Rept 50-244/84-14 on 8401 03-051 1 . No violations 
noted. Major areas inspected; licensed operator 
requal if ication program. 

ZIMMERMAN, R. P. , COLI INS, S. J. , WHITAKER, L. W. Region 1, Office of 
Director. 84/06/15. 16pp. 25687:311. 24X Fic he: 50-244, 84/06/29, 

8407190432. 


--8407190468 Expresses opposition to participation 
ST MARTIN, J. T. Rochester Gas ?< Electric Corp. 
MURLEY, T. Region 1, Office of Director. Ip. 
Fiche: 50-244, 84/06/29, 8407190432. 


in exam. 

84/01 /27. 
25607; 327. 


24 X 


— 8407190470 Expresses opinion re oral Z\ written exam given during audit 
of training dept. Exam was pure harrassment i>. 
unconstitutional. 

MACIUSKA, F. L. Rochester Gas 8< Electric Corp. 84/01/26. Region 
1, Office of Director. 2pp. 25687:328. 24X Fi c he ; 50-244. 

84/06/29, 8407190432. 


— 8407190472 Summary of meeting re review of contractor-supplied 
operator licensing exams to be administered on 840217. 
Conclusions listed. 

COLLINS, S. J. Region 1, Office of Director. 84/02/14. 
STAROSTECKI, R. Division of Project 8: Resident Programs. Ip. 
25687:331, 24X Fiche: 50-244, 84/06/29, 8407190432, 
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— 8404110512 Discusses F liaciuska q,uestions re legality of 840125-27 
requa 1 i f i cat i on audit e x am. Requa 1 i f i c a t i on training for 
licensed operators must be of highest quality, but not 
program that harasses licensed operators. 

DIRCKS, W J Office of the Executive Director for Operations. 
B4/03/28. HORTON, F. House of Rep. 3pp. 25687:334 . 24X 

Fiche; 50-244, 84/06/29, 8407190432. 


84072400^1 Forujards IE Insp Rept 50-244/84-12 on 840507-11 h notice of 
violation, 

MARTIN, T. T. Division of Engineering ?, Technical Programs. 84/06/29. 

KQBER, R. W. Rochester Gas S-. Electric Corp. 2p p , 25730:334. 24X 

Fiche: 50-244, 84/06/29, 8407240041. 


--8407240044 Notice of violation from insp on 840507-11. 

* Region 1, Office of Director, 84/06/29. Ip. 25730:336. 24X 

Fiche: 50-244, 84/06/29, 8407240041. 


— 8407240050 IE Insp Rept 50-244/84-12 on 840507-1 1 . V io la t i on noted; 
failure of Procedures HP 4. 3, HP 6.1 8,. HP 6.2 to specify 
technique to be used to monitor area ?-•■. breathing zone 
concentrations Zt provide suitable 'measurements, 

DRAGOUN,T. , SHANBAKY, M, Region 1, Office of Director. 84/06/26. 
7pp. 25730:337. 24X F i c h e : 50-244, 84/06/29, 8407240041 . 


8407240093 Forwards IE Insp Rept 50-244/84-10 on 840421 -0608. No 
violations i d ent if ied . Examp 1 e of improper implementation of 
admin istrat ive procedure for tagging components observed, 
illustrating need for adtll operator auiareness. 

STAROSTECKI. R. Division of Project S'. Resident Programs. 84/06/29. 
KOBERiR.W. Rochester Gas Z>. Electric Corp. 2pp. 25731:025. 24X 

Fiche; 50-244, 84/06/29, 8<107240093. 


— 8407240097 IE Insp Rept 50-244/84-10 on 84042 1-0608, No violations 
noted. Major areas insp e c t e d ; 1 i cens e e action on previous 
insp findings, plant ac t ivi 1 1 es, sub sequent star tup, ma int, 
routine operations Z>. folio uiup on IE bulletins. 

COOK. W, A., LAZARUS. W. J. , COLLINS, S.J. Region 1, Office of 
Director, 84/06/27. lOpp, 25731:027. 24X F i c he : 50-244, 04/06/29, 

8407240093. 


8407090222 Ack receipt of 840524 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/84-02, 

Violatiofi re acid rinse uaste withdrauin. 

MARTIN, T.T. Region 1, Office of Director. 84/07/02. KOBER,R.W. 
Rochester Gas .?< Electric Corp. 2pp. 25445:301. 24X 

Fiche: 50-244. 84/07/02, 8407090222. 


— 8407090223 Responds to NRC 840427 Itr re violations noted in IE Insp 
Rept 50-244/84-02. Corrective a c t i ons : pr oc edur e developed 
describing air samplers ?•/, uses consultant firm employed 
to provide instruction for involved personnel. 

KQBER, R. W, Rochester Gas Electric Corp. 84/05/24. PASCIAK, W. 
Region 1, OFfice of Director. 5pp. 25445:303. 24X 

Fiche: 50-244, 84/07/02, 8407090222, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Ad h es ive/Sea Ian ts. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602 276. 24 X F i c he : 50-000, 84/07/05, 8407030085, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation t/. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E.L, Division of Emergency Preparedness Zi. Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X F ic he; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1 . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp, 25865:286. 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407160110 Ack receipt of 840628 Itr informing NRC of steps taken to 
correct violations noted in IE Special Insp Rept 
50-244/84-04. 

MARTIN, T, T. Division of Engineering fy. Technical Programs. 84/07/09. 

K03ER, R. W, Rochester Gas Electric Corp. 2pp. 25600:338. 24X 

Fiche : 50-244, 84/07/09, 8407160110. 


--8407160112 Responds to NRC 840529 Itr re violations noted in IE Special 
Insp Rept 50-244/84-04. Corrective actions; Test Procedure 
SM— 2606, 50 superseded by Procedure SM-2606, 6 S', several 
checks S', balances instituted into startup program, 

KOBER,R.W. Rochester (Jas & Electric Corp. 84/06/28. MURLEY. T. E. 
Region 1, Office of Director, 4pp. 25600:340, 24X 

Fiche; 50-244, 84/07/09. 8407160110. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. “ Svc list encl. 

JGRDAN-E.L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10 Consolidated Edison Co. of New 

York, Inc 120pp. 25865:166. 24X F i c he ■ 50-000, 84/07/ 1 0, 8407060251 


8407300327 Forwards IE Insp Rept 50-244/84-15 on 840514-18. No 
violations noted. 

MARTIN, T. T. Division of Engineering 1-. Technical Programs, 84/07/11 
KOSERfR.W, Rochester Gas Electric Corp, 2pp. 25815; 210. 24X 

Fiche; 50-244, 84/07/ 1 1 , 8407300327. 


--8407300330 IE Insp Rept 50-244/84-15 on 840514-18. No n on c o mp 1 i anc e 
noted. Major areas i ns pe c t e d : tes t i n g program S.; precritical 
power ascension tests. 

WEN,P.C. Region !■ Office of Director, BETTENHAUSEN, L. Division 
of Engineering 8f Technical Programs, 84/07/03. 8pp 25815:212. 
24X Fiche : 50-244, 84/07/11 , 8407300327. . 


8407180215 Forwards response to 830921 request far addl info re IE 
Bulletin 80-11, "Masonry Wall Design," Responses made to 
technical questions on const reevaluation criteria for 
masonry walls. 

K013ER,R.W. Rochester Gas Electric Corp 84/07/13. CRUTCHFIELD, D, 
Operating Reactors Branch 5. 27pp. 25636: 136. 24X 

Fiche: 50-244, 84/07/13, 8407180215. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc, lOSpp. 26057:245. 24X Fi che : 50-000, 84/07/25, 8407230079, 


R. Periodic operating reports S: related correspondence 


8407050008 Monthly operating rept for May 1984. W/a40625 Itr, 

DODGE. R.E., SNOW, B. A. Rochester Gas Electric Corp 84/05/31. 
5pp. 25299:347. 24X Fi c h e , 50-244, 84/05/31 , 8407050008, 


8407270307 Forwards revised monthly operating rept monthly operating 
rept for May 5: June 1984, r esp e ct ive 1 y . 

SNOW, B. A. Rochester Gas 5; Electric Corp. 84/07/19. Office of 

Resource Management, Director. Ip. 25792:319. 24X 
Fiche: 50-244, 84/07/19, 8407270307. 


—8407270309 Monthly operating rept for June 1984. 

MCNAMARA, A. E. Rochester Gas Electric Carp. 84/06/30. 5pp, 
25792:320. 24X Fi ch e : 50-244, 84/07/ 19, 8407270307. 


— 8407270310 Revised monthly operating rept for May 1984. 

MCNAMARA, A. E. Rochester Gas Electric Corp. 84/05/31. Ip. 

25792:325. 24X Fich e: 50-244, 84/07/ 19, 8407270307. 


S. Reportable occurrences, LERs related correspondence 


8407240354 Forwards engineering evaluation of "Events Involving 
Undetected Unavailability of Turbine Driven Auxiliary 
Feedwater Train. " Events of minor safety significance S', no 
further action required. 

TRADER. E. A. Nonreactor Assessment Staff. 84/06/15. HELTEMES, C . J, 
Director's Office. Ip. 25752:352. 24X F i c h e : 50-000, 84/06/ 15, 

8407240354. 


— 8407240357 "Events Involving Undetected Unavai lab i 1 ity of Turbine 
Driven Auxiliary Feedwater Train. " engineering evaluation 
rept. 

TRAGERiE. A, Nonreactor Assessment Staff, 84/06/15, 10pp. 

25752:353. 24X Fi c he ; 50-000, 84/06/1 5, 8407240354. 


8407060199 LER 84-007-00: on 840530, e 1 ectr ica 1 generator trip occurred, 
causing trip of turbine w/subsequent reactor trip. Caused by 
neoprene sponge rubber gasket being sucked in airflow path 
if. lodged into rectifier area of e x c i ter. W/a40629 Itr 
LARIZZA, 0. F. , KQBER, R.W, Rochester Gas if Electric Carp. 84/06/29. 
3pp. 25426:197. 24X Fic he; 50-244, 84/06/29, 8407060199. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHe,E.P. Westinghouse Electric Corp. 84/07/13. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. 2pp, 
25739:009. 24X Fiche; 50-000. 84/07/13, 8407230326. 
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V, Operator Exani nations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactorsi 
applicants for OLs & holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 i can ts . Svc list 
end. 

EISENHUT. D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. ofNeuYork, Inc. 23pp, 25535:018. 24X 

Fiche: 50-000,84/06/27, 8106270142. 


8407190432 Forwards complete IE Evaluation Rept 50-244/84-14 on 
84010.3-0511 for r ed i s tr i b u t i on. Rep t dtd 840619 did not 
include Attachments 1-7, 

STA.ROSTECKI, R. Division of Project S; Resident Programs. 04/06/29. 
KOflER.R.W. Rochester Gas & Electric Corp. 2pp. 25687:30 7. 24X 

Fiche: 50-244, 84/06/29, 8107190432. 


--8407190458 Forwards IE Evaluation Rept 50-244/84-14 on 840 1 03-051 1. No 
violations observed. 8ign if leant weaknesses existed in 
implementation of approved operator rec^ua 1 i f i cat i on program. 
STAROSTECK I, R, Division of Project ?.( Resident Programs. 84/06/19. 

KOBER,R.W. Rochester Gas i-. Electric Corp, 2pp. 25687:309. 24X 

Fiche: 50-244, 84/06/29, 8407190432. 


— 8407190462 IE Evaluation Rept 50-244/84-14 on 840103-0511 . No violations 
noted. Major areas inspected ; 1 i c ensed operator 
requal if ication program. 

ZIMMERMAN, R, P, , CDLi INS, S. J. , WHITAKER, L, W. Region 1, Office of 
Director. 84/06/15. 16pp. 25687:311. 24X Fi ch e: 50-244, 84/06/29, 

8107190432. 


■8407190468 Expresses opposition to partic ipation in exam. 

ST MARTIN, J. T. Rochester Gas & Electric Corp. 84/01/27. 
MURLEY, T, Region 1, Office of Director. Ip, 25687:327. 24X 

Fiche: 50-244, 84/06/29, 8407190432. 


—8407190470 Expresses opinion re oral written exam given during audit 
of training dept. Exam uas pure harrassment 8,, 
unconstitutional, 

MACIUSKA, F. L, Rochester Gas Electric Corp. 84/01/26. Region 
1, Office of Director. 2pp. 25687:328, 24X Fi che • 50-244, 

84/06/29, 8407190432. 


■3407190472 Summary of meeting re review of contrac tor-supp 1 i ed 
operator licensing exams to be administered on 840217. 
Conclusions listed, 

COLLINS, S.J. Region 1, Office of Director. 84/02/14. 
STAROSTECKI, R. Division of Project 4: Resident Programs Ip 
25687:331. 24X Fi ch e ; 50-244, 84/06/29. 8407 190432. 


— 8404110512 Discusses F Haciuska questions re legality of 840125-27 
requalification audit exam. Requa lif ication training for 
licensed operators must be of highest quality, but not 
program that harasses licensed operators. 

DIRCKS.W.J. Office of the Executive Director for Operations. 
84/03/28. HORTON, F, House of Rep. 3pp. 25687:334 24X 

Fiche: 50-244, 84/06/29, 8407190432. 


8407030u97 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs, N5S5 vendors, reactor vendors %•, aEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if icat ions & e xams. Svc .1 ist end, 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of Neu York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


DOCKET 50-245 MIU-STONE NUCLEAR POWER STATION, UNIT 1 


A, App lication/construction stage documents i>. correspondence 


8407020370 Revised emergency plan implementing procedure, inc luding 
EPIP 4001 re director of station emergency op era t i ons , EP IP 
4002 re manager of radiological consequence assessment & 

EPIP 4005 re manager of c ommun i c a t i on s . W/840625 ltr, 

CDUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
T'tilities) CDUNSIL, W, G. Northeast Utilities. 84/06/25, 
EISENHUT, D. G. Division of Licensing. 33Spp, 25218:001. 24X 

Fiche: 50-245, 84/06/25, 8407020370, 


8407170288 Forwards Rev 1 to safeguards contingency plan. Rev withheld 
(ref 10CFR73, 21 & 2. 790) . 

COUN.SIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CDUNSIL, W.G. Northeast Utilities. 84/07/05. 

MURLEY, T, E. Region 1, Office of Director. Ip, 25618:302. 24X 

Fiche: 50-245, 84/07/05, 8407170288. 


8407170421 Forwards Rev 3 to suitab i 1 i ty , tra ining qualification plan, 
Rev withheld (ref 10CFR73. 21 S< 2.790), 

CDUNSIL, W.G, Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). CDUNSIL, W, G. Northeast Utilities. 84/07/05. 

MURLEY. T. E, Region 1, Office of Director, Ip. 25613:195. 24X 

Fiche: 50-245, 84/07/05, 8407170421. 


0407250377 Advises that schedular info for implementation of provisions 
of Rev 2 to Reg Guide 1, 97 will not be submitted by 840717 
due to plans to evaluate proposed mods as part of integrated 
safety assessment program, per Suppl 1 to NUREG-0737. 

CDUNSIL, W.G. Connecticut Yankee Atomic Power Co. CDUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

CDUNSIL, W.G. Northeast Utilities. 84/07/12. EISENHUT, D. G. 

Division of Licensing. 4pp. 25745:354, 24X Fiche: 50-000, 84/07/12, 

8407250377. 


84072402.47 Forwards implementation schedules for Rev 1 to Reg Guide 
1. 97, for items not met due to plans to evaluate several 
proposed mods per integrated safety assessment program, in 
response to Suppl 1 to NUREG-0737, 

CDUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/07/17. MILLER, J. R; Operating 
Reactors Branch 3. CRUTCHFIELD, D. Operating Reactors Branch 5. 

4pp. 25719:168. 24X Fic h e: 50-000, 84/07/ 17, 8407240247. 


P. Operating license stage documents S.; correspondence 


8407050196 Forwards SER of util responses to Generic Ltr 81-04, 
requiring review of ASM.E Code Class 1 2 pressure boundary 

piping, safe ends fitting matls to determine compliance w/ 

Rev 1 to NUREO-0313. Responses do not comply w/guidel ines. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/20, COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 3pp. 
25417:284, 24X Fi c h e : 50-245, 84/06/20, 8407050196. 


— 8407050200 SER re IGSCC in RCPB piping sys.Util response not in 
compliance u/NUREG-0313, Rev 1 guidelines. 

Office of Nuclear Reactor Regulation, Director, 84/06/20, 3pp. 
25417:287. 24X Fi c h e : 50-245, 84/06/20, 8407050196. 


— 3405310338 "Technical Evaluation of Integrity of Millstone Nuclear 
Power Station Unit 1 RCBP Piping Sys. " 

NAGATA.P.K.. EG&G, Inc. FINA-6429. EGG~FM-6256. 83/08/31. 

KOO.W.H, Division of Engineering. 41pp. 25417:290. 24X 

Fiche: 50-245, 84/06/20, 8407050196. 


8407030222 Forwards request for addl info re NUREG-0737, Item II.K. 3. 28, 
'* Verif i cat ion of Qua 1 i f i ca t i ons of Accumulators on Automatic 
Depressurization Sys Valves, " to complete review of util 
830615 submittal. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/28. COUNSIL, W, G, 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 7pp. 
25239:001, 24X Fi ch e: 50-245, 84/06/28, 8407030222. 


8407260267 Forwards rept documenting compliance w/GDC Sl> "Fractur 
Prevention of Containment Pressure Boundary," per 831215 
meeting. Supporting documentat ion end. 

FOSTER, D. 0. Georgia Power Co. 84/07/16. ADENSAM, E. G, 

Branch 4. DENTON Office of Nuclear Reactor Regulation, 

225pp. 25775:261. 24X F iche : 50-424, 04/07/ 16, 8407260267 


Li cans ir 
Direc t or 


F. Security, medical, emergency fire protection plans 


8407130298 Forwards response to Open Items 2. 1. 5 Z>. 2. 1, 6 of NUREG-0612, 
"Control of Heavy Loads" re special lifting devices S,. 
lifting devices, respectively. 

COUNSIL, W. G, Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W. G. Northeast Utilities. 84/06/29. CRUTCHFI ELD , D. 
Operating Reactors Branch 5. MILLER, U. R. Operating Reactors Branch 
3. lOpp, 25565:156. 24X Fiche: 50-000, 84/06/29, 8407130298. 


8407250349 Revised emergency plan implementing procedures , includ i 
4504 re personnel emerg ency , 42H re on-call procedure 
4221 re Unit 1 core damage estimate t'. index. W/840717 ltr, 
COUNSIL, W, 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 84/06/15. 
EISENHUT, D. G. Division of Licensing. 119pp. 25743’208 24X 

Fiche: 50-245, 84/06/15, 8407250349. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 



DOCKETED ITEMS 


8407160100 Discusses Tech Specs for limiting overtime for staff 
personnel* based on JR Miller 840611 Itr. Listed sections 
elaborate on util concerns re issue 

CQUNSIL. W. G. Connecticut Yankee Atomic Poujer Co. COUNSIL* W G. 
Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 

CQUNSIL, W. G. Northeast Utilities, 84/07/02 EISENHUT, D. G, 

Division of Licensing Spp 25600:349, 24X Fiche- 50-000, 84/07/02, 

8407160100 


8407060097 Generic Ltr 84-18 to all nonpotuer reactor licensees re 
filing of applications far licenses ?y amends Svc list encl. 
EISENHUT, D, G. Division of Licensing 84/07/06, Consolidated 
Edison Co. of Neu York, Inc I7pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097 


8407240325 Foruiards compliance ui/ 1 0CFR50, 44 re recombiner capability 
requirements, in response to Generic Ltr 84-09, Nitrogen 
inerted containment is primary means of combustion gas 
control. 

COUNSIL, W. G. Northeast Nuclear Energy Co (subs, oF Northeast 
Utilities), COUNS.IL, W. G, Northeast Utilities. 84/07/17. 

CRUrCHFIEI. D, D. Operating Reactors Branch 5, llpp, 25716' 342. 24X 

Fiche; 50-245, 84/07/17, 8407240325, 


8407240130 Forwards safety evaluation supporting util response to 
801222 generic ltr re control of heavy loads (Phase I). 

Guidelines of NUREO-0612, Sec tions 5.1.1 5.3 satisfied. 

PAULSON, W. A. Operating Reactors Branch 5, 84/07/19 COUNSIL. W.G, 

Northeast Nuclear Energy Co, (subs, of Northeast Utilities), 2pp. 
25723:087. 24X Fic h e : 50-245, 84/07/ 19, 84072401 30, 


— 8407240134 Safety evaluation supporting util response to 801222 generic 
ltr re control of heavy loads (Phase I ) , Gu id e 1 ine s of 
NUREG~0612 satisfied. 

Office of Nuclear Reactor Regulation, Director. 84/07/19. Ip. 
25723:089. 24X Fi c h e : 50-245, 84/07/ 19, 8407240130. 


— 8406290120 "Control of Heavy Load s. ( C- 10 ) , Mi 1 1 s tone Point Nuclear Power 
Station, Unit 1," technical evaluation rept, 

0OMBERGER, C. , AHMED, N. Franklin I ns t i tu t e /Fr an k 1 in R ©search 
Center. NRC-03-ai-130, TER-C5506-368, 84/06/27. SINGH, A. NRC - 

No Detailed Affiliation Given. 24pp. 25723:090. 24X 

Fiche: 50-245. 84/07/19, 8407240130. 


8407240255 Forwards safety evaluation re util 821101,830331,840112 fy. 
0419 submittals on post-accident sampling sys, TMI Action 
Ite,*n 11, B. 3. Post-acc ident sampling sys meets Item I I, B. 3 
cry:eria acceptable. 

PAW-SON. W.A. Operating Reactors Branch 5 84/07/19, COUNSIL, W.G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 9pp. 
25719:172, 24X Fi c h e : 50-245, 84/07/ 1 9, 8407240255 


Q, Inspection reports, IE Bulletins correspondence 


S407050035 Informs that response to IE Bulletin B3-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at faci 1 ities. Response 
requested within 60 days, 

EBNETER, S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407170,'I43 Forwards IE Insp Repts 50-245/84-07 50-336/84-09 on 

840402-06. No violations not ed. Conformance deficiency re 
post-accident reactor coolant will be addressed in 
enforcement action, 

MARTIN. T. T. Division of Engineering ?y. Technical Programs. 84/06/21. 

COUNSIL. W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp, 25627:088. 24X F i c he: 50-245, 84/06/21 , 84071 70443. 


— 8407170448 IE Insp Repts 50-245/84-07 50-336/84-09 on 840402-06. No 

violations noted. Major areas inspected: imp 1 ementation of 
NUREO-0737 task actions re post-accident sampling 
effluent ?< radiation monitoring, 

WHITE, J.R, Region 4, Office of Director HALL, A. , ROHRIG,N. 
Brookhaven National Laboratory. 84/06/18. 33pp. 25627:090. 24X 

Fiche; 50-245, 84/06/21 , 8407 1 70443. 


8407030437 Forwards add! info re insp program for IGSCC, per NRC 
request. 

COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/06/22. CRUTCHFIELD, D. Operating Reactors Branch 5. 
llpp. 25239:064, 24X Fi c h e : 50-245, 84/06/22, 8407030437. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New , 

York. Inc. 154pp. 25535:160. 24X Fiche ; 50-000, 84/06/26, 8406250214 


8406280311 IE Info Notice 84-52, "Inadequate Ma t 1 Procurement Controls 
on Part of Licensees Vendors," Svc list encl. 

JORDAN, E, L Division of Emergency Preparedness ■’k Engineering 
Response (Post 830103). 84/06/29 Consolidated Edison Co. of New 

York. Inc 124pp, 25602:151. 24X F i c he : 50-000, 84 /06/ 29, 84062803 1 1 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants " Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp, 25602:276. 24X F i c he : 50-000, 84 /07/ 05, 8407030085 


D4070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation l>. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl, 

JORDAN, E, L. Division of Emergency Preparedness ,'v. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neu 

York. Inc 122pp. 25602' 032, 24X F i c he ' 50-000, 84 /07/ 05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PU'Rs. " Svc list 
enc 1 . 

JORDAN, E L. Division of Emergency Preparedness ?•■. Engineering 
Response (Post 830103), 84/07/06 Consolidated Edison Co of Neu 

York, Inc. 236pp, 25865 286. 24X F ic he : 50-000, 84/07/ 06, 8407050274 , 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/07/10 Consolidated Edison Co. of New 

York, Inc I20pp. 25865.166. 24X F ic he ' 50-000, 84/07/ 10, 8407060251 


8407260290 Responds to IE Bulletin 84-02. Si x undervoltage protection 
sys relays at Haddam Neck Plant replaced w/GE Century Series 
relays during 1983 refueling outage. Rep lacement program 
status for Mil Istone, Uni ts 1 Z'. 2 encl, •’ 

COUNSIL, W G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), COUNSIL, W, 0 Connecticut Yankee Atomic Power Co, 
COUNSIL, W. G, Northeast Utilities. 84/07/10, HURLEY, T, E, Region 1, 
Office of Director. 4pp, 25776.341, 24X F i c he : 50-000, 84 /07/ 10, 

0407260290. 


8407230344 Discusses IE Insp Repts 50-213/83-25 50-245/84-07 

forwards notice of violation. 

MURLEY,T. E I Office of Director, 84/07/11, COUNSIL, W.G. 

Northeast -ir i"' Co. (subs, of Northeast Utilities), 

COUtdSIL.W G Connecticut Yankee Atomic Power Co. 4pp, 25726:152, 
24X Fiche: 50-000, 84/07/11 , 8407230344. 


— 8407230354 Notice of violation from insp on 840402-06, Vi ol at ion noted 
failure to implement ii. maintain post-accident sampling 
capability per NUREG-0737, I tem II. B, 3, 

MURLEY, T E. Region 1, Office of Director, 84/07/11. 2pp, 

25726' 159. 24X F i c h e : 50-000, 84/07 /1 1 , B407230344, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys " Svc list encl. 

JORDAN, E. L Division of Emergency Preparedness ^ Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York, Inc 108pp. 26057 245. 24X Fi ch e : 50-000, 84/07 /25, 8407230079. 


R. Periodic operating reports related correspondence 


8407300194 Monthly operating rept for June 1984. W/840713 ltr, 

HARRAN, G, , MROC ZKA, E, J, , HERBERT, R.J. Northeast Nuclear Energy Co, 
(subs, of Northeast Utilities), 84/06/30. 7pp. 25815:257, 24X 

Fiche: 50-245, 84/06/30, 8407300194, 


S. Reportable occurrences, LERs related correspondence 


8407170447 Informs of two defective 60-cell NCX-2550 batteries for use, 
in Class IE svc. Exam revealed jar-cover seal interruptions 
on 23 of 120 cells. Caused by insufficient sealant matl. 

Action taken to preclude recurrence. 

RICHARDS, A, C. GN8 Batteries, Inc. 84/06/20. MARTIN, T. Division of 
Engineering Technical Programs. 2pp. 25608:065, 24X 

Fiche; 50-245, 84/06/20. 8407170447 


8407030232 LER 84-01l~00;on 840520, two of six fire detector strings 
in condenser bay failed to actuate. Caused by thermal 
supervisory air pressure below spec. Weekly fire protection 
sys lineup check revised. W/B40626 ltr, 

THULL, T. S., MRDCZKA, E. J, Northeast Nuclear Energy Co, (subs, of 
Northeast Utilities). MROCZKA, E, J, Northeast Utilities 84/06/26. 
2pp. 25267:269, 24X Fi c h e: 50-245, 84/06/26, 8407030232. 
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DOCKETED ITEMS 


8407120182 Advises that AEQD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Pouer Reactorsi " r evi sued . Re c ommend s IE revise insp 
req.uirement to ensure licensee adherence to NRC regulations. 

DENTONf H. R Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES. C. J, Director's Office. Ip. 25559:007. 24X 

Fiche: 50--000- 84/07/05, 84071201S2. 


-~84O71202o5 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL~Z£FTAWV, M, Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche. 50-000. 84/07/05. 8407120182, 


8407200157 LER 84-012-00: on 840614, dur ing t es t i ng , three inservice 
safety relief topuork valves S/N1035, 1041 i>. 1042 failed to 
open at setpoint pressure. Caused by high friction at 
labyrinth seal Valves overhauled r ecert i f i ed. W/840713 Itr. 

THULL/T.S., HERBERT, R. J, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). HERBERT, R.U. Northeast Utilities. 84/07/13. 
2pp. 25697:242. 24X F ic h e : 50-245, 84/07/ 13, 8407200157. 


V. Operator Examinations 


9406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1 . 

E ISFNHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor 1 icense es , app 1 i cants 
for QLS/NSSS vend ors, reac tor vendors Xt AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if i jfati ons S*. exams, Svc list end, 

E ISENHUt, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03. 8407030097, 


DOCKET 50-247 INDIAN POItlT STATION, UNIT 2 


F, Security, medical, emergency fire protection plans 


8407240467 Forwards public version of revs to emergency procedures. 
Proprietary pages designated per Generic Ltr 31-27. 

□ 'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 83/10/27. 
NURLEY, T E, Region 1. Office of Director, 2pp, 25751:271. 24X 
Fiche: 50-003, 83/10/27, 8407240467. 


— 8407240472 Public version of revised emergency procedures, App A, 
"Site Emergency Roster" S,. App B, "Con Ed Medical Dept, 
Consultants it Agencies. " W/JM Felton 840717 release memo. 

■» Consolidated Edison Co. of New York, Inc. 83/10/27, 10pp. 

25751:273. 24X Fic he: 50-003, 83/10/27, 8407240467. 


8407240107 Forwards public version of revised emergency plan 
implementing pr oc edur es, i nc 1 ud ing App A re site emergency 
roster S' App B re operational support ctr roster, 

O'TOOLE, U.D. Consolidated Edison Co. of New York, Inc. 84/01/16, 
NURLEY, T. E, Region 1, Office of Director. 2pp, 25733:235, 24X 

Fiche: 50-003, 84/01/16, S407240107. 


— 8407240115 Public version of revised emergency plan implementing 
pr oced ur es , inc 1 ud ing App A re site emergency roster it App B 
re operational support ctr roster. W/JM Felton 840717 release 
memo. 

GAUNDY.R, D. , O'TOQLF.J. D, Consolidated Edison Co. of t4euj York, 
Inc, 83/12/30. 20pp, 25733:237. 24X Fiche: 50-003, 84/01 /16, 

8407240107. 


8407120546 Public version of revised emergency plan implementing 
pr oced ur es, i nc lud ing IP-1001 re mobilization of onsite 
emergency organization it IP-1035 re technical support ctr. 

W/a40420 ltr. 

O'TOOLE, U.D, Consolidated Edison Co. of New York, Inc. 84/04/16. 
MURLEY'T.E. Region 1, Office of Director. 34pp. 23559:323. 24X 

Fiche: 50-003, 84/04/16, 8407120546. 


8407120601 Public version of revised emergency plan implementing 
pr oced ur es, i nc lud ing App A re site emergency roster St 
App B re Con Ed medical dept, consultants it agenc ies. W/840418 
ltr. 

O'TOOLE, U.D. Consolidated Edison Co. of New York, Inc. 84/04/18. 
MURLEY,T.E. Region 1, Office of Director. 22pp. 25558:180. 24X 

Fiche: 50-003, 84/04/18, 8407120601, 


8407110514 Ack receipt of 840424 it 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 50-286/81- 
C5 = actions will be examined during future insp. 

I'Ei. ■; R Division of Engineering Zt Technical Programs. 
84/06/29, BRONS/U. c. Power Authority of the State of New York. 
2 pp, 25539:034. 24X Fiche: 50-286, 84/06/29, 8407110514 


— S407110540 Advises of current status of emergency planning public info 
booklets for 10~mile emergency planning zone. Booklets will 
be distributed in Fall 1984, 

BAYNE, U.P. Power Authority of the State of New York. O'TOOLE, U.D. 

Consolidated Edison Co. of New York, Inc. B4/06/08. MURLEY. T. E. 
Region 1, Office of Director. 2pp. 25539:042. 24X 

Fiche: 50-286, 84/06/29, 8407110514. 


B407100490 Responds to 840502 request for info re instrumentation for 
monitoring inadequate core cooling &■. util. 830323 response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737. 

O'TOOLE, U.D, Consolidated Edison Co. of New York, Inc. 84/07/03. 
VARGA, S, A. Operating Reactors Branch 1. 2pp. 25464:120. 24X 

Fiche: 50-247, 84/07/03, S407100490. 


8407100452 Requests 3-month schedule exemption for installation 8< 
testing of battery-backed emergency lighting units for fire 
protection. Ma jor cost savings would result from post-outrage 
installat ion. 

O'TOOLE, U.D. Consolidated Edison Co. of New York, Inc, 84/07/05. 
E ISENHUT, D. G. Division of Licensing. 2pp. 25464:106. 24X 

Fiche: 50-247, 84/07/05, 8407100452, 


8407170564 Responds to 840328,0412,24,0504 ^ 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power o p era t i on. Served on 840717. 

PALLADINO, N. U. Commissioners. DSD 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior Zt Insular Affairs. 5pp. 25864:143. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topi cs 
discussed included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50. 47, App E Zt NUREG— 0658 i>. status of 
alert Z. notification sys review process. 

UORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fi c h e : 50-000, 84/07/ 13, 8407170564. 


8407250347 Forwards response to concerns in NRC 840424 & 0629 Itrs 
transmitting SER on low temp overpressure protection sys. 

End clarifies info/assumptions in SER re plant-specific 
aspects of low temp overpressure protection sys, 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/07/17. 
VARGA, S. A. Operating Reactors Branch l, 5pp. 25739:283. 24X 

Fiche: 50-247, 84/07/17, 8407250347. 


G. Adjudicatory correspondence 


S407030136 Further response to FOIA request for all 1982 SECY papers, 
including SECY-B2-230, SECY-83-270 SECY-82-277. Info 

partially withheld (ref FQIA Exemption 5>, 

FELTON, U.M Division of Rules and Records. ' 84/05/15. WEISS. E.R, 
Union of Concerned Scientists. 3pp- 25409:185. 24X 

Fiche: 50-000, 84/05/15, 8407030136. 


--8407030147 Forwards proposed Commission decision in Indian Point 
special proceeding re util,UCS Z. Village of Buchanan, NY 
requests concerning ASLD ruling, NRC decision not to suspend 
or revoke licenses 4-. hearing si te , r espec t i v© 1 y . 

MALSCH, M. G. Office of the General Counsel. SECY-82-270. 

02/06/28. Ip. 25409:259. 24X Fiche: 50-000, 84/03/15, 8407030136. 


8407250200 Order referring New York PIRG 840409 it 0612 petitions for 
suspension of facilities to Director, IE for tr eatment, p er 
10CFR2 206. Served on 840724. 

CHILKfS, J. Office of the Secretary of the Commission. DSB 502. 
84/07/23. Public Interest Research Group, New York. 2pp. 

25735: 022. 24X Fiche: 50-247, 84/07/23, 8407250200. 


8407300495 Order inviting parties to submit views on Gleason dissent 
opinion at 433. Filings should be submitted within 14 days of 
order date. Served on 840730. 

CHILKiS. J. Office of the Secretary of the Commission. DSB 595. 
84/07/30. Office of the Executive Legal Director. 2pp. 
25812:299, 24X Fi ch e : 50-247, 84/07/30, 8407300495. 


K. Utility Final Safety Analysis Report (FSAR) Zt amends 


8407240350 Forwards Rev 2 to updated FSAR for Indian Point Unit 2, Vois 
1-10. Changes incorporate editorial effort undertaken to 
standardize format of updated FSAR Jk correct ty pograph ical , 
grammatical & syntax errors. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/07/20, 
DENTON, H.R Office of Nuclear Reactor Regulation, Director, 3pp. 
25756:001. 24X Fi ch e : 50-247, 84/07/20, 8407240350, 


— 0407240352 Rev 2 to updated FSAR for Indian Point Unit 2, Vols 1-10. 
* Consolidated Edison Co. of New York, Inc. 84/07/31. 607pp. 

25756: 004. 24X Fiche: 50-247, 84/07/20, 8407240350. 
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—8407240353 Rev 2 to Chapter 1 of updated FSAR for Indian PointiUnit 2* 
"Introduction Summary. " 

* Consolidated Edison Co, of Neu York, Inc. 84/07/31. 150pp. 

25756:041, 24X F i ch e : 50-247, 84/07/20, 8407240350. 


— 8407240389 Rev 2 to App 6B of updated FSAR for Indian Point. Unit 2. 
"Primary Sys Leak Detection Into Containment U'essel, Ind ian 
Po i nt Uni t 1 , " 

Consolidated Edison Co. of TJeuj York, Inc. 84/07/31. 6pp. 
25759:103. 24X F i c h e : 50-247, 84/07/20, 8407240350. 


-8407240355 Rev 2 to Chapter 2 of updated FSAR for Indian Point. Unit 2. 
"Site fy. Environ. “ 

■a- Consolidated Edison Co. of New York, Inc. 84/07/31. T'Spp. 
25756:193, 24X F i c h e : 50-247, 84/07/20, 8407240350. 


— S40724Q390 Rev 2 to App 6C of updated FSAR for Indian Point. Unit 2, 
"Post-Accident Containment Environ," 

* Consolidated Edison Co. of New York. Inc. 84/07/31. 52pp. 

25759.109. 24X Fi ch e: 50-247, 84/07/20, 8407240350. 


-8407240356 Rev 2 to App 2A of updated FSAR for Indian Point. Unit 2. 
"Meteorological Update, Sept 1981." 

» Consolidated Edison Co. of New York, Inc, 84/07/31. Ip. 
25756:266. 24X Fiche; 50-247, 84/07/20, 8407240350. 


B407240359 Rev 2 to App 213 of updated FSAR for Indian Point. Unit 2. 
“Indian Point FSAR Update - Geology fy Seismology." 

■» Consolidated Edison Co. of New York, Inc, 84/07/31. Ip. 
25756:267. 24X Fi c h e : 50-247. 84/07/20, 8407240350. 


8407240360 Rev 2 to Chapter 3 of updated FSAR for Indian Point. Unit 2, 
"Reactor. *' 

* Consolidated Edison Co. of New York, Inc. 84/07/31. 199pp. 

25756:269. 24X Fiche: 50-247, 84/07/20, 8407240350. 


8407240361 Rev 2 to App 3A of updated FSAR for Indian Point, Unit 2. 
"Experimental Verification of Calculations for Boron 
Burnable Poison Rods. " 

Consolidated Edison Co. of New York. Inc. 84/07/31. 7pp. 
25757: 108. 24X Fiche; 50-247, 84/07/20. 8407240350. 


-8407240393 Rev 2 to App 6D of updated FSAR for Indian Point, Unit 
"Spray Sys Matls Compatibility for Long-Term Storage of 
Sodium Hydroxide. " 

* Consolidated Edison Co. of New York, Inc. 84/07/31. 13pp. 


• 1 “SC? 


. R4/07/PO. 8407240350, 


— B407240396 Rev 2 to Chapter 7 of updated FSAR for Indian 
"Instrumentation Control." 

Consolidated Edison Co. of New York, Inc, 84/07/31. 
25759:173. 24X Fi ch e : 50-247, 84/07/20, 8407240350. 


Point, Unit 
247pp. 


2 , 


— 8407240397 Rev 2 to Chapter 8 of updated FSAR for Indian Point. Unit 2. 
"Electrical Sys, " ^ 

•» Consolidated Edison Co. of New York, Inc. 84/07/31. 92pp. 

25760:060. 24X F i c h e : 50-247, 84/07/20, 8407240350. 


8407240400 Rev 2 to Chapter 9 of updated FSAR for Indian Point. Unit e., 

"Auxiliary Emergency Sys. " 

» Consolidated Edison Co. of New York. Inc. 84/07/31. 220pp. 

25760:152. 24X Fic he : 50-247. 84/07/20, 8407240350. 


-8407240363 Rev 2 to App 3B of updated FSAR for Indian Point. Unit 2. 
"Power Distribution Control. " 

* Consolidated Edison Co. of New York. Inc, 84/07/31. Upp- 
25757:115. 24X Fich e; 50-247. 84/07/20, 8407240350. 


— 8407240401 Rev 2 to Chapter 10 of updated FSAR for Indian 
"Steam Power Conversion Sys. ” 

Consolidated Edison Co. of New York. Inc. 84/07/31. 
25761:012. 24X Fi c he : 50-247. 84/07/20, 8407240350. 


Point. Unit 2. 
66pp. 


-8407240366 Rev 2 to Chapter 4 of updated FSAR for Indian Point. Unit 2. 
"RCS. " 

«• Consolidated Edison Co. of New York. Inc. 84/07/31. 125pp. 

25757:126. 24X Fich e : 50-247, 84/07/20, 8407240350, 


— 8407240403 Rev 2 to Chapter 11 of updated FSAR for Indian 
"Waste Disposal S'. Radiation Protection Sys." 

■M- Consolidated Edison Co. of New York, Inc. 84/07/31. 
25761:077. 24X Fiche; 50-247, 84/07/20. 8407240350. 


Point.Unit 2. 
124pp. 


-8407240368 Rev 2 to App 4A of updated FSAR for Indian Point. Unit 2. 
"Determination of Reactor Pressure Vessel Nil-Ductility 
Trans i t ion Temp. " 

* Consolidated Edison Co. of New York. Inc, 84/07/31. 7pp. 
25757:252. 24X Fi ch e ; 50-247, 84/07/20, 8407240350. 


—8407240405 Rev 2 to App llA of updated FSAR for Indian Point. Unit 2. 
"Determination of Average Annual Atmospheric Dilution 

»^'^Consol idated Edison Co. of New York, Inc. 84/07/31. 5pp, 
25761:202. 24X Fi ch e: 50-247. 84/07/20. 8407240350. 


8407240369 Rev 2 to App 4B of updated FSAR for Indian Point. Unit 2. 
"Support Structures for RCS Components." 

« Consolidated Edison Co. of New York, Inc. 84/07/31. 4pp. 
25757: 259. 24X Fiche; 50-247. 84/07/20, 8407240350. 

# 


8407240371 Rev 2 to App 4C of updated FSAR for Indian Point. Unit 2. 
"Sensitized Stainless Steel.” 

* Consolidated Edison Co. of New York. Inc. 84/07/31. 12pp. 

25757: 263. 24X Fiche; 50-247. 84/07/20. 8407240350. 


8407240375 Rev 2 to Chapter 5 of updated FSAR for Indian Point, Unit 2. 
"Containment Sys. " 

Consolidated Edison Co, of New York. Inc. 84/07/31. 232pp. 

25757:276 , 24X Fi ch e : 50-247. 84/07/20, 8407240350. 


“3407240378 Rev 2 to App 5A of updated FSAR for Indian Point, Unit 2, 
"Containment Design Rept, " 

Consolidated Edison Co. of New York. Inc. 69/03/31. Ip. 
2575S; 148. 24X Fi ch e : 50-247. 84/07/20. 8407240350. 


8407240380 Rev 2 to App 5B of updated FSAR for Indian Point, Unit 2. 
"Containment Liner Stress Analysis Rept. " 

* Consolidated Edison Co. of New York. Inc. 68/07/31. ip. 
25758:149. 24X Fi c he : 50-247. 84/07/20. 8407240350. 


8407240382 Rev 2 to App 5C of updated FSAR for Indian Point. Unit 2, 
"Rept on Containment Bldg Liner Plate Buckle in Vicinity 
of Fuel Transfer Canal. " 

# Consolidated Edison Co. of New York, Inc, 68/01/31. Ip. 

25758 : 1 50. 24X Fiche; 50-247. 84/07/20. 8407240350. 


8407240383 Rev 2 to Chapter 6 of updated FSAR for Indian Point. Unit 2. 
"ESF. " 

* Consolidated Edison Co. of New York, Inc. 84/07/31. ,2B3pp. 

25758:152. 24X Fiche; 50-247. 84/07/20. 8407240350. 


8407240387 Rev 2 to App 6A of updated FSAR for Indian Point. Unit 2. 
"Iodine Removal Effectiveness Evaluation of Containment 
Spray Sys. " 

■> Consolidated Edison Co. of New York. Inc. 84/07/31. 29pp. 

25759:075, 24X Fic he: 50-247. 84/07/20. 8407240350. 


— 8407240407 Rev 2 to App llB of updated FSAR for Indian Point, Unit 2* 
"Determination of River Water Dilution Factors Between 
Indian Point Site St Nearest Public Drinking Water Intakes." 

» Consolidated Edison Co. of New York, Inc. 84/07/31. 20pp. 

25761:206. 24X Fi ch e : 50-247, 84/07/20, 8407240350. 


— 8407240408 Rev 2 to App IIC of updated FSAR for Indian Point. Unit 2. 
"Demonstrati on of Compliance of Releases W/10CFR20 Limits." 

* Consolidated Edison Co. of New York, Inc. 84/07/31. 33pp. 

25761:226. 24X Fi ch e ; 50-247. 84/07/20, 8407240350. 


-8407240411 Rev 2 to App 1 ID of updated FSAR for Indian Point, Unit 2, 
"Portable Radioisotope Decontamination Ki t . Dec ontami na t i on 
Instructions. 


Consolidated Edison Co. of New York, Inc. 84/07/21. 

- I aa/n7/on. fl4O7P40350. 


6pp. 




--8407240412 Rev 2 to App HE of updated FSAR for Indian Point, Unit 2. 
"Emergency Decontaminat ion Apparatus for Std Hosp 
Stretcher. " , . 

Consolidated Edison Co. of New York. Inc. 84/07/31. 4pp, 
25761:266. 24X Fiche; 50-247. 84/07/20. 8407240350. 


— 8407240414 Rev 2 to Chapter 12 of updated FSAR for Indian Point. Unit 
"Conduct of Operations. " 

* Consolidated Edison Co. of New York. Inc, 84/07/31. 19pp. 

25761:270. 24X Fiche: 50-247. 84/07/20. 8407240350, 


— 8407240417 Rev 2 to Chapter 13 of updated FSAR for Indian 
"Tests S'. Operations. " 

# Consolidated Edison Co. of New York, Inc. 83/07/31. 
25761:291. 24X Fi ch e : 50-247. 84/07/20, 8407240350. 


Point. Unit 
6lpp. 


— 8407240419 Rev 2 to Chapter 14 of updated FSAR for Indian Point, Unit 
"Safety Analysis." 

* Consolidated Edison Co. of New York. Inc. 84/07/31. 564pp. 

25761:353. 24X Fich e: 50-247, 84/07/20. 8407240350. 



--8407240423 Rev 2 to App 1 4A of updated FSAR for Indian Point/Unit 2» 
"Likelihood Consequences of Turbine Overspeed at Indian 
Point Nuclear Generating Unit 2. " 

Consolidated Edison Co. of New Yorki Inc. 70/07/31. Ip. 
25763-197 24>: F i c h e : 50-247, 84/07/20 , 8407240350. 


P. Operating license stage documents correspondence 


8407030008 Forwards Amends 32 90 to Licenses DPR-5 & DPR-26., 

respectively, safety evaluation & technical evaluation rept. 

Amends establish radiological effluent Tech Specs by adding 
specs to App A 

PEDERSEN, R. L. Operating Reactors Branch 1. 84/06/06. O'TOOLE, J.D. 

Consolidated Edison Co, of New York, Inc. 5pp. 25410:210. 24X 

Fiche; 50-003, 84/06/06, 8407030008. 


8308240241 "Radiological Effluent Tech Spec Implementation (A-2), Indian 
Point Nuclear Power Plant Unit 2," technical evaluation 
rept. 

FERNANDEZ, C, Franklin Institute/Franklin Research Center. 
NRC-03-ai-130. TER-C5506-093. 83/08/22. CONGEL, F. , WILLIS, C. 

NRG - No Detailed Affiliation Given. 34pp. 66933:002. 24X 

Fiche: 50-003, 84/06/06, 8407030008. 


— 8407030012 Amends 32 St 90 to Licenses DPR-5 S,. DPR-26 respectively, 
establishing radiological effluent Tech Specs by adding 
specs to App A. 

UARGA, S. A, Operating Reactors Branch 1. 84/06/06. ‘^'^pp. 

25410:215. 24X Fiche : 50-003, 84/06/06. 8407030008. 


— 8407030019 Safety evaluation .,p: -T-t: -ii ^nend 90 to License DPR-26. 

Office of Nuclear Reactor R-- i ■ Director. 84/06/06. 9pp. 
25410:314. 24X Fi c h e : 50-003, 84/06/06, 8407030008. 


8407020023 Forwards safety evaluation supporting Amends 32 it 90 to 
Licenses DPR-5 Zt DPR-26. r esp ec tive 1 y , inadvert en tl y omitted 
from previous submi ttal . W/o evaluation for Amend 32 to 
License DPR-5. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/20. Q'TOOLE. J. D. 

Consolidated Edison Co. of Neu York, Inc. Ip. 25225:329. 24X 

Fiche: 50-003. 84/06/20. 8407020023. 


■8407020028 Safety evaluation supporting Amend 90 to License DPR-26. 
Evaluation inadvertently omitted from 840606 submittal. 

Office of Nuclear Reactor Regulation, Director. 84/06/06. 9pp. 
25225:330, 24X Fiche: 50-003, 84/06/20, 8407020023. 


8407020070 Forwards application for amend to Licenses DPR-5 & DPR-26, 
reflecting new LER sys addl changes to reporting 
requirements, 

O'TQOLE.J.D, Consolidated Edison Co, of New York, Inc. 84/06/20. 
VARGA, S, A. iFo-atir: R o r. r "ranch 1, Ip. 25220:014. 24X 

Fiche: 50-003 /o--. ■'2:. :;4:! 70 


— 8407020077 Application for amend to Licenses DPR-5 i: DPR-26, ref lecting 
new LER sys i/. reporting requirements. 

O'TOOLE, U.D. Consolidated Edison Co, of New York, Inc. 84/06/20. 
3pp. 25220:015 . 24X F ic h e : 50-003, 84/06/20, 8407020070. 


■B4070200S8 Proposed Tech Sp ecs, revi s ing reporting requirements for LER 
sys. 

Consolidated Edison Co. of New York, Inc. 84/06/30. 24pp. 

25220:018. 24X Fiche : 50-003, 84/06/20, 8407020070. 


8407120030 Forwards SER supporting Westinghouse Owners Group design 
mods submitted on 830614 in response to Generic Ltr 83-28, 

Item 4.3, "Reactor Trip Breaker Automatic Shunt Trip," 

VARGA, S, A. Operating Reactors Branch 1. 84/06/22. 0 'TOOLE, U.D. 

Consolidated Edison Co, of New York, Inc. 4pp. 25572 : 353 . 24X 

Fiche: 50-247, 84/06/22, 8407120030. 


--8407110133 Safety evaluation of Multi-Plant Action Item B-4, 
"Overpressure Protection Sys. " Sys adequate solution to 
problem of transients at low temp & pressure. 

* NRC - No Detailed Affiliation Given. 84/06/28, 16pp. 

25542:080. 24X Fi c h e : 50-247, 84/06/28, 84071 10 129, 


8407110143 Forwards safety evaluation of post— acc ident sampling sys 
<NUREG-0737, Item 1 1. B. 3 ) . P 1 an t meets lO of 11 criteria. 

Procedure for estimating extent of core damage due by 
841030. 

VARGA, S. A. Operating Reactors Branch 1 84/06/28. O'TOOLE, J.D. 

Consolidated Edison Co, of New York, inc. 11pp. 25537:332. 24X 

Fiche: 50-247, 84/06/28, 84071 10143. 


8407020065 Board Notification 84— 123: forward s info re Westinghouse 
reactor coolant pump <RCP) s ea 1 s . El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp t. leakage flow rate in pumps w/o seal cooling. 
EISENHUT, D. G. Division of Licensing. 84/06/29. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 7pp. 25465:299. 24X 

Fiche: 50-000, 84/06/29, S407020065. 


— 8406280333 Summarizes 840416—17 meetings w/Elec tr ic ite De Franc© in 
Paris, France re reactor coolant pump seal behavior, per 
D Eisenhut 830921 memo to Commission R Vollmer 840406 memo 
re Board Notification 83-139. 

VGLLMER-R.H. Division of Engineering. 84/06/21, EISENHUT, D. G. 
Division of Licensing. 2pp. 25465:306. 24X Fic he : 50-000, 

84/06/29, 8407020065. 


8407060241 Forwards Amend 1 to 830214 application to amend License 
DPR-26, chang ing Tech Specs to specify action required when 
limiting condition for operation exceeded %>. to clarify 
applicability of conditions for emergency power sources. 

Q'TOOLE, U.D. Consolidated Edison Co. of New York, Inc. 84/06/29. 
VARGA, S. A. Operating Reactors Branch 1. Ip. 25426:069. 24X 

Fiche: 50-247, 84/06/29, 8407060241. 


■8407060247 Application for amend to License DPR— 26, changing Tech Specs 
to specify action required when limiting condition for 
operation (LCD) exceeded & to clarify applicability of LCDs 
when normal or emergency power sources inoperable. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/06/29. 
2pp. 25426:070. 24X F i c h e ; 50-247, 84/06/29, 8407060241 . 


-8407060254 Proposed Tech Sp ec s, sp ec i f y ing action required when limiting 
condition for operation (LCO> exceeded fy. clarifying 
app licabi 1 ity of LCDs when normal or emergency power sources 
for safety-related equipment inoperable. 

* Consolidated Edison Co. of New York, Inc. 84/06/30. 23pp. 

25426:072. 24X Fiche: 50-247, 84/06/29, 8407060241. 


8407100467 Forwards final rept, "Experimental Evaluation of Polytropic 
Index of Nitrogen gI^s Used in Boron Injection Tanks. " Rept 
describes test program, sea 1 ing criteria 8t test results, 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/06/29. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 25458:280. 24X 

Fiche: 50-247, 84/06/29, 8407100467. 


-8407100479 Final rept, "Experimental Evaluation of Polytropic Index 
of Nitrogen Gas Used in Boron Injection Tanks. " 

BADR, 0. Lehigh Univ. , Bethlehem, PA. BADR, 0. Commonwealth Edison 
Co. 84/06/30. 113pp. 25458:283. 24X Fiche : 50-247, 84/06/29, 

8407100467. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability. 

Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 



8407270188 Forwards erratum to Amend 2 to 840410 "Indian Point 
Probabilistic Safety Study." correcting Figure 7, 2-10A-3 in 
Unit 2 addl seismic analysis section. 

O'TOOLE. J.D. Consolidated Edison Co, of New York, Inc. BAYNE, J.P. 
Power Authority of the State of New York. 84/07/12, DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip, 25788:354. 24X 

Fiche; 50-247, 84/07/12, 8407270188. 


--8407270201 Erratum to Amend 2 to "Indian Point Probabilistic Safety 
Study," correcting Figure 7. 2-10a-3 in Unit 2 addl seismic 
analysis section. 

«■ Consolidated Edison Co. of New York, Inc, ■» Power Authority of 
the State of Neu York. 84/05/31. 3pp. 25788:355, 24X 

Fiche: 50-247, 84/07/12, 8407270188, 


8407260187 Forwards response to 840529 Itr re external flooding 
cond i tions 

Q'TOOLE, J. D. Consolidated Edison Co. of New York, Inc. 84/07/20. 
VARGA, S. A. Operating Reactors Branch 1. 4pp. 25779:248. 24X 

Fiche: 50-247, 84/07/20, 8407260187, 


Q. Inspection reports, IE Bulletins it correspondence 


8407030069 Ac k receipt of 840508 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/83-19. 

MARTIN, T. T. Division of Engineering Se Technical Programs. 84/06/18. 

D'TOOLE, J. D. Consolidated Edison Co, of New York, Inc. 2pp. 
25279:024, 24X Fi ch e : 50-247, 84/06/ 18, 8407030069, 


”8407030072 Responds to NRC 831215 Itr re violations noted in IE Insp 
Rept 50-247/83-19. Vi 0 la ti on disputed. Two puncture holes in 
transport package did not reduce effectiveness of package, 

0 'TOOLE, J, D. Consolidated Edison Co. of New York, Inc. 84/05/08. 
MARTIN, T. T. Division of Engineering Technical Programs, 3pp. 
25279:026. 24X Fich e: 50-247, 84/06/18, 8407030069. 


8407050035 Infor.ts that response to IE Bulletin 83-07 did not include 
req^uested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i ti es . Re spon se 
req.uested within 60 days, 

EBNET£R,S, D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche; 50-000, 84/06/18, 8407050035. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness &>. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi c he : 50-000, 84/06/26, 8406250214. 


9407030339 Ack receipt of 840529 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-247/84-03. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/26. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 
25272:150. 24X Fiche : 50-247, 84/06/26, 8407030339. 


•8407030342 Responds to NRC 840426 Itr re violations noted in IE Insp 
Rept 50-247/84-03. Correc tive actions: matl in warehouse 
reinspected for damage. Matl protected , segregated 
stored in accordance w/QA program. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/05/29. 
MARTIN, T. T. Division of Engineering Technical Programs. 4pp. 
25272:152. 24X Fic he: 50-247, 84/06/26, 8407030339. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

■JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fiche : 50-000, 84/06/29, 840628031 1. 


8407060113 Forwards requests for relief from ASME Boiler Pressure 
Vessel Code, Section XI,NDE requirements. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 84/06/29. 
VARGA, 8. A. Operating Reactors Branch 1. 7pp. 25428:295. 24X 

Fiche: 50-247, 84/06/29, 8407060113. 


8407090237 Informs that enforcement action deferred re violation of 
10CFR71.97, "Advance Notification of Shipment of Nuclear 
Uaste. " Corrective actions to prevent recurrence of 840502— 

04 shipment w/o notification will be reviewed in next insp. 

MARTIN, T. X- Division of Engineering Jk Technical Programs. 84/07/03. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 2pp. 

25451: 361. 24X Fiche: 50-247. 84/07/03, 8407090237. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerob ic Adhesive/Sealan ts. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X Fi che : 50-000, 04/07/05, 8407030085. 


B4070300B9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Zi Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York. Inc 122pp. 25602:032. 24X F ic he : 50-000, 84/07/05, 8407030089 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche ; 50-000, 84/07/06, B407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 94/07/10. Consolidated Edison Co, of New 

York, Inc, 120pp. 25865:166. 24X F iche : 50-000, 84/07/ 1 0. 8407060251 . 


8407230005 Notification of Significant Licensee Meeting 84-64 on 840718 
in Buchanan, NY to discuss findings of Special Radiation 
Protection Insp 84-13 conducted on 840612-15 & 0705-06. 

NIMITZ,R,, BELLAMY, R. Region 1, Office of Director, 84/07/11. 

Region 1, Office of Director. . Ip. 25727:322. 24X 

Fiche: 50-247,84/07/11, 8407230005. 


8407270186 Forwards ca,T4.inents on closeout rept for IE Bulletin 79-11, 
"Faulty Overcurrent Trip Device in Circuit Breakers for 
Engineered Safety Sys," in response to 840629 Itr . Mar k ed-u p 
NUREG/CR-3792, "Closeout of IE Bulletin 79-11," end. 

BAER,R L. Engineering Generic Communications Branch. 84/07/18. 
LOFY,R.A. Parameter, Inc. 36pp. 25799:317. 24X 

Fiche: 50-247, 84/07/18, 8407270186. 


8407230079 IE Info Notice S4-5S. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Urong Unit, Wrong Train or 
Wrong Sys " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness S- Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079, 


R. Periodic operating reports &: related correspondence 


8407020185 Monthly “ r - -j -opt May 1984, W/840615 Itr. 

BLATT, M., O'TOOLE O C -r n ! ; : (i Edison Co. of New York, Inc. 
84/05/31. MCDONALD, W. 0. Office of Resource Management, Director. 
5pp. 25217:357, 24X Fi c h e : SO-247, 84/05/31 , 8407020185 


8407300391 Monthly operating rept for June 1984. W/84071 5 Ibr. 

BLATT, M., O'TDOLE, J. D. Consolidated Edison Co. of New York, Inc, 
84/06/30. 6pp. 25815:067, 24X Fi ch e : 50-247, 84/06/30. 8407300391 , 


S. Reportable occurrences, LERs related correspondence 


8407270216 LER 84-006-00: on 84061 1, d ur ing surveillance of isolation 
valve seal water sysioverall sys leakage in excess of 
acceptance cr i ter i a. Caus e d by leakage through isolation 
valves for auxiliary steam supply line, W/840711 Itr, 

BLATT, M, , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/07/11. 3pp. 25792:359. 24X Fi che; 50-247, 84/07/11 , 840 7270216, 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, c onf irming 840712 te 1 c on. C losur e of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE.E. P. Westinghouse Electric Corp, 84/07/13. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fic he: 50-000, 84/07/13, 8407250326. 


T. Hearing transcripts on non-antitr ust matters 


8407250230 Transcript of ACRS Subcommittee on Class-9 Accidents 840723 
meeting in Wash ing ton, DC. Pp 1-263, Supp ort ing documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/23. 

415pp. 25749:072. 24X Fich e: 50-003, 84/07/23, 8407250230. 


8407310009 Transcript of 840723 briefing in Wash ing ton, DC re Indian 
Point special proceeding. W/attachments. Pp. 1-111. 

* Commissioners. 84/07/23, 130pp. 25864:012, 24X 

Fiche: 50-003, 84/07/23, 8407310009, 
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DOCKETED ITEMS 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for neai — term OL app 1 icants . Svc list 
enc 1 . 

EISENHUT. D. G, Division of Licensing, 84/06/27, Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27. 8406270142, 


8407030097 Generic Ltr 84--17 to all power reactor 1 i c ens ees, ap p 1 icants 
far OLs.NSSS vend or s , r eac t or vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications S( exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of fJeu York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8407090237 Informs that enforcement action deferred re violation of 
10CFR71.97i "Advance Notification of Shipment of Nuclear 
Waste. " Corrective actions to prevent recurrence of 840502- 
04 shipment w/o notification will be reviewed in next insp. 

MARTIN, T. T. Division of Engineering 8< Technical Programs. 84/07/03. 

O'TOOLE, J.O. Consolidated Edison Co. of New York, Inc. 2pp. 
25451:361. 24X Fiche: 50-247, 84/07/03, 8407090237. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency h fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone d irectory. W/840530 release memo. 

CALLE, D.P. Commonuealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche: 50-000, 84/04/26,8407120545. 


8407060242 Emergency plan implementing procedure indices for Chapters 
500, "Maintaining Emergency Preparedness" & 300, "Emergency 
Measures," deleting sections as ind icated . W/840621 
transmittal forms. 

■» Commonwealth Edison Co. 84/06/21. 7pp. 25426:095, 24X 

Fiche-: 50-010, 84/06/21. 8407060242. 


8407050132 Informs that submittal containing identified addl exemption 
requests, schedules for previously identified mods %>, newly 
developed mods resulting from reverification of App R 
requirements will be transmitted by 840803. 

RYBAK, B, Commonwealth Edison Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 25284:355 . 24X 

Fiche: 50-237, 84/06/27, 8407050132. 


8407240220 Forwards IE Insp Repts 50-237/84-10 & 50-249/84-09 on 
840604-06. No noncomp 1 iance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co. 2pp. 25730:266. 24X Fiche: 50-237, 84/06/28, 

8407240220. 


--8407240224 IE Insp Repts 50-237/84-10 fy. 50-249/84-09 on 840604-06. No 
noncompl iance or deviations noted, Major areas inspected: 
emergency preparedness exercise re key functions 
locations. 

PLOSKI.T. , CHRlSTOFt-ER, G. , PHILLIPS, M.P. Region 3, Office of 
Director. 84/06/28. 24pp. 25730:268- 24X Fiche: 50-237, 84/06/28, 

8407240220. 


--8407050308 Rev 2 to updated FSAR. 

* Commonwealth Edison Co, 84/06/30. 151pp. 25295:332. 24X 

Fiche: 50-000, 84/06/28, 8407050304. 


P. Operating license stage documents 8< correspondence 


8407020282 Responds to 840518 request re environ qualification of 
electrical equipment. App 1 icab 1 e justification for 
continued operation currently being relied on submitted in 
Rybak 840521 ltr. 

RYBAK, B. Commonwealth Edison Co. 84/06/22. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ip. 25216; 351. 24X 

Fiche: 50-000, 84/06/22, 8407020282. 


8407160304 Forwards notice of consideration of issuance of amends to 
Licenses DPR-19 8< DPR-25 it proposed NSHC determination & 
opportunity for hearing. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25607:261. 24X Fic he: 50-237, 84/06/22, 

8407160304. 


— 8407160308 Notice of consideration of issuance of amends to Licenses 
DPR— 19 if. DPR-25 5k proposed NSHC determination it opportunity 
for hearing on util 840611 request to revise Tech Spec 
format. 

EMCH, R. L. Operating Reactors Branch 5. 84/06/22. 6pp. 

25607:263. 24X Fic h e: 50-237, 84/06/22, 8407160304, 


8407030092 Provides requested info supporting conclusion that 
containment recombiner capability ii atmospheric containment 
air dilution sys not required. 

RYBAK, B. Commonwealth Edison Co. 84/06/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25267: 186. 24X 

Fiche: 50-000, 84/06/25, 8407030092. 


8407030247 Forwards draft "Control of Heavy Loads - Phase II, Dresden 
Units 2 3," technical evaluation rept.Rept based on util 

response to Sections 5. 1.2-5. 1.6 of 801222 generic ltr, 

"Control of Heavy Loads (Phase II >, " 

CRUTCHFIELD, D. Operating Reactors Branch 5, 84/06/28, FARRAR, D.L. 

Commonwealth Edison Co. 2pp. 25270:315. 24X Fiche: 50-237. 84/06/28, 

8407030247. 


— 8407030257 Draft "Control of Heavy Loads - Phase II, Dresden Units 2 
3," technical evaluation rept. 

SHOOK, T. A., AHMED. N. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-451/452 DR. 84/06/15. SINOH, A. Office 

of Nuclear Reactor Regulation. Director. 31pp. 25270:317. 24X 

Fiche: 50-237. 84/06/28, 8407030247. 


8407030401 Advises of review it. approval of Revs 24 it 25 to QA topical 
rept, per 830713 St 0822 Itrs. App B requirements satisfied. 

NCRELIUS, C. E. Division of Project St Resident Programs. 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000, 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins it data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840920, 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000.84/06/30. 8407060235. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407090197 Provides addl info re post-accident sampling sys. per 
NUREG-0737, Item II. 3. 3. 

RYBAK, B, Commonwealth Edison Co. 84/07/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25443:359. 24X 

Fiche; 50-000, 84/07/02, 8407090197. 


8407090258 Forwards request for addl info to complete review of 
NUREG-0737, I terns I.A. 2. 1, "Immediate Upgrading of Reactor 
Operators it Senior Operators'* it II. 0.4, "Training for 
Mitigating Core Damage. " 

CRUTCHFIELD, D, Operating Reactors Branch 5. 84/07/02. FARRAR, D.L. 

Commonwealth Edison Co. 10pp. 25450:176. 24X Fi che : 50-000, 

84/07/02,8407090258. 


8407160148 Forwards response to request for addl info re equipment 
qualification temp profiles inside containment. 

Environmentally qualified temp monitoring sys will be 
installed so operator may monitor temp it take action. 

RYBAK, B. Commonwealth Edison Co. 84/07/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 9pp. 25600:257. 24X 

Fiche: 50-000, 84/07/02, 8407160148. 
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8407060097 Generic Ltr B4-1B to all nonpouier reactor licensees re 
-filing of applications for licenses & amends, Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of rJeuj York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06. 8407060097. 


8407120039 Notification of 840716 meeting w/util in BethesdaiMD to 
discuss issues re Tech Specs involving Apps 0 & H 
req,uirements, 

GILBERT. R. A. Operating Reactors Branch 5. 84/07/09. CRUTCHFIELD. D. 

Operating Reactors Branch 5. 3pp. 25551:012. 24X 

Fiche: 50-237. 84/07/09. 8407120039. 


8407200228 Forwards request for addl info re plant-unique analysis rept 
review. Meeting to discuss request before responses 
completed scheduled for 840809 to eliminate 
misunderstandings, 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/13. FARRAR, D. L. 

Commonwealth Edison Co. 6pp. 25692:325. 24X Fich e: 50-000. 84/07/13, 

8407200228. 


Q. Inspection reports. IE Bulletins & correspondence 


8407020404 Forwards addendum to IE Insp Repts 50-010/83-15.50-237/83-25 
& 50-249/83-23. Addendum consists of analyses of beta 
emitters in liquid sample collected during insp. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/06/25. REED, C. 
Commonwealth Edison Co. Ip. 25217:260. 24X Fi ch e : 50-010. 84/06/25. 

8407020404. 


— S407020420 Addendum to IE Insp Repts 50-010/83-15,50-237/83-25 & 
50-249/83-23, consisting of analyses of beta emitters in 
liquid sample collected during insp. 

# Director's Office. Office of Inspection and Enforcement. 
84/06/25, Ip. 25217:261. 24X Fiche: 50-010, 84/06/25. 8407020404. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8407240220 Forwards IE Insp Repts 50-237/84-10 50-249/84-09 on 

840604-06. No noncomp liance noted. 

PAPERIELLO, C. J. Region 3. Office of Director. 84/06/28. REED.C. 
Commonwealth Edison Co. 2pp. 25730:266. 24X Fiche: 50-237, 84/06/28. 

8407240220. 


—8407240224 IE Insp Repts 50-237/84-10 4-. 50-249/84-09 on 840604-06. No 
noncompliance or deviations noted. Major areas inspected: 
emergency preparedness exercise re key functions it 
locations, 

PLOSKI.T, , GLOERSEN, W. , SNELL, W. Region 3, Office of Director. 
84/06/28. 24pp. 25730:268. 24X Fiche: 50-237. 84/06/28, 8407240220. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees 8< Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp, 25602:151. 24X Fiche : 50-000, 84/06/29, 8406280311. 


8407240548 Forwards IE Insp Repts 50-010/84-09, 50-237/84-U & 
50-249/84-10 on 840522-0615 & notice of vio lation. W/o 
notice of violation. 

SHAFER. W. D. Region 3. Office of Director. 84/07/03. REED, C. 

Commonwealth Edison Co, 2pp. 25731:075. 24X Fiche: 50-010, 84/07/03, 
3407240548. 


— 8407240551 IE Insp Repts 50-010/84-09.50-237/84-11 it 50-249/84-10 on 
840522-0615. Noncomp liance noted : inadequate surveillance 
testing of cardox sys. 

CHRISSOTIMOS, N. Region 3. Office of Director. 84/06/27, 12pp. 

25731:077. 24X Fi c he : 50-0 10. 84/07/03, 8407240548. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «< Other 
Anaerobic Adhesive/Sealants, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness *t Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc, U9pp. 25602:276. 24X Fic he; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, “Deficiencies in Design Base 
Documentation i< Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness *t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X Fic he: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Pr'eparedness 8t Engineering 
Response (Post' 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865.166. 24X F ic he : 50-000, 84/07/ 10- 8407060251 . 


8407170263 Forwards plans 5, schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden, 

Coils for HFA relays at Draidwood replaced. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/07/11. KEPPLER. J. G. 
Region 3, Office of Director, 13pp. 25616:179. 24X 

Fiche: 50-000, 84/07/ 1 1 , 8407170263. 


8407240556 Forwards revised notice of violation for IE Insp Repts 
50-010/84-09,50-237/84-11 & 50-249/84- 10. Or i g ina 1 notice 
inadver tent ly omitted severity level of violation, 

SHAFER, W.D. Region 3. Office of Director, 84/07/11, REED.C. 
Commonwealth Edison Co, Ip. 25731:073. 24X Fi ch ©; 50— 010. 84/07/ 1 1 . 

8407240556. 


— 8407240557 Revised notice of violation from insp on 840522-0615. 
SHAFER, W. D. Region 3. Office of Director, 84/07/08. Ip. 
25731:074. 24X Fiche : 50-010. 84/07/1 1, 8407240556. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fiche : 50-000. 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


8407180158 Monthly operating repts for June 1 984. W/840705 ltr, 

SCHRQEDER. B. A, , SCOTT, D. J. Commonwealth Edison Co, 84/06/30. 16pp. 

25667:109. 24X Fiche: 50-237. 84/06/30, 8407180158. 


S. Reportable occurrences. LERs 4! related correspondence 


B407120182 Advises that AEOD Case Study C404- “Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed . Rec ommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director, 

84/07/05, HELTEMES. C. J. Director ' s Of f ice. Ip. 25559:007. 24X 

Fiche; 50-000, 84/07/05, 8407120182 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors. " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 255 59:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels 
conductor ends, Corrective action completed prior to 
equipment placement in svc. 

HANNER. J. S. Nutherm International, Inc. 84/07/18. Region 3, 
Office of Director. Ip. 25833:098. 24X Fiche: 50-000, 04/07/18, 

8407310090, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
enc 1, 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 2 5535:018. 24X 

Fiche; 50-000, 84/06/27. 8406270142, 


8407060215 Provides list of certain practices used in implementing 
provisions of NjREG-1021. "Operator Licensing Examiner 
Stds. " re administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director 84/07/02. REED.C. 

Commonwealth Edison Co. 2pp. 25430:028. 24X Fiche: 50-'O00» 84/07/02. 

8407060215. 

8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs, NSSS vendors, reactor vendors St AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications 8< exams, Svc list encl. 

EISENHUT, D. 0. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000,84/07/03,8407030097. 
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?LA?JT- UNIT 2 

lency %■; fi^e prctectiori plans 


S407180288 Notice of ASLB c ons t i tu t i on , RM La z O/ C ha irman S; RF Cole & 
EA Luebke. members. 

COTTER. B.P. Atomic Safety and Licensing Board Panel. DSB 325. 
84/07/16. 2pp. 25651,312 24X Fic he: 50-2 50, 84 /07/16, 8407180288 


07170255 Ad', ises that portions 
plan consistent u/provisi 
Rerair.der of plan should 
ai th tie 1 d 'ref 10CFR73 21) 

LEL:5;P C Region 2. Office of Director.^ 
Florida 5^oujerS<Lignt Co. 3pp. 

Fiche- 52-250, 84/07/12, 3407170C55 


f 840504 Rev 8 to physical security 
10CFR50. 54{ p ) ?< acceptable. 
ccnfoTir. to end comments . Enc 1 


84/07/12 
,617:283 24X 


WILLIAMS. J. W. 


i4072401l6 Forii-'ards IS Safeguards Insp Repts 
50-251/S4-22 on S40825-29 No violations or 
dance, H C. Region 2, Office of Director 
Florida Po'uer 5; Light Co, 2pp. 25t2j'. 166 
Fiche 5C-250< 84/07/19, S4072401 16 


50-250/84-21 & 
deviations noted. 
84/07/19. WILLIAMS, J. W. 
24 X 


SA0724C12? IE Safeguards Insp Repts 50—250/84—21 & 50 251/84—22 on 

S4C625-29 No viciaticns or deviations noted. Major areas 
inspected, security organization mgt security program 
audit Details 'jiithheld (ref 10CFR73 21 10CFR2. 790). 

HAU . E L , MCGUIRE. D.R. Region 2. Office of Director. 84/07/17. 
Ip. 25723 16B 24X Fi ch e: 50-250, 84/07/19, 84072401 16. 


3407310155 Requests exemption from 1CCFR50, App E reciu irements. 
rescnsduling annual emergency preparedness exercise to late 
fall tc provide more even distribution of exercise-related 
cjork throughout yr. 

WILLIAMS. J. W Florida Power & Light Co. 84/07/26. DENTON. H. R. 
Office of Nuclear Reactor Regulaticn. Director. 2pp, 25834:354. 
24X Fiche. 50-250. 54,‘'C.7/26. S407510155 


8407190505 Notice of 840607 ASLB c on s t i t u ti on . RM Laz o, cha irrman & 

RF Cole 8,. EA Lueb k e. memb e r s . 

COTTER. B.P. Atomic Safety and Licensing Board Panel. DSB 348. 

84/07/16. 2 pp. 25684:172, 24X Fic he ; 50-2 50, 84 /07/16. 8407190505 


8407230025 Notice of ASLB c ons t i tut i on. RM Lai o, cha irman Z>. RF Cole S,. 
EA Luebke. members. Served on 840719. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 365. 
84/07/18. 2pp. 25705:309. 24X F i c h e : 50-250, 84/07/ 18, 8407230025. 


8407260140 Answer opposing Ctr for Nuclear Re sp onsi b i 1 i ty . In c & 

J Lorion 840709 request for hearing S', petition for leave to 
intervene ui/respect to spent fuel pool expansion. Notices of 
appearance & Certificate of Svc encl. 

SHEA. K. H. Florida Power &i Light Co. SHEA. K. H. Newman & Holtzinger, 
DSB 517. 84/07/24. Atomic Safetu and Licensing Boa-^d Panel. 

19pp. 25777:113. 24X Fi c h e ; 50-2:..C /OT/Dq, {=-i0726r.i.'.G 


8407310282 Answer opposing J Lorion Ctr for Nuclear Responsibility 
840712 request for hearing Z.-. petition for leave to 
intervene. Notices of appearance for KH Shea MA Bauser 
encl. W/Certif icate of Sv'c. 

SHEA, K. H, Florida Power & Light Co, SHEA. K. H. Newman St Holtzinger. 

DSB 635. 84/07/27. Atomic Safety and Licensing Board Panel. 

21pp. 25832:273. 24X Fiche : 50-250. 84/07/27. 8407310282. 


P. Operating license stage documents ^ correspondence 


G Adjudicatory correspondence 


8407090303 Motion for extension of time to respond to util 
I nt er r 0 ga tor 1 es . C er t i f i c a t e of Svc encl. Related 
correspondence. 

HODDER, M H Center for Nuclear Responsibility. HODDER. M. H. Lorion. 
J, OSB 090 84/06/29, Atomic Safety and Licensing Board Panel. 

3pp,. 25455:346. 24X Fiche: 50-250. 84/06/29, 8407090308. 


B407060037 Order granting 840629 motion for extension of time until 
840710 ts file answers to licensee 840529 interrogatories. 

Served on 840705. 

LAZO. R. M. Atomic Safety and Licensing Board Panel. DSB 029. 
S4/O7/03 Joint Interveners - Turkey Point. Ip. 25429:294. 24X 

Fiche: 50-250.84/07/03, 8407060037. 


S407120172 Request for hearing .V petition for leave to intervene in 
license amend proceedings to expand spent fuel facility. 

LQRIQN. J- Center for Nuclear Responsibility. LORION. J. Lorion. J. 
DSB 199 84/07/09. Commissioners, 4pp. 25550:347. 24X 

Fiche: 50-250, 84/07/09, 8407120172. 


8407190512 Request for hearing S; petition for leave to intervene in 
license amend proceedings re spent fuel pool expansion. 

LORION, J Center for Nuclear Responsibility. LORIDN, J. Lorion. J. 
DSB 349 84/07/09, Commissioners. 4pp. 25684:231. 24X 

Fiche: 5C-250, 84/07/09, 8407190512. 


8407110506 Notification of 840713 meeting w/util in Bethesda,MD to 
discuss integration of reactor matls surveillance program Zc 
details of future heatup & cooldown curves. 

MCDONALD, D. 0. Operating Reactors Branch 1. 84/06/02. VARGA, S. A, 

Operating Reactors Branch 1. 2pp. 25547:280, 24X 

Fiche; 50-250, 84/06/02, 8407110506. 


8407130472 Requests addl info re 830314 proposed Tech Spec change 
concerning spent fuel pool e x pans i on. Resp ons e requested 
within 30 days of Itr receipt, 

VARGA, S. A. Operating Reactors Branch 1, 84/06/02. WILLI AMS, J. W. 

Florida Power fy Light Co. 3pp. 25582:299, 24X 

Fiche: 50-250, 84/06/02, 8407130472. 


8407160081 Summary of 840522 meeting w/util re NRC feedback & 
methodologies & processes being used to establish integrated 
living schedules, per Generic Ltr 83-20, 

MCDONALD. D. G, Operating Reactors Branch 1. 84/06/02. Operating 

Reactors Branch 1. 3pp. 25623:170. 24X Fiche: 50-250. 84/06/02. 

8407160081. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 

Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407130238 Response to interrogatories. Certi f icate of Svc encl. Related 
correspondence. 

LORION. J Center for Nuclear Responsibility. LORION, J. Lorion, J. 
DSB 222. 84/07/10. Florida Power Light Co, 8pp. 25564:120. 

24X Fiche: 50-250,84/07/10.8407130238. 


8407180166 Confirmatory order instructing licensee to implement 
performance enhancement program ^ commitments outlined in 
840411 ltr Zf periodically present written status rept to 
Region II on program. Related correspondence. 

DEYOUNG, R.C. Director's Office* Office of Inspection and 
Enforcement. DSB 295. 84/07/11. Florida Power V. Light Co. 4pp. 

25636:240. 24X Fiche; 50-250. 84/07/1 1. 8407180166. 


B407060239 Forwards response to NRC 840514 request for addl info re 
decay heat 1 oads, t est ing insp of storage rac ks. cooling 
water flow & heavy load handling. 

WILLIAMS, J. W. Florida Power 8< Light Co 84/07/02. VARGA. S. A. 
0:era*-ir.g Ron;lo-s 3-anc!. 1. 5:p. 25426:064. 24X 

F; c.-.e :-0-"10. E-4/,; 7/02, 3-:0 ■'06023-'5 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 

Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000.84/07/06, 8407060097. 


84Q7170514 Petition of Ctr of Nuclear Responsibility, Inc it J Lorion 
far leave to intervene fy request for hearing. Certificate of 

Svc encl. 

LORION. J. Center for Nuclear Responsibility. DSB 276. 84/07/12. 

Docketing Services Branch. 5pp. 25626:003 . 24X 

Fiche; 50-250, 84/07/12. 8407170514 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda. MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A— 45). 

DIIANNI.D. C. Operating Reactors Branch 3. 84/07/09. MILLER. J. R. 

Operating Reactors Branch 3. 2pp. 25623; 152. 24X 

Fiche: 50-000, 84/07/09. 8407160089. 


8407230024 Request for hearing fy petition for leave to intervene in 
hearing re storage of fuel u/increased enrichment. 

Certificate of Svc encl, 

LDRION.J Center for Nuclear Responsibility. LORION. J. Lorion, J. 
DSB 364. 84/07/12. Docketing Services Branch. 4pp. 25703- 179 

24X Fiche - 50-250. 84/07/ J 2. 8407230024, 


8407170439 Forwards documentation of resolution of deficiencies noted 
in 820930 SER re environ qualification of saf ety-r e lated 
electrical equipment, as discussed lu/NRC during 840508 
meeting . Requests SSERs be issued. 

WILLIAMS, J. W. Florida Power Z/. Light Co. 84/07/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER' U. R. 
Operating Reactors Branch 3. 50pp. 25614:092. 24X 

Fiche: 50-250, 84/07/12, 8407170439. 
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8407230072 Foruiards conceptual design far automatic shunt trip of 
reactor trip breakers S- breaker response time testing, 
including responses to 830810 SER,per Generic Ltr 83-28» 

Item 4,3 W/one oversize f i g ur e . Ap er tur e card in PDR. 

WILLIAMS, J.W Florida Poujer ?y- Light Co. 84/07/16, EISENHUT, D. G. 
Division of Licensing 12pp. 25707:160. 24)( Fiche; 50-250, 84/07/16, 

8407230072 


8407230336 Forwards list of fees due for applications filed before 
840620. Remi ttance requested to cover outstanding fees 
inadequate fees. 

MILLER, W.O, License Fee Management Branch. 84/07/17. W ILLI AMS, J. W. 

Florida Poujer b. Light Co. 5pp. 25726:161. 24X 

Fiche: 50-250, 84/07/17, 8407230336, 


8407260291 Forwards Rev 1 to SAR for spent fuel storage facilities mod. 
Rev clearly indicates that spent fuel cask crane limit 
switches will be overriden to install temporary const crane 
used to move storage rack around spent fuel pool. 

WILLIAMS, J. W. Florida Power ?.i Light Co. 84/07/23, El SEN HUT, D. G, 

Division of Licensing. 2pp. 25777:304, 24X Fiche : 50-250, 84/07/23, 

8407260291. 


— 8407260300 Rev 1 to "Spent Fuel Storage Facility Mod SAR. " 

* Florida Power Light Co. 84/07/23, llpp- 25777:306. 24X 

Fiche. 50-250, 84/07/23, 8407260291. 


8407310398 Forwards "Offsite Dose Calculation Manual for Gaseous Xt 
Liquid Effluents from Turkey Point Plant Units 3 ?< 4 " 

NRC approval necessary before 841231 to comply ui/required 
implementation date. 

WILLIAMS, J, M, Florida Power Light Co. 84/07/24. EISENHUT, D. G. 
Division of Licensing. Ip. 25829:339, 24X Fi c he : 50-250, 84/07/24, 

8407310398, 


— 8407310402 "Offsite Dose Calculation Manual for Gaseous & Liquid 
Effluents from Turkey Point Plant Units 3 S'. 4. " 

* Florida Power ?• Co 9^/07/31. 115pp. 25829:340, 24X 

Fiche: 50-250, 84/07 /F4. ?•: C / 3 : OILS 


8407310238 Forwards responses to 840625 request for addl info re 
auxiliary power upgrade. per 840622 ltr. 

WILLIAMS, J, W. Florida Power Light Co, 84/07/25. VARGA, S. A. 
Operating Reactors Branch 1. 7pp. 25829: 157. 24X 

Fiche: 50-250, 84/07/25, 8407310238, 


Q. Inspection reports, IE Bulletins fy. correspondence 


8407060289 Forwards IE Insp Repts 50-250/84-13 i< 50-251/84-13 on 
840423-27. No violations noted, 

DANCE, H.C. Region 2, Office of Director. 84/06/04. WILLIAMS. J. W. 
Florida Power X-. Light Co, 2pp. 25441:058, 24X 

Fiche: 50-250, 84/06/04, 8407060289, 


--B407060293 IE Insp Repts 50-250/84-13 8,. 50-251/84-13 on 840423-27. No 
violations noted. Major areas ins pec t ed : ra d iat ion protection 
activities associated w/refueling outag e, inc 1 ud ing 
organ ' r nt: o- . net . t-aining St qual if i cati ons. 

HL.'aH'' ” ■■■ ^ rwr, 0. R. Region 2, Office of Director. 84/06/01. 

9pp. 25441:060. 24X F i c h e : 50-250, 84/06/04, 8407060289. 


8407060027 Forwards IE Insp Repts 50-250/84-17 50-251/84-17 on 

840515-17. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/05, WILL IAMB, J. W. 
Florida Po-.-.-^r ?, !i = ht C- Pop. 25441:158. 24X 

Fiche: 50-:'';-;;. Ct, C( '.D ■■0.60077, 


--8407060034 IE Insp Repts 50-250/84-17 fy 50-251/34-17 on 840515-17. No 
violations nbted. Major areas insp ec ted: TMI Item II. F. 1.4 
re containment pressure monitor & control room tours. 

DAVENPORT, K. E. , JAPE, F. Region 2, Office of Director. 84/06/01. 
3pp. 25441:160. 24X Fi c h e ; 50-250, 84/06/05, 8407060027. 


8407190277 Forwards IE Insp Repts 50-250/84-20 & 50-251/84-20 on 
840529-0601 . No violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. WILLIAMS, J. W. 
Florida Power Light Co. 2pp. 25685:207. 24X 

Fiche; 50-250, 84/06/13, 8407190277, 


--8407190280 IE Insp Repts 50-250/84-20 & 50-251/84-20 on 840529-0601. No 
violations or deviations identified. Major areas inspected: 
initial criticality following ref ue 1 ing, zero power physics 
tests X; open item folloiuup. 

DAVENPORT, K. E, . JAPE, F. Region 2, Office of Director. 04/06/12. 

6pp. 25685:209. 24X F ich e: 50-250, 84/06/13, 8407190277. 


8407120250 Requests that revised program that includes insp in addition 
to or in lieu of VT-2 exam of regenerative HX, be submitted, 
in response to 831216 request for relief from Tech Spec 
inservice insp requirements. 

VARGA, S. A. Operating Reactors Branch 1, 84/06/20, WILLI AMS, J. W. 

Florida Power fy Light Co. 3pp. 25572:316. 24X 

Fiche; 50-250,84/06/20, 8407120250. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Sve list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. I54pp. 25535:160, 24X F i c he : 50-000, 84/06/26, 84062502 14. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees fy Vendors. " Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness X,. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co, of New 

York, Inc 124pp. 25602 151. 24X Fi che: 50-000, 34/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Xt Other 
Anaerobic Ad h es i ve/Sea Ian ts . “ Sve list encl 

JORDAN, E L. Division of Emergency Preparedness X. Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fi c he: 50-000, 84/07/05. 8407030085. 


8407030009 IE Info Notice 84-54, "Deficiencies in Design Base 
Doc um.entati on ?y Calculations Supporting Nuclear Power Plant 
Design. " Sve list encl. 

JORDAN, E. L, Division of Emergency Preparedness X. Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc, 122pp. 25602:032, 24X Fi che : 50-000, 84/07/05, 8407030089. 


8407190200 Ac k receipt of 830829 ltr dr-...!'!; ViT’ntion A noted in IE 
Insp Repts 50-250/83-24 Sk 50-21 1 /rL- o i .. r occurred as 

stated in notice of violation. Response X. description of 
topical QA program implementation required within 30 days, 

LEWIS, R.C, Region 2. Office of Director, 84/07/05. W ILLI AMS, J. L. 
Florida Power fy Light Co. 4pp. 25685:258. 24X 

Fiche; 50-250, 84/07/05, 8407190200. 


-“8407190203 Ack receipt of 830829 response to violation noted in IE Insp 
Repts 50-250/83-24 50-251 /83-24. NRC evaluation of response 

incomp lete. 

LfEWIS, R, C. Division of Project Resident Programs, 83/10/19, 

UHRIG, R.E. Florida Power & Light Co, Ip 25685:262. 24X 

Fiche: 50-250, 84/07/05, 8407190200, 


— 8407190209 Responds to NRC 830729 ltr re violations noted in IE Insp 
Repts 50-250/83-24 ?y 50-251 /S3-24, Viola t ion re retention. of 
QA records denied. Procedures listed not intended to be QA 
records. Comp leted lineup sheets retained as QA records. 

UHRIG, R.E. Florida Power 8; Light Cq. 83/08/29. 0 ' RE ILLY, J. P. 

Region 2, Office of Director. 3pp. 25685:263, 24X 

Fiche: 50-250, 84/07/05, 8407190200. 


— 8407190214 Forwards IE Insp Repts 50-250/8-3-24 & 50-251/83-24 on 
830526-0625 V. notice of violation. 

DANCE, H.C. Division of Project Resident Programs 83/07/29, 
UHRIG, R.E. Florida Power it Light Co, 2pp. 25685:266, 24X 

Fxche: 50-250, 84/07/05, 8407190200. 


— 8407190219 Notice of violation from insp on 830526-0625- 

* Region 2, Office of Director, 83/07/29. 2pp. 25685:268, 24X 

Fiche: 50-250, 84/07/05, 8407190200. 


—8407190226 IE Insp Rept 50-250/83-24 S- 50-251/83-24 on 830526-0625, 
Violation not ed : f a i I ur e to retain completed copies of 
procedures as QA records. 

VOGT-LOWELL, R, , AGLES, J. A, Region 2, Office of Director. 

JULIAN, C. A. Division of Project X: Resident Programs. 83/07/27. 
lOpp. 25685:270. 24X Fic he : 50-250, 84/07/05, 8407190200. 


8407030274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
encl. 

JORDAN. E, L, Division of Emergency Preparedness X: Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp, 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
3-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York, Inc. I20pp. 25865:166. 24X Fic he: 50-000, 84/07/10, S4070602S1 , 


8407170349 EN-84-041:on 84071 1, confirmato‘ry order issued re licensee 
commitment to implement performance enhancement program, to 
ensure adherence to testing , survei 1 lance, maint X: operating 
activity requirements. 

FARRONtP., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/12, Ip, 25613:045. 24X Fi ch e: 30-250, 04/07/ 12, 

8407170349, 
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8407270140 Foruards conf ifnatory order re lack of attention to 
regulatory requirements. 

□ 'REILLY, J. P- Region 2, Office of Director. 84/07/13. 

WILLIAMS, .J. W. Florida Power 3, Light Co, 3pp. 25811:208 24X 

Fiche- 50-250. 84/07/13. 8407270140 


— 8407270144 Conf irmatory order re implementation of performance 
enhancement program, in response to NRC concerns re 
insufficient mgt attention to regulatory requiremets for 
testi ng . surve i 1 lane e & maint. 

DEYOUNG, R.C. Director's Office. Office of Inspection and 
Enforcement. 84/07/11. Florida Power fe Light Co. 4pp. 

25811:205. 24X Fic he : 50-250, 84/07/ 13, 8407270140, 


8407270312 Forwards exam rept & results of exam administered on 840430. 
Results withheld (ref 10CFR2. 790), 

DANCE. H.C, Division of Project St Resident Programs. 84/07/13. 
WILLIAMS, J. W. Florida Power S; Light Co. 2pp. 25793:001, 24X 
Fiche; 50-250, 84/07/13. 8407270312, 


— 8407270314 Exam rept on 840430-0504, Exam results ; 6 of 18 candidates 
passed. 

LAWYER. S., WILSON. B. A. Region 2, Office of Director. 84/07/11. 
69pp, 25793:003. 24X Fi che: 50-250, 84/07/13. 8407270312, 


8407310218 Ac k receipt of 840705 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-251/84-15. 
Implementation of corrective actions will be examined during 
future insp. 

LEWIS.R.C, Region 2, Office of Director, 84/07/13. WILLIAMS. J. W. 
Florida Power Zt Light Co. Ip. 25848:224 . 24X Fiche : 50-251. 

84/07/13, 8407310218. 


— 8407310228 Responds to NRC 840604 Itr re violations noted in IE Insp 
Repts 50-250/84-15 St 50-251/84-15. Corrective actions: Maint 
Procedure 0707.32. "Saf ety-Related Snubber Surveillance." 
revis ed , spec i f y ing as-found visual insp required. 

WILLIAMS, J. W. Florida Power & Light Co. 84/07/05. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 25848:225. 24X 

Fiche; 50-251, 84/07/13. 8407310218. 


—8407310234 Forwards IE Insp Repts 50-250/84-15 S; 50-251/84-15 on 
840501-04 notice of violation. 

LEWIS.R.C, Region 2, Office of Director. 84/06/04. WILLIAMS. J. W, 
Florida Power Light Co. 2pp. 25848:227. 24X 

Fiche: 50-251, 84/07/13.8407310218. 


—8407310246 IE Insp Repts 50-250/84-15 50-251/84-15 on 840501-04. 

Violation noted : fai 1 ure to perform visual insp of snubbers 
prior to removal for functional testing. 

LENAHAN, J, U. , JAPE, F. Region 2. Office of Director. 84/05/31. 
Spp. 25848:230. 24X F i c h e ; 50-25 1 , 84/07/ 13. 8407310218. 


8407250119 EN-84-044: on 840720, noti ce of violation & proposed 
imposition of civil penalty to be issued in amount of 
$150, 000, Action based on three violations re inoperability" 
of auxiliary feedwater sys, 

FARRON. P. , AXELRAD, J, Director's Office, Office of Inspection and 
Enforcement. 84/07/17. Ip. 25745:358. 24X Fiche; 50-250, 84/07/17. 

8407250119. 


8407240116 Forwards IE Safeguards Insp Repts 50-250/84-21 St 
50-251/84-22 on 840625-29. No violations or deviations noted. 

DANCE. H.C, Region 2, Office of Director, 84/07/19. WILLIAMS. J. W. 
Florida Power g. Light Co. 2pp. 25723: 166, 24X 

Fiche; 50-250, 84/07/19, 8407240116. 


— 8407240122 IE Safeguards Insp Repts 50-250/84-21 St 50-251/84-22 on 
840625-29. No violations or deviations noted. Major areas 
inspected: security organization mg t St security prooram 


8407260348 Discusses IE insps on 840108-26 St 0222-29 forwards notice- 
Qf deviation S- violation -S', proposed imposition of civil 
p enal ty . Enf ore ement conference held on 840217 at Region 11 
ofc. Violations categorized at Severity Level III. 

0 'REILLY. J. P. Region 2. Office of Director. 84/07/20 
WILLIAMS. J. W. Florida Power ?t Light Co. 4pp 25774:335 24x 

Fiche: 50-250, 84/07/20, 8407260348. 


— 8407260349 Notice of violation 8 t proposed imposition of civil penalty 
in amount of *150, 000. Vio lations nated;Unit 3 heated above ^ 

350 F w/Unit 4 at power w/only one auxiliary feedwater 
pump operabl e, contrary to Tech Spec 3. 8 . 4. b. 

0 'REILLY, J. P. Region 2, Office of Director. 84/07/20 5 pp 
25774:339, 24X Fi c h e : 50-250, 84/07/20, 8407260348. 


— 8407260351 Notice of deviation from insp on 340108-26. Deviation noted 
implementation of NUREO-0737, Item I.C .6 not completed as of 
840126. 

♦ Region 2, Office of Director, 84/07/20. Ip. 25774 ' 344 24X 

Fiche: 50-250, 84/07/20, 8407260348. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057.245. 24X Fi che: 50-000, 84/07/25, 8407230079. 


8407310122 Informs that 840330 submittal incorrectly identified 840801 
as effective date for revised inservice insp 8 t testing 
program for pumps & valves. Date should be 840930. Pages 
reflecting correct effective date encl. 

WILLIAMS, J. W. Florida Power 8 ; Light Co. 84/07/26. El SENHUT, D. G. 
Division of Licensing. 4pp. 25837:358. 24X Fic h e ; 50-250, 84/07/26, 

8407310122. 


R. Periodic operating reports 8 : related correspondence 


8407020341 Forwards monthly operating repts for Turkey Point Units 
3 gt 4 8 ; St Lucie Units 1 & 2 for May 1984, 

WILLIAMS, J. W, Florida Power 8 -. Light Co. 84/06/15. Office of 

Resource Management, Director. Ip. 25215:014. 24X 

Fiche: 50-000, 84/06/15, 8407020341. 


— 3407020345 Monthly operating repts for May 1984. 

GRANT, N.W. Florida Power & Light Co, 34/05/31. Spp. 25215:015. 
24X Fiche: 50-000, 84/06/15, 8407020341, 


— 8407020348 Monthly operating repts for May 1984. 

GRANT, N.W, Florida Power 8 c Light Co. 84/05/31. 8 pp. 25215:023. 
24X Fiche; 50-000, 84/06/15, 8407020341. 


8407190141 Monthly operating repts for June 1984. W/840716 Itr. 
GRANT, N.W. , WILLIAMS, J. W. Florida Power ?y. Light Co, 84/06/30. 
20 pp. 25673:347. 24X Fiche ; 50-000, 84/06/30, 8407190141 , 


S. Reportable occurrences, LERs t/. related correspondence 


8407130080 LER 84-017-00: on 840607, pr imary water valve (3-220) 
discovered leaking. Leak repair required isolation of primary 
storage water tank, resul ting in unit not in compliance 
u/Tech Specs. Valve stem Zt diaphragm r ep lac ed . W/840709 Itr, 

HART, R. D, , williams, J. W, Florida Power Z Light Co. 84/07/09. 2pp. 
25562: 102. 24X Fiche: 50-250, 84/07/09, 8407130080, 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 te Ic on. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAH£,E. P. Westinghouse Electric Corp. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspjection and Enforcement. 2 pp. 
25739:009. 24X Fiche: 50-000, 84/07/ 13, 8407250326, 


407270355 LER 82-020/03L-0: on 82051 1 , i nsuff i c i ent data recorded to 
verify satisfactory performance of emergency diesel 
generator cooling sys Caused by inadequate review of 
Operating Procedure 4304. 1 . Procedures revised. W/840723 Itr. 

ROACH, P. A., HART, R. D. , WILLIAMS, J. W. Florida Power Light Co. 
84/07/23. 3pp. 25793:340. 24X Fi c h e ; 50-250. 84/07 /23, 8407270355. 


407270372 LER 84-018-00: on 840717, Part 21 deficiency identified 
deenergizing of interlocking relays to safety-related valves 
in RHR pump suction Z discharge 1 ines , r esu 1 t in g in inability 
to open valves. Caused by loss of power. W/840723 Itr. 

HART,R. D. , WILLIAMS, J. W. Florida Power Z Light Co. 84/07/24. 3pp. 
25793: 349. 24X Fiche: 50-250, 84/07/24, 8407270372. 
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V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactorsi 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 ic ants . Svc list 
encl- 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of fJeu York, Inc. 23pp. 25535:018, 24X 

Fiche: 50-000- 84/06/27, 8406270142. 


B407030C97 Generic Ltr 84—17 to all poujer reactor 1 icensees- appl icants 
for aLs,NSSS vendors , r eac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications 8-. exams. Svc list end. 

E ISENHUT- D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407270312 Foriuards exam rept results of exam administered on 840430. 
Results withheld (ref 10CFR2.790). 

DAI4CE. H.C, Division of Project & Resident Programs, 84/07/13. 
WILLIAMS, J. W. Florida Power h Light Co. 2pp. 25793:001.- 24X 

Fiche; 50-250, 84/07/13, 8407270312. 


— 8407270314 Exam rept on 840430-0504. Exam results; 6 of 18 candidates 
passed. 

LAWYER, S., WILSON, B. A. Region 2, Office of Director. 84/07/11. 
69pp. 25793:003. 24X Fic he : 50-250, 84/07/13. 8407270312. 
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F. Security, medical, emergency &■. fire protection plans 


8407170055 Advises that portions of 840504 Rev 8 to physical security 
plan consistent w/provisions of 10CFR50. 54 < p ) 8< acceptable. 
Remainder of plan should conform to encl comments, Enel 
withheld (ref 10CFR73. 21). 

LEWIS. R.C. Region 2, Office of Director. 84/07/12. W ILL! AMS, J. W. 
Florida Power St Light Co. 3pp. 25617:283. 24X 

Fiche; 50-250, 84/07/12, 8407170055. 


8407240116 Forwards IE Safeguards Insp Repts 50-250/84-21 

50-251/84-22 on 840625-29. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/19. W ILLIAMS, J. W. 
Florida Power Light Co. 2pp. 25723: 166. 24X 

Fiche: 50-250, 84/07/19. 8407240116. 


— 8407240122 IE Safeguards Insp Repts 50-250/84-21 & 50-251/84-22 on 
840625-29, No violations or deviations noted. Major areas 
inspected : securi ty organization mg t Z>. security program 
audit. Details withheld (ref 10CFR73. 21 S-. 10CFR2.79O). 

HALL.B. U, Region 2, Office of Director. 84/07/17. Ip. 
25723:168. 24X Fi ch e ; 50-250, 84/07/ 19. 84072401 16. 


S40731O1S5 Requests exemption from lOCFRSO, App E requirements, 
rescheduling annual emergency preparedness exercise to late 
fall to provide more even distribution of exercise-related 
work throughout yr. 

WILLIAMS, U. W, Florida Power 8t Light Co. 84/07/26. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25834:354. 
24X Fiche; 50-250, 04/07/26, 8407310155, 


O. Adjudicatory correspondence 


8407090308 Motion for extension of time to respond to util 
interrogator ies. Certi ficate of Svc encl. Related 
correspondence, 

HODDER, M. H. Center for Nuclear Responsibility. HODDER, M. H. Lorion, 
J. DSS 090, 84/06/29. Atomic Safety and Licensing Board Panel. 

3pp. 25455:346. 24X Fiche: 50-250, 84/06/29, 8407090308. 


8407060037 Order granting 840629 motion for extension of time until 
840710 to file answers to licensee 840529 interrogatories. 

Served on 840705. 

LAZO.R. M. Atomic Safety and Licensing Board Panel. DSB 029. 
84/07/03. Joint Interveners ~ Turkey Point. Ip. 25429:294. 24X 

Fiche; 50-250, 84/07/03, 8407060037. 

I 

8407120172 Request for hearing petition for leave to intervene in 
license amend proceedings to expand spent fuel facility. 

LORION, J. Center for Nuclear Responsibility, LORION, J. Lorion, J. 
DSB 199. 84/07/09. Commissioners. 4pp. 25550:347. 24X 

Fiche: 50-250, 84/07/09, 8407120172. 


8407190512 Request for hearing petition for leave to intervene in 
license amend proceedings re spent fuel pool expansion. 

LORION, J. Center for Nuclear Responsibility. LORION, J. Lorion, 
DSB 349. 84/07/09. Commissioners. 4pp. 25684:231. 24X 

Fiche- 50-250, 84/07/09, 8407190512. 


8407130238 Response to interrogator ies. Cert if icate of Svc encl. Related 
correspondence. 

LORION, J. Center for Nuclear Responsibility. LORION, J. Lorion, J. 
DSB 222. 84/07/10. Florida Power H, Light Co, 8pp, 25564: 120, 

24X Fiche; 50-250,84/07/10,8407130238 


8407180166 Confirmatory order instructing licensee to implement 
performance enhancement program S: commitments outlined in 
840411 ltr periodically present written status rept to 
Region II on program, Re la ted corr espondenc e. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. DSB 295. 84/07/11. Florida Power t: Light Co. 4pp. 

25636:240. 24X F i c h e : 50-250. 84/07/ 1 1 , 8407 1801 66. 


8407170514 Petition of Ctr of Nuclear Re spon s i b i 1 i ty , Inc J Lorion 
for leave to intervene request for h ear i ng . C ert i f icate of 
Svc encl 

LDRION, J. Center for Nuclear Responsibility. DSB 276. 84/07/12, 

Docketing Services Branch. 5pp, 25626:003. 24X 

Fiche : 50-250, 84/07/12, 8407170514. 


8407230024 Request for hearing lit petition for leave to intervene in 
hearing re storage of fuel w/increased enrichment. 

Certificate of Svc encl. 

LORION, J. Center for Nuclear Responsibility, LQRIGN.J. Lorion, J 
DSB 364. 84/07/12. Docketing Services Branch, 4pp. 25703:179. 

24X Fiche: 50-250, 84/07/12. 8407230024. 


8407180288 Notice of ASLB constitution RM Laz o. Chairman t: RF Cole 1-. 
EA Lueb ke, members. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. DSB 325. 
84/07/16. 2pp. 25651:312, 24X Fic h e: 50-250, 84/07/16, 8407180288 


8407190505 Notice of 840607 ASLB const i tuti on. RM La zo, cha irman 
RF Cole EA Luebke, members. 

COTTER- B.P. Atomic Safety and Licensing Board Panel. DSB 348. 
84/07/16, 2pp, 25684:172. 24X Fi c h e : 50-250, 84/07/16, 8407190505, 


8407230025 Notice of ASLB constitution. RM Lazo, chairman Zi RF Cole t. 
EA Luebke, members. Served on 840719, 

COTTER, B.P. Atomic Safety and Board Panel. DSB 365. 

84/07/lB. 2pp. 25705:309, 2JV .''■.■t'- r'.C- 250. 84/07/18, 8407230025. 


8407260140 Answer opposing Ctr for Nuclear Responsibility, Inc 
J Lorion 840709 request for hearing Z'. petition for leave to 
intervene w/respect to spent fuel pool ex pan s i on. Notic es of 
appearance Z>. Certificate of Svc encl. 

SHEA-K.H. Florida Power Z Light Co. SHEA, K. H. Newman & Holtiinger. 

DSB 517. 84/07/24. Atomic Safety and Licensing Board Panel. 

19pp. 25777.113. 24X Fi ch e ; 50-250, 84/07/24, 8407260140. 


8407310282 Answer opposing J Lorion Ctr for Nuclear Responsibility 
840712 request for hearing S*. petition for leave to 
intervene. Notic es of appearance for KH Shea Et MA Bauser 
encl. W/Cert if icate of Svc. 

SHEA, K, H, Florida Power Light Co, SHEA, K. H, Newman h. Holtzinger 
DSB 635. 84/07/27. Atomic Safety and Licensing Board Panel. 

21pp. 25832:273. 24X Fi che ; 50-250, 84/07/27, 8407310282. 


P. Operating license stage documents correspondence 


8407110506 Notification of 840713 meeting w/util in Bethesda.MD to 
discuss integration of reactor matls surveillance program 
details of future heatup cooldown curves. 

MCDONALD, D Q Cperating Reactors Branch 1. 84/06/02. VARGA, S. A. 

Operating Reaetc-rs Branch 1 2pp. 25547:280, 24X 

Fiche; 50-250, 84/06/02, 8407110506. 


8407130472 Requests add! info re 830314 proposed Tech Spec change 
concerning spent fuel pool e xpans ion, Response requested 
within 30 days of ltr receipt, 

VARGA, S. A. Operating Reactors Branch l, 84/06/02. WILLI AMS, J. W. 
Florida Power Light Co, 3pp, 25582:299. 24X 

Fiche: 50-250. 84/06/02, 8407130472. 


8407160081 Summary of 840522 meeting w/util re NRC feedback «< 
methodologies & processes being used to establish integrated 
living schedules, per Generic Ltr 83-20, 

MCDONALD, D. G. Operating Reactors Branch 1. 84/06/02. Operating 

Reactors Branch 1. 3pp. 25623:170, 24X Fiche: SO-250, 84/06/02, 

8407160081, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve tx maintain diesel generator reliability, 

Svc list encl. 

EISENHUT, D, G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

J, Fiche: 50-000. 84/07/02. 8407020206. 
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8407060239 Forwards response to NRC 840514 rec^uest for addl info re 
decay heat load s. testing & insp of storage rac ks, cool ing 
water flow heavy load handling. 

WILLIAMS, J. Ul, Florida Power .’y Light Co 84/07/02. VARGA, S. A. 
Operating Reactors Branch 1, 5pp. 25426:064, 24X 

Fiche: 50-250, 84/07/02. 8407060239. 


8407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses I'y amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of rJeu York, Inc, I7pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160089 Notification of 840712 meeting w/Bandia Natl Lab in 
Bethesda,ND to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI,D. C, Operating Reactors Branch 3 84/07/09, MILLER. J, R. 

Ozr-.-t:-- R.ractors Branch 3 2pp. 25623:152. 24X 

r VO' 84/07/09,8407160089. 


8407170439 Forwards documentation of resolution of deficiencies noted 
in 820930 SER re environ qua 1 if ic a t i on of saf ety-re lated 
electrical equipment, as discussed w/NRC during 840508 
meeting . Requests SSERs be issued. 

WILLIAMS, J W. Florida Power Light Co 84/07/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 50pp. 25614: 092, 24X 

Fiche: 50-250, 84/07/12, 8407170439. 


8407230072 Forwards conceptual design for automatic shunt trip of 
reactor trip breakers S< breaker response time testing, 
including responses to 830810 SER, per Generic Ltr 83-28, 

Item 4. 3. W/one oversize f i g ure, Ap er tur e card in PDR, 

WILLIAMS, J. W. Florida Power- Light Co. 84/07/16, El SENHUT, D. G. 
Division of Licensing. 12pp. 25707:160. 24X Fich e: 50-250, 34/07/16, 

B407230072. 


8407230336 Forwards list of fees due for applications filed before 
840620. Remi ttance requested to cover outstanding fees 
inadequate fees. 

MILLER, W. 0. License Fee Management Branch, 84/07/17, WILLIAMS, J. W. 

Florida Power fj. Light Co. 5pp. 25726:161, 24X 

Fiche; 50-250, 84/07/17. 8407230336. 


8407260291 Forwards Rev 1 to BAR for spent fuel storage facilities mod. 
Rev clearly indicates that spent fuel cask crane limit 
switches will be overriden to install temporary const crane 
used to move storage rack around spent fuel pool. 

WILLIAMS, J. W. Florida Power & Light Co. 84/07/23. EISENHUT, D. G. 
Division of Licensing. 2pp. 25777:304. 24X Fic he : 50-250, 84/07/23, 

8407260291. 


8407060027 Forwards IE Insp Repts 50-250/84-17 f>y. 50-251/84-17 on 
840515-17. No violations or deviations noted. 

DANCE, H. C. Region 2, Office of Director. 84/06/05, W I LL I AMS, J. W. 
Florida Power Light Co. 2pp. 25441:158. 24X 

Fiche; 50-250, 84/06/05, 8407060027. 


--8407060034 IE Insp Repts 50-250/84-17 g, 50-251/84-17 on 840515-17. No 
violations noted. Major areas in s p ec t ed : TM I Item I I. F. 1.4 
re containment pressure monitor control room tours. 

DAVENPORT, K. E. , JAPE, F, Region 2, Office of Director. 84/06/01, 
3pp, 25441:160. 24X F i c h e : 50-250, 84/06 / 05 . 8407 06002 7. 


8407190277 Forwards IE Insp Repts 50-250/84-20 50-251/84-20 on 

840529-0601 . No violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. W ILL lAMS, J. W. 
Florida Power Light Co. 2pp. 25685:207. 24X 

Fiche: 50-250, 84/06/13, 8407190277, 


--B407190280 IE Insp Repts 50-250/84-20 5,. 50-251/84-20 on 840529-060 1 . No 
violations or deviations i d ent i f i ed , Ma j or areas inspected: 
initial criticality following refueling, zero power physics 
tests open item followup. 

DAVENPORT, K, E. , JAPE, F. Region 2, Office of Director. 84/06/12. 

6pp. 25685:209. 24X F i c h e : 50-250, 84/06/ 1 3, 84071 90277, 


8407120250 Requests that revised program that includes insp in addition 
to or in lieu of VT-2 exam of regenerative HX, be submitted, 
in response to 831216 request for relief from Tech Spec 
inservice insp requirements. 

VARGA, S, A. Operating Reactors Branch 1. 84/06/20. WI LLI AMS, J. W. 
Florida Power Light Co. 3pp. 25572:316. 24X 
Fiche; 50-250, 84/06/20, 8407120250. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. I54pp 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he ■ 50-000, 84/06/29, 84062803 1 1 . 


8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sea lants, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che ■ 50-000, 84/07/05, 8407030085. 


— 8407260300 Rev 1 to "Spent Fuel Storage Facility Mod BAR, " 

Florida Power k Light Co. 84/07/23. 11pp. 25777:306. 24X 

Fiche; 50-250, 84/07/23, 8407260291. 


S4O7310398 Forwards "Offsite Dose Calculation Manual for Gaseous 8< 
Liquid Effluents from Turkey Point Plant Units 3 4. " 

NRC approval necessary before 841231 to comply w/required 
i mp le.mentat i on date. 

WILLIAMS, J. M. Florida Power k. Light Co, 84/07/24. El SENHUT, D. G. 
Division of Licensing. ip. 25829:339, 24X Fi ch e : 50-250, 84/07/24, 

S40731039B. 


--S407310402 "Offsite Dose Calculation Manual for Gaseous k Liquid 
Effluents from Turkey Point Plant Units 3 4, " 

Florida Power k Light Co. 84/07/31. 115pp. 25829:340, 24X 

Fiche, 50-250, 84/07/24,8407310398. 


8407310238 Forwards responses to 840625 request for addl info re 
auxiliary power upgrade, per 840622 ltr. 

WILLIAMS, U. W. Florida Power k. Light Co. 84/07/25. VARGA, S. A. 
Operating Reactors Branch 1. 7pp. 25829:157. 24X 

Fiche: 50-250, 84/07/25, 8407310238, 


Q. Inspection reports, IE Bulletins S,. correspondence 


8407060289 Forwards IE Insp Repts 50-250/84-13 k 50-251/84-13 on 
840423— 27. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/04. WILLIAMS, J, W. 
Florida Power Light Co, 2pp. 25441:058. 24X 

Fiche: 50-250, 84/06/04, 8407060289, 


—8407060293 IE Insp Repts 50-250/84-13 50-251/84-13 on 840423-27. No 

violations noted, Major .areas inspec ted: radiat ion protection 
activities associated w/refueling outage, inc 1 ud ing 
n- g an 1 7 at f.-'’ t training k. qualifications. 

HUBcY r; M JE'-i> :n=. G. R. Region 2, Office of Director, 84/06/01. 

9pp. 25441:060. 24X Fiqhe: 50-250, 84/06/04, 8407060289, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation k Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness k. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000, 84/07/05, 8407030089. 


8407190200 Ac k receipt of 830B29 ltr denying Violation A noted in IE 
Insp Repts 50-250/83-24 k 50-251/83-24, Vio lati on occurred as 
stated in notice of violation Response k, description of 
topical QA program implementation required within 30 days. 

LEWIS, R.C. Region 2. Office of Director. 84/07/05, W ILL I AMS, J. L. 

Florida Power k Light Co. 4pp. 25685:258. 24X 

Fiche; 50-250, 84/07/05, 8407190200. 


—8407190203 Ack receipt of B30829 response to violation noted in IE Insp 
Repts 50-250/83-24 8i 50-251 /B3-24. NRC evaluation of response 
incomplete. 

LEWIS. R.C. Division of Project k Resident Programs. 83/10/19. 

UHRIO, R.E. Florida Power k Light Co. Ip. 25685:262 . 24X 

Fiche: 50-250, 84/07/05, 8407190200. 


—8407190209 Responds to NRC 830729 ltr re violations noted in IE Insp 
Repts 50-250/83-24 k 50-251 /S3-24. Vi olat ion re retention of 
QA records deni ed . Proc edur es listed not intended to be QA 
records. Completed lineup sheets retained as QA records. 

UHRIG, R.E. Florida Power & Light Co. 83/08/29. Q 'REILLY, J. P . 
Region 2, Office of Director. 3pp. 25685:263. 24X 

Fiche: 50-250, 84/07/05, 8407190200. 


— 8407190214 Forwards IE Insp Repts 50-250/83-24 k 50-251/83-24 on 
830526-0625 k notice of violation. 

DANCE, H.C. Division of Project k Resident Programs. 83/07/29. 
UHRIO, R.E. Florida Power k Light Co. 2pp. 25685:266. 24X 
Fiche; 50-250, 84/07/05, 8407190200. 


— 8407190219 Notice of violation from insp on 830526-0625. 

•» Region 2, Office of Director. 83/07/29. 2pp. 25685:268. 24X 

Fiche; 50-250, 84/07/05, 8407190200. 
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— 8407190226 IE Insp Rept 50-250/83-24 50-251/83-24 on 830526-0625. 

Violation not ed : f a i I ur e to retain completed copies of 
procedures as QA records. 

VQGT-LOWELL, R. . AGUES, J. A, Region 2, Office of Director, 
JULIAN/C. A. Division of Project Resident Programs. B3/07/27. 
10pp. 25685:270. 24X F i c h e : 50-250, 84/07/05. 8407 190200. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1 . 

JORDAN, E, L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X F i c h e : 50-000, 84 /07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi c h e' 50-000, 84/07/ 10, 8407060251 . 

8407170349 EN-84-041 : on 84071 1 , c onf irmat or y order issued re licensee 
commitment to implement performance enhancement program, to 
ensure adherence to test i ng , s urve i 1 1 anc e, main t operating 
activity requirements. 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection- and 
Enforcement. 84/07/12. Ip, 25613:045, 24X F i c he : 50-250, 84/07/12, 

8407170349. 


B407270140 Forwards confirmatory order re lack of attention to 
regulatory requirements. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/07/13. 

WILLIAMS, J. W. Florida Power & Light Co. 3pp. 25811:208. 24X 

Fiche; 50-250, 84/07/13, 8407270140, 


— 8407270144 Conf irmatory order re implementation of performance 
enhancement program, in response to NRC concerns re 
insufficient ngt attention to regulatory requiremets for 
testing, surveillance b. maint. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/11. Florida Power & Light Co. 4pp. 

25811:205. 24X Fi c h e ; 50-250, 84/07/ 13. 8407270140. 


8407270312 Forwards exam rept b. results of exam administered on 840430. 
Results withheld (ref 10CFR2.790). 

DANCE, H.C. Division of Project b. Resident Programs, 84/07/13. 
WILLIAMS, J. W, Florida Power b. Light Co. 2pp. 25793:001. 24X 

Fiche; 50-250, 84/07/13, 8407270312. 


— 8407270314 Exam rept on 840430-0504. E x am results; 6 of 18 candidates 
passed . 

LAWYER, S., WILSON, B. A, Region 2, Office of Director. 84/07/11. 
69pp. 25793:003. 24X Fic he; 50-250, 84/07/13. 8407270312. 


8407310218 Ack receipt of 840705 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-251/84-15. 
Implementation of corrective actions will be examined during 
future insp, 

LEWIS, R.C, Region 2, Office of Director. 84/07/13. WILLIAMS, J. W. 
Florida Power b. Light Co. Ip. 25848:224, 24X Fiche : 50-251, 

84/07/13, 8407310218, 


--8407310228 Responds to NRC 840604 Itr re violations noted in IE Insp 
Repts 50-250/84-15 fy. 50-251 /84-15. Correc t ive actions: Maint 
Procedure 0707.32, "Sa f e ty -Re la ted Snubber Surveillance," 
revised, specify ing as-found visual insp required. 

WILLIAMS, J, W. Florida Power b Light Co. 84/07/05. Q 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 25848:225, 24X 

Fiche: 50-251, 84/07/13, 8407310218. 


— 8407310234 Forwards IE Insp' Repts 50-250/84-15 b 50-251/84-15 on 
840501-04 notice of violation. 

LEWIS, R.C. Region 2, Office of Director, 84/06/04. WILLIAMS, J. W. 

Florida Power b Light Co, 2pp. 25848:227. 24X 

Fiche: 50-251, 84/07/13. 8407310218. 


— 8407310239 Notice of violation from insp on 840501-04, 

Region 2, Office of Director. 84/06/04. Ip. 25848:229, 24X 

Fiche: 50-251, 84/07/13. 8407310218. 


—8407310246 IE Insp Repts 50-250/84-15 fy 50-251/84-15 on 840501-04. 
Violation noted : fa i 1 ure to perform visual insp of snubbers 
prior to removal for functional testing. 

LENAHAN, U, J, , JAPE, F. Region 2, Office of Director. 84/05/31. 
5pp. 25848:230, 24X F ic h e ; 50-251 , 84/07/ 13, 840731021 8. 


8407250119 EN-84-044: on 840720, not ic e of violation ?y proposed 
imposition of civil penalty to be issued in amount of 
$ 150, 000. Ac t i on based on three violations re inoperability 
of auxiliary feedwater sys. 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement, 84/07/17. Ip. 25745:358. 24X Fiche: 50-250, 84/07/17, 

8407250119, 


8407240116 Forwards IE Safeguards Insp Repts 50-250/84-21 b 
50-251/84-22 on 840625-29. No violations or deviations noted. 

DANCE, H.C, Region 2, Office of Director, 84/07/19, W ILL I AMS, J. W. 
Florida Power it Light Co. 2pp. 25723: 166. 24X 

Fiche; 50-250, 84/07/19, 8407240116. 


— 8407240122 IE Safeguards Insp Repts 50-250/84-21 b 50-251/84-22 on 
840625-29. No violations or deviations noted, Major areas 
insp ec ted : secur i ty organization mgt S,. security program 
aud i t . De ta i I s withheld (ref 10CFR73, 21 b 10CFR2, 790). 

HALL, 3. L., MCGUIRE, D R. Region 2, Office of Director. 84/07/17, 
Ip. 25723- 163. 24X F i c h e : 50-250, 84/07/ 1 9, 84072401 16. 


8407260259 IE Insp Repts 50-250/84-04 b 50-251/84-04 on 840108-26. 
Violations not ed : f a i 1 ur e to implement mgt control i.-, failure 
to implement TMI Action Item l.C,6, "Verify Performance of 
Operating Experience " 

PEEBLES, T. A , RULAND, W. H, Region 2, Office of Director. ELROD, S. A. 
Division of Project b Resident Programs, 84/07/19. 10pp. 

25777:271. 24X Fi c he ; 50-250, 84/07/ 19, 8407260259. 


8407260288 IE Insp Repts 50-250/84-09 b. 50-251/84-09 on 840222-29. 
Violations noted ; fa i 1 ur e to implement auxiliary feedwater 
Tech Specs. 

JENISON, K. M. , BREWER, K. Region 2, Office of Director. ELROD, S. A. 
Division of Project Resident Programs. 84/07/20. 12pp. 

25776:345. 24X Fic he : 50-250, 84/07/20, 8407260288. 


8407260348 Discusses IE insps on 840108-26 b 0222-29 b. forwards notices 
of deviation b violation b. proposed imposition of civil 
penalty . Enforcement conference held on 840217 at Region II 
of c. Vio lati ons categorized at Severity Level III. 

Q 'REILLY, J. P, Region 2, Office of Director, 84/07/20, 

WILLIAMS, J. W. Florida Power b Light Co. 4pp. 25774:335. 24X 

Fiche: 50-250, 84/07/20, 8407260348. 


— 8407260349 Notice of violation St proposed imposition of civil penalty 
in amount of 9,150, 000. Violations noted;Unit 3 heated above 
350 F w/Unit 4 at power w/only one auxiliary feedwater 
pump op erab le, c ontrary to Tech Spec 3.8, 4. b. 

0 'REILLY. J. P. Region 2, Office of Director. 84/07/20, Spp, 
25774,339. 24X Fi c h e ; 50-250, 84/07/20, 8407260348. 


— 8407260351 Notice of deviation from insp on 840108-26. Deviation noted: 
implementation of NUREO-0737, I tern I.C.6 not completed as of 
840126. 

It- Region 2, Office of Director, 84/07/20, Ip, 25774:344. 24X 

Fiche : 50-250, 84/07/20, 8407260348. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X F ic he : 50-000, 84/07/25, 8407230079. 

8407310122 Informs that 840330 submittal incorrectly identified 840801 
as effective date for revised inservice insp testing 
program for pumps valves, Date should be 840930, Pages 
reflecting correct effective date encl, 

WILLIAMS, J.W. Florida Power b Light Co, 84/07/26. EISENHUT, D. G. 
Division of Licensing. 4pp. 25837:358. 24X Fi c h e : 50-250 , 84/07/26, 

8407310122. 


R. Periodic operating reports b. related correspondence 


8407020341 Forwards monthly operating repts for Turkey Point Units 
3 b A b. St Lucie Units 1 b 2 for May 1984, 

WILLIAMS, J. W, Florida Power !•: Light Co, 84/06/15, Office of 

Resource Management, Director. Ip. 25215:014. 24X 

Fiche: 50-000,84/06/15, 8407020341, 


-8407020345 Monthly operating repts for May 1984, 

GRANT, N. W. Florida Power 8.; Light Co. 84/05/31. Spp. 25215:015. 
24X Fiche; 50-000, 84/06/15, 8407020341. 


8407190141 Monthly operating repts for June 1984. W/S40716 Itr. 
GRANT, N. W. , WILLIAMS, J, W. Florida Power b Light Co. 84/06/30, 
20pp. 25673:347. 24X Fi c h e : 50-000, 84/06/30, 8407190141 . 


S. Reportable occurrences, LERs b. related correspondence 


8407090221 LER 84-003-00: on 840601, reactor trip occurred. Caused by 
personnel error resulting in reactor power reaching 10/i w/ 
turbine in tripped condition. Equipment functioned as 
designed on initiation of ESF actuation signal. W/840628 Itr. 

ROACH, P, A., WILLIAMS, J. W, Florida Power Light Co. 84/06/28, 3pp. 

25442:358. 24X Fi c he ; 50-25 1 , 84/06/28, 8407090221 . 
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8407090?.64 LER 84-007-00; on 840527.28 i-. 30. low discharge .flow observed 
from reactor coolant drain tank pumps. Caused by 
damaged O-rings in stem guide to valve ac tuator . Damag ed 
diaphrams replaced & valve stroke ad j us ted , W/84062a Itr. 

ARIGS, J.. WILLIAMS. J. W. Florida Power S.. Light Co. 84/0<b/'28. 3pp. 
25449:182. 24X Fi che : 50-25 1 . 84/06/28, 8407090264, 


8407110322 LER 84-010-00: on 840604, steam generator feedwater pump 4A 
tripped due to low suction pressure. Caused by opening of 
reactor trip breaker A, Reactor trip breaker A replaced. 

W/840705 Itr. 

ARIAS, J., WILLIAMS, J. W. Florida Power Zt Light Co. 84/07/05. 3pp. 
25523:127. 24X Fi c he : 50-251 , 84/07/05, 84071 10322. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " revi ewed . Rec ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES.C. J, Director's Office. Ip, 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182, 


8407130079 LER 84-011-00: on 840610, turb in e runback to 510 MW occurred. 
Caused by electrical transient in static inverter 4A, causing 
loss of power to vital panel Z-. instrument channel. Unit 
stabilized fy standby inverter act i vated . W/840710 Itr. 

ROACH, P. A., WILLIAMS, J. W. Florida Power Z Light Co. 84/07/10. 2pp. 
25562:077. 24X Fi che : 50-25 1 , 84/07/10, 8407130079. 


8407130308 LER 84-012-00; on 840611, moderator temp coefficient Tech Spec 
e X ceeded . Caused by failure to consider changes in parameters 
affecting fulfillment of Tech Spec requirements. Reactor 
power reduced, W/840710 Itr. 

HARTiR.D., WILLIAMS, J, W. Florida Power Light Co. 84/07/10. 3pp. 
25565; 023. 24X Fiche; 50-251, 84/07/10, 8407130308. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE,E.P. Wostingh'Tusp Electric Corp. 84/07/13. DEYOUNG, R.C. 
Director's of Inspection and Enforcement. 2pp. 

25739: 009, 24X Fiche; 50-000, 84/07/13, 8407250326, 


8407310037 LER 84-013-00: on 840624, automatic initiation of auxiliary 
feedwater occurred . Caused by steam generator feedwater pump 
4B trip due to inadequate suction pr essure , Uni t stabilized & 
auxiliary feedwater secured S; reset. W/840724 Itr. 

HARTiR.D., WILLIAMS, U. W, Florida Power Zt Light Co. 84/07/24, 2pp. 
25834: 344, 24X Fiche; 50-251, 84/07/24, 8407310037. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term QL app 1 icants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs, NSSS vend ors , r eac t or vendors 8 .-. aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407270312 Forwards exam rept & results of exam administered on 840430. 
Results withheld (ref 10CFR2.790). 

DANCE, H. C, Division of Project Resident Programs. 84/07/13. 
WILLIAMS, J, W. Florida Power & Light Co. 2pp. 25793:001. 24X 
Fiche: 50-250,84/07/13, 8407270312. 


— 8407270314 Exam rept on 840430-0504. Exam results:6 of 18 candidates 
passed. 

LAWYER, S, Region 2, Office of Director. 84/07/11. 69pp. 

25793:003. 24X Fiche: 50-250, 84/07/13, 8407270312, 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8407250110 Requests 30-day extension to resubmit revised reactor 
emergency plan. 

WHAN, G. A. New Mexico, Univ, of, Albuquerque, NM, 84/07/17. 
THOMAS, C. 0. Standardization i< Special Projects Branch. Ip. 
25745:362. 24X Fiche: 50-252, 84/07/17, 84072501 10. 


DOCKET 50-254 QUAD CITIES STATION, UNIT 1 


F. Security, medical, emergency fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone d irectory . W/840530 release memo. 

OALLE.D.P. Commonwealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche; 50-000, 84/04/26, 8407120545. 


8407160193 Revised emergency plan implementing procedures missing from 
procedure manual, inc 1 ud in g Procedures QEP 110-0 re station 
director, QEP 110-2 re acting station director Zt QEP 180-0 
re rari/'-'^ei" enci'^eer. W/transmittal Z>. receipt ltr. 

* ■£c:'.c-' Co, 84/05/31. 120pp. 25591:280. 24X 

Fiche; 50-254, 84/05/31, 8407160193. 


8407090228 Ack receipt of orders confirming licensee commitments on 
emergency response capability (Generic Ltr 82-33) . Comments 
on schedular commitments for safety parameter display sys, 

Reg Guide 1.97 emergency response facilities provided. 

RYBAK, B. Commonwealth Edison Co. 84/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25445:314. 24X 

Fiche; 50-000. 84/06/29, 8407090228. 


8407170087 Revised emergency plan implementing pr oc ed ur es , in c 1 ud i ng 
QEP 330-3 re SPING control terminal operation Z>. QEP 620-2 re 
emergency personnel dose limits Zy. radiological controls for 
rescue ty. recov^ery operati ons. W/840706 transmittal memo. 

GOWER, L., KQVACK.T. J. Commonwealth Edison Co. 84/07/31. 21pp. 

25609:162. 24X Fiche: 50-254, 84/07/31, 8407170087. 


8407310109 Revised emergency plan imp 1 emr-'t i- q pr oc ed ures , in c 1 ud ing 
QEP 170-1 re security director : I i'.-iyp t . rtg procedure, 

QEP 190-1 re operational support c tr director implementing 
procedure fy QEP 510-1 re document control. 

GERVER.L- Commonwealth Edison Co. 84/07/31. 18pp. 25837:050. 24X 

Fiche-: 50-254, 84/07/31, 8407310109. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407050304 Forwards Rev 2 to Dresden, Quad Cities Z< Zion updated FSARs. 
DELOEORGE, L. 0. Commonwealth Edison Co, 84/06/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 553pp. 25295: 154, 

24X Fiche: 50-000,84/06/28,8407050304. 


P. Operating license stage documents fy correspondence 


8407100069 Forwards Amends 89 8, 84 to Licenses DPR-29 %( DPR-30, 
respectively Zy safety eva luation. Amends authorize changes 
to Tech Specs to implement requirements of 10CFR50, App I tn 
establish average release rates. 

SEVAN, R, B. Operating Reactors Branch 2. 84/06/19. FARRAR. D. L. 

Commonwealth Edison Co. 2pp. 25534:202, 24X Fic he: 50-254, 84/06/19. 

8407100069. 


— 8407100075 Amends 89 Zy 84 to Licenses DPR-29 Z>. DPR-30, res p ect ivel y, 
authorizing change to Tech Specs to implement requirements 
of 10CFH50, App I, establish new limiting conditions for 
operation Zy revise environ monitoring program, 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/19. 141pp. 

25534:204. 24X Fiche : 50-254, 84/06/ 19, 8407100069. 


— 8407100080 Safety evaluation supporting Amends 89 & 84 to Licenses 
DPR-29 Zy DPR-30, respect ive ly. 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 9pp. 
25534:346. 24X Fi c h e : 50-254, 84/06/ 19, 8407100069. 


8407020282 Responds to 840518 request re environ qualification of 
electrical equi pmen t. Ap p 1 i ca b 1 e justification for 
continued operation currently being relied on submitted in 
Rybak 840521 ltr, 

RYBAK, B. Commonwealth Edison Co. 84/06/22, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 25216:351. 24X 

Fiche: 50-000, 84/06/22, 8407020282. 
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8407030092 Provides rectuested info supporting conclusion that 
containment recombiner capability fj. atmospheric containment 
air dilution sys not required, 

RYBAK, B, Commonwealth Edison Co. 84/06/25, DENTON, H.R, Office of 
Nuclear Reactor Regulation, Director, 4pp. 25267:186. 24X 

Fiche: 50-000, 84/06/25, 8407030092, 


8407030196 Requests extension of 10CFR50. 49 ( g > scheduler requirements 
for rep lacement/mod of specific equipment subj to environ 
qualification rule. Return to svc now scheduled for 840730. 

RYBAK, B, Commomuealth Edison Co. 84/06/25. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, 2pp. 25238.089. 24X 

Fiche: 50-254, 84/06/25, 8407030196. 


8407100337 Forwards request for addl info to complete review of 840511 
justification for continued operation re 125-volt dc 
battery capacity. Info should be provided within 30 days. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26. FARRAR. D. L. 

Comnonuealth Edison Co. 4pp. 25516:355. 24X Fic he: 50-254, 84/06/26, 

8407100337. 


8407030401 Advises of review approval of Revs 24 tn 25 to QA topical 
rept.per 830713 & 0822 Itrs.App B requirements satisfied. 

NORELIUS, C. E. Division of Project Z'. Resident Programs. 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp. 25239: 276. 24X 

Fiche: 50-000, 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins &. data Itrs.in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events, " Review to be completed by 840928. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30, DENTON, H. R. 
Office of Nuclear Reacto- 9 eq i' 1 .a t ’ on , Director. 2pp. 25426:041. 

24X Fiche: 50-000, 84/C6.':»;- C'O. 


8407020206 Generic Ltr 84-15 to al.l, licensees of operating reactors, 
applicants for OLs & holders of Ol®s re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


S407090197 Provides addl info re post-accident sampling sys, per 
NUREG-0737, Item II. B. 3. 

RYBAK, B. Commonwealth Edison Co. 84/07/02, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp, 25443:359. 24X 

Fiche: 50-000, 84/07/02, 8407090197. 


8407090258 Forwards request for addl info to complete review of 
NUREG-0737, Items I. A. 2. 1, "Immediate Upgrading of Reactor 
Operators Senior Operators" II. B, 4, "Training for 
Mitigating Core Damage, " 

CRUrCHFIEL D, D, Operating Reactors Branch 5, 84/07/02. FARRAR, D.L, 

Commonwealth Edison Co, 10pp. 25450:176. 24X Fi che; 50-000, 

84/07/02, 8407090258. 


8407160148 Forwards response to request for addl info re equipment 
qualification temp profiles inside containment. 

Environmentally qualified temp monitoring sys will be 
installed so operator may monitor temp take action. 

RYBAK, B. Com.monwealth Edison Co. 84/07/02, DENTON, H. R, Office of 
fJuclear Reacto- R^g 1 at i cr . Di-ector. 9pp. 25600:257. 24X 

Fiche: 50-0''-C;. f-4. 0 .'/Cv'- 8 7 : ,6 C 1 4r- 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends, Svc list encl. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp, 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda, liD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45), 

DIIANNI,D. C. Operating Reactors Branch 3, 84/07/09. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407250306 Forwards corrected Tech Spec Table 4.2-1 in Amends 88 5,. 83 
to Licenses DPR-29 &( DPR-30, respectively. Tab 1 e contained in 
840606 amends omitted superscript ref to table note. 

BEUAN, R.B. Operating Reactors Branch 2. 84/07/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp, 25778:129. 24X Fiche: 50-254, 84/07/11, 

8407250306. 


— 8407250313 Corrected Tech Spec Table 42-1 in Amends 88 fts 83 to 
Licenses DPR-29 Zt DPR-30, respe c t ivel y , Or i g i na 1 840606 amends 
omitted superscript ref to table note in Table 4.2-1, 

NRC - No Detailed Affiliation Given, 84/07/11, 4pp. 
25778:131. 24X Fi c he ; 50-254, 84/07/11 , 8407250306. 


8407200228 Forwards request for addl info re plant-unique analysis rept 
review Meeting to discuss request before responses 
completed scheduled for 840809 to eliminate 

r ■: -,i t--- / 

Z = ■ r. i, I'.perating Reactors Branch 5. 84/07/13. FARRAR, D, L. 

Commonwealth Edison Co. 6pp, 25692.325. 24X Fi ch e: 50-000, 84/07/ 13, 

0407200228. 


8407270379 Forwards safety evaluation re licensee submittal concerning 
NUREG~0737, Item II.D. 1, "Saf ety Relief Valve Testing " 

Submittal demonstrates ability of RCS relief safety valves 
to function under expected c ond i t i ons . Revi ew complete. 

VASSALLO, D.B Operating Reactors Branch 2. 84/07/13. FARRAR, D.L. 

C omiT.onwea 1 th Edison Co. 18pp 25799:079, 24X Fi c he : 50-254 , 

84/07/13, 8407270379, 


GJ. Inspection reports, IE Bulletins b. correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification" Svc list 
encl. 

JORDAN, E. L. Dis'ision of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X F i c he : 50-000, 84/06/26, 8406250214, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees b. Vendors, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X F i c he ; 50-000, 84/06/29, 840628031 1 . 


8407100403 Forwards summary of stainless steel piping ultrasonic xnsp &. 
repair, containing addl info requested during 840608 meeting 
b. "IGSCC Flaw Disposition Summary." Sampling plan based on 
Generic Ltr 84-11. 

RYBAK, B. Commonwealth Edison Co. 84/07/02. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director 5pp, 25509:001. 24X 

Fiche: 50-254, 84/07/02, 8407100403, 


--8407100406 "IGSCC Flaw Disposition Summary." 

NUTECH Engineers, Inc. RHB-a4“032. 84/06/27. 18pp. 

25509:006. 24X Fiche: 50-254, 84/07/02, 8407100403, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 b Other 
Anaerobic Adhesive/Sealants. " Svc list encl, 

JORDAN, E, L Division of Emergency Preparedness b. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276, 24X F iche : 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation b Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp, 25602:032. 24X Fic he ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post S30103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp, 25865:286. 24X Fic he : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251 . 


8407170263 Forwards plans b. schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden, 

Coils for HFA relays at Braidwood replaced, 

ALEXANDER, G. L, Commonuealth Edison Co. 84/07/11, KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616:179. 24X 

Fiche: 50-000, 8d/07/ll, 8407170263. 


8407300129 Forwards supplementary info on IGSCC weld insp results, in 
response to addl questions based on review of util 840702 
submi ttal - 

RYBAK, B, Commonwealth Edison Co. 84/07/11. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 25807:010. 24X 

Fiche: 50-254, 84/07/1 1 , 8407300129. 


8407310045 Forwards IE Insp Repts 50-254/84-06 b. 50-265/84-05 on 
840418-0629, No nonconp 1 i ance noted. 

LITTLE, W.S. Regions, Office of Director. 84/07/12, REED.C. 
Commonwealth Edison Co. 2pp. 25834:326, 24X Fiche: 50-254, 84/07/12, 

8407310045 , 
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--B407310057 IE Insp Repts 50-254/84-06 Sv 50-265/84-05 on 840418-0629 No 
noncompliance or deviations noted, Major areas inspected' 
insp repair of stainless steel piping in dryuel 1. torus 
mod* IE bulletins jet pump instrument penetration. 

WARD, K. D. . JONES, D. E. , DAN I ELSQN, D. H. Region 3. Office of 
Director. 84/07/12 16pp. 25834:328 24X Fi ch e: 50-254, 84/07/ 12. 

8407310045, 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ens e es, app 1 i cant s 
for QLs, NSSS vendor s, reac tor vendors S*. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 

Edison Co. of Neu York, Inc. 16pp. 25601: 326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407170239 Ac k receipt of 840618 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-254/83-31 & 
50-265/83-30. 

NORELIUS, C. E. Region 3, Office of Director. 84/07/13. REED, C 
Commonujealth Edison Co. Ip 25612' 268 24X Fiche: 50-254, 84/07/13* 

8407170239. 


— 8407170241 Responds to NRC 840517 ltr re violations noted in IE Insp 
Repts 50-254/83-31 50-265/83-30 Corrective actions; new 

procedure providing instructions ?' precautions to properly 
change conditions of MSIV written. 

FARRAR* D. L Commonuiea 1 th Edison Co, 84/06/18. KEPPLER. J. G. 
Region 3, Office of Director. 4pp. 25612:269. 24X 

Fiche: 50-254* 84/07/13, 8407170239. 


S407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused fay Human Error Involving Wrong Unit* Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness a*. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of Neu 

York. Inc. lOSpp. 26057:245. 24X F ic he ; 50-000* 84/07/25, 8407230079. 


R. Periodic operating reports 8/. related correspondence 


8407180008 Monthly operating repts for June 1984. W/840705 ltr. 

KIMLER* D, KALIVIANAKIS, N C ommonuea 1 th Edison Co. 84/06/30. 24pp. 

25667:203. 24X Fiche : 50-254, 84/06/30, 8407180008. 


8407180010 Forwards listing of changes, tests 8*! experiments completed 
during June 1984. 

KALIVIANAKIS, N. Commonwealth Edison Co. 84/07/05. CASE, E, G. 
Office of Nuclear Reactor Regulation, Director. 5pp. 25667:278. 
24X Fiche: 50-254, 84/07/05,8407180010. 


S. Reportable occurrences, LERs 7^: related correspondence 


8407030430 LER 84-010-00' on 840530, trip of reactor protection sys 
experienced due to intermediate range monitors 11,14,15 & 17 
going h i-hi . Probab 1 y caused by personnel bumping 
instruments. W/B40625 ltr 

IBEN, C. , KALIVIANAKIS Commonwealth Edison Co. 84/06/25, 3pp. 
25239:200. 24X Fiche; 50-254, 84/06/25, 8407030430, 


S407120182 Advises that AEQD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," revi ewed , Re c ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche; 50-000, 84/07/05, 8407120182. 


--8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office, 84/06/30. 46pp, 25559:009. 

24X Fiche- 50-000, 84/07/05, 8407120182. 


8407310090 Final potential Part 21 rept supplementing B40711 
notification re delivery of defective analog trip panels &•. 
conductor ends. Corrective action completed prior to 
equipment placement in svc, 

MANNER, J, S. Nutherm International, Inc. 84/07/18. Region 3, 
Office of Director, Ip, 25833:098. 24X Fi c h e : 50-000, 84/07/18, 

8407310090 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term QL app 1 i cants, Svc list 
enc 1. 

EISENHUT, D, G, Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


B407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, " re administrat ion of simulator exams. 

WALKER, R. D, Region 3, Office of Director. 84/07/02. REED, C. 
Commonwealth Edison Co, 2pp. 25430:028, 24X Fiche; 50-000, 84/07/02, 
8407060215. 
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F. Security, medical, emergency fire protection plans 


8407130495 Public version of revised general ofc control c tr /emergenc y 
operations facility emergency plan implementing procedures, 
including GEN-2 re emergency telephone numbers GEN-3 re 
on-shift sys power contr o 1 1 er , W/ JM Felton 840709 memo. 

BRADLEY, J. Consumers Power Co. 83/07/21. 109pp. 25582:151. 24X 

Fiche; 50-000, 83/07/21, 8407130495. 


8407030361 Ack receipt of B40620 ltr informing NRC of steps taken to 
correct access control noted in IE Physical Security 
Insp Rept 50-255/84-07, 

AXElSON, W. L. Region 3, Office of Director. 84/06/27. DEWITT, R, D. 
Consumers Power Co. Ip. 25272:278, 24X F i c h e : 50-255. 84/06/27, 

8407030361. 


— 8407030365 Forwards response to NRC ltr re access control noted in IE 
Physical Security Insp Rept 50-255/84-07. Resp onse withheld 
(ref 10CFR73. 21). 

JOHNSON, B. D. Consumers Power Co. 84/06/20. KEPPLER, J. G. Region 
3, Office of Director. Ip. 25272:279. 24X Fiche; 50-255, 84/06/27, 

8407030361 , 


8407100422 Forwards milestone commitments on Suppl 1 to NUREG-0737, 
procedures generation pac kag e, func ti on S*. task analysis 
methodology S; Reg Guide 1.97 milestone activity schedule 
change. 

JOHNSON, B, D, Consumers Power Co. 84/06/29. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 56pp. 25461:315. 24X 

Fiche; 50-255,84/06/29, 8407100422. 


8407100001 Advises that 840614 Rev 2 to sui ta b i 1 i ty , tra in ing 
qual if icat ion plan consistent w/provisions of 1 0CFR50. 54 ( p ) 
g, acceptable. 

AXELSON, W. L. Region 3, Office of Director. 84/07/02. 
VANDEWALLE, D. J. Consumers Power Co, 2pp. 25512:144. 24X 

Fiche: 50-255,84/07/02, 8407100001, 


8407060122 Ack receipt of 840521 0604 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
50-255/84-05. 

NORELIUS, C. E. Division of Project S< Resident Programs. 84/07/03. 
DEWITT. R.B. Consumers Power Co. Ip. 25421:150. 24X 

Fiche: 50-255,84/07/03, 8407060122. 


— 8407060129 Suppls response to NRC 840416 ltr re noncompliance noted in 
IE Insp Rept 50-255/84-05. Se ct i ons of LER 84— 001, d iscuss ing 
corrections to noncompliance re failure to Implement 
emergency plan, listed. 

JOHNSON, B. D. Consumers Power Co. 84/06/04, KEPPLER, J. 0. Region 

3. Office of Director. 2pp. 25421:151. 24X Fiche: 50-255, 

84/07/03, 8407060122 


— 8407060133 Responds to NRC 840416 ltr re noncompliance noted in IE Insp 
Rept 50-255/84-05. Corrective actions addressed in LER 
84-001, 

VANDEWALLE, D. J. Consumers Power Co, 84/05/21. KEPPLER, J.O, 

Region 3, Office of Director. 4pp. 25421; 153, 24X 

Fiche: 50-255, 84/07/03, 8407060122. 


8407100506 Ack receipt of 840607 ltr describing scope Zf objectives of 
scheduled 840821 emergency preparedness exercise as util 
only participation e x er c i se. Qb jec t i ves acceptable. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/07/05. 

DEWITT, R.B, Consumers Power Co. Ip. 25465:334. 24X 

Fiche; 50-255, 84/07/05, 8407100506. 


--8407100510 Forwards description of scope 15', objectives of annual 
emergency exercise requested in NRC 820112 ltr. Exercise 
scheduled for 840S21 will involve util participation only. 

JOHNSON, B, D, Consumers Power Co. 84/06/07. KEPPLER, J. G. Region 

3, Office of Director. 3pp. 25465:335. 24X Fi c he ; 50-255, 

84/07/05, 8407100506. 


0407260101 Provides supplementary info in response to NRC 840424 
request re 840423 "Fire Protection - Exemption Requests 
Modified Commitments." Ad d 1 exemption requests also end. 
VANDEWALLE, D. J. Consumers Power Co, 84/07/16. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 132pp. 25775:049. 24X 

Fiche: 50-255,84/07/16, 8407260101. 
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8407200168 Suppls 840629 imp 1 smenta 1 1 on schedule for NUREG-0737, Sup p 1 1 
projects) per NRC request for info re emergency operating 
procedure (EOF) upgrade proposed Reg Guide 1.97 project 
schedules EOPs uill be upgraded by Feb 1986. 

VANDEWALLE) D. J. Consumers Power Co. 84/07/17. CRUTCHFIELD. D. 
Pperating Reactors Branch 5, 3pp. 25692:338. 24X 

Fiche: 50-255, 84/07/17, 8407200168. 


8407270092 Forwards Rev 2 to 840716 exemption request re cable 
separation inside containment. Advi ses of incorrect 
state.ments in 840713 confirmatory action Itr re excessive 
heat in Cable Tray Section CP250 on 840703. 

VANDEWALLE, D. J, Consumers Power Co. 84/07/20. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 11pp. 25789:230 24X 

Fiche: 50-255, 84/07/20, 8407270092. 


K. Utility Final Safety Analysis Report <FSAR) amends 


8407050220 Forwards updated FSAR.Vols 1-10, per NUREG-0820. Li st of 
plant changes encl. Chapter 12 contains info requested in 
Generic Ltr 84-14 re replacement r e qua 1 if i ca t i on training 

program. Chapter 14 to be submitted at later date. 

DEWITT, R. B. Consumers Power Co, 84/06/28, DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 5pp. 25655:001, 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


— 8407050273 Rev 0 to App 7A to Palisades Plant updated FSAR, 
"Engineered Safeguards Testing " 

* Consumers Power Co. 84/06/28. lOpp, 25661:132. 24X 

Fiche 50-255, 84/06/28, 8407050220. 


--B407050278 Rev 0 to App 7B to Palisades Plant updated FSAR, 
"Associated Circuits Analysis for Safe Shutdown " 

Consumers Power Co, 84/06/28. Spp 25661:141 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


— 8407050281 Rev 0 to App 7C to Palisades Plant updated FSAR, "Reg 
Guide 1. 97 Interim Rept, Sept 1983. 

* Consumers Power Co. 84/06/28, 250pp. 25661 149. 24X 

Fiche, 50-255, 84/06/28, 8407050220. 


— 8407050285 Rev 0 to Chapter 8 to Palisades Plant updated FSAR, 
"Elec trica 1 Sys. " 

Consumers Power Co, 84/06/28. 200pp. 25662:063, 24X 

Fiche: 50-255, 84/06/28, 8407050220 


— 8407050286 Rev 0 to App llA to Palisades Plant updated FSAR, "App I 
Submi tta 1 , 760604. " 

Consumers Power Co, 84/06/28. 6Spp 25663:321, 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


--8407050222 Updated FSAR for Palisades Plant, Vols 1-10, 

* Consumers Power Co, 84/06/28. 3,914pp. 25655:006. 24X 

Fiche : 50-255, 84/06/28, 8407050220, 


— 8407050226 Rev 0 to Chapter 1 to Palisades Plant updated FSAR, 
"Introduction t/. Suirmary. " 

* Consumers Power Co, 84/06/28. 200pp, 25655:034. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


— 8407050287 Rev 0 to Chapter 9 to Palisades Plant updated FSAR, 
"Auxiliary Sys." 

* Consumers Power Co. 84/06/28, 400pp. 25662:209. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


--8407050290 Rev 0 to Chapter 12 to Palisades Plant updated FSAR, 
"Conduct of Operations. " 

* Consumers Power Co. 84/06/28. 56pp. 25664:028. 24X 

Fiche: 50-255, 84/06/28, 8407050220, 


— 8407050228 Rev 0 to Chapter 2 to Palisades Plant updated FSAR, "Site 
8< Environ. " 

Consumers Power Co. 84/06/28. lOOpp. 25655:154. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


— 8407050291 Rev 0 to Chapter 10 to Palisades Plant updated FSAR, "Stean 
Power Conversion Sys. " 

* Consumers Power Co. 84/06/28. 100pp. 25663:092. 24X 

Fiche , 50-255, 84/06/28, 8407050220. 


— 8407050232 Rev 0 to App 2A to Palisades Plant updated FSAR, 
"Meteorological Data Summary Analysis for Dec 1977 - Nov 
1978. " 

* Consumers Power Co. 84/06/28. 200pp, 25655:254. 24X 

Fiche: 50-255, 84/06/28, 8407050220, 


--8407050234 Rev 0 to Chapter 3 to Palisades Plant updated FSAR, 
"Reactor, " 

4 Consumers Power Co. 84/06/28. 150pp. 25656:263. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


--8407050292 Chapter 13 to Palisades Plant updated FSAR, "Initial Tests 
?/ Operations. " 

4 Consumers Power Co, 84/06/28. 14pp. 25664:062. 24X 

Fiche: 50-255, 84/06/28, 8407050220, 


--8407050294 Rev 0 to Chapter 11 to Palisades Plant updated FSAR, 
"Radwaste Hgt fy Radiation Protection. " 

4 Consumers Power Co. 84/06/28, 200pp. 25663:184. 24X 

Fiche: 50-255, 84/06/28, 8407050220 


•0407050237 Rev 0 to Chapter 4 to Palisades Plant updated FSAR, 
"Primary Coolant Sys, " 

4 Consumers Power Co. 84/06/28. 150pp. 25656:348. 24X 

Fiche; 50-255, -84/06/28, 8407050220. 


— 8407050295 Rev 0 to Chapter 15 to Palisades Plant updated FSAR, "QA 
Program, " 

4 Consumers Power Co, 84/06/28. 16pp, 25664; 100. 24X 

Fiche' 50-255, 84/06/28, 8407050220, 


■8407050241 Rev 0 to Chapter 5 to Palisades Plant updated FSAR, "Design 
of Struc tures, Sy s Components. " 

4 Consumers Power Co, 84/06/28. 500pp. 25657: 105. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


■8407050246 Rev 0 to App 5A. 1 to Palisades Plant updated FSAR, 
"Analysis of Postulated High Energy Line Breaks Outside of 
Containment, " 

4 Consumers Power Co. 84/06/28. 200pp. 25658:127. 24X 

Fiche; 50-255, 84/06/28, 8407050220. 


•8407050248 Rev 0 to App 5 A. 2 to Palisades Plant updated FSAR, "SEP 
High Energy Line Brea'ks Inside Containment." 

4 Consumers Power Co, 84/06/28. 300pp. 25658; 310. 24X 

Fiche: 50-255, 84/06/28, 3407050220, 


•8407050251 Rev 0 to App 5A. 3 to Palisades Plant updated FSAR, "SEP 
High Energy Line Breaks Inside Containment. " 

4 Consumers Power Co. 84/06/28. 300pp. 25659: 156. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


■8407050270 Rev 0 to Chapter 6 to Palisades Plant updated FSAR, 
"Engineered Safeguards Sys. " 

4 Consumers Power Co. 84/06/28. 200pp, 25660:142. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


■8407050272 Rev 0 to Chapter 7 to Palisades Plant updated FSAR, 
"Instrumentation Controls," 

4 Consumers Power Co. 84/06/28. 400pp. 25660:282. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


P. Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 S,. 83-72 Board Notifications 83-128 fy 83-128A, 

Forwards Apps C 0 documents, Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon fy Weiss. 7pp. 25584:078. 24X Fi c h e ; 50-000, 84/04/ 13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pip 
geometry of PQRVs.EPRI tests on PORVs showed that valves 
mfg by Dresser Industries S/ Target Rock failed to close. 

DIIANNI,D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip 25584:102. 24X 

Fiche 50-000, 84/04/13, 8407130037. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 
83-72. Forwar ds App F documents. App G documents withheld 
(ref FOIA Exemptions 4 fy 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon Weiss, Spp. 25586:213. 24X Fiche: 50-000, 84/04/23, 

8407130156, 


— 8407130229 Draft memo re review of addl licensee/vendor info concern 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant, 

Related info encl. 

KNIGHT, J.P, Assistant Director for Comp. Structures Engineering 
(Post 830201). 84/04/23, MIRAGLIA, F. J, Assistant Director for 

Safety Assessment. LAINAS,G. C. Assistant Director for Operating 
Reactors, I34pp. 25589:213. 24X Fiche; 50-000, 04/04/23, 

8407130156 , 
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8407050112 Foruiards discussion items associated w/SEP Topic III-7.B. 
"Design Codes, Design Criteria Loading Combinations," per 
NRC 831101 Itr. Item re snouj loads high temp/thermal 
gradients in concrete structures will be sent at later date. 
JOHNSON, B. D. Consumers Power Co 84/06/28. CRUTCHFIELD, D- 
Operating Reactors Branch 5 41pp. 25287.108. 24X 

Fiche; 50-255, 84/06/28, S407050112. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs t-. holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D, G Division of Licensing 84/07/02. Consolidated 
Edison Co. of New Vork, Inc. 3<6pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses h amends. Svc list end 
EISENHUT, D G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407090225 Forwards Amend 84 to License DPR-20 S,. safety evaluation. 
Amend deletes requirements of Commission 791109 order 
modifying license re actions required prior to startup. 

PAULSON, W, A. Operating Reactors Branch 5. 84/07/06. 

VANDEWALLE, D. J. Consumers Power Co. 2pp. 25445:308. 24X 

Fiche: 50-255,84/07/06, 8407090225. 


— 8407090226 Amend 84 to License DPR-20, deleting requirements of 
Commission 791109 order modifying license re actions 
required prior to startup. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/06. Ip. 

25445:310. 24X Fi ch e: 50-255, 84/07/06, 8407090225. 


— 8407090227 Safety evaluation supporting Amend 84 to License DPR-20. 

■» Office of Nuclear Reactor Regulation, Director. 84/07/06. 3pp. 
25445:311. 24X Fic he ; 50-255, 84/07/06, 8407090225. 


8407110350 Forwards addl info re auxiliary feedwater spar 9 er,per 840626 
ltr. 

VANDEWALLE, D. J. Consumers Power Co. 84/07/09. PAULSON, W. 

Operating Reactors Branch 5. 16pp. 25523:144. 24X ' 

Fiche: 50-255, 84/07/09, 8407110350. 


— 8407110360 Advises that automatic feedwater sys modified during late 
1981 refueling outage. Dec 1931 water hammer test showed no 
water hammer resulted at any pressure or flow test. Requests 
removal of 300 gpm flow rate limit 

JOHNSON, B.D. Consumers Power Co. 82/08/17. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 25523:160. 24X Fiche: 50-255, 

84/07/09, 8407110350. 


— 8407110377 Rev 0 to Procedure T-147 "Water Hammer Test. " 

■» Consumers Power Co, 81/12/14. 11pp. 25523:162. 24X 

Fiche: 50-255, 84/07/09, 8407110350. 


--8407110382 "Auxiliary Feedwater hJozzle Grindouts." 

ANDERSON, P, L. Combustion Engineering, Inc. 84/05/24. 39pp. 

25523:174. 24X Fi c h e : 50-255, 84/07/09, 84071 10350. 


— 8407110396 "Evaluation of Auxiliary Feedwater Piping for Postulated 
Water Hammer Event. " 

ANDERSON, P. L. Combustion Engineerino, Inc. S4/04/19. 7pp. 
25523:213. 24X Fi c h e ; 50-255, 84/07/09, B4D71 10350. 


8407130143 Forwards application for amend to License DPR-20, chang ing 
Tech Specs re post-accident sampl ings, per NUREG-0737 
(Generic Ltr 83-37). 

JOHNSON, B.D. Consumers Power Co. 84/07/09. CRUTCHFIELD, D. 
Operating Reactors Branch 5. Ip. 25562:302, 24X 

Fiche: 50-255, 84/07/09, 8407130143. 


—8407130149 Application for amend to License DPR-20, revi sing Tech Spec 
Section 6.17 to require implementation of program ensuring, 
capability to obtain analyze reactor coolant, radioactive 
iodines particulates in plant gaseous effluents. 

DEWITT, R.B., DURFEYfS.L. Consumers Power Co. 84/07/09. 2pp. 
25562:303. 24X Fic he : 50-255, 84/07/09, 8407130143. 


--B407130157 Proposed Tech Sp ecs, imp 1 ementing program to ensure 
capability to obtain Z>. analyze reactor coolant, radioactive 
iodines & particulates in plant gaseous effluents Z>. 
containment atmosphere samples under accident conditions. 

* Consumers Power Co, 84/07/09. 2pp. 25562:305. 24X 

Fiche: 50-255, 84/07/09, 8407130143. 


Q. Inspection reports, IE Bulletins & correspondence 


8407030049 Forwards IE Special Safety Insp Rept 50-255/84-11 on 
840531-0601, No noncomp 1 ianc e noted. 

LITTLE. W. S. Region 3, Office of Director. 84/06/15. DEWITT, R. B. 
Consumers Power Co, 2pp. 25278:356. 24X Fi c h e : 50-255, 84/06/ 15, 

8497030049. 


— 8407030064 IE Special Safety Insp Rept 50-255/84-11 on 840531-0601 , No 
noncompliance noted dajor areas inspec ted ; aux i 1 iary 
feedwater nozzle mod activities. 

KEY, W.J. , Danielson, D. H ? = ::•' nr O, Cffi.te of Director. 84/06/15. 

5pp. 25278:358. 24X i ■.* t-O- " 55 /C6/ 1 5, 8407030049. 


8407090181 Forwards IE Insp Rept 50-255/84-04 on 840416-0529. No 
noncomp 1 lance noted. 

SHAFER, W. D. Region 3. Office of Director. 84/06/15. DEWITT, R.B. 
Consumers Power Co. 2pp. 25454:099, 24X Fi ch e: 50-255. 84/06/15, 

8407090181. 


— 8407090184 IE Insp Rept 50-255/84-04 on 840416-0529. No noncompliance 
noted. Major areas insp ec t ed : pr e vi ous 1 y identified items, 
plant safety, work ac tivi t i e s, te st ing ac t i vi t i es, rep or tab le 
events ?«. independent insp areas. 

JORGENSEN, B. L. Region 3, Office of Director. 84/06/15. 9pp. 
25454:101 24X Fiche: 50-255, 84/06/15, S407090181 , 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness fy. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp, 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407030361 Ac k receipt of 840620 ltr informing NRC of steps taken to 
correct access control noted in IE Physical Security 
Insp Rept 50-255/84-07. 

AXFLSQN,W.L. Region 3, Office of Director. 84/06/27. DEWITT, R, B. 
Consumers Power Co. Ip. 25272:278. 24X Fi ch e: 50-255. 84/06/27, 

840 7030361. 


— 8407030365 Forwards response to NRC ltr re access control noted in IE 
Physical Security Insp Rept 50-255/84-07. Response withheld 
(ref 10CFR73. 21). 

JOHNSON, B.D. Consumers Power Co, 84/06/20. KEPPLER, J.G. Region 
3, Office of Director. Ip. 25272:279. 24X Fi c h e: 50-255, 84/06/27, 

8407030361. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he : 50-000. 84/06/29, 840628031 1. 


8407180278 Forwards IE Insp Rept 50-255/84-09 on 840425-0517 8< notice 
of violation. 

WALKER, R.D. Region 3, Office of Director. 84/06/29. DEWITT, R.B, 
Consumers Power Co. 2p p , 25666:104. 24X Fi c he ; 50-255, 84/06/29, 

8407180278, 


— 8407180279 Notice of violation from insp on 840425-0517. 

WALKER, R.D. Region 3, Office of Director. 84/06/29. 2pp. 
25666:106. 24X Fi c h e ; 50-255, 84/06/29, 84071 80278. 


— 8407180281 IE Insp Rept 50-255/84-09 on 840425-0517. Noncomp 1 iance 
noted : fai lure to provide acceptance criteria in surveillance 
procedure t. establish measures to prevent inadvertent use or 
installation of nonconforming items w/o justif ication. 

HASSE, R. , KROPP, W. , KISH, J. Region 3, Office of Director. 

84/06/29, 20pp. 25666:108. 24X Fiche: 50-255, 84/06/29, 8407180278, 


8497060122 Ack receipt of 840521 ^0604 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
50-255/84-05. 

NCRELIUS, C. E. Division of Project Resident Programs. 84/07/03. 
DEWITT, R.B. Consumers Power Co. Ip. 25421:150. 24X 

Fiche: 50-255, 84/07/03, 8407060122. 


--8407060129 Suppls response to NRC 840416 ltr re noncompliance noted in 
IE Insp Rept 50-255/84-05. Sect ions of LER 84-001, discussing 
corrections to none omp 1 ianc e re failure to implement 
emergency plan, listed. 

JOHNSON, B.D. Consumers Power Co. 84/06/04. KEPPLER, J. G. Region 
3, Office Of Director. 2pp. 25421:151. 24X Fiche: 50-255, 

84/07/03, 8407060122. 


— 8407060133 Responds to NRC 840416 ltr re noncompliance noted in IE Insp 
Rept 50-255/84-05. Corrective actions addressed in LER 
84-001. 

VANDEWALLE, D. J. Consumers Power Co. 84/05/21. KEPPLER, J.G. 

Region 3, Office of Director. 4pp. 25421; 153. 24X 

Fiche: 50-255, 84/07/03, 8407060122. 
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8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sea lants. " Svc list encl. 

JORDAN, E, L. Div'ision of Emergency Preparedness S*. Engineering 
Response (Post 830103) 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X Fi che: 50-000, 84/07/05, B407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 5. Calculations Supporting Nuclear Power Plant 
Design, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &< Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84—55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Z-. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84—56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X F i c he ; 50-000. 84/07/ 10, 8407060251 . 


8407160118 Discusses IE special safety insp on 840322-23 notice of 
violation. 

KEPPLER.J, G. Region 3. Office of Director, 84/07/11. DEWITT. R. B. 
Consumers Power Co, 3pp. 25600:305. 24X Fi che . 50-255, 84/07/1 1, 

84071601 18. 


— 8407160119 Notice of violation from insp on 840322-23. Violations noted: 
individual working as diver in refueling cavity during First 
Quarter 1984 received dose of 4, 5 rems to right leg %>. diver 
entered high radiation area ui/o dose rate monitor. 

KEPPLER, J. (». Region 3, Office of Director. 84/07/11. 3pp. 

25600:308. a4X Fi c h e: 50-255, 84/07/ 1 1 , 84071601 18. 


8407190221 Responds to IE Bulletin 84-02 outlines prioritized 
schedule for replacement of GE Type HFA relays installed in 
electrical sys w/Century Series relays utilizing listed 
priorities. 

JOHNSON. B. D. Consumers Power Co, 84/07/13. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 3pp. 25678:270, 24X 

Fiche: 50-255, 84/07/13, Q407190221. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co, of New 

York, Inc. lOSpp. 26057:245. 24X Fi ch e ; 50-000, 84/07/25, 8407230079, 


R, Periodic operating reports related correspondence 


8407020117 “Nonrad iolog ical NPDES Permit Violation Repts, Nov 1983 - 
Apr 1984, " W/B40531 Itr. 

JOHNSOrJ, B. D. Consumers Power Co. 84/04/30. KEPPLER, J. G. Region 3, 
Office of Director, 13pp. 25220.001, 24X Fic he : 50-255, 84/04/30, 

8407020117. 


8407030326 Forwards "1983 Annual Environ Operating Rept. " Extended 
refueling steam generator insp outage resulted in delay in 
submittal . 

JOHNSON, B.D. Consumers Power Co, 84/06/26. KEPPLER, J. G. Region 3, 
Office of Director, Ip. 25239:327. 24X F i c he : 50-255, 84/ 06/26, 

8407030326. 


— 8407030382 "1933 Annual Environ Operating Rept. " 

* Consumers Power Cb. 83/12/31. 4pp. 25239:328. 24X 

Fiche; 50-255, 84/06/26, 8407 030326. 


8407130083 Monthly operating rept for June 1984. W/S40710 Itr. 

DIENES, A. F., VANDENBERG. D. Consumers Power Co. 84/06/30. 5pp. 
25563:238, 24X Fic he : 50-255, 84/06/30, 84071 30093. 


S. Reportable occurrences, LERs & related correspondence 


8407020117 "Nonradiolog ical NPDES Permit Violation Repts, Nov 1983 - 
Apr 1984. " W/840531 Itr. 

JOHNSON, B. D. Consumers Power Co. 84/04/30. KEPPLER, J. G. Region 3, 
Office of Director. 13pp. 25220:001. 24X Fiche: 50-255, 84/04/30, 

8407020117. 


8407030256 LER 04-006-00: on 840612, US Ecology notified that ack of 
receipt of radioactive Shipment 84-035-S not received. 

Shipment trace initiated on 840612. Rece ipt S-. burial of 
shipment confirmed on 840613 . W/840628 Itr, 

MULLINS, W. P. , JOHNSON, B.D. Consumers Power Co. 84/06/28. 2pp. 
25239:353. 24X Fiche: 50-255, 84/06/28, 8407030256. 


8407200152 Confirmatory action Itr re 840703 observation of 
safety-related cables degraded by excessively high temps 
prior to commencing power op erat ions. Temp monitor will be 
installed in fire barrier phase imbalance to be measured. 

KEPPLER, J.G. Region 3, Office of Director. 84/07/13. DEWITT, R. B, 
Consumers Power Co. 2pp, 25692:169. 24X Fi c h e . 50-255, 84/07/ 1 3, 

8407200152 


8407260079 LER 84-007-00: on 840622, work on pressure indicator caused 
number of spurious actuations of low temp overpressure 
protection sys. Caused by personnel error. Proper 
communication fj. job coordination emphas ized . W/840720 Itr. 

ROGERS, D. W, , VANDEWALI E, D. J. Consumers Power Co, 84/07/20, 3pp, 
25781:068, 24X Fi c h e : 50-255 , 84/07/20 , 8407260079. 


V Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs ?< holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
encl. 

EISENHUT, D. G, Division of Licensing, 84/06/27, Consolidated 
Edison Co. of Neu York, Inc, 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142, 


8407060102 Lists practices used in implementing provision of 
NUREO-1021, "Operator Licensing Examiner Stds, " re 
administration of simulator exams. 

WALKER, R.D. Region 3. Office of Director. 84/07/02. DEWITT, R.B 
Consumers Power Co. 2pp. 25426:361, 24X Fi c h e : 50-000, 84 /07/02, 

8407060102. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLsiNSSS vend or s, r eac tor vendors Z AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications <5. exams, Svc list encl, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097, 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8405290066 Forwards IE Insp Repts 50-259/84-18,50-260/84-10 & 
50-296/84-18 on 840501-04. No violations or deviations noted. 
VERRELLI, D, M. Division of Project Sy Resident Programs. 84/05/23. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 24693:061. 24X 

Fiche: 50-259, 84/05/23, 8405290066. 


—8405290074 IE Insp Repts 50-259/84-18.50-260/84-18 50-296/84-18 on 

840501-04. No noncompliance noted. Major areas inspected; 
security or gani zat i on, au d i t . barr ier s access controls. 

Details withheld (ref 10CFR2, 790 10CFR73, 21). 

TOBIN, W.J. Region 2, Office of Director, 84/05/22. Ip, 

24693:063. 24X Fich e; 50-259, 84/05/23, 8405290066. 


8407100282 Ack receipt of 840327 ltr forwarding safe shutdown analysis 
tj. descriptions of mods proposed for compliance w/lOCFRSO, 

App R fire protection requ ir ement s, Re ques t for exemption 
denied, since compensatory measures not provided. 

EISENHUT, D. G. Division of Licensing. 84/06/18. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25513:339. 24X 

Fiche: 50-259, 84/06/18, 8407100282. 


8407020071 Forwards emergency operating procedures generation package 
in response to NUREG-0737, Supp 1 1 

MILLS, L.M. Tennessee Valley Authority. 84/06/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 103pp, 25219; 139. 

24X Fiche: 50-259, 84/06/22. 8407020071, 


8407060211 Informs that submittal date of 840630 for Unit 3 safety 
parameter display sys for emergency response capability 
erroneous Date should be listed as 840730, 

MILLS, L.M. Tennessee Valley Authority. 84/06/29. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25426:233. 24X 

Fiche: 50-259, 84/06/29. 8407060211. 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency general 
emergency h. Emergency Radiological “c-. : i -r Procedure IP-9 

re site maps h. environ mo ni tor ing OP *;r . 

MILLS, L.M. Tennessee Valley .''■■.■t*' — t . E-r-'C'/oa. 0 'REILLY, J. P. 

Region 2, Office of Director. ‘''-D";, 24X 

Fiche: 50-000,84/07/02, 8407090204. 
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8407090365 Forwards revised radiological emergency plan implementing 
p roced ures . me 1 ud ing IP-6 re activation of technical support 
ctr<IP-l re emergency plan c 1 a ss i f i ca 1 1 on logic, IP-14 re 
health physics procedures radiological emergency plan, 

MILLS, L M, Tennessee Valley Authority, 84/07/02, O 'REILLY, J. P. 
Region 2, Office of Director. Ip. 25449 185. 24X 

Fiche- 50-259, 84/07/02, 8407090265. 


--8407090270 Revised radiological emergency plan pr oc ed ures . inc 1 ud ing 
IP-6 re activation of technical support ctr, IP-1 re 
emergency plan clas s i f i ca t i on logic, IP-14 re health 
physics lP-26 re tornado emergency procedure. 

■» Tennessee Valley Authority. 84/05/24. 2Spp. 25449:186. 24X 

Fiche 50-259, 84/07/02, 8407090265, 


--8407090272 Revised pages to Rev 13 to radiological emergency plan. 

Tennessee Valley Authority. 84/06/18. 32pp, 25449:212. 24X 

Fiche : 50-259, 84/07/02, 8407090265. 


8407110437 Notification of 840712 meeting w/util in Bethesda,MD to 
discuss util 840327 req^uest for exemption from 10CFR50, App R 
re intervening combustibles between redundant shutdown 
c ircu it s, 

LONG, W, 0, Operating Reactors Branch 2, 84/07/02. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 25548:022. 24X 

Fiche: 50-259, 84/07/02. 8407110437. 


8407270192 Forwards Amends 103,97 71 to Licenses DPR-33, DPR-52 «! 

DPR-68, resp ec ti ve ly ?'•. safety evaluation Amends change Tech 
Specs to correct errors in list of isolation valves ?< revise 
physical security plan audit cycle. 

CLARK, R.J. Operating Reactors Branch 2. 34/07/16. PARRIS. H.O. 

Tennessee Valley Authority. 2pp 25799:287, 24X 

Fiche; 50-259, 84/07/16, 8407270192. 


—8407270194 Amends 103,97 f., 71 to Licenses DPR-33, DPR-S2 & DPR-6a, 
respectively, changing Tech Specs to correct errors in list 
of isolation valves, revisi ng physical security plan audit 
cycle ,*■/ eliminating review of QA program, 

VASSALLO, D, B. Operating Reactors Branch 2. 84/07/16. 19pp. 

25799:289. 24X Fich e: 50-259, 84/07/16, 8407270192. 


— 8407270199 Safety evaluation supporting Amends 103,97 ?< 71 to Licenses 
DPR-33, DPR-52 & DPR-68, res p ect ivel y . 

* Office of Nuclear Reactor Regulation, Director. 84/07/16. 3pp. 
25799:308 24X Fic he : 50-259, 84/07/16, 8407270192. 


0, Adjudicatory correspondence 


S4071S0148 Confirmatory order for increased util efforts to ensure 
adherence to regulatory requirements for testing, 
survei llance, maint ,V. operating ac t i vi t i es. Re la ted 
correspondence, 

DEYOUNG, R, C. Director's Office, Office of Inspection and 
Enforcement DSB 294. 84/07/12. Tennessee Valley Authority. 

5pp. 25636:233, 24X Fi ch e : 50-259, 84/07/1 2, 8407180148. 


J. Insurance indemnity information 


8407020311 Forwards Endorsements 75 63 to NELIA Policy NF-19S ?■< flAELU 

Policy MF-66, respective ly, 

DUCK/j. R. Marsh !< McLennan, Inc. 84/06/25. SALTZMAN, U. Assistant 
Director for State 5; Licensee Relations. 3pp. 25216: 191. 24X 

Fiche: 50-259, 84/06/25, 8407020311. 


K. Utility Final Safety Analysis Report (FSAR) 8,. amends 


8407300290 Amend 2 to updated FSAR for Browns Ferry, W/840723 Itr. 

« Tennessee Valley Authority. 84/07/23, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 262pp. 26058:001. 24X 

Fiche; 50-259, 84/07/23, 8407300290. 


P, Operating license stage documents Z: correspondence 


8407110132 Forwards safety evaluation re IGSCC in RCPB piping sys & 
EG2<G technical evaluation concerning integrity of reactor 
coolant piping sys for use in responding to Generic Ltrs 
84-07 & 84-11. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/15. PARRIS, H. G. 

Tennessee Valley Authority. 3pp, 25538:287, 24X 

Fiche: 50-259, 84/06/15, 8407110132. 


• — 8407110142 Safety evaluation re IGSCC in RCPB piping sys. Further NRC 
actions dependent on licensee response to Generic Ltrs 
84-07 fy 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp. 
25538:290. 24X Fich e: 50-259, 84/06/1 5, 84071 10132. 


— 8407110154 Rev 1 to "Technical Evaluation of Integrity of Browns 
Ferry 1, 2 S, 3 Reactor Coolant Boundary Piping Sys. " 

NAGATA,P.K EG)!<G, Inc. FINA-6429. EGG-Fri-6246 ROl . 83/08/30, 

KOO, W, H. Division of Engineering. 52pp. 25538:294. 24X 

Fiche; 50-259, 84/06/15, 8407110132. 


8407030121 Notification of contract e x e c u ti on , Mo d l,to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferry , Sequoyah Bellefonte Simulators." 

Contractor : TVA. 

UMBEL, D. Technical Assistance Contracts Branch, FIN B— 8717. 
84/06/18. SHCWE, S. K. Director's Office, Office of Inspection and 
Enforcement,. Ip. 25411:143. 24X Fi c he: 50-000, 84/06/ 18, 84070301 21. 


--840703012S Mod 1, changing start date to 840723, to "Use of TVA Reactor 
Simulator Facilities at Chattanooga, TN for Training on 
Browns Ferry , Sequoyah 8< Bellefonte Simulators." 

JOHNSON, R. U. Tennessee Valley Authority. SMITH, P, A. Division of 
Contracts. FIN 0-8717. 84/06/18. ip, 25411; 144. 24X 

Fiche: 50-000, 84/06/18, 8407030121. 


8407100320 Forwards request for addl info re adequacy of station 
electric distribution sys vol tages. Assessment of in-plant 
voltages, discussion of approach to resolve condition S-. 
estimate for submittal of design info requested in 45 days. 
VASSALLO, D, B. Operating Reactors Branch 2. 84/06/19. PARRIS, H.G. 

Tennessee Valley Authority. 3pp. 25513:314, 24X 

Fiche: 50-259, 84/06/19, 8407100320, 


8407090146 Forwards Amends 101,95 68 to Licenses DPR-33, DPR-52 & 

DPR-68, respectively safety eval uation. Amends eliminate 
need for portable fuel load chambers during full-core 
reload. 

CLARK. R.J. Operating Reactors Branch 2. 84/06/25. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 25513: 141. 24X 

Fiche; 50-259, 84/06/25. 8407090146. 


—8407090152 Amends 101,95 ?/, 68 to Licenses DPR-33, DPR-52 DPR-68, 
respectively, eliminating need for portable fuel loading 
chambers on periodic source range monitor source checks 
during full-core reload w/both fresh & irradiated fuel. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/25. 18pp. 

25513.143, 24X Fiche: 50-259, 84/06/25, 8407090146. 


— 8407090162 Safety evaluation supporting Amends 101,95 St 68 to 
Licenses DPR-33, DPR-52 it DPR-68, respectively . 

■* Office of Nuclear Reactor Regulation, Director. 84/06/25. 3pp. 
25513:161. 24X Fiche ; 50-259, 84/06/25, 8407090146. 


8407090152 Amends 101,95 ?< 68 to Licenses DPR-33, DPR-52 & DPR-68, 
respectively, el iminating need for portable fuel loading 
chambers on periodic source range monitor source checks 
during full-core reload u/botb fresh irradiated fuel. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/25, 18pp. 

25513:143. 24X Fi c h e ; 50-259, 84/06/25, 84070901 52. 


8407060200 Advises that copy of documentation ref in plant-unique 
analysis rept provided to Franklin Research Ctr on 840622 
as requested in B40605 Itr. 

KAMHER,D.S. Tennessee Valley Authority. 84/06/26. VASSALLO, D. B , 
Operating Reactors Branch 2. Ip. 25426:200. 24X 

Fiche; 50-259, 84/06/26, 8407060200. 


8407100342 Responds to util 830603 request for change to Tech Specs 
concerning reduction of min level of water to be maintained 
over single irradiated fuel assemb ly. Request should be 
withdrawn based on evaluation. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26. PARRIS, H. 0. 

Tennessee Valley Authority. 2pp. 25513:324. 24X 

Fiche; 50-259, 84/06/26, 8407100342. 


8407100626 Forwards corrected pages to Amends 100,94 67 to Licenses 

DPR-33, DPR— 52 & DPR-68, re sp e c t ivel y . 

CLARK,R. J. Operating Reactors Branch 2. 84/06/26. PARRIS,H. G. 

Tennessee Valley Authority, 2pp. 25516:295, 24X 

Fiche: 50-259, 84/06/26, 8407100626. 


—8407100631 Corrected pages to Amends 100,94 «< 67 to Licenses DPR-33, 
DPR-52 DPR-68, resp ect ive 1 y, re instrumentation that 
initiates rod blocks, 

■» Operating Reactors Branch 2. 84/06/26. 4pp. 25516:297. 24X 

Fiche; 50-259, 84/06/26, 8407100626. 


8407050001 Forwards description of scram discharge vol long-term mods, 
implemented per BWR Owners Group GDC fy. criteria of "Generic 
SER, BWR Scram Discharge Sys. " 

MILLS, L.M. Tennessee Valley Authority. 84/06/27. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 25410:004. 

24X Fiche: 50-259, 84/06/27, 8407050001. 
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8407020206 Generic Ltr 84-15 to all licensees of operating reactorsi 
applicants for QL s holders of CPs re proposed staff 
actions to improve ?•' maintain diesel generator reliability. 

Svc list encl. 

EIS£NHUT,D,G Division of Licensing 84/07/02. Consolidated 

Edison Co. of Neu York, Inc. 36pp. 25601: 348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407090116 Forwards response to Generic Ltr 84-09 re recombiner 
capability requirements of 1 0CFR50. 44 ( c ) ( 3 ) ( i i ) , p er 840508 
request Facilities do not rely on p urg e/repressuri ration sys 
as primary means for hydrogen control 

KAMMER, D, S, Tennessee Valley Authority 84/07/02. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25442: 144. 
24X Fiche- 50-259- 84/07/02, 8407090116, 


8407250102 Forwards Amend 102,96 ?■,. 69 to Licenses DPR“33, DPR-52 
DPR-68, r esp ec t i ve ly safety eva 1 ua t i on. Amend s revise Tech 

Specs to correct errors in table of primary containment 
isolation valves. 

CLARK, R. J. Operating Reactors Branch 2. 84/07/02. PARRIS, H.G. 

Tennessee Valley Authority, 2pp. 25755:189. 24X 

Fiche: 50-259, 84/07/02, B407250102. 


— 8407250122 Amends 102,96 ?j. 69 bo Licenses DPR-33, DPR-52 S'. DPR-6a, 
rsspec t ivel y, Chang ing Tech Specs to correct errors in table 
of primary containment isolation valves fy. specify action 
required in event of rod block monitor channel failure. 
VASSALLQ, D. B. Operating Reactors Branch 2. 84/07/02. 30pp. 

25755:191. 24X Fi ch e : 50-259, 84/07/02, 8407250102, 


— 8407250136 Safety evaluatior c -r 1 1 v ; Amends 102,96 69 to 

Licenses DPR-33, DPR-52 I., ■! '■■■."• ■ • ,,, .-c t i ve i y . 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 3pp. 
25755:221. 24X Fi c h e : 50-259, 84 /07/02, 8407250102. 


8407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, B407060097. 


8407160234 Forwards response to NRC 840403 request for addl info re 
implementation of NUREO-0737, I tem II.K, 3. 16 on saf e ty /r e 1 i ef 
valve challenges St failures. 

MILLS, L.M. Tennessee Valley Authority. 84/07/09. DENTON, H. R. 
Office of Nuclear Reaetc- 1 Director, 3pp, 25590:003. 

24X Fiche: 50-259, 84/07/C V' .‘'v.- l ■■ ■■ 


8407170351 Forwards response to DG Eisenhut 840529 request for addl 
info re Multi-Plant Action F-55 concerning NUREG~0737, 

Item II.K. 3. 28, "Qualification of Automatic Depressurization 
Sys Accumulators, " 

KAMMER, D, S. Tennessee Valley Authority. 84/07/12. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 25618:322. 
24X Fiche: 50-259, 84/07/12, 8407170351, 


8407170361 Provides addl info re containment leak rate testing, per 
84042.0 request. Twenty-seven instrumentation valves k piping 
leak tested at accident pressure found within limits Lines 
t/. valves will be Type A tested in future procedures. 

KAMMER, D. S Tennessee Valley Authority. 84/07/12, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25615:051. 
24X Fiche: 50-259, 84/07/12, 8'IO7;7036J 


8407250560 Discusses 820304 application to amend Tech Specs to permit 
single loop o p era t i on. Ap p 1 i c at ion unapproved due to previous 
oscillations during single loop operation, 

VASSALLO, D, B, Operating Reactors Branch 2. 84/07/12, PARRIS, H. G. 

Tennessee Valley Authority. ■ 3pp. 25778-213. 24X 

Fiche: 50-259, 84/07/12, 8407250560. 


8407270192 Forwards Amends 103.97 k. 71 to Licenses DPR-33. DPR-52 k. 
DPR-6S, r esp ec ti ve ly k. safety eva 1 ua t i on . Amend s change Tech 
Specs to correct errors in list of isolation valves ?y. revise 
physical security plan audit cycle 

CLARK, R.J, Operating Reactors Branch 2, 84/07/16. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 25799.287. 24X 

Fiche; 50-259, 84/07/16. 8407270192, 


—8407270194 Amends 103,97 k 71 to Licenses DPR-33, DPR-52 k DPR-6a, 
respectively, Chang ing Tech Specs to correct errors in list 
of isolation valves, revis ing physical security plan audit 
cycle 8, eliminating review of QA program. 

VASSALLQ, D. B. Operating Reactors Branch 2, 84/07/16. 19pp. 

25799:289. 24X Fi ch e : 50-259, 84/07/ 1 6, 8407270 192. 


— 8407270199 Safety evaluation supporting Amends 103,97 71 to Licenses 

DPR-33, DPR-52 k DPR-68, respective! y 

Office of Nuclear Reactor Regulation, Director. 84/07/16. 3pp. 
25799:308. 24X F i c h e : 50-259, 84/07/ 16, 8407270192. 


8407300244 Provides supplementary info to NUREG-0313 request for addl 
info. Delta ferrite readings taken on Unit 3 valve during 
current outage show that ferrite content of cast austenitic 
stainless steel ranges from 87. to 207., 

MILLS, L M Tennessee Valley Authority, 84/07/24. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, 2pp, 258 03:145, 
24X Fiche; 50-259, 84/07/24, 8407300244. 


Q. Inspection reports, IE Bulletins k correspond ence 


B405290066 Forwards IE Insp Repts 50-259/84-18, 50-260/84-18 k. 
50-296/84-18 on 840501-04 No violations or deviations noted. 
VERRELLI.D M, Division of Project k. Resident Programs, 84/05/23. 
PARRIS, H.G Tennessee Valley Authority, 2pp. 24693,061. 24X 

Fiche: 50-259, 84/05/23, 8405290066. 


--8405290074 IE Insp Repts 50-259/84-18, 50-260/84-18 k 50-296/84-18 on 
840501-04 No noncompliance noted. Major areas inspected: 
security or gan i za t i on, a ud i t , barr i ers k. access controls. 

Details withheld (ref 10CFR2. 790 k. 10CFR73. 21). 

TOBIN. W.J., MCGUIRE, D.R. Region 2, Office of Director 84/05/22. 
Ip. 24693:063. 24X Fi ch e : 50-259, 84/05/23, 8405290066 


8407060036 Forwards IE Insp Repts 50-259/84-16,50-260/84-16 k 
50-296/84-16 on 840508-11. No violations or deviations noted. 
VERRELL I , D. M, Division of Project k. Resident Programs, 84/06/04. 
PARRIS, H.G, Tennessee Valley Authority, 2pp 25441,176. 24X 

Fiche: 50-259, 84/06/04. 8407060036. 


— 8407060039 IE Insp Repts 50-259/84-16, 50-260/84-16 k. 50-296/84-16 on 
840508-11. No violations or deviations noted. Major areas 
inspected . review of p r o g rams , wor k activities ?< records for 
induction heat stress improvement of safety-related piping. 

COLEY, J.L., BLAKE, J, J. Region 2, Office of Director. 84/06/01. 
8pp. 25441:178. 24X F i ch e : 50-259, 84/06/04, B407060036, 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS, R.C. Division of Project k Resident Programs. 84/06/12. 
PARRIS, H. G. Tennessee Valley Authority, 3pp. 25692:028, 24X 

Fiche; 50-000, 84/06/12, 8407200117. 


— 84072.00125 SALP Board Assessment Repts 50-2 59/84 -09,50- 260 /84-09, 
50-296/84-09, 50-327/84-08, 50-328/84-08, 50-390/84-24, 
50-391/84-19,50-438/84-07 k 50-439/84-07 for Jan 1983- 
Feb 1984. 

* Region 2, Office of Director. 84/02/29, 89pp. 25692^031. 24X 

Fiche: 50-000, 84/06/12, 8407200117. 


8407060029 Ack receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/82-01, 
50-260/82-01 k. 50-296/82-01. 

LEWIS, R.C. Division of Project k. Resident Programs. 84/06/19. 
PARRIS, H. G. Tennessee Valley Authority. Ip, 25441' 163. 24X 

Fiche: 50-259, 84/06/19, 8407060029. 


--8407060033 Responds to NRC 840222 ltr re violations noted in IE Insp 
Repts 50-259/82-01.50-260/82-01 50-296/82-0 1 . Corr e c t iv e 

actions surveillance instructions changed to require 
installation of lead seals after valve placed in position. 

MILLS, L M, Tennessee Valley Authority 84/06/11. Q 'RE ILLY, J. P, 
Region 2, Office of Director. 2pp. 25441:164 24X 

Fiche; 50-259, 84/06/19, 8407060029, 


8407190288 Forwards unsigned k. undated exam rept of exam administered 
on 840323-30 exam resul ts . Resul ts withheld 
<ref 10CFR2. 790), 

VERRELLI, D. M. Region 2, Office of Director. 84/06/19. PARRIS,H. G. 
Tennessee Valley Authority, 2pp. 25686:007. 24X 

Fiche; 50-259. 84/06/19, 8407190288. 


--8407190294 Exam rept on 840323-30. Exam results: two of ten senior 
reactor operators and seven of nine reactor operators passed 
exams. 

« Region 2, Office of Director. 84/06/19. 165pp, 25686:009. 

24X Fiche: 50-259, 84/06/19, 8407190288. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E L, Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/06/26 Cons o Uda ted" Ed i s on Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214. 


8407030491 Ack receipt of 840611 ltr forwarding payment of civil 
penalties proposed in NRC 840511 ltr. 

AXELRAD,J,A. Enforcement Staff, 84/06/27. PARRIS, H, G. Tennessee 
Valley Authority. 2pp, 25410:359, 24X Fiche : 50-259, 84/06/27, 

8407030491, 
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B406280311 IE Info Notice 84-52- "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Sv c list enc 1 

JORDAN- E L Division of Emergency Preparedness S; Engineering 
Response (Post 830103) 84/06/29, Consolidated Edison Co, of New 

York, Inc. 124pp. 25602:151. 24X F i c h e : 50-000- 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 ?< Other 
Anaerobic Adh es ive/Sea 1 an ts , " Svc list end. 

JORDAN, E, L Division of Emergency Preparedness Engineering 
Response (Post 830103) 84/07/05. Consolidated Edison Co, of New 

York- Inc 119pp 25602:276 24X Fic he : 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Doc umen ta t i on Calculations Supporting Nuclear Power Plant 

Design. " Svc list encl 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05 Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X F i c he ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E. L Division of Emergency Preparedness S-. Engineering 
Response (Post S30103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche : 50-000. 84/07/06. 8407050274. 


R. Periodic operating reports related correspondence 


8407020374 Forwards monthly operating repts for May 1984 St Unit 2 
corrected monthly operating repts for Mar & Apr 19B4. 

JONES. 0. T. Tennessee Valley Authority. 84/06/11. Office of 

Resource Management, Director. Ip. 25219:001. 24X 

Fiche; 50-259, 84/06/11. 8407020374, 


--8407020378 Monthly operating repts for May 1984. 

SWINDELL. J. E. , THOM, T. Tennessee Valley Authority. 84/05/31. 
35pp. 25219:002. 24X Fi c h e : 50-259, 84/06/ 1 1 , 8407020374. 


— 8407020383 Corrected monthly operating rept for Mar 1984. 

THOM. T. Tennessee Valley Authority. 84/03/31. Ip. 25219:037. 
24X Fiche. 50-259, 84/06/11. 8407020374. 


--S407020385 Corrected monthly operating rept for Apr 1984. 

THOM. T. Tennessee Valley Authority, 84/04/30. Ip. 25219:038, 
24X Fiche: 50-259. 84/06/11. 8407020374. 


8407270348 Monthly operating repts for June 1984. W/S4071 1 Itr, 

THOM, T. . JONES, G. T. Tennessee Valley Authority. 84/06/30. 36pp, 

25793:304. 24X Fi c h e: 50-259, 84/06/30. 8407270348. 


B407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi c he : 50-000, 84/07/ 10. 8407060251. 


8407260326 Forwards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energ i z ed , Ty pe HFA 51 series ac 
relay s, Sequoyah does not need relays replaced. 

MILLS. L.M. Tennessee Valley Authority 84/07/10. 0 'REILLY. J. P. 

Region 2, Office of Director. 5pp. 25779:243. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407170240 EN-84-042 on 840712, c onfi rmatory order will be issued to 
util confirming commitment to implement regulatory 
performance improvement program. Ac ti on taken as result of 
poor SALP performance recurring site violations. 

FARRON.P,. AXELRAD.J. Director's Office, Office of Inspec tion and 
Enforcement, 84/07/12. Ip, 25608:001. 24X Fiche: 50-259, 84/07/12, 

8407170240. 


8407270132 Forwards confirmatory order re util 840504 commitments to 
regulatory performance improvement plan. 

0 'REILLY, J, P. Region 2, Office of Director. 84/07/13. PARRIS. H.G. 
Tennessee Valley Authority, 3pp. 25811:217. 24X 

Fiche: 50-259-84/07/13, 8407270132.. 


— 8407270137 Confirmatory order re regulatory performance 
plan 8< planned util organizational changes. 

DEYOUNG, R. C. Director's Office, Office of Inspection 
Enforcement. 84/07/11, Tennessee Valley Authority. 
25811:220 24X Fi c h e ; 50-259. 84/07/ 13, 84072701 32. 


improvement 

an d 
5pp. 


8407250081 EN-84-045: on 840720. not ic e of violation proposed 
imposition of civil penalties in amount of $120,000 to be 
i ssued . Ac t i on based on failure to rept conditions adverse to 
quality. 

FARRON.P,. AXELRAD.J. Director's Office. Office of Inspection and 
Enforcement. 84/07/17. Ip, 25747:281. 24X Fiche: 50-259. 84/07/17. 

8407250081. 


8407260273 Discusses IE insp on 831013-840106 & forwards notice of 
violation proposed imposition of civil p enal ty . Enf ore ement 
conference held on 831216 in Region II of c . Vio lati ons 
categorized as Severity Level III. 

O'REILLY. J. P. Region 2, Office of Director. 84/07/20. PARRIS. H. G. 
Tennessee Valley Authority. 4pp, 25777:285. 24X 

Fiche; 50-259, 84/07/20, 8407260273. 


--8407260278 Notice of violation 8,. proposed imposition of civil penalty 
in amount of $120, OOO. Violat ions noted : fa i lure to ensure 
that conditions adverse to quality promptly identified & 
correc ted. 

O'REILLY, J, P. Region 2, Office of Director. 84/07/20. 5pp. 
25777:289, 24X Fi c he; 50-259, 84/07/20. 8407260273. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN. E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York. Inc, 103pp, 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


S. Reportable occurrences. LERs 8( related correspondence 


8407020406 PNO- 1 1-84-040: on 840627, d ur i ng startup. after 4 day maint 
outage, 1 of 13 main steam relief valves opened. Valve 
remained open until pressure dropped to 100 psi.Cold 
shutdown initiated to replace valve. 

CANTRELL, F. S. , VERRELLI, D. M. Region 2, Office of Director. 
84/06/27. Ip. 25214:355. 24X Fiche : 50-259, 84/06/27, 8407020406. 


8407250091 Updated LER 82-013/01 X-5: on 820202. d ur i ng calibr of degraded 
voltage relays on 4 kV shutdown boards, trip setpoint of all 
12 relays found below nin trip point of 3,900 volts. Caused 
by setpoint dr i f t . W/840628 Itr. 

CHRISTOPHER, W. , JONES. 0. T. Tennessee Valley Authority. 84/06/28. 
O'REILLY. J. P. Region 2. Office of Director, 3pp, 25754:356. 24X 

Fiche: 50-259, 84/06/28. 8407250091. 


8407240428 Forwards engineering evaluation of "Loosening of Flange 
Bolts on RHR HX Leading to Primary to Secondary Side 
Leakage. " Issuance of info notice S: NRR reconsideration of 
Generic Issue C-9 recommended. 

HSU, C. Reactor Operations Analysis Branch, 84/07/02 SEYFRIT.K, V, 
Reactor Operations Analysis Branch. Ip. 25734:336, 24X 

Fiche: 50-259, 84/07/02, 8407240428. 


— 8407240429 "Loosening of Flange Bolts on RHR HX Leading to Primary to 
Secondary Side Leakage, " engineering evaluation rept. 

HSU. C. Reactor Operations Analysis Branch. 84/07/02. llpp, , 

25734:337. 24X Fi c h e : 50-259. 84/07/02, 8407240428. 


84071S011S LER 84-025-00; on 8406 15, r ev i ew of bldg heat sys during IE 
Bulletin 79-14 insp determined that isolation between 
turbine 4; reactor bldg heat sys lines inadequate. Caused by 
failure to follow design cr i teria. W/S40703 Itr. 

WALKER, J.B., JONES, G.T. Tennessee Valley Authority. 84/07/03. 3pp. 
25667:165. 24X Fic h e; 50-259, 84/07/03. 8407180118. 


8407270254 LER 84-026-00: on 840620 ?y. 19, uni dent i f i e d drywell leakage 
exceeded 5 gpm reactor coolant rate. Seal assembly 
disassembled to determine cause. Or derl y shut down initiated. 

Seal replaced & returned to svc. W/840717 Itr. 

ROBERTS, W. A. , JONES. G. T. Tennessee Valley Authority. 84/07/17. 
3pp. 25792:347. 24X Fic he : 50-259. 84/07/17. 8407270254. 


8407250461 NPDES noncompliance not if icat ion : on 840607.12 21. sewage 

treatment plant effluent had excessive BOD & TSS5 levels. 

Caused by plant overload. Sewage treatment lagoon const 
begun. Chlorine contact tank pumped out periodically, 

RIVERS, M.E. Tennessee Valley Authority, 84/07/18. MARLAR, J. 
Environmental Protection Agency. 2pp. 25764: 166. 24X 

Fiche: 50-259, 84/07/18, 8407250461. 


V. Operator Examinations 


840719028B Forwards unsigned & undated exam rept of exam administered 
on 840323-30 & exam resul ts . Resul ts withheld 
(ref 10CFR2. 790). 

VERRELLI. D. M. Region 2,^ Office of Director. 84/06/19, PARRIS. H. G. 
Tennessee Valley Authority, 2pp. 25686:007. 24X 

Fiche: SO-259, 84/06/19, 8407190288. 


— 8407190294 Exam rept on 840323-30. Exam results: two of ten senior 
reactor operators and seven of nine reactor operators passed 
exams, 

# Region 2, Office of Director. 84/06/19. 165pp, 25686:009. 

24X Fiche; 50-259,84/06/19. 8407190288, 
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8406270142 Generic Ltr 84-16 to all licensees of operating reactorsi 
applicants for OLs S.; holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i c ant s . Svc list 
end. 

E ISENHUTi D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


B407030097 Generic Ltr 84-17 to all power reactor 1 icensees* appl icants 
for QLSiNSSS vend or s , r ea c tor vendors 8/. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qua 1 if i cat i ons exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097 


X, Onsite Storage of Low Level Waste 


8407230082 Notifies that util plans to utilize storage modules for 
ion-exchange resin liners since need for temporary onsite 
storage may arise again. Action in no way compromises 
monitoring program. 

MILLS, L.N. Tennessee Valley Authority, 84/05/01. ROUSE, L. 0. 
Advanced Fuel Spent Fuel Licensing Branch. 3pp, 25727:283. 24X 

Fiche: 50-000, 84/05/01, 8407230082. 


— 8407090272 Revised pages to Rev 13 to radiological emergency plan. 

» Tennessee Valley Authority. 84/06/18, 32pp 25449:212, 24X 

Fiche. 50-259, 84/07/02, 8407090265 


8407110437 Notification of 840712 meeting w/util in Bethesda,MD to 
discuss util 840327 request for exemption from 10CFR50, App R 
re intervening combustibles between redundant shutdown 
c ircuits 

LONG, W. Q. Operating Reactors Branch 2 84/07/02. VASSALLO, D, B. 

Operating Reactors Branch 2 Ip. 25548:022. 24X 

Fiche: 50-259, 84/07/02, 8407110437. 


8407270192 Forwards Amends 103,97 h. 71 to Licenses DPR-33, DPR-52 h. 
DPR-68, r e sp ec ti ve 1 y J1-. safety evaluat i on. Amends change Tech 
Specs to correct errors in list of isolation valves -Si revise 
physical security plan audit cycle. 

CLARK, R.U. Operating Reactors Branch 2, 84/07/16, PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 25799:287. 24X 

Fiche: 50-259, 84/07/16, 8407270192. 


— 8407270194 Amends 103,97 71 to Licenses DPR-33, DPR-52 DPR-68, 

respectively, chang ing Tech Specs to correct errors in list 
of isolation valves, revis ing physical security plan audit 
cycle eliminating review of QA program, 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/16. 19pp. 

25799-289. 24X Fi che : 50-259, 84/07/16, 8407270192. 


8407110359 Forwards addl pages to 840501 request for rev to low level 
radwaste storage license. 

MILLS, L.M. Tennessee Valley Authority. 84/06/05, ROUSE, L. O. 
Advanced Fuel h. Spent Fuel Licensing Branch. 3pp. 25548:357. 24X 

Fiche: 50--259, 84/06/05, 8407110359, 


— 8407270199 Safety evaluation supporting Amends 103,97 71 to Licenses 

DPR~33, DPR-52 8,. DPR-68, r es p e c t ive 1 y . 

Office of Nuclear Reactor Regulation, Director. 84/07/16, 3pp. 
25799:308. 24X Fi c h e : 50-259, 84/07/ 16, 8407270192. 
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F. Security, medical, emergency i>. fire protection plans 


8405290066 Forwards IE Insp Repts 50-259/84-18,50-260/84-18 & 
50-296/84-18 on 840501-04, No violations or deviations noted. 
VERRELLI, D. M. Division of Project Resident Programs. 84/05/23. 
PARRIS, H.G. Tennessee Valley Authority, 2pp. 24693:061. 24X 

Fiche: 50-259, 84/05/23, 3405290066. 


— 8405290074 IE Insp Repts 50-259/84-18,50-260/84-18 8-. 50-296/84-18 on 
840501-04, No noncompliance noted. Major areas inspected; 
security organi zation, aud i t, barr i er s %! access controls. 

Details withheld (ref 10CFR2, 790 10CFR73. 21). 

TOBIN, W,J. Region 2, Office of Director. 84/05/22. Ip. 

24693:063, 24X Fi c h e : 50-259, 84/05/23, 8405290066, 


8407100282 Ac k receipt of 840327 ltr forwarding safe shutdown analysis 
descriptions of mods proposed for compliance w/lOCFRSO, 

App R fire protection requirements. Request for exemption 
denied, since compensatory measures not provided, 

EISENHUT, D, 0. Division of Licensing. 84/06/18. PARRIS, H.G. 
Tennessee Valley Authority 2pp. 25513:339. 24X 

Fiche; 50-259, 84/06/18, 8407100282. 


8407020071 Forwards emergency operating procedures generation package 
in response to NUREO-0737, Su p p 1 1. 

MILLS, L.M, Tennessee Valley Authority, 84/06/22. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 103pp. 25219: 139, 

24X Fiche: 50-259, 84/06/22, 8407020071. 


8407060211 Informs that submittal date of 840630 for Unit 3 safety 
parameter display sys for emergency response capability 
erroneous. Date should be listed as 840730. 

MIU-S, L. M, Tennessee Valley Authority, 84/06/29, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip, 25426:233, 24X 

Fiche: 50-259, 84/06/29, 8407060211. 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency & general 
emergency Emergency Radiological Monitoring Procedure IP-9 
re site maps fj. environ monitoring, W/840702 ltr. 

MILLS, L.M. Tennessee Valley Authority, 84/07/02. Q 'REILLY, U. P. 
Region 2, Office of Director. 25pp. 25443:001. 24X 

Fiche: 50-000, 84/07/02* 8407090204. 


8407090265 Forwards revised radiological emergency plan implementing 
procedures, inc lud ing IP-6 re activation of technical support 
ctr, IP-1 re emergency plan classification logic, IP-T4 re 
health physics procedures radiological emergency plan. 

MILLS, L.M, Tennessee Valley Authority 84/07/02, 0 'REILLY, U. P. 

Region 2, Office of Director, ) . 185. 24X 

Fiche; 50-259, 84/07/02, 8407090265. 


— 8407090270 Revised radiological emergency plan procedures. including 
IP-6 re activation of technical support ctr, IP-1 re 
emergency plan c lass if i cat ion logic, IP-14 re health 
physics fk IP-26 re tornado emergency procedure. 

* Tennessee Valley Authority. 84/05/24. 28pp. 25449:186. 24X 

Fiche; 50-259, 84/07/02, 8407090265, 


G. Adjudicatory correspondence 


8407180148 Confirmatory order for increased util efforts to ensure 
adherence to regulatory requirements for testing, 
surve i 1 lance, naint operating ac t i v i ties, Re la ted 
correspondence. 

DEYOUNG, R, C Director's Office, Office of Inspection and 
Enforcement. DSB 294. 84/07/12. Tennessee Valley Authority, 

5pp, 25636:233. 24X Fi c h e 50-259, 84/07/ 12, 8407180148. 


J. Insurance indemnity information 


8407020311 Forwards Endorsements 75 ?/. 63 to NELIA Policy NF-198 & MAELU 
Policy MF-66, respec tive ly . 

DUCK, U. R. Marsh McLennan, Inc, 84/06/25. SALTZMAN, J. Assistant 
Director for State Licensee Relations, 3pp. 25216: 191. 24X 

Fiche; 50-259, 84/06/25, 8407020311. 


K. Utility Final Safety Analysis Report (FSAR) amends a 


8407300290 Amend 2 to updated FSAR for Browns Ferry , W/840723 ltr. 

Tennessee Valley Authority, 84/07/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, 262pp. 26058:001. 24X 

Fiche, 50-259, 84/07/23, 8407300290, 


P. Operating license stage documents correspondence 


8407110132 Forwards safety evaluation re IGSCC in RCPB piping sys S'. 
EG&G technical evaluation concerning integrity of reactor 
coolant piping sys for use in responding to Generic Ltrs 
84-07 fk 84-11. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/15. PARRIS, H.G. 

Tennessee Valley Authority. 3pp 25538:287, 24X 

Fiche; 50-259, 04/06/15, 8407110132. 


— 8407110142 Safety evaluation re IGSCC in RCPB piping sys. Further NRC 
actions dependent on licensee response to Generic Ltrs 
84-07 S.-, 84-11, 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp. 
25538:290. 24X Fi c h e: 50-259, 84/06/ 1 5, 84071 10132. 


— 8407110154 Rev 1 to "Technical Evaluation of Integrity of Browns 
Ferry 1,2 S'. 3 Reactor Coolant Boundary Piping Sys," 

NAGATA.P.K EGScG, Inc. FIN A~6429. EGG-FM~6246 ROl. 83/08/30. 

KQD. W. H. Division of Engineering. 52pp. 25538:294. 24X 

Fiche: 50-259, 84/06/15, 8407110132. 


8407030121 Notification of contract execution, Mod 1, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferr y , Sequoyah 8,. Belief onte Simulators, 

Contractor: TVA. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-B717. 
84/06/18, 5H0WE, S. K. Director's Office, Office of Inspection and 
Enforcement. Ip. 25411:143, 24X Fiche: 50-000, 84/06/18. 8407030121. 



S2 


DOCKETED ITEMS 






TVA Reactor 


TH. r A Division of 
144 24X 


— 8407250122 Amends 


102,96 St 69 to Licenses DPR“33. DPR*-52 8< DPR-'68, 

■eors in table 


spectively, changing Tech Specs to correct errors in 
of primary Lntainment isolation valves & spec xf y ac ti»,. 
reauired in event of rod block monitor channel failure. 
VASSALLO, D B Operating Reactors Branch 2 84/07/02 30pp, 

25755 191 24X Fiche: 50-259,84/07/02,8407250102. 



“ 9 'S' 3 * ■: 


1 =E t; _;:Brse= D??-33, DPR-52 & 
e 'ja t ; c- Arrends eli:rinate 



54'- 36 ''25 
141 24X 


PARRIS. H, G. 




aes 3PR-23.DPR-52 & 
“tacie feel leading 
ritsr scarce checks 
irradiated fuel. 
ar'C- 2 S4/36/25. 

:f, =A.:73T3-:4e. 


DPR-68, 


lapp. 



Ar.ends 131,95 St 68 to 
-s = . - e,-; ecti .ely 

'sj.laticr. Director. 34/06/25. 3pp. 
;'5 =4' ;ta,'25 3437393146 


- c: c ,re~:'3ticr ”ef ir. plart-unique 
’^eiacrc*' 3tr cr 340622 


, A-t“ c-:t, 34/3.6/26 VASSALLC, D. 3. 



B407250136 Safety evaluation supporting Amends 102,96 Z> 69 to 

Licenses DPR-33, DPR-52 DPR"6S, r e sp ec t x ve 1 y , ^ 

* Office of fJuclear Reac t R -y- _ 


84/07/03. 3nn 


8407060097 Generic Ltr 84-18 to all nonpower reacto 
filing of applications for licenses 
EISENHUT, D G. Division of Licensing. 84/07/06. 
Edison Co. of r4ew York, Inc. I7pp. 25602; 012, 
Fiche: 50-000, 84/07/06, 8407060097, 


r licensees re 
list enc 1 . 

Consol idated 

24X 


8407160234 Foruiards response to NRC 040403 request for addl info re 
implementation of NUREO-0737, I tem II. K 3,16 on 5 af ety /r el i ef 
valve challenges ?< failures, 

MILLS, L M, Tennessee Valley Authority. 84/07/09. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 25590:003. 
24X Fiche; 50-259, 84/07/09, 8407160234. 


8407170351 Foruiards response to DO Eisenhut 840529 request for addl 
info re Multi-Plant Action F-55 concerning NUREG~0737, 

Item II, K. 3. 23. "Qual if ication of Automatic Depr ©s s ur i zot i on 
Sys Accumulators. " 

KAhMER,D. S. Tennessee Valley Authority. 84/07/ 12. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25618:322. 
24X Fiche: 50-259, 84/07/12, 8407170351 


8407170361 Provides addl info re containment leak rate testing, per 
840420 request. Twenty-seven instrumentation valves %! piping 
leak tested at accident pressure 8< found within limits. Lines 
valves will be Type A tested in future procedures. 

KAMMER, D. S. Tennessee Valley Authority, 84/07/12. DENTON. H. R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 25615:051. 
24X Fiche; 50-259. 84/07/12. 8407170361, 






/-?5.t fCT change to Tech Specs 
' idte- tc be maintained 
i 3 ei_«est should be 

■3-t^ 2 34.':3a/26 PARRIS, H G. 

Its: 3 324 24X 


343 13 i";: ; c""®-: ti*;: :.3ges 




67 to Licenses 
PARRIS, H. G, 


8407250560 Discusses 820304 application to amend Tech Specs to permit 
single loop operation. App 1 ication unapproved due to previous 
oscillations during single loop operation. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/12, PARRIS. H.G, 

Tennessee Valley Authority. 3pp, 25778:213. 24X 

Fiche; 50-259, 84/07/12, 8407250560, 


8407270192 Forwards Amends 103,97 71 to Licenses DPR-33, DPR-52 8( 

DPR-6S. respective ly Zn safety eva 1 ua t i on , Amends change Tech 
Specs to correct errors in list of isolation valves Z' revise 
physical security plan audit cycle. 

CLARK, R.J. Operating Reactors Branch 2, 84/07/16. PARRIS, HO. 

Tennessee Valley Authority, 2pp. 25799:287. 24X 

Fiche: 50-259, 84/07/16, 8407270192, 


'rirTi®:*;®! cages t: A.Te-;c :3D.94 S< 6"^ tc Licenses DPR-33. 

DPS'*"! '' rps-s;': ■"»«;#: t e ' “S' i '' ; =n that 

. 1 1 1 j t ■? : r 5 ; : : 5 

* ,3; «*’a : "g 'A®,!: 1 1 * 5 2 S4/';;,6’''26. 4pp 25516-297. 24X 


i 'jtT,..'..: c t i in -if si-a"?! discharge vsl long-term mods, 

, rp . a-r.*- t'i'- j.e"' 2»(» 212 criteria of “'Generic 

i '19 . 3 ; ” a - 2 ; s 1 1 * " 5 ® S y s ' 

«;lL 3 - ■'e-'-eiass-e A.t^c-it^ 34.'-C'6.-'27. D£NTO,N,H. R. 

Afartc- 'R-g^laticr. Directcr 5pp 25410:004. 

34 :* c r 34/3:: S4 37'35'ZC3: 


—8407270194 Amends 103,97 71 to Licenses DPR-33, DPR-52 «< DPR-68, 

respectively, changing Tech Specs to correct errors in list 
of isolation va Ives, rev i s i ng physical security plan audit 
cycle Z>. eliminating review of QA program. 

VASSALLO, D. B, Operating Reactors Branch 2. 84/07/16. 19pp. 

25799:289. 24X Fic h e : 50-259, 84/07/ 16, 8407270192. 


8407270199 Safety evaluation supporting Amends 103,97 71 to Licenses 

DPR-33, DPR-52 & DPR— 68, respect ivel y. 

* Office of Nuclear Reactor Regulation, Director. 84/07/16. 3pp. 
25799:308. 24X Fic h e : 50-259, 84/07/ 16, 84072701 92. 


d p p : u' I® ' f: s f 

* : r i c s r !* . 
5 * : ! % t ? : 

EdlSLfl Ic 
F i h '3f 5/1. 



S4.';’,"32 313 73 3 :; 


a* 1 

:* :p 


ensees cf operating reactors, 
' 1 ? p^cpcsea staff 
jene-atcr reliability. 


Ccnsol idated 

24X 


8407300244 Provides supplementary info to NUREG-0313 request for addl 
info. Delta ferrite readings taken on Unit 3 valve during 
current outage show that ferrite content of cast austenitic 
stainless steel ranges from 87. to 207., 

MILLS. L.M. Tennessee Valley Authority. 84/07/24, DENTON. H.R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 25803:145. 
24X Fiche: 50-259, 84/07/24, 8407300244. 


8407300200 Forwards addl info supporting 840402 exemption request from 
test interval requirements of 10CFR50, App J, per 840717 
telcon. Followup discussions indicate info re bellows 

penetrations adequately resolves NRC concerns. 

MILLS.L. M. Tennessee Valley Authority. 84i'07/25. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25802:326. 

24X Fiche : 50-260, 84/07/25, 8407300200. 


Inspection reports, IE Bulletins correspondence 


Forwards IE Insp Repts 50-259/84-18,50-260/84-18 8< 
840501-04. No violations or deviations noted, 

PADDTc Of Project 8< Resident Programs. 84/05/23. 

PARRIS.H.G^ Tennessee Valley Authority. 2 pp. 24693:061. 24X 

Fiche: 50-259, 84/05/23, 0405290066. ^ 
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--8405290074 IE Insp Repts 50-259/84-18,50-260/84-13 50-296/84-18 on 

840501-04, No noncompliance noted. Major areas inspected; 
security or g an i i at i on , a ud 1 1, b arr i e r a ?.■ access controls. 

Details withheld (ref 10CFR2 790 10CFR73 21), 

TOBIN, W,J.> MCGUIRE, D. R Region 2, Office of Director. 84/05/22 
Ip. 24693.063. 24X Fi c h e . 50-259, 84/05/23, 8405290066. 


8407060036 Forwards IE Insp Repts 50-259/84-16, 50-260/84-16 & 
50-296/84-16 on S4050S-11 .Nq violations or deviations noted, 
VERRELL I , D, M. Division of Project Resident Programs. 84/06/04. 
PARRIS, H. G. Tennessee Valley Authority 2pp. 25441 176 24X 

Fiche: 50-259, 84/06/04, 8407060036. 


— 8407060039 IE Insp Repts 50-259/84-16, 50-260/84-16 S. 50-296/84-16 on 
840508-11, No violaitions or deviations noted. Major areas 
inspec ted : review of p ro g r ams , wor k activities %■ records for 
induction heat stress improvement of sa f e ty -re 1 at ed piping. 

COLEY, J.L., BLAKE, J.J Region 2, Office of Director 84/06/01. 
8pp. 25441:178. 24X F i c h e : 50-259, 84/06/04 , 8407060036. 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984, Comments 
requested within 20 days. 

LEWIS, R.C. Division of Project Resident Programs 84/06/12. 
PARRIS, H. G. Tennessee Valley Authority 3pp. 25692 028. 24X 
Fiche: 50-000, 84/06/12, 84072001 l7. 


--B407200125 SALP Board Assessment Repts 50-259 /B4-09. 50-260 /S4-09, 
50-296/84-09, 50-327/84-08, 50-328/84-08, 50-390/84-24, 

50-391 /84-19, 50-438/8<l-07 8,. 50-439/84-07 for Jan 1983 - 
Feb 1984, 

# Region 2, Office of Director. 84/0,2/29 89pp 23692:031. 24X 

Fiche: 50-000, 84/06/12, B4O72001 17, 


8407060029 Ack receipt of 840611 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/82-01, 

50-260/82-01 50-296/82-01, 

LEWIS, R.C. Division of Project ?< Resident Programs. 84/06/19. 
PARRIS, H.G. Tennessee Valley Authority, Ip, 25441,163, 24X 

Fiche: 50-259, 84/06/19. 8407060029. 


— 8407060033 Responds to NRC 840222 Itr re violations noted in IE Insp 
Repts 50“259/82~01, 50-260/82-01 50-296/82-01 . C orrec t ive 

actions; surveil lance instructions changed to require 
installation of lead seals after valve placed in position, 

MILLS, L. M, Tennessee Valley Authority 84/06/11. 0 'REI LLY, J. P. 

Region 2, Office of Director 2pp. 25441; 164, 24X 

Fiche' SO-259, 84/06/19, 8407060029. 


8407190288 Forwards unsigned h. undated exam rept of exam administered 
on 840323-30 & exam r esu 1 t s , Re su 1 ts withheld 
(ref 10CFR2. 790). 

VERRELLI, D, M. Region 2, Office of Director, 84/06/19 PARRIS. H. G, 
Tennessee Valley Authority. 2pp. 256S6' 007. 24X 

Fiche; SO-259, 84/06/19. 8407190288. 


— 8407190294 Exam rept on 840323-30. Exam results. two of ten senior 
reactor operators and seven of nine reactor operators passed 
exams. 

Region 2, Office of Director. 84/06/19. 165pp. 25686:009. 

24X Fiche: 50-259, 84/06/19, 8407190288 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness S, Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc 154pp, 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8407030491 Ack receipt of 840611 Itr forwarding payment of civil 
penalties proposed in NRC 840511 Itr 

AXELRAD, J, A. Enforcement Staff. 84/06/27. PARRIS, H.G. Tennessee 
Valley Authority. 2pp. , 25410:359 24X F i c h e : 50-259, 84/06/27. 

8407030491. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees h Vendors. " Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). S4/06/29, Consolidated Edison Co. of New 

York, Inc, 124pp. 25602:151. 24X Fi c h e : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end, 

JORDAN, E, L, Division of Emergency Preparedness h Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi ch e : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation h. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl, 

JORDAN, E, L, Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, I22pp, 25602:032, 24X Fi che; 50-000, 84/07/05, 8407030099. 


8407050274 IE Info Notice 84-55, "Seal Table Leake at PWRs. " Svc list 

encl 

JORDAN, E L Division of Emergency Preparedness ■"?.' Engineering 
Response (Post 830103). 84/07/06 Consolidated Edison Co. of New 

York, Inc 236pp. 25865:286, 24X Fi che ; 50-000, 84/07/ 06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus " Svc list encl 

JORDA.N, E L Division of Emergency Preparedness Engineering 
Response fPost 830103) 84/07/10. Consolidated Edison Co, of New 

York. Inc 120pp. 25865:166. 24X F i c he . 50-000, 84/07/ 10, 8407060251 . 


8407260326 Forwards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally e nerg i 2 e d , Ty pe HFA 51 series ac 
r e 1 ay s. Se quo y a h does not need relays replaced. 

MILLS, L.M. Tennessee Valley Authority 84/07/10 □ 'REILLY, J. P. 

Region 2, Office of Director. 5pp, 25779; 243. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407170240 EN-e4-042:an 8407 12 , c on f i r ma t ory order will be issued to 
util confirming commitment to implement regulatory 
performance improvement program Action taken as result of 
poor SALP performance recurring site violations. 

FARRON.P., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/12, Ip. 25608:001. 24X F i c h e : 50-259 . 84/07/ 12, 

8407170240. 


8407270132 Forwards confirmatory order re util S40504 commitments to 
regulatory performance improvement plan 

0 'REILLY , U, P Region 2, Office of Director, 84/07/13 PARRIS, H. G, 
Tennessee Valley Authority. 3pp, 25811,217, 24X 

Fiche: 50-259, 84/07/13- 8407270132 


--8407270137 Confirmatory order re regulatory performance improvement 
plan .*;< planned util organizational changes. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 94/07/1 1, Tennessee Valley Authority. 5pp. 

25811 220. 24X F i c h e : 50-259, 84 /07/ 13, 8407270 1 32 . 


8407250081 EN-84-045; on 840720, not i c e of violation proposed 
imposition of civil penalties in amount of $120,000 to be 
issued. Action based on failure to rept conditions adverse to 
qual ity 

FARRON-P., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/17, Ip 25747.281. 24X Fi ch e ; 50-259 , 04/07/ 17, 

8407250081. 


8407260273 Discusses IE insp on 831013-B40106 forwards notice of 
violation S, proposed imposition of civil p enal ty , Enforcement 
conference held on 831216 in Region II of c . Vi o lat i ons 
categorized as Severity Level III. 

O'REILLY, J.P Region 2, Office of Director. 84/07/20, PARRIS, H.G. 
Tennessee Valley Authority 4pp. 25777:285. 24X 

Fiche: 50-259, 84/07/20, 8407260273. 


--8407260278 Notice of violation proposed imposition of civil penalty 
in amount of $1 20, 000, Vi o 1 at ions noted : fai lure to ensure 
that conditions adverse to quality promptly identified 
corrected 

0 'REILLY, J. P. Region 2, Office of Director, 84/07/20. 5pp. 
25777:289. 24X Fi c h e : 50-259, 84/07/20, 8407260273, 


8407230079 IE Info Notice 84-5B, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness h Engineering 
Response (Post 830103), 84/07/25, Consolidated Edison Co. of New 

York, Inc, lOBpp 26057:245, 24X Fi che : 50-000, 84/07/25, 0407230079. 


R. Periodic operating reports related correspondence 


8407020374 Forwards monthly operating repts for Nay 1984 S, Unit 2 
corrected monthly operating repts for Mar fy. Apr 1984, 

JQNESiG.T, Tennessee Valley Authority, 84/06/11. Office of 
Resource Management, Director Ip, 25219:001. 24X 

Fiche; 50-259. 84/06/11, 8407020374, 


--8407020378 Monthly operating repts for May 1984, 

SWINDELL , J. E. , THOM, T. . Tennessee Valley Authority, 84/05/31. 
35pp. 25219'002. 24X F ic he ; 50-259, 84/0671 1 , 8407020374. 


— 8407020383 Corrected monthly operating rept for Mar 1984. 

THOM. T. Tennessee Valley Authority. 84/03/31. Ip, 25219:037. 
24X Fiche: 50-259,84/06/11, 8407020374. 


— 8407020385 Corrected monthly operating rept for Apr 1984. 

THOM. T. Tennessee Valley Authority. 84/04/30. Ip. 25219:038 
24X Fiche; 50-25^,84/06/11,8407020374. 
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8407270348 Monthly operating repts for June 1984. W/84071 1 Itr. 

THOM. T. , JONES, G. T. Tennessee Valley Authority. 34/06/30. 36pp. 

2 5 793 304 ■24X F i c h e : 50-259, 84/06/30, 8407270348. 


S. Reportable occurrences, LERs related correspondence 


8407120182 Advises that AFOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," rev i ewed . Rec ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05 HELTEMES, C. J, Director's Office. Ip. 25559' 007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30, 46pp, 25559:009. 

24X Fiche' 50-000, 84/07/05, 8407120182. 


8407200105 LER 84-006-00: on 840616, reac tor scrammed when main turbine 
tripped on false main turbine oil tank low level signal. 

Caused by inadvertent actuation of oil tank level switch. 

Procedure 01-47 revised. W/S407i0 Itr. 

BARTLETT, B. L. , JONES, G. T. Tennessee Valley Authority. 84/07/10. 
3pp. 25697:176. 24X Fi c h e : 50-260, 84/07/ 10. 8407200105. 


8407250461 NPDES nonconp 1 ianc e not i f i ca t ion; on 840607,12 & 21, sewage 
treatment plant effluent had excessive BOD S< TSS5 levels. 

Caused by plant over 1 oad . Sewag e treatment lagoon const 
begun Chlorine contact tank pumped out periodically. 

RIVERS, M.E, Tennessee Valley Authority. 84/07/18. MARLAR, J. 
Environmental Protection Agency. 2pp 25764:166. 24X 

Fiche: 50-259. 84/07/18. S407250461. 


V. Operator Examinations 


8407190288 Forwards unsigned it undated exam rept of exam administered 
on 840323-30 tc exam resul ts. Resu 1 ts withheld 
(ref 10CFR2. 790), 

VERRELLI, D. M. Region 2, Office of Director. 84/06/19. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25686:007. 24X 

Fiche: 50-259. 84/06/19, 8407190288. 


--8407190294 Exam rept on 840323-30. Exam results; two of ten senior 
reactor operators and seven of nine reactor operators passed 
exams. 

* Region 2, Office of Director, 84/06/19. 165pp, 25686:009. 

24X Fiche: 50-259, 84/06/19, 8407190288. 


— 8407050370 IE Insp Rept 50-261/84-16 on 84041 1-051 1 . No violations 
noted. Major areas inspected: Tech Spec compliance, plant tour, 
operations p er f ormanc e, ROs , h ou s e k eep ing , s i te security, 
surveillance activities. 

WEISE.S. , PREVATTE, R. , HARDIN. A. Region 2, Office of Director. 

84/05/29. 7pp. 25416:223. 24X Fic he; 50-261 , 84/05/30, 8407050368, 


8407190131 Ack receipt of 840525 & 0615 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-261/84-09. 

LEWIS, R. C Region 2, Office of Director. 84/06/26, UTLEY, E. E. 
Carolina Power it Light Co. Ip. 25687:043. 24X 

Fiche; 50-261 , 84/06/26, 8407190131. 


— 8407190151 Forwards IE Insp Rept 50-261/84-09 on 840311-0410 & notice 
of violation. 

LEWIS, R. C Region 2, Office of Director. 84/04/26. UTLEY. E. E. 
Carolina Power tt Light Co. 2pp. 25687:052. 24X 

Fiche. 50-261, 84/06/26, 8407190131. 


— 8407190159 IE Insp Rept 50-261/84-09 on 84031 1-0410, Vi o lat ions noted: 
inadequate corrective action for previous violation & 
failure to establish adequate maint procedures, 

WEISE, S. , MYERS, D. Region 2, Office of Director. BEMIS,P.R. 
Division of Project & Resident Programs. 84/04/25. 12pp. 

25687:056. 24X Fi c h e : 50-261 , 84/06/26. 84071 90131 . 


8407060091 Provides requested update to 840206 App R implementation 
schedule. Uti 1 anticipates completion of mods, proc ed ures ?!< 
training by 850731. 

CUTTER. A. B. Carolina Power it Light Co. 84/06/29, VARGA, S, A. 
Operating Reactors Branch 1, 2pp. 25429:153. 24X 

Fiche: 50-261 , 84/06/29, 8407060091. 


8407060264 Requests exemption from requirements of lOCFRSO.App R. 
Section III, J for manual operation of svc water valve 
V6-12D it cold shutdown op erat ions. Add 1 emergency lighting 
in areas would not enhance safe shutdown capability, 

CUTTER, A. B. Carolina Power it Light Co. 84/06/29. VARGA, S. A. 
Operating Reactors Branch 1. 2pp. 25426:048. 24X 

Fiche: 50-261 , 84/06/29, 8407060264. 


B407090121 Forwards procedures generation package for emergency 
operating procedures, per commitment in B30824 supplemental 
response to Generic Ltr 82-33. Item 4a of 840221 confirmatory 
order completed, 

CUTTER, A. B. Carolina Power it Light Co. 84/07/02. VARGA, S, A. 
Operating Reactors Branch 1. 2pp. 25443:047. 24X 

Fiche: 50-261,34/07/02, 8407090121. 


■8407090123 "Procedures Generation Package. " 

* Carolina Power fy. Light Co. 84/07/02. 14pp. 25443:049. 24X 

Fiche; 50-261, 84/07/02. 8407090121. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term QL app 1 icants, Svc list 
end. 

EISENHUTfD. G Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc, 23pp. 25535:018, 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407090126 "Emergency Operating Procedure Writers Guide.” 

* Carolina Power & Light Co. 84/07/02 . 39pp. 25443:063. 24X 

Fiche: 50-261, 84/07/02, 8407090121. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, app 1 icants 
for OLs, NSSS vendors, reac tor vendors i> AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications it exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000.84/07/03, 8407030097. 


8407250)273 Forwards supplemental info/clarification in order for NRC 
to finalize SER re compliance to requirements of 10CFR50, 

App R, Section III.G covering alternate shutdown capability. 

CUTTER, A. B, Carolina Power it Light Co. 84/07/20. VARGA* S. A. 
Operating Reactors Branch 1. 3pp. 25736:359. 24X 

Fiche: 50-261, 84/07/20, 8407250273. 


X. Onsite Storage of Low Level Waste 


K. Utility Final Safety Analysis Report (FSAR) amends 


8407230082 Notifies that util plans to utilize storage modules for 
ion-exchange resin liners since need for temporary onsite 
storage may arise again, Action in no way compromises 
monitoring program. 

MILLS, L. M, Tennessee Valley Authority. 84/05/01. ROUSE, L, 0. 
Advanced Fuel it. Spent Fuel Licensing Branch. 3pp. 25727:283. 24X 

Fiche: 50-000, 84/05/01. 8407230082. 


8407110359 Forwards addl pages to 840501 request for rev to low level 
radwaste storage license. 

MILLS. L. M. Tennessee Valley Authority. 84/06/05. ROUSE, L. O, 
Advanced Fuel it Spent Fuel Licensing Branch. 3pp. 25548:357. 24X 

Fiche; 50-259,84/06/05,8407110359. 


8407260017 Forwards Amend 2 to updated FSAR for HB Robinson. Unit 2, 
Amend incorporates 10CFR50. 59 changes not previously 
submitted, Amend 2 current through 840122. 

UTLEY, E.E. Carolina Power it Light Co. 84/07/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, Ip. 25767-021. 24X 

Fiche 50-261, 84/07/20, 8407260017. 


8407260020 Amend 2 to updated FSAR for HB Rob inson, Unit 2. 

* Carolina Power it. Light Co. 84/07/20. 2S6pp. 25767:022 24X 

Fiche: 50-261. 84/07/20, 8407260017. 


P. Operating license stage documents it correspondence 


DOCKET 50-261 H. B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


aAO7O50368 Forwards IE Insp Rept 50-261/84-16 on 840411-051 1 . No 
itions noted. 

■LLI,D, M, Region 2, Office of Director. 84/05>30. UTLEY, E. E. 

Lina Power Zt Light Co. 2pp, 25416:221. 24X 

s; 50-261,84/05/30,8407050368. 


8407130392 Forwards Amend 81 to License DPR-23 8< safety evaluation. 
Amend revises Tech Specs to provide for storage of 10 addl 
fuel assemblies in spent fuel pool in spaces previously 
identified as spare spaces. 

REQUA,G. Operating Reactors Branch 1, 84/05/28. UTLEY, E, E. 

Carolina Power St Light Co. 2pp. 25575:318. 24X 

Fiche: 50-261, 84/05/28, 8407130392. 
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— 8407130395 Amend 81 to License DPR-23, c hang ing Tech Specs to provide 
for storage of 10 addl fuel assemblies in spent fuel pool in 
spaces previously identified as spare spaces. 

VARGAi S, A, Operating Reactors Branch 1. S4/05/28. 4pp. 

25575:320 24X F i c h e ; 50-26 1 . 84/05/28, 8407 1 30392. 


— 8407130398 Safety evaluation supporting Amend 81 to License DPR-23. 

# Office of Nuclear Reactor Regulation, Director. 84/05/28. 5pp. 
25575:324, 24X Fi c h e: 50-26 1, 84/05/28, 8407130392, 


8407030423 Forwards "Chemical Analysis of Reactor Vessel Head 
Tor us-to— Dome Weld Samples From HB Rob i nson , Un i t 2, " to 
resolve pressurized thermal shock issues Finding to date 
re matl properties program encl. 

CUTTER, A. B. Carolina Pouer S: Light Co. 84/06/29, DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 25239:166. 
24X Fiche: 50-261, 84/06/29, 8407030423. 


— 8407030427 "Chemical Analysis of Reactor Vessel Head Torus-to-Dome 
Weld Samples From HB Rob inson, Uni t 2. " 

BOGOS, R. S. , KUNKA,M.K. Carolina Power Light Co. 84/04/30. 

16pp 25239:172, 24X F i c he : 50-261 , 84/06/29, 8407030423. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs SU holders of CPs re proposed staff 
actions to improve Zi maintain diesel generator reliability, 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 

Edison Co. of Neui York, Inc. 36pp. 25601:348, 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


8407060182 Advises that util cannot procure Z. install new containment 
purge valves during current steam generator replacement 
outage, per 831118 c omm i tment . Purg e valves will be maintained 
in same manner as during last operating cycle. 

ZIMMERMAN, S. R. Carolina Power Light Co. 84/07/02. VARGA, S. A. 
Operating Reactors Branch 1. 2pp 25426: 171. 24X 

Fiche: 50-261, 84/07/02, 8407060182. 


8407170530 Forwards request for addl info re NUREG-0737, I tern II.D.l 
concerning performance testing on relief safety valves. 

Info requested within 60 days. 

VARGA, S, A, Operating Reactors Branch 1. 84/07/05. UTLEY, E.E. 

Carolina Power Light Co. 9pp. 25634:293. 24X 

Fiche: 50-261, 84/07/05, 8407170530, 


3407250175 Notification of 840723 meeting w/util in Bethesda.MD to 
discuss status of p 1 an t- s pec i f i c , mu 1 1 i-p Ian t Z. TMI open 
items. 

REQUA, G. Operating Reactors Branch 1. 84/07/17. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25755' 144. 24X 

Fiche: 50-261, 84/07/17, 8407250175. 


8407300160 Application for amend to License DPR-23, revi s ing Tech Specs 
for Cycle 10 operat i on, SAR, large break LOCA-ECCS analysis 8.; 
proprietary Unit 2 radiological assessment of postulated 
accidents enc 1 . Pr opr i e tar y repts withheld (ref 10CFR2. 790). 

CUTTER, A. B. Carolina Power Light Co. 84/07/23. VARGA, S. A. 
Operating Reactors Branch 1. I2pp. 25806: 153. 24X 

Fiche: 50-261 , 84/07/23, 8407300160, 


— 8407300169 Proposed Tech Spec changes for Cycle 10 operation. 

« Carolina Power Light Co, 84/07/23. 44pp, 25806:165. 24X 

Fiche: 50-261 , 84/07/23, 8407300160. 


— 8407300172 Rev 2 to "HB R ob inson, Un i t 2, Cycle 10 SAR." 

STONE, I. Z, Exxon Nuclear Co. < Inc, (subs, of Exxon Corp.), 
XN-NF-83-72 R02. 84/07/13. 37pp. 25806.217. 24X 

Fiche ; 50-261 , 84/07/23. 8407300160. 


--8407300178 "HB Rob i nson , Un i t 2, Large Break LOCA-ECCS Analysis W/ 
Increased Enthalpy Rise Factor, 

TAHVILI, T. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
XN-NF-84-72. 84/07/12. 75pp. 25806:253. 24X 

Fiche: 50-261 , 84/07/23, 8407300160. 


Q. Inspection reports, IE Bulletins correspondence 


8407050368 Forwards IE Insp Rept 50-261/84-16 on 84041 1-051 1 . No 
violations noted. 

VERRELLI, D, M. Region 2, Office of Director, 84/05/30, UTLEY, E.E, 

Carolina Power & Light Co. 2pp. 25416:221. 24X 
Fiche: 50-261. 84/05/30, 8407050368. 


— 8407050370 IE Insp Rept 50-261/84-16 on 84041 1-051 1, No violations 
noted. Major areas inspected : Tech Spec comp 1 i anc e , p Ian t tour, 
operations performance, ROs, housekeeping, site security, 
surveillance activities 

WEIS£,S., PREVATTE, R, . HARDIN, A. Region 2, Office of Director, 
84/05/29, 7pp. 25416:223. 24X F-.L-hn 5C--26 1 , 94/05/30, 8407050368. 


8407190296 Submits two revs to "Request for Approval of Transfer of 
Contaminated Sediment to HB Robinson Ash Pond - Safety 
Analysis." Refs to radiation & pH monitors should be deleted 
it ash slurry pump rate changed to gpm, 

ZIMMERMAN, S. R. Carolina Power Z. Light Co. 84/07/05. VARGA, S. A. 
Operating Reactors Branch 1. Ip 25682:116. 24X 

Fiche: 50-261, 84/07/05, 8407190296. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Zi. amends. Svc list encl. 
EISENHUT, D, G, Division of Licensing. 84/07/06. Consolidated 

Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407240193 Application to amend License DPR-23, revising Tech Specs to 
allow use of integrated leak rate test duration criteria in 
ANSI N45. 4-1972, 

CUTTER, A, B. Carolina Power & Light Co. 84/07/17, VARGA, S. A. 
Operating Reactors Branch 1. Ip. 25719:181. 24X 

Fiche: 50-261 , 84/07/17, 8407240193, 


— 8407240198 Forwards topical rept evaluation of Rev 1 to BN-TOP-l, 
"Testing Criteria for Integrated Leakage Rate Testing of 
Primary Containment Structures for Nuclear Power Plants, " 

Rept acceptable. 

DEYOUNG, R.C, Atomic Energy Commission, Directorate of Licensing. 
73/02/01. ALLEN, R.D. Bechtel Corp, 3pp. 25719:184, 24X 

Fiche: 50-261, 84/07/17, 8407240193. 


— 8407240208 Topical rept evaluation of Rev 1 to DN-TOP-1, "Testing 
Criteria for Integrated Leakage Rate Testing of Primary 
Containment Structures for Nuclear Power Plants. " 

FAIRTILE, M. B. Atomic Energy Commission, Directorate of Licensing. 
73/01/15. Ip. 25719:185. 24X Fi ch e: 50-261, 84/07/17, 8407240193. 


-8407240212 Proposed revs to Tech Spec Section 4.4.1 
Leakage Rate Tests. " 

* Carolina Power Light Co. 84/07/17. 2pp. 
Fiche: 50-261, 84/07/17, 8407240193. 


" In tegrated 
25719: 187. 24X 


8407240516 Notification of date change for 840724 meeting w/util in 
Bethesda, MD to discuss status O'f p lant-sp ec i f ic , mul ti-p Ian t 
it TMI open i terns. Meet ing originally scheduled for 840723. 

RE<3UA,0. Operating Reactors Branch 1. 84/07/17. VARGA, S. A. 

Operating Reactors Branch 1. IP- 25731:357. 24X 

Fiche; 50-261 , 84/07/ 17, 8407240516. 


8407050429 Forwards IE Insp Rept 50-261/84-15 on 840501-04. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/01, UTLEY, E.E, 
Carolina Power Light Co. 2pp. 25416:107, 24X 

Fiche: 50-261, 84/06/01 , 8407050429. 


— 8407050432 IE Insp Rept 50-261/84-15 on 840501-04. No violations or 
deviations noted. Major areas inspected: preplanning QA 
activities associated u/steam generator replacement. 

JACKSON, L. H. , UPRIGHT, C.M, Region 2, Office of Director, 

84/05/31, 6pp. 25416:109. 24X Fic he : 50-261 , 84/06/0 1 , 8407050427. 

8407160194 Supplemental response to IE Bulletin 83-06, "Nonconforming 
Matls Supplied by Tube-Line Corp." Improved receipt insp 
capabilities will be provided by including addl visual insp 
criteria, training it alloy verification. 

CUTTER, A, D. Carolina Pouer i: Light Co. 84/06/01. 0 'REILLY, J, P. 

Region 2, Office of Director. 2pp. 25592:040, 24X 

Fiche: 50-000, 84/06/01, 8407160194. 


8407050367 Forwards IE Insp Rept 50-261/84-18 on 840515-18. No 
violations or deviations noted. 

VERRELLI, D, M, Region 2, Office of Director, B4/06/06. UTLEY, E. E. 

Carolina Power it Light Co. 2pp. 25416:214. 24X 

Fiche: 50-261, 84/06/06, 8407050367, 


— 8407050374 IE Insp Rept 50-261/84-18 on 840515-18. No violations or 
deviations noted. Major areas inspected: electr ical maint Sc 
general housekeeping. 

HUNT, M. D. , CQNLON, T. E, Region 2, Office of Director. 84/06/01. 
5pp. 25416:216. 24X Fi ch e : 50-261 , 84/06/06, 8407050367. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co, of New 

York, Inc, 154pp 25535:160. 24 X F iche : 50-000, 84/06/26, 8406250214. 

8407190131 Ack receipt of 840525 it 0615 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-261/84-09. 

LEWIS, R.C, Region 2, Office of Director. 84/06/26, UTLEY, E.E, 
Carolina Power it Light Co. Ip. 25687:043, 24X 

Fiche; 50-261, 84/06/26, 8407190131. 
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B407190140 Suppls response to IMRC 840426 Itr re violations noted in IE 

Insp Rept 50-261/84-09 Corrective actions item discussed ui/ 

QA/QC specialist ?•: surveillance p er sonnel . emphasi zxng 
importance of in-depth verification of source documents. 

MORGAN/ R, E. Carolina Pouier k Light Co 84/06/15. 0 'RE ILLY. J. P . 

Region 2/ Office of Director, 2pp. 25687.044 24X 

Fiche: 50-261, 84/06/26.8407190131. 


--8407190146 Responds to NRC 840426 Itr re violations noted in IE Insp 
Rept 50-261/84-09. Corrective ac t i on s : ind i vi d ua 1 s u;ho 
mistakenlg deternined procedural revs completed discussed 
event rescheduled changes, 

MORGAN, R. E. Carolina Power Light Co 84/05/25, □ 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 25687:046 24X 

Fiche, 50-261, 84/06/26,8407190131. 


— S407190151 Forwards IE Insp Rept 50-261/84-09 on 840311-0410 S: notice 
of violation. 

LEWIS, P.c. Region 2, Office of Director. 84/04/26. UTLEY, E. E. 
Carolina Pouer ?< Light Co. 2pp, 25687:052. 24X 

Fiche; 50-261, 84/06/26. 8407190131. 


— 8407190153 Notice of violation form insp on 840311-0410. 

■» Region 2, Office of Director, 84/04/26. 2pp. 25687:054. 24X 

Fiche: 50-261, 84/06/26, 8407190131. 


— 8407190159 IE Insp Rept 50-261/84-09 on 84031 1-0410. Vi o lat ions noted: 
inadequate corrective action for previous violation ?< 
failure to establish adequate maint procedures. 

WEISe,S. , MYERS, D Region 2, Office of Director. SEMIS. P.R. 
Division of Project Resident Programs. 84/04/25. 12pp. 

25637:056. 24X Fi ch e : 50-261 . 84/06/26, 8407 1901 31 . 


8407180247 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/34-13, 

VERRELLI, D. M. Region 2, Office of Director. 84/06/28. UTLEY, E. E. 
Carolina Power Z'. Light Co. Ip. 25666:313. 24X 

Fiche: 50-261 , 84/06/28, 8407180247. 


— 8407180249 Responds to NRC 840511 Itr re violations noted in IE Insp 
Rept 50-261/84-13. Correc ti ve act ions ; const welding technical 
proc ed ur es , c ontr ol 1 ing steam generator replacement activity, 
revised to specify which steps can be bypassed. 

MORGAN, R.E. Carolina Power & Light Co, 84/06/08. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25666:314. 24X 

Fiche; 50-261, 84/06/28, 8407130247. 


--B407180250 Forwards IE Insp Rept 50-261/84-13 on 840424-27 notice 
of violation. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/11. UTLEY, E. E. 

Carolina Power fj>. Light Co, 2pp. 25666:317. 24X 

Fiche; 50-261 , 84/06/28, 8407180247. 


— 8407180252 Notice of violation from insp on 840424-27. 

* Region 2, Office of Director. 84/05/11. Ip. 25666:319. 24X 

Fiche; 50-261, 84/06/28, 8407180247. 


--8407180253 IE Insp Rept 50-261/84-13 on 840424-27, Violation noted: hold 
point bypassed w/o documented authorization. 

KLEINSORGE, W, P. . BLAKE, J, U. Region 2, Office of Director. 

84/05/11. 8pp. 25666:320, 24X Fi che: 50-261 , 84/06/28, 8407180247. 


S40628031 1 IE Info h4otice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees ?< Vendors. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. t24pp. 25602:151. 24X Fic he : 50-000, 84/06/29, 840628031 1 . 


8407190163 Ack receipt of 840621 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-261/84-14. 

Response meets requirements of 1OCFR2.201. 

VERRELLI, D. M. Region 2, Office of Director, 84/07/02. UTLEY, E. E. 
Carolina Power U Light Co. Ip. 25686:211. 24X 

Fiche: 50-261, 84/07/02, 8407190163. 


— 8407190171 Responds to NRC 840523 Itr re violations noted ip IE Insp 
Rept 50-261/84-14. Correct! ve actions: personnel retrained on 
appropriate release procedure. Emphasis placed on survey 
requirements & release limits. 

MORGAN, R.E. Carolina Power %•. Light Co. 84/06/21. O 'RE ILLY, J. P. 
Region 2, Office of Director. 2pp. 25686:212. 24X 

Fiche: 50-261 , 84/07/02, 8407190163. 


— 8407190176 Forwards IE Insp Rept 50-261/84-14 on 840616-19 8< notice of 
violation, 

LEWIS, R. C, Region 2, Office of Director. 84/05/23, UTLEY, E. E. 
Carolina Power 8< Light Co. 2pp. 25686:214. 24X 

Fiche; 50-261 , 84/07/02, 8407 1901 63. 


— 8407190180 Notice of violation from insp on 840416-19. 

* Region 2, Office of Director. 84/05/23. Ip. 25686:216. 24X 

Fiche: 50-261,84/07/02,8407190163. 


—8407190186 IE Insp Rept 50-261/84-14 on 8404 16-1 9, Vio la t i on noted: 
failure to survey matl released from radiation control area 
for loose contamination, 

COLLINS, T. R. , JENKINS, C, Region 2, Office of Director, 84/05/21 
7pp. 25686,217. 24X F i c h e : 50-26 1 , 84 /07/02, 8407 1 90 163. 


S40712045S Forwards latest draft of IE info notice re down rating of 
self-aligning ball bushings used in snubbers, for review 
comment , Comments received by 840806 will be considered in 
final rev. 

BAER,R. L, Engineering .!< Generic Common ic a t i on s Branch. 84/07/03, 
NEWHART,M. R. Baxter Fluidpower Group. 3pp, 25558:333. 24X 

Fiche; 50-261, 84/07/03, 8407120458. 


8407120477 Forwards draft IE info notice re down rating of 
self-aligning ball bushings used in snubbers, for review %< 
c omment . Comment 5 received by 840806 will be considered in 
final rev. 

BAER, R. L, Engineering ?j. Generic Communications Branch. 84/07/03. 
DAYTON, R. Carolina Power Light Co. 3pp. 25558:342. 24X 
Fiche; 50-261, 84/07/03, 8407120477. 


8407120498 Forwards latest draft of IE info notice re down rating of 
self-aligning ball bushings used in snubbers, for review Sc 
c omment . Comments received by 840806 will be considered in 
final rev. 

BAERiR.L. Engineering Z>. Generic Communications Branch. 84/07/03. 
WILLIAMS, J. H. Torrington Co. 3pp. 25559:181. 24X 

Fiche: 50-261. 84/07/03, 8407120498. 


8407130394 Forwards latest draft of IE info notice re down-rating of 
self-aligning ball bushings used in snubbers, for review 8< 
c omment . Comments received by 840806 will be considered in 
final rev. 

BAER.R.L. Engineering Sc Generic Communications Branch. 84/07/03 
HAGAN, E. Roller Bearing Co of America, 3pp. 25579:354. 24X 

Fiche: 50-261, 34/07/03, 8407130394, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8,. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032 24X Fi che; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co, of New 

York, Inc. 236pp. 25865:286. 24X Fi c h e : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166, 24X Fi c h e : 50-000, 84/07/ 10, 8407060251 . 


8407260341 Responds to IE Bulletin 84-02, "Failures of GE-Type HFA 
Relays in Use in Class IE Safety Sys." No GE-Type HFA relays 
installed for safety-related application or in stock for 
future use. 

CUTTER, A. B. Carolina Power & Light Co. 84/07/13, O 'REILLY, J, P. 
Region 2, Office of Director. 2pp. 25774:361. 24X 

Fiche: 50-261.84/07/13, 8407260341. 


8407230079 IE Info Notice 84—58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi c he : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports t>. related c orresp ond ence 


8407060115 Forwards "Steam Generator Repair Program for HB Robinson 
Unit 2. Rad iolog ical Progress Rept 1," for Feb-Apr 1984, per 
Amend 78 to License DPR-23. 

BEATTY. G.P. Carolina Power K< Light Co. 84/06/29, VARGA, S. A. 
Operating Reactors Branch 1. Ip. 25429:039. 24X 

Fiche: 50-261, 84/06/29, 84070601 15. 


8407060117 "Steam Generator Repair Program for HB Robinson Unit 2, 
Radiological Progress Rept 1," for Feb-Apr 1984. 

♦ Carolina Power St Light Co, 84/04/30. 54pp. 25429:094. 24X 

Fiche; 50-261, 84/06/29, 84070601 15. 
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8407130027 “ r ;; rrat in g rept for June 1984-. W/S40709 Itr. 

SCOTT/ A. E . .'“‘DvOr'ii’'-- ■' E. Carolina Power Light Co. 84/06/30. 

DEYOUNG, R. C, Director's Office, Office of Inspection and 
Enforcement. 4 pp. 25562:345. 24X F ic he ; 50-261 , 84/06/30, 8407130027. 


S. Reportable occurrences, UERs S* related correspondence 


8407120316 LER S4-005-00: on 840608, c omp 1 e te circuit for initiation of 
safety injection due to high steam line flow coincident w/ 
low steam line pressure or low RCS average temp not tested. 

Cause not stated . Test ing will be c omp leted. W/840706 Itr. 

WRIGHT, C.L., MQRGAMiR.E. Carolina Power & Light Co. 84/07/06. 3pp. 
25549:064. 24X Fi c h e : 50-26 1 , 84/07/06, 8407 12031 6. 


8407200040 Part 21 rept re potential defect of steam generator support 
large bore snubber. Caused by blind end cover Z>. piston rod 
eye experiencing stresses above yield p oint. Snub bers being 
redesigned. Next rept expected by 840810. 

MCCABE- J. Paul Munroe Hydraulics, Inc. 84/07/12. Director's 
Office, Office of Inspection and Enforcement. 2pp. 25697:218. 24X 

Fiche: 50-261 , 84/07/12, 840 7200040. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, conf irming 840712 te 1 c on. C losure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P. Westinghouse Electric Corp. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009, 24X Fiche: 50-000, 84/07/ 13, 8407250326. 


8407270011 LER 84-006-00: on 840621, safety injection signal received. 
Caused by inadequate c om-muni cation between two instrument 
crews during calibr. Safety injection pump breakers racked 
out. W/a40720 Itr. 

WRIGHT, C.L., MORGAN, R.E. Carolina Power Light Co. 84/07/20. 3pp. 
25793:273. 24X Fi c h e : 50-26 1 , 84/07/20, 840727001 1 . 


U. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of New York, Inc. 23pp, 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs,NSSS vendors, rea c tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 840 7030097. 


DOCKET 50-262 BRIGHAM YOUNG UN IV. RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
encl. 

JORDAN, E. L, Division of Emergency Preparedness ii Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fi che: 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealan ts. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che : 50-000, 84/07/05, 8407030085. 


8407030099 IE Info Notice 84-54, "Deficiencies in Design. Base 
Documentation «< Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000, 84/07/05, S407030089. 


0407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co, of New 

York. Inc. 236pp. 25865:286. 24X Fi che : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JDRDAN, E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X F i c he ; 50-000, 84/07/ 10, S407O60251 , 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc, 108pp. 26057:245 24X Fic he : 50-000, 84/07/25, 6407230079. 


S, Reportable occurrences, LERs related correspondence 


8407120220 LER 84-004-00; on 840606. second quarter fish samples not 
taken within allowed in terva 1 . Cau sed by offsite personnel 
error. Samp les subsequently taken in second quarter. Tech Spec 
surveillance scheduling procedure revised. W/840706 ltr. 

WRIGHT, C.L., MORGAN, R.E. Carolina Power?,. Light Co. 84/07/06. 3pp. 

25550:030, 24X Fi che; 50-262, 84/07/06, 8407120220. 


DOCKET ‘50-263 MONTICEU 0 NUCLEAR GENERATING PLANT 


F. Security, medical, emergency S< fire protection plans 


8407100521 Revs to emergency response plan implementing procedures, 
including Rev 9 to A. 2-001, “Emergency Or gan i lat ion, " Rev 
5 to A. 2-102, "Notification of Unusual Event (NUE)" Rev 
4 to A. 2-205. "Personnel Ac c ountab i 1 i t y . " W/S40625 ltr. 

FEY, F. L. Northern States Power Co. 84/06/25. 59pp. 25509:050. 

24X Fiche; 50-263, 84/06/25, 8407100521. 


8407310427 Forwards '' In-Progre ss Audit of Detailed Control Room Design 
Reviews for Northern States Power Co, Prairie Island 
Monticello Nuclear Generating Plants." Requirements of 
NUREG-0737, Suppl 1 satisfied. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/17. NUSOLF, D. M. 

Northern States Power Co. 3pp. 25863:283. 24X 

Fiche: 50-000, 84/07/17, 8407310427. 


— 8407020560 "In-Progress Audit of Detailed Control Room Design Reviews 
for Northern States Power Co Prairie Island & Monticello 
Nuclear Generating Plants. “ 

# Science Applications, Inc. NRC-03-82-096. 84/06/18. NRC - 

No Detailed Affiliation Given. 23pp. 25863:286. 24X 

Fiche : 50-000, 34/07/17, 8407310427. 


J. Insurance h indemnity information 


8407050051 Forwards Endorsements 52 & 53 to MAELU Policy MF-68 Z< 
Endorsements 16 &: 62 to NELIA Policy NF-197. 

JOHNSON, R.G. Northern States Power Co 84/06/28, DINITZ,!. 
Division of Engineering 5pp. 25299:337. 24X Fiche: 50-263, 
84/06/28, 8407050051. 


8407050103 Forwards Endorsements 60 61 to MAELU Policy MF-51 S< 
Endorsements 73 & 74 to NELIA Policy NF-174. 

JOHNSON, R.G. Northern States Power Co. 84/06/28. DINITZ, I, 
Division of Engineering. 5pp. 25285:001. 24X Fiche: 50-263, 
84/06/28, 8407050103. 


P. Operating license stage documents 8,. correspondence 


8407100356 Forwards safety evaluation re IGSCC in- RCPB piping sys & 
E0?<0 "Technical Evaluation of Integrity of Monticello 
Reactor Coolant Boundary Piping Sys. " Ends should assist in 
preparing responses to Generic Ltrs 84-07 it. 84-11, 

VASSALLO, D, B . Operating Reactors Branch 2. 84/06/15. MUSOLF, D. M. 

Northern States Power Co, 3pp. 25517:274. 24X 

Fiche: 50-263, 84/06/15, 8407100356. 


—8407100362 Safety evaluation re IGSCC in RCPB piping sys, per Generic 
Ltr 81— 04. Licensee response does not meet NUREG-0313 
g uide 1 ines . Fur th er action will depend upon responses to 
Generic Ltrs 84-07 84-11. 

Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp. 
25517:277. 24X Fiche: 50-263, 84/06/15, 8407100356. 


— 8405310355 "Technical Evaluation of Integrity of Monticello RCPB Pipi 
Sys. " 

NAGATA. P. EGScG, Inc. FIN A-6429. EGG-FM-6254. 83/07/31. 

KOO, W. H, Division of Engineering. 42pp. 67347:010. 24X 

Fiche: 50-263,84/06/15, 8407100356. 
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8407030199 Provides addl info re radiological conseciuences of accident 
during purg ing. LOCAj i od ine spike Tech Specsivalve closure 
time & limitation on purge !k vent time discussed. 

MUSOLPj D. Northern States Power Co. 84/06/25. Office of Nuclear 
Reactor Regulation# Director. 3pp. 25234.258. 24X 

Fiche: 50-263, 84/06/25# 8407030199. 


8407100175 Forwards tentative schedule of major submittal s» e xemption 
requests Tech Spec changes currently planned. 

MUSOLF# D. M. Northern States Power Co. 84/06/29. Office of 
Nuclear Re.arto- Regul at-* rr Director. 2pp. 25512:034. 24X 

Fiche: 5'. --26" t-'r -T-'-C /l jr#l75 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors# 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT# D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of rJew Vorfc# Inc. 36pp. 25601:348. 24X 

Fiche: 50-000# 84 /07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT# D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000# 84/07/06, 8407060097. 


8407190329 Responds to Generic Ltr 83-42 re possibility of single 
failure in electric power /c ontrol sys resulting in failure 
of crane to support load . Fac i 1 i ty previously modified by 
adding reverse phase X#. loss of phase protection relay. 

MUSOLF, D. Northern States Power Co. 84/07/11. Office of Nuclear 
Reactor Regulation# Director. Ip. 25681:290. 24X 

Fiche: 50-263,84/07/11# 8407190329. 


8407270063 Forwards request for addl info re NUREG-0737# Item ILK. 3. 28. 
"Qualification of Automatic Depressurization Sys 
Accumulators." Assurance that valves can provide emergency 
cooling 100 days following accident requested. 

EISENHUT# D. G. Division of Licensing. 84/07/16. MUSOLF# D. M. 
Northern States Power Co. 7pp. 25811:266. 24X 

Fiche: 50-263,84/07/16. 8407270063. 


8407270218 Forwards request for addl info re Mark I containment 
long-term program. plant-unique analysis rept loads 
evaluat ion. NRC meeting w/BNL scheduled on 840810 to minimize 
need for second round of questions & to discuss response. 

VASSALLO. D. B Operating Reactors Branch 2. 84/07/19. MUSOLF. D. M. 

Northern States Power Co. Spp. 25799:241. 24X 

Fiche: 50-263,84/07/19. 8407270218. 


Q. Inspection reports. IE Bulletins 8#. correspondence 


8407090011 Forwards IE Insp Rept 50-263/83-19 on 83101 1-12. R esul ts of 
insp discussed during 831019 telephone enforcement 
c onf erence. 

KEPPLER.J, G. Region 3# Office of Director. 83/11/23. LARSON. C. E. 
Northern States Power Co. 2pp. 25454:139. 24X 

Fiche: 50-263,83/11/23, 8407090011. 


--8407090012 IE Insp Rept 50-263/83-19 on 831011— 12. Noncomp 1 iance noted: 
failure to maintain strong. tight pac kage & excessive 
radiation at surface of package. 

GRANT. W.B.# OREGER.L.R. Region 3# Office of Director. 83/10/27. 
Spp. 25454:141. 24X Fi ch e: 50-263. 83/1 1 /23. 840709001 1. 


— 8407090014 Forwards insp rept of shipment of radioactive matl. 
SHEALY, H. G. South Carolina# State of. 83/09/20. GIBSON. A. F. 
Region 2. Office of Director. 2pp. 25454:146. 24X 

Fiche: 50-263,83/11/23. 8407090011. 


8407090129 Discusses IE insp on 831011-12 & forwards notice of 
violation proposed imposition of civil penalty. 

KEPPLER. J. G. Region 3, Office of Director. 83/11/23. LARSON. C. E. 
Northern States Power Co. 3pp. 25454:030. 24X 

Fiche: 50-263.83/11/23.8407090129, 


— 8407090134 Notice of violation proposed imposition of civil penalty 
in amount of i^2, 500. Non comp 1 iance noted: exclusive-use 
shipment not in strong, tight. leak-proof packages & radiation 
level on bottom of box higher than allowable limit, 

KEPPLER, J. G. Region 3. Office of Director. 83/11/23. 3pp. 
25454:033. 24X Fiche: 50-263, 83/ 1 1/23. 8407090129. 


8407020123 Ack receipt of 840607 ltr informing NRC of steps taken to 
correct noncompliance & deviation noted in IE Insp Rept 
50-263/84-07. 

WALKER, R.D. Region 3, Office of Director. 84/06/26. LARSON, C.E. 
Northern States Power Co. Ip. 25220:086, 24X Fiche • 50-263. 

84/06/26# 8407020123. 


— 8407020131 Responds to NRC 840508 ltr re violations noted in IE Insp 
Rept 50-263/84-07. Correc t i ve actions: open findings reviewed 
& personnel assigned followup to provide timely closeout. 
Contractors limited to procuring off-the-shelf items. 

LARSON# C.E, Northern States Power Co. 84/06/07. WALKER# R. D. 
Region 3# Office of Director. 10pp. 25220:087. 24X 

Fiche: 50-263. 84/06/26# 8407020123. 


8407270058 Responds to IE Bulletin 84-02 re HFA relay failure. All 
coils of saf ety-related OE HFA relays containing lexan 
or nylon coil spools will be replaced w/Century Series 
Tefzel coils. 

LARSON. C.E. Northern States Power Co. 84/07/17. KEPPLER# J. G, 
Region 3# Office of Director. 3pp. 25786:228. 24X 

Fiche: 50-263# 84/07/17# 340 7270058. 


R. Periodic operating reports S< related c orr e sp ond enc e 


8407020491 Monthly operating rept for May 1984. W/840613 ltr. 

MYRABO# A. L. # MUSOLF# D. Northern States Power Co. 84/05/31. 5pp. 
25217:232. 24X Fic h e : 50-263. 84/05/31 . 8407020491 . 


8407300058 Monthly operating rept for June 1984. W/84071 1 ltr. 

MYRABO. A. L. # MUSOLF. D. Northern States Power Co. 84/06/30. Spp. 
25815: 327, 24X Fiche: 50-263. 84/06/30. 8407300058. 


S. Reportable occurrences. LERs & related correspondence 


8407060118 Part 21 rept re defective 18-inch ASME Class 1 pipe for RHR 
sys supplied by Tioga Pipe Supply Co. Inc. All pipe subj to 
comprehensive UT insp. 

MUSOLF. D. Northern States Power Co. 84/06/29. Director's Office# 
Office of Inspection and Enforcement. Spp. 25421:187. 24X 

Fiche-: 50-263# 84/06/29# 8407060118. 


8407090092 LER 84-020-00: on 840530, Channels A B reactor bldg 
ventilation wide range gas monitors tripped due to low 
sample flow. Caused by plugged sample fi Iters, Sample flows 
will be checked once per shift during outag e. W/840629 ltr. 
BISTDDEAU# D. # MUSOLF# D. Northern States Power Co. 84/06/29. 3pp. 
25442: 136. 24X Fiche: 50-263, 84/06/29, 8407090092. 


8407160177 Submits addl info re 840613 reported crack in reactor water 
cleanup sys el bou. Furth er exam revealed 6-inch indication as 
mfg extrusion lap# not through-wall ind icati on. Elbow will be 
removed. 

MUSOLF, D. Northern States Power Co. 84/07/06. Office of Nuclear 
Reactor Regulation# Director. Ip. 25592:207. 24X 

Fiche: 50-263# 84/07/06# 8407160177. 


8407260336 LER 84-023-00; on 840621 , emerg enc y standby diesel generator 
12 fast started due to deenergized offsite source 
undervoltage relay. Caused by inaccurate ins true t ions. Warni ng 
instruction placed on b reaker. W/S40720 ltr. 

PUDLICK# L. E, # MUSOLF# D. Northern States Power Co. 84/07/20. 3pp. 
25780: 258. 24X Fiche; 50-263, 84/07/20, 8407260336. 


8407270231 Supplemental Part 21 rept re two laminar type d iscont inuties 
noted in Tioga Pipe Supply Co IB-inch carbon steel pipes. 

Corrective Action Rept M-27 issued to Bechtel on 840705 
requesting ind ent i f i cat i on of cause. 

MUSOLF, D. Northern States Power Co. 84/07/20. Director's Office, 
Office of Inspection and Enforcement, 8pp. 25786:259. 24X 

Fiche: 50-263, 84/07/20, 8407270231. 


V. Operator Examinat ions 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors# 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407060128 Informs of practices in implementing 8c admini s t er ing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER. R.D. Region 3, Office of Director. 84/07/02. LARSON. C. E. 
Northern States Power Co. 2pp. 25421:148. 24X 

Fiche; 50-000.84/07/02. S40706O12S. 


8407030097 Generic Ltr 84—17 to all power reactor licensees. appl icants 
for OLs#NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications 8s exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 04/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 
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DOCKET 50--264 DOW CHEMICAL CO. 


F. Security, medical, emergency S-. fire protection plans 


8407200186 Notifies tha t, ef f ec t i ve 8407 1 1 , emerg enc y plan for Dou TRIOA 
research reactor implemented. 

KOCHER.C.W Dow Chemical Co. 84/07/13. THOMAS. C. O. 

Standardization Special Projects Branch. Ip. 25692:354. 24X 

Fiche: 50-264. 84/07/13. 8407200186. 

• 

DOCKET 50-265 QUAD CITIES STATION. UNIT 2 


F. Security, medical, emergency Si fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone d i r ec tor y . W/B40530 release memo. 

*GALLE, D. P. Commonwealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche: 50-000. 84/04/26. 8407120545. 


8407160193 Revised emergency plan implementing procedures missing from 
procedure manual, including Procedures QEP 110-0 re station 
director, QEP 110-2 re acting station director QEP 180-0 
re rad/chem eng ineer. W/transmi ttal S; receipt Itr. 

* Com.norwea 1 th Edison Co. 84/05/31. 120pp. 25591:280. 24X 

Fiche: 50-254, 84/05/31 , 8407160193. 


8407090228 Ac k receipt of orders confirming licensee commitments on 
emergency response capability (Generic Ltr 82-33 ), Comments 
on scheduler commitments for safety parameter display sys, 

Reg Guide 1.97 emergency response facilities provided. 

RYBAK, B. Commonwealth Edison Co, 84/06/29. DENTON, H, R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 25445:314, 24X 

Fiche: 50-000, 84/06/29. 0407090228. 


8407170087 Revised emergency plan implementing procedures, including 
QEP 330-3 re SPING control terminal operation &: QEP 620-2 re 
emergency personnel dose limits 8,. radiological controls for 
rescue Zt recovery operati ons , W/840706 transmittal memo. 

•GOWER, L., KOVACK, T. J. Commonwealth Edison Co, 84/07/31. 21pp. 

25609:162. 24X Fiche: 50-254, 84/07/31 , 8407170087. 


8407310109 Revised emergency plan implementing procedures , inc 1 ud ing 
QEP 170-1 re security director implementing procedure, 

QEP 190-1 re operational support ctr director implementing 
procedure 8, QEP 510-1 re document control. 

OERVER.L, Commonwealth Edison Co. 84/07/31. 18pp. 25837:050. 24X 

Fiche; 50-254, 84/07/31 , 8407310109. * 


K, Utility Final Safety Analysis Report <FSAR) amends 


9407050304 Forwards Rev 2 to Dresden, Quad Cities 8< Zion updated FSARs. 
DELGEORGE, L. 0. Commonwealth Edison Co, 84/06/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 553pp, 25295:154. 

24X Fiche: 50-000. 84/06/28. 8407050304. 


P. Operating license stage documents correspondence 


8407100069 Forwards Amends 89 84 to Licenses DPR-29 & DPR-30. 

respectively 2, safety eva 1 uat i on. Amend s authorize changes 
to Tech Specs to implement reqtuirements of 10CFR50, App I & 
establish average release rates. 

BEVAN, R.B. Operating Reactors Branch 2, 84/06/19, FARRAR, D.L. 

Commonwealth Edison Co. 2pp. 25534:202. 24X Fic h e: 50-254, 84/06/ 19, 

8407100069. 


— 8407100075 Amends 89 ti 84 to Licenses DPR-29 S( DPR-30, resp actively , 
authorizing change to Tech Specs to implement requirements 
of 10CFR50, App I, establish new limiting conditions for 
operation & revise environ monitoring program. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/19. 141pp. 

25534:204. 24X Fiche; 50-254, 84/06/19, 8407100069. 


— 8407100080 Safety evaluation supporting Amends 89 84 to Licenses 

DPR-29 & DPR-30, respectively, 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 9pp. 
25534:346, 24X Fic he : 50-254, 84/06/ 19, 84071 00069. 


8407020282 Responds to 040518 request re environ qualification of 
electrical equipment, App 1 icab le justification for 
continued operation currently being relied on submitted in 
Rybak 840521 ltr. 

RYBAK, B. Commonwealth Edison Co. 84/06/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, Ip, 25216:351, 24X 

Fiche: 50-000, 84/06/22, 8407020282. 


8407030092 Provides requested info supporting conclusion that 
containment recombiner capability ?/. atmospheric containment 
air dilution sys not required. 

RYBAK, B, Commonwealth Edison Co. 84/06/25. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director 4pp. 25267:186. 24X 

Fiche: 50-000, 84/06/25, 8407030092, 


8407100337 Forwards request for addl info to complete review of 840511 
justification for continued operation re 125-volt dc 
battery capac i ty. Inf o should be provided within 30 days. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26 FARRAR, D.L. 

Commonwealth Edison Co. 4pp. 25516:355. 24X Fi c h e; 50-254, 84/06/26, 

8407100337. 


8407030401 Advises of review approval of Revs 24 25 to QA topical 

rept, per' 830713 0822 Itrs.App B requirements satisfied. 

NORELIUS, C . E. Division of Project 2, Resident Programs. 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp, 25239:276, 24X 

Fiche: 50-000,84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins S; data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000, 84/06/30, 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability, 

Svc list end, 

EISENHUT, D. G, Division of Licensing 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407090197 Provides addl info re post-accident sampling sys, per 
NUREO-0737, Item II, B. 3, 

RYBAK, B. Commonwealth Edison Co. 84/07/02. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25443:359, 24X 

Fiche; 50-000, 84/07/02, 8407090197. 


8407090258 Forwards request for addl info to complete review of 
NUREO-0737, Items I. A. 2. 1, "Immediate Upgrading of Reactor 
Operators & Senior Operators" II. B, 4, "Training for 
Mitigating Core Damage. " 

CRUTCHFIELD, D. Operating Reactors Branch 5, 84/07/02. FARRAR, D. L. 

Commonwealth Edison Co. lOpp, 25450:176. 24X Fiche: 50-000, 

84/07/02, 8407090258. 


8407160148 Forwards response to request for addl info re equipment 
qualification temp profiles inside containment. 

Environmentally qualified temp monitoring sys will be 
installed so operator nay monitor temp Z'. take action. 

RYBAK, B. Commonwealth Edison Co, 84/07/02, DENTON, H.R. Office of 
Nuclear Rp^c^'c- Reg u! a t i c " . Director. 9pp. 25600:257. 24X 

Fiche: SO-CIO fe;.:/D//C2. B.IO" :60148. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of Meu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160089 Notification of 840712 meeting w/Sand ia Natl Lab in 
Bethesda,MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI,D.C. Operating Reactors Branch 3, 84/07/09. MILLER, U. R. 

Operating Reactors Branch 3, 2pp. 25623: 152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407250306 Forwards corrected Tech Spec Table 4. 2-1 in Amends 88 83 

to Licenses DPR-29 Zf. DPR-30, resp ec ti ve ly. Tab le contained in » 

840606 amends omitted superscript ref to table note. 

BEVAN, R.B, Operating Reactors Branch 2, 84/07/11. FARRAR, D. L. 

Commonwealth Edison Co. 2pp, 25778:129. 24X Fi c he; 50-254, 84/07/ 1 1 , 

0407250306, 


—8407250313 Corrected Tech Spec Table 4,2-1 in Amends 88 83 to 

Licenses DPR-29 8,. DPR-30, respectively. Or ig inal 840606 amends 
omitted superscript ref to table note in Table 4,2-1, 

# NRC - No Detailed Affiliation Given. 84/07/11. 4pp. 
257/8:131. 24X Fic he : 50-254, 84/07/1 1 , 8407250306. 


8407200228 Forwards request for addl info re plant-unique analysis rept 
review. Meeting to discuss request before responses 
completed scheduled for 840809 to eliminate 
misunderstand ings. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/13. FARRAR, D.L. 

Commonwealth Edison Co. 6pp. 25692:325. 24X Fiche: 50-000, 84/07/13, 

8407200228, '* 
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8^-07270379 Forwards safety evaluation re licensee submittal concerning 
NUREG-0737, Item II. 0.1. ''Safety Relief Valve Testing." 

Submittal ' demonstrates ability of RCS relief safety valves 
to function under expected cond i t i ons , Rev iew complete. 

VASSALLO. D B Operating Reactors Branch 2 84/07/13. FARRAR. D. L. 

Commonwealth Edison Co. 18pp, 25799:079. 24X Fiche: 50-254. 

84/07/13, 8407270379. 


Q. Inspection reports. IE Bulletins S' correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ?■! Engineering 
Response (Post 830103). 84/06/26 Consolidated Edison Co. of New 

Yark, Inc. 154pp. 25535; 160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc, 124pp. 25602.151. 24X Fi che; 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sea lants " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Eng ineer ing 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602. 032. 24X Fi che: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness S'. Eng i neer ing 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche; 50-000. 84/07/06. S407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
S-Ninute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness )!k Eng ineer ing 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che : 50-000, 84/07/ 10 , 8407060251 . 


8407170263 Forwards plans St schedules for replacing HFA relays in 
safety-related sys.per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Draidwood replaced. 

ALEXANDER. 0, L. Commonwealth Edison Co. 84/07/11. KEPPLER.J.O. 
Region 3. Office of Director. 13pp. 25616:179. 24X 

Fiche; 50-000, 84/07/1 1 , S4071 70263. 


8407310045 Forwards IE Insp Repts 50-254/84-06 50-265/84-05 on 

840418-0629, No noncompliance noted 

LITTLE, W.S. Regions, Office of Director. 84/07/12. REED, C. 
Commonwealth Edison Co. 2pp. 25834:326. 24X Fi che: 50-254, 84/07/12, 

8407310045. 


— 8407310057 IE Insp Repts 50-254/84-06 S-. 50-265/84-05 on 840418-0629. No 
noncompliance or deviations noted. Major areas inspected; 
insp repair of stainless steel piping in drywel 1, torus 
mod, IE bulletins S; jet pump instrument penetration. 

WARD, K. D. , JONES, D.E., DANIELSON, D. H. Regions. Office of 
Director. 84/07/12. 16pp. 25834:328. 24X Fiche: 50-254, 84/07/12, 

8407310045, 


8407170239 Ac k receipt of 840618 Itr NRC cf steps taken to 

correct violations noted in IE Insp fipT--. 5C,— 2:>r..'t:,"-3l & 
50-265/83-30. 

NORELIUS, C. E. Region 3, Office of Director. 84/07/13. REED, C. 
Commonwealth Edison Co. Ip. 25612:268. 24X Fiche: 50-254, 84/07/13, 

8407170239. 


— 8407170241 Responds to NRC 840517 Itr re violations noted in IE Insp 
Repts 50-254/83-31 ^ 50-265/83-30, C orrec t ive actions: new 
procedure providing instructions ?■: precautions to properly 
change conditions of MSIV written. 

FARRAR, D. L. Commonwealth Edison Co, 84/06/18. KEPPLER.J. G. 
Region 3, Office of Director. 4pp. 256 1 2:269. 24X 

Fiche: 50-254. 84/07/13, 8407170239, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports t- related correspondence 


8407180008 Monthly operating repts for June 1984. W/S40705 Itr. 

KIMLER, D, KALIVIANAKIS. N. Commonwealth Edison Co. 84/06/30. 24pp'‘. 

2 667:203. 24X F iche : 50-254. 84/06/30, S4O71S000B 


8407180010 Forwards listing of c hanges, tests !k experiments completed 
^ during June 1984. 

KALIVIANAKIS, N. Cam.monuea 1 1 h Edison Co. 84/07/05. CASE, E. G. 
Office of Nuclear Reactor Regulation, Director. 5pp, 25667:278. 
24X Fiche: 50-254, 84/07/05, 8407180010. 


S. Reportable occurrences, LER s related correspondence 


8407020126 Revised LER 83-013/03L-1 : on 830901 , c ontro 1 rod C-10 went to 
overtravel, indicating possible unc oup 1 i ng . Caus ed b y 
accumulation of dirt on inner filter of CRD. New drive 
installed in Position C-10. W/S40618 Itr. 

CARNEY, J. . KALIVIANAKIS, N. Commonwealth Edison Co, 84/06/18. 
KEPPLER.J, Region 3, Office of Director. 3pp. 25220:097. 24X 

Fiche: 50-265, 84/06/18, 8407020126. 


8407030195 LER 84-006-00: on 840601 , d isc over ed weekly power operation 
surve i 1 1 ance , QIS 60, not executed within Tech Spec limits. 

Caused by personnel error . Survei 11 anc e test i mmu d : a tr 1 y 
p erf arms d . Week 1 y summary sheet d i s p 1 a y ed. W/n40a2fj Itr 
WEINFURTER, E, . KALI VI ANAK IS, N. Commonwealth Edison Co, 84/06/25. 
3pp. 25238:175. 24X F i c h e : 50-265, 84/06/25, 8407030195. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, '' reviewed , Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 34/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche; 50-000, 84/07/05. 8407120182, 


8407130043 LER 84-007-00; on 840610, fol lowing depression of test switch 
for control valve 4, valve immediately c losed. Resulting 
Piressure spike collapsed voids in vessel & trip of reactor 
protection sys received due to neutron f lu x . W/840706 Itr. 

COOK, D. B., KALIVIANAKIS, N, Commonwealth Edison Co. 84/07/06, 3pp. 
25563:125. 24X Fi che: 50-265, 84/07/06, 8407130043. 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels 2* 
conductor ends. Corrective action completed prior to 
equipment placement in svc. 

MANNER, J. S. Nutherm International, Inc. 84/07/18. Region 3, 
Office of Director, Ip. 25833:098. 24X Fic he ; 50-000, 84/07/18, 

8407310090. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, “Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER, R. D, Region 3, Office of Director, 84/07/02. REED, C. 
Commonwealth Edison Co. 2pp. 2^430:028. 24X Fi ch e: 50 - 000 , 84/07/02, 

S40706021 5. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c en sees, ap p 1 icants 
for OLs,NSSS vend ors , reac tor vendors 2: AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 

Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 
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DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical* emergency St fire protection plans 


8407110168 Joins Transnu c 1 ear , Inc req.uest for alternate spent fuel 
shipping route in State of NY, between West Valley S*. 1-90, due 
to derating of bridge capacity on primary route. 

DANESE,F.L. Nuclear Assurance Corp. 84/06/15. HILLMAN, C. Division 
of Safeguards. 3pp. 25537:352. 24X F ic h e : 50-266, 84/06/ 1 5, 

8407110168. 


8407110144 Notifies of continuation of spent fuel shipments from West 
Valley to Point Beach Nuclear Station, w/o end. 

DANESE, F. L. Nuclear Assurance Corp. 84/06/21. SMITH, G. C. Region 
1, Office of Director. Ip. 25538:286. 24X F i c he : 50-266, 84/06/21 , 

8407110144. 


8407020004 Advises that 840607 rev to physical security plan 
consistent w/provisions of 1 0CFR50. 54 ( p ) acceptable. 

AXELSON, W. L. Region 3, Office of Director, 84/06/26. CASSIDY, T, J. 
Wisconsin Electric Power Co. 2pp. 25219:268. 24X 

Fiche: 50-266, 84/06/26, 8407020004, 


8407230301 Forwards order confirming licensee 830415 commitments to 
implement items set forth in Suppl 1 to NUREG-0737 <Generic 
Ltr 82-33) re emergency response capability, 

MILLER, J, R. Operating Reactors Branch 3. 84/07/03. FAY, C.W. 

Wisconsin Electric Power Co. 2pp. 25726:226. 24X 

Fiche: 50-266, 84/07/03. 8407230301. 


— 8407230304 Order confirming licensee commitments on emergency response 
capab il ity, per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/07/02. Wisconsin 
Electric Power Co. 14pp. 25726:228. 24X Fiche: 50-266, 84/07/03, 

8407230301. 


8407100142 Adises that 840608 revs to emergency plan meet planning 
stds of 1 0CFR50. 47 ( b ) Zt requirements of 10CFR50, App E, 

PAPERIELLO, C, J. Region 3, Office of Director. 84/07/06, 
BURSTEIN, S. Wisconsin Electric Power Co. Ip. 25512:290. 24X 

Fiche: 50-266, 84/07/06, 8407100142. 


8407120320 Revised App C, "Maps," to emergency plan manua 1. W/840706 
ltr. 

FAY, C. W. Wisconsin Electric Power Co, 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U.R. 
Operating Reactors Branch 3. t2pp, 25549:069. 24X 
Fiche: 50-266, 84/07/06, 8407120320, 


8407170336 Revised emergency plan implementing procedures , inc lud ing 
EPIP 6.2 re plant evac ua t i on < EP IP 6,3 re exclusion area 
evacuat ion, EPIP 7, 1. 1-7. 1, 3 re health physics personnel & 

EPIP 7.3.1 re airborne samp 1 ing . W/S40706 ltr, 

FAY, C.W. Wisconsin Electric Power Co, 84/07/06. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director, MILLER, J.R, 
Operating Reactors Branch 3. 73pp. 25613:323. 24X 

Fiche: 50-266, 84/07/06, 8407170336. 


8407160183 Forwards IE Safeguards Insp Repts 50-266/84-08 
50-301/84-06 on 840611-15 S-; notice of violat i on. Not ic e of 
violation withheld (ref 10CFR73. 21 ) . 

HIND, J. A, Region 3, Office of Director. 84/07/11, BURSTEIN, S, 
Wisconsin Electric Power Co. 2pp. 25592:151. 24X 

Fiche: 50-266, 84/07/11, 8407160183. 


— 8407160186 IE Safeguards Insp Repts 50-266/84-08 & 50-301/84-06 on 
84061 1-15. Noncompl iance noted : c omp uter capability required 
by security plan could be c ircumvented. Detai Is withheld 
(ref 10CFR73. 21). 

PIRTLE, G. L. , BELANGER, J. L. , CREED, J. R, Region 3, Office of 
Director. 84/07/06. 2pp, 25592:153. 24X Fi c he : 50-266 , 84/07/1 1, 

8407160183. 


P. Operating license stage documents & correspondence 


8407020213 Forwards background info on Unresolved Safety Issue A-45 re 
DHR capability list of topics to be discussed during 
840710-11 site visit. 

MILLER, J. R, Operating Reactors Branch 3. 84/06/20. FAY, C, W. 

Wisconsin Electric Power Co, 14pp. 25275:288. 24X 

Fiche: 50-266, 84/06/20, 8407020213. 

8407030391 Advises that, due to delays in final fabrication Z. delivery 
of auxiliary safety instrumentation panels, per 840305 ltr, 
panels will be delivered in sequence which best enables 
installation to proceed. 

FAY, C.W. Wisconsin Electric Power Co. 84/06/26. DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 25239:334. 24X 

Fiche: 50-266, 84/06/26, 8407030391. 


'8407050128 Submits latest rev to Section 1 8 of updated FSAR re QA 
program descri p t ion, i n response to items discussed in 
840607 meeting discusses changes that have occurred since 
830610 submittal. 

FAY, C. W, Wisconsin Electric Power Co. 84/06/28, KEPPLER.J.G, 
Region 3, Office of Director. 40pp 25298.080, 24X 

Fiche: 50-266,84/06/28, 8407050128, 


8407060177 Lists measures implemented to minimize schedule delays of 
post-TMI NUREG-0737, I terns II, F 1.1 - 6, per 840626 request, 
including timely QA insps of panel welding detailed pre- 
installation plans t-. preparation procedures. 

BRITT.R.W, Wisconsin Electric Power Co 84/06/29. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 3pp. 25426:263. 24X 

Fiche: 50-266,84/06/29, 8407060177. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Z. holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list encl. 

EISENHLfT, D. G. Division of Licensing. B4/07/02, Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S*. amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 3407060097, 


8407130002 Infor.ms that mods to auxiliary feedwater sys completed on 
840629. Surve 1 1 lance !/. testing of modified motor operated 
valve control log ic, inc luded in Tech Specs, will be ensured, 
per 830915 request. 

FAY, C.W. Wisconsin Electric Power Co, 84/07/06. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 25562. 120. 24X 

Fiche: 50-266, 84/07/06, 8407130002. 


8407160188 Forwards "Type B S'. C Leakage Testing Summary for Period 
Between Oct 1981 Type A Containment Integrated Leak Rate 
Test (CILRT) Z Mar 1984 Type A CILRT" Z. Type A test results, 
per Tech Spec Section 15, 4.4, I, D Z. 10CFR50,App J. 

FAY, C. W. Wisconsin Electric Power Co, 84/07/06 DENTON, H. R, 
Office of Nuclear Reactor Regulation. Director. MILLER, J. R. 
Ooeratirq On.ic*crr 3, 7pp. 25591:254. 24X 

Ficre r=0-rr-.”, E-/07/ u''. '160188. 


— 8407160196 "Type B C Leakage Testing Summary for Period Between 
Oct 1981 Type A Containment Integrated Leak Rate Test 
(CILRT) Mar 1984 Type A CILRT. " 

* Wisconsin Electric Power Co. 84/03/30. 16pp. 25591:261, 24X 

Fiche: 50-266, 34/07/06, 8407160188. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI.D.C. Operating Reactors Branch 3 84/07/09, MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 25623: 152. 24X 

Fiche: 50-000, 84/07/09, S4071600S9. 


8407160161 Forwards update to schedule b. implementation status of TMI 
action items in NUREG-0737. 

FAY. C.W. Wisconsin Electric Power Co, 84/07/09, DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director, SSpp, 25601:062. 
24X Fiche: 50-266, 84/07/09, 8407160161 , 


8407170375 Suppls 840314 application for amend to Licenses DPR-24 £< 
DPR-27, consisting of Tech Spec Change Request 87, covering 
use of Westinghouse optimized fuel assembly d es i gn , Res u It s 
of small-break LOCA analysis mods to Tech Specs encl. 

FAY, C. W, Wisconsin Electric Power Co. 84/07/13. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. MILLER, U.R. 
Operating Reactors Branch 3 5pp. 25618:338 . 24X 

Fiche: 50-266, 84/07/13, 8407170375. 


— 8407170380 Proposed mods to Tech Spec Change Request 87 figures, 
covering use of Westinghouse optimized fuel assembly design, 

* Wisconsin Electric Power Co, 84/07/13. 6pp. 25618:343, 24X 

Fiche ; 50-266, 84/07/13, 8407170375, 


840724,0517 Notification of 840724 meeting w/uti Is, Westing house, Sand ia Sk 
Exxon in Bethesda.MD to resolve open issues on upper plenum 
injection existing between licensee Z. NRC re NUREG/CR-3639 
& test data released by Japanese. 

DIIANNI.D.C, Operating Reactors Branch 3. 84/07/17, MILLER. J. R. 

Operating Reactors Branch 3. 2pp. 25731:355. 24X 

Fiche: 50-000. 84/07/17, 8407240517, 
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8407310047 ForuJards corrected pages to Amends 84 %>, 88 to Licenses 
DPR-24 2- DPR-27, res p ec t i s' e 1 y . Amend s provide limiting 
conditions for operation re instrument pouer supply sys 
equipment upgrades. 

COLBURN- r-. e- - Reactors Branch 3. 84/07/17. FAY. C. W. 

Wisconsin ! ■■ ■ ■ Co. 2pp. 25853:357. 24X 

Fiche. 50--266, 84/07/17. 8407310047. 


— 8407310050 Corrected pages to Amends 84 88 to Licenses DPR-24 & 

DPR-27, resp ec 1 1 ve ly . pro VI d i ng limiting conditions for 
operation re instrument power supply sys equipment upgrades. 

» Operating Reactors Branch 3. 84/07/17. 2pp. 25853:359. 24X 

Fiche 50-266, 84/07/17,8407310047. 


Q. Inspection reports, IE Bulletins 1: correspondence 


8407180285 Forwards IE Insp Repts 50-266/84-06 2,. 50-301/84-04 on 
840401-0531 2, notice of v i o la t i on. Ul/o notice of violation. 

SHAFER, W, D. Region 3, Office of Director. 84/06/15. BURSTEIN.S. 
Wisconsin Electric Po-wer Co. 2pp. 25666:141. 24X 

Fiche; 50-266, 84/06/15, 8407180285 


--8407180286 I£ Insp Repts 50-266/84-06 ?-• 50-301/84-04 on 840401-0531, 
Noncompliance noted : fai lure to meet ANSI N45. 2. 1-1973 
commitment re check valve leak checks S; isolation valve 
operability checks. 

HAGUE, R.L , FITZPATRICK, B. . JACKIW, I.N. Region 3, Office of 
Director, 84/06/15. 7pp 25666.143. 24X Fiche : 50-266, 84/06/15, 

8407180285 


8407130406 Forwards Exam Rept on 840605-06 

WALKER, R. D. Region 3, Office of Director. 84/06/22. BURSTEIN.S. 
Wisconsin Electric Poujer Co. 2pp. 25575:137. 24X 

Fiche: 50-266, 84/06/22. 8407130406. 


■840713040S Exam Rept on 840605-06. Exam results: both senior reactor 
operator candidates passed written S< oral portions of exams. 
BURDICK,!., MCMILLFNJ, J. I , Region 3, Office of Director. 84/06/22. 
2Bpp. 25575.139, 24X Fi ch e; 50-266, 84/06/22. 8407130406. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S? Engineering 
Response (Post B30103), 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26. 8406250214. 


8407060280 Submits Westinghouse recommendati ons re insp of rod cluster 
control assembl ies. Insp revealed 21 rods w/uear possibly 
exceeding allowable limits SU 12 rods acceptable for reuse. 

FAY. C. W. Wisconsin Electric Power Co, 84/06/27. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 25426:054. 24X 

Fiche: 50-266, 84/06/27, S407O602B0. 


8406230311 IE Info Notice 84—52, "Inadequate Matl Procurement Controls 
on Part of Licensees Zt Vendors, " Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness S-, Engineering 
Response (Post 83010.3). 84/06/29, Consolidated Edison Co. of New 

York, Inc 124pp. 25602:151. 24X Fi c he; 50-000. 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Ad hesive/Sealants, “ Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York. Inc. 119pp. 25602- 276. 24X F i c he : 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN. E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

Ynri.. Tt,.. 122pp. 25602:032. 24X Fi c he: 50-000. 84/07/05. 8407030039. 


Info Notice S4-5S. "Seal Table Leaks at PWRs. " Svc list 

Sion of Emergency Preparedness 5; Engineering 
0103). 84/07/06. Consolidated Edison Co. of New 

25865 : 286 . 24X Fi c he ; 50-000. 94/07/06. 8407050274. 


8407170309 Requests inservice insp relief for second 10-yr insp 
interval. Support! ve info for relief requests from specific 
ASME Section XI code requirements encl, 

FAY/C.W. Wisconsin Electric Power Co, 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J.R. 
Operating Reactors Branch 3. 25pp. 25612:325, 24X 

Fiche: 50-266, 84/07/06. 8407170309. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-l1inute Emergency Escape Se 1 f-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN. E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X F i c he ; 50-000, 84/07/ 10. 8407060251 


8407160183 Forwards IE Safeguards Insp Repts 50-266/84-08 Zt 
50-301/84-06 on 840611-15 notice of violat ion. Notice of 
violation withheld (ref 10CFR73. 21). 

HIND. J. A. Region 3. Office of Director. 84/07/11. BURSTEIN.S. 
Wisconsin Electric Power Co, 2pp. 25592' 151. 24X 

Fiche: 50-266. 84/07/11. 8407160183. 


—8407160186 IE Safeguards Insp Repts 50-266/84-08 & 50-301/84-06 on 
84061 1-15, Nonconp 1 iance noted: computer capability required 
by security plan could be c i rc umven te d. De ta i 1 s withheld 
(ref 10CFR73. 21). 

PIRTLE. G. L.. BELANGER. J. L. . CREED, J.R, Region 3, Office of 

Director. 84/07/06. 2pp. 25592.153, 24X Fi ch e : 50-266. 84/07/ 1 1. 

8407160183. 


3407230079 IE Info Notice 84-53, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness &•. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi che : 50-000. 84/07/25. 8407230079 


R. Periodic operating reports related correspondence 


8407180003 Monthly operating repts for June 1984, W/84071 1 Itr. 

KRAUSE. C. W. , FAY, C.W. Wisconsin Electric Power Co. 84/06/30. 10pp. 

25667:268. 24X F i c h e ; 50-266. 84/06/30. S407180003. 


S. Reportable occurrences, LERs S', related correspondence 


8407050138 Submits results of hot control rod drop testing conducted 
prior to startup of Cycle 12. Control rod at Location H-6 
dropped on 840406. Caus ed by magnetite crud binding drive 
mechanism. 

FAY, C.W. Wisconsin Electric Power Co, 84/06/27. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 
Operating Reactors Branch 3. 4pp. 25284:356. 24X 

Fiche: 50-266, 84/06/27, 8407050138. 


V. Operator Examinations 


8407130406 Forwards Exam Rept on 840605-06. 

WALKER, R.D. Region 3, Office of Director. 84/06/22 BURSTEIN.S. 
Wisconsin Electric Power Co, 2pp. 25575:137. 24X 

Fiche: 50-266, 84/06/22. 8407130406, 


•8407130408 Exam Rept on 840605-06. Exam results: both senior reactor 
operator candidates passed written oral portions of exams. 
BURDICK,!., MCMILLEN. J. I. Region 3, Office of Director, 84/06/22. 
2app. 25575:139. 24X Fi ch e: 50-266. 84/06/22, 8407130406. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp, 25535:018. 24X 

Fiche; 50-000, 84/06/27. 8406270142. 


84070601S6 Informs of practices in implementing provisions of 
NUREG-102I. "Operator Licensing Examiner Stds" re 
administration of simulator exams, 

WALKER. R. D. Region 3. Office of Director. 84/07/02, BURSTEIN.S. 
Wisconsin Electric Power Co. 2pp. 25424:246. 24X 

Fiche: 50-266. 84/07/02. 8407060186. 


8407030097 Generic Ltr 84—17 to all power reactor 1 i censees. a p p 1 i cants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if icat ions 8,. exams. Svc list encl. 

EISENHUT. D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of New York. Inc. 16pp. 25601:326. 24X 

Fiche; 50-000. 84/07/03. 8407030097. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency fire protection plans 


8407130359 Forwards IE Insp Rept 50-267/84-12 on 840430-0504 8( notices 
of violation Zx deviation. 

JOHNSON. E. H, Region 4, Office of Director. 84/06/14. LEE. 0. R. 
Public Service Co. of Colorado. 2pp. 25575:184, 24X 

Fiche: 50-267, 84/06/14. 8407130359. 
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--8407130360 Notice of violation from insp on 840430-0504. 

* Region 4, Office of Director. 84/06/14. 2pp. 25575; 186. 24)( 

Fiche: 50-267, 84/06/14, 8407130359. 


--8407130363 Notice of deviation from insp on 840430-0504. 

* Region 4, Office of Director. 84/06/14. 2pp. 25575; 188. 24X 

Fiche; 50-267,84/06/14, 8 407 1 303 59. 


8407270281 Requests that NUREO-0737, Item 1. C. 1 be closed S« 
implementation of detailed program generation package be 
delayed until completion of preimplementation audit of 
detailed control room design review. 

WAREMBQURG, D. W. Public Service Co. of Colorado. 84/07/19. 
JOHNSON, E.H. Region 4, Office of Director. 2pp. 25788:303. 24X 

Fiche; 50-267, 84/07/19, 8407270281. 


— 8407130371 IE Insp Rept 50-267/84-12 on 840430-0504. Noncomp 1 iance 
noted : fa i 1 ure to follou procedures re unsealed fire barrier 
penetration It failure to meet commitments to comply w/ 

BTP 9,5-1 re storage of combustible matl. 

MURPHY,N.E., SKOW,M.E., BENNETT, W. R. Region 4, Office of Director. 

84/06/13. lOpp. 25575; 190. 24X F i ch e ; 50-267, 84/06/14, 

8407130359. 


8407020291 Responds to 840608 meeting re application of 10CFR50, App R 
fire protection requirements to f ac i 1 i ty. Sc hedu le for App R 
review submittal & proposed fire protection regulatory 
guidance resolving HTGR issues end. 

LEE,O.R. Public Service Co. of Colorado. 84/06/22. JOHNSON, E. H. 
Region 4, Office of Director. 11pp. 25215;336. 24X 

Fiche; 50-267, 84/06/22, 8407020291 . 


8407050098 Advises of completion of review of radiological emergency 
response plan, Section 7, "Emergency Facilities it Equipment" 

& Section 10. B, "Sample Dose Calculations." Changes 
reviewed comply w/l0CFR5O. 54. 

JOHNSON, E.H. Region 4, Office of Director. 84/06/27. LEE, 0. R. 
Public Service Co. of Colorado, Ip. 25284:351. 24X 

Fiche: 50-267, 84/06/27, 8407050098. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407260198 Forwards Rev 2 to updated FSAR for Fort St Vrain. Rev 
includes safety evaluations either in support of license 
amends or in support of conclusions that changes did not 
involve onrevieued safety question. 

LEE,0. R. Public Service Co. of Colorado. 84/07/20. Office of 
Nuclear Reactor Regulation, Director. 8pp. 25817:001. 24X 

Fiche: 50-267, 84/07/20, 8407260198. 


— 8407260200 Rev 2 to updated FSAR for Fort St Vrain. 

* Public Service Co. of Colorado. 84/07/20, 2142pp. 25817:009. 

24X Fiche; 50-267,84/07/20, 8407260198. 


P. Operating license stage documents St correspondence 


0407020137 Forwards replacement check for fee payment of 840510 
proposed amend to License DPR-34 re changes to Tech Spec 
Section 5. 3. 7. 

WAREHBOURG, D. Public Service Co. of Colorado. 84/06/19. 

JOHNSON, E.H. Region 4, Office of Director. 2pp. 25220:117. 24X 

Fiche: 50-267. 84/06/19. 8407020137. 


8407130332 Responds to NRC concerns re fire protection review, Bldg 10 
licensing requirements, control rod failure to scram, 
documentation of disciplinary actions, c learance tags it 
radiological emergency exercise scenario, per 840625 meeting. 

LEE, 0. R. Public Service Co. of Colorado. 84/07/06. COLLINS, J.T. 
Region 4. Office of Director. 5pp. 25564; 198. 24X 

Fiche: 50-267, 84/07/06, 8407130332. 


8407050303 Confirms 840614 telcon re upcoming submittal of proposed 
supplemental changes to electrical Tech Specs, future 
submittal of NUREG-0737 associated Tech Specs & proposed 
changes to Limiting Condition for Operation 4.1.9. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/06/22. 
JOHNSON, E.H. Region 4, Office of Director. 3pp. 25410:001. 24X 

Fiche: 50-267, 84/06/22, 8407050303. 


8407260010 Forwards IE Insp Rept 50-267/84-14 on 840501-31 & notices 
of violation & deviation. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/06, LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 25781:213. 24X 

Fiche: 50-267, 84/07/06, 8407260010. 


—8407260011 Notice of violation from insp on 840501—31, 

* Region 4. Office of Director. 84/07/06. 5pp. 25791:215. 24X 

Fiche: 50-267, 84/07/06, 8407260010. 


— 8407260013 Notice of deviation from insp on 840501-31. 

* Region 4, Office of Director. 84/07/06. Ip. 25781:220. 24X 

Fiche: 50-267, 84/07/06, 8407260010. 


8407130160 Comments on operations at Waterford & Comanche Peak it other 
plants, per request made to Commissioner Gilinsky.No evidence 
of Congressional pressure on NRC senior staff to have 
Waterford licensed. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/25. PALLADINO Commissioners. 5pp. 25579:335. 24X 

Fiche: 50-000, 84/06/25, 8407130160. 


— 8407130164 Requests info re lack of Region IV support at Fort St Vrain 
it possible Congressional pressure to license Waterford. 

Chairman Palladino 840530 comment that EDO should comment 
directly inc lud ed . Commi ss i oner Asselatine comment end. 

OILINSKY, V. Commissioners. 84/05/29. Commissioner*. 2pp. 
25579:340. 24X Fiche: 50-000, 84/06/25, 8407130160. 


—8407260019 IE Insp Rept 50-267/84-14 on 840501-31. Violations noted: 
failure to follouj procedures re nitrogen blanketing 
subsystem & controlled work procedure forms still in use. 

PLUMLEE, G. L. , IRELAND, R. E. Region 4, Office of Director. 

84/07/02. 22pp. 25701:221. 24X Fiche: 50-267. 84/07/06. 0407260010. 


0407160181 Advises that 940131 Rev 14 to physical security plan 
consistent w/provi sions of 10CFR50. 54(p ) acceptable. 

Portions will require license amend. Draft Itr & review 
comments end for transmittal to licensee. 

EISENHUT, D. G. Division of Licensing. 84/07/12. DENISE, R.P. Region 
4, Office of Director. 2pp. 25592:142. 24X Fi ch e : 50-267, 84/07/ 12. 

9407160181. 


8407230050 Provides advance notification of spent fuel shipments from 
facility to Idaho Chemical Processing Plant in Scoville. ID, 
scheduled for months of Jul it Aug 1984. 

WAREMBOURG, D. Public Service Co. of Colorado. 84/07/13. 

JOHNSON, E.H. Region 4, Office of Director. 9pp. 25706:-040. 24X 

Fiche-: 50-267, 04/07/13, 8407230050. 


8407300466 Forwards Issue 1 to Radiological Emergency Response Planning 
Implementing Procedure RERP-CQRE, "Core Damage Evaluation, " 
to close NUREO-0737, Item II. B. 3* "Post-Accident Sampling 
Sys. " per 840702 submittal. 

WAREMBOURG. D. W. Public Service Co.»of Colorado, 84/07/16. 

JOHNSON, E.H. Region 4, Office of Director. 2pp. 25814:299. 24X 

Fiche: 50-267, 84/07/16, 8407300466. 


— 8407300467 Issue I to Radiological Emergency Response Planning 
Implementation Procedure RERP-CQRE, "Core Damage 
Evaluation. " 

Public Service Co. of Colorado. 84/06/01. 7pp, 25814:301. 
24X Fiche: 50-267, 84/07/16. 8407300466. 


8407090320 Forwards application for amend to License DPR-34. Amend 
changes Tech Specs re setpoints & surveillance requirements 
associated w/480-volt ac essential bus undervoltage 
protection. 

LEE.O.R. Public Service Co. of Colorado. 84/06/26. JOHNSON. E. H, 
Region 4, Office of Director. 3pp. 25453; 139. 24X 

Fiche: 50-267, 84/06/26. 8407090320. 


— 8407090323 Application to amend License DPR-34. changing Tech Specs re 
setpoints it surveillance requirements associated ui/480— volt 
ac essential bos undervoltage protection. 

LEE.O.R. Public Service Co. of Colorado. 84/06/26. 4pp. 

25453:142. 24X Fic h e: 50-267. 84/06/26, 8407090320. 


— 8407090327 Proposed Tech Spec changes, add ing tables re che cks, calibrs. 
tests instrument operating-^ requirements for 480-volt ac 
essential bus undervoltage protection. 

* Public Service Co. of Colorado. 84/06/26. 19pp. 25453:146. 

24X Fiche: 50-267. 84/06/26. 8407090320. 


8407090182 Forwards marked— up revised App B of updated FSAR. in 
response to 840529 request it 840619 telcon. Section B. 5. 19. 16 
revised to correct deficiencies noted in IE Insp Rept 
50-267/84-01. 

OAHM, J. W. Public Service Co. of Colorado. 84/06/27. JOHNSON. E, 
Region 4. Office of Director. 44pp. 25443; 104. 24X 

Fiche: 50-267. 84/06/27, 8407090182. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp, 25601:340. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 
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8407100548 Describes action plan in response to 840403 concerns re 
NUREO-0737, Item 11. F. 1.1, "Noble Gas Accident Monitoring 
Instrumentation." Reactor plant exhaust stack discharge lui 11 
be diluted by using clear source of air prior to release. 
WAREMBOURG, D. U. Public Service Co. of Colorado. 84/07/02. 

JOHNSON, E.H. Region 4, Office of Director. 2pp. 25465:237. 24X 

Fiche: 50-267, 84/07/02, 8407100548. 


8407200006 Confirms installation of post-acc ident sampling sys it sys 
operability as of 840601. Procedure for obtaining post- 
accident samples of primary coolant is contained in Health 
Physics Procedure (HPP)-14. "Analytical Instrumentation." 
WAREMBOURG, D. Public Service Co. of Colorado. 84/07/02. 

JOHNSON, E. H. Region 4, Office of Director. 5pp. 25697:204. 24X 

Fiche: 50-267, 84/07/02, 8407200006. 


8407060097 Generic Ltr 84-18 to all nonpotuer reactor licensees re 
filing of applications for licenses 3^,. amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000,84/07/06, 8407060097. 


8407300452 Clarifies mid to late 1935 commitment date for mod of 
reactor plant exhaust stack noble gas radiation monitoring 
sys. Mod will be complete prior to end of fourth refueling 
outage, per NUREG-0737, Item II. F. 1. 1. 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/07/12. 
JOHNSON, E. H. Region 4, Office of Director. Ip. 25814:286, 24X 

Fiche: 50-267.84/07/12, 8407300452. 


8407300443 Updates derivative classif ication list to reflect 
organi zati onal title changes & reassignment of personnel, 
including clearance numbers for applicable personnel. Current 
classifier numbers included as available, 

WAREMBOURG, D. W. Public Service Co. of Colorado. 84/07/13. 
BRADY, R.J, Division of Security. 2pp, 25814:258, 24X 

Fiche: 50-267, 84/07/13, 8407300443. 


Q. Inspection reports, IE Bulletins 4c correspondence 


8407130359 Forwards IE Insp Rept 50-267/84-12 on 840430-0504 & notices 
of violation & deviation. 

JOHNSON. E.H. Region 4, Office of Director, 84/06/14, LEE/ O. R. 
Public Service Co. of Colorado. 2pp. 25575; 184. 24X 

Fi Che: 50-267, 84/06/14, 8407130359. 


— 8407130360 Notice of violation from insp on 840430-0504. 

•* Region 4, Office of Director. 84/06/14. 2pp. 25575:186. 24X 

Fiche: 50-267. 84/06/14, 8407130359. 


— 8407130363 Notice of deviation from insp on 840430-0504. 

-» Region 4, Office of Director. 84/06/14. 2pp, 25575:188. 24X 

Fiche: 50-267, 84/06/14, 8407130359. 


—8407130371 IE Insp Rept 50-267/84-12 on 840430-0504. Noncomp 1 iance 
noted : fai 1 ure to follow procedures re unsealed fire barrier 
penetration it failure to meet commitments to comply w/ 

BTP 9.5-1 re storage of combustible matl. 

MURPHY, M.E., SKOW.M-E., BENNETT, W. R. Region 4, Office of Director. 

84/06/13, 10pp. 25575:190. 24X Fiche; 50-267. 84/06/14, 

8407130359. 


8407130372 Forwards IE Insp Rept 50-267/84-16 on 840604-05 ic notice of 
violation, Insp conducted as result of Commissioner 840521 
visit. 

COLLINS, J.T. Region 4, Office of Director. 84/06/22, LEE, O. R. 
Public Service Co. of Colorado, 3pp. 25575:167. 24X 

Fiche: 50-267, 84/06/22, 8407130372. 


— 8407130373 Notice of violation from insp on 840604-05. 

* Region 4, Office of Director. B4/06/22. Ip. 25575: 170. 24X 

Fiche: 50-267, 84/06/22 , 8407 1 30372 . 


8407130381 IE Insp Rept 50-267/84-16 on 840604-05. Violation noted; 
failure to have shift turnover procedure as required by 
Tech Specs. 

PLUMLEE, G. L. , COOLEY, R. A. , WAGNER, P. C. Region 4, Office of 
Director. 84/06/22. 12pp. 25575:171. 24X Fiche: 50-267, 84/06/22, 

840713037^. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response {Post 630103). 84/06/26. Consolidated Edison Co, of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407090182 Forwards marked-up revised Ap p B of updated FSAR, in 
response to 840529 request 840619 telcon. Section B. 5. 19. 16 
revised to correct deficiencies noted in IE Insp Rept 
50-267/84-01. 

OAHM, J. W. Public Service Co. of Colorado. 84/06/27, JOHNSON, E. 
Region 4, Office of Director. 44pp. 25443: 104. 24X 

Fiche: 50-267, 84/06/27, 8407090182. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c h e : 50-000, 84/06/29, 8406280311 . 


8407130316 Responds to IE Bulletin 84-02, “Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys, " Util does not use or 
plan to use nylon or Lexan-type GE HFA relays in 
safety-related sys. 

LEE,0. R. Public Service Co. of Colorado. 84/06/29. JOHNSON, E. H. 
Region 4, Office of Director. 3pp. 25565:068. 24X 

Fiche; 50-267. 84/06/29, 8407130316. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhes ive/Sea Ian ts. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276, 24X Fic he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation tt Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of hJeuj 

York, Inc. 122pp. 25602:032. 24X Fi c he : 50-000, 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, “Seal Table Leaks at PWRs. '* Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi che : 50-000, 84/07/06, 8407050274. 


8407230333 Informs that util completed const work on 840706 re joint 
reinforcement in masonry walls per IE Bulletin 80-11, No 
structural credit taken for Dur-O-Wall in masonry block 
walls near saf ety-related equipment. 

BREY, H, L. Public Service Co. of Colorado. 84/07/06, JOHNSON, E. H. 
Region 4, Office of Director. Ip. 25710:306. 24X 

Fiche: 50-267,84/07/06. 8407230333. 


8407260010 Forwards IE Insp Rept 50-267/84-14 on 840501-31 & notices 
of violation tc deviation. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/06. LEE, Q. R. 
Public Service Co. of Colorado. 2pp. 25781:213 . 24X 

Fiche: 50-267,84/07/06, 8407260010. 


— 8407260011 Notice of violation from insp on 840501-31. 

* Region 4, Office of Director. 84/07/06. 5pp. 25781:215. 24X 

Fiche: 50-267, 84/07/06, 8407260010. 


— 8407260013 Notice of deviation from insp on 840501-31. 

* Region 4, Office of Director. 84/07/06. Ip. 25781:220. 24X 

Fiche; 50-267, 84/07/06, 8407260010. 


"8407260019 IE Insp Rept 50-267/84-14 on 840501-31. Violati ons noted: 
failure to follow procedures re nitrogen blanketing 
subsystem it controlled work procedure forms still in use. 

PLUMLEE, G. L. , IRELAND, R.E. Region 4, Office of Director. 

84/07/02. 22pp. 25701:221. 24X Fiche: 50-267, 84/07/06, 8407260010. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fic he ; 50-000, 84/07/ 10, 8407060251. 


8407170296 Discusses 840626 meeting re procedural violations continuing 
to occur at f ac i 1 i ty . Pars ona 1 evaluation of violations noted 
in IE Insp Repts 50-267/84-16 on 840622 it 50-267/84-14 on 
840706 requested. 

COLLINS, J.T. Region 4, Office of Director. 84/07/11. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 25615:351. 24X 

Fiche: 50-267, 84/07/11, 8407170296. 


8407240561 Responds to NRC 840614 ltr re violations St deviation noted 
in IE Insp Rept 50-267/84-12. Violation re unsealed cable 
penetration unwarranted Cable penetration actually piping 
penetration. Procedure re stamping documents will be changed. 
WAREMBOURG, D. W. Public Service Co. of Colorado. 84/07/12, 

JOHNSON, E.H. Region 4, Office of Director. 7pp. 25730:356. 24X 

Fiche: 50-267, 84/07/12, 8407240561. 
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8407300472 Responds to NRC 840622 Itr re violation noted in IE Insp 
Rept 50-267/84-16 on 840604-05. Corre c t ive actions: shift 
turnover procedure written using INPO Good Practice 08-201 
as ref guide. Training completed prior to implementation. 

WAREMBQURG. D. W. Public Service Co. of Colorado. 84/07/17. 

JOHNSON, E. H, Region 4, Office of Director. 2pp. 25814:309. 24X 

Fiche: 50-267, 84/07/17, 840 730 0472. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs,NSSS vendors, reactor vendors S< AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications Si exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. a6pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


8407240079 Corrects rept number for 840604-08 insp from 50-267/84-15 to 
50-267/84-17, 

JOHNSON, E. H. Region 4, Office of Director. 84/07/20. LEE, □. R. 
Public Service Co. of Colorado. Ip, 25723:130. 24X 

Fiche: 50-267, 84/07/20, 8407240079. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fi che: 50-000. 84/07/25, 8407230079. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5.3.2, "McGuire/Catawba Crisis News 
Group" & Rev 10 to Procedure 5.3.5, "Design Const Support 
Group Plan. " 

TUCKER, H.B. Duke Power Co. 83/08/10. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25751:311. 24X 

Fiche; 50-000, 83/08/10, 8407240377. 


S. Reportable occurrences, LERs & related correspondence 


8407030175 RO; re failure of Masoneilan C-domotor actuator during steam 
line rupture simulation t est ing. Correc tive actions; closed 
shutoff valves installed between gauges & taps. Gauges, 
u/welded stainless steel bourdon tubes, ordered. 

BREY, H. L. Public Service Co. of Colorado. 84/06/18. JOHNSON, E. 
Region 4, Office of Director. 2pp. 25238:147. 24X 

Fiche: 50-267, 84/06/18, 8407030175. 


8407090187 Confirms util commitment to fully investigate 840623 event 
in which six control rod pairs failed to insert into core 
under automatic velocity limited free-fall sys. NRC approval 
of resolutions will be obtained prior to reactor startup. 

LEE.O.R. Public Service Co. of Colorado. 84/06/26. JOHNSON. E. H. 
Region 4, Office of Director. Ip. 25443:151. 24X 

Fiche: 50-267. 84/06/26, 8407090187. 


8407090207 LER 84-006-01; on 840504, automati c actuation of plant 
protective sys loop 1 shutdown reactor scram circuitry 
occurred, Caused by detection of high moisture levels in 
helium primary coolant. W/840626 ltr. 

NOVACHEK, F. , WAREMBOURO, D. Public Service Co. of Colorado. 
84/06/26. 6pp. 25442:347. 24X Fiche: 50-267, 84/06/26, 8407090207. 


8407090250 LER 84-007-00; on 840529, Loop 1 shutdown occurred when rapid 
rise relay on 4,160/480-volt transformer N-9274 actuated. 

Caused by spurious actuation of rapid rise relay contact 
c ircuitry . W/84062a ltr. 

NDVACHEK, F, , WAREHBOUfiO, D. Public Service Co. of Colorado. 

84/06/28. JOHNSON, E. H, Region 4, Office of Director, 6pp. 
25452:034. 24X Fiche: 50-267, 84/06/28, 8407090250. 


8407130332 Responds to NRC concerns re fire protection review. Bldg 10 
licensing requirements, contr ol rod failure to scram, 
documentation of disciplinary ac t ions, c learance tags & 
radiological emergency exercise scenario, per 840625 meeting. 

LEE.O.R. Public Service Co. of Colorado. 84/07/06. COLLINS, J.T. 
Region 4, Office of Director, 5pp. 25564; 198. 24X 

Fiche; 50-267, 84/07/06, 8407130332. 


— 8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5.3.2, "McGuire/Catawba Crisis News Group" & Rev 
10 to Procedure 5. 3. 5, "Design & Const Support Group Plan. " 

W/JM Felton 840717 release memo. 

■* Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche: 50-000. 83/08/10, 8407240377. 


8407160192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5.3.6, "Nuclear Technical Svcs 
Group" & 5.3.16, "Quarterly Inventory /Communications 
Equipment Check" & design Zi const support group plan. 

TUCKER, H.B. Duke Power Co. 84/06/13. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 25625:244, 24X Fiche: 50-000, 84/06/13, 

8407160192. 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6, "Nuclear Technical Svcs Group" 8i 5.3.16, 
"Quarterly Inventory /Commun icat i ons Equipment Check" & 
design 8i const support group p Ian. W/840709 release memo. 

Duke Power Co, 84/06/15. 57pp, 25625:247. 24X 

Fiche: 50-000, 84/06/13, 8407160192. 


8407240309 Responds to 840515 request for appeal of denial of 
exemption from emergency operations facility location 
requirements. Request denied. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 444, 
84/06/20. THIES, A. C, Duke Power Co. 4pp. 25714:260. 24X 

Fiche: 50-269,84/06/20, 8407240309, 


8407230233 Forwards 
Implementing Plan 
Nuclear Station. " 
TUCKER, H.B, Duke 
(Document Control 
8407230233. 


public version of Rev 2 to "Crisis Mgt Plan 
5.3.2 - Crisis News Group Only, Oconee 
W/JM Felton 840717 memo. 

Power Co. 84/06/25. Record Services Branch 
Desk). Ip. 25727:002. 24X Fi che: 50-269, 84/06/25, 


— 8407230302 Public version of Rev 2 to "Crisis Mgt Plan Implementing 
Plan 5. 3. 2-Cri5is News Group Only, Oconee Nuclear 
Station. " 

* Duke Power Co. 84/06/15. 81pp. 25727:003. 24X 

Fiche; 50-269. 84/06/25, 8407230233. 


8407310120 Final LER 84-002-01 : on 840123. one of three bearing water 
pressure differential switches found inoperab le. Caused by 
dirt 8< oil accumulation on high alarm micro switch. Switch 
replaced. W/840716 ltr. 

NOVACHEK, F. , WAREMBOURO, D. Public Service Co. of Colorado. 
84/07/13. 6pp. 25849:250. 24X Fi che; 50-267, 84/07/13. 8407310120. 


8407160017 Forwards order confirming licensee commitments to implement 
post-TMI related items set forth in SuppI 1 to NUREG-0737, 
based on util response to Generic Ltr 82-33. 

STQLZ.J. F. Operating Reactors Branch 4. 84/07/06. TUCKER, N. R. 

Duke Power Co. Ip. 25624:273. 24X Fiche: 50-269, 84/07/06, 

8407160017. 


8407310064 LER 84-008-00: on 840623, w/reac tor at 237. power, plant 
protective sys initiated on automatic scram upon sensing 
higher than normal pressure in PCRV. Caused by ice blockage 
in on-line helium purification train. W/a40723 ltr. 

NOVACHEK, F, , WAREMBOURO, D. Public Service Co. of Colorado. 
84/07/23. JOHNSON, E.H. Region 4, Office of Director. 12pp. 
25838:004. 24X Fi ch e: 50-267, 84/07/23, 8407310064. 


— 8407160030 Advises that util r'evised original 830414 response to Suppl 
1 to NUREO-0737. Reasons for requesting extension in 
schedules for safety parameter display sys <k Reg Guide 1.97 
rept listed. Reasons acceptable. 

NICOLARAS, H. Operating Reactors Branch 4. 84/07/06. 

EISENHUT, D, 0. Division of Licensing. 4pp. 25624:274. 24X 

Fiche; 50-269, 84/07/06, 8407160017. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactors, 
applicants for OLs Jk holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants, Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


-—8407160044 Order confirming licensee commitments on emergency response 
capability submitted in response to Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/07/06. Duke Power Co. 
6pp. 25624:278 . 24X Fiche: 50-269, 84/07/06, 8407160017. 


8407270150 Advises that 030603,0906,1025 840321 requests for approval 

of exception to distance requirements for. emergency 
operations facility (EOF) unacceptab le. Plans' for developing 
EOF design, per Generic Ltr 82-33, requested within 30 days. 

EISENHUT, D. G. Division of Licensing. 84/07/20. TUCKER, H. 0. Duke 
Power Co. 3pp. 25811:202. 24X Fiche : 50-269, 04/07/20, 8407270150. 
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P. Operating license stage documents St correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29, 83-*52i 
83-S7 & 83-72 tt Board Notifications 83-128 S< 83-128A. 

Forwards Apps C D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 23584:078. 24X Fi c h e ; 50-000, 84/04/ 13, 

8407130037. 


—8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNIiD. C, Operating Reactors Branch 4, 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584: 102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130278 Submits daily h ighl ight. Uti 1 notified NRC on 821014 
of problems w/Dresser pressurizer code safety valves. 

Request granted for emergency Tech Spec waiver to allow 
operation of Unit 1 until 821030. 

WAGNER, P.C. Operating Reactors Branch 4, 82/10/18. DENTON, H. , 

CARTER, J., EISENHUT, D. NRC - No Detailed Affiliation Given. Ip. 
25584:173. 24X Fiche: 50-000, 84/04/13, 8407130037. 


8406210549 Discusses results of review of util 821228 response to 
Generic Ltr 82-16, Three listed items not met. Proposed 
changes to Tech Specs requested within 30 days of ltr 
receipt for Items 1 8« 2. Safety evaluation end. 

RIVENBARK, 0. W. Operating Reactors Branch 4. 84/06/12, TUCKER, H. B. 

Duke Power Co. 2pp. 25226:005. 24X Fiche: 50-269, 84/06/ 12, 

8406210549. 


■8407020303 Safety evaluation on conformance to Generic Ltr 82-16 re 
NUREG-0737 items to be implemented into licensee Tech Specs. 
Licensee in conformance except for four listed items as 
noted in end EG?«G technical evaluation rept. 

* Office of Nuclear Reactor Regulation, Director. 84/06/12, 2pp. 
25226:007. 24X Fiche: 50-269. 84/06/12, 8406210549, 


—8407020317 "Conformance to NRR Generic Ltr 82— 16, Oconee Nuclear Station 
Units 1,2 & 3," technical evaluation rept. 

BEAHM, D, M. EO«<G, Inc. FIN A-6600. EGG-EA-6535. 83/12/31. ISpp. 

25226: 009. 24X Fiche; 50-269, 84/06/12, 8406210549, 


8407160184 Application to amend Licenses DPB-38, DPR-47 8.-. DPR-55 to 
allow disposal of low level radwaste from waste treatment 
sys to publicly-owned treatment works, Fee end. 

TUCKER, H, B. Duke Power Co. 84/06/25, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ST0L2, J. F. Operating Reactors 
Branch 4. 27pp. 25592:153. 24X Fiche: 50-269, 84/06/25, 8407160184. 


8407120059 Application for amend to Licenses DPR-38, DPR-47 & DPR-55, 
Adding limitation & control not presently included In 
Tech Specs, per Generic Ltr 82-16. Fee end. 

TUCKER, H. B. Duke Power Co. 84/06/26. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. 3pp. 25551:029. 24X Fiche: 50-269, 84/06/26, 8407120059. 


8407120061 Proposed Tech Specs<adding limitation & control not 
presently included in Tech Specs, per Generic Ltr 82-16. 

* Duke Power Co. 84/06/26. 4pp. 25551:032. 24X 

Fiche; 50-269, 84/06/26, 8407120059. 


8407100531 Informs of delay re submittal of 1983 FSAR update due to 
unforeseen limitations of manpower ?< subsequent addl time 
necessary for review. Info will be submitted by 840815. 

TUCKER, H.B. Duke Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. Ip. 25465:236. 24X Fiche: 50-269, 84/06/28, 8407100551. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co, of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097, 

4 

8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI.D. C, Operating Reactors Branch 3. 84/07/09. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 25623: 152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407200149 Responds to 840612 request re NUREG-0737, Items I. A. 1.3 re 
shift manning overtime limits & II.K, 3. 3 re reporting safety 
& relief valve failures Proposed Tech Specs address Generic 
Ltr 82-16, per 840626 application for license amend. 

TUCKER, H. B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4. 4pp. 25692:171. 24X Fiche: 50-269, 84/07/16, 8407200149. 


8407270356 Forwards background info & draft preliminary rept re 
analyses performed to determine safety significance of 
unmitigated boron dilution event during various shutdown 
modes Rept prepared to resolve Generic Issue 22. 

RIUENBARK.G. W. Operating Reactors Branch 4. 84/07/20. TUCKER. H. B. 

Duke Power Co. 5pp. 25799:115. 24X Fiche : 50-269, 84/07/20, 

8407270356. 


Q. Inspection reports, IE Bulletins Z/. correspondence 


8407050280 Forwards IE Insp Repts 50-269/84-09, 50-270/84-09 & 
50-287/84-10 on e40424--27. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/05/29. TUCKER, H.B. 
Duke Power Co, 2pp. 25417:025. 24X Fiche : 50-269. 84/05/29, 

8407050280. 


—8407050318 IE Insp Repts 50-269/84-09,50-270/84-09 Zt 50-287/84-10 on 
840424-27. No violations noted. Major areas insp ected : area s of 
Unit 3 reactor coolant pump 3A1 motor stand repair & 
inservice insp procedures & records. 

ECONOMOS.N., BLAKE, J.J. Region 2, Office of Director. 84/05/23. 
7pp. 25417:027. 24X Fiche: 50-269. 84/05/29, 8407050280. 


8407180137 Forwards IE Insp Repts 50-269/84-13 8< 50-287/84-12 on 
840514— 18. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER, H.B, 
Duke Power Co. 2pp. 25667:072. 24X Fiche : 50-269, 84/06/13, 

8407180137. 


— 8407180141 IE Insp Repts 50-269/84-13 Zc 50-287/84-12 on 840514-lB.No 
violations or deviations noted. Major areas inspected; 
periodic integrated leak rate test observation/review & 
followup on outstanding items. 

WHITENER, H. L. , JAPE, F. Region 2, Office of Director. 84/06/12. 
9pp. 25667:074. 24X Fiche; 50-269, 84/06/13, 8407180137. 


8407180255 Forwards IE Insp Repts 50-269/84-10.50-270/84-10 St 
50-287/84-11 on 840418-0510. No violations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER, H. B. 
Duke Power Co. 2pp. 25666:328, 24X Fiche: 50-269, 84/06/13, 

8407180255. 


— 8407180258 IE Insp Repts 50-269/84-10,50-270/84-10 St 50-287/84-11 on 
840418-0515. No violations of deviations noted. Major areas 
inspected: operations, surveillance, maint, station mods & 
refueling operations. 

BRYANT, J., BROWNLEE, V. L. Region 2, Office of Director. 84/06/13. 
6pp. 25666:330. 24X Fi ch e; 50-269. 84/06/13, 8407180255. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve S< maintain diesel generator reliability 
Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


84(57100334 Informs that requested implementation schedule for 
installation of proposed inadequate core cooling 
instrumentation being finalized. Schedule will be orovided bu 

84 ( 5801 . ^ 


TUCKER, H. B. Duke Power Co. 
Nuclear Reactor Regulation, 
Branch 4. ip. 25510:342. 


84/07/02. DENTON, H.R. Office of 
Director. STOLZ, J. F. Operating Reactors 
24X Fiche: 50-269,84/07/02,8407100334. 


action items assigned during Pressurized Thermal 
Shock (PTS) Review Group 840613 review of ORNL analysis of 
PTS based on Oconee-1 design. 

Branch. 84/07/03. WOODS, R. , ANDERSON, N. , 
THROW. E. NRC - No Detailed Affiliation Given. 6pp. 25556- 337 2 

Fiche: 50-269, 84/07/03, 8407120414. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness *« Engineering 
Response <Post 830103). 84/06/26. Consolidated Edison Co, of New 

York, Inc. 154pp. 25535:160. 24X Fiche : 50-000, 84/06/26, 8406250214. 


8407270386 Forwards IE Insp Repts 50-269/84-11,50-270/84-11 & 
50-287/84-13 on 840511-0610. No violations or deviations 
noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/28. TUCKER, H.B. 
Duke Power Co. 2pp. 25794:006. 24X Fich e; 50-269, 84/06/28, 

8407270386. 


—8407270391 IE Insp Repts 50-269/84-11,50-270/84-11 50-287/84-13 on 

840511-0610. No violations or deviations noted. Major areas 
inspected; op era t ions, maint, survei 1 lance, startup opera t ions, 

LER review & open item followup. 

BRYANT, J., SASSER, K., BURGER, C. Region 2, Office of Director. 
84/06/28. 9pp. 25794:008, 24X Fiche: 50-269, 84/06/28, 8407270386. 
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8406280311 IE Info Notice 84-52. " Inadequate Matl Procurefnent Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103), 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151, 24X Fi c he : 50-000. 84/06/29. 840628031 1 . 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhes ive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness if. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fi c he : 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation £t Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fic he : 50-000. 84/07/05. 8407030089. 


8407300210 Ac k receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-07. 
50-270/84-07 & 50-287/84-07. 

LEWIS. R.C, Region 2. Office of Director. 84/07/05, TUCKER, H.B. 
Duke Power Co. Ip. 25315:196. 24X Fi ch e: 50-269, 84/07/05. 

8407300210. 


— 8407300222 Responds to NRC 840511 Itr re violations noted in IE Insp 
Repts 50-269/84-07,50-270/84-07 it 50-287/84-07. Corrective 
actions: trained technician assigned i^ dedicated to managing 
outage dosimetry work for all shifts. 

TUCKER. H. B, Duke Power Co, 84/06/08. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 25815:197. 24X Fi che : 50-269. 84/07/05. 

8407300210. 


S. Reportable occurrences. LERs it related correspondence 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors." reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES. C. J. Director 's Of f ice. Ip. 25559:007. 24X 

Fiche: 50-000. 84/07/05. 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY. M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000,84/07/05. 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactorsi 
applicants for OLs «« holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
encl. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000,84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all' power reactor 1 icensees, applicants 
for OLs.NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


—8407300336 Forwards IE Insp Repts 50-269/84-07,50-270/84-07 it 
50-287/84-07 on 840409-13 it notice of vio lation. Unresolved 
items will be pursued during future insps. 

LEWIS, R.C. Region 2. Office of Director. 84/05/11. TUCKER, H.B. 
Duke Power Co. 2pp. 25815:200. 24X Fic he: 50-269. 84/07/05. 

8407300210. 


— 8407300343 Notice of violation from insp on 840409-13. 

* Region 2, Office of Director. 84/05/11. Ip. 25815:202. 24X 

Fiche: 50-269, 84/07/05, 8407300210. 


—8407300354 IE Insp Repts 50-269/84-07,50-270/84-07 it 50-287/84-07 
on 840409-13. Vio lation no ted : f a i 1 ure to make surveys as 
necessary to ensure personnel exposures to radiation 
properly recorded. 

WEDDINOTON, R. E. . JENKINS, G. R. Region 2, Office of Director. 
84/04/25, 6pp. 25815:203. 24X Fiche: 50-269, 84/07/05. 8407300210. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che : 50-000. 84/07/ 10, 8407060251. 


8407260323 Forwards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Generic review 
still in progress. Results will be provided after completion 
of investigation. 

TUCKER. H.B. Duke Power Co. 84/07/13. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 25779:240. 24X Fiche: 50-269, 84/07/13, 

8407260323, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of N«w 

York, Inc. lOBpp. 26057:245. 24X Fi ch# : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence ^ 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 
F. Security, medical, emergency fire protection plana 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5. 3. 2, "McGuire/Catawba Crisis News 
Group" it Rev 10 to Procedure 5.3. 5. "Design & Const Support 
Group Plan. " 

TUCKER, H. B. Duke Power Co. 83/08/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp- 25751:311. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


— 8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5.3.2, "McGuire/Catawba Crisis News Group" it Rev 
10 to Procedure 5.3.5, "Design *< Const Support Group Plan. " 

W/JM Felton 840717 release memo. 

* Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


8407160192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5.3.6, "Nuclear Technical Svcs 
Group" t>. 5.3.16, "Quarterly Inventory/Communications 
Equipment Check" it design it const support group plan, 

TUCKER, H. B. Duke Power Co. 84/06/13. 0 'REILLY. J. P. Region 2. 

Office of Director. 3pp. 25625:244. 24X Fic he : 50-000, 84/06/13. 

8407160192. 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6, "Nuclear Technical Svcs Group" it 5.3.16, 
"Quarterly Inventory /Communications Equipment Check" U 
design it const support group plan. W/840709 release memo. 

* Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000, 84/06/13, 8407160192. 


8407240309 Responds to 840515 request for appeal of denial of 
exemption from emergency operations facility location 
requirements. Request denied. 

CHILK, 8. J. Office of the Secretary of the Commission. DSB 444. 
04/06/20. THIES, A. C. Duke Power Co. 4pp. 25714:260. 24X 

Fiche: 50-269, 84/06/20, 8407240309. 


8407230233 Forwards 
Implementing Plan 
Nuclear Station. " 
TUCKER, H.B. Duke 
(Document Control 
8407230233. 


public version of Rev 2 to "Crisis Mgt Plan 
5.3.2 - Crisis News Group Only, Oconee 
W/JM Felton 840717 memo. 

Power Co. 84/06/25. Record Services Branch 
Desk). Ip. 25727:002. 24X Fiche: 50-269, 84/06/25, 


8407190149 Monthly operating repts for June 1984. W/ 8407 13 ltr. 
REAVIS, J. A,, TUCKER, H.B. Duke Power Co. 84/06/30. 17pp. 

25686: 231. 24X Fiche: 50-269, 84/06/30, 8407190149. 


•0407230302 Public version of Rev 2 to "Crisis Mgt Plan Implementing 
Plan 5.3.2-Crisis News Group Only, Oconee Nuclear 
Station. " 

* Duke Power Co. 84/06/15. Slpp, 25727:003. 24X 

Fiche: 50-269, 84/06/25, 8407230233. 
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DOCKETED ITEMS 


8407160017 Forwards order confirming licensee commitments to implement 
post-Ttll related items set forth in Suppl 1 to NUREG-0737< 
based on util response to Generic Ltr 82-33. 

STDLZ* J F. Operating Reactors Branch 4. 84/07/06. TUCKERiN. R. 

Duke Power Co. Ip. 25624:273. 24X Fiche: 50-269, 84/07/06, 

8407160017. 


8407120059 Application for amend to Licenses DPR-38, DPR-47 DPR-55, 
adding limitation S', control not presently included in 
Tech Specs, pen Generic Ltr 82-16. Fee encl. 

TUCKER'H. B. Duke Power Co. 84/06/26. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 

Branch 4. 3pp. 25551:029. 24X Fic h e ; 50-269, 84/06/26, 8407120059 


— 8407160030 Advises that util revised original 830414 response to Suppl 
1 to NUREC-0737. Reasons for req.uesting extension in 
schedules for safety parameter display sys k Reg Guide 1.97 
rept listed. Reasons acceptable. 

NICOLARAS, H. Operating Reactors Branch 4. 84/07/06. 

EISEN"-“'JT. D. G. Divisicn of Licensing 4pp. 25624:274. 24X 

Ficre 50-269, S4/0'7'/06. S4C716C017 


— 8407160044 Order confirming licensee commitments on emergency response 
capability submitted in response to Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D, G. Division of Licensing. 84/07/06. Duke Power Co. 
6pp. 25624:278. 24X Fiche: 50-269, 84/07/06, 8407160017. 


8407270150 Advises that 830603,0906.1025 & 840321 requests for approval 
of exception to distance requirements for emergency 
operations facility (EOF) unacceptable. Plans for developing 
EOF design, per Generic Ltr 82-33, requested within 30 days. 

EISENHUT, D. G. Division of Licensing. 84/07/20. TUCKER, H.B. Duke 

Power Co. 3pp, 25811:202. 24X Fiche: 50-269, 84/07/20, 8407270150. 


P. Operating license stage documents k correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 31-29,83-52, 

83-57 & 83-72 & Board Notif ications 83-128 k S3-12SA. 

Forwards Apps C D documents. Search continuing. 

FELTON. J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fiche : 50-000, 84/04/ 13, 

8407130037. 


—8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
fflfg by Dresser Industries k Target Rock failed to close. 

DIIANNI-D.C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche : 50-000. 84/04/13. 8407 130037. 


— 8407130246 Requests formal review of licensee Sc vendor submittals re 
Dresser safety valves. Safety evaluation input expected by 
821112. Review should be charged to plant-specific TACs for 
NUREG-0737, Item II. D. 1. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 

LAINAS, G. C. Assistant Director for Operating Reactors. 82/11/03. 
KNIGHT, J.P. Assistant Director for Comp. 8e Structures Engineering 
(Pre 830201). Ip. 25584:164. 24X Fiche: 50-000, 84/04/13. 

8407130037. 


— 8407130278 Submits daily h ig hi ight. Uti 1 notified NRC on 821014 
of problems u/Dresser pressurirer code safety valves. 

Request granted for emergency Tech Spec waiver to allow 
operation of Unit 1 until 821030. 

WAGNER. P C. Operating Reactors Branch 4. 82/10/18. DENTON, H. , 

CARTER, J. , EISENHUT.D, NRC - No Detailed Affiliation Given. Ip. 
25584:173. 24X Fiche: 50-000, 84/04/13, 8407130037. 


— 8407120061 Proposed Tech Specs, adding limitation k control not 
presently included in Tech Specs, per Generic Ltr 82-16. 

# Duke Power Co. 84/06/26. 4pp, 25551:032. 24X 

Fiche: 50-269, 84/06/26, 8407120059. 


8407100551 Informs of delay re submittal of 1983 FSAR update due to 
unforeseen limitations of manpower k subsequent addl time 
necessary for review. Info will be submitted by 840815. 

TUCKER, H.B. Duke Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J.F. Operating Reactors 

Branch 4. Ip. 25465:236. 24X Fich e : 50-269, 84/06/28, 8407100551 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs k holders of CPs re proposed staff 
actions to improve 8t maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206. 


8407100334 Informs that requested implementation schedule for 
installation of proposed inadequate core cooling 
instrumentation being f i na 1 i zed. Sch ed ul e will be provided by 
840801. 

TUCKER, H.B. Duke Power Co. 84/07/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J.F. Operating Reactors 
Branch 4. Ip. 25510:342. 24X Fi c he : 50-269, 84/07/02, 8407100334. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses k. amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-4S). 

DIIANNI,D. C. Operating Reactors Branch 3. 84/07/09. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407200149 Responds to 840612 request re NUREG-0737, Items I. A. 1.3 re 
shift manning overtime limits & ir.K.3. 3 re reporting safety 
k relief valve failures. Proposed Tech Specs address Generic 
Ltr 82-16, per 840626 application for license amend. 

TUCKER, H.B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F, Operating Reactors 
branch 4. 4pp. 25692:171. 24X Fi c he : 50-269, 84/07/16, 8407200149. 


8407270356 Forwards background info k draft preliminary rept re 
analyses performed to determine safety significance of 
unmitigated boron dilution event during various shutdown 
modes. Rept prepared to resolve Generic Issue 22. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/20. TUCKER, H.B. 

Duke Power Co. 5pp. 25799:115. 24X Fich e: 50-269, 84/07/20, 

8407270356. 


S406210549 Discusses results of review of util 821228 response to 
Generic Ltr 82-16. Three listed items not met. Proposed 
changes to Tech Specs requested within 30 days of ltr 
receipt for Items 1 8t 2 Safety evaluation encl. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/06/12. TUCKER, H.B. 

Duke Power Co. 2pp. 25226:005. 24X Fiche : 50-269, 84/06/12, 

8406210549. 


— 8407020303 Safety evaluation on conformance to Generic Ltr 82-16 re 
NUREG-0737 items to be implemented into licensee Tech Specs. 
Licensee in conformance except for four listed items as 
noted in encl EO&O- technical evaluation rept. 

* Office of Nuclear Reactor Regulation, Director. 84/06/12 2pp 
25226:007. 24X Fiche: 50-269. 84/06/12, 8406210549. 


— 8407020317 "Conforaance to NRR Generic Ltr 82-16, Oconee Nuclear Station 
Units 1,2 S( 3 ." technical evaluation rept. 

BEAHM, D. M, EG&G^ Inc. FIN A-6600. EGG-EA~6535 83/12/31 

25226:009. 24X Fiche: 50-269, 84/06/12, 8406210549. 


18 pp. 


8407160184 Application to amend Licenses DPR-38, DPR -47 k DPR-55 to 
allow disposal of low level radwaste from waste treatment 
sys to publicly-cwned treatment works. Fee encl. 

TUCKER. H. 3. Duke Power Co. 84/06/25. DENTON, H. R Office of 
Nuclear Reactor Regulation, Director. STOLZ, J.F. 'operating Reactors 
Branch 4. 27pp. 25592.155. 24X Fiche: 50-269, 84/06/25, 8407160184. 


Q. Inspection reports, IE Bulletins St correspondence 


8407050280 Forwards IE Insp Repts 50-269/84-09,50-270/84-09 k 
50-287/84-10 on 840424-27. No violations noted. 

DANCE, H. C. Region 2, Office of Director. 84/05/29. TUCKER, H. B. 
Duke Power Co. 2pp. 25417:025. 24X Fiche: 50-269, 84/05/29, 

8407050280. 


8407050318 IE Insp Repts 50-269/84-09,50-270/84-09 k 50-287/84-10 on 
840424-27. No violations noted. Major areas inspec ted: areas of 
Unit 3 reactor coolant pump 3A1 motor stand repair k 
inservice insp procedures k records. 

ECONOMOS, N. , BLAKE, J. J. Region 2, Office of Director. 84/05/23. 
7pp. 25417:027. 24X Fi ch e: 50-269, 84/05/29, 8407050280. 


8407180255 Forwards IE Insp Repts 50-269/84-10,50-270/84-10 8c 
50-287/84-11 on 840418-0510. No violations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER, H. B. 
Duke Power Co. 2pp. 25666:328. 24X Fiche: 50-269, 84/06/13, 

8407180255. 


8407180258 IE Insp Repts 50-269/84-10,50-270/84-10 8c 50-287/84-11 on 
840418-0515. No violations of deviations noted. Ma jor areas 
inspected: operations, surveil lance, maint, station mods k 
refueling operations. 

BRYANT, J., BROWNLEE. V. L. Region 2, Office of Director. 84/06/13. 
6pp. 25666:330. 24X Fi ch e; 50-269. 84/06/13, 8407180255. 
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8406250214 IE Info Notice S4”51- “Independent Verification.” Svc list 
end. 

JORDAN; E. L Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of Nem 

Yorl. Inc. 154pp. 25535:160. 24X F i c he ; 50-000. 84 / 06 / 26 ; 8406250214. 


8407270386 Forwards IE Insp Repts 50-269/84—11.50-270/84—11 & 
50-287/84-13 on 84051 1-0610. No violations or deviations 
noted. 

DANCE. H. C. Region 2. Office of Director. 84/06/28. TUCKER. H.B. 
Duke Power Co. 2pp. 25794:006, 24X F ic h e : 50-269, 84/06/28. 

8407270386. 


— 8407270391 IE Insp Repts 50-269/84-11,50-270/84-11 & 50-287/84-13 on 
84051 1-0610. No violations or deviations noted. Major areas 
inspected; operations, maint. surveillance, startup operations, 

LER review Jk open iteo followup. 

BRYANT, J. , SASSER. K., BURGER. C. Region 2. Office of Director. 
84/06/28. 9pp. 25794:008. 24X F i c h e; 50-269, 84/06/28. 8407270386. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc 124pp. 25602:151. 24X F i c he : 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. ” Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co, of New 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000. 84/07/05, 8407030089. 


8407300210 Ac k receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-07, 
50-270/84-07 ?!< 50-287/84-07. 

LEWIS, R.C. Region 2, Office of Director. 84/07/05. TUCKER. H.B. 
Duke Power Co, Ip. 25S15: 196, 24X Fiche: 50—269, 84/07/05, 

8407300210. 


— 8407300222 Responds to NRC 840511 Itr re violations noted in IE Insp 
Repts 50-269/84-07,50-270/84-07 50-287/84-07. Correc t ive 

act ions : tra ined technician assigned & dedicated to managing 
outage dosimetry work for all shifts. 

TUCKER, H. B. Duke Power Co. 84/06/08. 0 'REILLY', J. P. Region 2, 

Office of Director. 3pp. 25815:197. 24X Fiche : 50-269, 84/07/05, 

8407300210. 


— 8407300336 Forwards IE Insp Repts 50-269/84-07,50-270/84-07 & 
50-287/84-07 on 840409-13 St notice of violat ion, Unresolved 
items will be pursued during future insps. 

LEWIS, R.C. Region 2, Office of Director. 84/05/11, TUCKER, H. B. 
Duke Power Co. 2pp. 25815:200. 24X Fi c h e : 50-269, 84/07/05, 

8407300210. 


-8407300343 Notice of violation from insp on 840409-13. 

* Region 2, Office of Director. 84/05/11. Ip. 25815:202. 24X 

Fiche: 50-269, 84/07/05, 8407300210. 


--8407300354 IE Insp Repts 50-269/84-07,50-270/84-07 St 50-287/84-07 
on 840409-13. Violati on no t ed : f a i 1 ur e to make surveys as 
necessary to ensure personnel exposures to radiation 
properly recorded. 

WEDDINOTQN, R, E. , JENKINS, G. R. Region 2, Office of Director. 
84/04/25. 6pp. 25815:203. 24X Fi che: 50-269, 84/07/05, 8407300210. 

8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs."* Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103), 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che: 50-000, 84/07/ 10, 8407060251. 


8407260323 Forwards response to IE Bulletin 84-02 re failures of OE- 
Type HFA relays in use in Class IE safety sys. Generic review 
still in progress. Results will be provided after completion 
of investigation. 

TUCKER, H. B. Duke Power Co. 84/07/13, 0 'REILLY, J. p. Region 2, 

Office of Director. 3pp. 25779 ; 240 . 24 X Fiche: 50—269 , 84/ 07 / 13, 

8407260323. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc 108pp. 26057:245.. 24X Fiche; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407190149 Monthly operating repts for June 1984. W/B407i3 Itr. 
REAVIS, J. A. , TUCKER, H.B. Duke Power Co. 84/06/30. 17pp. 

25686:231. 24X Fiche : 50-269, 04/06/30, 8407 190149. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i can ts. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appL icants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual rntio".*? & exams. Svc list end. 

E rGLNhul . D " Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 25601:326.' 24X 
Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency 5k fire protection plans 


8407100401 Forwards IE Mgt Meeting Rept 50-271/83-26 on 830829-0902 
re App R safe shutdown. 

MARTIN, T. Division of Engineering U Technical Programs. 84/06/15. 
MURPHY, W, P. Vermont Yankee Nuclear Power Corp. 2pp. 25518:213. 
24X Fiche: 50-271. 84/06/15, 8407100401. 


— 8407100535 IE Mgt Meeting Insp Rept 50-271/83-26 on 830829-0902. Ma j or 
areas d iscussed : potent ia 1 violation of App R te failure to 
provide fire protection for redundant safe shutdouin 
equipment. 

PULLANI.S. , ANDERSON, C. Region 1* Office of Director. 84/06/08. 
7pp. 25518:217. 24X Fi ch e: 50-271 , 84/06/1 5, 8407100401 . 


8407050117 Forwards "Detailed Control Room Design Review Prograiti Plan 
for Vermont Yankee Nuclear Power Plant," submitted per 
Generic Ltr 82-33 (NUREG-0737, Supp I 1), 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/19. 

VASSALLO, D. B. Operating Reactors Branch 2. Ip. 25408:293. 24X 

Fiche; 50-271 , 84/06/19, 8407050117, 


— 8407050119 "Detailed Control Room Design Review Program Plan for 
Vermont Yankee Nuclear Power Plant. " 

SOJKA, R. E. , REID. D. A., SAWYER, E. A. Yankee Atomic Electric Co. 
84/06/12. 79pp. 25408:294. 24X Fiche : 50-271, 84/06/ 19, 84070301 17. 


8407060228 Forwards "Procedures Generation Package for Vermont Yankee 
Nuclear Power Plant," per 830419 commitments. Packag e 
provides basis for development of plant-specific emergency 
operating procedures per Suppl 1 to NUREO-0737. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp, 84/06/29. 

VASSALLO. D. B. Operating Reactors Branch 2. Ip. 25425:333. 24X 

Fiche: 50-271,84/06/29. 8407060228. 


— 8407060231 Procedure QP-R-1 12020. "Procedures Generation Package for 
Vermont Yankee Nuclear Power Plant. " 

* General Physics Corp, 84/06/27. 31pp. 25425:334. 24X 

Fiche; 50-271,84/06/29, 8407060228. 


8407250457 Discusses 840521 request for exemption from schedular 
requirements of 10CFR50. 12. Schedule for compliance w/Ap p R 
contingent upon NRC approval of revised proposal, to be 
submitted in Oct 1984. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/06. SINCLAIR, J. B. Vermont Yankee Nuclear Power Carp. 3pp. 
25778:350. 24X Fiche; 50-271, 84/07/06, 8407250457. 


8407170409 Requests exemption from provisions of 10CFR50, App R, Section 
III. G, "Fire Protection of Safe Shutdown Capability." 

Appropriate procedure will provide shifting of battery 
charger leads to spare charger within 24 h of fire. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 84/07/10, 

VASSALLO, D. B, Operating Reactors Branch 2. 2pp. 25613:309, 24X 

Fiche; 50-271 , 84/07/10, 8407170409. 



80 


DOCKETED ITEMS 


8407300138 Forwards FEMA Region I final assessment 
tt local radiological emergency response exercise 
Facility conducted on 830921. 

MARTINi T. T. Division oF Engineering & Technical 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 
24X Fiche: 30-271, 84/07/23, 8407300138. 


rept for joint state 
for 

Programs. 84/07/23. 
2pp. 25805:299. 


— 8407100501 Proposed revs to Tech Spec Sections 3.2 re protective 
instrumentation, 3. 7 re limiting c ond i ti ons, 4. 7 re 
surveillance requirements & Table 4.7.2 re containment 
isolation valves, incorp orating leak rate testing program. 

* Vermont Yankee Nuclear Power Corp. 84/06/26. 8pp. 25464:218. 
24X Fiche: 50-271, 84/06/26, 8407100497. 


8407310152 Ack receipt of 840726 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-271/83-26. 

Timely completion of activities critical to program 
success. Listed exemption requests assumed to be submitted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/07/26, 
MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 2pp. 25839:131. 

24X Fiche: 50-271. 84/07/26, 8407310152. 


— 8407310159 Responds to NRC 831103 Itr re violations noted in IE Insp 
Rept 50-271/83-26. Correc tive actions: area preaction water 
suppression sys installed, preaction automatic sprinkler 
sys expanded & RCIC control cable rerouted. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/05/21. 
MURLEY.T.E. Region 1, Office of Director. 9pp. 25839:133. 24X 

Fiche; 50-271, 84/07/26, 8407310152. 


0. Adjudicatory correspondence 


8407030466 Advises that time for Commission to review Director's 
Decision DD-84-10 exp ired. Commission declined review. 

Decision became final agency action on 840629. Served on 
840703. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 020. 
84/07/03. RICHARDSON, C. Vermont Public Interest Research Group, 
ip. 25278:133. 24X Fiche; 50-271, 84/07/03, 8407030466. 


H. General correspondence 


8407160111 Submits change to NRC correspondence distribution lists. 
SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/07/1*1. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25600:336. 
24X Fiche: 50-271, 84/07/11 , 84071601 11 . 


P. Operating license stage documents $< correspondence 


8407100664 Forwards safety evaluation re response to Generic Ltr 81-04 
U NUREG-0313, Rev 1, "Technical Rept on Matl Selection Zi 
Processing Guidelines for BWR RCPB Piping," Assessment of 
NUREG conformance superseded by Generic Ltrs 84-07 & 84-11. 

VASSALLO, D. S. Operating Reactors Branch 2. 84/06/15. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 3pp. 25516: 168. 24X 

Fiche: 50-271, 84/06/15. 8407100664. 


— 8407100665 Safety evaluation re IGSCC in RCPB piping sys. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp. 
25516:171. 24X Fiche: 50-271. 84/06/15, 8407100664. 


— 8407100666 "Technical Evaluation of Integrity of Vermont Yankee Nuclear 
Power Station Reactor Coolant Boundary Piping Sys. " 

NAGATA, P. K. EG&O, Inc. FIN A-6429. EGC-FM-6249. 83/07/31. 

KQQ, W. H. Division of Engineering. 40pp. 25516:175. 24X 

Fiche: 50-271, 84/06/15, 8407100664. 


8407090220 Forwards request for addl info re review of proposed license 
amend for main line high flow setpoint Tech Specs. Response 
required within 30 days of ltr receipt. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/21. SINCLAIR, U. B. 

Vermont Yankee Nuclear Power Corp. 3pp. 25457:359. 24X 

Fiche; 50-271, 84/06/21, 8407090220. 


8407170253 Updates response to Item 1 in util 840515 ltr re proposed 
scheme for degraded grid voltage protection discussing 
sequence of events following loss of normal ac power or low 
emergency bus voltage. 

SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/06/21. 
VASSALLO, D, B. Operating Reactors Branch 2. Ip. 25612:260. 24X 

Fiche: 50-271, 84/06/21, 8407170253. 


8407090229 Discusses vendor equipment interface program. Program 
encompasses INPO recommendations. Planned enhancements 
include exp’anded role of assessment coordinator & revised 
procedure for use of nuclear network. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/26. 
VASSALLO, D. B. Division of Licensing. 2pp. 25451:359. 24X 

Fiche: 50-271, 84/06/26, 8407090229. 


9407100497 Application to amend License DPR-2S, changing Tech Specs to 
incorporate leak rate testing program. Fee end. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/26. 

EISENHUT, D. G. Division of Licensing. 3pp. 25464:215. 24X 

Fiche; 50-271, 84/06/26, 8407100497. 


— 8407100502 "Primary Containment Leak Rate Testing Program: Description, 
Program & Exam Schedule. " 

CAPPUCCIO, G. Vermont Yankee Nuclear Power Corp. 84/06/26. 21pp. 

25464:226. 24X Fi c h e: 50-271 , 84/06/26, 84071 00497. 


8407240157 Application for amend to License DPR-2S, c ons i s t in g of 
Proposed Change 121, revising Tech Specs to incorporate 
primary containment leak rate testing program to satisfy 
requirements of 10CFR50, App J. Fee end. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/26. 
EISENHUT, D, G. Division of Licensing. 3pp. 25723:055. 24X 

Fiche; 50-271, 84/06/26, 8407240157. 


— 8407240164 Proposed Tech Specs, ref lecting incorporation of primary 
containment leak rate testing program. 

* Vermont Yankee Nuclear Power Corp. 84/06/26. 29pp. 25723:058. 

24X Fiche: 50-271, 84/06/26, 8407240157. 


8407030345 Responds to NRC 840312 & 0522 requests for addl info re 
operation of purge & vent valves. Tech Spec for Purge & Vent 
Valves V16-19~7 & 7a will be initiated in Oct 1984. 

SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. 84/06/27. 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25272:299. 24X 

Fiche: 50-271, 84/06/27, 8407030345. 


8407100066 Forwards safety evaluation, based on end technical 
evaluation rept, of licensee response to 801222 generic ltr 
on control of heavy loads (NUREG-0612) . Sections 5.1.1 & 5.3 
guidelines met. Phase I acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/27. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25516:301. 24X 

Fiche: 50-271, 84/06/27, 8407100066. 


— 8407100070 Safety evaluation accepting licensee response to 801222 
generic ltr on control of heavy loads (NUREG-0612). 

Guidelines of Sections 5.1.1 & 5.3 met. Phase I acceptable. 

* NRC - No Detailed Affiliation Given. 84/06/27. 2pp. 
25516:303. 24X Fiche; 50-271, 84/06/27, 8407100066. 


— 8406190360 "Control of Heavy Loads (C-10) » Vermont Yankee Nuclear 
Power Station," technical evaluation rept. 

BOMBERGER,C. Franklin Ins t i tute/Fran kl in Research Center. 
NRC-03-81-130. TER-C5506-401. 84/06/15. SINGH, A. NRC - No 

Detailed Affiliation Given. 30pp. 25516:305. 24X 

Fiche; 50-271 , 84/06/27, 8407100066. 


8407100289 Forwards safety evaluation ?< technical evaluation rept on 
proposed mods ii Tech Spec changes re reactor protection sys 
power monitoring sys design. Proposed mods & Tech Spec 
changes acceptalbe. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/27. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25516:341. 24X 

Fiche; 50-271 , 84/06/27, 8407100289. 


— 8407100298 Safety evaluation of proposed mods & Tech Spec changes re 
reactor protection sys power monitoring sys design. Proposed 
mods & Tech Spec changes acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/27, 2pp. 
25516:343. 24X Fiche; 50-271, 84/06/27, 8407100289. 


— 8404180234 "Monitoring of Electric Power to Reactor Protection Sys for 
Vermont Yankee Nuclear Power Station, " technical evaluation 
rept. 

SELAN, J. C. Lawrence Livermore National Laboratory. FIN A-0250. 
UCID- 20036. 84/03/16. NRC - No Detailed Affiliation Given. 

10pp. 25516:345. 24X Fic he; 50-271, 84/06/27, 8407100289. 


8407110046 Forwards safety evaluation re BWR feedwater CRD return 
line nozzle cracking, based on NUREG-0619 & rec ommenda t i ons 
of NEDE-21821-A. Newly installed spargers effective & 
installations of low-flow controller not required. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/27. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25540:328. 24X 

Fiche; 50-271 , 84/06/27, 8407110046. 


— 8407110055 Safety evaluation re BWR feedwater & CRD return line mods. 
Util can operate w/o rerouting of reactor water cleanup, 
w/o removing clad & u/o installing low-flow controller for 
feedwater sys. 

* Office of Nuclear Reactor Regulation, Director. 84/06/27. 2pp. 
25540:330. 24X Fiche: 50-271, 84/06/27, 8407110046. 
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8407060157 Forwards Rev 1 to "Environ Qualification Master Equipment 
List# " per NRC 840531 request for addl info re upgraded 
equipment qualification program. Response to NRC questions 
raised at 840418 meeting also provided. 

MURPHY. W. P. Vermont Yankee Nuclear Power Corp. 84/06/29. 

VASSALLD, D. B, Operating Reactors Branch 2. 7pp, 25422:082. 24X 

Fiche; 50-271 , 84/06/29, 8407060157. 


— 8407060162 Rev 1 to "Environ Qualification Master Equipment List.” 

* Vermont Yankee Nuclear Power Corp. 84/05/09. 55pp. 25422:089. 

24X Fiche: 50-271 , 84/06/29# 8407060157. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407270045 Forwards safety evaluations of pool dynamic Jt structural 
load aspects of Mark I containment long-term program. Util 
plant-unique analysis rept verified restoration to original 
design safety margin. Act ion complete. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/02. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp, 3pp. 25812:030. 24X 

Fiche: 50-271, 84/07/02, 8407270045. 


— 8407270046 Safety evaluation re pool dynamic loads review of Mark I 
containment long-term program. Pool dynamic loads utilized 
accep table. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 2pp. 
25812:033. 24X F ic h e : 50-271 . 84/07/02, 8407270045. 


— 8407270048 Safety evaluation re structural review of Mark I containment 
Long-term program. 

* Office of Nuclear Reactor Regulation, Director. 04/07/02. 2pp. 
25812:064. 24X Fiche: 50-271, 84/07/02, 8407270045. 


— 8309290276 "Audit for Mark I Containment Long-Term Program - Structural 
Analysis for Operating Reactors," technical evaluation 
rept. 

SUBRAMONIAN, N. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-320. 83/09/27. NRC - No Detailed 

Affiliation Given. 53pp. 25812:068. 24X Fiche: 50-271, 84/07/02, 

8407270045. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407120206 Informs that addl time needed to provide info for resolution 
of NUREG-0737, Item II, K. 3. 16, "Reduction of Challenges & 

Failures of Relief Valves, "per 840403 request. Info will be 
provided 30 days following refueTing outage, 

SINCLAIR, U. B. Vermont Yankee Nuclear Power Corp. 84/07/09. 

VASSALLO, D. B. Operating Reactors Branch 2. Ip. 25550:103. 24X 
Fiche: 50-271,84/07/09, 8407120206. 


8407170260 Requests continued review approval of 840605 Proposed 
Change 120 to Tech Sp ec s, re vi s ing definition of term 
operable it incorporating rev to Spec 3.7.B. 1 to allow moving 
irradiated fuel. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/07/09. 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25608:219. 24X 

Fiche; 50-271 , 04/07/09# 8407170260. 


8407160150 Requests scheduler extensions for certain electrical 
components required to be qualified prior to startup from 
present 1984 refueling outage. List of components end. 

MURPHY. W.P. Vermont Yankee Nuclear Power Corp. 84/07/10. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director, 3pp. 
25600:301, 24X Fiche : 50-271 , 84/07/10, 84071601 30, 


8407270183 Forwards request for addl info re NUREO-0737, Item II.K.3. 28, 
"Qualif ication of Automatic Depressurization Sys 
Accumulators, " Uustif icat ion that accumulator design 
capacity acceptab le# if 100-day function not met# requested. 

EISENHUT, D, G. Division of Licensing. 84/07/16. SINCLAIR# J. B. 
Vermont Yankee Nuclear Power Corp. 6pp. 23799:355. 24X 

Fiche: 50-271, 84/07/16, 8407270183. 


8407240129 Informs that procedures re gas 8< water clearing thrust loads 
associated w/second safety relief valve actuations in 
discharge lines in conformance ui/NUREG-0661 , based on 
Teledyne Engineering Svcs review. 

SINCLAIR, J, B. Vermont Yankee Nuclear Power Corp. 84/07/19. 

VASSALLO, D, D, Operating Reactors Branch 2. 2pp. 25715:278. 24X 
Fiche: 50-271, 84/07/19, 8407240129, 


8407260337 Forwards addl request for schedular extensions for environ 
qualif ication of certain electrical components# prior to 
startup from present refueling outage. List of components 
end. 

MURPHY. W.P, Vermont Yankee Nuclear Power Corp. 84/07/19. 

DENTON, H. R. Office of Nuclear ■ Reactor Regulation, Director. 0pp. 
25779:285. 24X Fiche : 50-271, 84/07/19, 8407260337. 


8407310353 Requests schedular extensions until 1985 refueling outage 
for end list of electrical components, requ ired to be 
environmentally qualified prior to startup from 1984 
refueling outage. Rev 1 to justification for operation end. 

HUNTER, D, Vermont Yankee Nuclear Power Corp. 84/07/25. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 16pp. 25830:135. 

24X Fiche: 50-271, 84/07/25, 8407310353. 


Q. Inspection reports# IE Bulletins St correspondence 


8407100254 Responds to request re weld joint insp program. Weld 
over lay s, w/previous base-metal indications longer than lOX 
of c ire umf erence# wi 1 1 be inspected# per Generic Ltr 84-11. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/06. 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25509:179. 24X 

Fiche: 50-271 , 84/06/06. 8407100254. 


8407100401 Forwards IE Mgt Meeting Rept 50-271/83-26 on 830829-0902 
re App R safe shutdown. 

MARTIN, T. Division of Engineering & Technical Programs. 84/06/15. 
MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 2pp. 25518:215. 
24X Fiche: 50-271. 84/06/15, 8407100401. 


— 8407100535 IE Mgt Meeting Insp Rept 50-271/83-26 on 830829-0902. Major 
areas d iscussed : potential violation of App R re failure to 
provide fire protection for redundant safe shutdown 
equipment. 

PULLANI.S. , ANDERSON, C. Region 1, Office of Director. 84/06/08. 
7pp. 25518:217. 24X Fich e: 50-271. 84/06/13, 8407100401. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26. 8406250214. 


8407100399 Updates status of seismic piping reanalysis program, 
initiated in response to IE Bulletins 79-02 «t 79-14. Mod if i ed 
program will resolve IE Bulletin 79-02 & enhance safety- 
related seismic piping base design. 

HUNTER# D. Vermont Yankee Nuclear Power Corp. 84/06/27. HURLEY, T. E. 

Region 1, Office of Director. 3pp. 25465:356. 24X 

Fiche: 50-271 , 84/06/27, 8407100399. 


8407090209 Submits summary results of masonry wall reanalysis program 
committed to in 840315 ltr, in response to IE Bulletin 80-11. 

Nine of 10 subj in-fills meet stress criteria. Evaluation of 
remaining in-fill will be conducted. 

MURPHY# W. P, Vermont Yankee Nuclear Power Corp. 84/06/28. 

VASSALLO# D. B. Operating Reactors Branch 2. 2pp. 23443:342. 24X 

Fiche: 50-271 # 84/06/28, 8407090209. 


8406280311 IE Info Notice 84-52# "Inadequate Mat! Procurement Controls 
on Part of Licensees Vendors.” Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York# Inc, 124pp. 25602:151. 24X Fiche : 50-000. 84/06/29. 840628031 1. 


8407030425 Forwards selected pages of OE Rept 22A2615 re rec irculat ion 
*< RHR weld joint insp program for 1984 refueling outage# per 
040515 ltr# in response to NRC teicon request, 

SINCLAIR, J. B. Vermont Yankee jjlucl ear Power Corp. 84/06/29. 
VASSALLO, D. B. Operating Reactors Branch 2. 5pp. 25239:191. 24X 
Fiche: 50-271,84/06/29# 8407030425. 


8407090297 Ack receipt of B40601 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-271/84-07. 

MARTIN# T. T. Division of Engineering & Technical Programs. 04/07/03. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp, 2pp. 25449:178. 

24X Fiche: 50-271, 84/07/03, 8407090297. 


— 8407090301 Responds to NRC 840502 ltr re violations noted in IE Insp 
Rept 50-271/84-07. Corrective actions: forms to document 
testing of standby gas treatment sys will be reviewed by 
supervisory personnel to ensure procedures followed 
MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/01. 

MARTIN, T. T. Division of Engineering Si Technical Program*. 2pp, 
25449:180. 24X Fiche : 50-271, 84/07/03, 8407090297. 
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8407100223 Provides addl info re 1984 refueling outage weld joint insp 
program submitted by B40313 Itr & supplemented by 840323 & 

0515 Itrs. Nozzle concerns evaluatead per IE Info Notice 
Q4-41. Safe end installation conforms, per NUREG-0313. Rev 1. 

MURPHY) W. P. Vermont Yankee Nuclear Power Corp. 84/07/03. 

VASSALLO) D. B. Operating Reactors Branch 2. 2pp. 25512:306, 24X 

Fiche; 50-271,84/07/03. 8407100223. 

0 

8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN) E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fic he: 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407170264 Responds to 840529 Itr re IE Info Notice 84-30, "HVAC 
Equipment Mfg by Bahnson Co. '* Units not supplied to 
facil ity. Stringent QA program implementation essential to 
prevent detect problems, 

CONWAY, W.F. Vermont Yankee Nuclear Power Corp. 84/07/13. 
DEYOUNG/R.C. Director's Office, Office of Inspection and 
Enforcement. Ip. 25618:106. 24X Fiche: 50-271, 84/07/13, 8407170264. 


3407310338 Responds to IE Bulletin 84-02 re failures of GE Type HFA 
relays in use in Class IE safety sys. Seven ac HFA relay 
coils used in control room will be replaced w/Century 
series. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp, 84/07/19. 

HURLEY, T.E. Region 1. Office of Director. 4pp. 25830 : 097. 24X 

Fiche; 50-271, 84/07/19. 8407310338. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys," Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84 /07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 


8407310395 Ack receipt of 840511 Itr informing NRC of steps taken tp 
correct violations noted in IE Insp Rept 50-271/84-06. 

Response requesting violation be withdrawn denied. 

MARTIN, T.T. Division of Engineering Technical Programs. 84/07/25. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 2pp. 25834:170. 

24X Fiche; 50-271, 84/07/25, 8407310395. 


— 8407310401 Responds to NRC S40411 Itr re violations noted in IE Insp 
Rept 50-271/84-06. Correct! ve ac t i ons: Rad ia ti on Work Permit 
83-1465 written to control one activity that took place in 
two distinct & separate atmospheres. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/05/11. 

MARTIN, T. T, Region 1, Office of Director. 3pp. 25834:172. 24X 

Fiche: 50-271, 84/07/25. 8407310395. 


R. Periodic operating reports 5< related correspondence 


8407100332 “Annual Radiological Environ Monitoring Rept, 1983. " 
W/84062a Itr. 

SINCLAIR, J. B. Vermont Yamkee Nuclear Power Corp. B3/12/31, 

MURLEY, T.E. Region 1, Office of Director, 63pp. 25510:280. 24X 
Fiche; 50-271 , 83/12/31 , 8407100332. 


8407230058 Monthly operating rept for June 1984. W/S40710 Itr. 

BURGER. F. J. , MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 
84/06/30. 7pp. 25706:057. 24X Fi c h e : 50-27 1 , 84/06/30, 8407230058. 


S. Reportable occurrences, LERs & related correspondence 


8407160147 Part 21 rept re defective uninterruptible power supply 
batteries supplies by Exide Corp. Util replaced batteries 
during current 1984 refueling outage. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 84/06/29. 

MURLEY, T. E. Region 1, Office of Director. 4pp. 25600:297. 24X 

Fiche; 50-271. 84/06/29, 8407160147. 


8407170079 LER 84-007-00; on 840615, high radiation alarm received from 
traversing in-core probe drive mach ines. Caused by 
inadvertent withdrawal of in-core probe detector A due to 
loss of key from drive spr oc ket. W/840712 Itr. 

PELLETIER, J. P. Vermont Yankee Nuclear Power Corp. 84/07/12. 3pp. 
25620:290. 24X Fic h e : 50-271 , 84/07/ 1 2, 84071 70079. 


8407170348 LER 84-008-00: dur ing 840612-17, air particulate S« charcoal 
cartridge sampling not performed as required by Tech Spec. 

Caused by technician leaving off air sampling station. 

Procedures revised S; technicians instructed. W/840712 Itr. 

PELLETIER, J. P. Vermont Yankee Nuclear Power Corp. 84/07/12. 3pp. 
25618:075. 24X Fic h e : 50-271 , 84/07/1 2, 8407170348. 


8407230034 LER 84-011-00; on 840616, d ur ing Type C leak rate testing, 
MSIV-S6B, CRD-412A, PCAC V16-19-B found to have seat leakage 
exceeding Tech Spec limit. Cause not stated. Maint & retest 
will be performed on va Ives. W/S40716 Itr. 

PELLETIER, J. P, Vermont Yankee Nuclear Power Corp. 84/07/16. 3pp. 
25706:010. 24X Fiche ; 50-271 , 84/07/16, 8407230034. 


8407230055 LER 84-010-00; on 840616, after reactor shut down, stack gas 
radiation monitor II improperly responded & on 840617, 
during stack gas II radiation calibr monitor found w/gamma 
sensitive detector vice. W/840716 Itr. 

PELLETIER, J. P. Vermont Yankee Nuclear Power Corp. 84/07/16. 3pp. 
25706:054. 24X Fiche: 50-271, 84/07/16. 8407230055. 


8407240286 LER 84-009-00: on 340617, d ur ing CRD friction testing. scram 
occurred. Caused by valving error during calibr of reactor 
level instrument. Scram reset & friction testing recommended. 
W/840717 Itr. 

PELLETIER, J. P. Vermont Yankee Nuclear Power Corp, 84/07/17. 3pp. 
25730:296. 24X Fiche; 50-271, 84/07/17, 8407240286. 


8407310198 PNS-I-84-015: on 840719, small cLuantity of marijuana found in 
central alarm station (CAS). Investigation proved that 
security guard stored substance in CAS. Guard employment 
terminated on 840724. 

MADDEN, W., KEIMIG, R. Region 1, Office of Director. 84/07/25. Ip. 
25834:305. 24X Fi ch e : 50-271 , 84/07/25, 84073101 98. 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8i holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i can t s. Svc list 
encl, 

EISENHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ensees, ap pi ican ts 
for OLs.NSSS vend or s, reac tor vendors & aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications Jk exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000i 84/07/03, 8407030097. 
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DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency St fire protection plans 


8407120542 Public version of revised emergency plan implementing 
procedures, inc luding EP 1-2 re communication log,EP-ll-4 re 
emergency response manager callout 8< EP II-S re emergency 
offsite facility layout. W/840326 Itr. 

LIDEN,E. A. Public Service Electric Gas Co, of New Jersey. 

84/03/26. VARGA, S. A, Division of Licensing. 56pp. 25559:196, 24X 

Fiche: 50-272, 84/03/26, 8407120542. 


8407090108 Submits correction to 840612 confirmatory order r eq.uirements 
for emergency response capab i 1 ity , per 831219 Itr & Suppl 1 
to NUREG-0737. Technical support ctr will be fully functional 
by Dec 1986. 

LIDEN, E, A. Public Service Electric St Gas Co. of New Jersey, 

84/06/27. VARGA, S. A Operating Reactors Branch 1. 2pp. 25442:151. 
24X Fiche: 50-272,84/06/27,8407090108. 


8407100123 Forwards State of DE schedule of corrective actions 
submitted in response to deficiencies cited during FEMA 
831026 full-scale exercise of offsite radiological emergency 
preparedness plans, 

MARTIN, T. T. Division of Engineering Zt Technical Programs. 84/07/02. 
UDERITZiR.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
25512:199, 24X Fiche; 50-272, 84/07/02, 8407100123. 


8407110225 Forwards preliminary copy of auxiliary bldg charging pump 
area sprinkler sys layout drawing. Sys will be installed per 
NFPA 13 for ordinary hazard occupancy. EA Liden 840405 Itr re 
fire protection features encl. 

LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 

84/07/02. VARGA, S, A. Operating Reactors Branch 1. 2pp. 25527:244. 
24X Fiche: 50-272, 84/07/02. 8407110225. 


—8407110245 Responds to NRC 840302 Itr re issues noted in IE Insp Rept 
50-272/83-37, Requests for exemptions made per 10CFR50. 12 
following guidance of Generic Ltr 83-33. Fire protection 
deficiencies will be corrected. 

LIDEN, E, A. Public Service Electric fy. Gas Co. of New Jersey. 
84/04/05. MARTIN. T. T. Division of Engineering 4t Technical 
Programs. 15pp. 25527:246. 24X Fiche : 50-272, 84/07/02. 8407110225. 


— 8407110272 Discusses 840116-20 fire protection insp by Regions I & II, 
ORNL BNL. Plant well protected for credible fire fy concerns 
identified do not significantly degrade fire protection 
program. 

LIDEN.E. A. Public Service Electric 8,. Gas Co. of New Jersey. 
84/01/27, MARTIN, T. T, Division of Engineering Technical 
Programs. 30pp. 25527:261. 24X Fiche: 50-272, 84/07/02, 8407110225. 


8407130189 Advises that response to Suppl 1, NUREG-0737 re requirements 
for emergency response capability related to control room 
design review will be provided by 840917, 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

84/07/05, VARGA, S. A. Operating Reactors Branch 1. 3pp. 25562:359. 
24X Fiche: 50-272, 84/07/05, S407130189. 


P. Operating license stage documents correspondence 


8407120076 Notification of Significant Licensee Meeting 84-52 on 
840626 w/util in Hancocks Bridge, NJ to discuss vendor 
procedures issue. 

KOTTAN, J. J. Region 1, Office of Director. 84/06/01. Region 1. 
Office of Director. 2pp. 25572:332. 24X Fic he: 50-272, 84/06/01, 

8407120076. 


8407020480 Submits description of core exit thermocouple sys upgrade, 
per TMI Item II.F. 2. Two fully qualified microprocessor 
backup displays will be uti 1 i zed. Tech Spec changes end. 

LIDEN.E, A, Public Service Electric Z>. Gas Co. of New Jersey. 

84/06/19. VARGA, S. A, Operating Reactors Branch 1. 8pp. 25217:212. 
24X Fiche: 50-272, 84/06/19, 8407020480. 


8407020069 Requests relief from ASMS Code, Section XI inservice insp 
requirements , al lowing sys leakage 8< hydrostatic pressure 
test temps to be less than 100 F St including pneumatic 
testing as acceptable method of pressure testing. 

LIDEN.E. A. Public Service Electric St Gas Co, of New Jersey. 

84/06/21. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25219:311. 
24X Fiche: 50-272, 84/06/2 1 . 8407020069. 


8407030324 Forwards "Control of Heavy Loads (C-10>, Salem Nuclear 
Generating Station, Units I S: 2," technical ©valuation rept. 
Guidelines of NUREG-0612, Sections 5.1.1 & 5.3 satisfied. 

Phase 1 acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22. UDERITZ.R.A. 

Public Service Electric 8t Gas Co. of New Jersey. 4pp. 25411:065. 
24X Fiche: 50-272, 84/06/22, 8407030324. 


— 8406120460 "Control of Heavy Loads (C-10)," technical evaluation rept. 
BOMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-390/391. 84/06/07, NRC - No Detailed 

Affiliation Given. 33pp. 67364:258. 24X Fiche: 50-272, 84/06/22- 

8407030324. 


8407050049 Forwards SER on licensee 840314 response to Item 4.3 of 
Generic Ltr 83-28 re reactor trip sys rel iab i 1 i ty . Des ign 
mods acceptable. 

VARGA, S, A. Operating Reactors Branch 1. 84/06/25. UDERITZ.R. A. 

Public Service Electric & Gas Co. of New Jersey. 4pp. 25414:314. 
24X Fiche; 50-272, 84/06/25. 8407050049. 


— 8407050050 SER on licensee 840314 response to Item 4. 3 of Generic Ltr 
83-28 re reactor trip sys reliab i 1 i ty . Des ign mods 
acceptable. 

* Operating Reactors Branch 1. 84/06/25. 10pp. 25414:318. 24X 

Fiche: 50-272, 84/06/25, 8407050049. 


8407120209 Forwards SER re revised rod exchange methodology. Revised 
method acceptable, providing addl criterion placed on ref 
bank. New criterion discussed w/util. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/25. UDERITZ, R. A. 

Public Service Electric L Gas Co. of New Jersey. 3pp. 25558:014. 
24X Fiche: 50-272, 84/06/25. 8407120209. 


— 8407120219 Safety evaluation re revised rod exchange methodology. Addl 
review of criterion required. 

« Office of Nuclear Reactor Regulation. Director. 84/06/25. 4pp. 
25558:017. 24X Fi che: 50-272, 84/06/25, 8407120209. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve «c maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407110264 Forwards WCAP-10492, "Analysis of Capsule T from PSEStO Salem 
Unit 2 Reactor Vessel Radiation Surveillance Program." per 
App H to 1OCFR50. Rept presents new heatup & cooldown limit 
curves based on values predicted by Reg Guide 1.99. 

LIDEN.E. A. Public Service Electric 8t Gas Co. o,f New Jersey. 

84/07/03. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25526:311. 
24X Fiche: 50-311,84/07/03,8407110264. 


--8407110303 Notifies that managed maint program (MliP> fully 
imp lamented, per 830506 confirmatory order. 

LIDEN.E. A. Public Service Electric & Gas Co. of New Jersey. 
84/06/29. VARGA, S. A. Operating Reactors Branch 1. 3pp. 
25527:035. 24X Fich e: 50-311 , 84/07/03, 84071 10264. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list encl. 
EISENHUT, 0. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407310003 Forwards Amends 56 & 24 to Licenses DPR-70 St DPR-75. 
respectively fk safety evaluation. Amends add existing manual 
initiation function for auxiliary feedwater sys to Tech 
Specs. 

FISHER, D. Operating Reactors Branch 1. 84/07/16. UDERITZ, R. A. 

Public Service Electric 8< Gas Co. of New Jersey. 3pp. 25865:020. 
24X Fiche: 50-272,84/07/16. 8407310003. 


— 8407310005 Amends 56 24 to Licenses DPR-70 & DPR-75, resp ectively, 

adding existing manual initiation function for auxiliary 
feedwater sys to Tech Specs it changing containment sys air 
lock surveillance requiremefft in Tech Specs. 

VARGA, S. A. Operating Reactors Branch 1. 84/07/16. 22pp. 

25865:023. 24X Fiche; 50-272, 84/07/16. 8407310003. 


— 8407310007 Safety evaluation supporting Amends 56 24 to Licenses 

DPR-70 ^ DPR-75, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/07/16, 2pp. 
25865: 045. 24X Fiche: 50-272, 84/07/16, 0407310003, 


8407270002 Advises that reload safety evaluation demonstrated that Tech 
Spec changes not required for operation at rated thermal 
power during Cycle 6. Reload core design will be verified 
during startup physics testing program. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

84/07/19. VARGA, S. A. Operating Reactors Branch 1. 4pp. 25790:286. 
24X Fiche: 50-272, 84/07/19, 8407270002. 
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Q. Inspection reportsi IE Bulletins & correspondence 


8407020084 Forwards IE Insp Repts 50-272/84-15 & 50-311/84-15 on 
840412-0508 & notice of violation. 

STAROSTECKI. R. Division of Project & Resident Programs. 84/06/12. 
UDERITZ/R.A. Public Service Electric Gas Co. of New Jersey. 2pp. 
25261:086. 24X Fiche: 50-272- 84/06/12, 8407020084. 


— 8407020087 Notice of violation from insp on 840412-0508. 

# Region 1, Office of Director. 84/06/12. 2pp, 25261:088. 24X 

Fiche: 50-272, 84/06/12, 8407020084. 


— 8407020092 IE Insp Repts 50-272/84-15 & 50-311/84-15 on 840412-0508. 
Noncompliance noted : f a i 1 or e to follow procedures for 
feedwater sys cleanup strainer operation & review of reactor 
trips & failure to ensure restoration of rod position. 

LINVILLE, J. C. , SUMMERS. R. J. - RAJAL. J. H. Region 1, Office of 

Director, 84/06/05, 18pp. 25261:090. 24X Fi ch e: 50-272, 84/06/12. 

8407020084. 


8407020196 Revises response to IE Bulletin 83-07 re products sold by 
Ray Miller, Inc, Stainless Steel Pipe 8*. Fittings 304 «( 304L 
received from Richmond Engineering Co had been furnished by 
Ray Miller, Inc. QA/QC receiving group training incomplete. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 
84/06/12. MURLEY, T. E. Region 1. Office of Director, 2pp. 
25218:344. 24X Fiche: 50-272. 84/06/ 12, 8407020196. 


8407060301 Ack receipt of 840210 & 0314 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-272/84-05 8c 50-311/84-05. 

MARTIN, T, T. Division of Engineering «( Technical Programs. 84/06/15. 
UDERITZ.R.A. Public Service Electric 8s Gas Co. of New Jersey. 2pp. 
25441:001. 24X Fiche: 50-272, 84/06/1 5, 8407060301. 


— 8407060308 Responds to NRC Itr re violations noted in IE Insp Repts 
50-272/84-05 8s 50-311/84-05. Corrective ac ti ons ; samp 1 e torque 
test will be performed on actual existing anchor assemblies. 

LIDEN, E. A. Public Service Electric 8< Gas Co. of New Jersey. 
84/02/10. MARTIN. T.T. Division of Engineering & Technical 
Programs. 3pp. 25441:003 . 24X Fiche: 50-272, 84/06/15. 8407060301. 


— 8407060312 Responds to NRC Itr re violations noted in IE Insp Repts 
50-272/84-05 Is 50-31 1/84-05. Correc t ive actions:test program 
initiated to verify U-bolt analytical model. 

LIDEN, E. A. Public Service Electric 8s Gas Co, of New Jersey. 
84/03/14. MARTIN. T. T. Division of Engineering 8s Technical 
Programs. 2pp. 25441:006. 24X Fiche: 50-272. 84/06/15, 8407060301. 


— 8407060316 Rev 1 to Procedure ND-SA-84-01. "Physical Testing of U-Bolt 
Anchor Assembly. " 

♦ Public Service Electric 8< Gas Co. of New Jersey. 84/03/14. 

12pp. 25441:008. 24X Fi c he: 50-272. 84/06/15. 8407060301. 


8407020069 Renuests relief from ASME Code. Section XI inservice insp 
requirements. al lowing sys leakage 8< hydrostatic pressure 
test temps to be less than 100 F 8s including pneumatic 
testing as acceptable method of pressure testing. 

LIDEN. E. A. Public Service Electric 8s Gas Co. of New Jersey, 

84/06/21. VARGA, S. A, Operating Reactors Branch 1. 2pp. 25219:311. 

24X Fiche: 50-272. 84/06/21 , 8407020069. 


8406250214 IE Info Notice 84-51, "Independent Verif icat ion. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Eng ineer ing 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees 8s Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8s Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp, 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407110463 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/84-14 8s 
50-311/84-14. 

MARTIN. T. T: Division of Engineering 8< Technical Programs. 84/06/29. 

UDERITZ.R.A. Public Service Electric 8s Gas Co. of New Jersey. Ip. 
25539: 044. 24X Fiche: 50-272. 84/06/29, 84071 10463. 


— 8407110466 Responds to NRC 840508 Itr re violations noted in IE Insp 
Repts 50-272/84-14 8s 50-31 1/84-14. Correct ive actionsidept 
responsible for Tech Spec surveillance informed of need for 
implementation of local leak rate tests. 

LIDEN. E. A, Public Service Electric 8s Gas Co. of New Jersey, 
84/06/07. MARTIN, T. T. Division of Engineering 8< Technical 
Programs. 3pp. 25539:045. 24X Fi ch e: 50-272, 84/06/29, 84071 10463. 


8407110225 Forwards preliminary copy of auxiliary bldg charging pump 
area sprinkler sys layout drawing. Sys will be installed per 
NFPA 13 for ordinary hazard occupancy. EA Liden 840405 Itr re 
fire protection features end. 

LIDEN, E. A. Public Service Electric 8-. Gas Co. of New Jersey, 

84/07/02. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25527:244. 
24X Fiche: 50-272. 84/07/02, 8407110225. 


— 8407110245 Responds to NRC 840302 Itr re issues noted in IE Insp Kept 
50-272/83-37, Requests for exemptions made per 10CFR50. 12 
following guidance of Generic Ltr 83-33, Fire protection 
deficiencies will be corrected. 

LIDEN, E A. Public Service Electric St Gas Co. of New Jersey. 
84/04/05. MARTIN, T, T. Division of Engineering 8« Technical 
Programs. 15pp. 25527.246. 24X Fi che : 50-272, 84/07/02, 84071 10225, 


— 8407110272 Discusses 840116-20 fire protection insp by Regions I II, 
ORNL 8( BNL. Plant well protected for credible fire lU concerns 
identified do not significantly degrade fire protection 
program. 

LIDEN, E. A. Public Service Electric g< Gas Co. of New Jersey. 
84/01/27, MARTIN, T, T, Division of Engineering 8< Technical 
Programs. 30pp, 25527:261. 24X Fic he : 50-272, 84/07/02, 84071 10225, 


8407240391 Forwards Exam Repts 50-272/84-18 8-. 50-311/84-18 on 
840514-18. 

STARQSTECKI, R, Division of Project 8- Resident Programs. 84/07/02. 
UDERITZ,R,A. Public Service Electric S< Gas Co. of New Jersey. 2pp. 
25730:171. 24X Fich e: 50-272, 84/07/02, 8407240391 . 


—8407240404 Exam Repts 50-272/84-18 8( 50-311/84-18 on 84051 4-18, Exam 
results; written, oral St simulator exams administered to eight 
senior reactor operators 8-. two instructor cand idates. One 
senior reactor operator failed. All other candidates passed, 
JOHNSON. D, F, , KELLY, R.M PcTic- 1. Office of Director, 84/06/28. 
54pp. 25730:173. 24X -irfr 5C ■ 3^/07/02, 8407240391. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 $t Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8; Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Eng ineer ing 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000. 84/07/05, 8407030089. 


8407100256 Discusses format for 840719 bimonthly mgt meeting at Region 
I re util progress in completing action plan for improving 
nuclear dept operations. Listing of recent insp findings 
end. 

STAROSTECKI, R. Division of Project S< Resident Programs. 84/07/05. 
UDERITZ.R, Public Service Electric St Gas Co, of New Jersey. 4pp. 
25513:115, 24X Fiche: 50-272, 84/07/05, 8407100256, 


8407260176 Forwards IE Insp Repts 50-272/84-19 8- 50-311/84-19 on 
840509-0608. No violations noted. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/07/05, 
UDERITZ.R.A. Public Service Electric St Gas Co. of New Jersey. 2pp. 
25780: 346. 24X Fiche: 50-272, 84/07/05, 8407260176. 


—8407260181 IE Insp Repts 50-272/84-19 50-311/B4-19 on 840509-0608. No 

violations noted. Major areas inspected: LER review# 
operational safety ver i f ic a t ion, sur ve i 1 lane e , ma in t, ESF sys, 
operating events St safety review group post-trip reviews. 

LINVILLE, J. C. , SUMMERS.R.J. Region 1, Office of Director. 

NORRHOLM, L. J. Division of Project St Resident Programs. 84/06/27. 
13pp. 25780:348. 24X Fi c h e : 50-272, 84/07/05, 84072601 76. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PUIRs. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness 8,. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp, 25865:286. 24X Fiche : 50-000. 84/07/06# 8407050274. 


8407060251 IE Info Notice 84-56# "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN# E. L, Division of Emergency Preparedness Eng i neer ing 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York# Inc, 120pp. 25865:166. 24X Fi c he : 50-000# 84/07/ 10# 8407060251 . 


8407300365 Forwards IE Insp Repts 50-272/84-16 St 50-311/84-16 on 
840430-0504,08-10 8? 18 8( notice of violation, 

MARTIN# T. T. Division of Engineering fk Technical Programs. 84/07/10. 
UDERITZ.R.A. Public Service Electric St Gas Co. of New Jersey. 3pp. 
25815: 162. 24X Fiche: 50-272, 84/07/10, 8407300365, 
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— 8407300368 Notice of violation from insp on 840430-0504(08-10 & 18. 

* Region 1, Office of Director. 84/07/10. 2pp. 25815:165. 24X 

Fiche: 50-272, 84/07/10, 8407300365. 


— 8407300375 IE Insp Repts 50-272/84-16 &. 50-311/84-16 on 840430-0504. 
03-10 fy. 18. None onp 1 ianc e notedimgt failed to take adequate 
measures to correct discrepancies in master equipment list & 
failure to follou procedures re storage classification. 

HARPSTER, T. L. , WOODARD. C. H. , CHEUNG. L. S. Region 1, Office of 
Director. 84/06/28. 11pp. 25815:167. 24X Fi c h e: 50-272, 84/07/ 10. 

8407300365. 


8407250265 Responds to IE Bulletin 84-02 re failures of GE Type HFA 
relays in Class IE safety sy s. Present ly . 128 relays ui/Lexan 
or nylon-coil spools ins ta 1 1 ed . A1 1 coils will be replaced 
by Mar 1986. 

LIBEN. E. A. Public Service Electric Gas Co. of New Jersey. 
84/07/13. MURLEY.T.E. Region 1, Office of Director. 4pp. 
25736:324. 24X Fic he : 50-272 . 84/07/ 13, 8407250265. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. '' Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response <Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. I08pp. 26057:24 5. 24X Fi c he : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407240415 Monthly operating rept for June 1984. W/840710 Itr. 

MILLER, L.K., 2UPK0. J. M. Public Service Electric & Gas Co. of New 
Jersey. 84/06/30. 10pp. 25730:228. 24X Fic he ; 50-272, 84/06/30, 

8407240415. 


S. Reportable occurrences, LERs & related correspondence 


8407240354 Forwards engineering evaluation of "Events Involving 
Undetected Unavai lab i 1 i ty of Turbine Driven Auxiliary 
Feedwater Train, " Events of minor safety significance no 
further action required. 

TRACER, E. A. Nonreactor Assessment Staff, 84/06/15. HELTEMES, C. J. 
Director's Office, Ip. 25752:352. 24X Fi che : 50-000, 84/06/15, 

8407240354, 


--B407240357 "Events Involving Undetected Unavai lab i 1 i ty of Turbine 
Driven Auxiliary Feedwater Train," engineering evaluation 
rept. 

TRADER, E. A. Nonreactor Assessment Staff. 84/06/15. 10pp. 

25752:353. 24X Fiche: 50-000, 84/06/15, 8407240354. 


8407030225 LER 84-012-00; on 840527 30, rad iography results revealed 

that disk became detached from stem of valves 1 1SJ16, 21SJ1 6 
& 22SJ16. Caused by weld mat! missing from disk hole allowing 
disk to unthread from disk nut. W/840626 Itr, 

RUPP, J. L. , ZUPKO, J. M. Public Service Electric Oas Co, of New 
Jersey. 84/06/26. 6pp. 25267:271. 24X Fi ch e : 50-272, 84/06/26, 

8407030225. 


8407110190 Submits rept of managed maint program implementation per 
830506 confirmatory order issued as result of Unit 1 
reactor trip breaker failure, 

LIDEN,E. A, Public Service Electric S; Gas Co. of New Jersey. 

84/06/29. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25522:003. 
24X Fiche: 50-272, 84/06/29, 8407110190. 


8407090030 LER 84-013-00; on 840602, power interrupted between 500 kV 
yard ?< 13 kV b us, resul t ing in loss of onsite power to 4 kV 
group vital busses. Caused by operator error. Individual 
counseled S', reprimanded for actions. W/840702 Itr, 

RUPP, J. L. , ZUPKO, J.li, Public Service Electric & Gas Co. of New 
Jersey. 84/07/02, 5pp. 25442:081, 24X Fich e: 50-272, 84/07/02, 

8407090030. 


8407110443 Notification of Significant Licensee Meeting 84-61 on 840719 
w/util in King of Prussia, PA to discuss ATWS event 
corrective action program. 

NORRHOLM, L. J, Division of Project 8« Resident Programs. 84/07/03. 
Division of Project & Resident Programs. Ip. 25547:362. 24X 

Fiche: 50-272. 84/07/03, 84071 10443. 


8407100277 LER 84-014-00: on 840605, vital bus lA deenergized when bus 
infeed breaker failed to . c lose. Caused by lack of adequate 
procedural or administrative controls. Insp & tests performed 
on diesel lA. g/S40705 Itr, 

RUPP/J.L, , ZUPKO, J.M. Public Service Electric & Oas Co, of New 
Jersey, 84/07/05. 7pp. 25513:119, 24X Fiche: 50-272, 84/07/05, 

8407100277. 


8407120380 LER 84-015-00: on 84061 1 , rec e ived notification by 
Uestlnghouse 840606 Itr of potential unreviewed safety 
question re consistency between safety analysis & Tech 
Specs. Procedures For Mode 3 operation revised. W/840706 Itr. 
RUPP,J. L. , ZUPKO, J.M. Public Service Electric Gas Co. of New 
Jersey. 84/07/06. 4pp. 25549:026, 24X Fiche: 50-272, 84/07/06, 

8407120380. 


8407120392 LER 84-016-00; on 840613, document control procedures 
submitted late to station operations review committee. Caused 
by administrative error. Dept involved reminded of Tech 
Spec requirement. W/S40706 Itr. 

RUPP, J. L. , ZUPKO, J. M. Public Service Electric Zt Gas Co. of New 
Jersey. 84/07/06. 4pp. 25549:289. 24X Fiche : 50-272, 84/07/06, 

8407120392, 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 tel con. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E, P. Westinghouse Electric Corp, 84/07/13. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche; 50-000, 84/07/13, 8407250326. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cant s. Sve list 
enc 1, 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407240391 Forwards Exam Repts 50-272/84-18 8-. 50-311/84-18 on 
840514-18. 

STAROSTECKI, R. Division of Project Resident Programs. 84/07/02. 
UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
25730; 171. 24X Fiche; 50-272, 04/07/02, 8407240391. 


— 8407240404 Exam Repts 50-272/84-18 «< 50-311/84-18 on 84051 4-18. Exam 
results: written, oral & simulator exams administered to eight 
senior reactor operators two instructor candidates. One 
senior reactor operator failed. All other candidates passed. 
JOHNSON, D. F. , KELLY, R.M. Region 1, Office of Director. 84/06/28. 
54pp. 25730:173. 24X Fi c he : 50-272, 84/07/02. 8407240391. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLsiNSSS vend ors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications U exams. Sve list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-273 BEZNAU NUCLEAR STATION, UNIT 1 


P. Operating license stage documents correspondence 


8407250558 Discusses util 840608 ltr. Loss of offsite power < LSOP ) test 
may be omitted as test objectives fulfilled by 
preoperational, hot functional low power testing. LOSP test 
required for Unit 2 if similar testing not conducted. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/19. SCHUYLER. J. 0. Pacific 

Oas & Electric Co. Ip. 25778:216. 24X Fiche : 50-273, 84/07/ 19, 

8407250558. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 
E. NRC Safety Evaluation Report (SER), suppls 8< correspondence 


8407180131 Forwards IE Insp Rept 50-275/84-09 on 840423-27 0514-25. 

No noncompliance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/06/22. SCHUYLER. J. 0, 
Pacific Gas & Electric Co. Ip. 25667:065. 24X 

Fiche: 50-275, 84/06/22, 8407180131. 


— 8407180133 IE Insp Rept 50-275/84-09 on 840423-27 & 0514-25. No 
noncompliance noted. Major areas ins p ected : se ismi cal ly 
induced sys interaction program <SER,Suppl 11, NUREG-0675) 

& related allegations. 

CROWLEY. T. F. , CANTER, H.L. Region 5, Office of Director. 84/06/20. 
6pp. 25667:066. 24X Fiche : 50-275, 84/06/22, 8407180131 . 


8407020456 Forwards 48 h endurance test rept, "Turbine <Steam) Driven 
Auxiliary Feedwater Sys Pump Test Rept, " per NUREO-0737 
Section II. E. 1.1 requirement & SSER 14, Ack of receipt 
requested. 

SCHUYLER, J. 0. Pacific Oas ll! Electric Co. 84/06/27. KNIGHTON, 0. W. 
Licensing Branch 3, Ip. 25217:065. 24X Fiche: 50-275, 84/06/27, 

8407020456 . 
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8407030287 Advises that breathing masks, uj/integral microphones/ 
amplifiers for improved communications) provided for each 
operator in control room to comply w/Item 1. a of Item !> 

Section IV of SSER 10 re c ommuni cati ons . 

SCHUYLER, J. 0. Pacific Gas & Electric Co. S4/06/29. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 25271:081. 24X Fi ch e: 50-275. 84/06/29, 

8407030287. 


8407110014 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2. Docket Nos, 

50-275 And 50-323. (Pacific <?as And Electric Company) 

* Division of Licensing. NUREG-0675 S23. 84/06/30. 46pp. 

Available at NRC. *3.75. 25546:280. 24X Fic he: 50-275, 84/06/30, 

8407110014. 


8407120031 Responds to Chairman Palladino proposal that staff set 
forth plans re ACRS review of SSER on piping & supports. 
Forwards draft memo to ACRS & schedule for plants w/short- 
term potential for licensing. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/07/02. PALLADINO, ROBERTS. ASSELSTINE Commissioners. 5pp. 
23572:348. 24X Fiche: 50-275, 84/07/02, 8407120031. 


— 8407120042 Requests that staff set forth plans for ACRS review of SSER. 
Plans should be detailed in memo to Commission & include 
status rept on technical differences. 

PALLADINO, N. U. Commissioners. 84/06/29. DIRCKS, W.J. Office of 
the Executive Director for Operations. Ip. 25572:352. 24X 

Fiche: 50-275,84/07/02, 8407120031. 


8407230376 Forwards SSER 23 addressing NRC evaluation of util request 
for deviations from lOCFRSO, App R, Section III.G re fire 
protect ion. W/o end. 

KNIGHTON. G. W, Licensing Branch 3. 84/07/02. SCHUYLER , J. O. Pacific 

Gas it Electric Co. 5pp. 25726:137. 24X Fiche: 50-275, 84/07/02, 

8407230376. 


F. Security, medical, emergency it fire protection plans 


8407160029 Forwards public version of revised emergency plan 
procedures, inc luding EP M-9 re hazardous waste mgt 
contingency plan it revised corporate emergency response plan 
implementing procedures. 

SCHUYLER, U. Q. Pacific Gas it Electric Co. 83/08/24. MARTIN, U.B. 
Region S, Office of Director. 3pp. 25624:001. 24X 

Fiche; 50-275, 83/08/24, 8407160029. 


— 8407160034 Public version of revised emergency plan implementing 
procedures, including EP M-9 re hazardous waste mgt 
contingency plan it rev'ised corporate emergency response plan 
implementing procedures. W/JM Felton 840709 release memo. 

* Pacific Gas & Electric Co. 83/08/24. 130pp. 25624:004. 24X 

Fiche; 30-275,83/08/24,8407160029. 


8407020014 Forwards public version of revised emergency plan 
implementing procedures, including EP OP-20 re excessive RCS 
leakage Zt ER R-1 re personnel injury or illness &/or 
overexposure. 

RAYMOND, W, A. Pacific Gas it Electric Co. 84/06/01. MARTIN, U. B. 
Region 5. Office of Director. Ip. 25273:192. 24X 

Fiche; 50-275, 84 / 06 / 01 , 8407020014. 


— 8407020019 Public version of revised emergency plan implementing 
procedures, including EP-OP-20 re excessive RCS leakage it 
ER R-1 re personnel injury or illness &/or overexposure. 

W/JM Felton 840625 release memo. 

* Pacific Gas it Electric Go. 84/06/01. llSpp. 25273:193. 24X 

Fiche: 50-275, 84/06/01, 8407020014. 


8406110400 "Conformance to Reg Guide 1.97, Diablo Canyon Nuclear Power 
Plant, Units’ 1 & 2. " 

UDY. A C. EG«,.G, Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 12pp. 25726:194. 24X Fi che: 50-275, 84/06/04, 

8407230424. 


8407230238 Advises of completion of review of 830802 submittal re 
safety parameter display sys,per Generic Ltr 82-33. Potent i a 1 
human engineering discrepancies i den t if ied . Add 1 info 
requested re isolation devices. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/27. SCHUYLER, J. 0. Pacific 

Gas & Electric Co. 4pp. 2572A: 340. 24X Fi che: 50-275, 84/06/27, 

8407230238. 


— 8407230245 SER re safety parameter display sys,per Suppl 1 to 
NUREO-0737 (Generic Ltr 82-33). Human engineering 
discrepancies identified. 

NRC - No Detailed Affiliation Given. 84/06/27. I5pp. 
25726:344. 24X Fi ch e : 50-275, 84/06/27, 8407230238. 


8407230424 Forwards "Conformance to Reg Guide 1.97, Diablo Canyon 
Nuclear Power Plant, Units 1 & 2, " interim rep t. Requests 
review of items inadequately justified. Resp onse requested 
within 60 days. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/27. SCHUYLER, J. 0. Pacific 

Gas it Electric Co. 2pp. 25726:192. 24X Fi c h e: 50-275, 84/06/27, 

8407230424. 


8407030287 Advises that breathing masks, w/integral microphones/ 
amplifiers for improved c ommun icat ions, provi d ed for each 
operator in control room to comply w/Item l.a of Item 1, 

Section IV of SSER 10 re communications. 

SCHUYLER, J. 0. Pacific Oas i>. Electric Co. 84/06/29. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 25271:081. 24X Fiche: 50-275, 84/06/29, 

8407030287. 


8407230376 Forwards SSEK 23 addressing NRC evaluation of util request 
for deviations from lOCFRSO, App R, Section III.G re fire 
protection. W/o end. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02. SCHUYLER, J. 0. Pacific 

Gas Jk Electric Co. 5pp. 25726:137. 24X Fic he : 50-275, 84/07/02, 

8407230376. 


8407240119 Forwards public version of revised emergency plan 
implementing pr ocedures, i nc 1 ud ing Rev 3 to EP OP-25 re tank 
ruptures, Rev 7 to EP R-6 re radiological fire it Rev 9 to EP 
M-6 re nonradiological fire. 

SCHUYLER, J. O. Pacific Oas i>. Electric Co. 84/07/02, MARTIN, J.B. 
Region 5, Office of Director. 2pp. 25731:124. 24X 

Fiche: 50-275, 84/07/02, 84072401 19. 


— 8407240123 Public version of revised emergency plan implementing 
procedures, incl ud ing Rev 3 to EP OP-25 re tank rupture, Rev 7 
to EP R-6 re radiological fire it Rev 9 to EP M-6 re 
nonradiological fire. W/UM Felton 840717 release memo. 

* Pacific Gas h Electric Co. 84/06/11. 224pp. 25731: 125. 24X 

Fiche : 50-275, 84/07/02, 84072401 19. 


8407100574 Informs of completion of all mods identified in util App R 
review if. in subsequent related submi tta Is, incl ud i ng mods 
requiring completion prior to fuel loading it initial 
criticality i\ prior to exceeding 5% power. 

SCHUYLER, J. O. Pacific Gas & Electric Co. 84/07/06. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 25465:018. 24X Fiche: 50-275, 84/07/06, 

8407100574. 


8407170436 Forwards 840615 interim finding re State of CA nuclear power 
plant emergency response plan. Revised plan adequate to 
protect public health it safety. 

KRIMM, R. W. Federal Emergency Management Agency. 84/07/11. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 11pp. 25608:132. 24X Fi c he : 50-275, 

84/07/ 1 1 , 84071 70436. 


8407170366 Forwards IE Safequards Insp Rept 50-275/84-12 on 840518 it 
0625-29. No violations noted. Rept withheld Cref 10CFR73. 21 it 
10CFR2. 790). 

SCHUSTER, M. D. Region 5, Office of Director. 84/07/13. 

SCHUYLER. J. O. Pacific Oas «< Electric Co. 2pp. 25618:331. 24X 

Fiche; 50-275, 84/07/13, 8407170366. 
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G. Adjudicatory correspondence 


8407020511 Extends time limit for relief within 840503 petition filed 
per 10CFR2. 206 until date when Commission schedules 
licensing vote on commercial operations. Dead line extended 
due to large vol of new evidence. 

DEVINE. T, Government Accountability Project. DEVINE. T. San Luis 
Obispo Mothers for Peace, DSB 944. 84/06/29. PALLADI NO. N. J. . 

GILINSKY. V. . ROBERTS. T. M. Commissioners. Ip. 25226:078. 24X 

Fiche: 50-275. 84/06/29, 8407020511. 


8407020532 Decision ALAB-776 vacating applicant & NRC appeals for addl 
final findings from FEMA re adequacy of emergency response 
p lanning . Served on 840702. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. DSB 966. 
84/06/29. Office of the Executive Legal Director. 16pp. 

25228:001, 24X Fi ch e : 50-275. 84/06/29, 8407020532. 


8407170029 Ack receipt of 840531 Itr «< expresses appreciation for 
willingness to meet on 840724 re Nuclear Svc Corp audit of 
Pullman Kellogg Co in 1977. I nf orma 1 list of questions for 
review end. Served on 840716. 

PALLADINO, N. J, Commissioners. DSB 268. 84/07/13. NAYMARK, S. 

Quadrex Corp. 90pp. 2S61S: 127. 24X Fiche : 50— 275. 84 /07/13. 

8407170029. 


8407170543 Order extending time until 840727 within which Commission 
may act to review DD— 84— 8, Served on 840717. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 274. 
84/07/16. Ip. 25625:347. 24X Fi c he : 50-275, 84/07/16. 8407 1 70543. 


8407170556 Submits ACRS review of Peer Review Group draft rept 
discussed at 291st meeting on 840712-14. Served on 840617. 

EBERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. DSB 
291. 84/07/16. PALLADINO, N. J. Commissioners. 2pp. 25625:333. 

24X Fiche: 50-275, 84/07/16, 8407170556. 


8407050185 Order extending time until 840717 for Commission to act to 
review ALAB— 756. Served on S40703. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 024. 
84/06/29. Commissioners, Ip. 25296:361. 24X 

Fiche: 50-275, 84/06/29, 3407050185. 


8407230101 Forwards response to Govt Accountability Project allegations 
contained in 840323,0412,0503 31 Itrs.All responses 

verified prof resumes of verifiers either previously 
submitted or end. 

SCHYLER, V. 0. Pacific Gas & Electric Co. DSB 402. 84/06/29. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 292pp. 
25707:202. 24X F ic h e : 50-275 , 84/06/29, 8407230 101 , 


8407050173 Order extending time until 840709 for Commission to act to 
review Director's Decision DD-84-8. Served on 840703. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 025. 
84/07/02. Commissioners. Ip. 25296:354. 24X 

Fiche: 50-275, 84/07/02, 8407050173. 


8407160305 Forwards affidavit of HW Karner, in response to Footnote 
21 of ASLAB 840628 Memorandum it Order ALAB-775. Related 
correspondence. 

LUBBOCK, D. G. Pacific Gas Electric Co. DSB 245, 84/07/05. 

MOORE, T.S., BUCK, J. H. , JOHNSON, W.R. Atomic Safety and Licensing 
Board Panel. Ip, 25601:310. 24 X Fiche: 50-275, 84/07/05, 8407160305. 


— 8407160307 Affidavit of HW Karner in response to Footnote 21 of 
ASLAB 840628 Memorandum & Order ALAB-775, 

KARNER, H. W. Pullman, Inc. 84/07/05. 2pp. 25601:311. 24X 

Fiche: 50-275, 84/07/05, 8407160305. 


8407100340 Board Notification 84-125: forwards Govt Accountab il ity 
Project 840621 & 22 Itrs submitting statements on behalf of 
Mothers for Peace in support of 840503 petition to defer 
further licensing decisions. 

EISENHUT, D, G, Division of Licensing. 84/07/09, PALLADINO, ROB 
ASSELSTINE Commissioners. 3pp. 25566:043. 24X 

Fiche: 50-275, 84/07/09, 8407100340. 


— 8407130331 Forwards sample of tube steel refer.enced in 840621 
supplemental submission by Mothers for Peace in support of 
10CFR2. 206 petition. 

DEVINE, T. Government Accountability Project. 84/06/22. 
PALLADINO, N, J. , OILINSKY, V. , ROBERTS, T, Commissioners. 3pp. 
25566:046. 24X Fi c h e : 50-275, 84/07/09, S407100340. 


8407120X39 Forwards affidavit of T Devine notifying of resignation of 
I Yin from review team overseeing plant readiness for 
commercial operation, as suppl to 840503 petition under 
10CFR2. 206. 

DEVINE, T. Government Accountability Project. DEVINE, T. San Lula 
Obispo Mothers for Peace. DSB 209. 84/07/11. PALLADINO, N. J. , 

ROBERTS,!., ASSELSTINE, U. Commissioners. Ip. 25550:292. 24X 

Fiche: 50-275. 84/07/11, 8407120139. 


— 8407120141 Affidavit of T Devine notifying of resignation of I Yin from 
review team overseeing plant readiness for commercial 
operation. 

DEVINE, T. Government Accountability Project. DEVINE* T. San Luis 
Obispo Mathers for Peace. 84/07/11. 4pp. 25550:293. 24X 

Fiche; 50-275, 84/07/11, 8407120139. 


8407160310 Order extending time until 840727 for Commission to act to 
review ALAB— 763. Served on 840716. 

CHILK, S.J. Office of the Secretary of the Commission. DSB 250. 
84/07/13. Commissioners. Ip. 25601:313. 24X 

Fiche: 50-275, 84/07/13, 8407160310. 


8407170577 Petitions Commission to take six listed minimum steps 
legally necessary to assure public safety before issuance 
of OL. Petition subm i tted , per 10CFR2. 206. 

DEVINE,!. Government Accountability Project. DEVINE,!. San Luis 
Obispo Mothers for Peace. DSB 290. 84/07/16. PALLADINO, N. U. , 

ROBERTS,!., ASSELSTINE, J. Commissioners. 101pp. 25626:029. 24X 

Fiche; 50-275, 84/07/16, 8407170577. 


8407190244 Motion to reopen record for new info re seismic events it 
geologic stud ies. Une xec uted affidavit of JM Brune & 

Certificate of Svc end. 

REYNOLDS, J. R. Joint Interveners - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. DSB 337. 84/07/16. Atomic 

Safety and Licensing Appeal Panel. 48pp. 25677:086, 24X 

Fiche; 50-275, 84/07/16, 8407190244. 


8407170558 Order extending time until 840727 for Commission to act to 
review ALAB-756. Served on 840717. 

CHILK, S.J. Office of the Secretary of the Commission. DSB 292. 
84/07/17. Commissioners. Ip. 25625:332. 24X 

Fiche: 50-275, 84/07/17, 8407170558. 


8407230108 Responds to 840628 order re Joint Intervenors motion for 
protective order. Efforts to release Exhibits 3,4,7 10 of 

840611 reply unsuccessful . Re lated correspondence. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J, R. 
Joint Intervenors — Diablo Canyon. DSB 405. 84/07/17. MOORE, T. S. , 

JOHNSON, W. R. , BUCK. J. H, Atomic Safety and Licensing Appeal Panel. 
Ip. 25706:092, 24X Fi che: 50-275, 84/07/17, 8407230108. 


8407230115 Requests indefinite postponement of scheduled vote on 
application for full power 1 icense. Request based on recent 
evidence that seismic danger associated w/plant is 
significantly greater than assumed in ALAB-644. 

REYNOLDS, U. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervenors - Diablo Canyon. DSB 418. 84/07/17. 

PALLADINO. N. , ASSELSTINE. J. , BERNThAL, F, Commissioners. 3pp. 
25706:110. 24X Fiche: 50-275. 84/07/17, 8407230115. 


8407230118 Forwards corrected Page 9 of 840717 petition for review of 
ALAB-775. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervenors - Diablo Canyon. DSB 404. 84/07/18, CHILK, S.J. 

Office of the Secretary of the Commission. Ip. 25706:084. 24X 

Fiche: 50-275, 84/07/18, 8407230118. 


— 8407230125 Corrected Page 9 of 840717 petition for review of ALAB-775. 
REYNOLDS, J. R. Center for Law in the Public Interest. 

REYNOLDS, J, R. Joint Intervenors - Diablo Canyon. 84/07/17. Ip. 
25706:085. 24X Fiche: 50-275, 84/07/18, 84072301 18. 


8407200259 Forwards corrected rept of interview & marked-up copy of Yin 
comments on peer review team. Requests substitution of 
conclusion in rept of interview where findings of fact 
written. W/o end. 

DEVINE,!. Government Accountability Project. DSB 400. 84/07/19. 

MESSENGER, G. Office of Inspector )5< Auditor. 2pp. 25694:299. 24X 

Fiche: 50-275. 84/07/19, 8407200259. 


8407240227 Forwards S Naymark 840719 response to Commission 840713 Itr. 
Meeting scheduled for 840724 canceled. Comments requested by 
840727. Served on 840729, 

CHILK, S.J. Office of the Secretary of the Commission. DSB 476. 
84/07/20. CRANE, P. A. Pacific Gas it Electric Co. REYNOLDS# J. R. 
Center for Law in the Public Interest. KAUFMAN. P. H. California, 
State of. Ip. 25722:203. 24X Fi ch e : 50-275, 84/07/20. 8407240227. 


— 8407240233 Responds to 840713 Itr re meeting to discuss NSC audit rept. 
Reconsideration of appearance requested. Served on 840723.. 

NAYMARK, 8, Quadrex Corp, 84/07/19. PALLADINO, N. J. 

Commissioners. 2pp. 25722:206. 24X Fiche: 50-275, 84/07/20, 

8407240227. 
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8407240306 Clarifies & suppls S40716 petition by requesting public 
participation in 840726 plant tour» NRC public rept on 
postponement of util compliance & Naemark comments on NSC 
aud it. 

DEVINEi T. Government Accountability Project. DEVINE- T. San Luis 

Obispo Mothers for Peace. DSB 446. 84/07/23. PALLADINO- N. J. , 

ROBERTS# T. 1 ASSELSTINE# J. Commissioners. 2pp. 25714-246. 24X 

Fiche: 50-275. 84/07/23. 8407240306. 


— 8407300426 Ansuer opposing Joint Interveners 840717 petition for review 
of ALAS-775. Intervenors failed to meet burden imposed & 
failed to respond to addl opportunity afforded by Board to 
demonstrate safety significance. 

NORTON, B. Pacific Gas & Electric Co. NORTON. B. Norton, Burke, 

Berry 8-. French. 84/07/27. Commissioners. 10pp. 25812:171. 

24X Fiche; 50-275, 84/07/27# 8407300417. 


8407270072 Order directing Joint Intervenors to serve upon applicant & 
staff expurgated affidavits filed w/ASLAB (Exhibits 3# 4# 7 & 

10) by 840731. Failure to comply w/order will result in 
sanctions. Served on 840726. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 557. 
84/07/25. Joint Intervenors - Diablo Canyon. 3pp. 25790:075. 

24X Fiche: 50-275. 84/07/25,8407270072. 


8407270107 Withdraws allegations against NRC staff as summarized in 
rept of interview w/Ofc of Inspector & Auditor atty R Smith, 
Methodology for investiation obviously designed to 
predetermine results. 

DEVINE# T. Government Accountability Project. DEVINE# T. San Luis 
Obispo Mothers for Peace. DSB 561. 84/07/25. PALLADINQ# N. J. , 

ROBERTS, T. # ASSELSTINE, J. Commissioners. 2pp. 25786-255 24X 

Fiche; 50-275# 84/07/25# 8407270107. 


8407300038 Forwards application for stay of hearing re OL issuance. 
Limited stay of 1 wk requested if Commission denies 
application. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS# J. R. 
Joint Intervenors - Diablo Canyon. DSB 572. 84/07/25. 

PALLADINO. N. . ASSELSTINE, J. , BERNTHAL, F. Commissioners. Ip 
25806:050. 24X Fiche: 50-275# 84/07/25, 8407300038. 


— 8407300429 Answer in opposition to Joint Intervenors 840716 motion to 
reopen record on seismic issues, Intervenors failed to bring 
forth new evidence. 

NORTON, B. Pacific Gas Electric Co. NORTON# B. Norton# Burke# 
Berry V. French. 84/07/27. Atomic Safety and Licensing Appeal 
Panel. 13pp, 25812:181. 24X Fiche: 50-275# 84/07/27, 8407300417. 


■8407300433 Affidavit of DH Hamilton re location S’ subsurface geometry 
of Hosgri Fault & tectonic deformation in region of fault. 

HAMILTON, D. H. Pacific Gas S Electric Co. HAMILTON, D. H. Earth 
Sciences Associates. 84/07/27. 15pp. 25812; 194. 24X 

Fiche: 50-275# 84/07/27# 8407300417. 


■8407300437 Affidavit of SW Smith re regional seismicity Ze Morgan Hill 
earthquake. 

SMITH, S.W. Pacific Oas «( Electric Co. SMITH# S. W. Washington# 
Univ. of# Seattle# WA. 84/07/26. 8pp. 25812:208. 24X 

Fiche: 50-275, 84/07/27# 8407300417. 


--8407300440 Affidavit of WH White re Hosgri Fault design bases. 
Certificate of Sve end. 

WHITE# W.H. Pacific Gas & Electric Co. 84/07/27. 5pp. 25812:216, 
24X Fiche: 50-275# 84/07/27, 8407300417. 


-8407300043 Forwards application for stay. Dec is i on requested by 840727. 
Limited stay of 1 wk requested if ASLAB denies application. 

REYNOLDS, J. R. Center for Law in the Public Interest. 84/07/25. 
MOORE, T.S.# JOHNSON# W. R. , BUCK# J. H. Atomic Safety and Licensing 
Appeal Panel. Ip. 25806:051. 24X Fiche: 50-275# 84/07/25. 

8407300038. 


— 8407300051 Application for stay of ASLB 820831 initial decision re 
OL issuance. Administrative & judicial review of all issues 
necessary prior to final OL decision. 

REYNOLDS# J. R. Joint Intervenors - Diablo Canyon. REYNOLDS# J. R. 
Center for Law in the Public Interest. 84/07/25. Atomic Safety 
and Licensing Appeal Panel. 10pp. 25806:052. 24X 

Fiche; 50-275# 84/07/25# 8407300038. 


— 8407300053 Affidavit of DO Br i denbaugh# res tating 810811 affidavit 
re potential hazards of built-up fission products release. 
Certificate of Sve end. 

BRIDENBAUGH# D. MHB Technical Associates. 84/07/24 5pp 
25806 : 062. 24X Fiche: 50-275# 84/07/25, 8407300038. 


8407300425 Application for stay of ASLB 820831 initial decision 
authorizing issuance of 1 icense. Certificate of Sve end. 

REYNOLDS# J. R. Joint Intervenors - Diablo Canyon. REYNOLDS# J. R. 
Center for Law in the Public Interest. DSB 589. 84/07/25. Atomic 

Safety and Licensing Board Panel. 13pp. 25812:225. 24X 

Fiche-: 50-275# 84/07/25, 8407300425. 


8407300009 Comments on S Naymark of Quadrex Corp response to Palladino 
040713 questions re 1977 audit by NSC of Pullman Power 
Products Co work# per 840720 Itr. 

CRANE# P. A. Pacific Gas Zn Electric Co. DSB 577. 84/07/26, 

CHILK# S. J. Office of the Secretary of the Commission. Ip, 
25806:079. 24X Fiche: 50-271, 84/07/26# 8407300009. 


8407300465 Order extending time until 840803 for Commission to act to 
review ALA3-763. Served on 840727. 

CHILK, S.J, Office of the Secretary of the Commission, DSB 582. 
84/07/27. Commissioners. Ip, 25812:272. 24X 

Fiche: 50-275. 84/07/27, 8407300465. 


8407300470 Order extending time until 840803 for Commission to act to 
review Director's Decision DD-84-8. 

HOYLE, J.C. Office of the Secretary of the Commission. DSB 581. 
84/07/27. Commissioners. Ip. 25812:273. 24X 

Fiche: 50-275# 84/07/27# 8407300470. 


8407300478 Submits petition to defer any further licensing decisions 
until effects neutralized from onsite harassment !< 
retaliation that have intensified since 840413 low power 
testing decision. 

DEVINE, T. Government Accountability Project. DSB 594 84/07/27. 

PALLADINO, N. J. , ROBERTS, T. # ASSELSTINE, J. Commis sioners. 4pp. 
25812:295. 24X Fiche : 50-275# 84/07/27, 8407300478. 


8407310254 Order referring Joint Intervener request for stay of ASLB 
authorization of full power operation to Commission. Ltr 
request re time to decide stay den ied. Served on 840730. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 645. 
84/07/27. Joint Intervenors - Diablo Canyon. 2pp 25832: 177. 
24X Fiche; 50-275,84/07/27,8407310254. 


8407300441 Forwards Attachment 1 to T O'Neill 840727 peti ti on, omitted 
from original submittal due to administrative error. 

Affidavits in support of petition will be executed on 
840730. 

DEVINE, T. Government Accountability Project. DSB 615. 84/07/29. 

palladino, N. J. , ROBERTS, T. , ASSELSTINE# J. Commi ssioner s. 7pp. 
25812:255, 24X Fi ch e; 50-275# 84/07/29, 8407300441 . 


8407310350 Comments on S Naymark Jul 1984 answers to Commission 
questions re Nuclear Sve Corp 1977 audit of facility work of 
Pullman Power Co. Commission should not settle for less than 
full resolution of safety issues. 

STRUMWASSER, M. California# State of. DSB 629. 84/07/26. 

PALLADINO, N. Commissioners. Ip. 25830:134. 24X 

Fiche: 50-275# 84/07/26# 8407310350. 


8407300417 Answer opposing Joint Intervenors 840717 petition for review 
of ALAB-776. Intervenors failed to establish important 
question a,f fact, law or policy. 

LOCKE# R. F. Pacific Gas Zt Electric Co. DSB 596. 84/07/27. 

Commissioners. 8pp. 25812:156. 24X Fiche; 50-275# 84/07/27# 

8407300417. 


H. General correspondence 


8407240294 Deletes senior operations supervisor from reporting chain# 
per util 840111 & 0606 submittals. Ac k of ltr receipt 
requested. 

SCHUYLER# J. 0. Pacific Oas Electric Co. 84/07/19. KNIGHTON# G. W. 
Licensing Branch 3. Ip. 25719:101. 24X Fi che: 50-275, 84/07/19# 

8407240294. 


8407250315 Informs of creation of senior operations supervisor 
position. Proprietary info re newly selected candidate 
withheld per Privacy Act. 

SCHUYLER# J. 0, Pacific Oas Electric Co. 84/07/20. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 25736: 350. 24X Fic he; 50-275# 84/07/20# 

8407250315. 


“8407300422 Answer in opposition to Joint Intervenors 840725 application 
-for stay of anticipated Commission decision authorizing 
''"■■'““c# of full power license. 

#B. Pacific Gas «< Electric Co. NORTON# B. Norton# Burke# 

*! French. 84/07/27. Commissioners. 7pp. 25812- 164 
50-275, 84/07/27,8407300417. 


24X 


P. Operating license stage documents & correspondence 


8407120151 FQIA request for V Gilinsky 830908 8< 28 Itrs to ACRS re tau 
effect at Diablo Canyon to be placed in PDR. 

PEDRO# J. NUS Corp. 84/04/04. Division of Rules and Records. Ip. 

25557:011. 24X Fiche: 50-275# 84/04/04, 8407120151. 



DOCKETED ITEMS 


8407120156 Responds to FOIA request for V Gilinsky 830908 28 Itrs to 

ACRS re tau effect be placed in PDR. Forwards documents. 

Documents also available in PDR. 

FELTON/ J.n. Division of Rules and Records. 84/05/18. PEDRO/ J. NUS 
Corp. Ip. 25557:012. 24X Fich e : 50-275. 84/05/ 18, 84071 201 56. 


— 8407120162 Requests comments re appropriateness of use of tau effect at 
Diablo Canyon. Comments requested before Commission meeting 
to vote on lifting suspension of low power license. 

GILINSKY, V. Commissioners. 83/09/08. RAY, J. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip, 25557:013. 24X 

Fiche: 50-275, 84/05/18. 84071201 56, 


--8407120169 Clarifies 830908 request re appropriateness of use of tau 
effect at Diablo Cany on. Commit tee should evaluate 
application of tau effect to reduce response spectrum for 
earthquakes used in facility analysis. 

GILINSKY,V. Commissioners. 83/09/28. RAY, J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip, 25557:014. 24X 

Fiche: 50-275, 84/05/18, 8407120156. 


8407060356 Forwards in camera transcript of 840522 meeting w/individual 
requesting c onf id ent ial i t y . I dent if icat ion of portions that 
would reveal identity of individual requested . W/o stated 
enc Is. 

EISENHUT, D. G, Division of Licensing. 84/06/19. DEVINE, T. 

Government Accountability Project. 3pp. 25434:151. 24X 

Fiche: 50-275, 84/06/19, 8407060356. 


8407090048 Forwards notice of consideration of issuance of amend to 
License DPR-76 Hi proposed NSHC determination opportunity 
for hearing re 821217,830111,0606 8( 08 applications on 
frequency of auditing emergency & security plans. 

SCHIERLING, H. Licensing Branch 3. 84/06/20. SCHUYLER, V. Q. Pacific 

Gas & Electric Co. 4pp. 25513:290. 24X Fiche : 50--275. 84/06/20, 

8407090048. 


— 8407090050 Notice of consideration of issuance of amend to License 
DPR-76 Zi>. proposed NSHC determination opportunity for 
hearing re 821217,830111,0606 08 applications concerning 

frequency of auditing emergency security plans. 

KNIGHTON. G. Licensing Branch 3. 84/06/20. 14pp, 25513:294. 24X 

Fiche: 50-275, 84/06/20, 8407090048. 


8407090076 Forwards notice of consideration of issuance of amend to 
License DPR-76 & proposed . NSHC determination & opportunity 
for hearing on util 840330 request re mechanical it hydraulic 
snubbers. 

SCHIERLING, H. Licensing Branch 3. 84/06/20. SCHUYLER, J. 0. Pacific 

Gas & Electric Co. 5pp. 25513:256, 24X Fich e: 50-275, 84/06/20. 

8407090076. 


— 8407090081 Notice of consideration of issuance of amend to License 
DPR-76 i>. proposed NSHC determination ii opportunity for 
hearing on util 840330 request re mechanical 8< hydraulic 
snubbers, 

KNIGHTON, G. W. Licensing Branch 3. 84/06/20. 6pp. 25513:261. 

24X Fiche: 50-275, 84/06/20. 8407090076, 


8407090151 Forwards request for addl info re evaluation of response to 
840418 order modifying license concerning seven technical 
license conditions on piping 8< supports. Response requested 
by 840625. Meet ing scheduled for 840629 in Wash ington, DC. 

EISENHUT, D, G. Division of Licensing. 84/06/20. SCHUYLER , J. 0. 
Pacific Gas Electric Co. 2pp. 25513:246, 24X 

Fiche: 50-275, 84/06/20, 8407090151. 


8407060366 Advises that operation maint of plant will not affect 
cultural resources (SLO-2) listed in or eligible for 
inclusion in Natl Register of Historic Places. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/25. SCHUYLER, U. 0. Pacific 

Gas 8< Electric Co. 4pp. 25432:358 24X Fi ch e : 50-275, 84/06/25, 

8407060366, 


8407050122 Forwards responses to allegations contained in affidavits 
attached to Joint Intervenor 840611 reply to answers to 
Joint Intervenor motions to reopen design ^ const QA issues. 
SCHUYLER, J. 0. Pacific Gas «/. Electric Co. 84/06/26, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 172pp, 25287: 149. 

24X Fiche: 50-275, 84/06/26, 8407050122. 


8407060350 Notification of 840629 meeting w/util in Bethesda, MD to 
discuss submittal on piping & supports. 

SCHIERLING, H. Licensing Branch 3. 84/06/26. KNIGHTON, G. Licensing 

Branch 3. 2pp. 25434:164, 24X Fiche: 50-275, 84/06/26, 8407060350. 


8407020296 Forwards Rev 0 to STP I-16F, "Surveillance Test Procedure, 
Actuation Test of Reactor Trip Breakers. . . " St Rev 2 to 
STP I-33B, "Surveillance Test Proc ed ure, Reactor Trip & 

ESF. . . , per Generic Ltr 83-28, Fun c t ional testing complete. 
SCHUYLER, J. Q, Pacific Oas Jit Electric Co. 84/06/27. KNIGHTON. 0. W. 
Licensing Branch 3. 2pp. 25216:001. 24X Fi ch e; 50-275, 84/06/27. 

8407020296. 


— 8407020305 Rev 0 to Procedure STP I-16F, "Surveillance Test Procedure 
Actuation Test of Reactor Trip Breakers Including Auto Shunt 
Trip. " 

* Pacific Gas U Electric Co. 84/06/12. 10pp. 25216:003. 24X 

Fiche: 50-275, 84/06/27, 8407020296. 


— 8407020312 Rev 2 to Procedure STP I-33B, "Surveillance Test Procedure 
Reactor Trip U ESF Logic Response Time. " 

* Pacific Gas 8t Electric Co. 84/06/06. 87pp. 25216:0 1 3. 24X 

Fiche: 50-275, 84/06/27, 8407020296, 


8407020456 Forwards 48 h endurance test rept, "Turbine CSteam) Driven 
Auxiliary Feedwater Sy s Pump Test Rept, " per NUREG-0737 
Section II. E. 1.1 requirement & SSER 14. Ack of receipt 
requested. 

SCHUYLER, J. □. Pacific Oas ?t Electric Co. 84/06/27. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 25217:065. 24X Fiche: 50-275, 84/ 06/27, 

8407020456. 


— 8407020459 "Turbine (Steam) Driven Auxiliary Feedwater Sys Pump 
Test Rept. " 

* Pacific Oas & Electric Co. 84/06/27. 3Spp, 25217:066. 24X 

Fiche: 50-275,84/06/27, 8407020456. 


8407030313 Forwards info re Generic Ltr 83-28, "Required Actions Based 
on Generic Implications of Salem ATWS Events, " Action Item 
1.2, "Post-Trip Review - Data & Info Capability," per 831107 
submittal. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/06/27. EISENHUT, D. G. 
Division of Licensing. 22pp. 25271:085. 24X Fiche: 50-275. 84/06/27, 

8407030313. 


8407230085 Forwards set of draft page changes for full power Tech 
Specs, per util request. Items 19-24 revised by NRC to provide 
consistency w/FSAR. Comments it concurrence on revised pages 
requested. 

KNIGHTON, G. W. Licensing Branch 3. 34/06/27. SCHUYLER, J. O. Pacific 

Gas it Electric Co. 7pp. 25727:276. 24X Fiche; 50-275, 84/06/27, 

8407230085. 


8407020065 Board Notification 84-123: forwards info re Westinghouse 
reactor coolant pump (RCP ) seals. El ec tr icite DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp Zt leakage flow rate in pumps w/o seal cooling. 
EISENHUT, D. G. Division of Licensing. 84/06/29. PALLADINO, 
GILINSKY, ROBERTS Commissioners. 7pp. 25465:299. 24X 

Fiche; 50-000, 84/06/29, 8407020065. 


8407030241 Forwards response to request for addl info re piping & 
supports. Discussion of program review of pipe supports for 
effects of seismically induced self-weight excitation 
provided. Ack of receipt requested. 

SCHUYLER, J. 0. Pacific Oas it Electric Co. 84/06/29. EISENHUT, D. 0. 
Division of Licensing. 2pp. 25239:359. 24X Fi che: 50-275, 84/06/29, 

8407030241, 


8407090259 Forwards responses to Govt Accountability Project 
allegations contained in 840323,0412,0503 it 31 Itrs. 

Affidavits it resumes of response verifiers end. 

SCHUYLER, J. 0. Pacific Oas i. Electric Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 292pp. 25449:244. 

24X Fiche: 50-275, 84/06/29,8407090259. 


8407230305 Forwards SEK re review of Westinghouse Topical Rept WCAP 
10019, "Summary Rept on Reactor Vessel Integrity for 
Westinghouse Operating Plants. " Vessel integrity maintained 
per NUREG-0737, Item II.K. 2. 13. 

KNIGHTON, G. W. Licensing Branch 3, 84/06/29. SCHUYLER, J. 0. Pacific 

Oas it Electric Co. 3pp. 25726:212. 24X Fiche: 50-275, 84/06/29, 

8407230305. 


— 8407230313 Safety evaluation re NUREG-0737, Item Il.K. 2. 13, "Thermal- 
Mechanical Rept-Effect of High Pressure Injection on Vessel 
Integrity for Small Break LOCA W/o Auxiliary Feedwater for 
All Operating PWR Plants. " 

* Office of Nuclear Reactor Regulation, Director. 84/06/29. 

11pp. 25726:215. 24X Fiche: 50-275, 84/06/29, 8407230305. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs it holders of CPs re proposed staff 
actions to improve 5e maintain diesel generator reliability, 

Svc list end, 

EISENHUT, D. G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348, 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


S407100523 Provides list of tests conducted in special low power test 
program to satisfy License Condition 2. C, 8f. Participation 
it observation of low power tests by shift crews also 
satisfies requirements of NUREG-0737, Item I.Q. 1. 

SCHUYLER, J. 0. Pacific Oas 8,. Electric Co. 84/07/02. EISENHUT, D. G. 
Division of Licensing. 2pp. 25465:331. 24X Fiche : 50-275, 84/07/02, 

8407100523. 
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8407100301 Forwards revs to final rept re reviews of piping pipe 
supports per License Condition 2.C.C11). 

SCHUYLER. J. □. Pacific Gas St Electric Co. 84/07/03. EISENHUT. D. G. 
Division of Licensing. 107pp. 25463:001. 24X Fiche: 50— 275. 

84/07/03, 8407100301. 


8407100448 Forwards affidavits for responses to Govt Accountability ■ 
Project allegations addressed in util 840430,0517 29 Itrs. 

SCHUYLER. J. 0. Pacific Gas Electric Co. 84/07/03. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. 110pp. 25459:098. 

24X Fiche: 50-275, 84/07/03, 8407100448. 


8407110414 Responds to NRC request for addl info re small bore piping. 
Piping analyses results provide high level of confidence 
that subj 15,000 ft of piping meets licensing criteria. 

Listing of lines contained in piping end. 

SCHUYLER, J. 0, Pacific Gas St Electric Co. 84/07/03, DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 9pp. 25523:132. 

24X Fic he: 50-275, 84/07/03, 8407110414. 


8407060097 Generic Ltr 84-18 to all nonpoiuer reactor licensees re 
filing of applications for licenses Z>. amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 840706 0097. 


8407100425 Forwards affidavit of RK Rhodes responding to Govt 
Accountability Project allegations addressed in util 
S40430, 0517 8t 0529 Itrs.Ack of matl receipt requested. 

SCHUYLER, J. 0, Pacific Gas Electric Co. B4/07/06. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25464:290. 
24X Fiche: 50-275, 84/07/06, 8407100425, 


8407100527 Forwards revised Page 7-15 to Section 7 of final rept re 
reviews of piping & pipe supports, per License Condition 
2, C, (11 3, Item 7 «« util 840601,07,08, 11 0703 submittals. 

SCHUYLER, J, 0. Pacific Gas Electric Co. 84/07/06. EISENHUT, D. G. 
Division of Licensing. 3pp. 25509:290, 24X Fi che: 50-275, 84/07/06, 

8407100527. 


8407130299 Forwards supplemental responses to issues raised in 
H Hudson 840605 affidavit. 

SCHUYLER, J. 0. Pacific Gas S'. Electric Co. 84/07/06, DENTON, H.R. 
Office of Nuclear Reacto- "cgdatirn. Director. 90pp. 25565:166. 

24X Fiche: 50-275, 84/07.- C:. = /■l3:27-.- 


8407250094 Forwards review of B40624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc ies, mismanagement S safety 
problems in nuclear indus tr y , Enc 1 identifies inaccurate S 
incomplete statements. 

EISENHUT, D. G, Division of Licensing, 84/07/10. ZERBE,J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000, 84/07/10, 

8407250094. 


— 9407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enquirer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations, Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094, 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware d ef i c i enci es, mismanagement Zi safety 
prob 1 ems. 

BERNTHAL, F. M. Commissioners, 84/06/26, ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fic he : 50-000, 84/07/10, 

8407250094. 

i 

8407110476 Board Notification 84-128: forward s transcript of 840702 
meeting w/util re further info clarification on piping & 
supports. 

EISENHUT, D. G. Division of Licensing. 84/07/11, PALLA0INO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 25590:100. 24X 

Fiche: 50-275, 84/07/11, 8407110476. 


— 8407160107 Notice of date change from 840629 to 840702 for meeting w/ 
util in BethesdaiMD to discuss submittal on piping if 
supports. 

SCHIERLING, H. Licensing Branch 1. 84/06/26. KNIGHTON, G, 

Licensing Branch 3, 5pp, 25590:212, 24X Fic he: 50-275, 84/07/1 1 , 

8407110476. 


8407110478 Board Notification 84-129: forward s draft rept ^e evaluation 
of info provided actions taken fay util in response to 
seven technical licensing conditions on piping it supports 
contained in 840418 order modifying license. 

EISENHUT, D. G. Division of Licensing. 84/07/11. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp- 25590:006. 24X 

Fiche: 50-275, 84/07/11 , B4071 10478. 


— 8407160191 Forwards draft rept re evaluation of info provided & actions 
taken by util in response to certain licensing conditions on 
piping S; supports. Issues will be addressed in detail at 
840711 S'. 13 meetings, 

VOLLMER,R.H. Division of Engineering. 84/07/06. FRALEY, R. F. 

ACR3 - Advisory Committee on Reactor Safeguards. 92pp. 25590:009. 

24X Fiche: 50-275, 84/07/11, 8407110478. 


8407170107 Requests listed procedures be placed in PDR S'. LPDRs. 
Documents referenced by util in 840509 meeting. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/11. BAILEY, I.K. Record 

Services Branch (Document Control Desk). 3pp. 25633:001. 24X 

Fiche: 50-275, 84/07/1 1, 8407170107, 


— 8407170110 Rev 9 to Design Criteria Memo M-9, "Guidelines for Design 
of Class 1 Pipe Supports, " 

PaQUIZ,A. A Pacific Gas S'. Electric Co. 83/11/15. 84pp, 

25633:004. 24X Fi c h e ; 50-275, 84/07/ 1 1 , 84071 701 07. 


— 8407170111 Rev 1 to Instruction 12, "Pipe Support Design Tolerance 
Clarifications. " 

MOORE, G.H, Pacific Cas S; Electric Co. 83/08/05. 3pp. 25633:085. 
24X Fiche: 50-275, 84/07/11, 8407170107. 


— 8407170115 Rev 3 to Instruction 7, "Processing Diablo Problems." 

MOORE, G.H. Pacific Oas S', Electric Co. 83/10/10. 3pp, 25633:088, 
24X Fiche: 50-275, 84/07/11, 8407170107. 


— 8407170120 Rev 0 to D-444, "Design Question Administration. " 

* Pacific Gas ii Electric Co. 84/06/03. Spp, 25633:091. 24X 

Fiche; 50-275, 84/07/11, 8407170107. 


--8407170123 Suppl 1 to Instruction NPI-6. 1, "Design Questions," 

Pacific Oas S'. Electric Co. 84/08/20. 6pp, 25633:096, 24X 

Fiche: 50-275, 84/07/11, 8407170107, 


--8407170127 Revised ESD 223, "Installation S'. Insp of Pipe Supports," 
GESKE, D, , ZAIDI.S, Pullman, Inc. 84/04/07. 142pp. 25633:102. 

24X Fiche 50-275, 84/07/11, 8407170107. 


— 8407170129 Rev 1 to Project Instruction PI-17, "Document Control 
Operating Instructions. " 

* Pacific Gas i. Electric, Co. 82/09/29. 53pp. 25633:250. 24X 

Fiche: 50-275, 84/07/1 1, 8407170107. 


— 8407170131 Rev 6 to Instruction 1-37, "Instructions for In c orporation 
of Field Correction Transm i t ta 1 , Diab 1 o Canyon Unit 1." 

SULLIVAN, W. T. Pacific Gas S: Electric Co, 83/11/16. 7pp. 
25633:304. 24X Fi c h e ; 50-275, 84/07/ 1 1 , 84071 70107. 


— 8407170135 Rev 1 to Instruction 1-40, "Instructions for Disposition 
of As-Builts Associated W/Design Change Not i c e s , Diab 1 o 
Canyon Unit 1. " 

SULLIVAN, W. T. Pacific Gas S< Electric Co, 83/10/19, 6pp. 
25633:311. 24X Fic h e : 50-275, 84/07/ 1 1 , 8407170107, 


— 8407170139 Rev 2 to Procedure P-16, "Procedure for Preparation Review, 
Approval, Update it Issue of Pipe Support Detail Drawings. " 

* Pacific Gas & Electric Co. 84/03/22. 30pp, 25633:317, 24X 

Fiche: 50-275, 84/07/1 1, 8407170107, 


8407170235 Forwards comparison of Yin 840329 draft inves t i ga t ion/ insp 
rept re effectiveness of QA portion of IDVP &! RF Reedy, Inc 
audit. Audit results do not conflict w/Yin findings, 

TAYLOR, J. M. Director's Office, Office of Inspection and Enforcement, 
84/07/11, VOLLMER,R.H, Division of Engineering, 6pp. 25629:349, 
24X Fiche; 50-275, 84/07/11, 8407170285. 


8407180065 Forwards Rev 3 to "Diablo Canyon Units 1 2 Radiation 

Shielding Review," per NUREG-0737, Item II. B. 2. Rept includes 
radiation levels for equipment inside c onta inment, high 
energy line break analysis i>. vital area access doses. 

SCHUYLER, U. 0, Pacific Oas S'. Electric Co. 84/07/12. KNIGHTON, G. W. 
Licensing Branch 3, 2pp. 25641: 070. 24X Fiche : 50-275, 84/07/12, 

8407180065. 


— 8407180068 Rev 3 to "Diablo Canyon Units 1 & 2 Radiation Shielding 
Review. " 

SHAW, H. C. , LEE, T. P., CONNELL, E.C. Pacific Gas Electric Co. 
84/06/30. 400pp. 25641:072. 24X Fiche: 50-275, 84/07/12, 

8407180065. 


8407230162 Withdraws 840111 Amend Request 04-01 re changes to Tech 
Spec 6, "Administrative Controls," increasing number of 
individuals to plant safety review committee. Uti 1 desires to 
maintain presently used titles of members, 

SCHUYLER, U, 0. Pacific Oas i'. Electric Co. 84/07/18, KNIGHTON, 0. W. 
Licensing Branch 3, Ip, 25704:345. 24X Fiche: 50-275, 34/07/18, 

3407230162, 
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8407250114 Foriuards corrected seismic recordings of 800528 S-. 830502 
earthquakes. Listing of tape inventory, table of sensor 
specs, d iagram of sensor locations description of 
corrections encl. 

SCHUYLER, J. Q. Pacific Gas Electric Co. 84/07/18. EISENHUT. D. 0. 

Division of Licensing. 10pp. 25747; 171. 24X Fich e: 50-275. 84/07/18. 

84072501 14, 


8407270013 Informs that SENTRY post-accident sampling sys CTMI Item 
1 1. B. 3) op erab 1 e, uj/e xc ep t i on of training technicians for 
in-line sampling anal ys i s. Comp leti on of training scheduled 
by 840725. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/07/24. KNIGHTON. G. W. 
Licensing Branch 3. 9pp. 25790:277. 24X Fich e: 50-275. 84/07/24. 

8407270013. 


8407270066 Advises that tuo natural circulation tests performed during 
special low pouer test program repeated on 840724 so several 
licensed operators could observe, per NUREG-0737, Item I.G. 1. 
Requirements of License Condition 2. C, <a)f completed. 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/07/24, EISENHUT. D. G. 
Division of Licensing. Ip, 25790:078. 24X Fi che : 50-275. 84/07/24. 
8407270066. 


8407310346 Advises that training of shift technicians for post-accident 
sampling sys (PASS) in-line sample assessment independent 
verification of Procedures EP RB-15 & EP RB-16 & IPLSS & 

PASS leakage surveillance completed on 840725, 

SCHUYLER, J. 0. Pacific Gas Electric Co. 84/07/26, KNIGHTON. G. W. 
Licensing Branch 3. Ip. 25830:133. 24X Fiche; 50-275, 84/07/26. 

8407310346. 


8407230043 Advises that tuo natural circulation tests will be conducted 
to provide addl opportunity for operators to observe tests, 
per License Condition 2. C. (S)f (NUREG-0737. Sec t i on I.G. 1). 

SCHUYLER. J. 0. Pacific Gas t-. Electric Co. 84/07/18. EISENHUT. D. G. 
Division of Licensing. Ip, 25706:005. 24X Fi c he : 50-275. 84/07/18, 

8407230043. 


Q. Inspection reports, IE Bulletins correspondence 


8407180287 Forwards IE Insp Rept 50-275/84-07 on 840419-0523 0612. No 

noncomp 1 iance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/06/20. SCHUYLER, U. 0. 
Pacific Gas Electric Co. 2pp. 25666:150. 24X 

Fiche: 50-275. 84/06/20, 8407180287, 


—8407180292 IE Insp Rept 50-275/84-07 on 840419-0523 0612. No 

noncompliance noted. Major areas i nsp ecte d : op erat ing crews 
during initial startup Z>. low pouer testing, 

CREWS, J.L., JOHNSON. A. D. . CHAFFEE, A. E. Region 5, Office of 
Director, 84/06/18. 17pp, 25666:152. 24X Fiche: 50-275. 84/06/20. 

8407180287. 


— 8407180297 Forwards observations comments on initial startup h zero 
power reactor physics tests. 

PETERSON. L. R Lawrence Livermore National Laboratory. 84/05/18. 
CREWS, J, Region 5, Office of Director. 6pp. 25666:169, 24X 

Fiche: 50-275, 84/06/20, 8407180287. 


8407180131 Forwards IE Insp Rept 50-275/84-09 on 840423-27 & 0514-25. 
No noncomp 1 iance noted, 

BISHOP, T.W. Region 5, Office of Director. 84/06/22, SCHUYLER, J. 0. 
Pacific Gas Electric Co. Ip. 25667:065 . 24X 

Fiche: 50-275, 84/06/22, 8407180131. 


—8407180133 IE Insp Rept 50-275/84-09 on 840423-27 S,. 0514-25. No 
noncomp I ianc e noted. Major areas insp ected ; se i smic al ly 
induced sys interaction program CSER.Suppl 1 1 . NUREG-0675 ) 
related allegations. 

CROWLEY, T. F. , CANTEK, H, L Region 5, Office of Director. 84/06/20. 
6pp. 25667:066, 24X Fiche: 50-275, 84/06/22, 8407180131. 


8407180325 Forwards IE Special Meeting Repts 50-275/34-17 8« 
50-323/84-07 on 840522. 

BISHOP. T.W. Division of Res ident, Reactor Project 8< Engineering 
Programs. 94/06/22. SCHUYLER. U. Pacific Gas Electric Co. Ip. 
25666:033. 24X Fiche: 50-275. 84/06/22, 8407180325. 


—8407180330 IE Special Meeting Repts 50-275/84-17 & 50-323/84-07 on 
840522. Major areas d i sc u ss ed ; imp lementa t i on status of 
revised QA program described in Chapter 17 of FSAR. 

Performance rept end. 

WAGNER, W.J., KIRSCH,D. F. Region 5, Office of Director. 84/06/20. 
2pp. 25666:034. 24X Fi c h e: 50-275, 84/06/22. 8407180325. 


84062502.14 IE Info Notice 84-51, "Independent Verification.” Svc list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. a4X Fiche : 50-000. 84/06/26, 8406250214. 


8407180273 Forwards IE Insp Rept 50-275/84-10 on 840325-0519 & notice 
of violation. W/o notice of violation. 

BISHOP, T.W. Region 5, Office of Director. 84/06/28. SCHUYLER, J. □. 
Pacific Gas Electric Co. 2pp. 25666:082, 24X 

Fiche: 50-275. 84/06/28. 8407180273. 


— 8407180276 IE Insp Rept 50-275/84-10 on 840325-0519. Noncomp liance 
noted; fai lure to maintain acceptable admini strative controls 
on jumpers It clearances resulting in inoperability of 
automatic liquid effluent radiation control valve. 

MENDONCA, M. M. , PADOVAN, M, L, , ROSS, T. M. Region 5, Office of 
Director, 84/06/27. 20pp, 25666:084. 24X Fi ch e: 50-275, 84/06/28, 

8407180273. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Sc Vendors. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000. 84/06/29. 8406280311. 


8407060120 Ac k receipt of 840530 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-275/84-03 & 
50-323/84-03. 

BISHOP. T.W. Region 5, Office of Director. 84/06/29. SCHUYLER. J, 0. 
Pacific Gas fy. Electric Co. Ip. 25429:095. 24X 

Fiche: 50-275, 84/06/29, 8407060120. 


— 8407060126 Responds to NRC 840430 Itr re violations noted in IE Insp 
Repts 50-275/84-03 Sc 50-323/84-03. Correc tive actions: 
practices improved for access controls for Pullman Power 
Product Class I matls. 

SCHUYLER, J. 0. Pacific Gas S. Electric Co. 84/05/30. MARTIN. J. B. 
Region 5, Office of Director. 8pp. 25429:096. 24X 

Fiche: 50-275, 84/06/29, 8407060120. 


8407090018 Notifies of completion of fixes for saf ety-related masonry 
walls, per IE Bulletin 80-1 1 . Ex isting as-built condition 
would not preclude addl mod. No addl fixes necessary based on 
analysis for line break St jet impingement. 

SCHUYLER, J. 0. Pacific Gas S. Electric Co, 84/07/02. KNIGHTON. 0. W. 
Licensing Branch 3. Ip. 25442:052. 24X Fi che: 50-275, 84/07/02. 

8407090018. 


8407260016 Forwards IE Insp Rept 50-275/84-18 on 840620-22. No 
violations noted. Five issues identified re status of 
post-accident sampling sys. 

WENSLAWSKI. F. A. Region 5, Off ice of Director. 84/07/02. 
SCHUYLER, J. 0. Pacific Gas Sc Electric Co. Ip. 25780:232. 24X 

Fiche: 50-275, 84/07/02, 8407260016. 


--8407260021 IE Insp Rept 50-275/84-18 on 840620-22. No violations or 
deviations noted. Major areas inspected: imp lementation of 
NUREG-0737, Item II. B. 3, "Post-Accident Sampling Sys," 
facility tour. review of plant status Sc planned evolutions. 

GARCIA, E.M., YUHAS, G.P. Region 5, Office of Director. 84/07/02. 
5pp. 25780:233, 24X Fi ch e : 50-275, 84/07/02, 8407260016. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Sc Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division .of Emergency Preparedness Sc Engineering 
Response (Post 330103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic ha : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55., "Seal Table Leaks at PWRs. •' Svc list 
encl. 

JORDAN. E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New 

York. Inc. 236pp. 25865:286. 24X Fic he : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407170353 Forwards IE Insp Repts 50-275/84-11 Sc 50-323/84-11 on 
840514-25 No noncompliance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/07/13. SCHUYLER, J. 0. 
Pacific Gas Sc Electric Co. Ip. 25614:229. 24X 

Fiche: 50-275, 84/07/13. 8407170353, 
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—8407170356 IE Insp Repts 50-275/84-11 1-. 50-323/84-11 on 840514-25, No 
noncompliance noted. Major areas inspected ; items that req.uire 
evaluation prior to plant being allowed to exceed 5X of 
rated power followup on other allegations. 

CANTER, H.L., IVEY, K. D. , MYERS, C. J. Region 5, Office of Director. 
84/07/08. 39pp. 25614:230. 24X Fi c he : 50-275, 84/07/ 13, 8407170353. 


8407170366 Forwards IE Safequards Insp Rept 50-275/84-12 on 840518 
0625-29. No violations noted. Rept withheld (ref 10CFR73. 21 & 
10CFR2 790). 

SCHUSTER. M. D, Region 5, Office of Director, 84/07/13. 

SCHUYLER. J. 0. Pacific Oas fy Electric Co. 2pp. 25618:331. 24X 

■Fiche: 50-275, 84/07/13, 8407170366. 


8407230176 Forwards IE Insp Rept 50-275/84-15 on 840430-0504, No 
violations noted. 

WENSLAWSKI, F, A. Region 5, Office of Director. 84/07/19. 
SCHUYLER, J. a. Pacific Oas «<. Electric Co. 2pp. 25704:273. 24X 

Fiche: 50-275, 84/07/19. 8407230176. 


—8407230177 IE Insp Rept 50-275/84-15 on 840430-0504. No violations or 
deviations noted. Major areas inspected: imp lamentation of 
radiological contr o 1 s. operab i 1 i ty of containment hydrogen 
monitors implementation of NUREG-0737, Item II. B, 3. 

GARCIA, E.M., YUHAS, G. P. Region 5, Office of Director. 84/07/17. 
4pp. 25704:275. 24X Fi c h e : 50-275, 84/07/19, 8407230176. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York. Inc. lOBpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence 


8407020113 Monthly operating rept for May 1984. W/840608 Itr. 

KELLY, W.U., THORNBERRY,R. C. Pacific Gas & Electric Co. 84/05/31, 
5pp. 25219:352. 24X Fiche: 50-275, 84/05/31, 8407020113. 


8407270361 Monthly operating rept for June 1984, W/840706 Itr. 

KELLY. W.J., THORNBERRY. R. C, Pacific Gas & Electric Co. 84/06/30, 
5pp. 25793:343. 24X Fi c h e: 50-275. 84/06/30, 8407270361. 


S. Reportable occurrences, LERs & related correspondence 


8404250241 Discusses operating experience at faci li ties. Experience 
during low power license period typical of other BWRs Ss 
PWRs. Events occurred include inadvertent actuation of ESF it 
equipment malfunction during testing. 

HOLAHAN. G, NRC - No Detailed Affiliation Given. 84/04/12. 

DENTON, H. R. NRC - No Detailed Affiliation Given. 3pp. 25753-091 
24X Fiche: 50-275. 84/04/12, 8404250241. 


8407090213 Responds to 840625 request for addl info re basis for time 
for manual action if suction valves for RHR pumps 
inadvertently closed. RHR pumps will operate 15 minutes w/o 
damage. Justification provided,. 

SCHUYLER, J. O. Pacific Oas &t Electric Co. 84/07/02. KNIGHTON. G. W. 
Licensing Branch 3. 2pp. 25445:156. 24X Fiche; 50-275, 84/07/02. 

8407090213, 


T. Hearing transcripts on non-antitrust matters 


8406290210 Board Notification S’4-122: forwards statement of I Yin 
prepared as testimony for 840614 briefing of Subcommittee on 
Energy & Environ. 

EISENHUT, D. G. Division of Licensing. 84/06/25, PALLADINO, 
GILINSKY, ROBERTS Commissioners. 3pp. 25426:028. 24X 

Fiche; 50-275. 84/06/25. 8406290210. 


— 8407060150 Testimony of IT Yin before Subcommittee on Energy & Environ 
on 840614 re C Stokes allegations on small bore piping 
suspension sys design control. 

YIN, I. T. Division of Emergencu Preparedness St Operational Support. 

50-275, 84/06/25, 8406290210. 


— 8407160107 Notice of date change from 840629 to 840702 for meeting w/ 
util in Bethesda,MD to discuss submittal on piping & 
supports. 

SCHIERLING, H, Licensing Branch 1. 84/06/26. KNIGHTON, G. 

Licensing Branch 3. 5pp. 25590:212. 24X Fi ch e : 50-275, 84/07/1 1 , 

84071 10476. 


8407160155 Transcript of ACRS Subcommittee on Diablo Canyon 840711 
meeting in Wash ington , DC, Pp 1-21 9. Sup p ort ing documentation 
end. 

ACRS - Advisory Co.mmittee on Reactor Safeguards. 84/07/11. 
249pp. 25596:136, 24X F i c h e : 50-275, 84/07/ 1 1 . 8407160 1 55. 


8407300407 Forwards transcript of 840726 meeting between Commissioner 
Asselstine St i Yin re insp of f ac i 1 i ty . Comment s welcomed. 

Served on 840727, 

DAVIS, P. Commissioners. DSB 584. 84/07/27. Office of the 

Executive Legal Director, Ip. 25812:142. 24X Fi c he : 50-275. 

84/07/27, 8407300407. 


— 8407300413 Transcript of 840726 meeting between Commissioner Asselstine 
& I Yin re insp of facility. 

* Commissioners. 84/07/26. 13pp, 25812:143. 24X 

Fiche; 50-275, 84/07/27, 8407300407. 


U. Congress ional /Ex ecutive Correspondence 


8407270401 Responds to 840524 Itr re pending application for full power 
operation resolution of a 1 1 egat i ons . NRC review of issues 
requiring completion before full power will be complete by 
mi d-Ju 1 . A1 1 e ga t i on review will begin after issue review. 

PALLADINO, N. J, Commissioners. 84/06/29. HART, G. Senate. 2pp. 
25799:035. 24X Fi ch e: 50-275, 84/06/29, 8407270401 . 


— 8407270413 Urges Commission to postpone decision re util application 
for full power license until allegations concerning design 
& const QA breakdowns r e so 1 ved . Th or ough investigation of 
allegations requested. 

HART, G. Senate, Environment Public Works. 84/05/24. 

PALLADINO. N. J. Commissioners. 2pp. 23799:056. 24X 

Fiche: 50-275. 84/06/29. 8407270401, 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL applicants. Svc list 
end. 

EISENHUT. D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc, 23pp. 25335:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLsiNSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif i cations Z>. exams. Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-276 GEORGIA TbCH RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8407060001 Ack receipt of 840525 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-276/84-02. 

VERRELLI, D. M. Region 2, Office of Director, 84/06/12. 

KALLFEL2, J. M. Georgia Institute of Technology, Atlanta. GA. Ip. 
25441:123. 24X Fiche ; 50-276. 84/06/12, 840706000 1 . 


— 8407060004 Responds to NRC 840504 ltr re violations noted in IE Insp 
Rept 50-276/84-02. Corrective ac t i ons ; d i smart 1 ing S; disposal 
plan end, emergency procedures appended St emergency drill 
planned for Summer 1984. 

KARAM. R. A. Georgia Institute of Technology, Atlanta, (GA. 

84/05/25. VERRELLI, D, M. Region 2. Office of Director. 3pp. 
25441:124, 24X Fiche ; 50-276. 84/06/12, 8407060001. 
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— 3407060015 IE Insp Rept 50-276/S4— 02 on 840411-12. Noncomp 1 iance noted: 
licensee did not disassemble reactor nor take action to 
begin process of decommissioning neglected to inform 
Commission of change in plans. 

KREH. J. L. . HUFFMAN. 0. N. . CLINE, W.E. Region 2, Office of Director. 
84/04/26. 3pp. 25441:147, 24X F i c h e: 50-276, 84/06 / 1 2. 8407060001. 


Q. Inspection reports, IE Bulletins correspondence 


B407060001 Ack receipt of 840525 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-276/84-02. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/12, 

KALLFELZ. J. M, Georgia Institute of Technology. Atlanta, GA. Ip. 
25441:123, 24X F i c h e : 50-276, 84/06/ 1 2, 840706000 1 . 


— 8407060004 Responds to NRC 840504 Itr re violations noted in IE Insp 
Rept 50-276/84-02. Correct! ve ac t ions : d isman 1 1 ing disposal 
plan enc 1. emergency procedures appended emergency drill 
planned for Summer 1984. 

KARAN, R. A. Georgia Institute of Technology, Atlanta, GA. 

84/05/25. VERRELLI, D. M. Region 2, Office of Director. 3pp. 
25441:124. 24X Fiche : 50-276, 84/06/12, 8407060001. 


—8407060009 Forwards IE Insp Rept 50-276/84-02 on 840411-12 & notice of 
violation. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/04. KARAM,R.A. 

Georgia Institute of Technology, Atlanta, GA, 2pp. 25441:144. 

24X Fiche: 50-276, 84/06/12, 8407060001. 


— 8407060010 Notice of violation from insp on 840411-12, 

# Region 2, Office of Director. 84/05/04, Ip. 25441: 146. 24X 

Fiche: 50-276, 84/06/12, 8407060001, 


—8407060015 IE Insp Rept 50-276/84-02 on 84041 1-12, Noncompl iance noted: 
licensee did not disassemble reactor nor take action to 
begin process of decommissioning neglected to inform 
Commission of change in plans. 

KREH.J, L. , HUFFMAN. G. N. , CLINE, W.E. Region 2 P^^ice of Director. 
84/04/26, 3pp. 25441:147. 24X Fi ch <> LO -27.6 g.--/ 12. 8407060001. 
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F. Security, medical, emergency & fire protection plans 


8407130301 Forwards schedule of State of PA Emergency Mg t Agency 
corrective actions submitted in response to deficiencies 
cited by Region III of FEMA 831116 full-scale exercise of 
TMI offsite radiological emergency preparedness plans. 

MARTIN, T, T. Division of Engineering Zt Technical Programs. 84/06/27. 

DALTROFF, S. L. Philadelphia Electric Co, 2pp, 25560:007, 24X 

Fiche: 50-000, 84/06/27, 8407130301. 


8407130323 Rev 4 to Emergency Plan Implementing Procedure EP-316, 
“Cumulative Population Dose Calculations. *' W/840709 Itr. 

* Philadelphia Electric Co. 84/07/09, MURLEY, T, E, Region 1, 
Office of Director. 194pp, 25568:162. 24X Fiche : 50-277, 84/07/09, 

8407130323. 


8407170564 Responds to 840328,0412,24,0504 & 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N, J. Commissioners. DSB 285. 84/07/13. MARKET, E. U. 

House of Rep. , Interior 3k Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MQU, NRC decision 
to table rev of 10CFR50. 47, Ap p E 35< NUREG-0658 3k status of 
alerJp'Sc notification sys review process. 

JORDAN, E. L. Division of Emergency Preparedness 3k Engineering 
Response (Post 03O1O3>, 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fic he: 50-000, 84/07/13, 8407170564. 


8407230063 Responds to request for addl info re plans for safety 
parameter display sys per Suppl 1 to NUREG-0737. Suggests 
meeting w/NRC to discuss safety parameter display sys. 

Revised parameter list end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/07/17, RI VENBARK, G. W. 
Operating Reactors Branch 4, 7pp. 25705:357. 24X 

Fiche: 50-277, 84/07/17, 8407230063. 


8407300224 Requests approval of West Grove, PA svc bldg as backup 
emergency operations faci li ty. Bldg located approx 24 miles 
from p lant. Reasons for bldg selection & list of available 
equipment end. 

DALTROFF, S. L. Philadelphia Electric Co, 84/07/24. STOLZ, J. 
Operating Reactors Branch 4. 4pp, 25803:171. 24X 

Fiche: 50-277, 84/07/24, 8407300224. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407260173 Rev 2 to updated FSAR for Peach Bottom Atomic Power Station, 
Units 2 Z-. 3, W/four oversize fi gures. Aperture cards 
available in PDR. W/840720 Itr. 

BRADLEY, E.U. Philadelphia Electric Co. 84/01/31, DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. 200pp, 25783:266. 

24X Fiche: 50-277, 84/01/31, 8407260173. 


P. Operating license stage documents Z>. correspondence 


8407060262 Forwards Amends 99 8< 101 to Licenses DPR-44 & DPR-56, 
respectively & safety eva 1 uat i on. Amend s change Tech Specs 
re monitoring of electrical power to reactor protection sys. 
GEARS, 0. E. Operating Reactors Branch 4. 84/06/21. BAUER, E. 0. 

Philadelphia Electric Co, 2pp. 25434:259. 24X 

Fiche: 50-277, 34/06/21, 8407060262. 


— 8407060266 Amends 99 101 to Licenses DPR-44 & DPR-56, respectively, 

changing Tech Specs re monitoring of electrical power to 
reactor protection sys. 

RIVENBARK, 0. W. Operating Reactors Branch 4. 84/06/21. 10pp. 

25434:261, 24X Fiche: 50-277, 84/06/21 , 8407060262. 


— 8407060268 Safety evaluation supporting Amends 99 & 101 to Licenses 
DPR-44 S,. DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/21. 2pp. 
25434:271. 24X Fiche: 50-277, 84/06/21, 8407060262. 


— 8310200445 "Monitoring of Electrical Power to Reactor Protection Sys 
for Peach Bottom Atomic Power Stati on, Uni ts 2 3U 3, " 
technical evaluation rept. 

SELAN, U. C. Lawrence Livermore National Laboratory. FIN A-0250. 
UCID-19720. 83/09/23. NRC - No Detailed Affiliation Given. 

10pp. 25434:273, 24X Fi c h e : 50-277, 84/06/21 , 8407060262. 


8407060138 Requests extension for submittal of responses re compliance 
u/Reg Guide 1.97 until 840928 NUREG-0737, Item 11. K. 3. IB 

until 840914, 

DALTROFF, S. L. Ph i lad e 1 ph ia El ec tr i c Co , 84/06/28. EISENHUT, D, G. 

Division of Licensing. 2pp, 25422:012. 24X Fiche: 50-277, 84/06/28, 

8407060138. 


0407090109 Discusses current status of program to address Items 3.1.2 
it 3.2.2 in Generic Ltr 83-28, "Required Actions Based on 
Generic Implications of Salem ATWS Events." Progress mods 
will be provided by 840831. 

DALTROFF, S, L. Philadelphia Electric Co. 84/06/29. EISENHUT, D. 0. 
Division of Licensing. 25pp. 25443:294. 24X Fiche: 50-277, 84/06/29, 

8407090109. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407120489 Forwards Amends 101 <k 103 to Licenses DPR-44 it DPR-56, 
respectively h safety evaluation. Amends change Tech Specs to 
revise testing requirements for mechanical snubbers. 

GEARS, G.E. Operating Reactors Branch 4, 84/07/02, BAUER, E.O. 

Philadelphia Electric Co. 2pp. 25559:112. 24X 

Fiche- 50-277, 84/07/02, 8407120489, 


— 8407120495 Amends 101 & 103 to Licenses DPR-44 8t DPR-56, respectively, 
changing Tech Specs to revise testing requirements for 
snubbers it permit one-time relief from functional testing of 
mechanical snubbers, 

RIVENBARK, G, W. Operating Reactors Branch 4. 84/07/02. 50pp. 

25559:114. 24X Fiche: 50-277, 84/07/02, 8407120489. 


--8407120500 Safety evaluation supporting Amends 101 it 103 to Licenses 
DPR-44 i, DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02, 4pp. 
25559:164. 24X Fic he : 50-277, 84/07/02, 8407120489. 


8407160018 Forwards Amends 100 it 102 to Licenses DPR-44 it DPR-56, 
respectively <k safety evaluation. Amends change Tech Specs to^ 
add operability «< surveillance requirements tq listed 
NUREG-0737 items, per Generic Ltr 83-02, 

GEARS, G.E, Operating Reactors Branch 4. 84/07/02. BAUER, E.C, 

Philadelphia Electric Co. 6pp. 25624:240. 24X 

Fiche: 50-277, 84/07/02, 8407160018. 


— 8407160033 Amends 100 h 102 to Licenses DPR-44 it DPR-56, respectively, 
changing Tech Specs to add operability surveillance 
requirements to certain NUREG-0737 items, 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/02. 24pp. 

25624:246, 24X Fich e: 50-277, 84/07/02, 8407160018. 
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— 8407160039 Safety evaluation supporting Amends 100 & 102 to Licenses 
DPR-44 DPR-56, respectively. 

* Office of Nuclear Reactor Regulation. Director, 84/07/02. 3pp. 
25624:270. 24X Fiche; 50-277. 84/07/02. 8407160018. 


8407060097 Generic Ltr 84-18 to all nonpouer reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT. D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. I7pp. 25602:012. 24X 

Ficr>e; 50-000.84/07/06, 3407060097. 


8407300010 Forwards safety evaluation Si technical evaluation repfc, based 
on util responses to Generic Ltr 81-04. requesting review of 
ASME Code Class 1 & 2 pressure boundary piping. safe ends & 
fitting matls. Responses unacceptable. 

RIVENBARK, G. Operating Reactors Branch 4, 84/07/18. BAUER. E. G. 

Philadelphia Electric Co. 3pp. 25848:001. 24X 

Fiche; 50-277, 84/07/18, 8407300010. 


— 8407300013 Safety evaluation re IGSCC in RCPB piping sys, based on util 
responses to Generic Ltr 81-04. Responses unacceptab le. 

* Office of Nuclear Reactor Regulation. Director. 84/07/18. 4pp. 
25848:004. 24X Fich e : 50-277, 84/07/18, 8407300010. 


— 8407300018 "Technical Evaluation of Integrity of Peach Bottom. Units 
2 3 Reactor Coolant Boundary Piping Sys. " 

NAGATA.P.K. EG&G, Inc. FIN A-6429. EGG-FM-6247. 83/06/30. 

KOaW.H. Division of Engineering. 41pp. 25848:008, 24X 

Fiche: 50-277, 84/07/18. 8407300010. 


Q. Inspection reports, IE Bulletins St correspondence 


8407130342 Forwards IE Insp Repts 50-277/84-16 & 50-278/84-14 on 
840508 *i notice of violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/15. 

DALTRDFF, S, L. Philadelphia Electric Co. 2pp. 25575:200. 24X 

Fiche: 50-277, 84/06/15,8407130342. 


— 8407130344 Notice of violation from insp on 840508. 

* Region 1. Office of Director. 84/06/15. Ip. 25575:202. 24X 

Fiche; 50-277, 84/06/15, 8407130342. 


— 8407130346 IE Insp Repts 50-277/84-16 & 50-278/84-14 on 840508. 
Vicjlation noted : fai lure to have written procedures for 
operation of whole body counting sys. 

KOTTAN, J. J. , PASCIAK, W. J. Region 1. Office of Director. 84/06/05. 
4pp. 25575:203. 24X Fiche: 50-277. S4/06/1S. 8407130342. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re appl icab i lity of fraudulent 
products received from Ray Miller. Inc at facil ities. Response 
requested within 60 days, 

EBNETER.S. D. Region 1, Office of Director, 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18. 8407050035. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

UORDANi E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che; 50-000, 84/06/26, 8406250214. 


8407030304 Ac k receipt of 840605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/84-08 & 

50-278/84-08. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/26. 

DALTRDFF. S. L. Philadelphia Electric Co. 4pp. 25239:042. 24X 

Fiche: 50-277, 84/06/26. 8407030304. 


— 8407030311 Responds to NRC 840508 ltr re violations noted in IE Insp 
Repts 50-277/84-08 & 50-278/84-08. Corrective actions: 
clerical personnel reinstructed in proper maint of 
controlled procedure books & procedure guide revised, 

DALTRDFF. S. L. Philadelphia Electric Co. 84/06/05. MARTIN. T. T. 
Division of Engineering Zt Technical Programs. 2pp 25239' 044 
24X Fiche: 50-277,84/06/26, 8407030304. 


8407090094 Forwards "Peach Bottom Atomic Power Station, Un its 2 St 3. 
Second Interval Inservice Insp Program." final rept re pump 
St valve ta»sting portion for next 120-month insp interval, per 
ASME Section XI. 1980 Edition. 

DALTROFF, S, L. Philadelphia Electric Co. 84/06/28. STOLZ.U. F. 
Operating Reactors Biranch 4. 2pp. 25445:014. 24X 

Fiche: 50-277, 84/06/28. 8407090094. 


— 84070<90097 “Peach Bottom Atomic Power Stati on, Units 2 S. 3, Second 
Intarval Inservice Insp Program," final rept. 

ANDERSON, A. R. Southwest Research Institute. 84/02/29 150pd 

25445:016. 24X Fich e: 50-277, 84/06/28, 8407090094. 


8407170377 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys." Replacement of nylon 
or Lexan coil spool type HFA relays will be completed within 
2 grs of date of bulletin. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/28. MURLEY, T. E. 
Region 1, Office of Director. 8pp. 25608:008. 24X 

Fiche: 50-277, 84/06/28, 8407170377. 


8406280311 IE Info Notice 84-52, "Inadequate Mat! Procurement Controls 
on Part of Licensees S'. Vendors." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311, 


8407090290 Ac k receipt of 840607 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—277/84—07 & 
50-278/84-07. 

STAROSTECKJ, R. Division of Project 5; Resident Programs. 84/07/02. 
DALTROFF/ S. L. Philadelphia Electric Co. 2pp. 25448:344. 24X 

Fiche: 50-277, 84/07/02, B407090290. 


— 8407090292 Responds to NRC 840507 ltr re violations noted in IE Insp 
Repts 50-277/84-07 50-278/84-07. Correc tive actions; 

procedure re standby gas treatment sys r evi sed , Port ions 
withheld (ref 10CFR2. 790 St 73. 21 > . Af f ida vi t end. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/07. STAROSTECKI, R. 

Region 1, Office of Director. 7pp. 25448:346, 24X 

Fiche: 50-277,84/07/02. 8407090290. 


8407230358 Forwards IE Insp Repts 50-277/84-15 «< 50-278/84-13 on 
840421-0607 Z>. notice of violation. 

STAROSTECKI. R. Division of Project fy. Resident Programs. 84/07/02. 
DALTROFF. S. L. Philadelphia Electric Co. 2pp. 25710:199. 24X 

Fiche: 50-277, 84/07/02, S40723035S. 


— 8407230360 Notice of violation from insp on 840421-0607. 

* Region 1, Office of Director. 84/07/02. Ip, 25710:201. 24X 

Fiche: 50-277. 84/07/02, 8407230358. 


—8407230365 IE Insp Repts 50-277/84-15 50-278/84-13 on 840421-0607, 

Violation noted ; fai lure to post contaminated area, reactor 
bldg crane upper limit switch setpoint unresolved & 
adequacy of response to earthquake felt onsite unresolved. 

BLOUGH, A. R. , WILLIAMS, J, H. , MEYER, G. W. Region 1. Office of 
Director. 84/06/21. 20pp. 25710:202. 24X Fiche: 50-277, 84/07/02, 

8407230358. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «< Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Eng i neer Ing 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuc lear Power Plant 
Design." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co, of New 

York, Inc. i22pp. 25602:032. 24X Fi che: 50-000, 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che; 50-000, 84/07/10. 8407060251. 


8407300382 Forwards IE Insp Repts 50-277/84-17 & 50-278/84-15 on 
840514-18 Zt notice of violation. 

STAROSTECKI, R. Division of Project fy Resident Programs. 84/07/10, 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25814:105. 24X 

Fiche: 50-277,84/07/10, 8407300382. 


— 8407300393 Notice of violation from insp on 840514-18. 

* Region 1, Office of Director. 84/07/10. 2pp. 25814: 107, 24X 

Fiche: 50-277. 84/07/10. 8407300382. 


— 8407300444 IE Insp Repts 50-277/84-17 & 50-278/84-15 on 840514-18. 
Noncompl iance no ted : f a i 1 ur e to review maint admi nistrati ve 
procedures at prescribed periodicity Jk failure to permit 
evaluation of sy s/comp onen ts performance. 

DYER, J. E. , LIMRQTH. D. F. , CALLAN, L. J, Region 1/ Office of Director. 
84/07/05. Spp, 25814:109. 24X F i c he : 50-277. 84/07/ 10. 84073003S2. 
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8407270277 Forujards payment in response to 840618 notice of violation 
proposed imposition of civil penalties in amount of 
$30/ 000. Corr ec t ive ac t i on s : p er so nn e 1 reinstructed on use of 
maint request form. 

KEMPER. J. S. Philadelphia Electric Co. 84/07/18. DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. 9pp. 
25788:305. 24X F i c h e : 50-277 . 84/ 07/ 1 8. 8407270277. 


S407230079 IE Info Notice 84-58. “Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness V. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


8407310128 Ac k receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/84-16 & 

50-278/84-14. 

MARTIN. T.T. Division of Engineering Technical Programs, 84/07/26. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25837:353. 24X 

Fiche: 50-277. 84/07/26. 8407310128. 


— 8407310135 Responds to NRC 840615 Itr re violations noted in IE Insp 
Repts 50-277/84-16 50-278/84-14. Corrective actions: 

procedure for operation of whole body radiation sys 
developed implemented, 

DALTROFF. S, L, Philadelphia Electric Co. 84/07/13. MARTIN. T. T. 
Division of Engineering Technical Programs. 3pp. 25837:355. 

24X Fiche: 50-277. 84/07/26. 8407310128, 


R. Periodic operating reports related correspondence 


8407190247 Monthly operating repts for June 1 904. W/840713 Itr. 

ALDEN. W. M. . ULLRICH. W.T. Philadelphia Electric Co. 84/06/30. 10pp. 

25682:061. 24X Fi ch e : 50-277, 84/06/30. 8407190247. 


S. Reportable occurrences, LER s 8/. related correspondence 


8407030394 Discusses “Fi tne s s- f or-Svc Evaluation of Radiographic 
Indications in Piping Sys at Peach Bottom Atomic Power 
Station..." re fracture analyses of welds w/unacceptab le 
rod i OTf.arvh'; r. ind i cat i ons . p er LER 2-83-24/lT. 

-DGUl.!' h Philadelphia Electric Co. 84/06/22. MURLEY. T. E. Region 
1. Office Of Director. 4pp. 25239:223. 24X Fi ch e: SO-277. 84/06/22. 

8407030394. 


8407120182 Advises that AEQD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors." reviewed. Recommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H, R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Di r ec tor ' s Of f i c e . Ip. 25559:007. 24X 

Fiche: 50-000. 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY. M. Director's Office, 84/06/30. 46pp. 25559:009, 

24X Fiche: 50-000. 84/07/05. 8407120182. 


8407120276 LER 84-010-00: on 840607, throug h-wa 1 1 crack discovered in 
loop A jet pump instrumentation penetration reducer to safe 
end weld. Caused by IGSCC, Frac ture mechanics analysis being 
performed to determine corrective act ions. W/840706 Itr. 

CLARK.R.L. , LOOUE. R. H. Philadelphia Electric Co. 84/07/06. 4pp. 
25550:002. 24X Fiche: 50-277. 84/07/06, 8407120276. 


8407130072 LER 84-011-00: on 840608, ac ety 1 ene leak occurred at point 
where hose crimped into std screw connection in cutting 
torch resulting in combustible gas concentration. New control 
measures written for controlling ac ety 1 ene. W/840709 Itr. 

CLARK, B,L,. LOGUE, R. H. Ph i ladelp h i a El ectr i c Co , B4/07/09. 4pp. 

25563:183. 24X Fiche: 50-277, 84/07/09, 8407130072. 


8407250286 LER 84-013-00: on 840629, d i ese 1 driven fire pump started 
automat ically & flooding occured at Elevation 116 ft of 
turbine bldg. Caused by break in elbow in fire header, Both 
fire pumps removed from svc «< tested, W/840713 Itr. 

CLARK, B.L.. LOGUE, R. H. Philadelphia Electric Co. 84/07/13. 4pp. 
25754:251. 24X Fi ch e : 50-277, 84/07/ 13, 8407250286. 


8407310073 Revised LER 84-008-01: on 840427, standby gas treatment sys 
solenoid valve SV-00009 failed to operate properly, 
preventing fan A inlet 8< outlet dampers from opening. Cause 
of solenoid failure under investigation, W/S40724 Itr. 

CLARK, B.L., LOGUE, R. H. Philadelphia Electric Co. 84/07/24. 5pp. 
25849:206. 24X Fi ch e : 50-277, 84/07/24, 8407310073. 


U. Operator Examinat ions 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants, Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp.- 25535:018 . 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84—17 to all power reactor 1 ic ensees, app 1 i cants 
for OLs, NSSS vendors, reac tor vendors Jl- AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications h. exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 
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F. Security, medical, emergency 8« fire protection plans 


8407130301 Forwards schedule of State of PA Emergency Mgt Agency 
corrective actions submitted in response to deficiencies 
cited by Region III of FEMA 831116 full-scale exercise of 
TMI offsite radiological emergency preparedness plans. 

MARTIN, T. T. Division of Engineering S< Technical Programs. 84/06/27. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp, 25560:007 . 24X 

Fiche: 50-000, 94/06/27, 8407130301. 


8407130323 Rev 4 to Emergency Plan Implementing Procedure EP-316. 
"Cumulative Population Dose Calculations. " W/840709 ltr. 

* Philadelphia Electric Co. 84/07/09. MURLEY, T. E. Region 1, 
Office of Director. 194pp. 25568:162. 24X Fi ch e; 50-277, 84/07/09. 

8407130323. 


8407170564 Responds to 840328,0412,24.0504 St 10 Itrs r© emergency 
p lannin g . Emer gene y planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINQ, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. U. 

House of Rep., Interior St Insular Affairs, 5pp. 25864:145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


--8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Top ics 
discussed Included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50. 47, App E & NUREG-0658 &t status of 
alert St notification sys review process. 

UORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fi ch e : 50-000, 84/07/13, 8407 170564. 


8407230063 Responds to request for addl info re plans for safety 
parameter display sys per Suppl 1 to NUREG-0737, Suggests 
meeting w/NRC to discuss safety parameter display sys. 

Revised parameter list end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/07/17. RIUENBARK. 0. W. 
Operating Reactors Branch 4. 7pp. 25705:357. 24X 

Fiche: 50-277, 84/07/17, B407230063. 


8407300224 Requests approval of West Grove. PA svc bldg as backup 
emergency operations facility. Bldg located approx 24 miles 
from plant. Reasons for bldg selection & list of available 
equipment encl, 

DALTROFF, S. L. Philadelphia Electric Co. 84/07/24. STOLZ , J. 
Operating Reactors Branch 4. 4pp. 25003:171. 24X 

Fiche: 50-277. 84/07/24. 8407300224. 


K. Utility Final Safety Analysis Report (FSAR) amends 

8407260173 Rev 2 to updated FSAR for Peach Bottom Atomic Power Station, 
Units 2 V. 3. W/f our oversize fi gures. Aperture cards 
available in PDR. W/840720 ltr. 

BRADLEY, E.J. Philadelphia Electric Co. 84/01/31, DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 200pp. 25783:266- 

24X Fiche: 50-277. 34/01/31. 8407260173. 


P. Operating license stage documents i!< correspondence 


8407060262 Forwards Amends 99 & 101 to Licenses DPR-44 & DPR-56. 
respectively h. safety evaluation. Amends change Tech Specs 
re monitoring of electrical power to reactor protection syi- 
GEARS, O.E. Operating Reactors Branch 4. 84/06/21. BAUER, E.O. 

Philadelphia Electric Co. 2pp. 25434:259, 24X 

Fiche; 50-277,84/06/21, 8407060262. 


— B407060266 Amends 99 101 to Licenses DPR-44 & DPR-56, respectively . 

changing Tech Specs re monitoring of electrical power to 
reactor protection sys. 

RIVEN0ARK, 0. W. Operating Reactors Branch 4. 84/06/21. lOpp., 

25434:261. 24X Fiche: 50-277. 84/06/21, 8407060262. 
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— 8407060268 Safety evaluation supporting Amends 99 101 to Licenses 

UPR- 4 /I. St DPR-56/ respect ively. 

■* Office of Nuclear Reactor Regulation, Director. 84/'06/21. 2pp. 
23434:271. 24X Fiche; 30-277. 84/06/21, 8407060262. 


— 8310200445 "Monitoring of Electrical Power to Reactor Protection Sys 
for Peach Bottom Atonic Power Station, Uni ts 2 St 3, *' 
technical evaluation rept. 

SELAN, J, C. Lawrence Livermore National Laboratory. FIN A-0250. 
UCID-19720. 83/09/23. NRC - No Detailed Affiliation Given, 

10pp. 25434:273. 24X Fic he; 50-277, 84/06/21 , 8407060262. 


8407090109 Discusses current status of program to address Items 3.1.2 
& 3.2.2 in Generic Ltr 83-28, "Req.uired Actions Based on 
Generic Implications of Salem ATWS Events. " Progress 8 t mods 
will be provided by 340831. 

DALTROFF, S. L, Philadelphia Electric Co. 84/06/29. EISENHUT, D. G. 
Division of Licensing. 23pp. 25443:294. 24X Fich e; 50— 277, 84/06/29, 

8407090109. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of Neui York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407120489 Forwards Amends 101 St 103 to Licenses DPR-44 8 < DPR-56, 
respectively & safety evaluati on. Amends change Tech Specs to 
revise testing requirements for mechanical snubbers, 

GEARS, G.E. Operating Reactors Branch 4. 84/07/02, SAUER, E.G. 

Philadelphia Electric Co. 2pp. 25559; 112. 24X 

Fiche: 50-277,84/07/02, 8407120489. 


— 8407120495 Amends' lOl & 103 to Licenses DPR-44 DPR-56i respectively, 
changing Tech Specs to revise testing requirements for 
snubbers & permit one-time relief from functional testing of 
mechanical snubbers. 

RIUENBARK, 0. W. Operating Reactors Branch 4. 84/07/02. 50pp. 

25559:114. 24X Fi che: 50-277, 84/07/02, 8407120489. 


— 8407120500 Safety evaluation supporting Amends 101 103 to Licenses 

DPR-44 «« DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 4pp. 
25559:164. 24X Fiche; 50-277, 84/07/02, 8407120489. 


8407160018 Forwards Amends 100 & 102 to Licenses DPR-44 8 ( pPR-56, 
respectively S< safety evaluation. Amends change Tech Specs to 
add operability if surveillance requirements to listed 
NUREG-0737 items, per Generic Ltr 83-02. 

GEARS, G.E. Operating Reactors Branch 4. 84/07/02. BAUER. E.G. 

Philadelphia Electric Co. 6 pp. 25624:240. 24X 

Fiche: 50-277.84/07/02. 8407160018. 


— 8407160033 Amends 100 6 102 to Licenses DPR-44 Jt DPR-56, respectively, 
changing Tech Specs to add operability St surveillance 
requirements to certain NUREG-0737 items. 

RIVENBARK, 0. W. Operating Reactors Branch 4. 84/07/02. 24pp. 

25624:246. 24X Fi che; 50-277, 84/07/02, 8407160018. 


— 8407160039 Safety evaluation supporting Amends 100 St 102 to Licenses 
DPR-44 DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 3pp. 
25624: 270. i24X Fiche; 50-277, 84/07/02, 8407160018. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses «< amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-nno, 84/07/06. 8407060097. 


— 8407300018 "Technical Evaluation of Integrity of Peach Bottom, Units 
2 St 3 Reactor Coolant Boundary Piping Sys. " 

NAGATA.P. K. EGStG. Inc. FINA-6429, EGG-FM-6247. 83/06/30. 

KOO, W. H. Division of Engineering. 41pp. 25848:008, 24X 

Fiche: 50-277,84/07/18, 8407300010, 


8407270028 Provides addl info as suppl to 840620 ltr re reactor 
pressure vessel jet pump ins trumenta t i on, No z z 1 e Seals NS-A 
tf NS-B. W/one oversize drawing. Aperture card available in 
PDR. 

DALTROFF, S. L. Philadelphia Electric Co. 84/07/23. EISENHUT, D. G. 
Division of Licensing. 10pp. 25786:119. 24X Fiche: 50-278, 84/07/23, 

8407270028. 


Q. Inspection reports, IE Bulletins 8 < correspondence 


8407130342 Forwards IE Insp Repts 50-277/84-16 St 50-278/84-14 on 
840508 St notice of violation. 

MARTIN, T. T. Division of Engineering S Technical Programs. 84/06/15- 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25575:200. 24X 

Fiche; 50-277, 84/06/15. 8407130342, 


— 8407130344 Notice of violation from insp on 840508. 

* Region 1, Office of Director. 84/06/15. Ip. 25575:202. 24X 

Fiche; 50-277, 84/06/15, 8407130342. 


— 8407130346 IE Insp Repts 50-277/84-16 8 < 50-278/84-14 on 840508. 
Violation noted: fail ure to have written procedures for 
operation of whole body counting sys. 

KOTTAN, J. J. , PASCIAK, W. J. Region 1, Office of Director. 84/06/05. 
4pp. 25575:203. 24X Fic he: 50-277, 84/06/15, 8407130342. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re app 1 icab i l i ty of fraudulent 
products received from Ray Miller, Inc at fac i 1 it ies, Resp onse 
requested within 60 days. 

EBNETER.S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fichfr: 50-000, 84/06/18, 8407050035. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407030304 Ac k receipt of 840605 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/84-08 8 t 
50-278/84-08. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/26. 

DALTROFF, S. L. Philadelphia Electric Co. 4pp. 25239:042. 24X 

Fiche: 50-277, 84/06/26, 8407030304. 


--8407030311 Responds to NRC 840508 ltr re violations noted in IE Insp 
Repts 50-277/84-08 U 50-278/84-08. Correct ive actions: 
clerical personnel reinstructed in proper maint of 
controlled procedure books it procedure guide revised. 

DALTROFF, S. L. Ph i lad e 1 p h i a El ec tr i c Co. 84/06/05. MARTIN, T. T. 
Division of Engineering 8 < Technical Programs. 2pp. 25239:044. 

24X Fiche: 50-277, 84/06/26, 8407030304. 


8407090094 Forwards "Peach Bottom Atomic Power Station, Units 2 8 , 3, 
Second Interval Inservice Insp Program, " final rept re pump 
it valve testing portion for next 120 -month insp interval, per 
ASME Section XI, 1980 Edition. 

DALTROFF, S. L. Philadelphia Electric Co.. 84/06/28. STOLZ,J. F. 
Operating Reactors Branch 4. 2pp. 25445:014. 24X 

Fiche: 50-277, 84/06/28, 8407090094. 


— 8407090097 “Peach Bottom Atomic Power Stati on, Units 2 Z< 3 , Second 
Interval Inservice Insp Program, " final rept. 

ANDERSON, A. R. Southwest Research Institute. 84/02/29. 150pp. 

25445:016. 24X Fiche : 50-277, 84/06/28, 8407090094. 


8407170377 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " Replacement of nylon 
or Lexan coil spool type HFA relays will be completed within 
2 yrs of date of bulletin. 

DALTROFF, S. L. Ph i lad el ph ia El ec tr ic Co. 84/06/28. MURLEY, T. E. 
Region 1, Office of Director. 8 pp. 25608:008. 24X 

Fiche: 50-277, 84/06/28, 8407170377. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406200311. 
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8407090290 Ac k receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277 /S4--07 & 
50-278/84-07. 

STAROSTECKI 1 R. Division of Project %< Resident Programs. 34/07/02. 
DALTROFFi S, L. Philadelphia Electric Co. 2pp. 25448:344. 24X 

Fiche: 50-277, 34/07/02, 8407090290. 


— 8407090292 Responds to NRC 840507 Itr re violations noted in IE Insp 
Repts 50-277/84-07 S« 50-278/84-07. C or rec t i ve actions: 
procedure re standby gas treatment sys revised, Portions 
withheld (ref 10CFR2, 790 8-. 73. 21 ) . Af f idavi t end. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/07. STAROSTECKI. R. 

Region 1, Office of Director. 7pp. 25448:346. 24X 

Fiche: 50-277, 84/07/02, 8407090290. 


8407230358 Forwards IE Insp Repts 50-277/84-15 S' 50-278/84-13 on 
840421-0607 S', notice of violation. 

STAROSTECKI , R. Division of Project Z>. Resident Programs. 84/07/02. 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25710:199. 24X 

Fiche: 50-277, 84/07/02, 8407230358. 


— 8407230365 IE Insp Repts 50-277/84-15 50-278/84-13 on 840421-0607. 

Violation noted : fa i 1 ure to post contaminated area, reactor 
bldg crane upper limit switch setpoint unresolved Z 
adeguacy of response to earthquake felt onsite unresolved. 

BLOUGH, A. R., WILLIAMS, J. H. , MEYER, G.W, Region 1, Office of 
Director, 84/06/21. 20pp. 25710:202. 24X Fic he: 50-277, 84/07/02, 

8407230358. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Z Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X Fi che: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design." Svc list encl, 

JORDAN, E. L. Division of Emergency. Preparedness i< Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84—56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. "■ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/ 10, 8407060251. 


8407300382 Forwards IE Insp Repts 50-277/84-17 & 50-278/84-15 on 
840514-18 it notice of violation. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/07/10. 
DALTROFF, S. L. Ph i lade 1 ph ia El ec tr i c Co. 2pp. 25814:105. 24X 

Fiche: 50-277. 84/07/10. 8407300382. 


— 8407300393 Notice of violation from insp on 840514-18. 

* Region 1, Office of Director. 84/07/10. 2pp. 25814:107. 24X 

Fiche: 50-277,84/07/10,0407300382. 


—8407300444 IE Insp Repts 50-277/84-17 i, 50-278/84-15 on 840514-18, 
Noncompliance noted : fai lure to review maint administrative 
procedures at prescribed periodicity it failure to permit 
evaluation of sys/components performance. 

DYER.J. E, , LIMROTH, D. F. , C ALLAN, L. J. Region 1, Office of Director. 
84/07/05. 8pp. 25814:109. 24X Fi che : 50-277, 84/07/10, 0407300382. 


8407270277 Forwards payment in response to 840618 notice of violation it 
proposed imposition of civil penalties in amount of 
*30, 000. Corrective ac tions : p er sonnel reinstructed on use of 
maint request form. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/18. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 9pp. 

25788: 305. 24X Fiche: 50-277, 84/07/18, 8407270277. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 04/07/25. Consolidated Edison Co. of New 

York, ' Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


8407310128 Ac k receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/84-16 *< 

50-278/84-14. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/07/26. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 25837>353. 24X 

Fiche: 50-277, 84/07/26, 8407310128, 


— 8407310135 Responds to NRC 840615 Itr re violations noted in IE Insp 
Repts 50-277/84-16 it 50-278/84-14. Correct! ve actions: 
procedure for operation of whole body radiation sys 
developed it implemented. 

DALTROFF, S. L. Ph i la de 1 p h i a El ec tr ic Co. 84/07/13. MARTIN, T. T. 

Division of Engineering Zt Technical Programs. 3pp. 25837:355. 

24X Fiche: 50-277, 84/07/26, 8407310128. 


R. Periodic operating reports it related correspondence 


8407190247 Monthly operating repts for June 1984. W/840713 Itr. 

ALDEN.W.M., ULLRICH, W.T. Ph i lad e I p h ia Elec tr i c Co, 84/06/30. 10pp. 

25682:061. 24X Fiche : 50-277, 84/06/30. B407190247. 


S. Reportable occurrences, LERs it related correspondence 


8407030394 Discusses "Fi tness-f or-Svc Evaluation of Radiographic 
Indications in Piping Sys at Peach Bottom Atomic Power 
Station..." re fracture analyses of welds u/unacceptab le 
radiographic ind icat ions, p er LER 2-83-24/lT. 

LOGUE-R.H. Philadelphia Electric Co. 84/06/22. MURLEY, T.E, Region 
1, Office of Director. 4pp. 25239:223. 24X Fiche: 50-277, 84/06/22, 

8407030394. 


8407120165 LER 84-007-00: on 840602, HPCI sys made inoperable for maint 
work w/reactor pressure greater than 105 psig. Caused by 
failure of personnel to realize HPCI inoperability would 
violate Tech Specs. Individual counseled. W/840702 Itr. 

CLARK, B.L., LDGUE.R.H. Philadelphia Electric Co. 84/07/02. 4pp. 
25550:341. 24X Fiche: 50-278. 84/07/02, 8407120165. 


8jD07120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES, C. J. Director 's Of f ice. Ip. 25559:007. 24X 

Fiche: 50-000,84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp, 25559:009. 

24X Fiche: 50-000.84/07/05, 8407120182. 


8407130340 LER 84-008-00: on 840610, three through-wall cracks discovered 
in loop jet pump B instrumentation penetration reducer to 
safe-end weld. Caused by IGSCC. Circumferential indications on 
welds repaired. W/840709 Itr. 

CLARK, B. L. , ULLRICH. W.T. Philadelphia Electric Co. 84/07/09. 4pp. 
25566:039. 24X Fi ch e : 50-278. 84/07/09, 8407130340. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHdr, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, app licants 
for OLs, NSSS vendors, reac tor vendors Z AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp, 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency 8t fire protection plans 


8407030363 Rev 2 to Emergency Plan Implementing Procedure EPIP— 2, 02, 
"Notification of NRC. " W/840620 ltr. 

WILSON, J., STEWART, W.L, Virginia Electric & Power Co. 04/06/20. 
O'REILLY, J, P. Region 2, Office of Director. 5pp. 25272:273. 24X 

Fiche; 50-280, 84/06/20, 8407030363. 


8407060175 Provides response to NRC 840105 ltr. Items 1 «< 2 re procedure 
generation package. Analys is of Westinghouse Owners Group 
generic emergency response guidelines performed per 
NUREO-0737, Item I.C. 1. 

STEWART. W.L. Virginia Electric Power Co, 84/06/29. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. Q. 
Division of Licensing. 5pp. 25426:258. 24X Fiche: 50-000. 04/06/29, 

8407060175. 
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8407300377 Forwards IE Insp Repts 50-280/84-17 P. 50-281/84-18 on 
840506-0602. No violations or deviations noted. 

DAMCE/K.C. Region 2» Office of Director. 84/07/02. STEWARTi W. L. 
Virginia Electric 5: Power Co. 2pp 25815:001. 24X 

Fiche: 50-280, 84/07/02. 8407300377. 


--S407300386 IE Insp Repts 50-280/84-17 S, 50-281/84-18 on 840506-0602. 
No violations noted. Major areas inspected : p 1 ant operations 
operating records, p lant maint survei 1 lance, p lant 
sec ur i t y. f o 1 1 owup of events, open items S; LERs. 

BURKE, D.J., DAVIS, M.U., ELROD, S, Region 2, Office of Director. 
84/06/29. 12pp. 25815:003. 24X Fi c h e : 50-280, 84/07/02. 8407300377. 


8407130086 Forwards proprietary is nonpropr ietary Rev 9 to Emergency 
Plan Implementing Procedure EPIP-3. 01, "Callout of Emergency 
Response Personnel. " Proprietary rev withheld. 

STEWART/W.L. Vi-gir:-? E’.-:t"ic & Power Co. 84/07/06. O'REILLY. J. P. 

Region 2, Off: re : 3 ■.(>■•. Ip- 25589; 347. 24X 

Fiche: 50-280, 84/07/06, 8407130086, 


— 8407130088 Rev 9 to Emergency Plan Implementing Procedure EPIP-3. 01, 
"Callout of Emergency Response Personnel." 

WILSON, J, Virginia Electric & Power Co. 84/06/07. 10pp. 

25589:348. 24X Fiche ; 50-280, 84/07/06, 8407130086. 


8407260191 Revised emergency plan i.'-r ^ e-p-'t i "5 procedures, including 
EPIP-3. 01. "Callout of Emergency :'u‘ p :■■>■< >< "i‘ 's ne ; " EPIP- 
5.01, "Transportation of Contaminated Injured Personnel" 

EPIP-5. 03, "Personnel Accountability." W/B40719 Itr. 

STEWART, W.L. Virginia Electric «< Power Co. 84/07/19, 0 ' REILLY, U. P. 

Region 2, Office of Director. 21pp. 25777:204. 24X 

Fiche; 50-280, 84/07/19, 8407260191. 


8407250238 Forwards Part I, "Safeguards Sys Effectiveness Review Rept" 
Part II, "Vital Area Definition Rept," Comments on areas 
needing, addl consideration requested. Ends withheld 
(ref 10CFR73. 21). 

VARGA, S. A. Operating Reactors Branch 1. 84/07/20. STEWART. W.L. 

Virginia Electric Power Co. 2pp. 25750:127. 24X 

Fiche; 50-280, 84/07/20, 8407250238. 


K. Utility Final Safety Analysis Report (FSAR) Sf amends 


8407060272 Forwards Rev 2 to updated FSAR. Rev 2 pages contain necessary 
changes to bring updated FSAR up to date as of 840101. 

STEWART, W.L. Virginia Electric 8< Power Co. B4/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 25424:288. 

24X Fiche: 50-280, 84/06/29, 8407060272. 


—8407060276 Rev 2 to updated FSAR, 

* Virginia Electric 2< Power Co. 84/06/30. 166pp. 25424:293. 

24X Fiche: 50-280, 84/06/29, 8407060272, 


P, Operating license stage documents 5c correspondence 


8407020134 Forwards evaluation re 840516-17 audit Sc review of 
utilization of Westinghouse computer codes. Util use of ^ 

code methods acceptable on interim basis. 

MILLER, J, R. Operating Reactors Branch 3. 84/06/19. STEWART, W.L. 

Virginia Electric & Power Co. 7pp. 25272:339. 24X 

Fiche: 50-000, 84/06/19, 8407020134. 


8407120440 Requests review of end list of questions in preparation for 
meeting to discuss pump & valve inservice testing program. 

Enel serves as meeting agenda. 

VARGA, S. A. Operating Reactors Branch 1, 34/06/22. STEWART. W. L. 

Virginia Electric 5c Power Co. 10pp. 25555:338, 24X 

Fiche: 50-280, 84/06/22, 8407120440. 


— 8406050014 Requests site visit w/licensee to review 5: prepare pump Sc 
valve inssTvice testing SER. 

BOSNAK, R. J. Mechanical Engineering Branch. 84/05/25. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 25555:348. 24X 

Fiche: 50-280, 84/06/22. 8407120440. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
app 1 icants f or QLs 5c holders of CPs re proposed staff 
actions to'improve 5c maintain diesel generator reliability. 

Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407060097 Generic Ltr 84—18 to all nonpower reactor licensees re 
filing of applications for licenses 5< amends. Sve list end. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407130059 Forwards addl info re TMI Item II. F. 2 concerning inadequate 
core cooling instrumentation implementation status, per 
840503 request. Emergency procedures will be upgraded as part 
of detailed control room design review. 

STEWART, W. L. Virginia Electric 5; Power Co. 84/07/06. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 32pp. 25562:023. 24X Fic h e: 50-000, 84/07/06, 

8407130059. 


8407170305 Forwards response to NRC 840420 request for addl info re use 
of NOMAD code 5< model to perform reload core design & key 
parameter generation. Prop osed changes to Topical Rept 
VEP-NFE-1 end, 

STEWART, W. L. Virginia Electric 5,. Power Co. 84/07/06. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. E ISENHUT, D. G. 
Division of Licensing, 94pp. 25617:001. 24X Fi c h e: 50— 000, 84/07/06, 

8407170305. 


8407190330 Suppls 831104 response to Generic Ltr 83-28, "Required 
Actions Based on Generic Implications of Salem ATWS Events. " 

Life cycle testing S< periodic replacement programs based on 
Westinghouse Owners Group effort expected by Fall 1984. 

STEWART, W. L. Virginia Electric Power Co. 84/07/12, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing 2pp. 25681:291. 24X Fich e: 50-000, 84/07/12, 

8407190330. 


8407230321 Advises that refund of Class I 1 1 1 fees re 830504 
application for Tech Spec changes to incorporate 
radiological effluent Tech Specs per 10CFR50 appropriate. 

MILLER. W. 3 License Fee Management Branch. 84/07/12. STEWART, W.L. 
Virginia Electric Power Co. Ip. 25726:207. 24X 

Fiche: 50-280, 84/07/12, 8407230321. 


8407250336 Forwards response to request for addl info required to 
complete review of util Topical Rept VEP-FRD-41, "VEPCO 
Reactor Sys Transient Analyses Using RETRAN Computer Code. " 

STEWART, W.L. Virginia Electric 5-. Power Co. 84/07/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 130pp, 25738:239. 24X Fi che : 50-000, 

84/07/12, 8407250336. 


8407270077 Advises of status of qua 1 i f i ca ti on program for B5(W 
acoustical monitoring sys for direct indication of 
pressurizer relief & safety valve position, per NUREG-0737, 

Item II. D. 3. Sys review will be completed by end of 1934. 

STEWART, W.L. Virginia Electric 5t Power Co. 84/07/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 2pp. 25790:073. 24X Fich e: 50-280, 84/07/23, 

8407270077. 


Q. Inspection reports, IE Bulletins 5< correspondence 


8407110445 Responds to FOIA request for NRC 831125 ltr to VEPCO re 
SALP board assessment. Document available in PDR. 

FELTON, J. M, Division of Rules and Records. 84/06/01, PEDRO, J. NUS 
, Corp. Ip. 25548:158. 24X Fi ch e : 50-280, 84/06/01, 8407 1 10445. 


8407050402 Forwards IE Insp Repts 50-280/84-16 &! 50-281/84-16 on 
840514-18. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/06. STEWART, W. L. 
Virginia Electric S,. Peue" Co. 2pp, 25416:237. 24X 

Fiche: 50-280, 8^/06/06. 8^07050402. 


-8407050406 IE Insp Repts 50-280/84-16 50-281/84-16 on 840514-18. No 

violations noted. Major areas inspec ted: p lant chemistry. 

ROSS, W. J. , BLAKE, J. J. Region 2, Office of Director. 84/06/04, 
14pp. 25416:239. 24X Fic he : 50-280, 84/06/06, 8407050402. 


8406250214 IE Info Notice 84-51, "Independent Verification." Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407160139 Submits supplemental response to IE Bulletin 79-25 re 
failure of Westinghouse BFD relays in saf ety-re lated 
sys. Affected relays rep laced , inspec ted Z>. tested . Month 1 y 
logic testing .-enti'-uin; 

STEWART, W.L. v;rgir:d E ; r- r ; ( Z>. Power Co. 84/06/28. 0 ' RE ILLY, J. P. 

Region 2, Office of Director. 2pp. 25600:283 . 24X 

Fiche: 50-280, 84/06/28, 8407160139. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche : 50-000, 84/06/29, 840628031 1 . 
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8407300377 Forujards IE Insp Repts 50-280/84—17 St 50-281/84—18 on 
840508-0602. No violations or deviations noted. 

DANCE- H. C. Region 2, Office of Director. 84/07/02. STEWART- W, L. 
Virginia Electric St Pouer Co. 2pp. 25815:001. 24X 

Ficfie; 50-280, 84/07/02, 8407300377. 


— 8407300386 IE Insp Repts 50-280/84-17 St 50-281/84-18 on 840506-0602. 
No violations noted. Major areas insp ect ed : p lant operations 
?{ operating r ec ords, p Ian t maint Zi surve i 1 lance, p lant 
secur i ty , f 0 1 1 ouup of events, open items & LERs. 

BURKE, D. J. I DAVIS, M.J., ELROD, S. Region 2, Office of Director. 
84/06/29. 12pp. 25815:003. 24X Fic he : 50-280, 84/07/02, 8407300377. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X F ic he : 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he : 50-000, 84/07/05, 8407030089. 


B407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche : 50-000. 84/07/06, 84070S0274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc, 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020392 Monthly operating repts for May 1984. W/840614 Itr. 

WILSON, J. , JONES, V., STEWART, W. L. Vi r g inia El ec tr ic Power Co. 
84/05/31, HALLER, N. M. Office of Resource Management, Director. 
43pp. 25214:285. 24X Fiche: 50-280, 84/05/31, 8407020392. 


3407270448 Monthly operating repts for June 1984. W/840712 Itr. 

JONES, V. , STEWART, W. L. Virginia Electric Power Co. 84/06/30. 
HALLER, N. M. NRC - No Detailed Affiliation (Siven. 44pp. 25794:206. 

24X Fiche: 50-280, 84/06/30, 8407270448. 


S. Reportable occurrences, LERs related correspondence 


3407060047 LER 84-015-00: on 840613, control room operator observed loss 
of main feed pump A «< lowering of steam generator water 
levels. Caused by loosening of bearing capscrews. Cap sere w «< 
bolt torq.ue specified in maint procedure. W/840629 Itr. 

WILSON, J. L. Virginia Electric & Power Co. 84/06/29. 5pp. 

25429: 312 24X Fiche: 50-280, 84/06/29, 8407060047. 


8407060114 LER 84-013-00: on 840601, w/RCS solid, at 145 F 325 psig, PORV 
cycled in response to overpressure condition while placing 
charging sys in svc. Caused by personnel error, W/840629 Itr. 

WILSON, J. L. Virginia Electric & Power Co. 84/06/29. 4|pp. 

25428:291, 24X Fiche : 50-280. 84/06/29, 84070601 14. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed . Rec ommends IE revise insp 
requirement to ensure licensee adherence to NRC regulation*. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
84/07/05. HELTEMES, C, J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000. 84/07/05, 840/120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director 's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs &: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor I ic ense es, app 1 i cants 
for OLs, NSSS vendors, reac tor vendors S, AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications 5k. exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


Y. Dry Cask Independent Spent Fuel Storage Instal lations 


8407110176 Forwards response to 831209 request for addl info re dry 
cask ISFSI application. End responds to Questions 1.3.1, 

1. 3. 3, 1. 3. 4, 1, 3. 7 Zi 1. 3. 8. 

STEWART, D. J. Virginia Electric Zt Power Co. 84/06/20. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Safeguards, Director. 39pp. 25538:231, 24X Fiche: 50-280. 84/06/20, 

8407110176, 


8407110512 Forwards response to 830909 request for addl info on NRC 
Questions 1.4. 1,3. 2.1 Zt 3.3.2 re seismo log i ca 1 , geolog ical 
tk structural design bases for dry cask ISFSI. 

STEWART, W. L. Virginia Electric Zt Power Co. 84/06/25. 

CUNNINGHAM, R. E. Office Of Nuclear Material Safety St 

Safeguards, Director. 70pp. 25548:035. 24X Fiche: 50— 280, 84/06/25, 

8407110512. 


8407120401 Summary of 840625 meeting w/util St Surry County Planning 
Commission in Surry, VA re util zoning permit application for 
dry cask ISFSI. 

ROBERTS, J.P. Advanced Fuel St Spent Fuel Licensing Branch. 84/07/03. 

ROUSE, L.C. Advanced Fuel St Spent Fuel Licensing Branch. 2pp, 

25557: 348. 24X Fiche: 50-280, 84/07/03, 8407120401. 


— 8407120403 Requests J Roberts attend Surry County Planning Commission 
840625 public hearing in Surry, VA re util application for 
conditional use permit for dry cask storage. 

JONES, M.E. Surry County, VA. 84/06/05. CUNNINGHAM, R. E. Office 
of Nuclear Material Safety St Safeguards, Director. ROUSE, L.C, 
Advanced Fuel St Spent Fuel Licensing Branch. Spp. 25557:350. 24X 

Fiche: 50-280, 84/07/03, 8407120401. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency St fire protection plans 


8407030363 Rev 2 to Emergency Plan Implementing Procedure EPIP-2. 02, 
"Notification of NRC." W/840620 ltr. 

WILSON, J. , STEWART, W. L, Virginia Electric «t Power Co. 84/06/20. 

0 'REILLY, J. P. Region 2, Office of Director. Spp. 25272:273. 24X 

Fiche; 50-280, 84/06/20, 8407030363. 


8407060175 Provides response to NRC 840105 ltr, Items I St 2 r e procedure 
generation packag e. Anal y s is of Westinghous# Owneri Group 
generic emergency response guidelines performed per 
NUREG-0737, Item I. C. 1. 

STEWART, W. L. Virginia Electric St Power Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. Spp. 25426:258. 24X Fiche: 50-000, 84/06/29, 

8407060175. 


8407300377 Forwards IE Insp Repts 50-280/84-17 St 50-281/84-18 on 
840506-0602. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/02. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25815:001. 24X 

Fiche: 50-280, 84/07/02, 8407300377. 


—8407300386 IE Insp Repts 50-280/84-17 St 50-281/84-18 on 840506-0602. 
No violations noted. Major areas insp ected: p lant operations 
Zt operating records, p lant maint St survei 1 lance, p lant 
8 ec ur i t y , f o 1 1 owup of events, open items St LERs, 

BURKE, D. J. Region 2, Office of Director. 84/06/29. 12pp. 

25815:003. 24X Fiche; 50-280, 84/07/02, 8407300377. 


8407130086 Forwards proprietary St nonproprietary Rev 9 to Emergency 
Plan Implementing Procedure EPIP-3. 01, “Callout of Emergency 
Response Personnel. " Proprietary rev withheld. 

STEWART, W.L. Virginia Electric 8t Power Co. 84/07/06. Q ' REILLY, U. P. 

Region 2, Office of Director. Ip. 25589:347. 24X 

Fiche: 50-280, 84/07/06, 8407130086. 
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— 8407130088 Rev 9 to Emergency Plan Implementing Procedure EPIP-3. 01. 
“Callout of Emergency Response Personnel. “ 

WILSON, J. Virginia Electric Power Co. 84/06/07. 10pp. 

25589:348. 24X Fi che: 50-280, 84/07/06, 8407130086. 


8407260191 Revised emergency plan imo 1 e-nent i ng prorsdures, including 
EPIP-3. 01, “Callout of Emergency Response Personnel." EPIP- 
5,01. "Transpor tation of Contaminated Injured Personnel" 

& EPIP-5. 03. "Personnel Accountability." W/S40719 Itr. 

STEWART, W.L. Virginia Electric Power Co. 84/07/19. 0 'REILLY. J. P. 

Region 2. Office of Director. 21pp. 25777:204. 24X 

Fiche: 50-280, 84/07/19. 8407260191. 


8407250238 Forwards Part I. "Safeguards Sys Effectiveness Review Rept" 
& Part II. "Vital Area Definition Rept. " Comments on areas 
needing addl consideration reciuested. Ends withheld 
(ref 10CFR73. 21). 

VAROA.S. A. Operating Reactors Branch 1. 84/07/20. STEWART. W. L. 

Virginia Electric t. “cjcr Cc Oop. 25750:127. 24X 

F;c.-e-: 5C-Z30. 34/C^/2.1. Z-0Tri2:23G 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8407060272 Forwards Rev 2 to updated FSAR. Rev 2 pages contain necessary 
changes to bring updated FSAR up to date as of 840101, 

STEWART. W.L. Virginia Electric Power Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 25424:288. 

24X Fiche: 50-280. 84/06/29. 8407060272. 


— 8407060276 Rev 2 to updated FSAR. 

* Virginia Electric it Power Co. 84/06/30, 166pp, 25424:293. 

24X Fiche; 50-280. 84/06/29. 8407060272. 


P. Operating license stage documents it correspondence 


8407020134 Forwards evaluation re 840516-17 audit it review of 
utilization of Westinghouse computer codes. Util use of 
code methods acceptable on interim basis. 

MILLER. J.R. Operating Reactors Branch 3. 84/06/19. STEWART. W. L. 

Virginia Electric it Power Co. 7pp. 25272:339. 24X 

Fiche: 50-000. 84/06/19. 8407020134. 


8407120440 Recioests review of encl list of questions in preparation for 
meeting to discuss pump & valve inservice testing program. 

Encl serves as meeting agenda. 

VAROA.S. A. Operating Reactors Branch l, 84/06/22. STEWART. W. L. 
Virginia Electric it Power Co. 10pp. 25555:338. 24X 

Fiche: 50-280, 84 / 06 / 22 , 8407120440. 


--8406050014 Req.uests site visit w/licensee to review prepare pump & 
valve inservice testing SER. 

BOSNAK, R. J. Mechanical Engineering Branch. 84/05/25. VARGA, S. A. 
Operating Reactors Branch 1, Ip, 25555:348. 24X 

Fiche: 50-280, 84/06/22, 8407120440. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G, Division of Licensing. 84/07/02, Consolidated 
Edison Co. of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02, 8407020206. 


8407060097 Generic Ltr B4-1B to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp, 25602:012. 24X 

Fiche: 50-000,84/07/06, 8407060097. 


8407170251 Advises of plans re Cycle 8 reload core. Fuel exam program to 
identify assemblies containing fuel defects p lanned . Resul t s 
of evaluation of alternate loading pattern luill be submitted 
by 841101 &. startup planned by 841214. 

STEWA.RT, W. L. Virginia Electric St Power Co. 84/07/09. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25612:258. 24X 

Fiche: 50-281 , 84/07/09, S407170251. 


8407190330 Suppls 831104 response to Generic Ltr 83-28, "Required 
Actions Based on Generic Implications of Salem ATWS Events." 

Life cycle testing 8t periodic replacement programs based on 
Westinghouse Owners Group effort expected by Fall 1984. 

STEWART, W. L. Virginia Electric 8< Power Co. 84/07/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT. D. G. 
Division of Licensing, 2pp. 25681:291. 24X Fi c he : 50-000. 84/07/12, 

8407190330. 


8407230321 Advises that refund of Class I & 1 1 1 fees re 830504 
application for Tech Spec changes to incorporate 
radiological effluent Tech Specs per 10CFR50 appropriate. 

MILLER. W. O. License Fee Management Branch. 84/07/12. STEWART. W, L. 
Virginia Electric it Power Co. Ip. 25726:207. 24X 

Fiche: 50-280, 84/07/12, 8407230321. 


8407250336 Forwards response to request for addl info required to 
complete review of util Topical Rept VEP-FRD-41. "VEPCO 
Reactor Sys Transient Analyses Using RETRAN Computer Code." 
STEWART, W.L. Virginia Electric i>. Power Co. 84/07/12. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 130pp. 25738:239. 24X Fic he ; 50-000, 

84/07/12, 8407250336. 


8407270077 Advises of status of qual if ication program for B8(W 
acoustical monitoring sys for direct indication of 
pressurizer relief 8.: safety valve position, per NUREG-0737, 

Item II.D. 3. Sys review will be completed by end of 1984. 

STEWART, W. L. Virginia Electric & Power Co. 84/07/23. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. El SENHUT, D. 0. 
Division of Licensing. 2pp. 25790:073. 24X Fiche: 50-280, 84/07/23, 

8407270077. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8407050402 Forwards IE Insp Repts 50-280/84-16 it 50-281/84-16 on 
840514-18. No violations noted. 

DANCE, H. C. Region 2, Office of Director. 84/06/06. STEWART, W. L. 
Virginia Electric it Power Co. 2pp. 25416:237. 24X 

Fiche: 50-280, 84/06/06, 8407050402. 


—8407050406 IE Insp Repts 50-280/84-16 i>. 50-281/84-16 on 840514-18. No 
violations noted. Major areas insp ec ted : p lant chemistry. 

ROSS, W. J. , BLAKE, J. J. Region 2, Office of Director. 84/06/04. 
14pp. 25416:239. 24X Fi c h e ; 50-280, 84/06/06, 8407050402. 


8406250214 IE Info Notice 84-51, "Independent Verification, " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, I54pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214, 


8407160139 Submits supplemental response to IE Bulletin 79-25 re 
failure of Westinghouse BFD relays in safety -re late d 
sys. Affected relays rep laced, inspected 8< tested. Month ly 
logic testing continuing. 

STEWART, W.L. Virginia Electric it Power Co. 84/06/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25600: 283. 24X 

Fiche; 50-280, 84/06/28, 8407160139. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors. " Svc list encl, 

JORDAN, E.L. Division of Emergency Preparedness i. Engineering 
Response (Post 83010.3). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che: 50-000, 84/06/29, 8406280311 . 


8407300377 Forwards IE Insp Repts 50-280/84-17 & 50-281/84-18 on 
840506-0602. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/02. STEWART. W. L. 
Virginia Electric it Power Co, 2pp. 25815:001. 24X 

Fiche: 50-280,84/07/02, 8407300377. 


—8407300386 IE Insp Repts 50-280/84-17 it 50-281/84-18 on 84 0506-0602. 
No violations noted. Major areas insp ected : p lant operations 
i. operating record s, p lant maint it surveillance, plant 
security, followup of events, open items 8 j LERs. 

BURKE. D. J. , DAVIS, K.J., ELROD, S. Region 2, Office of Director. 
84/06/29. 12pp. 25815:003. 24X Fi che: 50-280, 84/07/02, 8407300377. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealan ts. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fi che: 50-000, 84/07/05, 84070300B5. 
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8407030089 IE Info Notice a4-54i "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN) E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York) Inc, 122pp. 25602:032. 24X Fi c he : 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. '• Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X F i c he ; 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X F i c he : 50-000. 84/07/ 10. 8407060251 . 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245, 24X F i c he : 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports S: related correspondence 


8407020392 Monthly operating repts for May 1984. W/840614 Itr. 

WILSON, J. , JONES, V. . STEWART, W. L, Virginia Electric & Power Co, 
04/05/31, HALLER, N.M. Office of Resource Management, Director. 
43pp. 25214:285. 24X Fi c he : 50-280, 84/05/31 . 8407020392. 


8407270448 Monthly operating repts for June 1984. W/840712 Itr. 

JONES, V. , STEWART, W, L. Virginia Electric Power Co, 84/06/30. 
HALLER, N, M. NRC - No Detailed Affiliation Given. 44pp. 25794:206, 

24X Fiche: 5(7-280, 84/06/30. 8407270448. 


S. Reportable occurrences, LERs & related correspondence 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors. " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H, R, Office of Nuclear Reactor Regulation, Director. 
84/07/05, HELTEMES, C. J, Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL~ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000. 84/07/05, 8407120132. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for DLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants . Svc list 
end, 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors. reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications St exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000. 84/07/03, 8407030097. 


Y. Dry Cask Independent Spent Fuel Storage Insta 1 lations 


8407110176 Forwards response to 831209 request for addl info re dry 
cask ISFSI app 1 ication. End responds to Questions 1.3. 1, 

1.3. 3. 1. 3. 4, 1. 3. 7 & 1. 3. 8. 

STEWART. D.J. Virginia Electric «< Power Co. 84/06/20. 

CUNNINGHAM. R. E. Office of Nuclear Material Safety St 

Safeguards, Director. 39pp. 25538:231. 24X Fiche: 50-280 . 84/06/20, 

8407110176. 


8407110512 Forwards response to 830909 request for addl info on NRC 
Questions 1.4, 1.3, 2.1 3.3.2 re seismological, geological 

U structural design bases for dry cask ISFSI. 

STEWART, W.L. Virginia Electric St Power Co. 84/06/25. 

CUNNINGHAM. R. E. Office of Nuclear Material Safety St 

Safeguards. Director, 70pp. 25548:035. 24X Fic he: 50-280, 84/06/25. 

8407110512 , 


8407120401 Summary of 840625 meeting w/util St Surry County Planning 
Commission in Surry, VA re util zoning permit application for 
dry cask ISFSI. 

ROBERTS. J.P. Advanced Fuel St Spent Fuel Licensing Branch. 84/07/03. 

ROUSE. L. C. Advanced Fuel Spent Fuel Licensing Branch. 2pp. 
25557:343. 24X Fic h e ; 50-280, 84/07/03. 8407120401 . 


— 8407120403 Requests J Roberts attend Surry County Planning Commission 
840625 public hearing in Surry, VA re util application for 
conditional use permit for dry cask storage. 

JONES, M.E. Surry County, VA. 84/06/05. CUNNINGHAM, R. E. Office 
of Nuclear Material Safety St Safeguards, Direc tor. ROUSE, L. C. 
Advanced Fuel St Spent Fuel Licensing Branch. Spp, 25557:350. 24X 

Fiche; 50-280, 84/07/03, 8407120401. 
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F. Security, medical, emergency & fire protection plans 


8407130032 Rev 4 to "Prairie Island Nuclear Emergency Plan." W/B4062S 
ltr. 

FEY. F. L. Northern States Power Co. 84/05/31. 200pp. 25560:042. 

24X Fiche: 50-282, 84/05/31,8407130032. 


8407020264 Forwards State of WI schedule of corrective actions re 
deficiencies identified during 840314 offsite radiological 
emergency preparedness ex ere i se. Proposed training session 
scheduled for 840719 will correct deficiencies. 

KRIMM.R.W. Federal Emergency Management Agency. 84/06/27. 

JORDAN, E. L. Division of Emergency Preparedness S>. Engineering 
Response (Post 830103). 6pp. 25215:129. 24X Fiche; 50-282, 84/06/27, 

8407020264. 


8407130178 Revised emergency plan implementing procedures, includ ing 
Rev 28 to F3. "Emergency Plan Implementing Procedures Table 
of Contents" Jk Rev 2 to F3-17, "Core Damage Assessment. " 

W/840706 ltr. 

FEY. F. L. Northern States Power Co. 84/07/06. 39pp. 25563:086. 

24X Fiche: 50-282. 84/07/06,8407130178. 


8407240015 Forwards notice of environ assessment St finding of no 
significant impact re 840123 application for exemption from 
requirements of lOCFRSOiApp R. 

MILLER. J.R. Operating Reactors Branch 3. 84/07/12. MUSOLF.D. M. 

Northern States Power Co, 3pp. 25733:311. 24X 

Fiche: 50-282, 84/07/12, 8407240015. 


— 8407240017 Notice of environ assessment St finding of no significant 
impact re 840123 application for exemption from requirements 
of 10CFR50, App R. 

EISENHUT, D. Q. Division of Licensing. 84/07/12. 3pp. 25733:314. 
24X Fiche: 50-202. 84/07/12. 8407240015. 


8407310427 Forwards "In-Progress Audit of Detailed Control Room Design 
Reviews for Northern States Power Co. Prairie Island & 

Montlcello Nuclear Generating Plants. " Requirements of 
NUREG-0737, Suppl 1 satisfied. 

MILLER. J. R. Operating Reactors Branch 3. 84/07/17. MUSOLF.D. M. 

Northern States Power Co. 3pp. 25863:283. 24X 

Fiche: 50-000, 84/07/17, 8407310427. 


— 8407020560 "In-Progress Audit of Detailed Control Room Design Reviews 
for Northern States Power Co Prairie Island ‘St Monticello 
Nuclear Generating Plants, " 

* Science Applications. Inc. NRC-03-82-096. 84/06/18. NRC - 

No Detailed Affiliation Given, 23pp. 25863:286. 24X 

Fiche: 50-000. 84/07/17. 8407310427. 


8407310397 Forwards State of MN schedule of corrective actions for 
deficiencies identified during 840313 offsite radiolog'ical 
emergency preparedness exerc ise. Schedule adequate. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/25. 
JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). lOpp. 25830:283. 24X Fiche: 50-282. 

84/07/25, 8407310397. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407180142 Forwards Rev 2 to updated FSAR for Prairie Island Generating 
Plant. 

MUSOLF.D. Northern States Power Co. 84/06/29. Office of Nuclear 
Reactor Regulation. Director. 33pp. 25643:303. 24X 

Fiche; 50-282. 84/06/29, 8407180142. 


— 8407180144 Rev 2 to updated FSAR. 

* Northern States Power Co. 83/12/31. 800pp. 25643:336. 24X 

Fiche: 50-282, 84/06/29, 8407180142. 
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P. Operating license stage documents S', correspondence 


8407100280 Forwards tentative schedule of major submitta I s< e xemp tion 
requests S>. Tech Spec changes currently planned. 

MUSOLF/ D. M. Northern States Power Co. 84/06/29. Office of 
Nuclear Reactor Regulation. Director. 2pp. 25463:361. 24X 

Fiche: 50-282. 84/06/29, 8407100280. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu Vork. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of h4eu Vork, Inc. I7pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407160174 Submits plan for reactor vessel water level control board 
d isplay. Disp lay sys will include all std hardware approved 
by NRC. Installation of display units will be completed by 
851231. 

MUSOLF, D. Northern States Power Co, 84/07/06. Office of Nuclear 
Reactor Regulation. Director. Ip. 25592:206. 24X 

Fiche: 50-282,84/07/06, 8407160174. 


8407160235 Forw'ards preliminary design rept for plant-specific scram 
breaker shunt trip mod it response to NRC generic SER 
questions for review it preimplementation approval. 

MUSOLF, D. Northern States Power Co. 84/07/06. Office of Nuclear 
Reactor Regulation. Director. 20pp. 25590:237. 24X 

Fiche: 50-282. 84/07/06. 8407160235. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI, D. C. Operating Reactors Branch 3. 84/07/09. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000,84/07/09, 8407160089. 


8407180211 Forwards Suppl 1 to 840410 application for amend to Licenses 
DPR-42 it DPR-60, changing Tech Specs to delete requirement 
for amir :);i i j. by .1r:c ; nr i c acid it formaldehyde gas detection 
sys in maj" loi't'o'. "oom. per NUREG-0737, Item III.D. 3. 4. 

MUSOLF. D. Northern States Power Co, 84/07/09. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25642:269. 24X 

Fiche: 50-282,84/07/09, 8407180211. 


— 8407180216 Suppl 1 to 940410 application for amend to Licenses DPR-42 & 
DPR-60, chang ing Tech Specs to delete requirement for 
ammonia, hydrocloric acid Sc formaldehyde gas detection sys in 
main control room, per NUREG-0737. I tern III.D. 3. 4, 

MUSOLF, D, Northern States Power Co. 84/07/09. Ip. 25642:271. 

24X Fiche: 50-282, 84/07/09. 8407180211. 


— 8407180219 "Prairie Island Generating Station Toxic Chemical Study. '* 
* Bechtel Corp. 84/06/20. 9pp. 25642:272. 24X 

Fiche: 50-282, 84/07/09. 8407180211. 


8407180230 Forwards application for amend to Licenses DPR-42 & DPR-60, 
revising Tech Specs re steam generator tube operability to 
allow continued operation w/.three defected tubes until next 
refueling outage. Fee end. 

MUSOLF, D. Northern States Power Co. 84/07/09. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25636:225. 24X 

Fiche: 50-282, 84/07/09, 8407180230. 


— 8407200089 Application for amend to Licenses DPR-42 DPR-60, prop os i ng 
Tech Spec changes re peaking factor 1 imi ts , r ep or t ing . 
refueling boron concentration it radioactive source leakage 
tests. 

MUSOLF, D. Northern States Power Co. 84/07/11. 12pp. 25689:285. 

24X Fiche' 50-282,84/07/11, 8407200087. 


— 8407200093 Proposed Tech Specs, chang ing peaking factor limits, 
reporting, ref uel ing boron c oncentra t ion, r a d i oac t i ve source 
leakage tests, senior reactor operator shift requirements it 
deleting snubber table. 

* hJorthern States Power Co. 84/07/11. 55pp. 25689:297. 24X 

Fiche: 50-282, 84/07/11, 8407200087. 


— 8407200094 "Prairie Island Units 1 i. 2 Safety Evaluation W/Increased 
Enthalpy Rise Factor. " 

RAUTMANN,D. , KAPITZ,J. , ANDERSON, R . Northern States Power Co. 

NSPNAD~8406. 84/05/31, 29pp. 25689:352. 24X 

Fiche: 50-282, 84/07/ 1 1 , 8407200087. 


— 8407200097 "Prairie Island Units 1 2 Limiting Break LQCA-ECCS 

Analysis W/Increased Enthalpy Rise Factor. " 

TAHVILI.T., KAYSER, W, V. , CHANDLER, J. C. Exxon Nuc lear Co., Inc. 
(subs, of Exxon Corp,). XN-NF-84-03. 84/02/28. 67pp. 25690:019. 

24X Fiche: 50-282, 84/07/1 1, 8407200087. 


8407240517 Notification of 840724 meeting w/ut i 1 s, Wes ting house. Sand ia 
Exxon in Bethesda.MD to resolve open issues on upper plenum 
injection existing between licensee it NRC re NUREG/CR-3639 
it test data released by Japanese. 

DIIANNI, D.C. Operating Reactors Branch 3. 84/07/17. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25731:355. 24X 

Fiche: 50-000, 84/07/17, 8407240517. 


Q. Inspection reports, IE Bulletins & correspondence 


8407310165 Informs of delay of implementation of revised plant mod sys 
until 840801, per 840203 response re IE Insp Repts 
50-282/83-19 it 50-306/83-20. 

LARSON, C.E, Northern States Power Co. 84/06/15. KEPPLER,J.G. 
Region 3, Office of Director. Ip. 25834:357. 24X 

Fiche- 50-282, 84/06/15, 8407310165. 


8407190089 Forwards IE Insp Repts 50-282/84-06 it 50-306/84-06 on 
840507-11. No violations or deviations identified. 

SHAFER, W. D. Region 3, Office of Director. 84/06/20. LARSON, C. E, 
Northern States Power Co. 2pp. 25687:216. 24X 

Fiche-: 50-282, 84/06/20, 8407190089. 


— 8407190092 IE Insp Repts 50-282/84-06 it 50-306/84-06 on 840507-11, No 
noncompliance or deviations noted. Major areas inspected: 
maint w/emphasis on administrative contrfi 1 s, Limi torque Corp 
valve operators Sk RCPB fasteners. 

JACKIW, I. N. Region 3, Office of Director. 84/06/14. 6pp. 
25687:218. 24X Fiche: 50-282, 84/06/20, 8407190089. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fic he ; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he ; 50-000, 84/06/29, 8406280311 . 


8407180268 Forwards IE Insp Repts 50-282/84-08 it 50-306/84-07 on 
840620-21 fy. notice of violation. 

SPESSARD, R. L. Region 3, Office of Director, 84/06/29, LARSON, C. E. 
Northern States Power Co. 2pp. 25666: 070. 24X 

Fiche: 50-282, 84/06/29, 8407180268. 
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--8407190062 IE Insp Repts 50-282/84-04 50-306/84-03 on 840411-0610. 

Deviations i dent i f i e d ; f a i 1 ure to meet amend commitment re 
RCS vent sys. 

JACKIW, I. N. Region 3, Office of Director. 84/06/25. 9pp. 

25687; 111. 24X Fi ch e: 50-282, 84/06/29, 8407190050. 


8407060230 Confirms 940718 enforceinent conference at util ofc in 
Minneap ol is, rir4 to discuss equipment operability problems as 
result of personnel errors, per 840627 telcon. 

KEPPLER,J. G. Region 3, Office of Director. 84/07/03. MCCARTHY, D. W. 

Northern States Power Co. Ip. 25429:360. 24X 

Fiche: 50-282, 84/07/03, 8407060230. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerobic Adhe s i ve/Sea Ian ts. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Zt Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp, 25602:032, 24X Fiche: 50-000. 84/07/05, 8407030089. 


3407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. *' Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness «.■. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c h e: 50-000, 84/07/06, 8407050274. 


8407230359 Forwards SER re reevaluation of eddy current test results of 
Dec 1983 steam generator tube insp data. Tech Spec change 
request should be submitted by 840709 for one time amend 
permitting continued operation. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/06. MUSQLF, D. M. 

Northern States Power Co, 2pp. 25726:144. 24X 

Fiche: 50-282, 84/07/06. 0407230359. 


--8407230366 Safety evaluation of eddy current test results of Dec 1983 
steam generator tube insp data. 

* Office of Nuclear Reactor Regulation, Director. 84/07/06. 5pp. 
25726:146. 24X Fiche; 50-282, 84/07/06, 8407230359. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166, 24X Fi c he : 50-000, 84/07/ 10, B407060251 . 


S407170352 Ack receipt of 840703 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-282/84-07, 

SHAFER, W.D. Region 3. Office of Director. 84/07/10, LARSON, C. E. 
Northern States Power Co. Ip. 25618:324. 24X Fiche : 50-282, 

84/07/10, 8407170352. 


— 8407170355 Responds to NRC 840604 Itr re violations noted in IE Insp 
Rept 50-282/84-07. Corre ct ive act ions : exist ing procedures for 
shield bldg maint airlock doors destroyed. Test procedure 
will be revised for shield bldg integrity requirements. 

LARSON, C.E, Northern States Power Co. 84/07/03. KEPPLER, J. 0. 
Region 3, Office of Director, 3pp. 25618:325. 24X 

Fiche: 50-282, 84/07/10, 8407170352. 


8407260023 Responds to IE Bulletin 84-02. No relays of type described 
in bulletin currently in use or planned for use in safety- 
related sy s, Supp lementa 1 review underway. Updated response 
will be submitted by 841231, 

LARSON, C.E. Northern States Power Co, 84/07/10. KEPPLER, J. G. 
Region 3, Office of Director. 2pp. 25782:297. 24X 

Fiche: 50-282,84/07/10. 8407260023. 


8407230152 Ack receipt of 040629 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-282/83-22 & 
50-306/83-22. 

SPESSARD, R. L. Region 3, Office of Director. 84/07/16, LARSON, C.E. 
Northern States Power Co. Ip. 25705:003. 24X Fic he ; 50-282, 

84/07/16. 8407230152. 


— 8407230154 Responds to NRC 840531 Itr re violations noted in IE Insp 
Repts 50-282/83-22 S', 50-306/83-22, Correc t ive actions: 
procedural direction given to operators to ensure adequacy 
of offsite power sources. 

LARSON, C.E. Northern States Power Co, 84/06/29. SPESSARD, R. L, 
Division of Engineering. 6pp, 25705:004. 24X 

Fiche: 50-282,84/07/16,8407230152. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fic he : 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports 8< related correspondence 


8407020104 Monthly operating repts for May 1984. W/84061 1 Itr. 

DUGSTAD, D. , MUSOLF, D. Northern States Power Co. 84/05/31. 9pp. 
25219:336. 24X Fiche: 50-282, 84/05/31, 8407020104. 


8407270422 Monthly operating repts for June 1984. W/a40706 Itr. 

DUGSTAD, D., MUSOLF, D. Northern States Power Co, 84/06/30. 9pp. 
25794: 130. 24X Fiche: 50-282, 84/06/30,8407270422. 


S. Reportable occurrences, LERs 8< related correspondence 


0407120091 Further response to FOIA request for four categories of 
records re IGSCC in spent fuel pools & spent fuel pool 
assemb 1 ies. Ap p C documents available in PDR, 

FELTON. J. M. Division of Rules and Records. 84/05/21, BELL, N. 
Nuclear Information Resource Service. 2pp. 25557:255. 24X 

Fiche: 50-282, S4/05/21, 8407120091. 


— 8308040588 Requests Chemical Engineering Branch prepare NRR response 
AEOD 830617 nemo re potential c ontaminat i on of spent fuel 
pool & primary reactor sys. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment, 83/07/22. 
JOHNSTON, W. V. Assistant Director for Matls Qual. Engineering 
(Pre 830201). Ip. 25557:288. 24X Fic h e ; 50-282, 84/05/2 1 . 

8407120091. 


— 8309080084 Ack contributions of P Wu 8, C McCracken to resolution of 
fuel assembly degradation problem, 

DIIANNI,D.C. Operating Reactors Branch 3. 83/08/31. VOLLMER.R.H. 

Division of Engineering. Ip. 25557:289. 24X 

Fiche: 50-282, 84/05/21 , 8407 120091 . 


--8407120093 "Metallurgical Investigation of Cracking in Boric Acid 
Piping at Prairie Island 1," summary of results. 

RAO, G. Y. Westinghouse Electric Corp. 83/02/08. 2Spp. 25557:257. 
24X Fiche: 50-282, 84/05/21, 8407120091, 


— 8407120103 Rev 0 to "Repair Program, Repair of Cracks on Safety 
Injection (Pump Suction) Piping Sys," 

* Northern States Power Co. 83/02/01. 10pp. 25557:300. 24X 

Fiche: 50-282, 84/05/21 , 8407120091 . 


8407030428 LER 84-003-00; on 840531 , p res sure surges from stroke of 
positive displacement recirculating pump caused by high 
level a larm. Lea kag e path iso lated. Caused by failure of 
filter housing. Design change will be c omp 1 eted . W/840629 Itr. 
HUNSTAD, A, A, , MUSOLF, D. Northern States Power Co. 84/06/29. 4pp. 
25239: 196. 24X Fiche: 50-282, 84/06/29, 8407030428. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche-: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept, 
EL-ZEFTAWY, M. Director's Office. 84/06/30, 46pp. 25559:009. 

24X Fiche; 50-000, 84/07/05, 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT, D. G, Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp, 25535:018. 24X 

Fiche-: 50-000, 84/06/27, 8406270142. 


8407060128 Informs of practices in implementing & administering 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, “ re administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director. 84/07/02. LARSON, C, E. 
Northern States Power Co. 2pp. 25421:148. 24X 

Fiche: 50-000, 84/07/02, 8407060128. 
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8407030097 Generic Ltr 84-17 to all power reactor 1 ic en seesj app 1 i cants 
■for OLsi N3SS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications &: exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of Weu York. Inc. I6pp. 25601:326. 24X 

Fiche-: 50-000,84/07/03. 8407030097. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


S407250270 Foruards Rev 1 to "Emergency Plan for Nuclear Facility at 
Lillibridge Engineering Lab at Idaho State Univ. " 

CHARYULU. V. Idaho State Univ,. Pocatello, ID, 84/07/20. Record 

Services Branch (Document Control Desk), Ip. 25740:309. 24X 

Fiche: 50-284.84/07/20. 8407250270. 


— 8407250278 Rev 1 to "Emergency Plan for Nuclear Facility at Lillibridge 
Engineering Lab at Idaho State Univ." 

* Idaho State Univ. , Pocatello, ID. 84/07/17. 30pp. 25740:310. 

24X Fiche: 50-284, 84/07/20, 8407250270. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency S', fire protection plans 


8407050203 Forwards FEMA state local agency exercise evaluation for 
facility radiological emergency response exercise held on 
831206-07. Review of rept S« cooperation w/state local 
officials during efforts to correct defects requested. 

JOHNSON. E.H. Region 4, Office of Director. 84/06/29. JONES. W. C. 
Omaha Public Power District. Ip. 25410:043. 24X 

Fiche: 50-285, 84/06/29. 8407050203. 


H. General correspondence 


8407180156 Requests all future correspondence be sent to listed 
address . 

JONES. W.C. Omaha Public Power District. 84/07/06. DIGGS. R.M. 
License Fee Management Branch. Ip. 25636:239. 24X 

Fiche: 50-285, 84/07/06. 8407180156. 


8407230308 Requests all future correspondence be sent to listed 
address. 

JONES, W.C. Omaha Public Power District. 84/07/06. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 25709:149. 24X 

Fiche: 50-285, 84/07/06. 8407230308. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407250095 Amend to updated FSAR. W/e4O720 ltr. 

ANDREWS, R.L. Omaha Public Power District. 84/07/20. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 740pp. 25765:001. 

24X Fiche; 50-285. 84/07/20. 8407250095, 


P. Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 & 83-72 & Board Notifications 83-128 83-128A. 

Forwards Apps C tt D documents. Search continuing. 

FELTON. U. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harman & Weiss. 7pp. 25584:078. 24X Fiche: 50-000. 84/04/13, 

8407130037. 


♦ 

— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs.EPRi tests on PORVs showed that valves 
mfg by Dresser Industries Target Rock failed to close. 

DIIANNI.D. C, Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584; 102. 24X 

Fiche; 50-000. 84/04/13. 8407130037. 


8407130333 Informs of correction to 840423 ltr re post-accident backup 
sampling capability Open Item 8135-27. Open item number 
referenced incorrectly as 8135-02. 

JONES, W. C. Omaha Public Power District. 84/05/30. DENISE. R. P, 
Division of Resident. Reactor Project & Engineering Programs. Ip. 
25564:203. 24X Fiche: 50-285. 84/05/30. 8407130333, 


8407020483 Forwards safety evaluation of proposed auxiliary feedwater 
sys Tech Spec changes. Proposed changes meet guidelines of 
Generic Ltr 83-37 & TMI Item lI.E. 1. 1. pending change from 
quarterly to monthly surveillance requirement. 

MILLER. J. R. Operating Reactors Branch 3. 84/06/15, JONES. W. C, 

Omaha Public Power District, 3pp. 25229:345. 24X 

Fiche: 50-285, 84/06/15, 8407020483. 


8407020043 Forwards SER technical evaluation rept based on response 
to generic ltr re adequacy of station electric distribution 
sys vol ta ge s. Anal y 5 i s acceptable. 

MILLER, J.R. Operating Reactors Branch 3, 84/06/19. JONES, W. C. 

Omaha Public Power District. 2pp, 25274:320. 24X 

Fiche: 50-285, 84/06/19, 8407020043. 


— 8407020048 Safety evaluation re adequacy of station electric 
distribution sys voltages. Sys acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/19. 5pp. 
25274:322. 24X Fi c h e : 50-285, 84/06/ 1 9. 8407020043, 


— 8407020051 "Adequacy of Station Electric Distribution Sys Voltages, 
Fort Calhoun Station," technical evaluation rept. 

UDY, A. C. EG&G, Inc. UDY, A. C. Idaho National Engineering 
Laboratory. FIN A-6429, EEG-EA-6616. 84/06/30. EMAMI,J. 

Division of Systems Integration (post 811005). DQNOHEW, J. 
Division of Licensing. 16pp. 25274:327. 24X 

Fiche: 50-285, 84/06/19, 8407020043. 


8407060179 Application for amend to License DPR-40, chang ing Tech Specs 
re reactor vessel surveillance capsule removal schedule. 

JONES, W.C. Omaha Public Power District. 84/06/22. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 25426:163. 24X 

Fiche: 50-285, 84/06/22, 8407060179. 


— 8407060181 Proposed Tech Spec Table 3-6 re reactor coolant pump 
survei 1 lance. Just if icat ion significant hazards 

consideration end. 

* Omaha Public Power District. 84/06/22. 3pp. 25426; 164. 24X 

Fiche; 50-285, 84/06/22, 8407060179. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Bvc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407100543 Requests addl extension until 851130 for exemption from 
schedule requirements of 10CFR50. 49 re environ qualification 
of safety-related electrical equipment. Comp let ion of Phase 
II will require extended outage. 

ANDREWS, R.L. Omaha Public Power District. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 25465:019, 
24X Fiche: 50-285, 84/07/03, 8407100543, 


B407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S', amends, Svc list end, 
EISENHUT, D. G. Division of Licens ing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602 : 012 . 24X 

Fiche; 50-000, 84/07/06, 8407060097, 


8407160089 Notification of 840712 meeting w/Sand ia Natl Lab in 
Bethesda, MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI,D,C. Operating Reactors Branch 3. 84/07/09, MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407240143 Forwards Amend 80 to License DPR-40 safety evaluation, 
Amend adds limiting conditions for operation it surveillance 
requirements for RCS vents 8« administrative requirements for 
samp 1 ing. 

TOURIGNY, E. G. Operating Reactors Branch 3. 84/07/09. JONES, W. C. 

Omaha Public Power District. 2pp. 25752:181. 24X 

Fiche: 50-285, 84/07/09, 8407240143. 


— 8407240147 Amend 80 to License DPR-40, add ing limiting conditions for 
operation it surveillance requirement for RCS vents & 
administrati ve requirements for sampling 8< analysis of 
plant effluents. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/09. 8pp. 

25752:183, 24X Fi ch e: 50-285. 84/07/09, 8407240143. 


— 8407240149 Safety evaluation supporting Amend 80 to License DPR-40. 

* Office of Nuclear Reactor Regulation, Director. 84/07/09. 3pp, 
25752:191. 24X Fic he : 50-285, 84/07/09, 8407240143. 


8407230405 Forwards evaluation of util 830308 response to Generic Ltr 
82-28/ "Inadequate Core Cooling Instrumentation Sys" & 
request for addl info. Response requested within 30 days of 
ltr receipt, 

MILLER, J.R. Operating Reactors Branch 3. 84/07/11. JONES, W. C. 

Omaha Public Power District. 7pp. 25726:069, 24X 

Fiche: 50-285, 84/07/11, 8407230405. 
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8407240137 Forwards Amend 81 to License DPR-40 safety evaluation. 
Amend adds operability surveillance r eq.uirements for 
containment wide-range mon i t or w i d e-rang e noble gas stack 
monitors main steam line radiation monitor. 

TQURIGNY, E. G. Operating Reactors Branch 3. 84/07/12. JONES, W. C. 

Omaha Public Power District. 2pp. 25752:158, 24X 

Fiche: 50-285. 84/07/12. 8407240137. 


— B407240151 Amend 81 to License DPR-40. add ing operability 8c 
surveillance requirements for containment wide-range 
monitors, wide-range noble gas stack monitors main 
steam line radiation monitor. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/12. 7pp. 

25752:160. 24X Fi c h e : 50-285, 84/07/ 12, 84072401 37. 


--8407240158 Safety evaluation supporting Amend SI to License DPR-40. 

* Office of Nuclear Reactor Regulation. Director. 84/07/12. 3pp. 
25752:167. 24X F i c h e : 50-285. 84/07/ 1 2, 8407240 137. 


8407310236 Forwards description of remaining radiological effluent 
Tech Spec items 8< revised submittal dates. Delay due to 
effort re steam generator tube failure recovery. Tech Spec 
submittal expected by 840901. 

ANDREWS, R.L. Omaha Public Power District, 84/07/26. MILLER, J. R. 
Operating Reactors Branch 3. 3pp. 25832:029. 24X 

Fiche: 50-285, 84/07/26, 8407310236. 


8407310206 Forwards summary of discussion concerning SER re auxiliary 
feedwater sys Tech Spec c hang es, NUREG-0737, I tern II. E. 1.1 
<Cer>eric Ltr 83-37). Quarterly test frequency adequate &. SER 
should be revised accordingly. 

ANDREWS, R.L, Omaha Public Power District, 84/07/27, MILLER, J. R. 
Operating Reactors Branch 3, 2pp. 25834:306. 24X 

Fiche: 50-285. 84/07/27, 8407310206. 


8407310215 Forwards supplemental info on NUREG-0737, I tern lI.E. l.l 
(Generic Ltr 83-37) re long-term auxiliary feedwater sys 
Tech Spec evaluation No changes to existing Tech Specs 
nec essary . 

ANDREWS, R.L, Omaha Public Power District, 84/07/27, MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 25834:324. 24X 

Fiche: 50-285,84/07/27, 8407310215. 


Q. Inspection reports, IE Bulletins St correspondence 


8407050219 Provides updated status of representative sampling Jk beta 
instrument calibrs.per 840127 St 0229 d i scuss i ons. Beta 
instrument calibrs should be completed by 840715 per open 
item in IE Insp Rept 50-285/80-16. 

JONES, W.C, Omaha Public Power District. 84/04/11, DENISE, R. P. 
Division of Resident, Reactor Project Z>. Engineering Programs. 3pp. 
25410:016. 24X F ic he : 50-285 . 84/04/1 1 , 8407050219. 


8407090240 Submits results of evaluation re post-accident backup 
sampling capabilities identified in 820504 IE insp rept. 

Backup grab sample & analysis capabilities provide 
compliance w/requ ir ements of NUREG-0737, I tern II. B. 3. 

JONES, W.C. Omaha Public Power District. 84/04/23. DENISE, R. P. 
Region 4, Office of Director, 2pp, 25448:338. 24X 

Fiche: 50-285, 84/04/23, 8407090240. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160, 24X F i c he : 50-000. 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S', Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Xf Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X F i c he : 50-000, 84/06/29, 840628031 1. 


8407170383 Provides steps to be taken to correct 820802 response to IE 
Bulletin 82-02, Item 5. Info documenting util compliance w/Reg 
Guide 1.65 re reactor vessel studs encl. 

ANDREWS, R.L. Omaha Public Power District. 84/07/02. COLLINS, J.T. 
Region 4, Office of Director. 9pp, 25612:350. 24X 

Fiche: 50-285, 84/07/02, 8407170383. 


8407030083 IE Info Notice 84-53, "Info re Use of Loctite 242 «< Other 
Anaerobic Adhesive/Sealants. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation t: Calculations Supporting Nuclear Power Plant 
Design, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, ''Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286, 24X Fi c he : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fic he : 50-000, 84/07/ 10, 8407060251. 


8407170214 Forwards vendor insp repts re concerns found by Vendor 
Program Branch during insps of vendor act ivit ies. Evaluation 
of reported findings re quality acceptability of product 
or svc provided by vendors requested. W/o encl. 

HUNTER. D, R, Region 4, Office of Director. 84/07/12. JONES. W. C. 
Omaha Public Power District. 2pp. 25612:278. 24X 

Fiche; 50-285, 84/07/12, 8407170214. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fic he : 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


8407260318 ; cp.— iting rept for June 1984. W/840709 ltr. 

MATTHEWS," , AVUREW.", R L. Omaha Public Power District. 84/06/30. 
DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 11pp. 25780:242. 24X Fiche: 50-285, 84/06/30, 

8407260318. 


S. Reportable occurrences, LERs & related correspondence 


8407190173 Special Rept: on 840409-0416, f ire pump lA inoperable for 
period longer than 7 days. Caused by extensive repairs to 
screen CW-28 lasting longer than ant ic ipated . No corrective 
action necessary. 

JONES, W.C. Omaha Public Power District. 84/05/07. DENISE. R. P. 
Division of Resident, Reactor Project 8t Engineering Programs, 2pp. 
25685: 290. 24X Fiche: 50-285, 84/05/04, 8407190173. 


8407100087 Forwards SER based on 840531 submittal re 840516 steam 
generator tube failure during hydrostatic pressure test of 
RCS. Op erators had full control of station during event 8t 
acted responsibly. 

COLLINS, J.T. Region 4, Office of Director. 84/06/22. JONES, W. C. 
Omaha Public Power District. 5pp. 25520:009. 24X 

Fiche; 50-285,84/06/22, 8407100007. 


— 8407100100 Safety evaluation re restart of facility following 840516 
steam generator tube failure. 

■* NRG - No Detailed Affiliation Given, 84/06/22. 19pp. 

25520:014. 24X Fich e ; 50-285, 84/06/22, 8407100087. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co of Now York, !nr. aSpp 25535:018. 24X 

Fiche: bO-O'O 8-': /C6/L'7. -t.; ,::6.?70 1-:2 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams, Svc list encl. 

EISENHUT, D. O. Division of Licens ing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. I6pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


8407130354 IE Insp Rept 50-286/84-04 on 840227-0302. Violation noted; 
failure to provide procedures for safety-related activity re 
seismic analysis. 

VARELA, A. A. , MANOLY, K. A, , DURR, J. P. Region 1, Office of Director. 
84/06/08. 7pp. 25575:210, 24X Fiche: 50-286, 84/06/15, 8407130348. 
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F. Securityi medical* emergency & fire protection plans 


8407110327 Revised Section 5 to emergency plan, "Drgani zational Control 
of Emergencies," W/840703 Itr. 

# Pomer Authority of the State of New York. 84/06/25. 27pp. 

25527:114. 24X Fiche : 50-286, 84/06/25, 84071 10327. 


8407020346 Forwards program for implementation of Reg Guide 1.97iRev 2 
per 840221 emergency planning confirmatory order. Less 
stringent guidelines of Rev 3 to Reg Guide 1.97 will be 
prescribed, as appropriate. 

BAYNE, J. P. Power Authority of the State of New York. 84/06/29. 
VARGA, S. A, Operating Reactors Branch 1. U6pp. 25216:219. 24X 
Fiche: 50-286, 84/06/29. 8407020346. 


8407110514 Ack receipt of 840424 & 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 50-286/81- 
05. Corrective actions wtll be examined during future insp. 

BELLAMY, R.R. Division of Engineering & Technical Programs. 
84/06/29, BRONS, V. C. Power Authority of the State of New York. 
2pp. 25539:034. 24X Fi c he ; 50-286, 84/06/29, 84071 1 0514. 


— 8407110527 Responds to NRC Itr re violations noted in lE Insp Rept 
50-286/81-05. Correc tive ac tions: program implemented for 
dissemination of emergency plan info to public. 

BRONS, J. C. Power Authority of the State of New York. 84/04/24. 
MARTIN, T. T. Division cf Engineerirg Ji; Technical Programs. 6pp. 
25539:036. 24X Fiche : 50-236, 34/06/29, 3407110514. 


—8407110540 Advises of current status of emergency planning public info 
booklets for 10-mile emergency planning zone. Boo k lets will 
be distributed in Fall 1984. 

BAYNE. J.P. Power Authority of the State of New York. 84/06/08. 
MURLEY, T. E. Region 1, Office of Director. 2pp. 25539:042. 24X 

Fiche: 50-286, 84/06/29, 8407110514. 


8407110065 Revised emergency plan pr oc ed ures, inc lud ing 1015 re post- 
accident environ sampling counting , 1019 re emergency use 
of potassium iodide & 1030 re emergency notification, 
communication it staff ing . W/S40703 Itr, 

RYAN, T. Power Authority of the State of New York. 84/07/03. 89pp. 

25522: 254. 24X Fiche; 50-286, 84/07/03, 8407110065. 


8407170564 Responds to 840328,0412,24,0504 ?! 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue req.uired to be resolved prior to full power operation, 
but not prior to low power operati on. Served on 840717. 

PALLADINDiN. J, Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior t* Insular Affairs. 5pp. 25864:145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topi cs 
discussed included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50. 47, App E Zt NUREG-0658 status of 
alert notification sys review process. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fi che; 50-000, 84/07/13, 8407170564. 


G. Adjudicatory correspondence 


8407030136 Further response to FOIA request for all 1982 SECY papers, 
including SECY-82-230, SECY-83-270 Jk SECY-82-277. Inf o 
partially withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/05/15. WEISS, E.R. 
Union of Concerned Scientists. 3pp. 25409; 185. 24X 

Fiche: 50-000, 84/05/15, 8407030136. 


— 8407030147 Forwards pi-oposed Commission decision in Indian Point 
special proceeding re util,UCS St Village of Buchanan, NY 
requests concerning ASLB ruling, NRC decision not to suspend 
or revoke licenses St hearing s i te, respect ivel y. 

MALSCH, M. G. Office of the General Counsel. SECY-82-270. 
82/06/28. Ip. 25409:259. 24X Fiche: 50-000, 84/05/15, 8407030136. 


8407250200 Order referring New York PIRG 840409 & 0612 petitions for 
suspension of facilities to Director, IE for treatment, p er 
10CFR2. 206. Served on 840724. 

CHILKfS. J.' Office of the Secretary of the Commission. DSB 502. 
84/07/23. Public Interest Research Group, New York. 2pp. 
25735:022. 24X Fiche: 50-247, 84/07/23, 8407250200. 


8407300495 Order inviting parties to submit views on Gleason dissent 
opinion at 433. Filings should be submitted within 14 days of 
order date, Served on 840730, 

CHILK, S.J. Office of the Secretary of the Commission. DSB 595. 
84/07/30. Office of the Executive Legal Director. 2pp. 
25812:299. 24X Fich e: 50-247, 84/07/30, S407300495. 


K. Utility Final Safety Analysis Report (FSAR) S< amends 


8407300171 Forwards Rev 2 to updated FSAR for Indian Point, Unit 3 
Nuclear Power Plant. FSAR Chapter 17 revised to provide QA 
program description. 

BAYNE, J. P. Power Authority of the State of New York. 84/07/20. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp 
25304:001. 24X Fich e: 50-286, 84/07/20, 8407300171. 


— 8407300174 Rev 2 to updated FSAR for Indian Point, Unit 3 Nuclear Power 
Plant. 

* Power Authority of the State of New York. 84/07/31. 533pp. 

25804:003. 24X Fi c h e : 50-286, 84/07/20, 84073001 71 . 


P. Operating license stage documents 8< correspondence 


8407270196 "Reliability Assessment of Indian Point Unit 3 Containment 
Structure Under Combined Loads." 

HWANG, H. , KAWAKAMI.J. Brookhaven National Laboratory. SHINOZUKA, M. 
Columbia Univ. , New York, NY. 8407270196. 84/05/23. ASHAR, H. NRC 

- h4o Detailed Affiliation Given. 21pp. 25799:249. 24X 

Fiche-: 50-286, 84/05/23, 8407270196. 


8407020425 Forwards proprietary Repts 83-75 & 83-104 & nonproprietary 
Repts 83-76 t/. 83—105 re evaluation of tearing stability 
analysis of primary coolant sys. Installation of reactor 
vessel restraints not requ ir ed . Pr opr i etar y repts withheld. 

BAYNE, J.P. Power Authority of the State of New York, 84/06/25, 
VARGA, S. A. Operating Reactors Branch 1 2pp. 25217:001. 24X 
Fiche; 50-286, 04/06/25, 8407020425. 


— 8407020434 Forwards proprietary Rev 1 to 83-104, "Development of Matl 
Property Data for Tearing Stability Analysis..." S', 
nonproprietary Rev 1 to 83-105, "Development of Matl 
Property Data...." Rept 83-104 withheld (ref 10CFR2. 790). 

COTTER, K.H. Fracture Proof Design Corp. 84/05/02. Office of 
Nuclear Re-ictcr .Rey v la *• ; rn . Director. 2pp, 25217:003. 24X 

Fiche: 50-2Bc. 04,0=/25, ci ;C7 02.';4Ct 


— 8407020442 Requests Rev 1 to Rept 83-104, "Development of Matl Property 
Data for Tearing Stability Analysis of Indian Point 3 
Primary Coolant Sys" be withheld from public disclosure. 

Affidavit end. Rept 83-104 withheld Cref 10CFR2. 790). 

COTTER, K. H. Fracture Proof Design Corp. 84/05/02. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25217:005. 24X 

Fiche: 50-286, 84/06/25. 8407020425. 


— 8407020451 Forwards proprietary Rev 0 to 83-75, "Summary of Tearing 
Stability Analysis of Indian Point 3 Primary Coolant Sys" 

?! application for withholding from public d isc losure. Rep t 
83-75 withheld (ref 10CFR2.790). 

COTTER, K.H. Fracture Proof Design Corp. 84/05/07. Office of 
Nuclear Reactor Regulation, Director. Ip, 25217:009. 24X 

Fiche; 50-286, 84/06/25, 8407020425, 


— 8407020458 Requests Rev 0 to Rept 83-75, "Summary of Tearing 
Stability Analysis of Indian Point 3 Primary Coolant Sys" 
be withheld from public d i sc losure. Affi davi t end. Rept 
83-104 withheld (ref 10CFR2. 790), 

COTTER, K.H. Fracture Proof Design Corp. 84/05/07. Office of 
Nuclear Reactor Regulation, Director, 4pp. 25217:010, 24X 

Fiche: 50-286, 84/06/25, 8407020425. 


— 8407020466 Nonproprietary Rev 0 to "Summary of Tearing Stability 
Analysis of Indian Point 3 Primary Coolant Sys." 

* Fracture Proof-Design Corp. 83-76 ROO. 84/05/04. 22pp. 

25217:014. 24X Fiche; 50-286, 84/06/25, 8407020425. 


--8407020471 Nonproprietary Rev 1 to "Development of Matl Property Data 
for Tearing Stability Analysis of Indian Point 3 Primary 
Coolant Sys. " 

* Fracture Proof Design Corp. 83-105 ROl. 83/09/28. 23pp. 

25217:036. 24X Fiche : 50-286, 84/06/25, 8407020425. 


8407110136 Forwards safety evaluation concluding that overpressure 
protection sys is adequate solution to problem of transients 
at low temp & pressure. Veri f i cat ion of existing Tech Specs 
or license amend request due in 60 days. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/28. BAYNE, J. P. 

Power Authority of the State of New York. 3pp. 25548:001. 24X 

Fiche: 50-286, 84/06/28, 84071 10136. 


— 8407110408 Safety evaluation of Multi-Plant Action Item B-4, 
"Overpressure Protection Sys. " Sys adequate solution to 
problem of transients at low temp pressure. 

•e NRC - No Detailed Affiliation Given. 84/06/28. 13pp. 

25548:004. 24X Fiche : 50-286, 84/06/28. 84071 10136. 
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'8407020065 Board Notification 84-123- forujards info re Westinghouse 
reactor coolant pump (RCP) seals. El ectr ic its DeFrance test 
of seals similar to Westinghouse RCP seals shoiued rapid rise 
in seal temp ?< leakage flouj rate in pumps w/o seal cooling. 
EISENHUT, D. G. Division of Licensing, 84/06/29. PALLADINO 
Commissioners. 7pp. 25165 299. 24X F i c h e . 50-000 1 84/06/29; 

8407020065. 


8407090215 Advises that radiological ETS uill be implemented by 840930. 
BAYNE. J.P. Poufer Authority of the Stats of New York. 84/06/29. 
VARGA; S A. Operating Reactors Branch 1. Ip. 25445:158. 24X 

Fiche: 50-286,84/06/29, 8107090215. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D, 0. Division of Licensing. 84/07/02. Consolidated 

Edison Co, of Neu York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407100374 Forwards response to Generic Ltr 83-28. "Required Actions - 
Based on Generic Implications of Salem ATWS Events, " 

BAYNE, J. P. Power Authority of the State of New York. 84/07/03. 
EISENHUT, D. 0. Division of Licensing. 5pp. 25513:082, 24X 

Fiche: 50-286, 84/07/03, 8407100374, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8-. amends. Svc list encl. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co, of New York, Inc. 17pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097, 


8407270188 Forwards erratum to Amend 2 to 840410 "Indian Point 
Probabilistic Safety Study," correcting Figure 7. 2-10A-3 in 
Unit 2 addl seismic analysis section. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, BAYNE, U. P. 
Power Authority of the State of New York, 84/07/12. DENTON, H.R. 

Office of Nuclear Ron-tor O" v 1 i c" , Director. Ip, 25788:354. 24X 

Fiche: 50-247,84/07/;.' "f, ; Ei. 


— 84072/0201 Erratum to Amend 2 to "Indian Point Probabilistic Safety 
Study," correcting Figure 7, 2"10a-3 in Unit 2 addl seismic 
analysis section. 

Consolidated Edison Co. of New York, Inc Power Authority of 

the State of New York. 84/05/31. 3pp. 25788:355. 24X 

Fiche; 50-247, 84/07/12, 840727018S. 


8407200189 Advises of status of activities re adequacy of electric 
distribution sys voltages. Proper operation of 480-volt 
safety-related equipment verification in progress, Results 
will be provided by late Aug 1984. 

BAYNE, J.P, Power Authority of the State of New York, 84/07/16. 
VARGA, S. A, Operating Reactors Branch 1. 5pp. 25693:060. 24X 
Fiche: 50-286, 84/07/16, 8407200189, 


8407240310 Forwards responses to 840529 SER re inadequate core cooling 
instrumentation, per TMI Item 1 1. F, 2. Critical function 
monitoring sys Z'. qualified safety parameter display sys will 
be installed, 

BAYNE, J. P. Power Authority of the State of New York. 84/07/19. 
VARGA, S. A. Operating Reactors Branch 1. 7pp. 25714:233, 24X 
Fiche: 50-286, 84/07/19. 8407240310. 


Q. Inspection reports, lE Bulletins Xc correspondence 


8407130348 Forwards IE Insp Rept 50-286/84-04 on 840227-0302 & notice 
of violation. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/06/15. 

BRONS, J. C, Power Authority of the State of New York, 2pp. 
25575:207. 24X Fi c h e : 50-286 , 84/06/ 15, 8407130348. 


--8407130352 Notice of violation from insp on 840227-0302. 

* Region 1, Office of Director. 84/06/15. Ip. 25575:209. 24X 

Fiche: 50-286. 84/06/15, 8407130348. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i t i es. Response 
requested within 60 days, 

EBNETER.S. D, Region 1, Office of Director. 84/06/18. General 

Public Utilities - GPU Service Corp. 19pp. 25432:072, 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407110436 Forwards IE Insp Rept 50-286/84-10 on 840423-27. No 
violations noted. 

MARTIN, T, T. Division of Engineering h. Technical Programs. 84/06/21. 

BRONS, J. C. Power Authority of the State of New York. 2pp. 
25539:200, 24X Fi ch e : 50-286, 84/06/21 , 84071 10436, 


— 8407110441 IE Insp Rept 50-286/84-10 on 840423-27. No violations noted. 
Major areas inspected : 1 icensee implementation 8,. status of 
listed task actions identified in NUREG-0737. Areas 
requiring improvement identified re post-accident sampling. 

MILLER, M. , SHANBAKY,M. Region 1, Office of Director. 84/06/18. 
23pp. 25539:202. 24X F i c h e : 50-286, 84/06/21 , 84071 10436. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp, 25535 160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8. Vendors." Svc list encl. 

UCRDAN, E. L. Division of Emergency Preparedness S-. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 


8407110514 Ack receipt of 840424 8* 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 50-286/01- 
05. Corrective actions will be examined during future insp. 
BELLAMY, R.R. Division of Engineering 8< Technical Programs. 
84/06/29. BRONS, J.C. Power Authority of the State of New York. 
2pp. 25339:034. 24X Fi che; 50-286, 84/06/29, 84071 10514. 


--8407110527 Responds to NRC ltr re violations noted in IE Insp Rept 
50-286/81-05. Corrective ac t i ons ; program implemented for 
dissemination of emergency plan info to public. 

BRONS, J. C. Power Authority of the State of New York. 84/04/24. 
MARTIN,!. T. Division of Engineering S'. Technical Programs. 6pp. 
25539:036, 24X Fi che; 50-286, 84/06/29, 84071 10514. 


— 8407110540 Advises of current status of emergency planning public info 
booklets for lO-mile emergency planning z one. Book lets will 
be distributed in Fall 1984. 

BAYNE, J, P, Power Authority of the State of New York. O'TDOLE.J, D. 

Consolidated Edison Co. of New York, Inc. 84/06/08. HURLEY, T. E. 
Region 1, Office of Director. 2pp. 25539:042. 24X 

Fiche: 50-286, 84/06/29, 8407110514. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fic he ; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design." Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN; E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche : 30-000. 84/07/06, 8407050274. 


8407250572 Forwards IE Insp Rept 50-286/84-13 on 840516-0615. No 
violations noted. 

STAROSTECKI; R, Division of Project S'. Resident Programs. 04/07/06. 
BRQNS.J.C. Power Authority of the State of New York. 2pp. 
25764:221. 24X Fic he: 50-286; 84/07/06, 8407250572. 


— 8407250574 IE Insp Rept 50-286/84-13 on 840516-0615, No violations 
noted. Major areas inspected ; shift logs & records, review of 
monthly rep t, investigat ion of al legation, inf o meeting w/ 
local off icial, followup on IE bulletin V. LERs. 

KENNY, T. J. , ROSSBACH, L. W, Region 1, Office of Director. 
NORRHOLM; L, Division of Project it Resident Programs. 84/06/28. 
12pp. 25764:223, 24X Fi ch e : 50-286, 84/07/06, 8407250572. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus," Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che: 50-000, 84/07/10, 8407060251 . 


8407260279 Responds to IE Bulletin 34-02 "Failures of GE-Type HFA 
Relays in Use in Class IE Safety Sys. " OE HFA relays not 
utilized in either normally energized or normally 
deenergized safety-related applications, 

BRONS, J.C. Power Authority of the State of New York. 84/07/17. 
MARTIN, T. T. Division of Engineering 8« Technical Programs. 2pp. 
25777:297. 24X Fi ch e: 50-286, 84/07/17, 8407260279. 
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S407230079 IE Info Notice 84-58, “Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fi che; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports related correspondence 


8407190091 Monthly operating rept for June 1984. W/840713 Itr, 

KELLY, L. , BRONS, J.C. Pouer Authority of the State of New York. 
84/06/30. 7pp. 25687:174. 24X Fiche: 50-286, 84/06/30, 8407190091. 


S. Reportable occurrences, LERs 8( related correspondence 


8407090143 LER 84-003-00: on 840529, reactor tripped when closure of 
loop 33 MSIV resulted in turbine trip. Caused by inadvertent 
opening of instrument air trip solenoid vent valve due to 
latch pin r otation, Va Ive reset. W/840626 Itr. 

ANDERSON, J. J. , BRONS, J. C. Power Authority of the State of New York. 
84/06/26. 3pp. 25443:230. 24X Fiche: 50-286, 84/06/26, 8407090143. 


8407120182 Advises that AEQD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Pouer Reactors," reviewed. Recommends IE revise insp 
req.uirement to ensure licensee adherence to NRC regulations. 

DENTON# H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES. C. J. Director 's Of fic e. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp, 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407190438 LER 84-009-00; on 840616, reactor trip initiated on low level 
in steam generator 33. Caused by main feedwater regulating 
valve inadvertent closure, due to failure of valve operator 
yoke. 14/840713 Itr, 

ANDERSON, J. J. , BRONS, J. C. Power Authority of the State of New York. 
84/07/13. 3pp. 25684:335. 24X Fiche: 50-286, 84/07/13, 8407190438. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys , confirming 840712 tele on. C losure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load, 

RAHE, E. P. Westinghouse Electric Corp. 84/07/13. DEYOUN(?, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche : 50-000, 84/07/13, 8407250326. 


8407240507 LER 84-010-00: on 840710, during aval uati on, uti 1 recognized 
that postulated loss of station battery 32, w/concurrent 
LOCA,nay prevent automatic starting of some safeguards 
equipment. Change to plant equipment ins tal led. W/a40716 Itr. 

ANDERSON, J. J. , BRONS, J. C, Power Authority of the State of New York. 
84/07/16. 4pp. 25731:120. 24X Fi che: 50-286, 84/07/16, 8407240507. 


T. Hearing transcripts on non-antitr ust matters 


DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3 
F. Security, medical, emergency fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5.3.2, "McGuire/Catawba Crisis News 
Group" fy Rev 10 to Procedure 5.3.5, "Design Const Support 
Group Plan. " 

TUCKER, H. B. Duke Power Co. 83/08/10, DENTON, H. R. Office of 
h4uclear Reactor Regulation, Director. 2pp. 25751:311. 24X 

Fiche; 50-000, S3/0B/10, 8407240377. 


— 8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5.3.2, "McOuire/Catawba Crisis News Group" Rev 
10 to Procedure 5. 3, 5, "Design fy Const Support Group Plan. " 

UI/JM Felton 840717 release memo. 

* Duke Power Co. 83/06/15. 18pp. 25751:313, 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


8407160192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5. 3. 6, "Nuclear Technical Sves 
Group" fy 5. 3. 16, ' "Quarter 1 y Invent or y /Commun icat ions 
Equipment Check" & design S< const support group plan. 

TUCKER, H. B. Duke Power Co. 84/06/13. 0 'REILLY, J, P. Region 2, 

Office of Director. 3pp. 25625:244, 24X Fiche: 50-000, 84/06/13, 

8407160192. 


—8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6, "Nuclear Technical Sves Group" fy 5.3.16, 
"Quarterly Inventory /Communications Equipment Check" 
design & const support group p Ian. W/840709 release memo. 

* Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000, B4/06/13, 8407160192. 


8407240309 Responds to 840515 request for appeal of denial of 
exemption from emergency operations facility location 
requirements. Request denied. 

CHILK, S. J. Office of the Secretary of the Commission, ' DSB 444, 
84/06/20. THIES, A, C. Duke Power Co. 4pp. 25714:260. 24X 

Fiche: 50-269, 84/06/20, 8407240309. 


8407230233 Forwards public version of Rev 2 to "Crisis Mgt Plan 
!ma l-me-'t i-- oian 5.3.2 - Crisis News Group Only, Oconee 
Nurloa- 3-:.i ::i " W/JM Felton 840717 memo. 

TUCKER, H. B. Duke Power Co. 84/06/25. Record Services Branch 
(Document Control Desk). Ip. 25727:002. 24X Fiche: 50-269, 84/06/25, 

8407230233. 


8407230302 Public version of Rev 2 to "Crisis Mgt Plan Implementing 
Plan 5.3.2-Crisis News Group Only, Oconee Nuclear 
Station. " 

* Duke Power Co. 84/06/15. 81pp. 25727:003 . 24X 

Fiche; 50-269, 84/06/25, 8407230233. 


8407160017 Forwards order confirming licensee commitments to implement 
post-TMI related items set forth in Suppl 1 to NUREG~0737, 
based on util response to Generic Ltr 82-33. 

STOLZ.J.F. Operating Reactors Branch 4. 84/07/06. TUCKER, N. R. 

Duke Power Co. Ip. 25624:273. 24X Fiche: 50-269, 84/07/06. 

8407160017. 


8407250230 Transcript of ACRS Subcommittee on Class-9 Accidents 840723 
meeting in Wash ington, DC. Pp 1—263. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/23 
415pp. 25749:072. 24X Fiche; 50-003, 84/07/23, 8407250230. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing, 04/06/27. Consolidated 
Edison Co, of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27,8406270142. 


8407030097 Generic Ltr 84-17 to all pouer reactor li censees, appl icants 
for OLs.NSSS vendors, reac tor vendors 5: AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications ?>. exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030077. 


8407160030 Advises that util revised original 830414 response to Suppl 
1 to NUREG-0737. Reasons for requesting extension in 
schedules for safety parameter display sys ?< Reg Guide 1.97 
rept listed. Reasons acceptable. 

NICOLARAS.H. Operating Reactors Branch 4. 84/07/06. 

EISENHUT, D. G, Division of Licensing, 4pp. 25624:274. 24X 

Fiche: 50-269, 84/07/06, 8407160017. 


8407160044 Order confirming licensee commitments on emergency response 
capability submitted in response to Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/07/06. Duke Power Co. 
6pp. 25624:278. 24X Fi ch e : 50-269, 84/07/06, 840716001 7. 


8407270150 Advises that 830603,0906, 1025 & 840321 requests for approval 
of exception to distance requirements for emergency 
operations facility (EOF) unac ceptab le, Plans for developing 
EOF design, per Generic Ltr 82-33, requested within 30 days. 

EISENHUT, D. G, Division of Licensing. 84/07/20. TUCKER, H.B. Duke 
Pouer Co. 3pp. 25811:202. 24X Fi c h e: 50-269, 84/07/20, 8407270150. 


P. Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 it 83-72 it Board Notifications 83-128 it 83-12SA. 

Forwards Apps C ?< D documents. Search continuing, 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon fy Weiss. 7pp. 25584:078. 24X Fi ch e: 50-000, 84/04/ 13, 

8407130037, 
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— 3407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PQRVs. EPRI tests on PORVs shoiued that valves 
mfg by Dresser Industries & Target Rock failed to close, 

DIIANNI,D. C, Operating Reactors Branch 4. 81/05/27, NRC - No 

Detailed Affiliation Given, Ip. 25584:102. 24X 

Fiche : 50-000, 84/04/13, 8407130037. 


— 8407130278 Submits daily h ig h 1 igh t. Ut i 1 notified NRC on 821014 
of problems u/Dresser pressurizer code safety valves. 

Request granted for emergency Tech Spec waiver to allow 
operation of Unit 1 until 821030. 

WAGNER, P.C. Operating Reactors Branch 4. 82/10/18. DENTON, H. 

NRC - No Detailed Affiliation Given. Ip. 25584:173. 24X 

Fiche : 50-000, 84/04/13, 8407130037, 


8406210547 Discusses results of review of util 821228 response to 
Generic Ltr 82-16. Three listed items not met. Proposed 
changes to Tech Specs requested within 30 days of ltr 
receipt for Items 1 2. Safety evaluation encl. 

RIVEMBARK,G, W. Operating Reactors Branch 4. 84/06/12. TUCKER. H.B. 

Duke Power Co. 2pp, 25226:005. 24X Fiche: 50-269, 84/06/12. 

8406210549. 


— 8407020303 Safety evaluation on conformance to Generic Ltr 82-16 re 
NUREG-0737 items to be implemented into licensee Tech Specs. 
Licensee in conformance except for four listed items as 
noted in encl EGSkG technical evaluation rept. 

* Office of Nuclear Reactor Regulation, Director. 84/06/12. 2pp. 
25226:007. 24X F ic h e : 50-267, 84/06/ 12. 8406210547. 


— 8407020317 "Conformance to NRR Generic Ltr 82-16, Oconee Nuclear Station 
Units 1,2 & 3," technical evaluation rept, 

BEAHM.D, M. EO&G, Inc. FINA-6600. EOG-EA-6535, 83/12/31. 18pp. 

25226:007. 24X Fiche: 50-267, 84/06/12. 8406210549. 


8407160184 Application to amend Licenses DPR-38. DPR-47 & DPR-55 to 
allow disposal of low level radwaste from waste treatment 
sys to publicly-owned treatment works. Fee encl. 

TUCKER. H.B. Duke Power Co. 84/06/25. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. STOLZ.J. F. Operating Reactors 
Branch 4, 27pp. 25592:155. 24X Fi ch e : 50-269, 84/06/25, 8407160184. 


8407120057 Application for amend to Licenses DPR-38, DPR-47 Zi DPR-55, 
adding limitation & control not presently included in 
Tech Specs, per Generic Ltr 82-16. Fee encl. 

TUCKER. H.B. Duke Power Co. 84/06/26. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, STOLZ, J. F. Operating Reactors 
Branch 4. 3pp. 25551:029. 24X Fic he : 50-269, 84/06/26, 8407120059. 


— 8407120061 Proposed Tech Specs, adding limitation control not 
presently included in Tech Specs, per Generic Ltr 82-16. 

* Duke Power Co, 84/06/26. 4pp, 25551:032. 24X 

Fiche: 50-269, 84/06/26, 8407120059, 


8407100551 Informs of delay re submittal of 1983 FSAR update due to 
unforeseen limitations of manpower 8< subsequent addl time 
necessary for review. Info will be submitted by 840815. 

TUCKER, H.B, Duke Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J, F, Operating Reactors 
Branch 4. Ip. 25465:236, 24X Fi ch e : 50-269, 84/06/28, 8407100551. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve *< maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G, Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


B407100334 Informs that requested implementation schedule for 
installation of proposed inadequate core cooling 
instrumentation being f ina 1 i zed. Sch ed u 1 e will be provided by 
840801. 

TUCKER, H.B, Duke Power Co. 04/07/02. DENTON. H. R, Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4, Ip. 25510:342, 24X Fic he : 50-269. 84/07/02, 8407100334. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses ih amends. 8vc list encl, 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc, 17pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda,N0 to discuss safety adequacy of DHR sys 
(Unresolved Safetyilssue A-45). 

DIIANNI.D.C. Operating Reactors Branch 3, 84/07/09. MILLER. U.R. 

Operating Reactors Branch 3, 2pp. 25623: 152. 24X 

Fiche-: 50-000. 84/07/09, 8407160009. 


8407200149 Responds to 840612 request re NUREG-0737, I terns I. A. 1.3 re 
shift manning overtime limits II.K. 3. 3 re reporting safety 
& relief valve failures Proposed Tech Specs address Generic 
Ltr 82-16, per 840626 application for license amend, 

TUCKER, H.B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4, 4pp, 25692:171. 24X Fi ch e : 50-269, 84/07/16. 8407 200149. 


8407270356 Forwards background info draft preliminary rept re 
analyses performed to determine safety significance of 
unmitigated boron dilution event during various shutdown 
modes. Rept prepared to resolve Generic Issue 22. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/20. TUCKER, H. B. 

Duke Power Co. 5pp. 25799:115. 24X Fiche: 50-269, 84/07/20. 

8407270356, 


Q. Inspection reports. IE Bulletins correspondency 


8407050280 Forwards IE Insp Repts 50-269/84-09.50-270/84-09 8. 
50-287/84-10 on 840424-27. No violations noted. 

DANCE. H.C. Region 2, Office of Director. 04/05/29. TUCKER. H.B. 
Duke Power Co. 2pp. 25417:025. 24X Fiche: 50-269, 84/05/29, 

8407050280. 


— 8407050318 IE Insp Repts 50-269/84-09,50-270/84-09 & 50-287/84-10 on 
840424-27. No violations noted, Major areas insp ec ted : area s of 
Unit 3 reactor coolant pump 3A1 motor stand repair Ik 
inservice insp procedures & records. 

ECONOMQS, N. , BLAKE, J. U. Region 2, Office of Director. 84/05/23. 
7pp. 25417:027. 24X Fiche: 50-269, 84/05/29, 8407050280. 


8407180137 Forwards IE Insp Repts 50-269/84-13 50-287/84-12 on 

840514-18. No violations or deviations noted. 

DANCE/H.C. Region 2. Office of Director. 84/06/13. TUCKER. H.B. 
Duke Power Co. 2pp. 25667:072. 24X Flch e : 50-269, 84/06/1 3, 

8407180137. 


— 8407180141 IE Insp Repts 50-269/84-13 8, 50-287/84-12 on 840514-18. No 
violations or deviations noted. Major areas inspected: 
periodic integrated leak rate test observation/review St 
followup on outstanding items. 

WHITENER, H. L. , JAPE, F. Region 2. Office of Director. 84/06/12, 
9pp. 25667:074. 24X Fich e: 50-269, 84/06/13, 8407180137. 


8407180255 Forwards IE Insp Repts 50-269/84-10.50-270/84-10 S< 
50-287/84-11 on 840418-0510. No vi o lat i ons identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER, H.B. 
Duke Power Co. 2pp. 25666:328. 24X Fiche: 50-269, 84/06/13. 

8407180255. 


--8407180258 IE Insp Repts 50-269/84-10,50-270/84-10 St 50-207/84-11 on 
840418-0515. No violations of deviations noted. Major areas 
inspected: operations, surveillance, maint, station mods 8< 
refueling operations. 

BRYANT, J, , BROWNLEE, V. L. Region 2, Office of Director. 84/06/13. 
6pp. 25666:330. 24X Fich e: 50-269, 84/06/13, 8407180255. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc, I54pp, 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407270386 Forwards IE Insp Repts 50-269/84-11,50-270/84-11 8< 
50-287/84-13 on 840511-0610. No violations or deviations 
noted. 

DANCE, H.C, Region 2, Office of Director. 84/06/28. TUCKER, H. B. 
Duke Power Co. 2pp, 25794:006. 24X Fiche : 50-269, 84/06/28. 

8407270386. 


—8407270391 IE Insp Repts 50-269/84-11,50-270/84-11 «, 50-287/84-13 on 
840511-0610, No violations or deviations noted. Major areas 
inspected: operations, maint, surveillance, startup operations, 

LER review St open item followup. 

BRYANT, J., SASSER, K. . BURGER, C. Region 2, Office of Director. 
84/06/28. 9pp. 25794:008. 24X Fi c he: 50-269, 84/06/28, 8407270386. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8t Vendors. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 030103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche : 50-000, 84/06/29. 840628031 1. 


8407300097 Forwards IE Insp Rept 50-287/84-17 on 840608. No violations 
or deviations noted. 

DANCE. H.C. Region 2< Office of Director, 84/07/03. TUCKER, H. B. 
Duke Power Co. 2pp. 25815:321. 24X Fic he : 50-287, 84/07/03, 

8407300097. 
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— B407300101 IE Insp Rept 50-287/84-17 on 840624. No violations or 
deviations noted. Major areas insp ec ted : even t followup re 
spurious loss of stator c oo 1 ing i ant ic ipat or y reactor trip St 
control rod drive motor faults. 

FALCONER. D. P. , KRL/G, H. Region 2. Office of Director. 84/06/27. 
4pp. 25815:323. 24X F i c h e : 50-287, 04/07/03, 8407300097. 


8407030035 IE Info Notice 94-53, "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculati ons Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z-. Engineering 
Response (Post 030103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X F i c he : 50-000, 84/07/05- 8407030089. 


8407300210 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/84-07, 
50-270/84-07 St 50-287/84-07. 

LEWIS, R.C. Region 2, Office of Director. 84/07/05. TUCKER, H. B. 
Duke Power Co. Ip. 25915:196. 24X Fi ch e : 50-269, 84/07/05, 

0407300210. 


— 0407300222 Responds to NRC 840511 Itr re violations noted in IE Insp 
Repts 50-269/84-07,50-270/94-07 5t 50-287/84-07, Correc tive 
actions: trained technician assigned dedicated to managing 
outage dosimetry work for all shifts. 

TUCKER, H.B. Duke Power Co. 84/06/08. 0 'REILLY, J. P, Region 2, 

Office of Director. 3pp. 25815:197. 24X Fi ch e : 50-269, 84/07/05, 

8407300210. 


— 3407300336 Forwards IE Insp Repts 50-269/84-07,50-270/84-07 & 
50-287/84-07 on 940409-13 notice of vio la t i on. Urires ol ved 
items will be pursued during future insps. 

LEWIS, R.C, Region 2, Office of Director. 84/05/11. TUCKER, H. B. 
Duke Power Co, 2pp. 25815:200. 24X Fic he ; 50-269, 84/07/05, 

8407300210, 


— 8407300343 Notice of violation from insp on 840409-13. 

* Region 2, Office of Director. 84/05/11. Ip. 25815:202. 24X 

Fiche: 50-269, 84/07/05, 8407300210. 


—8407300354 IE Insp Repts 50-269/84-07,50-270/84-07 fy. 50-287/84-07 
on 840409-13. Violation noted ; fa i 1 ure to make surveys as 
necessary to ensure personnel exposures to radiation 
properly recorded. 

WEDDINGTON, R. E. . JENKINS, G. R, Region 2, Office of Director. 
84/04/25, 6pp. 25815:203. 24X Fi ch e: 50-269, 84/07/05, 8407300210. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fic he : 50-000, 94/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. i20pp. 25865:166. 24X Fic he : 50-000, 84/07/10, 8407060251 . 

8407260323 Forwards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Generic review 
still in progress. Resul ts will be provided after completion 
of investigation. 

TUCKER, H.B. Duke Power Co. 84/07/13. Q 'REILLY, J. P. Region 2, 
Office of Director. 3pp. 25779:240. 24X Fiche: 50-269, 84/07/13, 

8407260323. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 030103). 84/07/25. Consolidated Edison Co. of New 

York, Inc.” 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports related correspondence 


8407190149 Monthly operating repts for June 1984, W/8407i3 Itr, 
REAVIS, J. A., TUCKER, H.B. Duke Power Co. 84/06/30. 17pp. 

25686:231, 24X Fiche: 50-269, 84/06/30, 8407190149. 


S. Reportable occurrences, LERs & related correspondence 


8407170396 LER 84-003-00: on 840607, trip initiated by reactor protection 
sys on erroneous indicated loss of feedwater pumps. Cause 
unknown. Unit immediately stabilized at hot sh utdown, W/840709 
Itr. 

HAGHI,M. A. , TUCKER, H.B. Duke Power Co. 94/07/09. 4pp. 25615:024. 
24X Fiche: 50-287, 94/07/09, 8407170396. 


8407260045 LER 84-004-00: on B40607, w/ un i t at 207. p ower, tur b i ne 
generator/reactor anticipatory trip oc curred. Unit stabilized 
at hot shutdown c ond i ti ons. Cause unknown. Unit restarted 2, 
reached lOOX power on 840609. W/S40709 Itr. 

HAGHI,M. A, , TUCKER, H.B, Duke Power Co, 84/07/09. 5pp. 25781:063, 
24X Fiche: 50-237, B4/07/09, 8407260045, 


V. Operator Examinations 


8406270142 Generic Ltr 94-16 to all licensees of operating reactors, 
applicants for OLs 2< holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing, 84/06/27, Consolidated 
Edison Co, of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000,84/06/27, 8406270142. 


8407030097 Generic Ltr 94-17 to all power reactor 1 i c ense es , app 1 i cants 
for OLs, NSSS vendors, reac tor vendors 2,. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326, 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-288 REED COLI EGE RESEARCH REACTOR 


F. Security, medical, emergency fire protection plans 


8407170196 Forwards Amend 4 to License R-1 12, au t h or i z ing rev to 
physical security plan. Rev meets 10CFR73. 67 requirements. 
Conclusions 1 isted . Reques ts implementation of plan within 
20 days. 

THOMAS, C. 0. Standardi zation & Special Projects Branch, 84/07/09. 
KAY,MA, Reed College, Portland, OR. 4pp. 25631:314. 24X 

Fiche; 50-288,84/07/09, 8407170196, 


— 8407170199 Amend 4 to License R-1 12, author i z ing rev to physical 
secur i ty p Ian. 

THOMAS, C.O. Standard i rat ion fy. Special Projects Branch. 84/07/09. 
2pp. 25631:318, 24X F ic h e : 50-288, 84/07/09, 84071 70 196. 


P, Operating license stage documents correspondence 


8407170196 Forwards Amend 4 to License R-1 12, aut hor i z ing rev to 
physical security plan. Rev meets 10CFR73, 67 requirements. 
Conclusions listed . Requests implementation of plan within 
30 days. 

THOMAS, C.O. Standardi zation 2, Special Projects Branch. 84/07/09. 
KAY.M, A. Reed College, Portland, OR. 4pp. 25631:314, 24X 

Fiche; 50-288, 84/07/09, 8407170196. 


— 8407170199 Amend 4 to License R-1 12, author i z ing rev to physical 
secur i ty p Ian. 

THOMAS, C.O. Standar d i zat i on 2 Special Projects Branch, 84/07/09, 
2pp. 25631:318 , 24X Fi c h e : 50-288, 84/07/09, 84071 70196. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8407240169 Public version of Rev 9 to Emergency Planning Implementing 
Procedure 1004.8, "Callout of Onsite 2: Offsite Duty Roster 
Personnel." W/JM Felton 840717 memo, 

♦ General Public Utilities - GPU Service Corp. 83/10/13. 24pp. 

25752:135. 24X Fi che: 50-289 , 83/10/13, 8407240169. 


8407030131 Partial response to FOIA request for all documents from 
831201 to present re schedule for restart proceeding, 

Forwards documents listed on app, Documents also available in 
PDR. 

FELTON, J. M, Division of Rules and Records. 84/05/23. WEISS, E. R. 
Union of Concerned Scientists. 2pp. 25409:339. |24X 

Fiche: 50-289, 84/05/23, 8407030131. 
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— 8407030149 Submits ASLAB status rept as of S40331 re restart. Aamodts 
filed petition for reconsideration of ALAB-697 re emergency 
planning issues on 840307. 

ROSENTHAL, A, S. Atomic Safety and Licensing Appeal Panel. 

84/04/02, PALLADINQ, GILINSKY, ROBERTS Commissioners. Ip. 
25409:346. 24X Fi c h e: 50-289, 84/05/23, 8407030131 . 


8407100498 Revised emergency implementing pr o c ed ur es, inc 1 ud i ng 1004.34 
re activation of Parsippany technical functions ctr fy. 

1004.31 re post-accident atmospheric samp 1 i ng . 14/840629 
transmittal Itr. 

* General Public Utilities - GPU Service Corp. 84/06/14. 34pp. 

25459:037. 24X Fi c h e ; 50-289, 84/06/ 14, 84071 00498. 


8407130005 Rev 2 to Emergency Plan Implementing Procedure 1004,30. 
"Activation of Enivron Assessment Command Ctr, " W/840706 
transmittal form 

* General Public Utilities - GPU Service Corp. 84/06/20. 10pp. 

25562:136. 24X Fi ch e : 50-289, 84/06/20, 84071 30005. 


8407030334 Discusses fee requirements of 10CFR170 re actions pertaining 
to fire protection requirements of 10CFR50. List of util 
applications fj. fees end. 

MILLER, W.O. License Fee 4; 5-anch, 84/06/25, HUKILL, H. D. 

General Public Utilities I-.t Corp. 3pp. 25411:103. 24X 

Fiche; 50-289, 84/06/25. 8407030334. 


8407130301 ForuJards schedule of State of PA Emergency Mg t Agency 
corrective actions submitted in response to deficiencies 
cited by Region III of F£MA 831116 full-scale exercise of 
TMI offsite radiological emergency preparedness plans. 

MARTIN, T. T. Division of Engineering fy Technical Programs. 84/06/27. 

DALTRQFF, S, L. Philadelphia Electric Co. 2pp. 25560:007. 24X 

Fiche-: 50-000, 84/06/27, 8407130301. 


8407170332 Forwards R Krimm (FEMA) 840523 memo describing Pennsylvania 
Emergency Mgt Agency schedule for correcting deficiencies 
from 831116 full-scale exercise of offsite radiological 
emergency preparedness plans. 

EISENHUT, D. G. Division of Licensing, 84/06/29. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 5pp. 25631:250. 24X 

Fiche: 50-289, 84/06/29, 8407170332. 


8407100435 Forwards refined safety parameter display sys implementation 
plan & description of ver if ication/val idation program, per 
NUREG-0737, Item I. D. 2 Reaffirms commitment to implement 
basic safety parameter display sys by 841231, 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/05. 
STOLZ, J, F, Assistant Director for Operating Reactors. ISpp, 
25464:300. 24X Fiche: 50-289, 84/07/05, 8407100435, 


8407200198 Forwards SALP rept for Oct 1982 - Jan 1984. Shortcomings in 
areas of plant operations, design, eng ineering mods 
licensing activities discussed at 840522 meeting. 

MURLEVi.T. E. Region 1, Office of Director. 84/07/09, HUKILL, H.D. 
General Public Utilities - GPU Service Corp. 3pp. 25692:236. 24X 

Fiche: 50-289, 84/07/09, 8407200198. 


— 8407200200 SALP rept for Oct 1982 - Jan 1984. Category 2 assigned to 
licensing activities. 

■» Region 1, Office of Director. 84/04/02. 57pp. 25692:239. 24X 

Fiche: 50-289, 84/07/09, 8407200198, 


8407170224 Revised application for amend to License DPR-50. consisting 
of Rev 1 to Tech Spec Change Request 97, correct ing three 
unintentional errors, 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/12. 
STOLZ, J. F Operating Reactors Branch 4. 2pp. 25612:284. 24X 

Fiche: 50-289, 84/07/12, 8407170224. 


— 8407170234 Rev 1 to Proposed Tech Spec Change Request 97 • correcting 
unintentional errors in deluge/sprinkler sys, fire hose . 
station fire barrier penetration Tech Specs. 

General Public Utilities - GPU Service Corp. 84/07/12. 3pp. 
25612:286. 24X F iche : 50-289, 84/07/ 12, 8407170224. 


8407170564 Responds to 840328,0412,24,0504 S; 10 Itrs re emergency 
p lannxng . Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners, DSB 285. 84/07/13. MARKET, E. J. 

House of Rep, , Interior &. Insular Affairs. 5pp, 25864: 145, 24X 

Fiche; 50-000, 84/07/13, 8407170564. 


-8405210414 Summarizes MRC/FEMA steering committee 840502 meeting. Topic s 
discussed included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50, 47, App E NUREG-06S8 !S< status of 
alert notification sys review process. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256, 24X Fic he : 50-000, 84/07/13, 8407170564. 


8407250279 Temporary Change Notice 1-84-0179 for Rev 4 to Emergency 
Plan Implementing Procedure 1004.20, "Personnel/Ueh ic 1 e 
Monitoring & Decontamination, " W/840718 transmittal form. 

BRADY, J, A. , STRANGE, S. J. General Public Utilities - GPU Service 
Corp. 84/07/13, 4pp. 25740:282. 24X Fic h e : 50-289, 84/07/ 13, 

8407250279, 


8407270128 Revised emergency implementing procedures, including 1004.29, 
"Activation of Operations Support Ctr" & 1004.12, "Environ 
Monitoring," U/S40724 transmittal memo. 

* General Public Utilities - GPU Service Corp. 84/07/17. 25pp. 

25786: 295. 24X Fiche: 50-289. 84/07/17. 8407270128. 


8407270225 Forwards RW Krimm 840518 memo, transmitting updated status 
rept on remaining suggestions re offsite emergency planning 
issues contained in ASLB 811214 partial initial decision. 

STOLZ. J.F. Operating Reactors Branch 4. 84/07/17. HUKILL, H. D. 

General Public Utilities - GPU Service Carp. 4pp. 25799:234. 24X 

Fiche: 50-289, 84/07/17, 8407270225. 


8407250244 Notifies that Temporary Change Notice 1-84-0086 to 
Emergency Plan Implementing Procedure 1004.20 canceled. 

NASH, B. General Public Utilities - GPU Service Corp. 84/07/19. 
Record Services Branch (Document Control Desk). Ip. 25750:129. 24X 

Fiche: 50-289, 84/07/19, 8407250244, 


8407310394 Requests status rept on NRC consideration of Ad Hoc 
Committee on TMI Evacuation 840530 Itr U also placement of 
city on svc list for ut i 1/TMI-related matters, Util did not 
inform city of 840716 emergency drill. 

PERKINS, J. Harrisburg. PA. 84/07/24. DEYOUNG, R. C, Director's 
Office, Office of Inspection and Enforcement. 2pp. 25829:320. 24X 

Fiche: 50-289, 84/07/24, 8407310394. 


8407310407 Discusses resolution of emergency planning deficiencies. 
Communications exercise of 840717 resolves communications 
aspects of deficiencies identified in 1983 TMI annual 
e xerc ise. 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 84/07/25. 
STOLZ. J.F. Operating Reactors Branch 4. 2pp. 25834:187. 24X 

Fichfr: 50-289, 84/07/25, 8407310407. 


0. Adjudicatory correspondence 


8407030130 FDIA request for all documents from 831201 to present re 
schedule for restart proceedings. 

WEISS. E.R. Union of Concerned Scientists. 84/05/02. FELTON, J. 
Division of Rules and Records. Ip. 25407:338. 24X 

Fiche: 50-289. 84/05/02, 8407030130. 


8407030131 Partial response to FOIA request for all documents from 
831201 to present re schedule for restart proceeding. 

Forwards documents listed on app . Documents also available in 
PDR. 

FELTON. J.M, Division of Rules and Records. 84/05/23. WEISS, E.R. 
Union of Concerned Scientists. 2pp. 25409:339. 24X 

Fiche: 50-207, 84/05/23, 8407030131. 


--B407030135 Submits ASLAB status rept as of 831130 re restart. Oral 
argument on pending mgt issues scheduled for 840111. 

ROSENTHAL, A, S, Atomic Safety and Licensing Appeal Panel. 
83/12/01. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25409:341. 24X Fi ch e : 50-289, 84/05/23, 8407030131 . 


— 8407030137 Submits ASLAB monthly rept re restart. ASLAB, in unpublished 
order, granted motion of Commonwealth of PA to withdraw 
appeal approved stipulation between Commonwealth & 
licensee. 

EDLES, G. Atomic Safety and Licensing Board Panel. 83/12/23. 
ROSENTHAL, A, Atomic Safety and Licensing Board Panel. Ip. 
25409:342. 24X Fich e: 50-289, 04/05/23, 8407030131, 


— 8407030141 Submits ASLAB status rept as of 831231 re restart. ASLAB, in 
unpublished order, granted Commonwealth of PA motion to 
withdraw appeal St approved stipulation between Commonwealth 
St licensee. 

ROSENTHAL, A. 8. Atomic Safety and Licensing Appeal Panel. 

84/01/03. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25409:343. 24X Fich e: 50-289, 84/05/23, 8407030131. 


— 8407030142 Submits ASLAB status rept as of 840131 re restart. ASLAB 
heard oral argument on pending mgt issues on 8401 11 . Aamod ts 
filed motion to reopen record to examine issue of leak rate 
falsification on 840124. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 
84/02/01, PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25409:344. 24X Fiche: 50-289, 84/05/23,8407030131, 
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— 8407030146 Submits ASLAB status rept as of 840229 re restart. Licenseei 
UCS & staff filed responses to Aamodt motion to reopen 
record to examine issue of leak rate falsification. 

ROSErlTHALi A. S. Atomic Safety and Licensing Appeal Panel , 

84/03/01. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25409:345. 24X Fiche: 50-289, 84/05/23, 8407030131 . 


— 8407030149 Submits ASLAB status rept as of 840331 re r esta rt. Aamod ts 
filed petition for reconsideration of ALAB-697 re emergency 
planning issues on 840307. 

ROSEtlTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

84/04/02. PALLADINO, OILINSKY, ROBERTS Commissioners. Ip. 
25409:346. 24X Fiche: 50-289, 84/05/23, 8407030131. 


— 8407030150 Submits ASLAB status rept as of 840430 re restart. ASLAB, 
on 840402, issued ALAB— 766 which denied Aamodt motion to 
reconsider ALAB-697 for lack of jurisdiction. 

ROSEtJTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

84/05/01. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25409:347. 24X Fiche: 50-289, 84/05/23, 8407030131. 


“*■8407030154 Submits ASLAB monthly rept re restart. Oral argument in tngt 
phase of case held on 840111 & case ready for decision, 

EDLES, 0. Atomic Safety and Licensing Appeal Panel. 84/01/31. 
ROSENTHAL, A. Atomic Safety and Licensing Appeal Panel. Ip. 
25409:348. 24X Fiche: 50-289, 84/05/23, 8407030131. 


8407120098 Confirms DG Wiggins request to speak before Commissioners 
on 840627 in liidd 1 etoiun, PA re restart. Agenda requested. 

SHUMAKER, J. J, Pennsy Ivan ia, Commonwealth of,. DSD 196. 84/06/11. 

CHILKiS.J. Office of the Secretary of the Commission. Ip. 
25550:211. 24X Fiche: 50-289, 84/06/1 1, 8407120093. 


8407030269 Provides staff views re impact of FEMA rept of Category A 
deficiencies on NRC ability to make restart decision. 

Category A deficiencies on communication problems preclude 
authorization of restart under Commission direction. 

DIRCKS, W. J. Office of the Executive Director for Operations. DSB 
Oil. 84/06/25. PALLADINO, GILINSKY, ROBERTS Commissioners. 8pp. 
25267:335. 24X Fiche: 50-289, 84/06/25, 8407030269. 


8407030164 Notice of withdrawal of appearance in proceed ing. Certificate 
of Svc end. 

RAWSON, R. J. Hearing Branch 4. DSB 004, 84/06/26. 4pp. 25267:280 

24X Fiche: 50-289, 84/06/26, 8407030 1 64. 


8407030286 Notice of withdrawal of appearance in proceeding. Certificate 
of Svc end. 

RAWSOM, R. J, Hearing Branch 4. DSB 995. 84/06/26. 3pp. 25271:082. 

24X Fiche: 50-289, 84/06/26, 8407030286. 


8407090341 Forwards notice of appearance in proceeding, Certi ficate of 
Svc end. 

AU, T. Y. Pennsy Ivania, Commonwealth of,, DSB 100. 84/06/27. 

WOLFE, S.J., smith, I. W. . LINENBERGER, R. Atomic Safety and Licensing 
Board Panel. 5pp. 25454:351. 24X Fi c he: 50-289, 84/06/27, 8407090341. 


8407020515 Ack receipt of 840608 Itr re relationship between util S: 
King, Parks & Gischel. Author leaving NRC on 840630. 

GILINSKY, V, Commissioners. DSB 945. 84/06/28. ARNOLD, R.C. 

Affiliation Not Assigned. Ip. 25226:125. 24X Fiche: 50-289, 

84/06/28, 8407020515. 


8407030268 Informs that staff does not oppose Commission review of 
ALAB-772. Staff will not file answer to licensee 840622 
petition, per 10CFR2. 786C b ) (3 ) . Staf f will file brief 
addressing issues if Commission reviews ALAB-772. 

GOLDBERG, J. R. Hearing Branch 2. DSB 987, 84/06/29. CHILK, S. U. 

Office of the Secretary of the Commission. Ip. 25239-361. 24X 

Fiche: 50-289, 84/06/29, 8407030268. 


8407050189 Notice of appearance in proceed ing. Certificate of Svc end. 
BERNABEI,L. Government Accountability Project. BERNABEI, L Three 
Mile Island Alert. DSB 027, 84/06/29. 3pp. 25296:351. 24X 

Fiche: 50-289, 84/06/29, 8407050189. 


8407130415 GPU V. B5cW LAWSUIT REVIEW AND ITS EFFECT ON TKI-1. General 
Public Utilities Corporation, et al. v. The Babcock & Wilcox 
Company , et 'a 1. Three Mile Island Nuclear Station, Unit 1, 

Docket 50-289. 

* Office of Nuclear Reactor Regulation, Director, NUREG-1020LD V02, 
84/06/30. 875pp, 25576:001. 24X Fiche; 50-289, 84/06/30. 8407130415 . 


8407030464 Motion for extension of time until 840712 to reply to 
licensee petition for review of ALAB-772. Certificate of 
Svc end, 

DOROSHOW, U. Three Mile Island Alert. DSB 012, 84/07/01. 

Commissioners. 2pp. 25278:134. 24X Fiche: 50-289, 84/07/01 , 

8407030464. 


8407060073 Submittal of 840612 "Special Rept of Reconstituted OARP 
Review Committee. " Certificate of Svc end. 

BLAKE, E. L. Metropolitan Edison Co. DSB 031. 84/07/03. 

Commissioners. 94pp. 25426:267. 24X Fi che : 50-289, 84/07/03, 

8407060073. 


8407090082 Forwards HD Hukill 8d0703 followup to 840627 Itr to NRC re 
status of steam g enerators. Certificate of Svc end. Related 
correspondence. 

CHURCHILL, B, W. Shaw, Pittman, Potts Trowbridge, CHURCHILL, B, W. 
Metropolitan Edison Co. DSB 055. 84/07/03. WOLFE, S. J. , 

HETRICK, D. L. , LAMB.U. C. Atomic Safety and Licensing Board Panel. 
4pp. 25442:226. 24X Fi c h e : 50-289, 84/07/03, 8407090082. 


8407100511 Motion for extension of time until 840719 to submit comments 
in response to Commission 840601 order re immediate 
effectiveness of ALAB-772. Certificate of Svc end. 

GOLDBERG, J. R. Hearing Branch 2. DSB 151. 84/07/03, 

Commissioners. 8pp. 25514:203. 24X Fic he: 50-289, 84/07/03, 

8407100511. 


8407090183 Order extending time until 840726 for parties 8t staff to 
respond to Commission 840601 order requesting views on 
whether mgt concerns leading to 1979 shutdown order 
resolved. Served on 840706. 

CHILK, S, J Office of the Secretary of the Commission. DSB 064. 
84/07/05. 2pp. 25443:148. 24X Fi c h e : 50-289, 84/07/05, 8407090183. 


8407090343 Response opposing Aamodt 840621 motion for investigation of 
licensee repts of radiation releases during initial days of 
accident fy. postponement of restart decision pending 
resolution of investigation. Certificate of Svc encl. 

BLAKE, E. L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Potts 
Trowbridge DSB 076. 84/07/05. Commissioners. 7pp. 

25454:343 . 24X Fic h e : 50-289, 84/07/05, 8407090343. 


8407090350 Provides ASLB w/current status rept on restart read iness, p er 
840628 request. TMI-1 could physically be ready to operate by 
middle of Jul.HD Hukill 840627 S: 0703 Itrs re leakage encl. 

Svc list encl. Related correspondence. 

BAUSER, D. B. Shaw, Pittman, Potts & Trowbridge. BAUSER, D. B. 
Metropolitan Edison Co. DSB 075. 84/07/05. SMITH, I. W. , WDLFE, S. J. , 

LINENBERGER, G. Atomic Safety and Licensing Board Panel. 8pp. 
25454:326. 24X Fiche: 50-289, 84/07/05, 8407090350. 


8407120192 Concurs W/Ofc of Investigations determination not to conduct 
further independent investigation of RK Parks withdrawn 
allegations which have been moot since Aug 1983. Claims of 
discrimination u/o merit. 

R ICHARDSON, K. P. Thelen, Marrin, Johnson Bridges. R ICHARDSON, K. P. 
Bechtel Corp. DSB 202. 84/07/05. DEYOUNG, R.C. Director's Office, 

Office of Inspection and Enforcement, 3pp. 25550: 110. 24X 

Fiche: 50-289, 84/07/05. 8407120192, 


8407090353 Comments on Commission decision re restart, per 840606 order. 
Licensee allegedly destroyed in-plant radiation records & 
lethal particulates from plant still on ground & inflicted 
damage on unwarned r es i den ts . W/Cer t i f icate of Svc. 

AAMODT, M. M. , AAMODT, N. 0. Aamodts. DSB 104. 84/07/06. 4pp. 

25454:320. 24X Fiche : 50-289, 84/07/06, 8407090353. 


8407100304 Forwards 840706 quarterly update on long-term corrosion 
test program. Cert if icate of Svc encl. Related 
correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts Zf Trowbridge. CHURCH ILL, B. W, 
Metropolitan Edison Co. DSB 116. 84/07/06. WOLFE, S. J. , 

HETRICK, D. L. , LAMB, J. C, Atomic Safety and Licensing Board Panel. 
4pp. 25514:001. 24X Fi c h e : 50-289, 84/07/06, 8407100304. 


8407100608 Ansjo- opocoing TMI Alert motion to lift stay on reopened 
hearings re ■■i.artna*’ a i i eg a 1 1 oiis Certificate of Svc encl. 

GOLDBERG, J.R -ecir-ig 'ran::! 2 DSB 139. 84/07/09. 

Commissioners. 9pp, 25514:355. 24X Fiche: 50-289, 84/07/09, 

8407100608. 


8407110328 Memorandum order following 840628 prehearing conference 
which defined issues to establish prehearing procedures. 

Served on 840710. 

WOLFE, S.J. , LINENBERGER, G. , SMITH, I. W. Atomic Safety and Licensing 
Board Panel. DSB 172. 84/07/09. 9pp. 25527: 104. 24X 

Fiche: 50-289, 84/07/09, 8407110328. 


8407130170 Requests to make limited appearance statement at 840716 or 
17 hearing TMI — I steam tube repair issue. Served on 
840712 

DAVIS, F.D. Affiliation Not Assigned. DSB 221. 84/07/09. 

CLEMENTS, W. Docketing e. Services Branch. Ip. 25562:362. 24X 

Fiche: 50-289, 84/07/09, 8407130170. 
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S407130212 Forwards motion for leave to participate in hearing. entry 
of appearance Certificate of Svc.W/o enc Is. Re lated 
correspondence. 

AU, T. Y. Pennsylvania. Commonwealth of,. DSB 236. 84/07/09. 

WOLFE, S. J. . LAMB. J. C. . HETRICK. D.L. Atomic Safety and Licensing 
Board Panel. Ip. 25563:319. 24X F i c h e ; 50-289, 84/07/09, 8407130212. 


8407130318 Motion for leave to participate as interested state pursuant 
to 10CFR2. 71 5( c ) . Noti c e of appearance %< Certificate of Svc 
end. 

AU.T. Y. Pennsy Ivan ia. Commonwealth of,. DSB 225. 84/07/09. 

Atomic Safety and Licensing Board Panel. 5pp. 25568:157. 24X 

Fiche: 50-289, 84/07/09, 8407130318. 


8407170148 Reotuests to make limited appearance statement on 840716 or 
17 at hearing on steam tube repair issue. Served on 840716. 

DAVIS. B. L. Affiliation Not Assigned, DSB 262. 84/07/09. 

CLEMENTS, W. Docketing Services Branch. Ip. 25608:224. 24X 

Fiche; 50-289, 84/07/09, 8407170148. 


8407120133 Opposition to TMI Alert 840625 motion to lift Commission 
stay of ALAB-733, No valid reasons provided to warrant 
lifting of stay. Certificate of Svc end. 

BLAKE. E.L. Metropolitan Edison Co, BLAKE. E. L. Shaw, Pittman. Potts 
h Trowbridge. DSB 194. 84/07/10. Commissioners. 8pp. 

25550:274. 24X Fiche: 50-289, 84/07/ 10, 8407120133. 


8407120174 Responds to 840614 req,uest for postponement of any decision 
on restart until adequate funding assured to complete 
cleanup of Unit 2 NRC assured that Unit 1 can be operated 
saf el y. Served on 840711. 

PALUADINO, N. J. Commissioners. DSB 208. 84/07/10. THORNBURGH, R. 

“e-’nid v-nr: Crm.-onwealth of,. 2pp, 25550:351. 24X 

!";clu‘ SC-.™ ;, 9 84, 'OV/IO, 8407120174. 


— 8407120178 Requests postponement of any decision on restart until 
adequate funding assured to complete cleanup of Unit 2 ic NRC 
provided adequate assurance that Unit 1 can be operated 
safely. 

THORNBURGH, R. Pennsylvania, Commonwealth of,. 84/06/14. 
PALLADINO, N. J. Commissioners. 4pp. 25550:353. 24X 

Fiche: 50-289, 84/07/10, 8407120174. 


0407130155 Transmittal of PR Clark 840629 Itr to NRR & attached status 
rept of nuclear safety 5< compliance committee. Certificate of 
Svc end. Related correspondence. 

BAUSER, D. B. Metropolitan Edison Co, BAUSER,D.B. Shaw, Pittman, 
Potts Trowbridge. DSB 217, 84/07/10. 23pp. 25563:243. 24X 

Fiche: 50-289, 84/07/10, 8407130155, 


8407130162 Transmittal of L King ?/ G King complaint filed on 840709 in 
District Court for Middle District of PA seeking redress for 
alleged injuries sustained as result of L King discharge 
from emp loyment. Svc list end. Related correspondence, 

BLAKE,E,L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Potts 
8r Trowbridge. DSB 234. 84/07/11. Slpp. 25563:266. 24X 

Fiche: 50-289,84/07/11, 8407130162. 


8407130166 Response opposing Aamodts 840621 motions for investigation 
of licensee repts of radioactive releases during initial 
days of TMI-2 accident postponement of restart decision 
pending investigation res ul ts. Cert if ica te of Svc end. 

WAGNER, M.E. Hearing Branch 4. DSB 219. 84/07/11. Commissioners. 

lOpp, 25563:061. 24X F ic h e : 50-289, 84/07/ 1 1 , 8407130 166. 


8407130284 Answer to licensee petition for review of ALAB-772. Petition 
should be rejected as deficient on f ac e, Cert i f ica te of Svc 
enc 1. 

DOROSHQW.U. Three Mile Island Alert. DSB 232. 84/07/11. 12pp. 

25565:351. 24X Fiche: 50-289, 84/07/11, 8407130284. 


8407130277 Opposition to GPU petition for review of ALAB-772 re 
operator training program. Cert if icate of Svc end. 

WEISS, E.R. Union of Concerned Scientists. WEISS, E.R, Harmon 
Weiss. DSB 231. 84/07/12. 7pp. 25566:008. 24X 

Fiche: 50-289, 84/07/12, 8407130277. 


8407130428 Forwards Ofc of Investigations rept, "Investigative 
Evaluation of Remaining Allegations Relating to H Hartman. " 

Served on 840713. 

CLEMENTS, W. L, Docketing Services Branch, DSB 244. 84/07/13. 

GRAY, U. Hearing Branch 4. WQELFLING, M. M. Pennsylvania, 
Commonwealth of,. AAMODT, M, M. Aamodts. 200pp, 25574:297. 24X 

Fiche: 50-289, 84/07/13, 8407130428, 


9407160253 Answer to Commonwealth of PA 840709 motion for leave to 
participate in instant proceedings as interested state. 

Certificate of Svc end. 

CHURCHILL, B. W. Metropolitan Edison Co. CHURCHILL, B. W. Shaw, 
Pittman, Potts Rt Trowbridge. DSB 261. 84/07/13. Atomic Safety 

and Licensing Board Panel. 5pp. 25601:181. 24X 

Fiche: 50-289, 84/07/13, 8407160253. 


8407160264 Memorandum order stating that Aamodts have no lead 
intervenor respons ib i 1 it ies, TMI Alert will serve as lead 
intervenor on leak rate Sk Dieckamp mailgram issues & UCS 
will be lead intervenor on listed issues. Served on 840716. 

SMITH, I, W, Atomic Safety and Licensing Board Panel. DSB 254. 
84/07/13. Aamodts. 4pp, 25601:186. 24X Fich© : 50-289, 84/07/13, 

8407160264. 


8407190125 Informs of correction to ASLB S40709 memorandum & order, 
stating that staff made no suggestion that ALAB-774 
foreclosed any consideration of RHR rept in connection w/ 
remanded issue of training. 

GOLDBERG, U.R 'He.-irin.j Branch 2, DSB 342. 84/07/16. WOLFE, S. J. , 

SMITH, I. W. , Lir.EvnFRGEF, G. Atomic Safety and Licensing Board Panel. 
2pp. 25682:073. 24X Fiche; 50-289, 84/07/16, 8407190125. 


8407180150 Forwards Ofc of Investigation repts & exhibits re Unit 2 
alleged falsification of radiation monitoring repts 8t 
potential improper mgt influence on plant operators to 
change testimony. Served on 840717. 

CLEMENTS, W. L. Docketing & Services Branch, DSB 302. 84/07/17. 

GRAY, J. Hearing Branch 4. AU,T. Y. Pennsylvania, Commonwealth of,. 
AAMODT, M.M. Aamodt?. 1,000pp. 25636:292. 24X 

Fiche; 50-289, 84/07/17. 8407180150. 


8407190206 Forwards HD Hukill 840702 Itr including rev to licensed 
operator requalification training program description. Svc 
list end. Related correspondence, 

BAUSER, D.B. Shaw, Pittman, Potts & Trowbridge. BAUSER, D.B. 
Metropolitan Edison Co. DSB 333. 84/07/17. SMITH, I. M., 

LINENBERGER, G. , WOLFE, S. U. Atomic Safety and Licensing Board Panel. 
34pp. 25669:047. 24X Fi che: 50-289, 84/07/17, 8407190206. 


8407230132 Responds to ASLB 840628 request re estimate of reactor 
readiness for restart. Counsel for licensee 840705 Itr 
indicating restart within 7 to 10 days after restart 
authorization believed to be accurate assessment. 

GOLDBERG, J. R. Hearing Branch 2. DSB 409. 84/07/17. SMITH, I. W. , 

LINENBERGER, G. , WOLF, S. J. Atomic Safety and Licensing Board Panel. 
Ip. 25705:038.* 24X Fich e: 50-289. 84/07/17, 8407230132. 


8407190488 Forwards HD Hukill 840718 Itr informing that, due to 
unanticipated events in steam generator tube plugging 
program, fac il ity will not be ready for return to svc before 
Aug 1984. Svc list end, Related correspondence. 

BAUSER. D. B. Shaw, Pittman. Potts & Trowbridge. BAUSER, D. B. 
Metropolitan Edison Co. DSB 356. 84/07/18. SMITH, I. W., WOLFE, S. J. 

LINENBERGER, G, Atomic Safety and Licensing Board Panel. 6pp. 

25684: 126. 24X Fiche: 50-289, 84/07/18, 8407190488. 


8407240302 Ac k receipt of 840713 limited appearance statement re 
proposed restart. Statement forwarded to ASLB. Served on 
840723. 

ABRAHAM, K. Docketing 8< Services Branch. DSB 454. 84/07/19. 

STULL, G.R. Affiliation Not Assigned. 4pp. 25723:331. 24X 

Fiche: 50-289, 84/07/19, 0407240302. 


8407260487 Forwards addl comments on Commission 840601 order requesting 
comments on whether Commission should lift immediate 
effectiveness of 790702 shutdown order. Certificate of Svc 
enc 1. 

WOELFLING.M, Pennsylvania, Commonweal th of , . DSB 545. 84/07/25. 

CHILK.S. J. Office of the Secretary of the Commission. 3pp. 

25779; 293. 24X Fiche: 50-289. 84/07/25, 8407260487. 


— 8407260490 Response to Commission 840601 order requesting comments on 
whether Commission should lift immediate effectiveness of 
790702 shutdown order. Order should not be lifted. 

WOELFLING, M. , AU, T. Y. Pennsylvania, Commonwealth of,. 84/07/25. 

Commissioners. 5pp. 25779:296. 24X Fiche: 50-289, 84/07/25, 

0407260487. 


8407270164 Forwards analysis of basis for final NSHC determination In 
connection w/proposed amend to License DPR-50, ap proving 
method of repair of steam generator tubes. Analysis 
emphasizes narrow scope of actual amend involved. 

TROWBRIDGE, G. F. Shaw, Pittman, Potts «< Trowbridge. TROWBRIDGE, G. F. 
Metropolitan Edison Co. DSB 562, 84/07/25. PLAINE.H. H. Office of 

the General Counsel. Upp. 25786:337. 24X Fiche; 50-289, 84/07/25, 

8407270164. 


8407260494 Comments in response to Commission 840601 order re mgt 
integrity. Info adequate to support Commission decision. 
NUREO-0680, Suppl 5 8« Certificate of Svc end. 

GOLDBERG, J. R, Hearing Branch 4. DSB 541. 84/07/26. 201pp. 

25779: 318. 24X Fiche: 50-289, 84/07/26, 3407260494. 


8407270067 Response to Commission 840601 order for comments re 
resolution of mgt issues. Evidence compelling & Commission 
views predetermined. Certificate of Svc end. 

DOR08HOW,v;, Three Mile Island Alert. DSB 563. 84/07/26. 21pp. 

25786:231, 24X Fiche: 50-289, 84/07/26, 8407270067. 
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B407270095 Comments in response to Commission 840601 order re 
resolution of mgt integrity i ssues. Susp ens i on should be 
lifted immed iatel y . Cert i f i cate of Svc end. 

BLAKE. E.L. Metropolitan Edison Co. BLAKE, E. L. Shaw, Pittman, Potts 

ti. Tr oufa r i d g e . DSB 559. 84/07/26. 91pp. 25786: 129. 24X 

Fiche: 50-289, 84/07/26, ,p407270095. 


8407270113 Comments on restart immediate ef f ectiveness, p er S40601 
order. Ce.rtif icate of Svc end. 

WEISS, E. R. Union of Concerned Scientists. DSD 560. 84/07/26, 

62pp. 25790:001. 24X Fi che: 50-289. 84/07/26, 84072701 13. 


8407300014 Decision CLI-S4-1 1 , supp or t in g four of five issues in 
ALAB-729 on plant design & procedures in restart proceeding. 

NRC directed to certify environ q,ua 1 i f i cat i on of 
equipment status uithin proceeding. Served on 840727. 

CHILK, S. J, Office of the Secretary of the Commission. DSB 574. 
84/07/26. 29pp. 25805:242. 24X Fic he : 50-289, 84/07/26, 8407300014. 


8407300397 Invites comments on end SECY-84-237 ^ NRC safety evaluation 
re subcooling criteria for actuating or throttling HPI by 
840824. Served on 840730. 

CHILK, S. J, Office of the Secretary of the Commission. DSB 579. 
84/07/27. Office of the Executive Legal Director. 7pp. 

25812: 128. 24X Fiche: 50-289, 84/07/27, 8407300397. 


8407300411 Order extending time until 840829 for Commission to act to 
review ALAB~774. Served on 840727. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 580. 
84/07/27. Commissioners. Ip. 25812:141. 24X 

Fiche: 50-289, 84/07/27, 8407300411. 


8407310253 Requests comments on conclusions reached in end safety 
evaluation re subcooling criteria for actuating or 
throttling HPI, by 840824. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 636. 
84/07/27, Office of the Executive Legal Director. 7pp. 

25832: 170. 24X Fiche: 50-289, 84/07/27. 8407310253. 


8407310430 Communicates problems encountered in filing comments 
concerning mgt issues. Schedule interrupted by medical 
emergency on 840725. Comtni ss i on requested comments by 840726. 
AAMODT-M. M. Aamodts. DSB 622. 84/07/30. Commissioners. Ip. 

25831: 123. 24X Fiche: 50-289, 84/07/30. 8407310430. 


—8407310436 Addl response to Commission order for parties comments re 
restart. 

AAMODT.M.M. , AAMQDT, N. 0. Aamodts. 84/07/26. 22pp. 25831:124. 

24X Fiche: 50-209, 84/07/30, 8407310430. 


H. General correspondence 


8407120159 Informs of motion presented & carried at 840614 meeting of 
Board of Commissioners that NRC be reminded of 1982 Dauphin 
County referendum vote re restart. Review of figures before 
taking positive action in restarting TMI requested. 

CAUOHEY, M. A. Susquehanna Township, PA. DSB 203, 84/07/06. 

PALLADINO, N. Commissioners. Ip. 25550:340. 24X 

Fiche: 50-289, 84/07/06, 8407120159. 


8407310360 Requests responses to questions on TMI-1 re vents , d ischarge 
stocks & filters. 

HOSSLER, D. E. Affiliation Not Assigned. 84/07/27. DENTON, H. Office 
of Nuclear Reactor Regulation, Director. Ip. 25831; 153, 24X 

Fiche; 50-289, 84/07/27, 8407310360. 


P. Operating license stage documents ?< correspondence 


8407120119 Fourth partial response to FOIA request for six categories 
of info re application of Sholly amend to consideration of 
TMI-1 steam generator OL amend. Documents available in PDR. 

Info partially withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/05/22. BELL, N. 
Nuclear Information & Resource Service. 4pp. 25557:052, 24X 

Fiche: 50-287, 84/03/22, 8407120119. 


8407130037 Further response to FOIA request for numerous categories of 
records re’ issues discussed in IE Info Notices 81-29,83-52. 

83-57 «« 83-72 h Board Notifications 83-128 & S3-128A. 

Forwards Apps C D doc unents. Searc h continuing. 

FELTON, vI.M. Division of Rules and Records. 84/04/13. JORDAN, W.S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/ 13. 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries «£ Target Rock failed to close. 

DIIANNI.D. C, Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102, 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130185 Informs that EPRI test results on safety valve, Dresser 
Model 31739A immaterial to TMI hearing record issues, 

SrOLZ, J.F., DIIANNI.D. C. Operating Reactors Branch 4. 81/08/28. 

NOVAK, T. M, Assistant Director for Operating Reactors. 2pp. 

25584:112. 24X Fi che : 50-000. 84/04/13, 8407130037, 


8407120560 Discusses Philadelphia Inquirer reporting of recently 
released transcripts of closed Commission meetings on 
restart of TMI-1. Paper fails to treat NRC deliberations 
fairly ?y. objectively. 

PALLADINO, N. J. Commissioners. 84/06/19. ROBERTS, G. Philadelphia 
Inquirer, Philadelphia, PA. 2pp. 25558:313. 24X 

Fiche; 50-289, 84/06/19, 8407120560. 


8407050437 Clarifies documents review status of NUREG-0737 , Items 
II. E. 1. 1 fy. II. E, 1.2 re auxiliary feedwater sys. Review of 
II. E. 1.1 complete, per NUREG-06S0, e x c ep t for emergency power 
bus loading confirmatory item. 

STOLZ, J. F. Operating Reactors Branch 4, 84/06/21. HUKILL.H, D, 

General Public Utilities — GPU Service Corp. 4pp. 25431:356. 24X 

Fiche: 50-289,84/06/21, 9407050437. 


8407060281 Forwards Amend 97 to License DPR-50 ?y. safety evaluation. 
Amend adds Tech Specs covering limiting conditions for 
operation & surveillance requirements for RCS high point 
vents. 

STOLZ, J.F, Operating Reactors Branch 4. 84/06/21, HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 25434:240. 24X 

Fiche: 50-289,84/06/21. 8407060281. 


— 8407060285 Amend 97 to License DPR-50, add ing Tech Specs covering 
limiting conditions for operation surveillance 
requirements for RCS high point vents. 

STOLZ, J,F. Operating Reactors Branch 4. 84/06/21. Spp. 

25434:244. 24X Fi c h e : 50-289, 84/06/21 , 840706028 1 . 


— 8407060288 Safety evaluation supporting Amend 97 to License DPR-50. 

Office of Nuclear Reactor Regulation, Director. 84/06/21. 2pp. 
25434:252. 24X F i c h e : 50-289, B4/06/21 , 8407060281 . 


8407060202 Advises that util plans series of analyses allowing for 
various RCS cooldown rates under natural circulation 
conditions per Generic Ltr 81-21, "Natural Circulation 
Cooldown." Procedure will be available by mid-Jul 1984. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/26. 

STOLZ, J.F. Operating Reactors Branch 4 Ip. 25426:202, 24X 

Fiche: 50-289, 84/06/26, 8407060202. 


8407030228 Forwards revised schedule for implementation of activities 
for control of heavy loads, per NUREO-0612, Pr oc ed ur e 1507-2, 

"Fuel Handling Bldg Crane Operation," will be revised by 
840815. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/28. 
EISENHUT, D. G. Divisio- n p l.icer-^'n:: 3pp, 25239:017, 24X 

Fiche: 50-289,84/06/28, E-r-yC.:':, 2 .•>!=! 


8407090199 Informs that response to 840525 request for addl info re 
environ qual if ication of electrical equipment ^ compliance 
W/10CFR50. 49 will be provided in Aug 1984. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/06/28. 

STOLZ, J. F. Operating Reactors Branch 4. Ip. 25442:343. 24X 

Fiche: 50-289,84/06/28, 8407090199, 


8407060092 Forwards brief summary of status of nuclear safety St 
compliance c onmi t tee, p er 831128 commitment. Resumes of 
members end. 

CLARK, P.R. General Public Utilities - GPU Service Corp. 84/06/29. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 20pp, 
25429:155, 24X Fiche: 50-289, 84/06/29, 8407060092. 


8407060195 Forwards updated status of Tech Spec change requests (TSCR). 
Requests priority for NRC review S', approval be given to 
designated TSCRs. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/29. 
STOLZ, J. F. Operating Reactors Branch 4. 3pp. 25426: 191. 24X 

Fiche: 50-289, 84/06/29, 8407060195, 


8407060216 Forwards response to 840614 request re Ofc of Investigation 
repts concerning issue of mgt integrity w/respect to 
TMI-1 restart. 

CLARK, P.R. General Public Utilities - GPU Service Corp. 84/06/29. 
EISENHUT, D. G. Division of Licensing, Spp. 25424:248. 24X 

Fiche: 50-289, 84/06/29, 8407060216. 


8407100305 Forwards confirmatory documentation procedures generation 
package writers guide plant-specific technical guidelines 
per NUREG-0737, Item 1. C. 1. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/29, 
STOLZ, J.F, Operating Reactors Branch 4, 4pp. 25511:154. 24X 

Fiche: 50-289, 84/06/29, 8407100305. 
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-8407100311 Rev 1 to Procedure TDR 517, "TMI-1 Plant-Specific Guidelines 
Derived From Abnormal Transient Operating Guidelines. ” 

General Public Utilities - GPU Service Corp. 84/06/25, 82pp. 

25511; 158. 24X Fi ch e : 50-289, 84/06/29, 8407100305. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs h. holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end, 

EISEMHUT, D. G. Division of Licensing, 84/07/02, Consolidated 

Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407100540 Forwards summary of technical req.uirements for continuous 
iodine sampling of condenser off-gas St analysis of offsite 
closes due to continuous release at condenser off — gas monitor 
high setpoint requested in 840511 ltr, 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/03. 
STOLZ,J.F. Operating Reactors Branch 4. 5pp. 25464:358. 24X 

Fiche: 50-289, 84/07/03, B407100540. 


B4071703S7 Forwards two changes to sys h. procedures described in FSAR, 
per 10CFR50. 59 requirements. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/05. 
HAYNES, R.C. Region 1, Office of Director, IBpp. 25612:300, 24X 

Fiche: 50-289, 84/07/05, 8407170387. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Z/. amends. Svc list end, 
EISENHUT, D. G. Division of Licensing. 34/07/06, Consolidated 
Edison Co of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8407110301 Provides quarterly update on long-term corrosion test 
program 8<. recent results of destructive exams of tube 
specimens. Results corroborate effectiveness of corrective 
actions to prevent sulfur attack of steam generator. 

WILSON, R.F. General Public Utilities - GPU Service Corp, 84/07/06. 
STOLZ, U, F. Operating Reactors Branch 4. 2pp. 25523:091. 24X 

Fiche: 50-289, 84/07/06, 8407110301. 


0407130190 Forwards nonpr opr i e tary final sys design description for 
reactor coolant inventory trending sys, per NUREG-0737, 1 tern 
11. F. 2 proprietary, "Summary Info RCS Coolant Inventory 
Trending (CIT)...." Rept withheld (ref 10CFR2. 790 ) . 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/06. 
STOLZ, J. F. Operating Reactors Branch 4. 36pp. 25563:025. 24X 

Fiche: 50-289, 84/07/06, 8407130190, 


8407130155 Transmittal of PR Clark 840629 ltr to NRR if. attached status 
rept of nuclear safety compliance committee, Certificate of 
Svc end. Related correspondence. 

BAUSER, D, B. Metropolitan Edison Co. BAUSER, D. Q. Shaw, Pittman, 
Potts if. Trowbridge. DSB 217. 84/07/10. 23pp. 25563:243. 24X 

Fiche: 50-289, 84/07/10, 8407130155, 


8407250184 Forwards application to amend License DPR-50, cons isting of 
Rev 2 to Tech Spec Change Request 104 to reflect new 
schedule for wi th drawa 1 , test ing if. evaluation of Capsule 
TMI-IC. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/10. 

STOLZ, U.F. Operating Reactors Branch 4, Ip. 25735:001. 24X 

Fiche; 50-289, 84/07/10, 8407250184. 


— 8407250191 Application to amend License DPR-50, c onsist ing of Rev 2 to 
Tech Spec Change Request 104 to reflect new schedule for 
withdrawal, testing i>. evaluation of Capsule TMI-lC,per 
integrated relief valve matl surveillance program. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

84/07/10. 4pp. 25735:002. 24X Fi c h e: 50-289, 84/07/ 10, 8407250184. 


-“8407250202 Proposed Tech Spec chang es , ref lec ting new schedule for 
withdrawal, testing ?k evaluation of Capsule TMI-IC, per 
integrated relief valve matl surveillance program. 

General Public Utilities - GPU Service Corp. S4/07/10. 5pp- 
25735:006. 24X Fi ch e ; 50-289, 84/07/10, 8407250184, 


8407250259 Forwards application to amend License DPR-50/ cons isting of 
Rev 1 to Tech Spec Change Request 135 to specify appropriate 
limits of hydrogen it oxygen in waste gas holdup sys. 

Certificate of Svc encl. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/11. 
STOLZ, U.F. Operating Reactors Branch 4. 2pp. 25736:314. 24X 

Fiche; 50-289, 84/07/11; 8407250259. 


— 8407250266 Application to amend License DPR-50, consisting of Rev 1 to 
Tech Spec Change Req,uest 135 to specify appropriate limits 
of hydrogen S< oxygen in waste gas holdup sys, 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 

84/07/11. 6pp. 25736:316. 24X Fi c he: 50-289, 84/07/1 1, 8407250259. 


8407170224 Revised application for amend to License DPR-50, c onsisting 
of Rev 1 to Tech Spec Change Request 97, c orrec t ing three 
unintentional errors. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/12. 
STOLZ. U.F. Operating Reactors Branch 4, 2pp. 25612:284. 24X 

Fiche; 50-289, 84/07/12, 8407170224. 


— 8407170234 Rev 1 to Proposed Tech Spec Change Request 97 , c orrec ting 
unintentional errors in deluge/sprinkler sys, fire hose 
station if. fire barrier penetration Tech Specs. 

* General Public Utilities - GPU Service Corp. 84/07/12. 3pp. 
25612:286. 24X Fiche : 50-289, 84/07/12, 8407170224. 


8407240513 Forwards SER based on review of util 831108,840201 0509 

responses to Item 4.3 of Generic Ltr 83-28 re reactor trip 
sys r el iab i 1 i ty-automat i c actuation of shunt trip attachment 
for B8<W p lants. Commitments acceptable. 

STOLZ, U.F. Operating Reactors Branch 4. 84/07/12. HUKILL, H. D, 

General Public Utilities - GPU Service Corp. 4pp. 25733:222. 24X 

Fiche: 50-289, 84/07/12, 8407240513. 


— 8407240520 Safety evaluation based on review of util 831108,840201 & 
0509 responses to Item 4. 3 of Generic Ltr 83-28 re reactor 
trip sys r e liab i 1 i ty-au tomat ic actuation of shunt trip 
attachment for BS<W p lants. Commitments acceptable. 

* Operating Reactors Branch 4. 84/07/12. 9pp. 25733:226. 24X 

Fiche: 50-289, 84/07/12, 8407240513. 


8407260374 Board Notification 84-131 : transmi ts 840713 staff review of 
recent TMI-1 steam generator leakage it long-term corrosion 
test program, per licensee 840627,0703 if. 06 submittals. 

LAINAS, G. C. Assistant Director for Operating Reactors. 84/07/13. 
Atomic Safety and Licensing Board Panel. 2pp. 25791:309. 24X 

Fiche: 50-289, 84/07/13, 8407260374. 


— 8407260386 Discusses review of TMI-1 steam generator leakage & long- 
term corrosion tests, per licensee 840627,0703 06 

submittals. Info does not affect evaluations, cone lusions or 
proposed license conditions in NUREO-1019. 

STOLZ, J. F, Operating Reactors Branch 4. 84/07/13. HUKILL, H.D. 

General Public Utilities - GPU Service Corp. 5pp. 25791:311. 24X 

Fiche: 50-289, 84/07/13, 8407260374. 


8407300418 Board Notification 84-131 : forwards NRC 840713 ltr reviewing 
recent TKI-1 steam generator leakage & long-term corrosion 
test program. Related correspondence. 

LAINAS, G.C. Assistant Director for Operating Reactors. DSB 608. 
84/07/13. Atomic Safety and Licensing Board Panel. 4pp. 

25812:221. 24X Fi che: 50-289, 84/07/13, 8407300418. 


8407200191 Forwards tabulation lists of all items cited it resolutions 
based on walkdown of emergency feedwater sys, in response 
to NRC 840625 ltr. Based on wa 1 kdowns, harsh environ will not 
be created as result of SSE. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/16. 
STOLZ, U, F. Operating Reactors Branch 4. 8pp. 25693 : 069. 24X 

Fiche: 50-289, 84/07/16. 8407200191. 


8407230010 Submits current status of recent tube plugging efforts. Info 
suppls 840627 it 0703 data . Sc h edul e submitted in 840703 ltr 
will be revised. Table of tubes plugged since 840627 encl. 

HUKILL, H.D, General Public Utilities - GPU Service Corp. 84/07/18. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 25706:027. 24X 

Fiche: 50-289, 84/07/18, 8407230010. 


8407260221 Forwards summary rept, "TMI-l Reactor Containment Bldg 
Integrated Leak Rate Test, " per Tech Spec Sections 4. 4. 1. 1. 8 
8( 6. 9. 3. A(3) it 10CFR50, App U. Low leakage rate assures bldg 
can perform intended safety function. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/19. 
DENTON, H. Office of Nuclear Reactor Regulation, Director. 

HURLEY, T. E. Region 1, Office of Director. Ip. 25776:213. 24X 

Fiche: 50-289, 84/07/19. 8407260221. 


— 8407260225 "TliI-1 Reactor Containment Bldg Integrated Leak Rate Test. " 
SUMMERS, R.L. General Public Utilities - GPU Service Corp. 

84/04/30. 109pp. 25776:214. 24X Fiche: 50-289, 84/07/19. 

8407260221, 


8407300173 Remits licensee approval fee for B40710 submittal of 
inservice testing program. 

HUKILL, H.D. General Public Utilities - GPU Service Carp. 84/07/20. 

STOLZ, U.F. Operating Reactors Branch 4. Ip. 25807:346. 24X 

Fiche: 50-289, 84/07/20, 0407300173. 


8407270164 Forwards analysis of basis for final NSHC determination in 
connection w/proposed amend to License DPR— 50, ap proving 
method of repair of steam generator tubes. Anal ys is 
emphasizes narrow scope of actual amend involved. 

TROWBRIDGE, G. F. Shaw, Pittman, Potts S,, Trowbridge. TROWBRIDGE, G. F. 
Metropolitan Edison Co, DSB 562. 84/07/25. PLAINS, H. H. Office of 

the General Counsel. 11pp. 25786:337. 24X Fic he: 50-289. 84/07/25, 

8407270164. 
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8407310405 Forwards review of NUREG-0737i Item II. B. 2/ "Decay Heat 
Plant Shielding Option, " Proposed solution improves schedule 
for resolution of item by limiting required physical mods to 
manual reach rod on DHV-64. 

HUI^ILLi H. D. General Public Utilities - GPU Service Corp. 84/07/27. 
STOLZ, J. E Operating Reactors Branch 4. 12pp. 25834:175. 24X 

Fiche: 50-289, 84/07/27, 840 7310405. 


Q. Inspection reports, IE Bulletins & correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at fac i 1 i t ies , Respon se 
requested within 60 days, 

EBNETER,S. D. Region 1, Office of Director. S4/06/1S. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18. 8407050035. 


8407090035 Forwards IE Insp Rept 50-289/84-15 on 840507-0605. No 
violations noted. 

STAROSTECKI , R. Division of Project Resident Programs. 84/06/18. 
HUKILL. H. D. General Public Utilities - GPU Service Corp. 4pp. 
25454:215. 24X Fi ch e: 50-289, 84/06/18, 8407090035. 


— 8407090036 IE Insp Rept 50-289/84-15 on 840507-0605. No violations 
noted. Major areas inspected: plant op era t i ons, performanc e 
during 840518 demonstration, hot functional testing, QA 
interfacing & restart valve lineups. 

CONTE, R., BAUNACK, W. , URBAN, R. Region 1, Office of Director. 
84/06/11. 7pp. 25454:219. 24X Fiche: 50-289, 84/06/18, 8407090035. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

yorki Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407030387 Provides addl info re condition of steam generators. Addl 
insp of leaking joint planned using f ibrosc op e, A1 1 tests 
scheduled for completion by early next wk. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/06/27. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 25239:332. 24X 

Fiche: 50-289, 84/06/27, 8407030387, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees J,. Vendors." Svc list end, 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


9407060218 Rev 2 to Procedure 1000-POL-i020. 01, "Use of Ombudsman 
Function for Resolving Nuclear or Radiation Safety 
Concerns. " 

CLARK, P, R. General Public Utilities - GPU Service Corp. 82/05/17. 
4pp. 25424:256. 24X Fiche: 50-289, 84/06/29, 8407060216. 


— 8407060222 Rev 0 to Procedure lOOO-POL-1740. 01, "Employee Contact 
W/Regulatory Agencies. " Related info end. 

ARNOLD, R. C. General Public Utilities - GPU Service Corp. 

82/11/18, 27pp. 25424:260. 24X Fi c h e : 50-289, 84/06/29, 8407060216. 


S407090241 Ac k receipt of 840606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-289/84-03. Status 
of actions taken to improve post-accident sampling sys will 
be documented in IE Insp Rept 50-289/84-16. 

MARTIN, T. T, Division of Engineering «< Technical Programs. 84/07/02. 

HUKILL, H.D, General Public’ Utilities - GPU Service Corp. 2pp. 

25452:001. 24X Fi che: 50-289, 84/07/02, 8407090241. 


— 8407090244 Responds to NRC 840214 Itr re violations noted in IE Insp 
Rept 50-289/84-03 w/update of outstanding items re post- 
accident sampling & monitoring, per 840308 submittal. 

HUKILL, H. D. General Public Utilities — GPU Service Corp. 

84/06/06. STAROSTECKI , R. Division of Project & Resident Programs. 
4pp. 25452:003. 24X Fic he : 50-289, 84/07/02, 8407090241. 


-8407090246 "TMI-1, Post-Acc ident Containment Atmosphere Sampling 
Radiological Analysis. “ 

MAHGEREFTEH, M. General Public Utilities - GPU Service Corp. 
TDR-529 ROO. 84/06/04. 26pp. 25452:007. 24X 

Fiche: 50-289, 84/07/02, 8407090241. 


8407100428 Informs that addl testing on small leakage increase in steam 
generator S, noted during insp described in 840627 Itr, 
completed. Tube 80—45 plugged & new plug added below 
explosively welded plug. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/03. 
STOLZ, J.F. Operating Reactors Branch 4. 2pp. 25464:295. 24X 

Fiche: 50-289, 84/07/03, 8407100428. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerobic Adhes ive/Sealan ts. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 2 m Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of Mew 

York, Inc. 122pp. 25602:032. 24X Fi c he : 50-000, 84/07/05, 8407030089. 

8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he : 50-000, 84/07/06, 8407050274. 


8407200198 Forwards SALP rept for Oct 1982 - Jan 1984. Shortc oming s in 
areas of plant operations , design, eng ineering mods & 
licensing activities discussed at 840522 meeting, 

HURLEY, T. E. Region 1, Office of Director. 84/07/09, HUKILL, H.D. 
General Public Utilities - GPU Service Corp. 3pp. 25692:236, 24X 

Fiche-: 50-289, 84/07/09, 8407200198. 


— 8407200200 SALP rept for Oct 1982 - Jan 1984. Category 2 assigned to 
licensing activities, 

* Region 1, Office of Director. 84/04/02. 57pp. 25692:239, 24X 

Fiche: 50-289, 84/07/09, 8407200198. 


— 8407200202 Forwards rept of SALP conducted on 840402, Meet i ng will be 
scheduled to discussed r esu 1 ts, Wr i tten comments requested 
within 20 days of meeting. 

STAROSTECKI, R. Division of Project Resident Programs. 84/04/24. 

HUKILL, H.D, General Public Utilities - GPU Service Corp. Ip. 
25692:292. 24X Fi ch e : 50-289, 84/07/09, 84072001 98. 


— 8407200204 Forwards responses to SALP rept, inc lud ing plans for 
improvement of performance, per NRC 840424 Itr. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

84/06/06. STAROSTECKI, R. Division of Project & Resident Programs. 
3pp. 25692:293. 24X Fiche: 50-289, 84/07/09, 840720019S. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness &>. Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24 X Fi c he : 50-000, 84/07/ 10, 8407060251 , 


8407130202 Forwards inservice testing of pumps & valves program, 
consisting of "Periodic Inservice Insp Program" for pumps t* 
valves, per 840613 Itr. Program provides assurance of 
operability of Class 1,2 it 3 pumps & valves. 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 84/07/10. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 25568:090. 24X 

Fiche: 50-289, 84/07/10, 8407130202. 


— 8407130206 "Periodic Inservice Insp Program" fon pumps & valves. W/22 
oversize drawings enc 1 . Ap ert ure cards available in PDR. 

# General Public Utilities - GPU Service Corp. 84/07/10. 65pp. 

25568:092. 24X Fiche: 50-289, 84/07/10, 8407130202. 


8407130428 Forwards Ofc of Investigations rept, "Investigative 
Evaluation of Remaining Allegations Relating to H Hartman. " 

Served on 840713. 

CLEMENTS, W. L. Docketing it Services Branch, DSB 244. 84/07/13. 

GRAY, J. Hearing Branch 4. WOELFLING, M. H. Pennsy Ivan ia, 
Commonwealth of,. AAMODT, M. M. Aamodts. 200pp. 25574:297 . 24X 
Fiche: 50-289, 84/07/13, 8407130428. 


8407310348 Responds to IE Bulletin 84-02, "Failure of GE Type HFA 
Relays in Use in Class IE Safety Sys. " GE Type HFA relays 
not in use at p lant. Prevent ive maint program aids in 
detecting end-of-life condition for ac coils. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/13. 
HURLEY, T.E. Region 1, Office of Director. 2pp. 25834:093. 24X 

Fiche: 50-289,84/07/13, 8407310348. 


8407300238 Responds to IE Circular 81-06 re Foxboro 10-50 mA type 
transmi tters. Eleven sub j transmitters identified. 

Transmitters tagged indicating that transmitters must not be 
used in harsh radiation it temp environs, 

HUKILL, H.D. General Public Utilities - GPU Service Corp. 84/07/24. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 25803:147, 24X 

Fiche: 50-289,84/07/24, 8407300238. 
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8407230079 IE Info Notice 84-5Si "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unitj Wrong Train or 
Ulrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co, of New 

York. Inc. 108pp. 26057:245, 24X Fi c he ; 50-000, 84/07/25. 8407230079, 


R. Periodic operating reports & related correspondence 


8407020005 Monthly operating rept for May 1984, W/840615 Itr. 

SMITH, C,. HUKILL.H, D. General Public Utilities ~ GPU Service Corp. 
84/05/31. 7pp, 25219:270, 24X Fiche : 50-289. 84/05/31, 8407020005. 


8407170393 Monthly operating rept for June 1984. W/840713 Itr. 

SMYTH, C.W.. HUKILL, H, D, General Public Utilities - GPU Service Corp. 

84/06/30. MCDONALD, W. C. Distribution Services Branch. 6pp. 
25615:018. 24X Fi c he : 50-289, 84/06/30, 8407170393, 


8407100304 Forwards 840706 q.uarterly update on long-term corrosion 
test program Certificate of Svc end. Related 
correspondence. 

CHURCHILL, B, W. Shaw, Pittman, Potts Trowbridge. CHURCH ILL, B, W. 
Metropolitan Edison Co. DSB 116. 84/07/06. WOLFE, S. J. , 

HETR ICK, D. L. . LAMB, U, C. Atomic Safety and Licensing Board Panel. 
4pp. 25514:001. 24X Fic he: 50-289, 84/07/06, 8407100304. 


S. Reportable occurrences, LERs related correspondence 


8407060209 LER 84-001-01: on 840427, relay room floor fire barrier 
penetration seal 735 identified in deficient condition. No 
seal material installed in c ondulet. Sea 1 inspected & 
r epa ir ed . W/S40629 Itr, 

OTTO.S. M, , HUKILL,H. D. General Public Utilities - GPU Service Corp. 
84/06/29, 4pp. 25426:227. 24X Fiche: 50-289, 84/06/29, 8407060209. 


— 8407130049 Transcript of Commission 840116 meeting in Wash ington. DC re 
future steps in restart, Pp 1-96. Port ions deleted. 

* Commissioners. 84/01/16. 98pp. 25603:164. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130054 Transcript of Commission 840124 meeting in Wash ington, DC re 
future steps in restart. Pp 1-6S, Port ions deleted. 

* Commissioners. 84/01/24. 70pp-. 25603:262. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130058 Transcript of Commission 811001 meeting in Wash ington, DC re 
Affirmation Session 81-36. Pp 1-33. 

* Commissioners. 81/10/01. 35pp. 25603:332. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130061 Transcript of Commission 811006 meeting in Wash ington, DC re 
restart. Pp 1-48. 

* Commissioners. 81/10/06. 50pp. 25604:005. 24X 

Fiche: 50-289. 84/06/04, 8407130035. 


— 8407130065 Transcript of Commission 811106 meeting in Wash ington, DC re 
restart. Pp 1-59. 

* Commissioners. 81/11/06. 61pp. 25604:055. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130070 Transcript of Commission 811209 meeting in Wash ington, DC re 
scheduling matters for restart. Pp 1-76. Portions deleted. 

* Commissioners. 81/12/09. 7Spp. 25604:116. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130076 Transcript of Commission 811221 meeting in Washington, DC re 
contested matters in restart proceeding. Pp 1~37. 

* Commissioners. 81/12/21. 39pp. 25604:194, 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


8407060213 LER 84-002-00: on 840603, p art ia 1 engineered safeguards 
actuation sys actuation oc c urr ed . Caus ed by engineered 
safeguards actuation sys relay failures in conjunction w/ 
maint testing. Maint procedure will be updated . W/a40703 Itr. 
KNIGHT, M.R., HUKILL. H. D. General Public Utilities - GPU Service 
Corp. 84/07/03. 5pp. 25426:212. 24X F ic he : 50-289, 84/07 /03, 

8407060213. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," revi ewed , Rec ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H, R, Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office, Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407130081 Transcript of Commission 820310 meeting in Wash ington, DC r 
restart proc eed ing . Pp 1-61. 

* Commissioners. 82/03/10. 63pp. 25604:233. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130085 Transcript of Commission 820910 meeting in Wash ington, DC re 
contested issues in restart proceed ing. Pp 1-44. 

* Commissioners. 82/09/10. 46pp. 25604:297. 24X 

Fiche: 50-289 , 84/06 / 04 , 8 407 1 30035 . 


— 8407130089 Transcript of Commission 821201 meeting in Wash ington, DC re 
immediate effectiveness issued in restart proceeding. 

Pp 1-63. 

■» Commissioners. 82/12/01. 63pp. 25604:343. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept, 
EL-ZEFTAWY, M. Director's Office, 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05. 84071201B2. 


8407160144 PN0-I-84-056A; on 840709, QC check of plug status in steam 
generator A identified two tube plugging prob 1 ems. Licensee 
formulating corrective actions, Tube 134-74 plugged instead 
of tube 135-72. Plug in tube 148-35 missing. 

CONNER, E. Region 1, Office of Director, 84/07/09. Ip. 25600:296. 
24X Fiche: 50-289, 84/07/09, 8407160144. 


— 8407130099 Transcript of Commission 821206 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. Pp 
1-124. Portions deleted. 

* Commissioners. 82/12/06. 126pp, 25605:046. 24X 

Fiche; 50-289, 84/06/04, 8407130035. 


— 8407130105 Transcript of Commission 821209 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-92. 

* Commissioners. 82/12/09. 94pp. 25605:172. 24X 

Fiche: 50-289. 84/06/04, 0407130035. 


8407240108 PN0-I-B4-056B: on 840716, five steam generator plugs 
discovered missing from lower outlet head area. Cause not 
stated, Licensee will issue LER. 

CONNER, E, , CONTE.R. Region 1, Office of Director. 84/07/17. Ip. 
25723: 160, 24X Fiche: 50-289, 84/07/17, 8407240108, 


--8407130113 Transcript of Commission 821210 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-70. 

* Commissioners. 82/12/10. 73pp. 25605:266. 24X 

Fiche ; 50-289, 84/06/04, 8407130035. 


T. Hearing transcripts on non-antitrust matters 


8407130035 Responds to FQIA request for transcript of all closed 
Commission 810821-840210 meetings during which TMI-1 
restart discussed. Forward s App A doc uments, Port ions of App B 
documents withheld (ref Sunshine Act Exemptions 5,6,7 ?k 10). 

HOYLE, J. C, Office of the Secretary of the Commission. 84/06/04, 
DETJEN, J. Philadelphia Inquirer- Ph i ladelph ia, PA. 5pp. 25603:035. 

24X Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130041 Transcript of Commission 831006 meeting in Wash ington, DC re 
repts on investigations & on adjudicatory matters. Pp 1-63 
Portions deleted. 

* Commissioners. 83/10/06. 36pp. 25603:064, 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130044 Transcript of Commission 840110 meeting in Wash ington, DC re 
investigation & enforcement matters involving TMI-1 ft TMI-2 
Jk impact on TMl-1 restart, Pp 1-62, Portions deleted. 

* Commissioners. 84/01/10, 64pp. 25603: 100. 24X 

Fiche; 50-289, 84/06/04, 8407130035. 


— 8407130120 Transcript of Commission 821217 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-95. 

* Commissioners. 82/12/17. 97pp. 25605:339. 24X 

Fiche: 50-289. 84/06/04, 8407130035. 


— 8407130121 Transcript of Commission 830113 meeting in Wash ington, DC re 
immediate effectiveness in restart proceeding. Pp 1-71. 

* Commissioners. 83/01/13. 72pp. 25606:074. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130123 Transcript of Commission 830209 meeting in Wash ing ton, DC re 
investigation of allegation of impropriety in administration 
of preemployment exam. Pp 1-56, 

* Commissioners. 83/02/09. 58pp. 25606:146, 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


—8407130126 Transcript of Commission 830303 meeting in Wash ington, DC re 
possible enforcement action, Pp 1-50, Portions deleted, 
a Commissioners. 83/03/03. 51pp, 25606:204. 24X 

Fiche; 50-299, 84/06/04, 8407130035. 
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:rves 



Fiche 


possible 


on S30330 meeting in Wash ington. DC 
ement actions. Fp 1-92. 


irs ceieted 
r.n ssioners. 




33/03/30. 90pF. 

/C4. S407 130035. 


25606; 246. 24X 


re 


— 8407030477 Testimony of RF Wilson, DG Slear & TG Broughton on i t 

(Contention l.a) re (nethod of determining power ascension 
limitations. Prof qua 1 i f i ca t i ons encl, Related correspondence. 
WILSON, R.F., SLEAR, D.G., BROUGHTON, T, G, General Public Utihtw- 
GPU Service Corp. 84/06/29. 14pp. 25277: 112. 24X 

Fiche; 50-289, 84/06/29, 8407C10472. 


T-arscT-ipt cf Commission 23C415 meeting in Wash ington, DC re 
stepTto deiisicn. in restart pr cc ee d i ng . P p 1-42, Port i ons 

E3/C4/15. 44pp 25606:286, 24X 

FichT 51-239. 84/06/04. 3407130035. 

.a 4 m-r*-r;j,'r^ Tra-'script of Cc.m, mission 930606 meeting in Wash ington, DC re 
pendir- ;r.v es t: ga t : ons, P? 1-49. 

* C o".r 1 s s 1 cn er s. 53/06/06, 50pp. 25606:330. 24X 

Fiohe 50-239, 34/06/04,3407130035. 


•e4C7l30'.46 Foruards transcript of Commission 830621 meeting in 
Wasting ten. DC re restar t. Transcript contains info to be 
uitht.el d. par Gevt in Sunshine Act, Encl should be kept in 
secure stcrage area 

CHILF.3 w Office of the Secretary of the Commission. 83/06/22. 
LEVIiR Office of the General Counsel. Ip. 25607:018. 24X 

Fiche 53-239. =4/06/04,3407130035. 


— S4C712015G Transcript of Commission 830621 meeting in Wash ington, DC re 
restart.?? 1-67. Portions deleted. 

•» Cc.mm 1 s s icr.er s. 33/06/21. 6Spp. 25607:019. 24X 

Ficfse 50-239, S4/G6/04, 8407130035 


--8407130153 Transcript of Commission 831007 meeting in Wash ington, DC re 
proposed notice to parties in restart pr oceeding. Pp 1-22. 

* Ccr.missiorers. 83/10/07. 24pp. 25607:086. 24X 

Fiche' 5C-2S9, 84/06/04, 8407130035. 


— 8407030478 Testimony of DK Croneberger h FS Giacobbe on Issue 1. p 
(Contention l.a) re adequacy of simulation of operating 
conditions by long-term corrosion tests. Prof qualifications 
encl. Related correspondence. 

CRONEBERGER, D. , G lACDBBE, F. S. General Public Utilities - GPU 
Service Corp. 84/06/29. 14pp. 25277: 126, 24X 

Fiche: 50-289, 84/06/29, 8407030472, 


— 8407030479 Testimony of DE Lee,DK Croneberger DG Slear on Issue a 
(Contention l.a) re inadvertent initiation of emergency 
feedwater flow. Prof qua 1 i f i cat i ons encl. Related 
correspondence. 

LEE, D. E. , CRONEBERGER, D. , SLEAR, D. G, General Public Utilities - 
GPU Service Corp. 84/06/29. 14pp. 25277: 140. 24X 

Fiche; 50-289, 84/06/29, B407030472. 


— 8407030481 Testimony of DE Lee,FS Giacobbe 8< DG Slear on Issue 3 
(Contention l.a) re hardness tests on repaired tubes. Prof 
qualifications encl. Related correspondence, 

LEE, D. E. , giacobbe, F. S. , SLEAR, D. G. General Public Uti 1 ities - GPU 
Service Corp. 84/06/29. 15pp. 25277:154 24X 

Fiche: 50-289, 84/06/29, 8407030472. 


— 8407030482 Testimony of DH Pai on Issue 4 (Contention l.a) re use of 
kinetic expansions to seal HX tubes. Prof qua 1 i f i cat ions 
encl. Related correspondence. 

PAIiD. H. General Public Utilities - GPU Service Corp. 84/06/29 
14pp. 25277:168. 24X Fi c h e : 50-289, 84/06/29, S407030472. 


— a40713O!5S Transcript of Commission 831108 meeting in Wash ington, DC re 
consideration of options for dealing w/mgt issues. Pp 1-93. 

» Ca.TiTii5s;oners 83/11/08. 95pp. 25607:110. 24X 

Fiche' 50-239, 34/06/04, 8407130035. 


— 2407130161 Transcript of Commission 840126 meeting in Wash ington, DC re 
certain enforcement actions. Pp 1-56. Port ions deleted. 

* Commissioners. 84/01/26, 13pp. 25607:205. 24X 

Fiche: 50-289, 34/06/04, 8407130035. 


—3437130103 Transcript of Commission 840126 meeting in Wash ington, DC re 
mefflo on future steps in restart. Pp 1-35. 

♦ Commissicners 84/01/26. 37pp 25607:218, 24X 

Fiche 50-239,84/06/04, S407130035. 


S4C7C6C110 Transcript of 84062S hearing in Harrisburg, PA. Pp 27,209- 
27, 318. 

«■ Atcfflic Safety and Licensing Board Panel. 84/06/2B. 112pp. 

25428:159, 24X Fiche: ,50-289, 84/06/28, 84070601 10. 


— 8407030485 Testimony of DE Lee,DK Croneberger &! DG Slear on Issue 5 
(Contention l.b) re repair process for tube ruptures. 

Certificate of Sve St prof qualifications encl. Related 
correspondence. 

LEE,D.E., CRONEBER(?ER, D. , SLEAR, D, G. General Public Uti lities - 
GPU Service Corp. 84/06/29. 18pp. 25277:183. 24X 

Fiche: 50-289, 84/06/29, 8407030472. 


8407160215 Forwards transcripts of closed Commission meetings front 
840210 to date St from 790501 -810821 < i n response to 840612 
F0IA-S4-486. Served on 840713. 

HOYLE, J.C. Office of the Secretary of the Commission. DSB 240. 
84/07/13. WEISS, E.R. Harmon & Weiss. 4pp. 25590:260. 24X 

Fiche: 50-289, 84/07/13, 8407160215. 


--8407160219 Transcript of 840323 closed meeting re discussion of pendirj 
investigations. Pp 1-72 

* Commissioners. 84/03/23. 75pp. 25590:264. 24X 

Fiche; 50-289, 84/07/13, 8407160215. 


34C7230172 FoT*uariis NRC direct testimony on remaining portions of TMI 
Alert Contertiors 1, a St l.b. Related correspondence. 

WAGNER. M, E. Hearing Branch 4. DSB 986. 84/06/29. WOLFE, S. J. , 
LAM8,'J. C, , HETRICK, D.L. Atomic Safety and Licensing Board Panel. 

Ip. 25238,092. 24X Fiche; 50-289, 84/06/29, 8407030173. 


■8407Q3017.6 Testimony of CE McCracken & PC Wu re TMI Alert Contention 
l.a Prof qual i f i catl ons encl. Related correspondence. 

MCCRACKEN, C. E. , WU. P. C. Chemical Encineerino Branch 84/06/29 
22pp. 25238:093. 24X Fic^e 50-2=^, ’Oc /29r 84C7C303 73 


--8407160221 Transcript of 840523 closed meeting re discussion of pendins 
investigations. Exemptions 5 & 7. Pp 1-99, 

* Commissioners. 84/05/23. 50pp, 25590:299. 24X 

Fiche: 50-289, 84/07/13, 8407160215. 


8407200022 Transcript of 840716 limited appearance session in 
Middletown, PA re OL amend concerning steam generator tube 
repair. Pp 1—49. 

♦ Commissioners. 84/07/16. SOpp. 25691:339. 24X 

Fiche: 50-289, 84/07/16, 8407200022, 


■-B407030179 Testimony of CE McCracken & PC Wu re TMI Alert Contention 
l.b. Prof qualifications encl. Certificate of Sve end. Related 
carrespondence- 

.MCCRACKEN, C, E. , WU, P. C. Chemical Engineerirg Branch. 94/06/29. 
I4pp, 25238:115. 24X Fiche: 50-2E". 5-:/Di,/2?, 34C7C3G:73. 


640,030472 .©stimcny of RF Wilson, DG Slear DK Croneberger on 
Issue l.a . C onter.t lor 1 a) re steam generator repair. 

Prof qaalif ications end. Related correspondence 

UILSON„R.F , SLEAR. D.G., CRONEBERGER. D General Public Utilities 
Service Corp. DSB 016, 84/06/29. 20pp 25277' 075 24 X 

Fiche: 50-259.84/06/29,8407030472. 075. 24X 


-8407030474 Testimony of RF Wilson, DG Slear & FS Giacobbe on Issue 
(Contention 1 «/ re frequency of eddy current tests. Related 

correspondence 

seneral Public Utilities 

Se.v*ce Corp 84/06/29. I7pp. 85277' 095 24X 

Ficfee, 50-289, 84/06/29, 8407030472. 


8407200170 Transcript of 840716 evidentiary hearing in Mi dd 1 etouin, PA. 
Pp 196-370. Sup port ing documentation end. 

* Atomic Safety and Licensing Board Panel, 84/07/16. 243pp. 

25689: 040. 24X Fiche; 50-289, 84/07/16, 8407200170. 


8407240210 Transcript of 840717 hearing in Mi d d le t own, PA re amend 
request to revise Tech Specs & approve kinetic steam 
generator tube repair, Pp 50-96. 

'* Atomic Safety and Licensing Board Panel. 84/07/17. 47pp. 

25723:275. 24X Fiche: 50-289, 84/07/17, B407240210. 


8407240314 Transcript of 840717 evidentiary hearing in Mi dd 1 etouin, PA. 
Pp 372— 521. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/07/17. 209pp. 

25717:059. 24X Fi c h e ; SO-289, 84/07/ 17, 8407240314 . 


8407240334 Transcript of 840718 evidentiary hearing in Mi dd 1 etoum, PA. 
Pp 522-687. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/07/18. 212pp. 

25716:110. 24X Fi ch e : 50-289, 84/07/ 18, 8407240334. 
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V, Operator Exaninations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors/ 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407090022 Foruards rev to "Licensed Operator Requalif ication Program 
Description (Unit 1)." 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/07/02. 
EISENHUT, D. G. Division of Licensing, 2pp. 25442:021. 24X 

Fiche: 50-289, 84/07/02, 8407090022. 


--S407090026 Rev 1 to "Licensed Operator Requal if ication Program 
Description (Unit 1). " 

* General Public Utilities - GPU Service Corp. 621 l-ADM-261 1-01 
ROl. 84/06/12. 29pp. 25442:023. 24X Fi che ; 50-289, 84/07/02. 

8407090022. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ensees, app 1 icants 
for OLS/NSSS vendors, reac tor vendors & AEs re annual meeting 
to'discuss recent developments concerning operator training, 
qualif ications exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp, 25601:326, 24X 

Fiche: 50-000,' 84/07/03. 8407030097, 


8407190206 Forwards HD Hukill 840702 ltr including rev to licensed 
operator requalification training program d escr i p t i on. Svc 
list encl Related correspondence, 

BAUSER, D. B, Shaw, Pittman, Potts h Trowbridge, BAUSER, D, B. 
Metropolitan Edison Co, DSB 333, 84/07/17, SMITH, I. W.. 

LINENBERGER, G, , WOLFE, S. U, Atomic Safety and Licensing Board Panel. 
34pp, 25669:047, 24X Fiche : 50-289, 84/07/17, 8407190206. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8407110072 Forwards IE Insp Rept 50-293/84-15 on 840514-17. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/15. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25540:237. 24X 

Fiche: 50-293, 84/06/15, 8407110072. 


— 8407110077 IE Insp Rept 50-293/84-15 on 840514-17. No violations noted. 
Major areas inspected : fire protection/prevention program, 
including program administration ^ organization 8< 
administrative control of combustibles S', ignition sources. 

PULLANI, S. V. , KRASOPOULOS, A. , ANDERSON, C. U. Region 1, Office of 
Director, 84/06/12, llpp, 25540,239, 24X Fiche; 50-293, 84/06/15, 

8407110072. 


8407170564 Responds to 840328,0412.24,0504 «< 10 Itrs re emergency 
p lanning, Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. U. Commissioners, DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep, , Interior V. Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MQU, NRC decision 
to table rev of 10CFR50. 47, App E & NUREG-0658 S', status of 
alert Si notification sys review process. 

JORDAN, E. L. Division of Emergency Preparedness S Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fiche: 50-000, 84/07/13, 8407170564. 


8407300111 Forwards Amend 75 to License DPR-35 S safety evaluation. 
Amend incorporates plan for long-term program Sc revises 
schedules for specific mods, per Suppl 1 to NUREO-0737 re 
emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/07/13. HARRINGTON, W. D. 
Boston Edison Co. 3pp, 25848:058. 24X Fi che : 50-293, 84/07/13, 

8407300111. 


— 8407300120 Amend 75 to License DPR-35, incorporating plan for long-term 
program 8,, revising schedules for specific mods, per Suppl 1 
to NUREG-0737 re emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/13, 2pp. 

25848:061. 24X Fiche: 50-293, 84/07/13, 8407300111. 


--8407300122 Safety evaluation supporting Amend 75 to License DPR-35, Plan 
for long-term program encl. 

* Office of Nuclear Reactor Regulation, Director. 84/07/13. 

14pp. 25848:063, 24X Fi c he : 50-293, 84/07/13, 84073001 1 1, 


G. Adjudicatory correspondence 


8407180149 Order extending time until 840B03 for Commission to act to 
review Director's Decision DD-84-15. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 299. 
84/07/17. Commissioners. Ip. 25636:238. 24X 

Fiche; 50-293, 84/07/17, 8407180149. 


K. Utility Final Safety Analysis Report CFSAR) 8e amends 


8407250186 Forwards Rev 4 to updated FSAR. Revised figures listed. 

HARRINGTON, W. D. Boston Edison Co. 84/07/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25797:001. 24X 

Fiche: 50-293, 84/07/13, 8407250186, 


— 8407250189 Rev 4 to updated FSAR. 

* Boston Edison Co. 84/07/31. 752pp. 25797:003. 24X 

Fiche: 50-293, 84/07/13, 8407250186. 


P. Operating license stage documents & correspondence 


8407100658 Forwards order changing schedule completion dates for 
NURE0~0737, Items II. B. 3 Si II. F. 1(6) from 840601 to end of 
Refueling Outage 6. Extension necessary due to delay caused 
by pipe insp St replacement program. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/15. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25516:215, 24X 

Fiche: 50-293, 84/06/15. 8407100658. 


— 8407100661 Order extending until end of Refueling Outage 6 schedule 
completion dates for NUREG-0737, Items II. B. 3 Si II. F. 1(6). 

EISENHUT, D. G. Division of Licensing. 84/06/15. Boston Edison 
Co. 4pp. 25516:217. 24X Fiche: 50-293, 84/06/15, 8407100658. 


8407100648 Forwards safety evaluation re response to Generic Ltr 81-04 
Si NUREG-0313, Rev 1, "Technical Rept on Matl Selection St 
Processing Guidelines for BWR RCPB Piping. " Assessment of 
NUREG conformance superseded by Generic Ltrs 84-07 8i 84-11. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/20. 

HARRINGTON, W. D. Boston Ed ison Co, 3pp. 25516:224. 24X 

Fiche: 50-293, 84/06/20, 8407100648, 


— 8407100653 Safety evaluation re lOSCC in RCPB piping sys per Generic 
Ltr Bl-04. Further actions will depend on licensee response 
to Generic Ltrs 84-07 St 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 4pp, 
25516:227. 24X Fiche: 50-293, 84/06/20. 8407100648. 


— 8407100655 "Technical Evaluation of Integrity of Pilgrim Nuclear Power 
Station Unit 1 Reactor Coolant Boundary Piping Sys." 

NAOATA, P.K. EGSiO, Inc. FIN A-6429. EOG-FM-6257. 83/08/31. 

KOO, W. H. Division of Engineering. 47pp. 25516:231. 24X 

Fiche: 50-293, 84/06/20, 8407100648. 


8407020093 Application for amend to License DPR-35i consisting of 
Proposed Tech Spec Change 84-05 re high water level scram 
discharge tanks 8, reactor protection sys instrumentat ion 
functional tests. 

HARRINGTON, W. D. Boston Edison Co. 84/06/26. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 25219:245. 24X 

Fiche; 50-293, 84/06/26, 8407020093. 


--8407020097 Proposed Tech Spec Change 84-05 re high water level scram 
discharge tanks Si reactor protection sys instrumentation 
functional tests. 

* Boston Edison Co. 84/06/26. 15pp, 25219:247. 24X 

Fiche; 50-293, 84/06/26, 8407020093. 


8407100328 Forwards request for addl info re Mark I containment long- 
term program for plant-unique analysis rept loads 
evaluation. Response requested within 5 wks of ltr date. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26. 

HARRINGTON, W. D. Boston Edison Co. 5pp. 25513:319. 24X 

Fiche: 50-293, 84/06/26, 8407100328, 


8407100350 Responds to 831118 ltr informing of plan to incorporate 
automatic switchover of RCIC sys suction per Item II.K. 3. 22 
of NUREG-0737. Generic issue considered closed based on 
commitment S< schedule for implementation. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/06/26. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25513:326. 24X 

Fiche: 50-293, 84/06/26, 8407100350. 


8407100644 Summary of 840511 meeting w/util & GE in Btthesda.MD re 
util plans to use soft insulation In drywtl 1. Attendee list 
encl. 

LEECH, P.H. Operating Reactors Branch 2. 84/06/26. Operating 

Reactors Branch 2. 3pp. 25516:278. 24X Fiche: 50-293, 84/06/26, 

8407100644. 



8407090193 Responds to Generic Ltr 84-09. Plant-speci fic exam of data 
initiated through BWR Owners Group will ensure applicability 
of generic studies submitted by Mark I Owners Group to 
plant. 

HARRINGTON/ W. D. Boston Edison Co. 84/06/27. EISENHUT/ D. G. 

Division of Licensing. 2pp. 25443:246. 24X Fiche: 50-293/ 84/06/27/ 

8407090193. 


8407060137 Responds to Generic Ltr 83-28. Section 4.5 re functional 
testing of backup scram valves. Backup scram valves not 
required for BWRs. Hence, surveillance test not required. No 
credit for valves taken in FSAR. 

HARRINGTON, W. D. Boston Edison Co. 84/06/28. VASSALLQ. D. B. 
Operating Reactors Branch 2. 2pp. 25421:360. 24X 

Fiche: 50-293. 84/06/28. 8407060137, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000. 84/07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S', amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche; 50-000. 84/07/06. 8407060097. 


8407170414 Forwards summary of QA program description changes made 
since 830707 submi tta 1 . Chang es do not result in reduction of 
commitments. App licab le changes to FSAR will be submitted w/ 
annual update, per 10CFR50. 71 < e ). 

HARRINGTON, W. D. Boston Edison Co. 84/07/07. Region 1. Office of 
Director. 12pp. 25613:311. 24X Fiche: 50-293. 84/07/07, 8407170414. 


B407110310 Forwards documentation of discussions held at 840522 meeting 
re final resolution of deficiencies for technical evaluation 
rept re environ equipment items, indud ing updates. Sixteen 
oversize drawings end. Aperture cards in PDR. 

HARRINGTON. W. D. Boston Edison Co. 84/07/09. VASSALLO. D. B. 

Operating Reactors Branch 2. 129pp. 25526: 181. 24X 

Fiche: 50-293. 84/07/09. 8407110310. 


8407170074 Notification of 840718 meeting w/util in Bethesda.MD to 
discuss masonry walls repair. 

LEECH. P.H. Operating Reactors Branch 2. 84/07/10. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 25634:354. 24X 

Fiche: SO-293. 84/07/10, 8407170074. 


8407180187 Forwards payment of filing fee initiating proposed Tech 
Spec changes forwarded w/840626 ltr. per 10CFR170. 22. 

HARRINGTON, W. D. Boston Edison Co. 84/07/10. VASSALLO. D. B. 
Operating Reactors Branch 2. ip. 25636:232. 24X 

Fiche: 50-293. 84/07/10. 8407180187. 


8407170076 Application for amend to License DPR-35. chang ing Tech Specs 
to delete Condition 3. D. "Equalizer Valve Restriction. " Fee 
enc 1. 

HARRINGTON. W. D. Boston Edison Co. 84/07/12. VASSALLO. D. B. 
Operating Reactors Branch 2. 3pp. 25610:083. 24X 

Fiche: 50-293. 84/07/12. 8407170076. 


— 8407170081 Proposed Tech Spec, deleting Condition 3. D, "Equalizer Valve 
Restriction. " 

* Boston Edison Co. 84/07/12. Ip. 25610:086. 24X 

Fiche: 50-293, 84/07/12. 8407170076. 


S407170420 Forwards Rev 0 to "GE BWR Supplemental Licensing Submittal 
for Pilgrim Nuclear Power Station. Unit 1, Reload 6." Rept 
corrects document number of submittal provided by 831228 
ltr, 

HARRINGTON. W. D. Boston Edison Co. 84/07/12. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 25613:006. 24X 

Fiche: 50-293, 84/07/12. 8407170420. 


——0407170425 Rev 0 to "GE BWR Supplemental Reload Licensing Submittal for 
Pilgrim Nuclear Power Station* Unit 1, Reload 6." 

VERBRYKE. P. A. General Electric Co. 23A1694 ROO. 84/03/31. 20pp. 

25613:007. 24X Fiche: 50-293. 84/07/12. 8407170420. 


8407190218 Discusses licensing fee arrangements for alternate safe 
shutdown Tech Spec amends. New Tech Spec applications 
postmarked 840620 it later fall under revised 10CFR170 $<. not 
subj to fixed fee requirements of old requirements. 

WAMBACH. T. V, Operating Reactors Branch 5. 84/07/12, TREMPER. L. 

License Fee Management Branch. Ip. 25693:294. 24X 

Fiche: 50-000, 84/07/12. 8407190218. 


8407300111 Forwards Amend 75 to License DPR-35 8,. safety evaluation. 
Amend incorporates plan for long-term program 8,. revises 
schedules for specific mods, per Suppl 1 to NUREG-0737 re 
emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/07/13. HARRINGTON. W. D. 
Boston Edison Co. 3pp. 25848:058, 24X Fi c h e : 50-293, 84/07/13, 

8407300111. 


— 8407300120 Amend 75 to License DPR-35. incorporating plan for long-term 
program 8. revising schedules for specific mods, per Suppl 1 
to NUREO-0737 re emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/13. 2pp. 

25848:061. 24X Fi c h e ; 50-293, 84/07/ 1 3, 84073001 1 1 . 


--8407300122 Safety evaluation supporting Amend 75 to License DPR-35. Plan 
for long-term program encl. 

Office of Nuclear Reactor Regulation, Director. 84/07/13. 

14pp. 25848:063. 24X F i c h e : 50-293. 84/07/ 1 3, 8407300 1 1 1 • 


8407200174 Requests withdrawal of Tech Spec change re CRD weekly 
surveillance testing proposed by 830913 ltr, Requests 
proposed change be withdrawn because not all CRDs have 
improved co 1 letreta iner tubes. 

HARRINGTON, W. D. Boston Edison Co. 84/07/16. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 25693:079. 24X 

Fiche: 50-293, 84/07/16, 8407200174. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8407110072 Forwards IE Insp Rept 50-293/84-15 on 840514-17. No 
violations noted. 

MARTIN. T. T. Division of Engineering St Tech’^ic.?! '’rcg-nms 84/06/15. 

HARRINGTON, W. D. Boston Edison Co. 2pp. o::/' 24/ 

Fiche: 50-293, 84/06/15, 8407110072. 


— 8407110077 IE Insp Rept 50-293/84-15 on 840514-17. No violations noted. 
Major areas inspected: fire protection/prevention program, 
including program administration St organization 8< 
administrative control of combustibles 8: ignition sources. 

PULLANI, S. V. . KRASOPOULOS, A. . ANDERSON. C. J. Region 1. Office of 
Director. 84/06/12. 11pp. 25540:239. 24X Fiche: 50-293, 84/06/15, 

84071 10072. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i t ies. Resp onse 
requested within 60 days 

EBNETER.S. D, Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407130325 Forwards IE Insp Rept 50-293/84-12 on 840424-0604. No 
violations noted. 

STAROSTECKI, R. Division of Project 8: Resident Programs. 84/06/20. 
HARRINGTON, W. D. Boston Edison Co. 2pp. 25566:343. 24X 

Fiche: 50-293, 84/06/20, 8407130325. 


— 8407130329 IE Insp Rept 50-293/84-12 on 840424-0604. No violations 
noted. Major areas insp ec ted ; fol 1 owup on previous findings, 
operational safety ver i f i cat ion, surve il lane e 8: maint. TMI 
Item I. C, 6 it recirculation piping replacement activities. 

JOHNSON, J., MCBRIDE, M., BORCHARDT, R. Region 1, Office of Director, 
84/06/15. 24pp. 25566:345. 24X Fi ch e : 50-293. 84/06/20, 

8407130325. 


8406250214 IE Info Notice 84-51, "Independent Verif ication. " Svc list 
enc I. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp, 25535:160. 24X Fi c he : 50 - 000 , 84/06/26, 8406250214. 


8407060161 Ack receipt of 840514 8« 0612 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-293/82-02 St 50-293/82-03. 

MARTIN, T. T. Division of Engineering 8< Technical Programs. 84/06/26. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25422:145. 24X 

Fiche: 50-293, 84/06/26, 8407060161. 


— 8407060164 Correrts ty ooq-ap M cal error re saf ety-related maint in util 
840514 ltr in l;> -E T-isp Repts 50-293/82-02 St 

50-293/82-03. 

HARRINGTON. W. D. Boston Edison Co. 84/06/12. MARTIN, T. T. 

Division of Engineering St Technical Programs. Ip. 25422:147. 24X 

Fiche: 50-293, 84/06/26. 8407060161. 


— 8407060167 Responds to NRC 840410 ltr re violations noted in IE Insp 
Repts 50-293/82-02 S. 50-293/82-03. Correc t ive action:util 
will provide clar if icat ion to maint personnel re plans for 
safety-related work. 

HARRINGTON, W. D. Boston Edison Co. 84/05/14. MARTIN. T. T. 

Division' of Engineering St Technical Programs. 2pp. 25422:148. 

24X Fiche: 50-293. 84/06/26. 8407060161. 
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8407030392 Responds to listed Item 2 re BWR Owners Group on Pipe 
Cracking response to cracking in Inconel 182 butter welds in 
nozzle to safe ends. per S40805 meeting. Li sts summary of 
pipe cracking program. 

NEILS. G. H. BWR Owners Croup. NEILS. G.H. Northern States Power Co. 
84/06/27. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director, 3pp. 25239:220. 24X Fich e: 50-293. 84/06/27. 8407030392. 


8407090249 Responds to Open Items 4-11 of inservice insp program 
identified in 840502 telcon. 

HARRINGTON. W. D. Boston Edison Co. 84/06/28. VASSALLO. D. B. 
Operating Reactors Branch 2. Hpp 25445:345. 24X 

Fiche: 50-293. 84/06/28. 8407090249. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees fy. Vendors." Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness &; Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co, of New 

York. Inc. 124pp. 25602:151. 24X Fic he : 50-000. 84/06/29. 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «< Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness J5-, Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X F i c he : 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation &■, Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness X.. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fi che: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


B407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co, of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407310049 Forwards IE Insp Rept 50-293/84-16 on 840529-0601 . No 
violations noted. Violation noted in NRC 831208 Itr not fully 
corrected. Revi sed response for HPC I Check Valve 2301-7 
requested, 

MARTIN, T. T. Division of Engineering 8., Technical Programs. 84/07/11. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25849:173. 24X 

Fiche: 50-293, 84/07/11, 8407310049. 


— 8407310058 IE Insp Rept 50-293/84-16 on 840529-0601 . No violations 
noted. Major areas inspected: unresolved Z'. outstanding items 
from previous insps of ASME Section XI inservice testing of 
safety-related pumps valves. 

CAPHTON, D. L. , BETTENHAUSEN, L. Region 1, Office of Director. 
84/07/02, 4pp, 25849:175. 24X F i c he : 50-293, 84/07/1 1 , 8407310049. 


8407310107 Forwards response to IE Bulletin 84-02. del ineating status of 
replacement program for OE Type HFA, Series 51, normally 
energized relays. 

HARRINGTON, W. D. Boston Edison Co, 84/07/17. MURLEY, T. E. Region 1, 
Office of Director. 6pp. 25837:068. 24X Fiche: 50-293, 84/07/17, 

8407310107. 


8407240242 Informs of independent verification insp during B40730-OB10, 
consisting of required piping code fabrication 
installation exams ?< review of quality documentation. NDE van 
info end. 

MARTIN, T. T, Division of Engineering & Technical Programs. 84/07/18. 

HARRIN(5T0N, W. D. Boston Edison Co, 7pp. 25718:324. 24X 

Fiche: 50-293, 84/07/18, 8407240242. 


8407300294 Ac k receipt of 840702 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/84-11. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/07/24. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25801:194. 24X 

Fiche: 50-293, 84/07/24, 8407300294. 


— 8407300297 Responds to NRC 840608 Itr re violations noted in IE Insp 
Rept 50-293/84-11. Corrective actions: memo issued to craft 
site supervisor reemphasizing need to properly Xi safely 
perform welding X< cutting activities, 

HARRINGTON, W. D, Boston Edison Co. 84/07/02, MARTIN, T. T. 

Division of Engineering Xi Technical Programs. 2pp. 25801:196. 

24X Fiche: 50-293, 84/07/24, 8407300294, 


S407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness X; Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi che: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports X« related correspondence 


8407260306 Rept of changes, tests X: experiments for 830122-840121. 

HARRINGTON, W. D. Boston Edison Co. 84/01/21. MURLEY, T. E. Region 1. 
Office of Director. 7pp. 25780:319, 24X Fiche: 50-293, 84/01/21, 

8407260306. 


8407190144 Monthly operating rept for June 1984. W/S40711 Itr. 

HAMILTON, P. , HARRINGTON, W. D. Boston Edison Co. 84/06/30. 7pp. 
25685:334. 24X Fiche: 50-293, 84/06/30, 8407190144. 


S. Reportable occurrences, LERs X, related correspondence 


8407030144 Response to FOIA request for documents re TDI diesel 
generators X list of problems X. defects which have occurred 
ui/use or testing of generators. 

FELTON, J. M. Division of Rules and Records. 84/05/22. BELL.N. 
Nuclear Information X. Resource Service. 2pp. 25409:319. 24X 

Fiche: 50-000, 84/05/22, 8407030144. 


— 8404180285 Advises that NRR actions on TIA 83-95 re HFA relay 
end-of-life failures completed w/issuance of IE Bulletin 
84-02. 

EISENHUT, D. G. Division of Licensing. 84/04/02. JORDAN, E. L. 
Division of Emergency Preparedness X Engineering Response (Post 
830103). Ip. 25409:336. 24X Fiche; 50-000, 84/05/22, 8407030144. 


8407020094 Updated LER 79-008/03X-1 : on 790214, HPC I turbine tripped. 
Caused by ruptured lower head gasket on gland seal 
c ondenser. Repa irs completed X surveillance test successfully 
performed. W/S40613 Itr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/06/13. 
MURLEY. T.E. Region 1, Office of Director. 3pp. 25219:331. 24X 

Fiche: 50-293, 84/06/13, 8407020094. 


8407020144 Updated LER 82-045/03X-1 : on 821004, dur ing power increase, 
reactor water conductivity observed above Tech Spec limits. 

Caused by resin intrus ion. Damaged laterals replaced in 
condensate demineralizer A. W/840613 Itr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/06/13. 
MURLEY. T. E. Region 1. Office of Director. 3pp. 25220:119. 24X 

Fiche: 50-293, 84/06/13, 8407020144. 


B407020297 Updated LER 80-044/03X-1 : on 800801, RCIC inboard isolation 
valve activated X breaker tr ipped. Caused by valve 
electrically backseating. Valve motor burned out X contactor 
seized. Valve X operator replaced. W/840613 Itr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/06/13. 
MURLEY.T.E. Region 1, Office of Director. 3pp. 252 1 6:100 . 24X 

Fiche: 50-293, 84/06/13, 8407020297. 


8407020337 Updated LER 80-091/03X-1 : on 801122, dur ing routine 
surveillance testing for drywell to torus vacuum breaker 
operab i 1 ity , air operated valve 5045K did not operate. Hinge 
pin freed X piston lubricated, W/840613 Itr. 

HAMILTON, P. J. , HARRINGTON, W. D. Boston Edison Co. 84/06/13. 
MURLEY.T.E. Region 1. Office of Director. 2pp. 25214:351. 24X 

Fiche: 50-293, 84/06/13, 8407020337. 


8407020469 Updated LER 82-036/03X-1 : on 820903, at 757. power, main steam 
line flow indicator D went zero. Caused by broken valve stem 
due to fatigue failure at machined groove. Mod if ied 
replacement stems will be installed. W/840613 Itr. 

HAMILTON, P, J. , HARRINGTON, W. D. Boston Edison Co. 84/06/13. 
MURLEY.T.E. Region 1. Office of Director. 3pp, 25216:359. 24X 

Fiche: 50-293,84/06/13, 8407020469. 


8407090236 PNO-I-84-058; on 840705, I GSCC detected in portions of RHR X 
core spray sys not currently scheduled for replacement 
during ongoing outage. Affected Wells located in both sys 
between drywell X first injection valve. 

BEALL, J. Region 1, Office of Director. 84/07/05. Ip. 25445:344. 
24X Fiche: 50-293,84/07/05,8407090236. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed . Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES-C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120132. 



— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors/" case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000. 84/07/05. 8407120182 


8407310325 Part 21 rept re delivery of nicked insulation on individual 
c onduc tors / r esu 1 t ing from jacket stripping of Rockbestos 
Firewall III single pair shielded cable by Nuthern. Af f ec ted 
cabinets replaced. 

HANNER. J S. Nutherm International. Inc. 84/07/11. Region 3. 
Office of Director. 2pp. 25833:150. 24X Fi c h e : 50-293. 84/07/ 1 1 . 

8407310325. 


8407300332 Summary of 840615 meeting w/util.SNL £( GE re crack 
indications in Inconel ueld matl.List of attendees 
vieugraphs encl. 

LEECH, P H. Operating Reactors Branch 2, 84/07/13. Coerating 

Reactors Branch 2. 55pp. 25816:146. 24X Fich e: 50-293. 34/07/13. 

8407300332. 


8407200197 Updated special rept;on 8201 18, car bon dioxide fire 
suppression sys in cable spreading room determined 
inop erab 1 e. Garb on dioxide sys main shutoff valve closed &■. 
tagged, cl lowing either automatic or manual operation. 
HARRINGIC-J, Ui D. Boston Edison Co. 84/07/16. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 25693:080. 24X 

Fiche; 50-293. 84/07/16. 8407200197. 


8407250141 LER 84-009-00, on 840626, HFA relay in primary containment 
isolation sys found hot .it smoking. Cause related to 
previously identified generic HFA relay prob 1 ems. Relay 
deenergized rep laced, W/840717 Itr, 

HAMILTON, HARRINGTON, W. D. Boston Edison Co. 84/07/17, 3pp. 
25755:141, 24X Fiche ; 50-293, 84/07/17. 8407250141, 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels & 
conductor ends. Corrective action completed prior to 
equipment placement in svc. 

HANNER, J. S. Nutherm In terna t i ona 1 , Inc. 84/07/18. Region 3. 
Office of Director, Ip. 25833:098. 24X Fiche: 50-000, 84/07/18, 

8407310090. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs t: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, S406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i cens ees, appl icants 
for OLs.NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co, of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency Si fire protection plans 


8407120596 Public version of emergency p Ian, W/840709 ltr, 

MITCHELL, M. W, Michigan State Univ. , East Lansing, MI, 83/10/28. 

THOMAS, C. Standar di zati on Special Projects Branch a2p p 
25558:201. 24X Fiche; 50-294, 83/10/28, 8407120596. 


P. Operating license stage documents Zf. correspondence 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency Z>, fire protection plans 


8407020173 Rev 2 to Emergency Plan Implementing Procedure EPIP 550-6, 
"Monthly Radiological Emergency Equipment Tests 5< Checks." 

* Commonwealth Edison Co. 84/06/19. 7pp. 25218:336. 24X 

Fiche: 50-295, 84/06/19, 8407020173, 


8407020179 Rev 7 to Emergency Plan Implementing Procdure EPIP 550-2, 
"Environ Emergency Kit,03EP Van Emergency Operations 
Facility Radiological Equipment." W/840507 transmittal form. 

* Commonwealth Edison Co. 84/06/19, Spp. 25217:348. 24X 

Fiche: 50-295, 84/06/19, 8407020179. 


8407020364 Rev 3 to Emergency Plan Implementing Procedure 550-5, 
"Technical Support Ctr , Op erat i ona 1 Support Ctr Main 
Assembly Area Radiological Supplies. " W/840507 transmittal 
1 tr, 

* Commonwealth Edison Co. 84/06/19, 6pp. 25217:304. 24X 

Fiche: 50-295, 84/06/19, 8407020364, 


8407110170 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550-2, "Environ Emergency Kit, Generating 
Station Emergency Plan Van Si Emergency Op era t i ons, Fac i 1 i ty 
Radiological...." W/840702 memo. 

* Commonwealth Edison Co. 84/06/19. 6pp. 25521:355. 24X 

Fiche; 50-295, 84/06/19, 84071 10170. 


8407110204 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550-5, "Technical Support Ctr, Op era t iona 1 
Support Ct'' Area Radiological Supplies. " 

W/840702 1 -..j : re-ir 

* Commonwealth Edison Co. 84/06/19. 2 pp. 25527:291. 24X 

Fiche: 50-295, 84/06/19, 8407110204. 


8407110253 Revised index page to Emergency Plan Implementing Procedure 
EPIP 550-6, "Monthly Radiological Emergency Equipment Tests 
& Checks. “ W/840702 transmittal ltr. 

* Commonwealth Edison Co. 84/06/19. 4pp. 25527; 197. 24X 

Fiche: 50-295, 84/06/19, 8407110253. 


8407060229 Rev 2 to Emergency Plan Implementing Procedure EPIP 350-2, 
"Calculation of Post-Accident Noble Gas Release Rates via 
Vent Stacks & Quick Estimate of Offsite Dose Using Spring 
Monitor R IA-PR49 Read ings . " W/tran smi ttal St receipt form. 

KASSNER.G. Commonwealth Edison Co. 84/06/21. 13pp. 25422:296. 

24X Fiche: 50-295,84/06/21,8407060229. 


8407110496 Forwards SER re safety parameter display sys based on review 
of 831229 fy. 840210 submittals in partial response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response cap ab i 1 i ty . Res p onse acceptable. 

VARGA, S. A. Operating Reactors Branch 1, 84/06/22. FARRAR, D. L, 

Commonwealth Edison Co. 2pp. 25547:289. 24X Fich e; 50-295, 84/06/22, 

8407110496. 


8407110503 Safety evaluation re safety parameter display »ys based on 
review of 831229 & 840210 submittals in partial response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response capabil ity. Response acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/22. 

12pp. 25547:291. 24X Fi c h e : 50-295, 84/06/22, 8407 1 10496. 


8407030444 Forwards IE Safeguards Insp Repts 50-295/84-09 it 
50—304/84-09 on 840604-03. No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co. 2pp. 25239:080. 24X Fiche: 50-295, 84/06/28, 

8407030444. 


-8407030449 IE Safeguards Insp Repts 50-295/84-09 & 50-304/84-09 on 
840604— 08. No noncompliance noted. Major areas inspected; 
security organization security program aud i t. Deta i 1 s 
withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , STAPLETON, B. W. , CREED, J. R. Region 3, Office of 
Director. 84/06/28. Ip. 25239:082. 24X Fiche: 50-295, 84/06/28, 

8407030444. 


8407250108 Revised emergency plan implementing procedures, in c luding 
EPIP 320-1 re activation of generating station group it 
EPIP 550-3 re radiological supplies for medical emergencies. 
W/840716 transmittal memo. 

♦ Commonwealth Edison Co. 84/07/16. 36pp. 25739:011. 24X 

Fiche: 50-295, 84/07/16, 8407250108. 


K. Utility Final Safety Analysis Report (FSAR) Jk amends 


8407050304 Forwards Rev 2 to Dresden, CJuad Cities i>. Zion updated FSARs. 
DELGEORGE, L. 0. Commonwealth Edison Co. 84/06/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 553pp. 25295: 154. 

24X Fiche; 50-000, 84/06/23, 8407050304. 



DOCKETED ITEMS 


—8407050310 Rev 2 to updated FSAR. 

■» Commonujeal th Edison Co, 84/06/30, 216pp. 25296:131. 24X 

Fiche: 50-000, 84/06/28, 8407050304. 


P. Operating license stage documents Z'. correspondence 


8406070143 REVIEW AMD EVALUATION OF THE ZION PROBABILISTIC SAFETY 
STUDY: PLANT ANALYSIS. 

BERRY, D L, , BR I SB IN, N, L. , CARLSON, D. D. Sandia Lab orat or i e s. FIN 
A~1125, NUREG/CR-3300 VOl 84/05/31, Division of Safety 
Technology 479pp. Available at NRC. $9,50, 24859:165. 24X 

Fiche: 50-295, 84/05/31, 8406070143. 


8407110277 Informs of planned shipment of one PWR assembly from BMI 
using previously approved route as 1 i s t ed . Ant i c i pa ted 
schedule encl.W/o encl. 

■» Nuclear Assurance Corp. 84/06/08 Material Transfer Safeguards 

Licensing Branch. Ip. 25536:345. 24X F i c h e : 50-295. 84/06/08, 

B4071 10277, 


8407030420 Forwards '“Zion Unit 1 Cycle 8 Optimized Fuel Startup Rept. 
Rept includes hot rod drop Z\ flux map testing. 

CASCARANQ, R, N. Commonwealth Edison Co, 84/06/21. KEPPLER, J. G. 
Region 3, Office of Director. Ip, 25239:046, 24X 

Fiche; 50-295, 84/06/21, 8407030420 


— B407030426 "Zion Unit 1 Cycle 8 Optimized Fuel Startup Rept." 

Commonwealth Edison Co. 84/06/21. 8pp. 25239:047. 24X 

Fiche: 50-295, 84/06/21 , 8407030420. 


8407120432 Forwards safety evaluation re NURE0~0737, Item II. 0.3, 
"Post-Accident Sampling Sys. " Sys meets 5 of 11 criteria of 
i tern. Rema i n i ng criteria reciuire preparation of plant- 
specific methodology For estimating core damage. 

VARGA, S. A, Operating Reactors Branch l. 84/06/22, FARRAR, D. L. 
Commonwealth Edison Co, 5pp. 25555:355, 24X Fi c he: 50-295, 84/06/22, 

8407120432. 


8407120444 Forwards list of questions generated during review of 
B30627 info re inservice insp test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise &; commitments requested to attend meeting. 

VARGA, S. A, Operating Reactors Branch 1. 84/06/22, FARRAR, D. L. 

Commonwealth Edison Co, 13pp. 25556:343, 24X Fiche : 50-295, 

84/06/22. 8407120444. 


0407030401 Advises of review approval of Revs 24 25 to QA topical 

rept, per 830713 & 0822 Itrs.App B requirements satisfied. 

NORELIUS, C, E, Division of Project Resident Programs. 84/06/29, 
REED, C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche; SO-000, 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins S; data Itrs.in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928, 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. DENTON, H.R, 
Office of Nucleir Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000, 84/06/30, 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Z. holders of CPs re proposed staff 
actions to improve S', maintain diesel generator reliability. 

Svc list encl. 

EISENHUT- D, G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348, 24X 

Fiche; 50-000, 84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Z amends. Svc list encl. 
EISENHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, 17pp, 25602:012, 24X 

Fiche; 50-000- 84/07/06, 8407060097, 


8407260236 Responds to 840406 request for info re how designed 
operating plants treat extended low power operation, 

Encl recommendation preserves global axial shape & local 
pellet burnup distribution assumptions. 

POWERS, R. Babcock Wilcox Operating Plants Owners Group. 84/07/11. 

RUBENSTE IN, L, S. Assistant Director for Core Z Plant Systems. 2pp. 
25779:269, 24X Fi c h e : 50-295, 84/07/ 1 1 , 8407260236. 


— 8404200372 Discusses extended operation at reduced power followed by 
return to full p ower . Te c hn i cal evaluation acceptable. 

Ana ly s i s, quant i tat ive results operating restrictions or 

recommendatios re safety analysis requested. 

RUBENSTEIN, L. S. Assistant Director for Core Plant Systems. 
84/04/06. TAYLOR, U. H. Babcock Z. Wilcox Co. 14pp. 25779:271. 

24X Fiche: 50-295, 84/07/11, 8407260236, 


8407250172 Requests one-time exemption from lOCFRSO.App J requirements, 
increasing supplemental integrated leak rate test acceptance 
criteria to permit 0. 40Lt difference between supplemental 
data Z, Type A data . Af f i da vi t s encl. 

FARRAR, D.L. Commonwealth Edison Co, 84/07/19, DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. llpp- 25750:255. 24X 

Fiche; 50-295, 84/07/19, 8407250172. 


8407300197 Forwards corrected M Guiffre affidavit re costs associated 
u/30-day unscheduled outage for integrated leak rate test. 

Original 840718 affidavit should be replaced u/encl 
af f idavi t. 

CASCARANQ, R. N. Commonuea 1 1 h Edison Co. 84/07/23. DENTON, H, R, 

Office of Nuclear Reactor Regulation, Director. 2pp. 25803:141. 
24X Fiche: 50-295, 84/07/23, 8407300197. 


8407310313 Forwards paper re operating procedures for power escalation 
following extended operation at reduced power, in response to 
840406 request. 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
84/07/25. RUBENSTEIN, L, S. Assistant Director for Core & Plant 
Systems. 5pp, 25833:037, 24X F ic h e ; 50-295, 84/07/25, 84073103 13. 


Q. Inspection reports, IE Bulletins Z correspondence 


8407120444 Forwards list of questions generated during review of 
830627 info re inservice insp Z. test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise Z commitments requested to attend meeting. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co, 13pp. 25556:343, 24X Fiche: 50-295, 

84/06/22, 8407120444. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Z Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407020095 Forwards addl info re inservice insp program for second 
10-yr interval, in response to SA Varga 840511 ltr. Response 
to Item 6 will be included in separate submittal expected by 
840720. 

CASCARANQ. R. N, Commonwealth Edison Co, 84/06/26, DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 25216:348, 
24X Fiche: 50-295, 84/06/26, 8407020095. 


8407030444 Forwards IF S.af p s Insp Repts 50-295/84-09 Z 
50-304/84-09 on ' 1 1 " ' -'i - 'jncomp 1 iance noted. 

AXELSQN.W L, Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co, 2pp. 25239:080, 24X Fiche: 50-293, 84/06/28, 

8407030444, 


— 8407030449 IE Safeguards Insp Repts 50-295/84-09 Z 50-304/84-09 on 
840604-08. No noncomp 1 iance noted, Major areas inspected: 
security n-- --n i r rt : cr Z security pr ogram aud i t. De ta i 1 s 
withheld i ,;<■?■■■■< /:• 21), 

KNICELEY, J. R. , STAPLETON, B. W. , CREED, J. R. Region 3, Office of 
Director. 84/06/28. Ip, 25239:082, 24X Fiche; 50-295, 84/06/28, 

8407030444. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees Z Vendors. " Svc list encl. 

JORDAN, E.L, Division of Emergency Preparedness Z Engineering 
Response (Post 830103), 84/06/29, Consolidated Edison Co, of New 

York, Inc, 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Z Other 
Anaerobic Adhes ive/Sealan ts. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Z Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi c he ; 50-000, 84/07/05. 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Z Engineering 
Response ("^^ost 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche; 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Mlnute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl, 

JORDAN# E. L. Division of Emergency Preparedness Z Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166, 24X Fi che; 50-000, 84/07/ 10, 8407060251 . 



— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Pouer Reactorsi" case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche; 50-000, 84/07/05, 8407120182. 


8407310325 Part 21 rept re delivery of nicked insulation on individual 
conductors, resulting from jacket stripping of Rockbestos 
Firewall III single pair shielded cable by Nuthern. Aff ec ted 
cabinets replaced, 

HANNER, J. S. Nutherm International, Inc. 84/07/11. Region 3, 
Office of Director, 2pp. 25833:150. 24X Fiche: 50-293, 84/07/11, 

8407310325. 


8407300332 Summary of B40615 meeting w/util,BWL 3k GE re crack 
indications in Inconel weld matl.List of attendees St 
vieugraphs end. 

LEECH, P.H. Operating Reactors Branch 2. 84/07/13, Operating 

Reactors Branch 2. 55pp. 25816:146. 24X Fiche: 50-293, 84/07/13, 

8407300332. 


8407200197 Updated special rept: on 820 1 18, car b on dioxide fire 
suppression sys in cable spreading room determined 
inoperab 1 e. Carbon dioxide sys main shutoff valve closed 
tagged, al lowing either automatic or manual operation. 
HARRINGTON, W, D. Bos ton Ed i s on C o. 84/07/16. VASSALLO, D. B. 

Operating Reactors Branch 2. ip. 25693:080. 24X 

Fiche: 50-293,84/07/16, B407200197. 


8407250141 LER 84-009-00: on 840626, HFA relay in primary containment 
isolation sys found hot J,. smoking. Cause related to 
previously identified generic HFA relay prob lems. Re lay 
deenergized rep lac ed. W/a40717 Itr, 

HAMILTON, HARRINGTON, W. D. Boston Edison Co. 84/07/17. 3pp. 
25755:141. 24X Fich e: 50-293. 84/07/17, 8407250141. 


8407310090 Final potential Part 21 rept supplementing 840711 
notification re delivery of defective analog trip panels U 
conductor ends. Corrective action completed prior to 
equipment placement in svc. 

HANNER.J, S. Wutherm International, Inc. 84/07/18. Region 3, 
Office of Director. Ip. 25833:098. 24X Fiche : 50-000, 84/07/18, 

8407310090, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. a4X 

Fiche: 50-000, 84/06/27, S406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendor s, reac tor vendors J5( AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications 3k exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8407120596 Public version of errrergency p Ian. W/840709 ltr. 

MITCHELL, M. W. Michigan State Univ. , East Lansing, MI. 83/10/28. 
THOMAS, C. Standardization ^ Special Projects Branch. 82pp. 
25558:201. 24X Fiche ; 50-294, 83/10/28, 8407120596. 


P. Operating license stage documents correspondence 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency fire protection plans 


8407020173 Rev 2 to Emergency Plan Implementing Procedure EPIP 550-6, 
“Monthly Radiological Emergency Equipment Tests S-. Checks." 

* Commonwealth Edison Co. 84/06/19. 7pp. 25218:336. 24X 

Fiche: 50-295, 84/06/19, 8407020173. 


8407020179 Rev 7 to Emergency Plan Implementing Procdure EPIP 550-2, 
"Environ Emergency Kit,G3EP Van St Emergency Operations 
Facility Radiological Equipment. “ W/840507 transmittal form. 

Commonwealth Edison Co. 84/06/19. Spp, 25217:348. 24X 

Fiche: 50-295, 84/06/19, 8407020179. 


8407020364 Rev 3 to Emergency Plan Implementing Procedure 550-5, 
"Technical Support Ctr , Op era t i ona 1 Support Ctr St Main 
Assembly Area Radiological Supplies. " W/840507 transmittal 
ltr. 

* Commonwealth Edison Co. 84/06/19. 6pp. 25217:304. 24X 

Fiche: 50-295, 84/06/19, 8407020364. 


8407110170 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550-2, "Environ Emergency Kit, Generating 
Station Emergency Plan Van Zi Emergency Dp era t ions , Fac i 1 i ty 
Radiolog ical . . . . " W/840702 memo. 

* Commonwealth Edison Co. 84/06/19. 6pp. 25521:355. 24X 

Fiche: 50-295. 84/06/19, 8407110170. 


8407110204 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550-5, "Technical Support Ctr, Operationa 1 
Support Ctr «<, Main Assembly Area Radiological Supplies. " 

W/840702 transmittal meimo. 

♦ Commonwealth Edison Co. 84/06/19. 2pp. 25527:291. 24X 

Fiche: 50-295, 84/06/19, 8407110204. 


S407110253 Revised index page to Emergency Plan Implementing Procedure 
EPIP 550-6, "Monthly Radiological Emergency Equipment Tests 
8t Checks, " W/840702 transmittal ltr. 

* Commonwealth Edison Co. 84/06/19. 4pp. 25527: 197. 24X 

Fiche: 50-295, 84/06/19, 8407110253. 


8407060229 Rev 2 to Emergency Plan Implementing Procedure EPIP 350-2, 
"Calculation of Post-Accident Noble Gas Release Rates via 
Vent Stacks & Quick Estimate of Offsite Dose Using Spring 
Monitor RIA-PR49 Readings, " W/transmi ttal it receipt form. 

KASSNER.G. Commonwealth Edison Co. 84/06/21. 13pp. 25422:296. 

24X Fiche: 50-295, 84/06/21 , 84 07060229. 


8407110496 Forwards SER re safety parameter display sys based on review 
of 831229 Z. 840210 submittals in partial response to 
Generic Ltr 82-33, Suppl l to NUREG-0737 re emergency 
response capab i li ty . Resp onse acceptable. 

VARGA. S. A. Operating Reactors Branch 1. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 25547:289. 24X Fiche: 50-295, 84/06/22, 

8407110496. 


— 8407110503 Safety evaluation re safety parameter display sys based on 
review of 831229 V. 840210 submittals in partial response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response capabi 1 i ty . Res ponse acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/22. 

12pp. 25547:291. 24X Fi c h e : 50-295, 84/06/22, 84071 10496. 


8407030444 Forwards IE Safeguards Insp Repts 50-295/84—09 & 
50-304/84-09 on 840604-03, No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co, 2pp. 25239:080. 24X Fi ch e: 50-295, 84/06/28, 

S407030444. 


— 8407030449 IE Safeguards Insp Repts 50-295/84-09 & 50-304/84-09 on 
840604-08. No noncomp 1 iance noted. Major areas inspected: 
security organization Z. security program aud i t. De ta i 1 s 
withheld (ref 10CFR73. 21). 

KNICELEY, U. R. , STAPLETON, B. W. , CREED. J. R. Region 3, Office of 
Director. 84/06/28. Ip. 25239:082, 24X Fiche: 50-295. 84/06/28, 

8407030444. 


8407250108 Revised emergency plan implementing procedures, inc luding 
EPIP 320-1 re activation of generating station group ?k 
EPIP 550-3 re radiological supplies for medical emergencies. 
W/840716 transmittal memo. 

♦ Commonwealth Edison Co. 04/07/16 . 36pp. 25739:011. 24X 

Fiche: 50-295, 84/07/16, 8407250108. 


K. Utility Final Safety Analysis Report (FSAR) k amends 


8407050304 Forwards Rev 2 to Dresden, Quad Cities 8< Zion updated FSARs. 
DELGEQRGE, L. 0. Commonwealth Edison Co. 84/06/28. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 553pp. 25295: 154, 

24X Fiche: 50-000, 84/06/28, 8407050304. 
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—8407050310 Rev 2 to updated FSAR . 

•tt Commoniuealth Edison Co. 84/06/30. 216pp. 25296:131. 24X 

Fiche: 50-000, 84/06/28, 8407050304, 


P. Operating license stage documents Z-. correspondence ' 


8406070143 REVIEW AND EVALUATION OF THE ZION PROD ABILISTIC SAFETY 
STUDY: PLANT ANALYSIS. 

BERRY, D.L., BRISB IN, N. L. , CARLSON, D. D. Sandia Lab orat or i e s. FIN 

A-1125. NUREG/CR-3300 VOl 84/05/31. Division of Safety 
Technology, 479pp. Available at NRC. $9 50. 24859- 165. 24X 

Fiche: 50-295, 84/05/31, 8406070143. 


8407110277 Informs of planned shipment of one PWR assembly from DMI 
using previously approved route as 1 i s t ed . Ant i c i pated 
schedule encl.W/o end. 

«• Nuclear Assurance Corp. 84/06/08. Material Transfer Safeguards 
Licensing Branch. Ip, 25536:345. 24X Fic he: 50-295, 84/06/08, 

8407110277, 


8407030420 Forwards "Zion Unit 1 Cycle 8 Optimized Fuel Startup Rept. 
Rept includes hot rod drop flux map testing. 

CASCARANO, R. N. Commonwealth Edison Co, 84/06/21. KEPPLER, J. G. 
Region 3, Office of Director. Ip. 25239:046, 24X 

Fiche: 50-295, 84/06/21- 8407030420, 


— 8407030426 "Zion Unit 1 Cycle 8 Optimized Fuel Startup Rept. " 
Commonwealth Edison Co. 84/06/21. 8pp. 25239:047. 24X 

Fiche: 50-295, 84/06/21, 8407030420. 


8407120432 Forwards safety evaluation re NUREG-0737i Item II. B. 3, 
"Post-Accident Sampling Sys. " Sys meets 5 of 11 criteria of 
i tern. Remaining criteria require preparation of plant- 
specific methodology for estimating core damage. 

VARGA. S, A. Operating Reactors Branch 1, 84/06/22. FARRAR. D. L. 

Commonwealth Edison Co. 5p p , 25555:355. 24X Fiche: 50-295, 84/06/22, 

8407120432. 


8407120444 Forwards list of questions generated during review of 
830627 info re inservice insp test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise Z. commitments r eq uc-str-d to attend meeting. 

VARGA, S. A, Operating Re.n-tors 2r.-.\!n-h 1, 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 13pp. 25556:343. 24X Fiche: 50-295, 

84/06/22, 8407120444, 


8407030401 Advises of review Z. approval of Revs 24 25 to QA topical 

rept, per 830713 & 0822 Itrs.App B requirements satisfied, 

NORELIUS, C. E. Division of Project Resident Programs, 84/06/29. 
REEO, C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche; SO-000, 84/06/29. 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928, 

ALEXANDER, G, L. Commonwealth Edison Co, 84/06/30. DENTON, H. R. 
Office of Nucle-jr React-- Pr - u 1 n ^ r- Director. 2pp, 25426:041. 

24X Fiche: 50-000, 84/06/::..',. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Z. holders of CPs re proposed staff 
actions to improve Z>. maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/02, Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348, 24X 

Fiche; 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc I7pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407260236 Responds to 840406 request for info re hoiu BS,,W designed 
operating plants treat extended low power operation, 

End recommendation preserves global axial shape & local 
pellet burnup distribution assumptions. 

POWERS, R. Babcock Wilcox Operating Plants Owners Group. 84/07/11. 

RUBENSTEIN, L. S, Assistant Director for Core Plant Systems, 2pp. 
25779:269. 24X Fiche; 50-295, 84/07/ 11 , 8407260236. 


— 8404200372 Discusses extended operation at reduced power followed by 
return to full power. Tec hnical evaluation acceptable. 

Analysis, quantitative results operating restrictions or 
recommendatios re safety analysis requested, 

RUBENSTEIN, L, S. Assistant Director for Core Z>. Plant Systems, 
84/04/06. TAYLOR, J. H. Babcock fy. Wilcox Co. 14pp. 25779:271. 

24X Fiche: 50-295, 84/07/11, 8407260236, 


8407250172 Requests one-time exemption from lOCFRSO.App J requirements, 
increasing supplemental integrated leak rate test acceptance 
criteria to permit 0. 40Lt difference between supplemental 
data h. Type A data . Af f i da vi t s encl, 

FARRAR, D.L. Commonwealth Edison Co, 84/07/19. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 11pp. 25750:255. 24X 

Fiche: 50-295, 84/07/19, 8407250172, 


8407300197 Forwards corrected M Guiffre affidavit re costs associated 
u/30— day unscheduled outage for integrated leak rate test. 

Original 840718 affidavit should be replaced w/encl 
af f idavi t. 

CASCARANO, R. N. Commonwealth Edison Co, 84/07/23. DENTON, H. R, 
Office of Nuclear React.--" P --- - 1 ■ t i r- Director. 2pp. 25803:141. 

24X Fiche: 50-295,84/07/. ■.. 


8407310313 Forwards paper re operating procedures for power escalation 
following extended operation at reduced power, in response to 
840406 request. 

CHANDLER, J. C. Exxon Nuclear Co. < Inc. (subs, of Exxon Corp,). 
84/07/25. RUBENSTEIN, L. S. Assistant Director for Core 8< Plant 
Systems. 5pp. 25833:037. 24X F i c h e : 50-29 5, 84/07/25. 840731031 3. 


Q. Inspection reports, IE Bulletins correspondence 


8407120444 Forwards list of questions generated during review of 
830627 info re inservice insp Si test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise Si commitments requested to attend meeting. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22. FARRAR, D. L. 

Commonwealth Edison Co. 13pp. 25556:343. 24X Fiche: 50— 295, 

84/06/22. 8407120444. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8407020095 Forwards addl info re inservice insp program for second 
10— yr interval, in response to SA Varga 840511 ltr. Response 
to Item 6 will be included in separate submittal expected by 
840720. 

CASCARANO, R. N. Commonwealth Edison Co. 84/06/26. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, 3pp. 25216:348. 
24X Fiche; 50-295, 84/06/26, 8407020095. 


8407030444 Forwards IE Safeguards Insp Repts 50-295/84-09 
50-304/84-09 on 840604-OS. No noncompliance noted. 

AXELSDN,W. L, Region 3, Office of Director. 84/06/28. REED,C. 
Commonwealth Edison Co. 2pp. 25239:080. 24X Fiche: 50—295, 84/06/28, 

8407030444 


— 8407030449 IE Safeguards Insp Repts 50-295/84-09 S< 50-304/84-09 on 
840604-08, No noncompliance noted. Major areas inspected: 
security or-janization security program aud i t. De ta i 1 s 
withheld (ri,f :0C-H7?. 21). 

KNICELEY, J. R, , STAPLETON, B. W, , CREED, J. R. Region 3, Office of 
Director, 84/06/28. Ip. 25239:082, 24X Fiche: 50-295, 84/06/28, 

8407030444. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees ?< Vendors." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 S< Other 
Anaerobic Adhes ive/Sealan ts. " Svc list encl. 

JORDAN, E, L, Division of Emergency Preparedness S-, Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness Z. Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L, Division of Emergency Preparedness fy. Engineering 
Response (®ost 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp, 25865:286. 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post S30103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che; 50-000- 84/07/10, 8407060251 , 
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8407170263 Forwards plans ?< schedules for replacing HFA relays in 
saf ety-re lated sys.per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER* G. L. Commonwealth Edison Co. 84/07/11, KEPPLER, J. G. 
Region 3< Office of Director. 13pp. 25616:179. 24X 

Fiche: 50-000. 84/07/1 1, S407170263. 


8407240323 Discusses 849718 conference call re results of ongoing insp 
of containment integrated leak rate testing activities. 

Identified deficiencies constituted failure to comply 
w/req,uirements of Tech Spec 3. 9. 4. 5A. 

KEPPLER. J. G. Region 3, Office of Director. 84/07/19, REED* C. 
Commonwealth Edison Co, 2pp. 25714:165. 24X Fiche: 50-295. 84/07/19, 

8407240323, 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fi che : 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


8407180006 Monthly operating repts for June 1 984. W/S40710 Itr. 

AUSTIN. G. , GRAESSER, K. L. Commonwealth Edison Co. 84/06/30. 12pp. 

25667: 227, 24X Fiche: 50-295, 84/06/30. 8407180006. 


S. Reportable occurrences. LERs & related correspondence 


8407120182 Advises that AEQD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors." revi ewed . Rec ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05, HELTEMES. C. J. Dir ector 's Of f ice. Ip, 25559:007. 24X 

Fiche: 50-000, 84/07/05. 8407120182, 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors." case study rept. 
EL-ZEFTAWY. M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05. 8407120182. 


8407170359 LER 84-015-00: on 840502, PT-21 0 semiannual testing of 
aircraft crash fire detection sys overdue by 4 months. Caus ed 
by failure of assistant fire marshal to adhere to 
surveillance schedule. W/8407i2 Itr. 

NYKIEL, A. W. . GRAESSER. K. L. Commonwealth Edison Co. 84/07/12. 3pp. 
25615:028. 24X Fiche; 50-295. 84/07/12, 8407170359. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys. confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load, 

RAHE.E. P. Wccti-.c'Tuse Electric Corp. 84/07/13. DEYOUNG, R. C, 
Director's (..''f'.ci' rfi'i'r of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche: 50-000. 84/07/13. 8407250326. 


S407200287 LER 84— 016-00: on 840617. U—1 Zone 1 electrical penetration 
pressure found below Tech Spec limit of 47 psig, Caused by 
relief valve lNr-0042 being off closed seat. Relief valve 
removed . repaired & reinstall ed. W/840716 Itr. 

KELLY. T. , GRAESSER, K. L. Commonwealth Edison Co. 84/07/16. 3pp 
25697; 192. 24X Fiche; 50-295. 84/07/16, 8407200287. 


8407240346 PNO-1 11-84-058. on 840718, unit shut down after insp 
containment integrated leak rate tests conducted in 1981 & 

83 failed to demonstrate integrity of containment. 

Deficiencies found in testing methods test data. 

GULDEHOND, W. . WRIGHT. G. , WALKER. R. Region 3, Office of Director. 

84/07/19. Ip. 25723:330. 24X Fiche; 50-295, 84/07/19, 8407240346. 


8407250589 LER 84-015-00: on 840621. during radiation monitor 
survei 1 lance* b lower 10PR038 found off, while gas tank IB 
release in progress. Caused not determined. Mod to install 
flow annunciator initiated. W/840719 Itr. 

KASSNER. G. ,, GRAESSER. K. L. Commonwealth Edison Co. 84/07/19. 3op. 
Fiche: 50-295. 84/07/19, 8407250589. 


8407300017 PNO-I I I-84-05SA; on 840727 or 28. licensee will perform 
integrated leak rate test while continuing to seek exemption 
from App J to preclude test r epea t. E x empt i on involves 
testing methodology used in 1983 test. 

GULDEMOND, W. , WRIGHT. G. , WALKER, R. Region 3, Office of Director. 
84/07/24, Ip, 25805:179. 24X Fi c h e : 50-295. 84/07/24. 84073000 1 7. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adetquacy of on-shift 
operating experience for near-term OL app 1 i can t s . Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021. "Operator Licensing Examiner 
Stds. " re admin istrat i on of simulator exams. 

WALKER. R.D. Region 3. Office of Director. 84/07/02. REED, C. 
Commonuea 1 th Edison Co, 2pp. 25430:028. 24X Fiche: 50-000. 84/07/02. 

8407060215, 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ensees. app 1 i cants 
for OLs.NSSS vendors, reac tor vendors Zt AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications Zi exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F, Security, medical, emergency fire protection plans 


8405290066 Forwards IE Insp Repts 50-259/84-18.50-260/84-18 & 
50-296/84-18 on 840501-04. No violations or deviations noted. 
VERRElLI. D. M. Division of Project & Resident Programs. 84/05/23. 
PARRIS. H.G. Tennessee Valley Authority. 2pp, 24693:061. 24X 

Fiche; 50-259, 84/05/23, 8405290066. 


—8405290074 IE Insp Repts 50-259/84-18, 50-260/84-18 & 50-296/84-18 on 
840501-04. No noncompliance noted. Major areas inspected: 
security organi zat ion, aud i t , bar r i er s Z>. access controls. 

Details withheld (ref 10CFR2. 790 Z>. 10CFR73. 21). 

TOBIN, W.J. Region 2, Office of Director. 84/05/22. Ip. 

24693:063. 24X Fi ch e : 50-259, 84/05/23, 8405290066, 


8407100282 Ack receipt of 840327 ltr forwarding safe shutdown analysis 
Zt descriptions of mods proposed for compliance w/lOCFRSO, 

App R fire protection requirements. Request for exemption 
denied, since compensatory measures not provided. 

EISENHUT, D, 0. Division of Licensing. 84/06/18. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25513:339. 24X 

Fiche; 50-259, S4/06/1S, 8407100282. 


8407020071 Forwards emergency operating procedures generation package 
in response to NUREG - 0737, Sup p 1 1. 

MILLS, L.M. Tennessee Valley Authority, 84/06/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 103pp. 25219:139. 

24X Fiche: 50-259, 84/06/22, 8407020071, 


8407060211 Informs that submittal date of 840630 for Unit 3 safety 
parameter display sys for emergency response capability 
erroneous. Date should be listed as 840730. 

MILLS* L.M. Tennessee Valley Authority. 84/06/29, DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director. Ip. 25426:233. 24X 

Fiche; 50-259.84/06/29, 8407060211. 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency & general 
emergency Emergency Radiological Monitoring Procedure IP-9 
re site maps environ moni tor ing. W/840702 ltr. 

MILLS, L. M. Tennessee Valley Authority, 84/07/02. O 'REILLY. J. P. 
Region 2, Office of Director, 25pp. 25443:001. 24X 

Fiche: 50-000.84/07/02, 8407090204. 


8407090265 Forwards revised radiological emergency plan implementing 
procedures, inc lading IP-6 re activation of technical support 
ctr. IP-1 re emergency plan classif ication logic, IP~14 re 
health physics procedures radiological emergency plan. 

MILLS, L.M. Tennessee Valley Authority. 84/07/02. 0 'REILLY. J. P. 

Region 2, Office of Director, Ip. 25449: 185, 24X 

Fiche: 50-259.84/07/02. 8407090265. 


— 8407090270 Rev'ised radiological emergency plan procedures, including 
IP-6 fe activation of technical support ctr, IP-1 re 
emergency plan class if icati on logic. IP— 14 re health 
physics Zt. IP-26 re tornado emergency procedure. 

* Tennessee Valley Authority. 84/05/24. 28pp. 25449:186. 24X 

Fiche: 50-259, 84/07/02, 8407090265. 
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--8407090272 Revised pages to Rev 13 to radiological emergency plan, 

* Tennessee Valley Authority. 84/06/18. 32pp, 25449:212. 24X 

Fiche 50-259, 84/07/02, 8407090265. 


8407110437 Notification of 840712 meeting uj/util in BethesdaiMD to 
discuss util 840327 request for exemption from 10CFR50, App R 
re intervening combustibles between redundant shutdown 
c ircu its. 

LONG, W. 0. Operating Reactors Branch 2. 84/07/02. VASSALLQ, D. B. 

Operating Reactors Branch 2 Ip. 25548:022. 24X 

Fiche: 50-259, 84/07/02, 8407110437. 


8407270192 Forwards Amends 103,97 71 to Licenses DPR-33, DPR-52 t,. 

DPR-68, r es p ec t i ve 1 y safety eval uat i on. Amends change Tech 
Specs to correct errors in list of isolation valves & revise 
physical security plan audit cycle. 

CLARK, R.J. Operating Reactors Branch 2. 84/07/16. PARRIS, H.G. 

Tennessee Valley Authority, 2pp. 25799:287. 24X 

Fiche: 50-259, 84/07/16, 8407270192. 


— 8407270194 Amends 103,97 5. *7 1 to Licenses DPR-33. DPR-52 & DPR-68, 
respectively , Chang ing Tech Specs to correct errors in list 
of isolation valves, rev is ing physical security plan audit 
cycle S', eliminating review of QA program. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/16. 19pp. 

25799:289, 24X Fi c h e : 50-259, 84/07/ 1 6. 8407270 1 92. 


--8407270199 Safety evaluation supporting Amends 103,97 8,. 71 to Licenses 
DPR-33, DPR-52 S' DPR-6S, r e s p ec t i ve 1 y . 

* Office of Nuclear Reactor Regulation, Director. 84/07/16. 3pp. 
25799:308 24X Fi ch e : 50-259, 84/07/ 16, 8407270192. 


G, Adjudicatory correspondence 


8407180148 Confirmatory order for increased util efforts to ensure 
adherence to regulatory requirements for testing, 
surveillance, naint & operating act ivi t ies, Related 
correspondence. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement, DSB 294, 84/07/12, Tennessee Valley Authority. 

5pp. 25636:233. 24X F i c h e : SO-259, 84/07/ 12, 8407180 148. 


J. Insurance S< indemnity information 


8407020311 Forwards Endorsements 75 & 63 to NELIA Policy NF-198 S< MAELU 
Policy MF-66, respectively, 

DUCKjJ.R, Marsh S< McLennan, Inc. 84/06/25. SALTZMAN, J. Assistant 
Director for State Ss Licensee Relations, 3pp. 25216:191. 24X 

Fiche: 50-259, 84/06/25, B407020311 . 


K. Utility Final Safety Analysis Report ( FSAR ) S' amends 


8407300290 Amend 2 to updated FSAR for Brawns Ferry, W/840723 Itr. 

«• Tennessee Valley Authority. 84/07/23, DENTON, H. R, Office of 
Nuclear Rn-i.-tc- Rog 1 a t i :•■ , D-i-nctor, 262pp. 26058:001. 24X 

Fiche: 50-2-:9 {-jr,:, 'LOCOVO 


P. Operating license stage documents S; correspondence 


8407110132 Forwards safety evaluation re lOSCC in RCPB piping sys S' 
EG&G technical evaluation concerning integrity of reactor 
coolant piping sys for use in responding to Generic Ltrs 
84-07 S' 84-11. 

VASSALLO, D, B, Operating Reactors Branch 2. 84/06/15. PARRIS, H.O. 

Tennessee Valley Authority, 3pp. 25538:287. 24X 

Fiche: 50-259, 84/06/15, 8407110132. 


— 8407110142 Safety evaluation re IGSCC in RCPB piping sys. Further NRC 
actions dependent on licensee response to Generic Ltrs 
84-07 S' 84-11, 

•M- Office of Nuclear Reactc- Pc-': 'T';i:n Director. 84/06/15. 4pp. 
25538: 290. 24X Fiche: 50-;.’:;’K L-*-/;:.-:-/ l i'-s :;71 1 0132. 


--8407110154 Rev 1 to "Technical Evaluation of Integrity of Browns 
Ferry 1,2 fy. 3 Reactor Coolant Boundary Piping Sys." 

NAGATA, P. K. EG/yO, Inc, FINA-6429, EGO-FM-6246 ROl. 83/08/30. 

KOD-W.H. Division of Engineering, 52pp. 25538:294. 24X 

Fiche: 50-259, 84/06/15, 8407110132. 


8407030121 Notification of contract e xec ution, Mo d 1, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferry, Sequoyah Bellefonte Simulators," 

Contrac tor; TVA. 

UMBEL, D, Technical Assistance Contracts Branch. FIN B-8717, 
84/06/18. SHQWE, S.K. Director's Office, Office of Inspection and 
Enforcement, Ip. 25411:143, 24X Fi c he: 50-000, 84/06/18, 8407030121. 


— 8407030128 Mod 1, changing start date to 840723, to "Use of TVA Reactor 
Simulator Facilities at Ch at tano oga, TN for Training on 
Browns Ferry, Sequoyah S' Bellefonte Simulators. " 

JOHNSON, R.J. Tennessee Valley Authority. FIN B-8717. 84/06/18. 

Ip. 25411:144, 24X F i che : 50-000, 84/06/ 18, 8407030121 . 


8407100320 Forwards request for addl.info re adequacy of station 
electric distribution sys vo Itages. Assessment of in-plant 
VO 1 tag e 5, d i sc uss i on of approach to resolve condition 
estimate for submittal of design info requested in 45 days. 
VASSALLO, D. B. Operating Reactors Branch 2. 84/06/19. PARRIS, H.G. 

Tennessee Valley Authority. 3pp. 25513:314. 24X 

Fiche; 50-259, 84/06/19, 8407100320. 


B407O9O146 Forwards Amends 101,95 68 to Licenses DPR-33, DPR-52 & 

DPR-68, resp ec t ive 1 y S,; safety eva luat ion. Amends eliminate 
need for portable fuel load chambers during full-core 
reload. 

CLARK, R.J. Operating Reactors Branch 2. 84/06/25. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 25513:141. 24X 

Fiche: 50-259, 84/06/25, 8407090146. 


— 8407090152 Amends 101,95 i’y 68 to Licenses DPR-33, DPR-52 & DPR-68, 
respective ly, el iminating need for portable fuel loading 
chambers on periodic source range monitor source checks 
during full-core reload w/both fresh S-. irradiated fuel. 
VASSALLO, D. S. Operating Reactors Branch 2. 84/06/25. 18pp. 

25513:143. 24X Fich e: 50-259, 84/06/25, 8407090146. 


— 8407090162 Safety evaluation supporting Amends 101,95 V. 68 to 
Licenses DPR-33, DPR-52 DPR-68, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/06/25. 3pp. 
25513:161. 24X Fi c h e : 50-259, 84/06/25, 8407090146. 


8407060200 Advises that Copy of documentation ref in plant-unique 
analysis rept provided to Franklin Research Ctr on 840622 
as requested in 840605 Itr. 

KAMMER,D.S. Tennessee Valley Authority. 84/06/26. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 25426:200. 24X 

Fiche: 50-259,84/06/26. 8407060200. 


8407100342 Responds to util 830603 request for change to Tech Specs 
concerning reduction of min level of water to be maintained 
over single irradiated fuel assemb 1 y . Reques t should be 
withdrawn based on evaluation. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26. PARRIS, H. 0. 

Tennessee Valley Authority. 2pp. 25513:324. 24X 

Fiche; 50-259, 84/06/26, 8407100342. 


8407100626 Forwards corrected pages to Amends 100,94 Si 67 to Licenses 
DPR-33, DPR-52 !5< DPR-6a, re sp ec tive ly . 

CLARK, R.J. Operating Reactors Branch 2, 84/06/26. PARRIS, H.G. 

Tennessee Valley Authority. 2pp. 25516:295. 24X 

Fiche: 50-259, 84/06/26, 8407100626, 


— 8407100631 Corrected pages to Amends 100,94 67 to Licenses DPR-33, 

DPR-52 &; DPR-63, respect ive ly, re instrumentation that 
initiates rod blocks. 

Operating Reactors Branch 2. 84/06/26. 4pp. 25516:297. 24X 

Fiche : 50-259, 84/06/26, 8407100626. 


8407050001 Forwards description of scram discharge vol long-term mods, 
implemented per BWR Owners Group GDC 8? criteria of "Generic 
SER, BWR Scram Discharge Sys. " 

MILLS, L.M. Tennessee Valley Authority. 84/06/27. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 25410:004. 

24X Fiche: 50-259, 84/06/27, 8407050001. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407090116 Forwards response to Generic Ltr 84-09 re recombiner 
capability requirements of 10CFR50. 44 C c ) (3 ) ( i i 5 , per 840S0S 
request, Fac i lities do not rely on purge/repressuri lation sys 
as primary means for hydrogen control. 

KAHMER, D. S. Tennessee Valley Authority, 84/07/02. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25442:144. 
24X Fiche: 50-259, 84/07/02, 84070901 16. 


8407250102 Forwards Amend 102,96 69 to Licenses DPR-33, DPR-52 & 

DPR-68, respectively 8< safety eva 1 uat i on. Amends revise Tech 
Specs to correct errors in table of primary containment 
isolation valves. 

CLARK, R.J. Operating Reactors Branch 2. 84/07/02. PARR IS, H.G. 

Tennessee Valley Authority, 2pp. 25755: 189, 24X 

Fiche: 50-259,84/07/02, 8407250102. 



t: _;:s-ses ;?R-33. SPR-52 & DPR- 68 - 
S'ers t: crr'-e:t errcrs in table 
latiz- .'aZ>?s t- specify action 
Iciv ^c-'.cc- cr.arr.ei failure 
eactc-s Zrartc'^ 2 B4/07/02. 30pp. 


— 8405290074 IE Insp Repts 50-259/84- 18. 50-260/84 » 18 50-296/04-18 on 

640501-04, No noncotxp 1 iance noted Major areas inapected: 
security organi za t ion, aud i t . bar r i er s y,. access controls. 

Details withheld (ref lOCERS 790 .<!- 10CrR73 21) 

TOBIN, W.J,, MCGUIRE, DR. Region 2. Office of Director, 84/05/2P 

Ip. 24693:063. 24X Fi c he : 50-259, 84/05/23, 8405290066 


s.ij’.jac.;- s-Sci*'t:"’g .Ar.er.is 102,96 5-. 69 to 
"espectively 

lea" =,s3:<:;r fey-laticr,. Director, 84/07/02. 3pp. 
”*:~B :;- 2 c^. 34 Z '^.'~2 c 43725 'DlC 2 . 


S407060036 Forwards IE Insp Repts 50-259/04-1 6, 50-260/84-16 >!< 
50-296/84-16 on 840508-11 No violations or deviations noted. 
VERRELLI, D. M. Division of Project .5 Resident Programs, 84/06/04 
PARRISiH.G. Tennessee Valley Authority 2pp, 25441 176. 24>C 

Fiche; 50-259, 84/06/0^, 8407060036, 


c c all "eac' 

:::e-s»s !- are-ts 3v: 



:r licensees re 
list end. 

Consol idated 

24 X 


# 1 ?*- ta •; 
'» * I K t c a I * 


24 If * 



,e c: *SZ 34 ’; 4:;2 rec,'jest for addl info re 
Ire- ZZ 4.3 it or. saf ety /reli ef 

ffS 

:e, £4/07/09, DENTON, H.R. 

3pp. 25590:003. 


—8407060039 IE Insp Repts 50-259/84 - 1 6, 50-260/84-16 50-296/84-16 on 

840508-11, No violations or deviations noted Major areas 
inspected; review of p ro grams , wor k activities I- records for 
induction heat stress improvement of saf e ty ~r© lated piping. 

COLEY, U. L. / BLAKE, J. J, Region 2, Office of Director, 84/06/01 
Spp. 25441:178. 24X F i c h e : 50-259 , 84/06/04, 8407060036 ' 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS, R. C. Division of Project 8 < Redident Programs, 84/06/12, 
PARRIS, H. (?. Tennessee Valley Authority, 3pp 2569? 028 24X 

Fiche; 50-000, 84/06/12, 8407200117. 



rATl-Ef : 

.-.f 

24 ! F ■; 1 '' ff 





-la* --s 


'‘e-" ff ssf e a 1 le 



:0 E'-ssrhuc 340529 request for add! 
■5 cc'ce-rirg NURE 5 -C 737 , 
cf A_tc.ratic Oepres sun lati on 


A.trcnt^ 34/07/12, DENTON, H. R. 
latnr Director 2 pp, 25618:322. 


■8407200125 SALP Board Assessment Repts 50"-259/a4-09, 50~a60/84-09, 
50-296/84-09, 50-327/84-08, 50-328/84-08, 50-390/84-24, 
50-391/84-19,50-438/84-07 & 50-439/84-07 for Jan 1983 - 
Feb 1984. 

•* Region 2, Office of Director. 84/02/29 89pp 25692' 031 24X 

Fiche : 50-000, 84/06/12, 84072001 1 7. 


a4':42C -eq-s 
iea* testal 

Z 3 
cf 

24X 


•ies add. -e : cr ta cnrerc leak rate testing, per 

: :r strumertati sn valves piping 

press. re 3<^fcurj wit, bin lurits Lines 
be . ,ze A tested f.tyre procedures. 

■•-esS 8 i Addrif, 34/07,^2. DENTON, H.R. 

2 p? ssais-.osi. 


8407060029 Ac k receipt of 840611 Itr informi 
correct violations noted in IE Insp Repts 
50-260/82-01 50-296/82-01, 

LEWIS, R.C. Division of Project «< Resident 
PARRIS, H. G. Tennessee Valley Authority, 
Fiche: 50-259, 84/06/19, 8407060029, 


ng NRC of steps taken to 
50-259/82-01, 

Programs. 84/06/19. 

Ip, 25441:163. 24X 


ESIDIt appl 
sirsLf .Icpp dperatdc- App liiat 
dscil.at si-g:© ;c: 
/ASSAw.: : Z rpe-atirg React: 
*«r-e«sae /ills, A.ttcnt' 3 * 
Fddte = 4 ';**, 2 . sf’- ■'T''" ® 


-aticr, zc amend Tech Specs to permit 
cr -napprcved due tc previous 
cpe-ati-r 

-S 2-ar,:h 2 , 84/07/12. PARRIS, H. (3 

; 2577£2:3 24X 


Repts 50-259/82-01,50-260/82-01 50-296/82-01, Corrective 

ac tions; surve i 1 lane e instructions changed to require 

valve placed in position, 

niLLb, L, M. Tennessee Valley Authority 04/06/11, 0 'REILLY, J, P. 

Region 2 , Office of Director. 2pp. 25441:164. a4X 
Fiche: 50-259,84/06/19,0407060029. 


EPS.iS "ese'e-::**- , TrLl'r"'!' - ■' ^-^nses DPR-33, DPR-52 & 
Spt-s *• ? e.a. ati=r. Amends change Tech 

pLL:/ -:ves t revise 

s-ict® ;:-r5f £4 34:-2-.::f2 


unsigned undated exam rept of exam administered 
on 8403C.3-30 V. exam results. Results withheld 
(ref 10CFR2. 790). 

Tennfssep^u^i 1 Director 84/06/19, PARRIS,H, 0, 

FHrh! sn Authority, 2 pp. 25606 007, 24X 

Fiche. 50-259, 84/06/19, 8407190288, 


-::8r5,e5 DPR-33, DPR-52 & DPR- 68 , 

cf iSdlat:- "a*.*® L'. = * errors m list 

‘= license, 

I*. -i=r, so:?5,.i4,-c;,::La40727oJ?2: 


845 72if'C2»3 Reduesrs ■ 

l;: -rv::r"=:" 

4';:e:ra;L4I -tn 

,c.,ta 3 t 3 valve during 

.t«ei austenitic 

I>HNTON.H,R. 

24 M Fir Director, 2pp 25803 : 145 . 


Irspts tic'’ 


IE E.iutms t .5. 


correspondence 




^C'-259, 84-18.50-260/84-18 & 
,, Vo .;=iatip„, deviations noted. 


ViJ f ; on !2flf P -r- ® ,r f ra X ons HOtetf. 

^ 84/05/23 

'?t;-259, 14,,,^.. -’'-"ity 2pp, 24693,061. 24X 


840323-30. Exam results; two of ten senior 
reactor operators and seven of nine reactor operators passed 

24X*^FirhMn Director. 04/06/19 16Spp 25686' 009, 

c24X Tiche. 50-259, 84/06/19, 8407190200, 

8404250214 IE i„f„ " I nd .p ,naen t O.n f i c.l.on. " Sve U.l 

"'■'»P-4dn4,s „ En^ine.rln, 

Valley PARRIS, H, G, Tennessee 

8407030491. 24X F i c h e : 50-259, 84/06/27, 

on Part of Licensees^? ®‘iuate Matl Procurement Controls 

^ vJORDA.N,E.L. D^W^ion ofT”"**' 

Response (Post 830103) Preparedness -V. Engineering 

York, Inc I 24 nn cislr\-.°7 Consolidated Edison Co. of New 

PP- «:3602:151. 24X Fi che; 50-000, 84/06/29, 6406280311. 

Anaerobic Adhesive/Sealantc^»' Loctit® 242 «< Other 
JORDAN, E.L. Ditls^ororJl 

Response (Post 830103) ^ Preparedness Engineering 

York. Inc. ii 9 pp 25603 ^ 0 ^?^ °Lv rr- <^o"sol idated Edison Co, of New 

PP, ‘“i 7602. 276. 24X Fiche: 50-000, 84 / 07 / 05 , 8407030085. 

8407030089 IP Tr,r„ m a ■ 

Documentation i, Calcilaffons^S i c i enc i e s in Design Base 
Design." Sve list end ^ ^ Supporting Nuclear Power Plant 

Response (Post^ 830103 ) 84 % 7 yn^^ Rreparedness S, Engineering 

York, Inc. i 22 pp 25 Ano Consolidated Edison Co. of New 

ov*;, 0 ^ 2 , 24X Pic he : 50-000 , 84/07/05, 8407030089. 



DOCKETED ITEMS 
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S407050274 IE Info Notice 84-55. "Seal Table Leaks at Pk’Rs. '* Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc 236pp. 25865:286. 24XFiche 50-000,84/07/06.8407050274, 


8407060251 IE Info Notice 84-5<b, "Respirator Users Notice for Certain 
5-l1inute Emergency Escape Se 1 f-Co n ta i n ed Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865’ 166 34X F i c h e : 50-000, 84/07/ 10, 8407060251 . 


S407260326 Forwards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energized. Type HFA 51 series ac 
relays. Sec^uoyah does not need relays replaced. 

MILLS, L. M Tennessee Ualley Authority. 84/07/10. 0 'REILLY, J. P. 

Region 2, Office of Director. 5pp. 25779:243. 24X 

Fiche: 50-000. 84/07/10, 8407260326. 


8407170240 EN-84~042; on 840712, conf irmatory order will be issued to 
util confirming commitment to implement regulatory 
performance improvement p rogram. Ac ti on taken as result of 
poor SALP performance Zt recurring site violations. 

FARRON.P. Director's Office, Office of Inspection and Enforcement. 
84/07/12 Ip, 25608:001, 24X Fi ch e : 50-259, 84/07/ 12. 8407 170240. 


S407270132 Forwards confirmatory order re util 840504 commitments to 
regulatory performance improvement plan. 

0 'REILLY. J. P. Region 2. Office of Director, 84/07/13. PARRIS. H.G. 
Tennessee Valley Authority. 3pP- 25811:217, 24X 

Fiche: 50-259, 84/07/13. 8407270132. 


--84O7270137 Confirmatory order re regulatory performance improvement 
plan planned util organ! zati onal changes. 

DEYOUNG. R. C. Director's Office, Office of Inspection and 
Enforcement. 04/07/11, Tennessee Valley Authority. 5pp. 
25811:220. 24X Fiche : 50-259. 84/07/13, 8407270132. 


S. Reportable occurrences, LERs & related correspondence 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " r evi eued , Rec ommen d s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H, R. Office of Nuclear Reac.tor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors. " case study rept. 
EL~ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407240364 LER 84-007-00: on 840616, d ur ing performance of Special 
Electrical Maint Instruction 37, diesel generator 3B 
inadvertently started. Caused by personnel error &/or 
procedural def icienc y. Proced ure r evi sed. W/8407i3 Itr. 

WALKER. J. B. , JONES. G. T. Tennessee Valley Authority. 84/07/13. 3pp. 
25728:358. 24X Fi c he ; 50-296, 84/07/ 13, 8407240364. 


B407250461 NPDES noncompliance not i f i cat ion: on 840607,12 it 21. sewage 
treatment plant effluent had excessive BOD 8< TSS5 levels. 

Caused by plant over load . Sewag e treatment lagoon const 
begun. Chlorine contact tank pumped out periodically. 

RIVERS. M.E, Tennessee Valley Authority. 84/07/18. MARLAR. J. 
Environmental Protection Agency. 2pp. 25764: 166. 24X 

Fiche: 50-259, 84/07/18, 8407250461. 


V. Operator Examinations 


8407190288 Forwards unsigned undated exam rept of exam 
on 840323-30 exam results, Results withheld 
(ref 10CFR2. 790). 

VERRELLI. D, M. Region 2, Office of Director. 84/06/19. 
Tennessee Valley Authority. 2pp. 25686:007. 24X 

Fiche: 50-259, 84/06/19, 8407190288. 


administered 


PARRIS, H. 0. 


8407250081 EN-a4-045: on 840720 , not i c e of violation fy. proposed 
imposition of civil penalties in amount of $120,000 to be 
issued Action based on failure to rept conditions adverse to 
qual ity . 

FARRON, P. Director's Office, Office of Inspection and Enforcement. 
84/07/17. Ip. 25747:281, 24X Fi ch e : 50-259, 84/07/ 17. 8407250001. 


8407260273 Discusses IE insp on 831013-840106 h forwards notice of 
violation h. proposed imposition of civil p ena 1 1 y , En f ore ement 
conference held on 831216 in Region II ofc. Vi olations 
categorized as Severity Level III. 

□ 'REILLY, J. P. Region 2, Office of Director.' 84/07/20. PARRIS, H.G. 
Tennessee Valley Authority. 4pp. 25777:285. 24X 

Fiche: 50-259, 84/07/20, 8407260273. 


— 8407260278 Notice of violation proposed imposition of civil penalty 
in amount of *120, 000, Viol ations noted: failure to ensure 
that conditions adverse to quality promptly identified Zt 
correc ted . 

0 'REILLY, J. P, Region 2, Office of Director. 84/07/20. 5pp. 
257/7:289. 24X Fiche: 50-259, 84/07/20, 8407260273, 


— 8407190294 Exam rept on 840323-30. Exam results: two of ten senior 
reactor operators and seven of nine reactor operators passed 

* Region 2, Office of Director. 84/06/19, 16Spp. 25686:009. 
24X Fiche: 50-259.84/06/19, 8407190288. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp. 25535:018 . 24X 

Fiche: 50-000,84/06/27, 0406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees. app 1 i cants 
for QLSiNSSS vendors, reac tor vendors 8< AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications !>. exams. Svc list encl. 

EISFNHUT. D. 0. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000.84/07/03. 8407030097, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fic he : 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports related correspondence 


X. Onsite Storage of Low Level Waste 


8407230082 Notifies that util plans to utilize storage modules for 
ion-exchange resin liners since need for temporary onsite 
storage may arise again. Action in no way compromises 
monitoring program, 

MILLS. L.M. Tennessee Valley Authority. 84/05/01. ROUSE, L. 0. 
Advanced Fuel Spent Fuel Licensing Branch. 3pp. 25727:283. 24X 

Fiche: 50-000, 84/05/01. 8407230082. 


8407020374 Forwards monthly operating repts for May 1984 Unit 2 
corrected monthly operating repts for Mar Z>. Apr 1984. 

JONES, G. T. Tennessee Valley Authority. 84/06/11. Office of 
Resource Management, Director. Ip. 25219:001. 24X 

Fiche: 50-259, 84/06/11, 8407020374. 


8407110359 Forwards addl pages to 840501 request for rev to low level 
radwaste storage license. 

MILLS, L.M, Tennessee Valley Authority, 84/06/05. ROUSE. L, 0, 
Advanced Fuel «< Spent Fuel Licensing Branch. 3pp. 25548:357, 24X 

Fiche: 50-259, 04/06/05. 84071 10359, 


— 8407020378 Monthly operating repts for May 1984. 

SWINDELL, J, E. , THOM, T, Tennessee Valley Authority. 84/05/31. 
3Spp. 25219:002. 24X Fic he: 50-259, 84/06/1 1. 8407020374. 


8407270348 Monthly operating repts for June 1984. W/a4071 1 ltr. 

THOM. T. . JONES, 0. T. Tennessee Valley Authority. 84/06/30. 36pp. 

25793:304. 24X Fich e: 50-259, 84/06/30, 8407270348 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 
F. Security, medical, emergency Ik. fire protection plans 


8407230222 Approves 840615 request for delay in implementation 
date of approved emergency plan pending completion of 
revised version of plan. Revised emergency plan expected for 
review by 840815. 

THOMAS. C. 0. Standard i zat ion Special Projects Branch. 84/07/12. 
MILLER. G. D. North Carolina State Univ. , Raleigh, NC, Ip. 
25727:084. 24X Fiche; 50-297. 84/07/12, 8407230222. 



DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 


8407050224 Repsonds to NRC 840217 Itr re violations noted in IE Insp 
Rept 50-298/83-28. Correct ive actions withheld 
(ref 10CFR73. 21). 

* Nebraska Public Power District. 84/03/14. JOHNSON. E.H, Region 
4. Office of Director. Ip. 25410:019. 24X Fic he : 50-298. 84/03/14. 

8407050224. 


8407100215 Informs of test of early warning sys, including sounding of 
fixed sirens, ac tivation of Redi-Aiert radios broadcasting 
of routine test message on Emergency Broadcast Sys on 
840516. 

THOMASON, P, V, Nebraska Public Power District, 84/05/07. 

Affiliation Not Assigned. Ip. 25512:305, 24X Fiche: 50-298. 

84/05/07, 8407100215. 


8407120562 Forwards IE Insp Rept 50-298/84-08 on 840514-17. No 
violations or deviations noted. 

JOHNSON. E. H. Region 4. Office of Director. 84/06/13, PILANT, J. M. 
Nebraska Public Power District. 2pp. 25555:182. 24X 

Fiche: 50-298. 84/06/13. 8407120562, 


—8407120571 IE Insp Rept 50-298/84-08 on 840514-17, No violations or 
deviations noted. Major areas inspected: emergency exercise & 
coordinated meetings u/ 1 ic ensee, FEMA 4; state & local 
agencies. 

HACKNEY, C. A, . WISNER, C. E. , LQNER(JAN. T. Region 4. Office of 
Director. 84/06/11. Spp. 25555:184, 24X Fi che: 50-298. 84/06/13. 

8407120562. 


8407050091 Advises that State of MO local plans preparedness 
adeq,uate to protect health & safety of public in event of 
radiological emergency . Evaluation based on full-scale 
exercises conducted on 820310 830406. 

SPECK, S, W. Federal Emergency Management Agency. 84/06/26. 

DIRCKS. W. J, Office of the Executive Director for Operations Ip 
25299:360. 24X Fiche: 50-298, 84/06/26, 8407050091. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407300313 Forwards Rev 2 to updated FSAR for Cooper Nuclear Station QA 
program removed from FSAR radwaste components 
reclass if ied. 

KUNCL.L.G. Nebraska Public Power District. 84/07/20. VASSALLO. D B 
Operating Reactors Branch 2. 3pp. 25803:192. 24X 

Fiche: 50-298, 84/07/20, 8407300313. 


— 8407300314 Rev 2 to updated FSAR for Cooper Nuclear Station, 

* Nebraska Public Power District. 84/07/20. 164pp 25803-195 

24X Fiche; 50-298. 84/07/20, 8407300313 


P. Operating license stage documents S< correspondence 


8407170203 Forwards revised P8..IDs for insertion in complete set of flow 
diagrams.per 820201 request. W/o encl. 

PILANT, J.M, Nebraska Public Power District. 84/04/18. COLLINS, J.T 
Region 4, Office of Director. Ip. 25612:253. ' 24X 
Fiche; 50-298, 84/04/18, 8407170203. 


8407170292 Forwards Controlled Copy 126 of Tech Specs, Copies of revised 
pages uiil be submitted as amends approved. W/o end, 

PILANT, J.M. Nebraska Public Power District. 84/04/18. JOHNSON, E.H. 

Region 4, Office of Director. Ip. 25618:319. 24X 

Fiche; 50-298, 84/04/18, 8407170292. 


8407100472 Revised application for amend to License DPR-46, c onsi sting 
of Proposed Change 10 to Tech Specs re diesel operability 
during refueling operations. 

PILANT, J.M. Nebraska Public Power District, 84/06/29. 

VASSALLO, D P r’oerntinc e .3 : t o'" s Branch 2. Ip. 25464:149. 24X 

Fiche: 50-2-v,-. E-l /';6/.'9 . £,.r>7. ■)(.': .'L! 


-8407100473 Proposed Tech Specs re diesel operability during refueling 
operations. 

* Nebraska Public Power District. 84/06/29. 3pp, 25464:150. 

24X Fiche: 50-298, 84/06/29, 8407100472. 


8407050102 Advises that State of NE & local plans S,. preparedness 
adequate to protect health S< safety of public in event of 
radiological emergency . Evaluat ion based on full-scale 
exercises conducted on 820310 S- 830406. 

SPECK, S.W, Federal Emergency Management Agency. 84/06/26. 

DIRCKS, W. J, Office of the Executive Director for Operations. Ip. 
25284:354. 24X Fiche: 50-298, 84/06/26, 8407050102. 


8407100563 Submits documentation satisfying criteria specified in 
Generic Ltr 84-09 re exemption from requirement for 
installation of hydrogen recombiner capability in Mark I BWR 
purge/repressurization sys. 

PILANT. J.M. • Nebraska Public Power District, 84/06/29. 

EISENHUT, D. G Division of Licensing. 3pp. 25465:239. 24X 

Fiche: 50-298, 84/06/29, 8407100563. 


8407100536 Forwards Rev 0 to "Guideline for Preparation of Emergency 
Operating Procedures" fu "Procedures Generation Package, " 
per Suppl 1 to NUREG-0737 requirements, 

PILANT, J.M. Nebraska Public Power District. 84/06/29. 

EISENHUT, D. G. Division of Licensing. ip, 25509:293. 24X 

Fiche : 50-298, 84/06/29, 8407100536. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability, 

Svc list encl. 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


B407100542 Rev 0 to "Guideline for Preparation of Emergency Operatinq 
Procedures. " 

* Nebraska Public Power District. 84/04/25. 49pp 25509-294 

24X Fiche: 50-298, 84/06/29, 8407100536, 


■8407100546 "Procedures Generation Package." 

* Nebraska Public Power District, 84/06/22. 17pp. 25509-343 

24X Fiche: 50-298,84/06/29, 8407100536. 


8407250328 Forwards exemption from schedular requirements of 
10CFR50. 48, per 840523 reques-t for extension of deadline for 
implementation of cable spreading room fire suppression sys 
mods. Implementation date extended from 840621 to Oct 1984. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/02. PILANT, J.M 

Nebraska Public Power District. 2pp. 25778:092, 24X 

Fiche: 50-298, 84/07/02, 8407250328. 


8407250333 Exemption from schedular requirements of 10CFR50. 48(c) , 
extending implementation deadline for mods to cable 
spreading room fire suppression sys from 840621 to end of 
refueling outage beginning Oct 1984. 

CASE, E, G. Office of Nuclear Reactor Regulation, Director. 

84/07/02. Nebraska Public Power District. 6pp. 25778-094 24X 

Fiche: 50-298, 84/07/02, 8407250328. 24X 


8407110434 Notification of 840712 meeting w/util in Bethesda,MD to 
discuss status of forthcoming recirculation pipe replacement 
program. Tentative agenda encl. 

SYLVESTER, E, D. Operating Reactors Branch 2. 84/07/05. 

VASSALLO, D P Oop-sting opnctc-s Branch 2, 3pp. 25548:019. 24X 

Fiche: 50-r-!- (T'i/ZT/C'J, a«DV] ; 0434 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407240163 Forwards revised pages to Proposed Change 11 to License 
DPR-46 re primary containment surveillance instrumentation, 
per NRC questions, 

PILANT, J.M. Nebraska Public Power District, 84/07/18. 

VASSALLA, D P n?9r,stir,q Pr.-ictcps Branch 2. Ip. 25722:336. 24X 

Fiche: 50-2«G. E^/OV/ :a. L14 J72CCi it:! 


-8407240167 Rev to Proposed Change 11 to Tech Specs re primary 
containment surveillance instrumentation. 

■* Nebraska Public Power District. 84/07/18. 5pp. 25722:337. 
24X Fiche; 50-298. 84/07/18, 8407240163. 
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B407250332 Provides follouup to 840328 Itr re plan -for resolving 
three remaining concerns involving containment purge St vent 
s y s. Eva 1 ua t i on of purge isolation valve seal matl proposed 
Tech Spec changes encl, 

PILANTiJ. M. Nebraska Public Power District. 84/07/19, 

VASSALLO. D. B. Operating Reactors Branch 2. 13pp. 25740:296. 24X 

Fiche; 50-298- 84/07/19, 8407250332. 


8407300263 Forwards replacement Page 2 of 840629 response to Generic 
Ltr 84-09, "Hydrogen Recombiner Capability." Replacement 
contains addl info re pneumatic control sys. 

PILANT, J. M. Nebraska Public Power District. 84/07/20, 

EISENHUT, D, G. Division of Licensing. 2pp, 25802:359. 24X 

Fiche: 50-298, 84/07/20, 84073002<63. 


8407300345 Summary of 840712 meeting w/util fy. CYGNA Corp in Bethesda, 
MD re status of forthcoming recirculation pipe replacement 
program. Viewgraphs encl. 

SYLVESTER, E, D, Operating Reactors Branch 2. 84/07/23. Operating 

Reactors Branch 2. 11pp. 25816:135. 24X Fiche: 50-298, 84/07/23. 

8407300345, 


0. Inspection reports, IE Bulletins tt correspondence 


8407050224 Repsonds to NRC 840217 ltr re violations noted in IE Insp 
Rept 50-298/83-28. Correct ive actions withheld 
(ref 10CFR73.21). 

♦ Nebraska Public Power District. 84/03/14, JOHNSON, E, H. Region 
4, Office of Director. Ip, 25410:019, 24X Fi ch e : 50-298, 84/03/1 4. 

S407050224, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York. Inc, 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Iiinute Emergency Escape Self-Contained Breathing 
Apparatus. •' Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness &: Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166, 24X Fi che: 50-000, 84/07/10, 8407060251. 


8407230051 Forwards response to IE Bulletin 84-02, "Failures of GE Type 
HFA Relays in Use in Class IE Safety Sys." Util will change 
out all HFA relays associated w/saf ety-related sys during 
Fall 1984 refueling outage. 

KUNCL-L.G. Nebraska Public Power District. 84/07/16. COLLINS, J.T. 
Region 4, Office of Director. 5pp. 25706:049. 24X 

Fiche: 50-298, 84/07/16, 8407230051. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407130326 Suppls response to NRC 840404 ltr re violations noted in IE 
Insp Rept 50-293/84-28, Correc t ive actions; K Golden of PER 
MAR Security 2,. Research Corp performed preemployment 
psychological exams of guards. 

PILANT, J.M, Nebraska Public Power District. 84/05/02. JOHNSON, E. H. 

Region 4, Office of Director. 2pp. 25564:149. 24X 

Fiche; 50-298, 84/05/02, 8407130326. 


8407170221 Forwards IE Insp Rept 50-298/84-09 on 840507-11 & notice 
of violation. 

JOHNSON. E H. Region 4, Office of Director. 84/06/11. PILANT, J.M. 
Nebraska Public Power District. 3pp, 25627:175, 24X 

Fiche; 50-298, 84/06/ 1 1 , 8407170221 . 


— 8407170225 Notice of violation from insp on 840507-11. 

*• Region 4, Office of Director, 84/06/11, Ip. 25627:178. 24X 

Fiche; 50-298, 84/06/ 11 , 8407170221 . 


8407050019 Vol 1 to "Annual Environ Operating Rept - Nonrad i ol og ical . 
Jan-June 1983. " W/840312 ltr. 

PILANT, J.M. Nebraska Public Power District. 83/06/30. COLLINS, J.T. 

Region 4, Office of Director. 15pp. 25298:120. 24X 

Fiche: 50-298, 83/06/30, 8407050019. 


8407050002 Forwards "Annual Environ Operating Rept, 

Vol II - Rad io log i ca 1, Environ Radiation Monitoring Program, 

1983. " 

PILANT. J.M. Nebraska Public Power District. 84/03/12, COLLINS, J.T, 
Region 4, Office of Director. Ip. 25299:203. 24X 

Fiche: 50-298, 84/03/12, 8407050002. 


--8407050003 "Annual Environ Operating Rept, Vol II - Rad i ol og i cal , Environ 
Radiation Monitoring Program, 1983, " 

MARTIN, J.D. Teledyne Isotopes. 83/12/31. 92pp. 25299:205, 24X 

Fiche: 50-298. 84/03/12, 8407050002, 


—8407170229 IE Insp Rept 50-298/84-09 on 840507-11. Violation noted: 
failure to tag rejected matl. 

CALDWELL, R. A, , KELL Y, J, , JAUDON, J. P, Region 4, Office of Director. 
84/06/07, 7pp. 25627:179, 24X Fiche: 50-298, 84/06/11, 8407170221. 


8407120562 Forwards IE Insp Rept 50-298/84-08 on 840514-17. No 
violations or deviations noted. 

JOHNSON, E, H, Region 4, Office of Director, 84/06/13. PILANT, J.M. 
Nebraska Public Power District. 2pp. 25555; 182. 24X 

Fiche: 50-298, 84/06/13, 8407120562. 


8407050074 Forwards errata to "Cooper Nuclear Station Semiannual 
Operating Rept, Rad ioactive Effluents, Jan-June 1983," Rept 
corrects error in plotting routines to generate Chi/Q U dose 
isop leths. 

PILANT, J.M. Nebraska Public Power District. 84/05/11, COLLINS, J.T. 

Region 4, Office of Director. Ip. 25299:297. 24X 

Fiche: 50-298- 84/05/11, 8407050074. 


— 8407050081 Errata to "Cooper Nuclear Station Semiannual Operating Rept, 
Radioactive Effluents, Jan-June 1983. " 

* Nebraska Public Power District. 83/06/30. 22pp. 25299:298. 

24X Fiche; 50-298, 84/05/11, 8407050074, 


--8407120571 IE Insp Rept 50-298/84-08 on 840514-17. No violations or 
deviations noted. Ma )or areas inspec ted: emerg ency exercise & 
coordinated meetings w/l icensee, FEMA state local 
agenc ies. 

HACKNEY, C. A. , WISNER, C. E , LONERGAN,J. Region 4, Office of 
Director. 84/06/11, 8pp, 25555:184. 24X Fiche; 50-298. 84/06/13, 

8407120562, 


0406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X F ic he ; 50-000, 84/06/29, 0406280311 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness fy. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fic he : 50-000, 84/07/05, 8407030085. 


8407020146 Monthly operating rept for May 1984. W/840606 ltr. 
SALISBURY. J. K. , THOMASON, P. V. Nebraska Public Power District. 
84/05/31. 5pp. 25218:346. 24X Fiche; 50-298, 84/05/31, 8407020146. 


8407050045 "Cooper Nuclear Station Semiannual Operating Rept, 
Radioactive Effluents, Jan-June 1983." W/830906 ltr. 

PILANT, J.M. Nebraska Public Power District. 83/06/30. COLLINS, J. T. 

Region 4, Office of Director. 200pp, 25299:004, 24X 

Fiche: 50-298,84/06/30, 8407050045, 


8407270393 Monthly operating rept for June 1984. W/a40706 ltr. 
SALISBURY. J. K. , THOMASON, P, V. Nebraska Public Power District, 
84/06/30. 5pp, 2579^:060, 24X Fi ch e; 50-298, 84/06/30, 8407270393. 


S. Reportable occurrences, LERs & related correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 83-72 U Board Notifications 83-128 8c 83-12SA. 

Forwards Apps C ?c D d oc uments . Sear c h continuing. 

FELTON, J.M, Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon «c Weiss. 7pp. 25584:078. 24X Fiche: 50-000. 84/04/13, 

8407130037 . 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8,. Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he : 50-000. 84/07/05, 8407030089. 



— 8407130335 Forwards 10CFK5G, 55(e) rept LER addressing concerns 
u/melamine ciati in lifr.it switch rotors ?■'. torque switches 
of Limitorque valve operators Info forwarded for further 
evaluation U/o encl 

MILLS. W R Events Analysis Branch 82/08/16 ROSZTOCZV. Z R. 
Equipment Qua 1 i f i c a t i on Branch, Ip. 25584,354 24X 

Fiche ; 50-000, B4/04/13, 8407130037, 


8407190383 LER 84-003- 00- on 840609, d i sc harg e of liquid radioactive 
effluent occurred u/discharge monitor outlet valve shut. 

Caused by personnel error Procedures revised to prevent 
r ec urrenc e. W/S40710 Itr. 

BRUNGARDT, R. , THOMASON, P. V Nebraska Public Power District. 
84/07/10 4pp'. 25685 071 24X Fi c h e : 50-298, 84/07/1 0, 84071 90383. 


8407250282 Informs of noncomp i iance in 005 d i schar g e, Samp 1 e from 
Outfall 005 discharge revealed 900 mg/1 total suspended 
so 1 ids, Caused by use of second tank at treatment facility. 

Sgs manufacturer contacted to determine corrective action. 
COOPER, L, J Nebraska Public Power District. 84/07/13. 
RINGENBERG, 0, D Nebraska, State of Ip 25754:250, 24X 

Fiche: 50-298, 84/07/13, 8407250282, 


8407160183 Forwards IE Safeguards Insp 
50-301/84-06 on 840611-15 ?, notice o 
violation withheld (ref 10CFR73 21) 
HIND. J, A. Region 3- Office of Direc 
Wisconsin Electric Power Co 2pp 
Fiche; 50-266, 84/07/11, 8407160183, 


Repts 50—266/84—08 S', 
f violation. Notice of 

tor 84/07/11, BURSTEIN.S 
25592 151, 24X 


-8407160186 IE Safeguards Insp Repts 50-266/84-08 50-301/84-06 on 

84061 1-15. Nonco.np 1 iance n o t e d . c omp u t er capability required 
by security plan could be c irc umvented. Detai 1 s withheld 
(ref 10CFR73 2U . 

PIRTLE, G. L Region 3, Office of Director. 84/07/06. 2pp, 
25592:153. 24X Fi c h e : 50-266, 84/07/ 1 1 , 8407160183. 


P. Operating license stage documents ?■; correspondence 


8407020213 Forwards background info on Unresolved Safety 
DHR capability list of topics to be discussed during 
840710-11 site visit, 

MILLER, J, R Operating Reactors Branch 3. 84/06/20. 

Wisconsin Electric Power Co. lApp. 25275:288. 24X 

Fiche: 50-266, 84/06/20, 9407020213, 


Issue A-45 re 


FAY, C. W. 


V. Operator Examinations 


8406270142 Generic Ltr 64-16 to all licensees of operating reactors, 
applicants for OLs S: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I i cants. Svc list 
enc 1 . 

EISFNHUT, D. G Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qua 1 if i ca t i ons fj exams, Svc list encl, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of New York. Inc. 16pp. 25601:326. 24X 

Fiche: SO-000. 84/07/03, S407030Q97. 


8407110085 Informs that reactor operator senior reactor operator 
licensing exams scheduled for wk of 841022-29. Exam 
r equirp-r-t-: end. Ref matls should be provided by 840822. 
wOHNSON. E ■ Region 4, Office of Director 84/07/03. PILANT, J. M. 
Nebraska Public Power District. 5pp. 25540:258. 24X 

Fiche: 50-298, 84/07/03, 8407 1 1 0085. 


8407030391 Advises that, due to delays in final fabrication & deli 
of auxiliary safety i ns t r umen tat i on panels, per 840305 ltr, 
panels will be delivered in sequence which best enables 
installation to proceed. u d 

FAY, C. W, Wisconsin Electric Power Co. 84/06/c.6. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U.H. 
Operating Reactors Branch 3. 2pp. 25239:334. 

Fiche; SO-266, 84/06/26, 8407030391. 


24X 


8407050128 Submits latest rev to Section 1. S of updated FSAR re Q 
program d escr ip t i on, in response to items discussed in 
840607 meeting discusses changes that have occurred since 
830610 submittal. e-d , 

FAY.C.W, Wisconsin Electric Power Co. 84/06/28. KEPPLER,J. G. 
Region 3, Office of Director. 4Qpp. 25298:080. 24X 

Fiche: 50-266. 84/06/28. 8407050128. 


8407060177 Lists measures implemented to minimize schedule delays o 
post-TMI NUREG-0737, Items II.F. 11 " 6, per 840626 request^ 
including timely QA insps of panel welding it detailed pTe 
installation plans preparation procedures. u o 

BRITT, R.W. Wisconsin Electric Power Co. 84/06/29. DENTON, H. R- 
Qffice of Nuclear Reactor Regulation, Director. MILLER, U, R. 
Operating Reactors Branch 3. 3pp. 25426:263. 24X 

Fiche: 50-266, 84/06/29, 8407060177. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 


8407020004 Advises that 840607 rev to physical security plan 
consistent w/provisions of 10CFR50. 54(p) St acceptable. 

AXELSON, W. L. Region 3, Office of Director. B4/06/26. CASSIDY, T.J. 
Wisconsin Electric Power Co, 2pp. 25219:268, 24X 

Fiche: 50-266,84/06/26, 8407020004. 


S407230301 Forwards order confirming licensee 830415 commitments to 
implement items set forth in Suppl 1 to NUREG-0737 (Generic 
Ltr 82-33) re emergency response capability. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/03. FAY.C.W. 

Wisconsin Electric Power Co. 2pp. 25726:226. 24X 

Fiche; 50-266, 84/07/03, 8407230301. 


8407230304 Order confirming licensee commitments on emergency response 

capab i 1 i ty . per Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. 84/07/02. Wisconsin 
Electric Power Co. 14pp. 25726:228. 24X Fiche: 50-266, 84/07/03, 

8407230301, 


8407020206 Generic Ltr 84-15 to all lie 
applicants for OLs holders of CPs r 
actions to improve maintain diesel 
Svc list encl, 

EISENHUT, D. G. Division of Licensing, 
Edison Co. of New York, Inc. 36pp. 
Fiche: 50-000, 84/07/02, 8407020206. 


ensees of operating reactors, 
e proposed staff 
generator reliability. 

84/07/02. Consolidated 

25601:348. 24X 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 

Edison Co. of New York, Inc. I7pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407130002 Informs that mods to auxiliary feedwater sys completed on 
840629. Surveillance .V testing of modified motor operated 
valve control 1 og ic, i nc 1 uded in Tech Specs, will be ensured, 
per 830915 request. 

FAY.C.W. Wisconsin Electric Power Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U. R. 
Operating Reactors Branch 3, Ip 25562: 120. 24X 

Fiche: 50-266. 84/07/06, 8407130002. 


04-07100142 Adises that 840608 revs to emergency plan meet planning 
stds of 10CFR50. 47( b ) It requirements of 10CFR50, App E, 

PAPERIELLO, C. J. Region 3, Office of Director. 84/07/06, 
BURSTEIN, S. Wisconsin Electric Power Co. ip. 25512:290. 24X 

Fiche: 50-266, 84/07/06, 8407100142. 


8407160039 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda,MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A~45). 

DIIANNI,D. C. Operating Reactors Branch 3. 84/07/09. MILLER, U. R- 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


S4-07120320 Revised App C, "Maps,” to emergency plan manual. W/840706 
ltr. 

FAY, C. W. Wisconsin Electric Power Co, 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation; Director. MILLER, J. R. 
Operating Reactors Branch 3, 12pp, 25549:069. 24X 

Fiche: 50-266. 84/07/06. 8407120320. 


04-07170336 Revised emergency plan implementing procedures, inc lud ing 
EPIP 6.2 re plant evacuation, EPIP 6.3 re exclusion area 
e vacuation, EPIP 7. 1. 1-7, 1. 3 re health physics personnel Se 
EPIP 7.3.1 re airborne samp 1 ing. W/840706 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 73pp 25613:323. 24X 

Fiche: 50-266. 84/07/06, 8407170336. 


8407160161 Forwards update to schedule 8, implementation status of TMI 
action items in NUREG-0737. 

FAY.C.W. Wisconsin Electric Power Co. 84/07/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 38pp. 25601:062, 

24X Fiche: 50-266,84/07/09, 8407160161. 


8407170375 Suppls 840314 application for amend to Licenses DPR-24 Si 
DPR-27. consisting of Tech Spec Change Request 87. covering 
use of Westinghouse optimized fuel assembly design. Results 
of small-break LOCA analysis ^ mods to Tech Specs encl. 

FAY, C. W. Wisconsin Electric Power Co. 84/07/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, U. R- 
Operating Reactors Branch 3. 5pp. 25618:338. 24X 

Fiche: 50-266. 84/07/13, 8407170375. 
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— 8407170380 Proposed mods to Tech Spec Change Request 87 figures# 
covering use of Westinghouse optimized fuel assembly design. 

Wisconsin Electric Power Co. 34/07/13. 6pp. 25618:343. 24X 

Fiche: 50-266, 84/07/13- 8407170375. 


8407240517 Notification of 840724 meeting w/ u t i 1 s , Wes ti ng ho u se, Saud ia Zi 
Exxon in Bethesda,MD to resolve open issues on upper plenum 
injection existing between licensee NRG re NUREG/CR-3639 
& test data released by Japanese. 

DIIANNI.D. C, Operating Reactors Branch 3. 84/07/17. MILLER. J.R. 

Operating Reactors Branch 3. 2pp. 25731:355. 24X 

Fiche; 50-000, 84/07/17, 8407240517. 


8407310047 Forwards corrected pages to Amends 84 88 to Licenses 

DPR-24 it DPR-g7< nespect ivel y , Amend s provide limiting 
conditions for operation re instrument power supply sys 
equipment upgrades. 

COLBURN, T. G. Operating Reactors Branch 3. 84/07/17, FAY. C. W. 

Wisconsin Electric Power Co. 2pp. 25853:357. 24X 

Fiche: 50-266, 84/07/17, 8407310047. 


— 8407310050 Corrected pages to Amends 84 *88 to Licenses DPR-24 S< 

DPR-27, res p ec ti ve ly , p r o vi d i ng limiting conditions for 
operation re instrument power supply sys equipment upgrades. 

Operating Reactors Branch 3. 84/07/17. 2pp. 25853:359. 24X 

Fiche: 50-266, 84/07/17, 8407310047. 


Q. Inspection reports, IE Bulletins & correspondence 


8407180285 Forwards IE Insp Repts 50-266/84-06 50-301/84-04 on 

840401-0531 notice of violation. W/o notice of violation. 

SHAFER, W.D, Region 3, Office of Director. 84/06/15. BURSTEIN.S. 
Wisconsin Electric Power Co. 2pp. 25666: 141. 24X 

Fiche: 50-266, 84/06/15, 8407180285. 


--8407180286 IE Insp Repts 50-266/84-06 50-301/84-04 on 840401-0531. 

Noncompliance noted ; fai lure to meet ANSI N45. 2, 1-1973 
commitment re check valve leak checks isolation valve 
operability checks, 

HAGUE, R. L. , FITZPATRICK, B, , JACKIW, I.N, Region 3, Office of 
Director 84/06/15. 7pp. 25666:143, 24X F i c he : 50-266, 04/06/1 5, 

8407180285. 


8407130406 Forwards Exam Rept on 840605-06. 

WALKER, R.D. Region 3, Office of Director. 84/06/22. BURSTEIN.S, 
Wisconsin Electric Power Co, 2pp. 25575:137. 24X 

Fiche: 50-266, 84/06/22- 8407130406. 


— 8407130408 Exam Rept on 840605-06, Exam results: both senior reactor 
operator candidates passed written i-. oral portions of exams. 
BURDICK, T., MCMILLEN-J. I. Region 3, Office of Director. 84/06/22. 
28pp. 25575:139, 24X Fi c h e: 50-266, 84/06/22, 8407130406. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1 , 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160, 24X F i c he : 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end, 

JORDAN, E, L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc, 124pp. 25602:151. 24X F i c he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 i< Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276, 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDA.N, E, L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E, L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274, 


8407170309 Requests inservice insp relief for second 10-yr insp 
interva 1. Supp ortive info for relief requests from specific 
ASHE Section XI code requirements encl, 

FAY,C.W. Wisconsin Electric Power Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J. R. 

Operating Reactors Branch 3. 25pp. 25612:325. 24X 

Fiche; 50-266, 84/07/06, 8407170309, 


B407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-liinute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251, 


8407160183 Forwards IE Safeguards Insp Repts 50-266/84-08 
50-301/84-06 on 840611-15 fk notice of violation. Notice of 
violation withheld (ref 10CFR73. 21). 

HIND.J.A. Regions, Office of Director. 84/07/11. BURSTEIN.S. 
Wisconsin Electric Power Co. 2pp. 25592: 151. 24X 

Fiche: 50-266. 84/07/11- 8407160183. 


— 8407160186 IE Safeguards Insp Repts 50-266/84-08 h 50-301/84-06 on 
84061 1 — 15. Noncomp 1 ianc e noted: computer capability required 
by security plan could be c ire umvented. Deta i Is withheld 
(ref 10GFR73. 21). 

PIRTLE. G. L. . BELANGER, J, L, , CREED, J. R. Region 3, Office of 
Director. 84/07/06. 2pp, 25592:153. 24X Fi ch e: 50-266, 84/07/1 1. 

8407160183. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co, of New 

York. Inc, lOSpp. 26057:245. 24X Fi che: 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports related correspondence 


8407180003 Monthly operating repts for June 1984. W/84071 1 Itr. 

KRAUSE. C.W., FAY, C.W, Wisconsin Electric Power Co, 84/06/30. 10pp. 

25667:268. 24X Fiche : 50-266, 84/06/30, 8407180003. 


V. Operator Examinations 


8407130406 Forwards Exam Rept on 840605-06. 

WALKER, R.D. Region 3, Office of Director. 84/06/22, BURSTEIN.S. 
Wisconsin Electric Power Co. 2pp. 25575:137. 24X 

Fiche: 50-266. 84/06/22, 840713 0406. 


— 8407130408 Exam Rept on 840605-06. Exam results: both senior reactor 
operator candidates passed written & oral portions of exams. 
BURDICK, T. Region 3, Office of Director. 84/06/22. 28pp. 

25575:139. 24X Fiche: 50-266. 84/06/22. 8407130406. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
encl. 

EISENHUT. D. 0. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142, 


8407060186 Informs of practices in implementing provisions of 
NUREG-1021, "Operator Licensing Examiner Stds" re 
administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director, 84/07/02, BURSTEIN.S. 
Wisconsin Electric Power Co. 2pp. 25424:246. 24X 

Fiche: 50-266.84/07/02. 8407060186. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es. app 1 i cants 
for OLs, NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams. Svc list end. 

EISENHUT. D. Q. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp, 25601:326. 24X 

Fiche: 50-000,84/07/03. 8407030097. 
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F. Security, medical, emergency ?< fire protection plans 



8407180032 Ack receipt of 840518 Itr informing NRC of steps taken to 
correct violations <!• deviation noted in IE Insp Rept 
50-302/84-09. 

LEWIS* R.C. Region 2, Office of Director. 84/06/25. WILGUS.W. S. 
Florida Pou/er Corp. Ip. 25666.287, 24X Fi c h e ; 50-302* 84/06/25* 

8407180032. 


— 8407180225 IE Insp Rept 50-302/84-09 on 840228-0327. Non c omp 1 iance 
noted : fai lure to test control room emergency ventilation 
sys* to follou surveillance procedure used to determine RCS 
leakage to use calibr instrumentation. 

STETKA, T, F, , MYERS* D. 0. Region 2* Office of Director. 

PANCIERA* V. W. Division of Project & Resident Programs. 84/04/18. 
15pp. 25666:298. 24X Fi c h e : 50-302, 84/06/25* 8407180032. 


8407030274 Provides schedule to complete emergency dose assessment sys 
project* per NUREG-0737, Supp 1 1, Items 1. C. 1* 1. D. 1* 1. D. 2. 

III.A, 1.2?.< III. A. 2. 2. Pro ject should be completed by 
841231. 

WESTAFER* G. R. Florida Power Corp. 84/06/29. R IVENBARK, G. W. 
Operating Reactors Branch 4. 8pp. 25271:073, 24X 

Fiche: 50-302. 84/06/29* B407030274. 


K. Utility Final Safety Analysis Report (FSAR) amends 


8407100413 Rev 4 to updated FSAR. W/840702 Itr. 

WESTAFER* 0. R. Florida Power Corp. 84/07/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation* Director. 223pp. 25551:272. 24X 

Fiche: 50-302, 84/07/02* 8407100413. 


P. Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52* 

83-57 83-72 ?< Board Notifications 83-128 & 83-12SA. 

Forwards Apps C D documents. Search continuing. 

FELTON* J. M, Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon S*. Weiss. 7pp, 25584:078. 24X Fi che : 50-000* 84/04/ 13* 

8407130037, 


--8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PQRVs showed that valves 
mfg by Dresser Industries 3*. Target Rock failed to close. 

DIIANNI*D. C. Operating Reactors Branch 4, 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche; 50-000* 84/04/13* 8407130037. 


8407160066 Forwards Amend 69 to License DPR-72, safety evaluation & 
technical evaluation rept. Amend requires that releases of 
radioactive matls to unrestricted areas during normal 
operations be kept ALARA. 

HERMAN* R. Operating Reactors Branch 4. 84/06/27. WILGUS* W. S. 

Florida Power Corp. 2pp. 25623:173, 24X Fiche: 50-302* 84/06/27, 

8407160066. 


— 8407160067 Amend 69 to License DPR-72* requiring that releases of 
radioactive matls to unrestricted areas during normal 
operations be kept ALARA. 

R IVENBARK* G. W. Operating Reactors Branch 4. 84/06/27. 101pp. 

25623:175, 24X Fiche ; 50-302* 84/06/27* 8407160066. 


— 8407160069 Safety evaluation supporting Amend 69 to License DPR-72. 

* Office of Nuclear Reactor .Regulation* Director. 84/06/27. 6pp. 
25623: 292, 24X Fiche: 50-302* 84/06/27* 8407160066. 


““8407160070 "Rad io log i ca 1 Effluent Tech Specs Implementation, Crystal 
River Unit 3 Nuclear Generating Plant." 

SERRANO, W. Energy Engineering Group. DUCE. S. W. , HANDLER, J. W. 
EG&G* Inc. FIN A-6459. EGG-PHYS-6171. 83/05/31. NRC - No 
Detailed Affiliation Given. 34pp. 25623:298. 24X 

Fiche: 50-302, 84/06/27, 8407160066. 


8407020206 Generic Ltr S4—1S to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability, 

Svc list end. 

EISENHUT* D. G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. ,of New York, Inc. 36pp, 25601:348. 24X 

Fiche; 50-000, 84/07/02* 3407020206. 


8407060097 Generic Ltr 84-28 to all nonpower reactor licensees re 
filing of applications for licenses it amends, Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000* 84/07/06, 8407060097. 


8407250011 Forwards SER based on util responses to 801222 generic ltr 
concerning NUREO-0612 re control of heavy loads at nuclear 
power plants (Phase I) encl technical evaluation rept. 
Implementation of Phase I acceptable. 

R IVENBARK. G, W. Operating Reactors Branch 4. 84/07/13, WILGUS.W, S. 

Florida Power Corp, 2pp. 25779:001, 24X Fi che; 50-302* 84/07/13. 

8407250011. 


— 8407250013 SER re util responses to 801222 generic ltr concerning 
NURE0~0612 re control of heavy loads at nuclear power plants 
(Phase I ) . Imp 1 emen ta t i on of Phase I acceptable. 

SINGH, A. NRC - No Detailed Affiliation Given. 84/06/27. 2pp. 
25779:003 , 24X Fi c h e : 50-302* 84/07/ 13, 840725001 1 . 


— 8406270187 "Control of Heavy Loads <C-10) , Cry sta 1 River Unit 3." 
technical evaluation rept. 

BOMBERGER.C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-347. 84/06/22. SINGH* A. NRC - No 

Detailed Affiliation Given. 27pp. 25779:005, 24X 

Fiche: 50-302, 84/07/13* 8407250011. 


8407250028 Forwards Div of Licensing comments on proposed offsite dose 
calculation manual.Util should resolve comments S; revise 
manual accordingly. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/07/13. WILGUS, W. S. 

Florida Power Corp. 19pp. 25755:313. 24X Fiche: 50-302* 84/07/13* 

8407250028. 

8407250378 Notifies of intent to revise 840423 Tech Spec Change Request 
110 following NRC review it comment re operation of closed 
containment isolation valves. 

WILSON* K.R. Florida Power Corp, 84/07/23. SILVER, H. Operating 
Reactors Branch 4. Ip. 25740:360. 24 X Fi ch e ; 50-302* 84/07/23, 

S40725037S. 


8407310266 Application for amend to License DPR-72* consisting of Tech 
Spec Change Request 123* deleting cable tunnel sump pump 
surveillance requirement re ac sources. Fee* Cert i ficate of 
Svc & NSHC determination encl. 

WESTAFER, G. R. Florida Power Corp. 84/07/25. DENTON, H. R. Office of 
Nuclear Reacts- Pegu J at: c*', Director. 5pp. 25832:195. 24X 

Fiche: 50-3C2 o<i/C7/2t. 3 'iC" j;02:,6 


—8407310272 Proposed Tech Spec replacement Page 3/4 8-2, "Electrical 
Power Sys," deleting cable tunnel sump pump surveillance 
requirement re ac sources. 

* Florida Power Corp. 84/07/25. 6pp. 25832:200. 24X 

Fiche: 50-302. 84/07/25* 8407310266. 


8407310339 Forwards application for amend to License DPR-72* c onsisting 
of Tech Spec Change Request 121 to revise auxiliary bldg 
ventilation sys spec i-. allow sys to be inoperable for 12 h 
to perform repairs 4; maint.Fee encl. 

WESTAFER* G. R. Florida Power Corp. 84/07/25. DENTON* H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25830:101. 24X 

Fiche: 50-302* 84/07/25, 8407310339. 


—8407310340 Application for amend to License DPR-72* cons ist ing of Tech 
Spec Change Request 121 to revise auxiliary bldg 
ventilation sys spec & allow sys to be inoperable for 12 h 
to perform repairs it naint. 

♦ Florida Power Corp. 84/07/25. 2pp, 25030:105. 24X 

Fiche: 50-302* 84/07/25* 8407310339. 


—8407310342 Proposed Tech Specs revising auxiliary bldg ventilation sp< 
it allowing sys to be inoperable for 12 h to perform 
repairs 4. maint. 

♦ Florida Power Corp. 84/07/25. Ip. 25830: 107. 24X 

Fiche; 50-302* 84/07/25* 8407310339. 


Q. Inspection reports, IE Bulletins it correspondence 


8407020334 Forwards response to IE Bulletin 84-02* "Failure of GE Type 
HFA Relays in Use in Class IE Safety Sys. “ Two mod approval 
records written to replace 50 saf ety-related relays & 63 
nonsaf ety-related GE HFA relays. 

WESTAFER, G. R. Florida Power Corp. 84/06/07. 0 'REILLY, J. P- Region 

2* Office of Director. 4pp. 25214-347. 24X Fich e; 50 - 302 , 84/06/07* 

8407020334. 


8407170536 Ack receipt of 840530 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/84-07. 

Confirms understand ing that corrective actions will be 
completed by 840928* per 840615 telcon. 

LEWIS* R.C. Region 2, Office of Director. 84/06/19. WILGUS, W.S, 
Florida Power Corp. Ip. 25627:060. 24X Fiche: 50 - 302 , 04/06/19, 

8407170536 . 


8407130400 Notification of 840720 meeting w/util in Bethesda.MD to 
discuss operating procedures re high point vents & natural 
c irculation, Agenda encl. 

SILVER, H. Operating Reactors Branch 4. 84/07/09. RIVENBARK, G. W. 

Operating Reactors Branch 4. 4pp. 25575:359. 24X 

Fiche: 50-302* 84/07/09, 8407130400. 
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— 8407170544 Responds to NRC 840430 Itr re violations noted in IE Insp 
Rapt 50-309/S4-07, Corn ec t i ve ac t i on s : Manua 1 Isolation Valves 
RCV-34, 39, 48 144 opened •!< Operating Procedure OP-301 

revised to leave valves in open postion. 

WESTAFER, G. R. Florida Power Corp. 84/05/30. □ 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 25627:061. 24X 

Fiche: 50-302, 84/06/19, 8407170536, 


--8407170546 Forwards IE Insp Rept 50-302/84-97 on 840227-0302 & notice 
of violation. 

LEWIS. R.C, Region 2, Office of Director. 84/04/30. WILGUS, W. S. 
Florida Power Corp. 2pp, 25627:063. 24X F i c he : 50-302, 84/06/19, 
8407170536. 


— 8407170550 Notice of violation from insp on 840227-0302. 

» Region 2, Office of Director. 84/04/30. Ip. 25627:065. 24X 

Fiche: 50-302, 84/06/19, 8407170536. 


--8407170554 IE Insp Rept 50-302/84-07 on 840227-0302. Via 1 at ion noted: 
review of Emergency Plan Implementing Procedure EM-307 re 
post-accident sampling sys inadequate. 

FRANKLIN, L. A. , JENKINS, G.R. Region 2, Office of Director. 
84/04/26. 4pp. 25627:066. 24X Fi che: 50-302, 84/06/19, 8407170536. 


8407180032 Ac k receipt of 840518 Itr informing NRC of steps taken to 
correct violations S< deviation noted in IE Insp Rept 
50-302/84-09. 

LEWIS, R.C. Region 2, Office of Director. 34/06/25, WILGUS. W. S. 
Florida Power Corp. Ip. 25666:287, 24X Fi ch e : 50-302, 04/06/25, 

8407180032. 


— 8407180038 Responds to NRC 840419 Itr re violations & deviation noted 
in IE Insp Rept 50-302/84-09. Corr ec t ive ac t i ons ; Surve i 1 1 ance 
Procedure SP-317 reperformed using other calibr 
instrumentation RCS leakage determined within spec. 

BAYNARD.P.Y, Florida Power Corp, 84/05/18. Q 'REILLY, J. P, Region 
2, Office of Director. 5pp. 25666:288. 24X Fi che: 50-302, 

84/06/25. 8407180032. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X F i c he : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E, L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Eng ineer ing 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407300225 Ac k receipt of 840629 Itr informing NRC of step® taken to 
correct violations noted in IE Insp Rept 50-302/84-14. 

DANCE.H.C. Region 2, Office of Director. 84/07/10, WILGUS. W. S. 
Florida Power Corp. Ip. 25815:269. 24X Fiche: 50-302. 84/07/10, 

8407300225. 


— 8407300230 Responds to NRC 840531 Itr re violations noted in IE Insp 
Rept 50-302/84-14. Corrective actions: enhanced inservice 
testing program will be available in control room for 
implementation by 841031. 

WESTAFER, G. R. Florida Power Corp, 84/06/29. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 25815:270. 24X 

Fiche: 50-302, 84/07/10, 8407300225, 


— 8407300236 Forwards IE Insp Rept 50-302/84-14 on 840430-0504 & notice 
of violation. 

DANCE.H.C. Region 2. Office of Director. 84/05/31. WILGUS. W.S. 
Florida Power Corp. 2pp. 25815:272. 24X Fic he : 50-302, 84/07/10, 
8407300225. 


--8407180044 Forwards IE Insp Rept 50-302/84-09 on 840228-0327 S< notices 
of violation deviation. 

LEWIS, R.C. Division of Project Resident Programs. 84/04/19, 
WILGUS, W.S. Florida Power Corp. 2pp, 25666:293, 24X 

Fiche: 50-302, 84/06/25. 8407180032. 


— 8407300239 Notice of violation from insp on 840430-0504. 

* Region 2, Office of Director. 84/05/31. Ip. 25815:274. 24X 

Fiche; 50-302, 84/07/10, 8407300225. 


— 8407180050 Notice of violation from insp on 840228-0327. 

«• Region 2, Office of Director. 84/04/19. 2pp. 25666:295. 24X 

Fiche: 50-302, 84/06/25. 8407180032. 


--8407300245 IE Insp Rept 50-302/84-14 on 840430-0504. Viol at ion noted: 
pump valve summary status lists of tests required by 
applicable code identified in Tech Specs not maintained. 

GIRARD, E.H., BLAKE, J. J. Region 2, Office of Director. 84/05/23. 
8pp. 25815:275. 24X Fiche: 50-302, 84/07/10, 8407300225. 


— 8407180052 Notice of deviation from insp on 840228-0327. 

* Region 2, Office of Director, 84/04/19. Ip. 25666:297. 24X 

Fiche; 50-302, 84/06/25, 8407180032. 


—8407180225 IE Insp Rept 50-302/84-09 on 840228-0327. None omp 1 iance 
noted : fa i I ure to test control room emergency ventilation 
sys, to follow surveillance procedure used to determine RCS 
leakage to use calibr instrumentat ion. 

STETKA/T. F., MYERS, D, 0. Region 2, Office of Director. 

PANCIERA, V. W. Division of Project 4: Resident Programs, 84/04/18. 
15pp. 25666:298. 24X F i c h e : 50-302, 84/06/25, 8407180032, 


8406250214 IE Info Notice 84-51, "Independent Verification," Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc, l54pp. 25535:160. 24X F i che : 50-000, 84/06/26, 8406250214. 


8407190311 Advises that reviews of 820625 response to Violation D re 
calibr of seismic instrumentation noted in IE Insp Rept 
50— 302/82-09, comp lete. Corrective action completed & no 
further response required. 

O'REILLY, J. P. Region 2, Office of Director. 84/06/27. WILGUS, W.S. 
Florida Power Corp, 2pp, 25685:152. 24X Fiche; 50-302, 84/06/27, 

8407190311. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407160182 Monthly operating rept for June 1984. W/840709 Itr. 

GRAHAM, D. , WESTAFER, G. R. Florida Power Corp. 84/06/30. DEYOUNG, R. 
Director's Office, Office of Inspection and Enforcement. 5pp. 

25592:144, 24X Fiche: 50-302, 84/06/30, 8407160182. 


8407240494 Forwards "Fourth Quarterly Progress Rept, Crystal River 
Studies 840702," per Tech Specs, App B, Part II, Section 3.2. 

WESTAFER, G. R. Florida Power Corp. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25729:001. 24X 

Fiche: 50-302, 84/07/16, 8407240494. 


— 3407240499 "Fourth Quarterly Progress Rept, Crystal River Studies 
840702. " 

■» Stone Si Webster Engineering Corp. 84/07/16, 221pp. 25729:003. 

24X Fiche: 50-302, 84/07/16, 8407240494. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees &. Vendors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/29, Consolidlated Edison Co, of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants," Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


S. Reportable occurrences, LERs i^. related correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

03-57 Zf 83-72 It Board Notifications 83-128 it 83-128A. 

Forwards Apps C D documents. Search continuing. 

FELTON, J.M. Division of Rules and Records, 84/04/13. JORDAN, W, S. 
Harmon 8< Weiss. 7pp. 25584:078. 24X Fiche; 50-000, 84/04/13, 

8407130037. 



--8407130263 Submits daily h i g h 1 i g h t . Ut i 1 declared unusual event on 
821014 when fire alarm received in reactor b 1 d g . Pro ba b 1 e 
cause attributed to failure of rupture disk on drain tank. 

Related info encl. 

MINER, S. Operating Reactors Branch 4. 82/10/14. DENTONi H. • 

CARTER, J , EISENHUr, D. NRC - No Detailed Affiliation Given. Spp. 
25584:165. 24X Fi c h e : 50-000, 84/04/ 1 3, 34071 30037. 


8407030243 Updated LER 84-001-01 on 8401 13, end cap on reactor bldg side 
of spare penetration 3531 mistakenly cut of f. Caused by 
personnel failure to follow applicable engineering 
procedures. Personnel ret ra i n ed . 14/840626 Itr, 

THOMPSON, R, H, , WESTAFER, C R, Florida Power Corp. 84/06/26. 4pp. 
25270:348. 24X Fi c h e : 50-302, 84/06/26, 8407030243. 


8407100471 NPDES noncompliance not if icat ion: on 840630, plant exceeded 
3 h condenser delta T 1 irni t. Caused by operator error, 

WESTAFER, G. R. Florida Power Carp, 84/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25464:147 24X 

Fiche: 50-302, 84/07/06, 8407100471. 


8407170092 LER 84-012-00: on 840615, instrument air supply line to 
dampers for auxiliary bldg exhaust far,s broke, Caused by 
large support structure inadvertently striking line. Line 
repaired Z>. work request issued, W/840713 itr, 

BANDHAUER, W, K. , WESTAFER. G. R . Florida Power Corp, 84/07/13. 4pp. 
25618:110. 24X Fi c h e : 50-302, 84/07/ 1 3, S4071 70092. 


8407240373 LER 84—013 00: on 840613, during review of surveillance 
procedures against Tech Sp ec s, di scr ep anc i es found in 
testing of HPI pump S; documenting alarm tests 8< response 
times. Caused by procedural d ef ic i enc y . W/84071 3 Itr. 

BANDHAUER, W. K, , WESTAFER, G. R. Florida Power Corp, 84/07/13. 5pp 
25730:163- 24X Fi ch e : 50-302, 84/07/ 1 3, 8407240373. 


B407260303 Updated LER B2-044/03X- 1 : on 820630, three hangers affecting 
power control circuits for saf ety-related circuits could not 
be demonstrated to meet seismic cr iter la, contrary to Tech 
Spec. Caused by procedural inadequacy. W/840717 Itr. 

THOMPSON, R. H. , WESTAFER, C. R. Florida Power Corp. 84/07/17. 3pp 
25780:326. 24X Fi c h e : 50-302, 84/07/1 7, 8407260303. 


U. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs I: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app lx cants. Svc list 
end. 

EISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of rjeu York, Inc. 23pp. 25535' 018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr E4-17 to all power reactor 1 ic ensees, app 1 i cants 
for OLs,NSSS vendors, reac tor vendors S: AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications fy. exams. Svc list encl. 

EISENHUT, D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601: 326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 
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F. Security, medical, emergency fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone d irectory . W/840530 release memo. 

OALLE, D. P. Commonwealth Edison Co. 84/04/26. SOpp 25559-252 
24X Fiche: 50-000, 84/04/26, 8407120545. 


8407020173 Rev 2 to Emergency Plan Implementing Procedure EPIP 550-6, 
"Monthly Radiological Emergency Equipment Tests St Checks. " 

* Commonwealth Edison Co. 84/06/19. 7pp. 25218-336 24X 

Fiche: 50-295,84/06/19, 8407020173. 


8407020179 Rev 7 to Emergency Plan Implementing Procdure EPIP 550-2. 
"Environ Emergency Rit,G3EP Van 8; Emergency Operations 
Facility Radiological Equipment." W/8405b7 transmittal form. 

* Commonwealth Edison Co, 84/06/19. 8pp. 25217-348 24X 

Fiche: 50-295, 84/06/19, 8407020179. 


8407020364 Rev 3 to Emergency Plan Implementing Procedure 550-5, 
"Technical Support Ctr, Operational Support Ctr S< Main 
Assembly Area Radiological Supplies." W/840507 transmittal 
1 tr. 

» Commonwealth Edison Co. 84/06/19 6pp. 25217-304 24X 

Fiche: 50-295, 84/06/19. 8407020364. 


8407110170 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550—2, "Environ Emergency Ki t, Generat ing 
Station Emergency Plan Van fy Emergency Op er at i ons, Fac i 1 i ty 
Radiological. ..." W/S40702 me, -no. 

# Commonwealth Edison Co, 84/06/19. 6p p , 25521:355, 24X 

Fiche: 50-295, 84/06/19, 84071 1 0170. 


8407110204 Revised table of contents for Emergency Plan Implementing 
Procedure EPIP 550-5, "Technical Support Ctr, Op erat ional 
Support Ctr fy Main Assembly Area Radiological Supplies. " 

W/840702 transiTiitta 1 .memo, 

Commonwealth Edison Co. 84/06/19, 2pp. 25527:291, 24X 

Fiche: 50-295, 84/06/19, 84071 10204. 


8407110253 Revised index page to Emergency Plan Implementing Procedure 
EPIP 550-6, "Monthly Radiological Emergency Equipment Tests 
?t Checks." W/840702 transmittal ltr, 

* Commonwealth Edison Co. 84/06/19. 4pp. 25527:197. 24X 

Fiche: 50-295, 84/06/19, 840 71 10253. 


8407060229 Rev 2 to Emergency Plan Implementing Procedure EPIP 350-2, 
"Calculation of Post-Accident Noble Gas Release Rates via 
Vent Stacks Quick Estimate of Offsite Dose Using Spring 
Monitor RIA-PR49 Readings." W/ tran sm i t tal receipt form. 

KASSNER, G. Commonwealth Edison Co. 84/06/21. 13pp. 25422:296. 

24X Fiche: 50-295, 84/06/21 , 8407060229. 


8407110496 Forwards SER re safety parameter display sys based on review 
of 831229 840210 submittals in partial response to 

Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response capab i li ty . Res p o nse acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22. FARRAR, D,L. 

Commonuealth Edison Co. 2pp. 25547:289. 24X Fi ch e: 50-295, 84/06/22, 

8407110496. 


— 8407110503 Safety evaluation re safety parameter display sys based on 
review of 831229 & B40210 submittals in partial response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737 re emergency 
response capabi 1 i t y . R es p ons e acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/22, 

I2pp. 25547:291. 24X Fi c h e : 50-295, 84/06/22, 84071 10496. 


8407030444 Forwards IE Safeguards Insp Repts 50-295/84-09 
50-304/84-09 on 840604-03. No none omp 1 i anc e noted. 

AXELSON, W. L. Region 3, Office of Director. 04/O6/2B, REED, C. 
Commonwealth Edison Co. 2pp. 25239:080. 24X Fich e: 50-295, 84/06/28, 

8407030444, 


•8407030449 IE Safeguards Insp Repts 50-295/84-09 8,. 50-304/84-09 on 
840604-08. No noncompliance noted. Major areas inspected: 
security organization security program aud i t, De ta i 1 s 
withheld (ref 10CFR73. 2 1 > . 

RNICELEY, J. R, Region 3, Office of Director. 84/06/28. Ip, 
25239:082. 24X Fi che : 50-295, 84/06/28, 8407030444, 


8407250108 Revised emergency plan implementing pr oc ed ur es , in c lud ing 
EPIP 320-1 re activation of generating station group it 
EPIP 550-3 re radiological supplies for medical emergencies, 
W/840716 transmittal memo. 

» Commonwealth Edison Co. 84/07/16. 36pp. 25739:011. 24X 

Fiche: 50-295, 84/07/16, 8407250108. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407050304 Forwards Rev 2 to Dresden, Quad Cities Zt Zion updated FSARs. 
DELGEORGE, L. 0. Commonuealth Edison Co. 84/06/28. DENTDN, H. R, 
Office of Nuclear Reartc- c T a t c- , Director. 553pp. 25295:154. 

24X Fiche: 50-00-D, 84/0:. ■ Jl'l , 


—8407050310 Rev 2 to updated FSAR. 

Commonwealth Edison Co. 84/06/30. 216pp. 25296:131. 24X 

Fiche: 50-000, 84/06/28, 8407050304. 


P. Operating license stage documents 8. correspondence 


8406070143 REVIEW AND EVALUATION OF THE ZION PROBABILISTIC SAFETY 
STUDY: PLANT ANALYSIS. 

BERRY, D. L. , BRISBIN, N, L. , CARLSON, D. D. Sandia Laboratories. FIN 
A-U25. NUREG/CR-3300 VO 1 , 84/05/31. Division of Safety 

^^schn-ol-r;; aro-r Available at NRC. $9.50. 24859:165. 24X 

V X c fc f =■ H- /C 5 8406070 1 43. 


8407120432 Forwards safety evaluation re NUREG-0737, I tern II. B. 3, 
"Post-Accident Sampling Sys." Sys meets 5 of 11 criteria of 
i tern. Rema i nin.T criteria require preparation of plant- 
specific .mf-'x.-oco'-cgy for estimating core damage. 

VARGA, S. A. Operating Reactors Branch 1, 84/06/22. FARRAR, D.L. 

Commonwealth Edison Co. Spp, 25555:355. 24X Fi ch e: 50-295, 84/06/22, 

8407120432. 
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8407120444 Forwards list of questions generated during review of 
830627 info re inservice insp test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise S', commitments requested to attend meeting. 

VARGAi S. A, Operating Reactors Branch 1. 84/06/22, FARRARi D, L. 

Commonwealth Edison Co. 13pp. 25556:343. 24X Fi c he : 50— 295i 

84/06/22, 8407120444. 


8407030319 Requests extension until end of Fall 1985 refueling outage 
to replace auxiliary feedwater pump lubrication oil pressure 
switch es , per 10CFR50. 49 < g ) re environ qualification of 
electrical equipment, 

CASCARANQ, R. N. Commonwealth Edison Co. 84/06/27. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, 3pp. 25272:023. 
24X Fiche: 50-304, 84/06/27, 8407030319. 


8407030401 Advises of review Si approval of Revs 24 Si 25 to QA topical 
rept,per 830713 Ss 0822 itrs. App B requirements satisfied. 
NORELIUS,C,E Division of Project Resident Programs. 84/06/29. 
REED. C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000, 84/06/29, 8407030401 . 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins ?-i data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928. 

ALEXANDER, G. L, Commonwealth Edison Co. 84/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 25426:041. 

24X Fiche: 50-000, 84/06/30. 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348, 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


Q. Inspection reports, IE Bulletins &; correspondence 


8407120444 Forwards list of questions generated during review of 
830627 info re inservice insp ?< test program. List will 
serve as agenda for site visit. Util personnel w/technical 
expertise & commitments requested to attend meeting. 

VARGA, S. A, Operating Reactors Branch 1. 84/06/22. FARRAR, D, L. 

Commonwealth Edison Co. 13pp. 25556:343. 24X Fiche; 50-295, 

84/06/22, 8407120444, 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fic he ; 50-000, 84/06/26, 8406250214. 


8407020095 Forwards addl info re inservice insp program for second 
10-yr intervaliin response to SA Varga 840511 ltr. Response 
to Item 6 will be included in separate submittal expected by 
840720. 

CASCARANO, R. N. Commonwealth Edison Co. 84/06/26. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25216:348. 
24X Fiche: 50-295, 84/06/26, 8407020095. 


8407030444 Forwards IE Safeguards Insp Repts 50-295/84-09 
50-304/84-09 on 840604-08, No noncompliance noted. 

AXELSON/W. L. Region 3, Office of Director. 84/06/28. REED, C. 
Commonwealth Edison Co. 2pp. 25239:080. 24X Fic h e : 50-295, 84/06/28, 

8407030444, 


— 8407030449 IE Safeguards Insp Repts 50-295/84-09 «« 50-304/84-09 on 
840604-03. No noncompliance noted. Major areas inspected: 
security organization & security program aud i t. Detai Is 
withheld (ref 10CFR73, 21). 

KNICELEY, J. R. , STAPLETON, B. W, , CREED, J. R. Region 3, Office of 
Director. 84/06/28. Ip, 25239:082. 24X Fi c he : 50-295, 84/06/28, 

B407030444. 


8406280311 IE Info Notice 84-52, “Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Zi Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he : 50-000. 84/06/29, 840628031 1. 


8407030005 IE Info Notice 84-53, "Info re Use of Loctite 242 i5< Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. bf New 

York. Inc. 119pp. 25602:276. 24X Fic he : 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24 X Fic he ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi c he : 50-000. 84/07/06 , 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Hinute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24 X Fic he : 50-000, 84/07/10, 8407060251. 


8407170263 Forwards plans schedules for replacing HFA relays in 
safety-related sys.per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER. G. L. Commonwealth Edison Co. 84/07/11. KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616:179. 24X 

Fiche: 50-000, 84/07/11 , 8407170263. 


8407240323 Discusses 840718 conference call re results of ongoing insp 
of containment integrated leak rate testing activities. 

Identified deficiencies constituted failure to comply 
ui/requirements of Tech Spec 3. 9. 4. 5A. 

KEPPLER, J.G. Region 3, Office of Director. 84/07/19. REED, C. 
Commonwealth Edison Co. 2pp. 25714: 165. 24X Fiche: 50-295, 84/07/19, 

8407240323. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit.Urong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi che ; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports Jk related correspondence 


8407180006 Monthly operating repts for June 1984. W/B40710 ltr. 

AUSTIN, G, , GRAESSER, K. L. Commonwealth Edison Co. 84/06/30. 12pp. 

25667:227. 24X Fiche: 50-295, 84/06/30, 8407180006. 


S. Reportable occurrences, LERs & related correspondence 


8407030159 LER 84-013-00: on 840503, dur ing refueling outage, r eactor 
containment fan cooler cooling coils exami ned. Tube 
degradation found. Caused by pitting due to underdeposit 
corrosion. Leaking p lugg ed . W/84062B ltr. 

HARRSCH,R., GRAESSER, K. L. C ommonwea 1 th Ed i s on Co. 84/06/28. 3pp. 
25267:277. 24X Fiche: 50-304, 84/06/28, 84070301 59. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30, 46pp, 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407170141 LER 84-004-01: on 840120, uti 1 discovered operation not 
bounded by loss of feedwater transient analyst s. Westinghouse 
has now submitted now ana 1 y s is . Pract i ce of throttling 
auxiliary feedwater flow is within analysis, W/S40712 ltr. 

SCHULTZ, C. J, , CHIN, R. Y. , GRAESSER. K, L. Commonwealth Edison Co. 
84/07/12. 3pp. 25615:353. 24X Fic he: 50-304, 84/07/12, 0407170141. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sy s, conf irming 840712 te Ic on. C Insure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P. Westinghouse Electric Corp. 84/07/13. DEYOUNG.R.C, 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739: 009, 24X Fiche: 50-000. 84/07/13, 8407250326. 
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3 i :^EP- 23-0^6/03 x'-l cn 831129, train B of safeguards 
.t ar cc.rpleticr: of FT-lOA Cauused fag test 
'selays replaced safeguards reset test 
: satisfaito" ilg w/H4G7l6 Itr. 

'A£53EFj L- COiTr.onL.ea i th tdison Co. 84/07/16. 

Regoo’* 3, Office of Director. 2pp. 25696:361. 24X 

:i/C7/lA, 5407200256. 


£ sari-.ations 


5416270:42 Oe-e^'ic L.tr £4-16 to all licensees of operating reactors, 
applicants fcr OLs Z' holders cf CPs re adequacy of on-shift 
o“erat:''~ e.rpa-;erce for r.eai — term C_ app 1 i cants. Svc list 

e r 0 1 , 

ElHo^HC'.O 0 O-ivisicr. c- Licensing 84/06/27. Consolidated 
Sdlscn Co cf Neu York, Ir.c 23pp 25535:018. 24X 

Fiche. 5:C-C1C. 54.''C6/27, 3406270142. 


54C7C6C215 .-ro.'ides list cf certain practices used in implementing 
prcvisicr.B cf ?4JR£C-:C21.- "Gperatcr Licensing Examiner 
Stds, “ ~e ac r; r 1 st ra 1 1 cn cf sir.ulatar exams. 

WAl/EF. F 3, Regicn 2. Office cf Director. 84/07/02. REED, C. 
Ccaronjealth Edison Co. 2p?. 25430; 023. 24X Fiche: 50-000, 84/07/02, 
S4C7 :dC2:5 


34C7C3GG97 Generic Ltr S4-17 to all power reactor licensees, applicants 
for GLs.NEES venders- reactcr venders Sf AEs re annual meeting 
to discuss recert developments concerning operator training, 
qualifications ta exams Sve list er.ci, 

EIS£N.HLT,C G Division cf Licensing S4/07/03. Consolidated 
Edison Cc of Neu York, Inc. 16?p 25601:326. 24X 

Fich© 5C-CCC,' S4/07/G3. 8407030097, 


8407030188 Proposed Tech Specs resolving issue of term operabl 

Tech Specs, clarify ing support equipment it electrical power 
supply definition 8< water vol contained in accumulator, 

» Wisconsin Public Service Corp 84/06/29 lOpp, 25238:1 
24X Fiche; 50-305, 84/06/29. 8407030184. 


8407020206 Generic Ltr 84-15 to all licensees of operating react 
applicants for QLs S: holders of CPs re proposed staff 
actions to improve Zr. maintain diesel generator reliability, 

Sve list end, 

EISENHUT, D. G, Division of Licensing 04/07/02 Consol Idat 

Edison Co. of New York, Inc. 36pp, 23601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407170467 Forwards Amend 55 to License DPR-43 safety evaluati( 
Amend revises Tech Spec limiting conditions for operation, 
surveillance requirements Xx administrative controls to 
comply uj/updated inservice insp program 

NEIGHBORS, J. D. Operating Reactors Branch 1. 84/07/03, GIESLE 

Wisconsin Public Service Corp, 2pp. 25627' 274, 24X 

Fiche; 50-305, 84/07/03, 8d07170467 


— 8407170471 Amend 55 to License DPR~43, r ev i s ing Tech Spec Hmitl 
conditions for op e ra t i on, s ur v© i 1 1 an ce requirements & 
admin i s tra t ive controls to comply w/updated inservice 
insp program. 

VARGA, S. A. Operating Reactors Branch 1 84/07/03, 17pp. 

25627:276. 24X Fi c h e : 50-305, 84/07/03, 8407170467. 


— 8407170474 Safety evaluation supporting Amend 55 to License DPR 
■* Office of Nuclear Reactor Regulation, Director, 84/07/03. 
25627:293. 24X Fi c h e ; 50-305, 84/07 /03, 8407 1 70467. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 

DOC/ET 50--3C5 /El'AU.NEE .SLCLEAH PCWER PLANT filing of applications for licenses amends. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/06 Consolidate 

F Securit.,, medical, emergency fire protection plans Edison Co. of New York, Inc. I7pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, B407060097, 


8407120256 r-oruards co.-rments on 840501-04 detailed control room design 
review : — o-rg-sss aud i t, cond uc ted in connection w/Suppl 1 
to L'..,FEI "I" Silence App I i cations, Inc assisted in audit. 

Concurs w/contrac ter recommendations 

VA.9GA- S A Operating .Reactors Branch 1 64/06/22. GIESLER.C. W. 

Wisconsin, Public Service Corp. 6pp. 25573:025. 24X 

Fiche. 5C-3C5, S4/C6/22, E40712C236. 


8407190331 Forwards Amend 54 to Tech Specs License DPR-43, chang 
burnup dependent total peaking factor, for updating NRC copy 
of Tech Specs. NRC issued Amend 54 in response to proposed 
Amend 56. Amend 54 effective as of 840619. 

SAUCER, D.W. Wisconsin Public Service Corp, 84/07/06. NEIGHBOf 
NRC - No Detailed Affiliation Given. 6pp. 25681:293 24X 

Fiche; 50-305, 84/07/06, 8407190331 


“-S4C6200C23 "Detailed Control Room. Design Review In-Progress Audit 
S'ept fer Keuaunee Nuclear Power Plant." 

* Science Appl icaticns, Inc, NRC-03-82-096. 84/05/31. NRC - 

Ne Detailed Affiliation Given. 33pp, 25573:031. 24X 

Fiche, 50- DCS. S4/C6/22, 3407120286, 


B4C73103815 Ac* receipt of 84Q711 ltr which included 1984 emergency 
exercise objectives for util exercise scheduled for 841023. 
Objectives acceptable. 

PAFERIELLC, C J. Regian 3, Office of Director. 84/07/25. 

GIESLER.C W, Wisconsin Public Service Corp. Ip. 25834:163. 24X 

Fiche-: 50-305, 84/07/25, 8407310336, . ’ " . 


— S40731C39C ferwards objectives for 841023 emergency exercise. Exercise 
will be small scale. Par tic ipat icn of Div of Emergency Govt 
from State of WI counties of Kewaunee S; Monitowoc will be ' 
limited to conmunication link verification. 

G2ESLER,. C. «, Wisconsin Public Service Corp. 84/07/11. 

HSPPLER-L G Regicr. 3. O-cfice cf Director. 6pp. 25834-164 24X 

Fiche 50-315, '=4 C'-ES: S4 j731G356 


I Financial information 


8407180173 Forwards financial info. 

GIESLERiC W, Wisconsin Public Service Corp. 84/07/13 
Assistant Director for State & Licensee Relations 3do 
24X Fiche- 5C-305.S4/07/13. 8407180173 


SALTZMAM, J. 
25636:247. 


P^ ,Operating license stage documents correspondence 


93 Forwards safety evaluation re NUREG-0737, Item II.K.2 13, 
«1 «ec,.anicai Kept " Info adequately demonstrarae 


8407030493 

''•Thermal Mechanical Kept " Info adequately demonstrates" 

maintained. Item & Unresolved Safety Issues 
A-45 Ik A-4q complete ^ xsaues 

UARCA^S A, Operating Reactors Branch l, 84/06/18. GIESLER.C W 

25409: 350. 24X 


Wisconsin Public Service Corp, Hop 
Fjcfee 50-305,84/06/18. 8407030493, 


1407030184 Application for pr,oposed Amend 55a to License DPR-43 
resolvini of tern 'operable' in Tech Specs, claHfuiL 

support equipment & electrical power supply definition & ^ 

water vel contained in accumulator aerinxtion 

OIEaXR.CU Wiscons.r, corp. a4,06/». DENTON, H. 

Director. 2 pp, 25238:149. 


8407240517 Notification of 840724 meeting w/ut i 1 s , Wes tinghou se, Sai 
Exxon in Bethesda, MD to resolve open issues on upper plenum 
injection existing between licensee *< NRC re NUREG/CR-3639 
& test data released by Japanese 

DIIANNI.D. C. Operating Reactors Branch 3, 84/07/17, MILLER, J. 

Operating Reactors Branch 3. 2pp, 25731:355 24X 

Fiche: 50-000, 84/07/17, 8407240517, 


8407250411 Forwards Amend 55 to Tech Specs License DPR-54 re 
compliance u/updated inservice insp program, for updating NRC 
copy of Tech Specs. 

SAUER, D.W. Wisconsin Public Service Corp, 84/07/20. NEIGHBORS 
NRC - No Detailed Affiliation Given. 22pp., 25745:332. 24X 

Fiche; 50-305, 84/07/20, 8407250411, 


Q. Inspection reports, IE Bulletins & correspondence 


8407020321 Ac k receipt of 840601 ltr informing NRC of steps taken 
correct violations noted in IE Insp Rept 50-305/84-02. 

SHAFER, W.D. Region 3. Office of Director, 84/06/25. GIESLER.C. 
Wisconsin Public Service Corp, Ip. 25260:330. 24X 

« Fiche: 50-305, 84/06/25, 8407020321. 


8407020327 Responds to NRC 840502 ltr re violations noted in lE 3 
Rept 50-305/84-02. Corre c ti ve ac t i on® ; f i 1 1 er housings clearly 
marked for easier*' identification «< Surveillance Procedure 
eSP) 08-185, "Charcoal Filter Heat,,." will be revised. 

Wisconsin Public Service Corp, 84/06/01. 

SHAFER, W.D, Region 3, Office of Director. 3pp, 25215:192, S 
Fiche: 50-305. 84/06/25, 8407020321 


8406250214 IE Info Notice 84-51, "Independent Verification, " Sve li 
end. 

UORDAN/ E. L. Division of Emergency Preparedness $< Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of 

York. Inc. 154pp. 25535:160, 24X Fi che; 50 - 000 , 04 / 06 / 26 , 0406250 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Contr 
°inon!w Vendors. " Sve list end, 

unuAN, t. u Division of Emergency Preparedness It Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of I 

ork. Inc. 124pp. 25602:151. 24X Fi che : 50 - 000 , 04/06/29, 84062BO; 
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8407190035 Forwards IE Insp Rept 50-305/84-04 on 840416-0615. No 
noncomp 1 lanc e noted. 

SHAFER. W.D. Region 3, Office' of Director. 84/06/29. OIESLER.C.W. 
Wisconsin Public Service Corp. 2pp. 25687:134. 24X 

Fiche: 50-305, 84/06/29, 8407190035. 


--8407190044 IE Insp Rept 50-305/84-04 on 84041 6-061 5, No non c omp 1 ianc e 
or deviations noted Major areas ins pec t ed : o pera t i ona 1 
safety, survei llance, independ ent insp, IE b ul let ins, p lant 
startup from refueling 8< Type B £< C leak rate testing. 

JACKIW, I.N. Region 3, Office of Director, 84/06/25. 7pp. 
25687:136. 24X Fi c h e : 50-305. 84/06/29, 84071 90035. 


8407170467 Forwards Amend 55 to License DPR-43 Z>. safety evaluation. 
Amend revises Tech Spec limiting conditions for operation, 
surveillance requirements & administrative controls to 
c omp ly w/ up dated inservice insp program. 

NEIGHBORS, J. D, Operating Reactors Branch 1. 84/07/03. OIESLER,C.W. 

Wisconsin Public Service Corp. 2pp, 25627:274, 24X 

Fiche: 50-305, 84/07/03, 8407170467, 


— 8407170471 Amend 55 to License DPR-43, revis ing Tech Spec limiting 
conditions for operation, survei 1 lance requirements fy. 
administrative controls to comply w/updated inservice 
insp program. 

VARGA, S. A. Operating Reactors Branch 1. 84/07/03. I7pp. 

25627:276. 24X Fi c h e : 50-305, 84/07/03, 84071 70467. 


— 8407170474 Safety evaluation r- 1 ; i ;j *..'nend 55 to License DPR— 43. 

* Office of Nuclear Reacto ■ Director. 84/07/03, 5pp. 

25627:293. 24X F ic he : 50-305, 84/07/03, 84071 70467. 


8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerobic Adhesive/Sealants." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X F i c he : 50-000, 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286, 24X Fi c he : 50-000. 84/07/06. 8407050274. 


8407100354 Responds to open item identified in IE Insp Rept 
50-305/84-05 concerning NUREG-0737, I tern II. F. 1,2 re 
radioiodine montoring sys.Encl interpretation of requirement 
provides justifiable basis for compliance, 

OIESLER.C.W, Wisconsin Public Service Corp. 84/07/06. 

EISENHUT, D. G. Division of Licensing. 6pp. 25513:092 . 24X 

Fiche-: 50-305, 84/07/06, 8407100354. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X Fiche: 50-000, 84/07/ 10. 8407060251. 


8407170124 Ack receipt of 840706 Itr informing NRC of steps taken to 
correct noncompliance noted in IE Insp Rept 50-305/84-05. 

PAPER lELLO, C. J. Region 3. Office of Director. 84/07/11. 
GIESLER.C.W, Wisconsin Public Service Corp. Ip. 25609:158. 24X 

Fiche: 50-305, 84/07/11, 8407170124. 


— 8407170133 Responds to NRC 840606 Itr re noncompliance noted in IE Insp 
Rept 50-305/84-05. Corrective actions: multi-source calibrator 
calibr on 840627. 

GIESLER.C.W. Wisconsin Public Service Corp. 84/07/06. 

PAPERIELLO.C. J. Region 3, Office of Director. 3pp. 25609:159. 

24X Fiche: 50-305,84/07/11, 8407170124. 


8407250411 Forwards Amend 55 to Tech Specs ?y License DPR-54 re 
compliance w/updated inservice insp program, for updating NRC 
copy of Tech Specs. 

SAUER, D.W. Wisconsin Public Service Corp. 84/07/20, NEIGHBORS, D. 
NRC - No Detailed Affiliation Given. 22pp. 25745:332. 24X 

Fiche: 50-305, 84/07/20, 8407250411. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25. 0407230079. 


R. Periodic operating reports ^ related correspondence 


8407160108 Monthly operating rept for June 1984. W/840710 Itr. 

RUITER.G.H., GIESLER.C.W. Wisconsin Public Service Corp. 84/06/30. 
5pp. 25600:344. 24X Fi c h e : 50-305, 84/06/30, 8407160108. 


S. Reportable occurrences, LERs St related correspondence 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P, Westinghouse Electric Corp, 84/07/13. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739: 009. 24X Fiche: 50-000, 84/07/13, 8407250326. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407060084 Lists practices used in implementing provisions of 
NUREG-1021, "Operator Licensing Examiner Stds, " re 
administration of simulator exams. 

WALKER. R. D. Region 3, Office of Director. 84/07/02. GIESLER.C.W. 
Wisconsin Public Service Corp. 2pp. 25429:126. 24X 

Fiche: 50-305, 84/07/02, 8407060084. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendor s, reac tor vendors 8t AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 
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F. Security, medical, emergency & fire protection plans 


8407130032 Rev 4 to "Prairie Island Nuclear Emergency Plan." W/840625 
1 tr. 

FEY, F. L. Northern States Power Co. 84/05/31. 200pp. 25560:042. 

24X Fiche: 50-282, 84/05/31, 8407130032. 


8407020264 Forwards State of W1 schedule of corrective actions re 
deficiencies identified during 840314 offsite radiological 
emergency preparedness exerc ise. Proposed training session 
scheduled for 840719 will correct deficiencies. 

KRIMM, R.W. Federal Emergency Management Agency. 84/06/27. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 6pp. 25215:129. 24X Fiche: 50-282, 84/06/27, 

8407020264. 


8407X30178 Revised emergency plan implementing procedures, inc luding 
Rev 28 to F3. "Emergency Plan Implementing Procedures Table 
of Contents" Rev 2 to F3-17, "Core Damage Assessment. " 

W/840706 ltr. 

FEY, F. L. Northern States Power Co. 84/07/06. 39pp. 25563:086. 

24X Fiche: 50-282, 84/07/06, 8407130178. 


8407240015 Forwards notice of environ assessment & finding of no 
significant impact re 840123 application for exemption from 
requirements of 10CFR50, App R. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/12. MUSOLF, D. M. 

Northern States Power Co, 3pp. 25733:311. 24X 

Fiche: 50-282,84/07/12. 8407240015. 


— 8407240017 Notice of environ assessment & finding of no significant 
impact re 840123 application for exemption from requirements 
of 10CFR50,App R. 

EISENHUT, D, 0. Division of Licensing. 84/07/12. 3pp. 25733:314. 
24X Fiche: 50-282,84/07/12, 8407240015. 


8407310427 Forwards "In-Progress Audit of Detailed Control Room Design 
Reviews for Northern States Power Co, Prairie Island 8* 

Monticello Nuclear Generating Plants. " Requirements of 
NUREO-0737, Suppl X satisfied. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/17. MUSOLF, D. M. 

Northern States Power Co, 3pp. 25863:283. 24X 

Fiche: 50-000, 84/07/17, 8407310427. 
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— 6407020560 "In-Progress Audit of Detailed Control Room Design Reviews 
for Northern States Pouer Co Prairie Island Monticello 
Nuclear Generating Plants." 

* Science Appl ications/ Inc. NRC-03-82-096. 84/06/18. NRC - 

No Detailed Affiliation Given. 23pp. 25663:286. 24X 

Fiche; 50-000/ 84/07/17/ 8407310427. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407180142 Forwards Rev 2 to updated FSAR for Prairie Island Generating 
Plant. 

MUSDLF/ D. Northern States Power Co. 84/06/29. Office of Nuclear 
Reactor Regulation. Director. 33pp. 25643:303. 24X 

Fiche: 50-282. 84/06/29. 6407180142. 


— 8407180144 Rev 2 to updated FSAR. 

» Northern States Pouer Co. 83/12/31. 800pp. 25643:336. 24X 

Fiche: 50-282, 84/06/29. 84071S0142. 


P. Operating license stage documents S? correspondence 


8407100280 Forwards tentative schedule of major submittal s. e xemption 
requests 4; Tech Spec changes currently planned. 

MUSOLF/ D. M. Northern States Power Co. 84/06/29. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25463:361. 24X 

Fiche: 50-282. 84/06/29, 8407100280. 


S407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT/ D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02. 8407020206. 


0407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097, 


8407160174 Submits plan for reactor vessel water level control board 
d i splay. Display sys will include all std hardware approved 
fay NRC. Installation of display units will be completed by 
851231. 

MUSOLF, D. Northern States Power Co. 84/07/06. Office of Nuclear 
Reactor Regulation, Director. Ip. 25592:206. 24X 

Fiche: 50-282. 84/07/06, 8407160174. 


8407160235 Forwards preliminary design rept for plant-specific scram 
breaker shunt trip mod tt response to NRC generic SER 
questions for review preimp 1 ementation approval. 

MUSOLF, D. Northern States Power Co. 84/07/06. Office of Nuclear 
Reactor Regulation, Director. 20pp. 25590:237. 24X 

Fiche: 50-282, 84/07/06, 8407160235. 


S407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
CUnresolved Safety Issue A-45). 

DIIANNI.D. C. Operating Reactors Branch 3. 84/07/09. MILLER, U. R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


©407180211 Forwards Suppl 1 to 840410 application for amend to Licenses 
0PR-'42 it DPR-60/ Chang ing Tech Specs to delete requirement 
for ammonia, hydrodoric acid'Sc formaldehyde gas detection 
sys in main control room, per NUREG-0737, Item III.D. 3. 4. 

MUSOLF, D. Northern States Power Co. 84/07/09. Office of Nuclear 
Reactor Regulation. Director. 2pp. 25642:269. 24X 

Fiche- 50-282. 04/07/09, 84071802 1 1 . 


8407180216 Suppl 1 to 840410 application for amend to Licenses DPR-42 8e 

DPR— 60, chang ing Tech Specs to delete requirement for 
ammon ia, hydrodoric acid it formaldehyde gas detection sys in 
na in control room, per NUREG-0737, Item III.D. 3, 4. 

MUSOLF, D. Northern States Power Co. 84/07/09, Ip 25642' 271 
24X Fiche;50-282, 84/07/09, 8407130211. 


©407180219 "Prairie Island Generating Station Toxic Chemical Study •* 

» Bechtel Corp. 84/06/20. 9pp, 25642:272. 24X 

Fiche ; 50-282, 84/07/09, 8407180211. 


34‘0'7180S30 Forwards application for amend to Licenses DPR-42 & DPR-60, 
■revising Tech Specs re steam generator tube operability to 
ail low continued operation w/three defected tubes until next 
•r ef uel outage. Fee end. 

MUSOLF, 0. Northern States Power Co. 84/07/09. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25636:225. 24X 

F"! Che: 50-282, 84/07/09, 8407180230. 


— 3407180233 Application for amend to Licenses DPR~42 it DPR-60. changing 
Tech Specs re steam generator operab i lity , per NRC 840706 
request, to allow continued operation w/three defected tubes 
until next refueling outage. 

MUSOLF, D. Northern States Power Co. 84/07/09. 3pp. 25636:227, 
24X Fiche: 50-282. 84/07/09, 8407180230. 


— 840718-0236 Proposed Tech Specs re steam generator operability. 

* Northern States Power Co. 84/07/09. 2pp. 25636; 230. 24X 

Fiche; 50-282, 84/07/09, 8407180230. 


8407200087 Forwards application for amend to Licenses DPR-42 & DPR-60. 
proposing Tech Spec changes re peaking factor limits, 
reporting, refueling boron concentration radioactive source 
leakage tests. Fee end. 

MUSOLF, D. Northern States Power Co. 84/07/11. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25689:283. 24X 

Fiche: 50-282, 84/07/11, 84072000S7, 


—8407200089 Application for amend to Licenses DPR-42 8, DPR- 60 , proposing 
Tech Spec changes re peaking factor 1 imi ts, reporting, 
refueling boron concentration & radioactive source leakage 
tests. 

MUSOLF, D. Northern States Power Co. 84/07/11. 12pp. 25689:285, 

24X Fiche: 50-282, 84/07/11. 8407200087. 


— 9407200093 Proposed Tech Sp e cs, chang ing peaking factor limits, 
reporting, ref ueling boron c one entrat ion, r ad i oac t i ve source 
leakage tests, senior reactor operator shift requirements ?« 
deleting snubber table. 

♦ Northern States Power Co. 84/07/11. 55pp. 25689:297. 24X 

Fiche; 50-282,84/07/11, 8407200087. 


—8407200094 "Prairie Island Units 1 2 Safety Evaluation W/Increased 

Enthalpy Rise Factor. “ 

RAUTMANN. D. , KAPITZ.J. , ANDERSON. R, Q. Northern States Power Co. 
NSPNAD-S406. 84/05/31. 29pp. 25689:352. 24X 

Fiche: 50-282, 84/07/11, 8407200087. 


— 8407200097 “Prairie Island Units 1 2 Limiting Break LOCA-ECCS 

Analysis W/Increased Enthalpy Rise Factor." 

TAHVILI.T. . KAYSER, W. V. , CHANDLER, J. C. Exxon Nuclear Co., Inc. 
(subs, of Exxon Corp.>. XN-NF-S4-03. 84/02/28. 67pp. 25690:019, 

24X Fiche: 50-282, 84/07/11, 8407200087. 


8407240517 Notification of 840724 meeting w/uti Is, Westinghouse, Saudia & 
Exxon in Bethesda,MD to resolve open issues on upper plenum 
injection existing between licensee NRC re NUREG/CR~3639 
St test data released by Japanese. 

DIIANNI.D. C. Operating Reactors Branch 3. 84/07/17. MILLER, J. R- 

Operating Reactors Branch 3 2pp. 25731:355. 24X 

Fiche: 50-000, 84/07/17, 8407240517. 


Q. Inspection reports, IE Bulletins St correspondence 


8407310165 Informs of delay of implementation of revised plant mod sys 
until 840801, per 840203 response re lE Insp Repts 
50-282/83-19 It 50-306/83-20. 

LARSON, C.E. Northern States Power Co. 84/06/15. KEPPLER, J. G. 
Region 3, Office of Director. Ip. 25834:357. 24X 

Fiche; 50-282, 84/06/15, 8407310165. 


8407190089 Forwards IE Insp Repts 50-282/84-06 & 50-306/84-06 on 
840507-11. No violations or deviations identified. 

SHAFER. W.D. Region 3, Office of Director. 84/06/20. LARSON, C. E. 
Northern States Pouer Co. 2pp. 25687:216. 24X 

Fiche: 50-282, 84/06/20, 8407190089. 


—8407190092 IE Insp Repts 50-282/84-06 fc 50-306/84-06 on 840507 - 11 . No 
noncompliance or deviations noted. Major areas inspected: 
maint w/emphasis on adnini stratxve controls, Limitorque Corp 
valve operators & RCPB fasteners. 

JACKIW, I. N. Region 3, Office of Director. 84/06/14, 6pp. 
25687:218. 24X Fiche: 50-282, 84/06/20, 8407190089. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. i54pp. 25535:160. 24X Fiche: 50-000, 84/06/26. 8406250214. 

8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50 - 000 , 84/06/29, 8406280311 ■ 


8407180268 Forwards IE Insp Repts 50-282/84-08 St 50-306/84-07 on 
840620-21 & notice of violation. 

SPESSARD, R. L. Region 3, Office of Director. 84/06/29. LARSON. C. E. 
Northern States Power Co. 2pp. 25666: 070. 24X 

Fiche: 50-282, 84/06/29, 8407180268. 
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— 8407180272 IE Insp Repts 50-282/84-08 ?y. 50-306/84-07 on 840620-21. 
Noncompliance noted : fai lure to leak test RHR sys valves for 
Unit 1. 

ENG, P.L. - GULDEMOND, U. C, Region 3, Office of Director. 84/06/29. 
4pp. 25666:073. 24X F i c h e ; 50-282, 84/06/29, 84071 80268. 


8407190050 Forujards IE Insp Repts 50-282/84-04 50-306/84-03 on 

84041 1—0610. No noncompliance no te d . De v i a t i on from 
commitments made in previous correspondence identified. 

Corrective action req^uested within 30 days of Itr date. 

SHAFER, W. D. Region 3, Office of Director. 84/06/29, LARSON.C.E. 
Northern States Pouer Co, 2pp, 25687: 109, 24X 

Fiche. 50-282, 84/06/29, 8407190050. 


— 8407190062 IE Insp Repts 50-282/84-04 ?y. 50-306/84-03 on 840411-0610. 
Deviations i dent if ied : f ai 1 ure to meet amend commitment re 
RCS vent sys, 

JACK I W, I.N. Region 3, Office of Director, 84/06/25. 9 p p , 

25687:111. 24X Fi c h e ; 50-282, 84/06/29, 8407 190050, 


8407060230 Confirms 840718 enforcement conference at util ofc in 
Minneap 0 1 is, MN to discuss equipment operability problems as 
result of personnel errors, per 840627 telcon. 

KEPPLER,J, G, Region 3, Office of Director. 84/07/03. MCCARTHY, D. W. 

Northern States Power Co. Ip, 25429:360. 24X 

Fiche: 50-282, 84/07/03, 8407060230, 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Poiuer Plant 
Design, " Svc list encl, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co., of New 

York, Inc, 122pp. 25602:032. 24X Fi che: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs, " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286, 24X Fi che: 50-000, 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness ft,. Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co, of New 

York, Inc, 120pp. 25865:166, 24X F i c he : 50-000, 84/07/ 10, 8407060251. 


8407260023 Responds to IE Bulletin 84-02. No relays of type described 
in bulletin currently in use or planned for use in safety- 
related sys. Supp lemental review underway. Updated response 
will be submitted by 841231, 

LARSON, C. E. Northern States Power Co. 84/07/10, KEPPLER,J. G. 
Region 3, Office of Director, 2pp. 25782:297. 24X 

Fiche: 50-282, 84/07/10, 8407260023. 


8407230152 Ac k receipt of 840629 Itr ’"^crr’ir.g of steps taken to 

correct violations noted in IE Insp ■"fep-;s 50 2EZ/S3-22 
50-306/83-22. 

SPESSARD, R. L. Region 3, Office of Director. 84/07/16. LARSON, C. E. 
Northern States Power Co. Ip. 25705:003. 24X Fiche: 50-282, 

84/07/16, 8407230152. 


— 8407230154 Responds to NRC 840531 Itr re violations noted in IE Insp 
Repts 50-282/83-22 V. 50-306/83-22. Correct ive actions: 
procedural direction given to operators to ensure adequacy 
of offsite power sources, 

LARSON, C. E. Northern States Power Co, 84/06/29, SPESSARD, R. L. 
Division of Engineering. 6pp. 25705:004. 24X 

Fiche: 50-282, 84/07/16, 8407230152. 


3407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness tf. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co, of New 

York, Inc. 108pp. 26057:245. 24X F i c he : 50-000, 84/07/25, 8407230079, 


R. Periodic operating reports & related correspondence 


S. Reportable occurrences, LERs & related correspondence 


8407120091 Further response to FOIA request for four categories of 
records re IGSCC in spent fuel pools spent fuel pool 
assemb 1 ies. App C documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/21. BELL, N. 
Nuclear Information S'. Resource Service. 2pp. 25557:255. 24X 

Fiche: 50-282, 84/05/21, 8407120091. 


— 8308040588 Requests Chemical Engineering Branch prepare NRR response to 
AEOD 830617 memo re potential contamination of spent fuel 
pool 4: primary reactor sys. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 83/07/22. 

JOHNSTON, W. V, Assistant Director for Matls & Qual. Engineering 
(Pre 830201). Ip. 25557:288. 24X Fi c h e : 50-282, 84/05/2 1 , 

8407120091. 


— 8309080084 Ack contributions of P Wu 8e C McCracken to resolution of 
fuel assembly degradation problem, 

DIIANNI,D. C. Operating Reactors Branch 3. 83/08/31. VOLLMER, R. H. 

Division of Engineering. Ip. 25557:289. 24X 

Fiche : 50-282, 84/05/21, 8407120091 . 


— 8407120103 Rev 0 to "Repair Program, Repair of Cracks on Safety 
Injection (Pump Suction) Piping Sys," 

Northern States Power Co. 83/02/01. 10pp. 25557:300. 24X 

Fiche: 50-282, 84/05/21 , 8407 120091 . 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director 's Of f ice. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


--8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30, 46pp, 25559:009. 

24X Fiche; 50-000, 84/07/05, 8407120182. 


8407270008 LER 84-001-00; on S40618, d ur ing safeguards logic test, logic 
for opening safety injection suction valves from refueling 
water storage tank sat i sf i ed . Open valves immediately closed. 
Procedures revised to prevent recurrence. W/S40718 Itr. 

HUNSTAD, A. A. . MUSOLF, D. Northern States Power Co. 84/07/18. 3pp. 
25793:270. 24X Fiche: 50-306, 84/07/18, 8407270008. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 34/06/27, Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407060128 Informs of practices in implementing administering 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director, 84/07/02. LARSON, C, E. 
Northern States Power Co. 2pp. 25421:148. 24X 

Fiche-: 50-000, 84/07/02, 8407060128. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reactor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications i< exams. Svc list encl, 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co, of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8407130486 Forwards public version of revised Emergency Plan 
Implementing Procedure 2.50.17, "Emergency Notification." 

W/JM Felton 840709 memo. 

WHITTIER, 0. D. Maine Yankee Atomic Power Co. 84/06/01. MILLER, J. R, 
Operating Reactors Branch 3. 3pp, 25581:344. 24X 

Fiche: 50-309, 84/06/01, 8407130486. 


8407020104 Monthly operating repts for May 1984. W/84061 1 ltr. 

DUGSTAD, D. , MUSOLF, D. -Northern States Power Co. 84/05/31. 9pp. — 84071304B7 Public version of Rev 9 to Emergency Plan Implementing 

25219:336. 24X Fiche: 50-282, 84/05/31 , 8407020104. Procedure 2. 50. 17, "Emergency Notification. " 

* Maine Yankee Atomic Power Co. 84/05/03. 22pp, 25531:346. 24X 

Fiche: 50-309, 84/06/0 1 , 8407130486. 

8407270422 Monthly operating repts for June 1984. W/840706 ltr. 

DUGSTAD, D., MUSOLF, D. Northern States Power Co. 84/06/30. 

25794: 130. 24X Fiche; 50-282, 84/06/30, 8407270422. 


9pp. 
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8407020310 Revised emergency plan implementing procedures* inc luding 
2. 50. 1 re notification of unusual event. 2. 50, 2 re alert. 

2.50.3 re site area emergency. 2. 50. 4 re general emergency & 

2.50.5 re emergency plan training. 

# Maine Yankee Atomic Power Co. 84/0&/21. 41pp. 25215: 135. 24X 

Fiche; 50-309. 84/06/21 , 8407020310. 


8407020411 Responds to 840525 request re evaluation of evacuation time 
estimates for fac il ity, New suspense date of 840719 
established to prepare evaluation using population levels to 
include levels proposed by various parties. 

KRIMMiR. W. Federal Emergency Management Agency. 84/06/21. 

JORDAN. E. L. Division of Emergency Prepar ednesr- r of- ing 

Response (Post 830103). Ip. 25217:264. 24X :;0- 3:9. 

8407020411. 


8407230160 Revs to emergency plan implementing procedures, inc luding 
Rev 7 to 2. 50.2. "Alert. " Rev 8 to 2. 50. 3. "Site Area 
Emergency" & Rev 8 to 2. 50,4. "General Emergency. “ 

W/S4071S transmittal form. 

♦ Maine Yankee Atomic Power Co. 84/07/05, 175pp, 25706 : 330. 24X 

Fiche- 50-309, 84/07/05. 8407230160, 


8407240030 Informs that 840116 rev to security plan consistent 
w/provisions of 10CFR50 54(p) & ac ceptab le. Enc 1 withheld 
<ref 10CFR73. 21). 

MARTIN, T. T. Division of Engineering S; Technical Programs, 84/07/11. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 3pp. 25728:361. 24X 

Fiche; 50-309. 84/07/11. 8407240030. 


8407170564 Responds to 840328.0412.24.0504 it 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue r6q.uired to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717, 

PALLADINO, N. J. Commissioners. 088 285. 84/07/13. MARKEY, E. J. 

House of Rep.. Interior & Insular Affairs. Spp. 25864:145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50. 47. App E i>. NUREG-0658 & status of 
alert i\ notification sys review process. 

JORDAN. E. L. Division of Emergency Preparedness i: Engineering 
Response (Post 830103). 84/05/11. NRC ~ No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fiche; 50-000. 84/07/13. B407170564. 


8407240289 Informs that addl time required to respond to 840614 
request for info re emergency operating procedures 
generation pac kage. Status rept will be submitted by 840820. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/07/19. MILLER. J. R. 
Operating Reactors Branch 3. Ip. 25719; 217. 24X 

Fiche: 50-309, 84/07/19, 8407240289. 


8407310271 Responds to reciuest for interim rept re evacuation time for 
Boothbay Harbor region in 10-mile emergency planning zone. 

Comment on impact of evacuation time estimates premature 
until finalization it review of estimates. 

KRIMM. R. W. Federal Emergency Management Agency. 84/07/23. 

JORDAN. E. L. Division of Emergency Preparedness V Ergi-'eering 
Response (Post 830103). 2pp. 25832:235. 24X fi.-Te s;-309,i34/07/22. 

8407310271. 


P. Operating license stage documents it correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52. 

83-57 8( 83-72 & Board Notifications 83-128 i 83-128A, 

Forwards Apps C D documents. Search continuing. 

FELTON, J, M. Division of Rules and Records. 84/04/13. JORDAN. W. S. 
Harmon i Weiss. 7pp. 25584:078. 24X Fiche: 50-000. 84/04/13. 

8407130037. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J. P. Assistant Director for Comp. St Structures Engineering 
(Post 830201). 84/04/23. MIRAGL I A, F. J. Assistant Director for 

Safety Assessment. 134pp, 25589:213. 24X Fiche; 50-000. 84/04/23, 

8407130156. 


8407260287 Responds to 840605 Itr re post-startup reactor trip breaker 
testing i maint program Questions meaning of word promptly 
as used in relation to returning inoperable breakers to svc. 
WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/06/19. HURLEY. T. E, 
Region 1, Office of Director. Ip. 25776:357, 24X 

Fiche: 50-309, 84/06/19. 8407260287. 


8407030076 Forwards revs to "Maine Yankee Penetration Test 
Requirements," representing alterations made during Cycle 
7/8 refueling outage. 

WHITTIER. G. D. Maine Yankee Atomic Power Co. 84/06/27. MILLER. J. R. 
Operating Reactors Branch 3. Spp. 25267:190. 24X 

Fiche: 50-309,84/06/27, 8407030076. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of New York. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407090016 Forwards vendor interface program description for reactor 
trip sys components, per Generic Ltr 83-28. Program will be 
implemented by 850101. 

WHITTIER, G. D. Maine Yankee Atomic Power Co, 84/07/03. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 25443:291. 24X 

Fiche: 50-309, 84/07/03, 8407090016. 


8407100382 Forwards "Summary of Seismic (3ua 1 i f i cat ion Utils Group 
(SQUG) Program," as aid in ongoing program to assess plant 
seismic design. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 84/07/05. MILLER. J.R. 
‘ Operating Reactors Branch 3. Ip. 25509:032. 24X 

Fiche: 50-309. 84/07/05. 8407100382. 


— 8407100396 "Summary of Seismic Qualification Utils Group (SQUG) 
Program. " 

YANEU.P.I., SWAN,S.W. EQE. Inc. SMITH. N. P. Commonwealth Edison 
Co. 84/07/05. 17pp. 25509:033. 24X Fiche: 50-309, 84/07/05, 

8407100382, 


8407060097 Generic Ltr 84—18 to all nonpower reactor licensees re 
filing of applications for licenses i amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407160117 Forwards corrected vendor interface program description for 
reactor trip sys components. per Generic Ltr 83-28 i util 
840703 ltr. 

WHITTIER. G. D. Maine Yankee Atomic Power Co. 84/07/10. MILLER. J.R. 
Operating Reactors Branch 3. 2pp. 25600:332. 24X 

Fiche: 50-309, 84/07/10. 8407160117. 


8407190218 Discusses licensing fee arrangements for alternate safe 
shutdown Tech Spec amends. New Tech Spec applications 
postmarked 840620 i later fall under revised 10CFR170 i not 
subj to fixed fee requirements of old requirements, 

WAMBACH, T. U. Operating Reactors Branch 5. 84/07/12. TREMPER, L. 

License Fee Management Branch. Ip. 25693:294. 24X 

Fiche: 50-000. 84/07/12, 8407190218. 


8407170227 Forwards "Update of Geology & Seismology for Maine Yankee 
Nuclear Power Station, " Site-specific response spectra 
presented using real earthquake data. 

WHITTIER. 0. D. Maine Yankee Atomic Power Co, 84/07/13. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 25615:054. 24X 

Fiche; 50-309. 84/07/13, 8407170227. 


— 8407170244 "Update of Geology i Seismology for Maine Yankee Nuclear 
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8407300277 Forwards Suppl 2 to Rev 2 of operational QA program. "App C 
Maine Yankee Classifications of Str uc tures. Components %t 
Sys. " Suppl incorporates comments from NRC 830310 submittal. 

WHITTIER. G. D. Maine Yankee Atomic Power Co, 84/07/20. MILLER. J.R. 
Operating Reactors Branch 3. Ip. 25801:237. 24X 

Fiche: 50-309. 84/07/20, 8407300277, 


— 8407300282 Suppl 2 to Rev 2 of operational QA program, "App C Maine 
Yankee Classif ications of Str uc tures. Comp onents & Sys. " 

# Maine Yankee Atomic Power Co. 84/06/20. 8pp. 25801:238. 24X 

Fiche: 50-309, 84/07/20, 8407300277. 


8407310306 Provides three-part schedule for submittal of addl info re 
RELAP5YA computer program for LWR sys thermal-hydraulic 
analysis, in response to TMI Action Item II. K. 3, 30. Final 
submittal scheduled for 851231. 

WHITTIER. G. D. Maine Yankee Atomic Power Co. 84/07/25. MILLER. J. R. 
Operating Reactors Branch 3. 5pp. 25833:062. 24X 

Fiche: 50-309, 84/07/25, 8407310306. 


Q. Inspection reports. IE Bulletins ?« correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i t ies. Resp onse 
req.uested within 60 days. 

EBMETER.S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 04/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 4-. Vendors, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29. 840628031 1. 


8407240109 Forwards IE Insp Rept 50-309/84-10 on 840521-25. No 
violations noted. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/07/02. 

RANDAZ2A, J. B. Maine Yankee Atomic Power Co. 2pp. 25731:047. 24X 

Fiche: 50-309, 84/07/02, 8407240109. 


— 8407240111 IE Insp Rept 50-309/84-10 on 840521-25. No violations noted. 
Major areas insp ec ted : rad i oactive effluent r e 1 eases-1 i qu i d & 
gaseous, records & r ep ts , e f f 1 uent control instrumentation, 
testing of air cleaning sys 8< procedures. 

JANG, J. C. , PASCIAK.W.J. Region 1, Office of Director. 84/06/21. 
7pp. 25731:049. 24 X Fi c h e : 50-309, 84/07/02, 8407240109. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Z< Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fic he : 50-000, 84/07/05, 8407030085. 


S4070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Zi Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X Fic he: 50-000, 84/07/06, 8407050274. 


8407100538 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Class IE Safety Sys," per NRC 840312 Itr.Coil 
spools for relays will be replaced during Cycle 8/9 
refueling outage scheduled for Fall 1985. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 84/07/06. Record 
Services Branch (Document Control Desk). 3pp. 25465:025. 24X 

Fiche: 50-309, 84/07/06, 8407100538, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?!k Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X Fiche; 50-000, 04/07/10, 8407060251, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fic he: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020114 Monthly operating rept for May 1984. W/840611 Itr. 

BIEMILLER, S. / MCCUMBER, J, T. Maine Yankee Atomic Power Co. 84/05/31. 

HARTFIELD, R. A. Management Information Branch. 5pp. 25220:056. 

24X Fiche: 50-309, 84/05/31 , 84070201 14. 


8407300188 Monthly operating rept for June 1984. W/S40709 Itr. 
BIEMILLER, S. A. , MCCUMBER, J. T. Maine Yankee Atomic Power Co, 
84/06/30. HATFIELD, R. A. Management Information Branch. 5pp. 
25815:264. 24X Fiche : 50-309, 84/06/30, 8407300188. 


S. Reportable occurrences, LERs related correspondence 


8407090149 LER 84-005-00: on 840529, dur ing cal ibr of RCS pressure input 
to safety parameter display sys, inadvertent safety actuation 
signal occurred, Caused by open breaker in conjunction w/ 
calibr signal. W/840629 Itr, 

EMBRY, K.L., WHITT lER, G, D. Maine Yankee Atomic Power Co. 84/06/29. 
4pp. 25443:276. 24X Fic h e : 50-309, 84/06/29, 8407090149. 


8407310103 LER 84-008-00: on 840622, during startup following refueling, 
linear power nuclear instrumentation channels indicated 6‘X 
higher than logarithmic channels & loss of load reactor trip 
ensued. Startup procedure revi sed. W/840719 Itr. 

LA FLAMME,S. J. , WHITTIER, G, D. Maine Yankee Atomic Power Co, 
84/07/19. 4pp. 25849:246. 24X Fiche: 50-309, 84/07/19, 8407310103. 


8407260442 Discusses completion of NRR portion of Task Interface 
Agreement 83-121 re multiple reactor trip breaker 
undervoltage device failures. 

EISENHUT, D. G. Division of Licensing, 84/07/20. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp. 23782:361. 24X 

Fiche: 50-309, 84/07/20, 8407260442. 


V. Operator Examinations 


8406270142 Generic Lfcr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i can ts. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs,NSSS vend ors, reac tor vendors «< AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications Jk exams. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8407120542 Public version of revised emergency plan implementing 
procedures, includ ing EP 1-2 re communication log,EP-II-4 re 
emergency response manager callout & EP H-S re emergency 
offsite facility lay out. W/840326 ltr, 

L1DEN,E.A. Public Service Electric S< Gas Co, of New Jersey. 

84/03/26, VARGA, S. A. Division of Licensing. 56pp. 25559:196. 24X 

Fiche: 50-272, 84/03/26, 8407120542. 


8407090108 Submits correction to 840612 confirmatory order requirements 
for emergency response capab i 1 it y , per 8312X9 Itr & Suppl 1 
to NUREG-0737. Technical support ctr will be fully functional 
by Dec 1986, 

L1DEN,E. A, Public Service Electric Z>. Gas Co. of New Jersey, 

84/06/27. VARGA, S. A Operating Reactors Branch 1. 2pp. 25442:151. 
24X Fiche: 50-272, 84/06/27,8407090108. 


8407100123 Forwards State of DE schedule of corrective actions 
submitted in response to deficiencies cited during FEMA 
83X026 full-scale exercise of offsite radiological emergency 
preparedness plans. 

MARTIN, T. T. Division of Engineering JV Technical Programs, 84/07/02. 
UDERITZ, R. A. Public Service Electric Gas Co. of New Jersey. 2pp. 
255X2:199. 24X Fiche; 50-272, 84/07/02, 8407100123. 
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8407110325 Forwards prelirinary copy of auxiliary bldg charging pump 
area sprinkler sys layout drawing. Sys will be installed per 
NFPA 13 for ordinary hazard occupancy. EA Liden 840405 itr re 
fire protection features end. 

LIDEN, E. A. Public Service Electric S; Gas Co. of New Jersey. 

84/07/02, VAROA, S. A. Operating Reactors Branch 1. 2pp. 25527:244. 
24X Fiche: 50-272, 84/07/02, 84071 10225. 


— 8407110245 Responds to NRC 840302 Itr re issues noted in IE Insp Rept 
50-272/83-37, Requests for exemptions made per 10CFR50. 12 
following guidance of Generic Ltr 83-33. Fire protection 
deficiencies will be corrected. 

LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 
84/04/05. MARTIN, T, T. Division of Engineering it Technical 
Programs. 15pp. 25527:246, 24X Fic he : 50-272, 84/07/02, 84071 10225. 


— 8407110272 Discusses 840116-20 fire protection insp by Regions I & II, 
ORNL it BNL. Plant well protected for credible fire it concerns 
identified do not significantly degrade fire protection 
program. 

LIDEN, E. A, Public Service Electric Gas Co. of New Jersey. 

84/01/27. MARTIN, T, T, Division of Engineering it Technical 
Programs. 30pp. 25527:261. 24X Fic he : 50-272, 84/07/02, 84071 10225. 


8407130189 Advises that response to Suppl l,NUREG-0737 re requirements 
for emergency response capability related to control room 
design review will- be provided by 840917. 

LIDEN, E. A. Public Service Electric it Gas Co. of New Jersey. 

84/07/05. VARGA, S. A. Operating Reactors Branch 1. 3pp. 25562:359. 
24X Fiche: 50-272, 84/07/05, 8407130189. 


P. Operating license stage documents i. corres pondence 


B407120076 Notification of Significant Licensee Meeting 84-52 on 
840626 w/util in Hancocks Bridge, NJ to discuss vendor 
procedures issue. 

KOTTAN, J.J. Region 1, Office of Director. 84/06/01. Region 1, 
Office of Director. 2pp. 25572:332. 24X Fiche: 50-272, 84/06/01, 

8407120076. 


8407020480 Submits description of core exit thermocouple sys upgrade, 
per TMI Item II. F. 2, Two fully qualified microprocessor 
backup displays will be uti 1 i zed. Tech Spec changes end. 

LIDEN, E. A. Public Service Electric %\ Gas Co. of New Jersey. 

84/06/19. VARGA, S. A. Operating Reactors Branch 1. 8pp. 25217:212. 
24X Fiche; .50-272, 84/06/19, 8407020480. 


8407020069 Requests relief from ASME Code, Section XI inservice insp 
requirements, al lowing sys leakage i. hydrostatic pressure 
test temps to be less than 100 F i>. including pneumatic 
testing as acceptable method of pressure testing. 

LIDEN, E. A. Public Service Electric it Gas Co. of New Jersey. 

84/06/21. VARGA, S. A, Operating Reactors Branch 1. 2pp. 25219:311. 
24X Fiche: 50-272,84/06/21,8407020069. 


8407030324 Forwards "Control of Heavy Loads (C-iO), Salem Nuclear 
Generating Station, Units 1 2," technical evaluation rept. 

Guidelines of NUREG-0612, Sect ions 5.1.1 i. 5.3 satisfied. 

Phase 1 acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22 UDERITZ.R.A. 

Public Service Electric i. Gas Co. of New Jersey. 4pp. 25411:065. 
24X Fiche; 50-272, 84/06/22, 8407030324. 


— 8406120460 "Control of Heavy Loads <C-10), " technical evaluation rept. 
BQMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03~81-130. TER-C55O6-390/391. 84/06/07. NRC - No Detailed 

Affiliation Given. 33pp. 67364:258. 24X Fiche: 50-272, 84/06/27, 

8407030324. 


8407050049 Forwards SER on licensee 840314 response to Item 4.3 of 
Generic Ltr 83-28 re reactor trip sys reliab il ity. Design 
mods acceptable. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it. holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407110264 Forwards WCAP-10492, "Analysis of Capsule T from PSE&G Salem 
Unit 2 Reactor Vessel Radiation Surveillance Program, " per 
App H to 10CFR50. Rept presents new heatup it cooldown limit 
curves based on values predicted by Reg Guide 1.99. 

LIDEN, E. A. Public Service Electric i. Gas Co. of New Jersey. 

84/07/03. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25526:311. 
24X Fiche: -50-3 1 1 , 84/07/03, 8407110264. 


— 8407110271 "Analysis of Capsule T from PSE2,.G Salem Unit 2 Reactor 
Vessel Radiation Surve i 1 lane e Program. " 

BAGGS.R S., YANICHKO, S. E. , CHENEY, C. A. Westinghouse Electric Corp. 

WCAP-10492. 84/03/31. S4pp. 25526:313, 24X 

Fiche: 50-311, 84/07/03, 8407110264. 


— 8407110303 Notifies that managed maint program (MMP) fully 
imp lemented , p er B30506 confirmatory order. 

LIDEN, E. A. Public Serv'ice Electric Gas Co. of New Jersey. 

84/06/29. VARGA, S. A. Operating Reactors Branch 1, 3pp, 

25527:035. 24X Fi c h e : 50-3 1 1 , 84/07/03, 84071 10264. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06. 8407060097, 


8407310003 Forwards Amends 56 24 to Licenses DPR-70 it. DPR-75, 

respectively it safety eva luat ion. Amend s add existing manual 
initiation function for auxiliary feedwater sys to Tech 
Specs. 

FISHER, D. Operating Reactors Branch 1, 84/07/16. UDERITZ.R.A. 

Public Service Electric it Gas Co. of New Jerseij. 3pp. 25865:020. 
24X Fiche: 50-272, 84/07/16. 8407310003, 


— 8407310005 Amends 56 24 to Licenses DPR-70 i. DPR-75, r esp ec tively , 

adding existing manual initiation function for auxiliary 
feedwater sys to Tech Specs i. changing containment sys air 
lock surveillance requirement in Tech Specs. 

VARGA, S. A. Operating Reactors Branch 1. 84/07/16, 22pp. 

25865:023. 24X Fiche: 50-272, 84/07/16, 8407310003, 


— 8407310007 Safety evaluation supporting Amends 56 i. 24 to Licenses 
DPR-70 it DPR-75, respect ivel y. 

* Office of Nuclear Reactor Regulation, Director. 84/07/16. 2pp. 
25865:045. 24X Fiche: 50-272, 84/07/16, 8407310003, 


Q. Inspection reports, IE Bulletins it. correspondence 


8407020084 Forwards IE Insp Repts 50-272/84-15 & 50-311/84-15 on 
840412—0508 i>. notice of violation, 

STAROSTECKI, R. Division of Project it Resident Programs. 84/06/12. 
UDERITZiR, A. Public Service Electric it Gas Co. of New Jersey. 2pp. 
25261:086. 24X Fi ch e: 50-272. 84/06/ 12, 8407020084, 


--8407020087 Notice of violation from insp on 840412-0508. 

* Region 1, Office of Director. 84/06/12. 2pp. 25261:088. 24X 

Fiche: 50-272, 84/06/12, 8407020084, 


— 8407020092 IE Insp Repts 50-272/84-15 it 50-311/84-15 on 840412-0508. 
Noncomp 1 iance no te d ; f a i 1 ur e to follow procedures for 
feedwater sys cleanup strainer operation it review of reactor 
trips i. failure to ensure restoration of rod position. 

LINVILLE, J. C. , SUMMERS, R. J. , RAVAL, J, H. Region 1. Office of 

Director. 84/06/05, 18pp. 25261:090. 24X Fiche: 50-272, 84/06/12, 

8407020084. 


8407020196 Revises response to IE Bulletin 83-07 re products sold by 
Ray Miller, Inc. Stainless Steel Pipe i. Fittings 304 i. 304L 
received from Richmond Engineering Co had been furnished by 
Ray Mi 1 ler, Inc. QA/QC receiving group training incomplete. 

LIDEN, £. A. Public Service Electric i. Gas Co. of New Jersey. 
84/06/12, HURLEY, T. E, Region 1, Office of Director. 2pp. 
25218:344. 24X Fiche: 50-272, 84/06/12, 8407020196. 
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— 8407060308 Responds to NRG Itr re violations noted in IE Insp Repts 
50-272/84-05 2< 50-31 1 /B4-05. Correc tive actions ; samp le torque 
test mill be performed on actual existing anchor assemblies. 

LIDEN, E. A. Public Service Electric fy. Gas Co. of New Jersey. 
84/02/10. MARTIN/ T, T, Division of Engineering it Technical 
Programs. 3pp. 25441. 003. 24X Fiche;.50-272, 84/06/15. 8407060301. 


--8407O60312 Responds to NRC Itr re violations noted in IE Insp Repts 
50-272/84-05 S'. 50-31 1 /84-05. Correc tive actions: test program 
initiated to verify U-bolt analytical model. 

LIDEN. E. A. Public Service Electric Zt. Gas Co, of Nem Jersey. 
84/03/14. MARTIN. T. T. Division of Engineering i-. Technical 
Programs. 2pp. 25441:006. 24X F i c h e : 50— 272. 84/06/ 1 5. 8407060301 . 


— 8407060316 Rev 1 to Procedure ND-SA-84-01. “Physical Testing of U-Bolt 
Anchor Assembly. " 

* Public Service Electric S; Gas Co. of New Jersey. 84/03/14. 

12pp. 25441:008. 24X Fi c h e : 50-272, 84/06/ 15. 8407060301 . 


8407110003 Forwards IE Insp Rept 50-311/84-22 on 840529-30. 

STAROSTECKI, R. Division of Project S; Resident Programs. 84/06/19. 
UDERITZ.R.A. Public Service Electric Gas Co. of New Jersey. 3pp. 
25539:324. 24X Fi c h e : 50-31 1 . 84/06/ 1 9, 84071 1 0003. 


— 8407110009 IE Insp Rept 50-311/84-22 on 840529-30. Jio la tion noted: 
failure to maintain pressure-vacuum relief valves closed w/ 
containment gaseous activity monitor inoperable. 

LINVILLE. J. C. . SUMMERS. R. J. Region 1, Office of Director. 
NORRHOLM. L. J. Division of Project it Resident Programs. 84/06/06. 
3pp. 25539:327. 24X F ic h e : 50-31 1 . 84/06/ 1 9. 84071 10003. 


8407020069 Requests relief from ASMS Code, Section XI inservice insp 
requirements, allowing sys leakage it hydrostatic pressure 
test temps to be less than 100 F if. including pneumatic 
testing as acceptable method of pressure testing. 

LIDEN. E. A. Public Service Electric Gas Co. of New Jersey. 

84/06/21. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25219:311. 

24X Fiche; 50-272, 84/06/21, 8407020069. 


8406250214 IE Info Notice 84-51. “Independent Verification. '' Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co, of New 

York. Inc. 154pp. 25535:160. 24X Fi c he : 50-000. 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, “Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors, “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fi c he: 50-000, 84/06/29. 840628031 1. 


8407110463 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/84-14 it 
50-311/84-14. 

MARTIN. T. T. Division of Engineering it Technical Programs. 84/06/29. 

UDERITZ.R.A. Public Service Electric it. Gas Co. of New Jersey. Ip. 
25539:044. 24X Fiche; 50-272, 84/06/29, 84071 10463. 


— 8407110466 Responds to NRC 840508 Itr re violations noted in IE Insp 
Repts 50-272/84-14 ?y, 50-31 1 /84-14. Correc ti ve actions: dept 
responsible for Tech Spec surveillance informed of need for 
implementation of local leak rate tests. 

LIDEN, E. A. Public Service Electric 8., Gas Co. of New Jersey. 
84/06/07. MARTIN, T. T. Division of Engineering i-. Technical 
Programs. 3pp. 25539:045. 24X Fiche: 50-272. 84/06/29, 8407110463. 


8407110225 Forwards prel iirinary copy of auxiliary bldg charging pump 
area sprinkler sys layout drawing, Sys will be installed per 
NFPA 13 for ordinary hazard occupancy, EA Liden 840405 Itr re 
fire protection features encl. 

LIDEN. E. A. Public Service Electric it Gas Co. of New Jersey. 

84/07/02. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25527:244. 
24X Fiche: 50-272, 84/07/02, 8407110225. 


— 8407110245 Responds to NRC 840302 Itr re issues noted in IE Insp Rept 
50-272/83-37. Requests for exemptions made per 10CFR50. 12 
fol lowing guidance of Generic Ltr 83-33. Fire protection 
deficiencies uill be corrected. 

LIDEN, E. A. Public Service Electric 8; Gas Co. of New Jersey. 
84/04/05. MARTIN. T. T. Division of Engineering 8; Technical 
Programs. 15pp, 25527:246. 24X Fi che: 50-272. 84/07/02. 84071 10225. 


— 8407110272 Discusses 840116-20 fire protection insp by Regions I it II. 
□RNL it BNL. Plant well protected for credible fire it concerns 
identified do not significantly degrade fire protection 
program. 

LIDEN, E. A. Public Service Electric it Gas Co. of New Jersey. 
84/01/27. MARTIN. T. T. Division of Engineering it Technical 
Programs. 30pp. 25527:261. 24X Fiche: 50-272. 84/07/02. 84071 10225. 


8407240391 Forwards Exam Repts 50-272/84-18 i. 50-311/84-18 on 
840514-18. 

STAROSTECKI, R, Division of Project i. Resident Programs. 84/07/02. 
UDERITZ.R.A. Public Service Electric 8; Gas Co. of New Jersey, 2pp, 
25730:171. 24X Fiche: 50-272 , 84/07/02, 8407240391 . 


— 8407240404 Exam Repts 50-272/84-18 it 50-311/84-18 on 84051 4-18. Exam 
results : written, oral it simulator exams administered to eight 
senior reactor operators S', two instructor candidates. One 
senior reactor operator failed. All other candidates passed. 
JOHNSON, D. F. . KELLY, R.M. Region 1. Office of Director. 84/06/28. 
54pp. 25730:173. 24X Fi c he : 50-272, 84/07/02, 8407240391. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants, '' Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che: 50-000. 84/07 / 05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fi che: 50-000. 84/07/05. 8407030089, 

8407100256 Discusses format for 840719 bimonthly mgt meeting at Region 
I re util progress in completing action plan for improving 
nuclear dept op erat i ons. Lis t ing of recent insp findings 
encl. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/07/05. 
UDERITZ.R. Public Service Electric it. Gas Co. of New Jersey. 4pp. 
25513: 115. 24X Fiche: 50-272. 84/07/05. 8407100256. 


8407260176 Forwards IE Insp Repts 50-272/84-19 it. 50-311/84-19 on 
840509-0608. No violations noted. 

STAROSTECKI, R. Division of Project i. Resident Programs. 84/07/05. 
UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
25780:346. 24X Fiche: 50-272 . 84/07/05, 8407260176. 


- — 8407260181 IE Insp Repts 50-272/84-19 it 50-311/84-19 on 840509-0608, No 
violations noted. Major areas inspec ted: LER review, 
operational safety ver i f i cat ion, survei llance. maint, ESF sys. 
operating events it safety review group post-trip reviews. 

LINVILLE. J. C. , SUMMERS, R. J. Region 1, Office of Director. 

NORRHOLM. L, J. Division of Project 3k Resident Programs. 84/06/27, 
13pp. 25780:348. 24X Fiche: 50-272, 84/07/05. 8407260176. 

8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Eng i neer ing 
Response (Post 830103). 04/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi che: 50-000. 84/07 / 06. 84070 50274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che: 50-000. 84/07/10, 8407060251 . 


8407300365 Forwards IE Insp Repts 50-272/84-16 it 50-311/84-16 on 
840430-0504.08-10 it 18 it notice of violation. 

MARTIN, T. T. Division of Engineering 3k Technical Programs, 84/07/10. 
UDERITZ.R.A. Public Service Electric Gas Co. of New Jersey. 3pp. 
25815: 162. 24X Fiche: 50-272.84/07/10,8407300365. 


— 8407300368 Notice of violation from insp on 840430-0504,08-10 S< 18. 

* Region 1. Office of Director. 84/07/10. 2pp. 25815: 165. 24X 

Fiche : 50-272, 84/07/10. 8407300365. 


— 8407300375 IE Insp Repts 50-272/84-16 it 50-311/84-16 on 040430-0504, 
08-10 it 18. Nonconpliance noted: mgt failed to take adequate 
measures to correct discrepancies in master equipment list 3k 
failure to follow procedures re storage c lassi f icati on. 

HARPSTER, T. L. . WOODARD. C. H. , CHEUNG. L. S. Region 1, Office of 
Director. 84/06/28. lipp. 25815:167. 24X Fiche: 50-272. 84/07/10, 

8407300365. 


8407270405 Forward IE Enforcement Conference Rept 30-311/84-25 on 
840627. Safety significance of containment ventilation 
isolation-gaseous activity channel Ik other violations under 
consideration to determine enforcement policy, 

STAROSTECKI. R. Division of Project 3k Resident Programs. 84/07/11. 
UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 2pp. 
25794:086. 24X Fiche; 50-31 1 , 84/07/1 1. 8407270405. 
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— 9407270415 IE Enforcement Conference Rept 50-311/84-25 on 840627. 
Violations disc ussed : inoperab i I i ty of containment 
ventilation isolation-gaseous activity channel & degree of 
mgt oversight of plant operations. 

LINVILLE. J. C. 1 SUMMERS. R. J. i NORRHQLM, L. J. Region 1. Office of 
Director. 84/07/06. 3pp. 25794:088. 24X Fi c h e: 50-311 . 84/07/ 1 1. 

8407270405. 


8407250265 Responds to IE Bulletin 84-02 re failures of GE Type HFA 
relays in Class IE safety sy s. Presently, 128 relays lu/Lexan 
or nylon-coil spools ins tal 1 ed . A1 1 coils will be replaced 
by Mar 1986. 

LIDEt4.E.A. Public Service Electric S' Gas Co. of New Jersey. 
84/07/13. MURLEY, T. E. Region 1. Office of Director. 4pp. 
25736:324. 24X Fiche: 50-272. 84/07/ 13, 8407250265. 


8407230079 IE Info Notice 84-58. “Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S., Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


R, Periodic operating reports & related correspondence 


8407230012 Rev to monthly operating rept for June 1984. W/a40716 Itr. 
ZUPKO. J. M. Public Service Electric Z: Gas Co. of New Jersey. 
84/06/30. 2pp. 25706:029. 24X Fi c h e : 50-31 1. 84/06/30, 8407230012. 


8407250310 Monthly operating rept for June 1984. W/840710 Itr. 

MILLER. J.M., ZUPKO. J.M. Public Ser vi c e Elec tr ic 6 Gas Co. of New 
Jersey. 84/06/30. 10pp. 25754:265. 24X Fiche : 50-31 1 - 84/06/30, 

8407250310. 


S. Reportable occurrences. LERs & related correspondence 


8407240354 Forwards engineering evaluation of “Events Involving 
Undetected Unavailability of Turbine Driven Auxiliary 
Feedwater Train," Events of minor safety significance & no 
further action req.uired. 

TRASER.E. A. Nonreactor Assessment Staff. 84/06/15. HELTEMES. C. J. 
Director's Office. Ip. 25752:352. 24X Fich e : 50-000. 84/06/15, 

8407240354. 


— 8407240357 “Events Involving Undetected Unava i lab i 1 ity of Turbine 
Driven Auxiliary Feedwater Train," engineering evaluation 
rept. 

TRAGER, E. A. Nonreactor Assessment Staff. 84/06/15, 10pp. 

25752: 353. 24X Fiche; 50-000, 84/06/15,8407240354. 


8407020315 LER 84-014-00: on 840528, dur ing containment pressure relief, 
utilizing gaseous activity monitor 2R41C, setpoint not 
reduced. Caused by failure to follow operating procedure. 

Personnel counseled & procedure revi ewed. W/840627 Itr. 

RUPP,J. L. , ZUPKQ, J. M, Public Service Electric 4 Gas Co. of New 
Jersey. 84/06/27. 5pp. 25216:210. 24X Fic he : 50-31 1, 84/06/27, 

8407020315. 


8407090095 LER 84-015-00; on 840530, reac tor tripped from iOY. power 
during shutdown. Caused by conservative setpoint value 4. 
excessively large reset deadband of inter.-nediate range 
high flux trip bi stab les. Setpoint reset. W/840629 Itr. 

RUPP,J.L., ZUPKO, J. M. Public Service Electric 4, Gas Co. of New 
Jersey. 84/06/29, 5pp. 25442.139. 24X Fiche: 50-311, 84/06/29, 

8407090095. 


8407110190 Submits rept of managed maint program implementation per 
830506 confirmatory order issued as result of Unit 1 
reactor trip breaker failure. 

LIDEN, E. A. Public Service Electric 4 Gas Co. of New Jersey. 

84/06/29. VARGA, S. A. Operating Reactors Branch 1, 2pp. 25522:003. 
V06/29, 8407110190. 


8407100494 PNa-I-84-059A: on 840705, unit shut down due to through-wall 
cracks in 8-inch charging pump common suction line near vent 
valve 20^372. NRC inspectors ■?: specialist on site to monitor 
evaluation 4. repair. Repa ir outage expected to last 1 wk. 

LINVILLE, J. , NDRRHOLM, L. Region 1, Office of Director. 84/07/06. 
Ip. 25464:124. 24X Fi c h e ; 50-31 1 , 84/07/06, 8407 1 00494. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, c onf irming 840712 tel con. C 1 osure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P. Westinghouse Electric Corp. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche ; 50-000, 84/07/13, 8407250326. 


8407310198 PNS-I-S4-015; on 840719, small quantity of marijuana found in 
central alarm station { CAS >. Invest i g at ion proved that 
security guard stored substance in CAS. Guard employment 
terminated on 840724. 

MADDEN, W. , KEIMIG, R. Region 1, Office of Director. 84/07/25. Ip. 
25834:305. 24X Fi c h e : 50-271 , 84/07/25, 840731 0 198. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i c an ts . Svc list 
end. 

EISENH'JT. D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407240391 Forwards Exam Repts 50-272/84-18 ?y. 50-311/84-18 on 
040514-18. 

STAROSTECKI, R. Division of Project fy. Resident Programs. 84/07/02. 
UDERITZ.R.A. Public Service Electric Gas Co. of New Jersey. 2pp. 
25730:171. 24X Fi ch e : 50-272, 84/07/02, 8407240391 . 


-8407240404 Exam Repts 50-272/84-18 50-311/84-18 on 84051 4-18. Exam 

results; written, oral b. simulator exams administered to eight 
senior reactor operators 8< two instructor cand idates. One 
senior reactor operator failed. All other candidates passed. 
JOHNSON, D. F, Region 1, Office of Director, 84/06/28. 54pp. 

25730:173. 24X Fi c h e : 50-272, 84/07/02, B407240391 . 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs.NSSS vend ors, reactor vendors S: AEs. re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications S< exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency b. fire protection plans 


8407100381 Rev 16 to Emergency Plan AP 500, Section 8. 0. W/840629 
transmittal form. 

* Sacramento Municipal Utility District. 04/06/29. 242pp. 

25462:011. 24X Fiche : 50-312. 84/06/29, 8407100381. 


8407090238 Discusses resolution of SER for environ qualification of 
saf ety-related electrical equipment, per 840516 meeting. App 
R project will be completed by 830331 . Related info end. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 04/07/02. 
STOLZ, J. F. Operating Reactors Branch 4, 113pp. 25442:230. 24X 

Fiche; 50-312, 84/07/02, 8407090238. 


8407100367 Forwards Emergency Preparedness Maint Ltr 17. Revs to plan b 
implementing procedures included. 

RODRIGUEZ, R, U, Sacramento Municipal Utility District. 84/07/03. 
Record Services Branch (Document Control Desk). 3pp. 25510:360. 

24X Fiche- 50-312, 84/07/03, 8407100367. 
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8407180107 Summary of 840515 meeting lu/SMUD re implementation of App R 
fire protection rule. List of attendees end. 

MINER/ S. Operating Reactors Branch 4. 84/07/10. Operating 

Reactors Branch 4. 13pp. 25665:328 24X Fi che : 50-312. 84/07/10» 

8407180107. 


8407180054 Forwards request for addl info re 830712 proposed Amend 83/ 
Suppl 1 to Tech Specs to reflect mods to auxiliary, 
electrical fire de tec t i on/ supp r ess i on sys. Response 
requested within 45 days of 1 tr receipt. 

RIVENBARK/G. W. Operating Reactors Branch 4. 84/07/12. 

RODRIGUEZ i R . J. Sacramento Municipal Utility District, 3pp. 
25654:341. 24X Fi ch e: 50-312, 84/07/12. 8407180054. 


8407230041 Advises that installation of Sirens A6 S: AS cance led. based 
on results of Acoustic Tec hno 1 og y . Inc ambient noise survey, 
pending FEMA eva luat ion, p er 840323 commitment to install 
addl sirens within 10-nile emergency planning zone. 

RODRIGUEZ, R. ,J. Sacra.mento Municipal Utility District. 84/07/13. 
MARTIN/ J. B. Region 5. Office of Director. 2pp. 25706:006. 24X 

Fiche: 50-312, 84/07/13, 8407230041. 


S4073001S2 Forwards updates re implementation of commitments on 
emergency response capab i 1 i t i es. p er Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). Amend to end schedule to 840221 order 
requested . Cycle 7 refueling outage to commence in Jan 1985. 
RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/07/24. 
EISENHUT, D. G. Division of Licensing. 2pp. 25803:137. 24X 

Fiche: 50-312, 84/07/24, 8407300182. 


8407300191 Revises 840104 proposed mod, reso 1 ving concerns re requested 
exemption of Electrical Penetration Area 34 from Section 
III.G. 2 of App R to 10CFR50. Penetrati on area contains 
redundant safe shutdown circuits for decay heat sys. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District, 84/07/24. 
STOLZ.J.F, Operating Reactors Branch 4. 2pp. 25803:011. 24X 

Fiche: 50-312. 84/07/24, 8407300191. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530, 

RAY, C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/19, 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fiche: 50-000, 84/06/19, 8406250001 . 


K. Utility Final Safety Analysis Report (FSAR) amends 


8407260205 Forwards Amend 2 to updated FSAR. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/07/23. 
STOLZ/J. F. Operating Reactors Branch 4. Ip. 25787:001. 24X 

Fiche: 50-312. 84/07/23, 8407260205. 


— 8407260211 Amend 2 to updated FSAR. 

•» Sacramento Municipal Utility District. 84/07/31. 400pp. 

25787:002. 24X Fiche : 50-312, 84/07/23. 8407260205. 


P. Operating license stage documents J; correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 83-72 Board Notifications 83-128 83-1284, 

Foruards Apps C D doc uments. Sear ch continuing. 

FELTON, J.M. Division of Rules and Records. 84/04/13, JORDAN, W. S. 
Harmon 8,. Weiss. 7pp. 25584:078. 24X Fic he : 50-000, 84/04/ 13. 
8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs.EPRI tests on PORVs showed that valves 
mfg by Dresser Industries Ss Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13. 8407130037. 


8407130156 Further response to FQIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 it 
83—72 Forwards App F documents. App G documents withheld 
(ref FOIA Exemptions 4 & 5). 

FELTON. J.M. Division of Rules and Records. 84/04/23. JORDAN. W. S. 
Harmon 8: Weiss. Spp. 25586:213. 24X Fic he : 50-000. 84/04/23. 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J.P. Assistant Director for Comp. 8< Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA, F. J. Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fiche: 50-000, 84/04/23. 

8407130156. 


8407170399 Forwards addl info re proposed Amend 97 specifying phase 
imbalanc e/underpower reactor coolant pump instrumentation 
in lieu of terminology used. Four oversize drawings end. 

Aperture cards available in PDR. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/06/26. 
EISENHUT, D. G. Division of Licensing. 3pp. 256 1 3:003. 24X 

Fiche: 50-312, 84/06/26, 8407170399. 


8407030215 Forwards response to 830824 request for addl info on 
NUREG-0737, Item II. F. 2, ' Detection of Inadequate Core 
Cooling." hot leg level monitor, reactor coolant pump it 
subcooling margin non itor . Des ign description of sys encl. 
RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/06/28. 
STOLZ.J.F. Operating Reactors Branch 4. 138pp. 25238:178. 24X 

Fiche: 50-312, 84/06/28, 8407030215. 


8407130376 Forwards Amend 54 to License DPR-54 & safety evaluation. 
Amend changes surveillance interval for calibr of three area 
radiation monitors inside containment from quarterly to 
every refueling outage, 

MINER. S. Operating Reactors Branch 4, 84/06/29. RODR IGUEZ. R. J. 

Sacramento Municipal Utility District. 2pp. 25379:343. 24X 

Fiche: 50-312, 84/06/29. 8407130376. 


— 8407130377 Amend 54 to License DPR-54, chang ing surveillance inteirval 
for calibr of three area radiation monitors inside 
containment from quarterly to every refueling outage. 

R IVENBARK, G. W. Operating Reactors Branch 4. 84/06/29. 4pp. 

25579:345. 24X Fiche: 50-312, 84/06/29. 8407130376. 


— 8407130380 Safety evaluation supporting Amend 54 to License DPR-S4. 

* Office of Nuclear Reactor Regulation, Director, 84/06/29. 5pp. 
25579:349. 24X Fiche: 50-312, 84/06/29. 8407130376. 


8407200298 Forwards safety evaluation re low temp overpressure 
protection (Multi-Plant Action B-4 ). Proposed 500 psig PORV 
setpoint unacceptab le. per 10CFR50,App G limits. Addl info 
provided on 840413 currently under review. 

RIVENBARK.G. Operating Reactors Branch 4. 84/06/29. RODR IGUEZ. R. J. 

Sacramento Municipal Utility District. 3pp. 25697:274. 24X 

Fiche: 50-312. 84/06/29. 8407200298. 


— 8407200299 Safety evaluation re overpressure mitigation sys. Proposed 
administrative controls it mods acceptable. Licensee has not 
demonstrated that proposed PORV 500 psig setpoints meet 
10CFR50, App 0 limits. 

NRC - No Detailed Affiliation Given. 84/06/29. 13pp. 

25697:277. 24X Fiche: 50-312, 84/06/29, 8407200298. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Sve list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407090238 Discusses resolution of SER for environ qualification of 
safety-related electrical equ i pment, per 840516 meeting. App 
R project will be completed by 350331. Related info encl. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District. 84/07/02. 
STOLZ.J.F. Operating Reactors Branch 4. U3pp. 25442:230. 24X 

Fiche: 50-312. 84/07/02, 8407090238. 


8407180205 Forwards Rev 2 to "Control Room Hab i tab i 1 ity /Tech n i cal 
Support Ctr, " per NURFQ-0737, Item II I. D. 3. 4. Rept deletes 
requirements for ammonia detectors 8< emergency food it water 
supply for control room. 

RODRIGUEZ, R, J. Sacramento Municipal Utility District, 84/07/05. 
STOLZ.J.F. Operating Reactors Branch 4. 2pp. 25642:225. 24X 

Fiche: 50-312, 84/07/05, 8407180205. 


— 8407180210 Rev 2 to "Control Room Hab i tab i 1 i ty /Technica 1 Support Ctr." 
* Sacramento Municipal Utility District. 84/04/30. 40pp, 

25642:227. 24X Fi ch e : 50-3 12, 84/07/05, 8407180205. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Sve list end. 
EISENHUT. D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co, of Neu York. Inc. 17pp. 25602:012 . 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407230140 Forwards V Nosh kin draft rept on findings of sampling 
program conducted at offsite ponds during Apr 1984, per 
840710 request. Draft rept can stand as final. 

MATTIMOE, J. J. Sacramento Municipal Utility District. 84/07/11. 
MARTIN, J. B, Region 5, Office of Director. 19pp. 25705:088. 24X 

Fiche: 50-312.84/07/11, 8407230140. 
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8407240330 Provides addl info re out-of-svc time not in agreement 
u/STS. per 831026 Proposed Amend 101 concerning definition of 
operab I e, Plant designed u/redundant nuclear safety feature 
sys. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. 84/07/11. 
EISFNHUT, D. 0. Division of Licensing. 2pp, 25716:353. 24X 

Fiche; 50-312# 84/07/1 1 # 8407240330. 


8407240611 Foruards Amend 55 to License DPR-54 t: safety evaluation. 
Amend revises Tech Specs for RCS pressure-temp limits for 
operation to 8 EFPY. 

RIVENOARK. G. W. Operating Reactors Branch 4. 84/07/11. 

RODRIGUEZ. R. U. Sacramento Municipal Utility District. 2pp. 
25751:257. 24X Fi c h e : 50-312# 84/07/1 1 . 840724061 1 . 


8407240531 Notification of 840731 meeting w/util in Bethesda.MD to 
discuss proposed license amend re integrated schedule. 

MINOR.S, Operating Reactors Branch 4. 84/07/18. STOLZ. U F 

Operating Reactors Branch 4, 2pp. 25731:352. 24X 

Fiche: 50-312, 84/07/18. 8407240531 


8407240131 Forwards proprietary EAW-1793P, "Fracture Toughness Test 
Results From Capsule RSl-D#Rancho Seco.Unit 1 - Reactor ^ 

Vessel Matl Surveillance Program," Rept withheld 
<ref 10CFR2. 790). 

RODRIGUEZ# R. J. Sacramento Municipal Utility District, 84/07/19 
STOLZ# J.F. Operating Reactors Branch 4, Ip. 25723- lao nAv 
Fiche: 50-312# 84/07/19. 8407240131. ' 


— 8407240615 Amend 55 to License DPR-54, c hang ing Tech Specs for RCS 
pressure-temp limits for operation to 8 EFPY. 

RIVENBARK# G. W. Operating Reactors Branch 4, 84/07/11. 8pp. 

25751:259. 24X Fi c h e : 50-3 12. 84/07/ 11 . 840724061 1 , 


--8407240618 Safety evaluation supporting Amend 55 to License DPR-54. 

* Office of Nuclear Reactor Regulation# Director. 84/07/11. 4pp. 
25751:267. 24X F i c h e : 50-312# 84/07/ 1 1 , 840724061 1 . 


8407250329 Forwards response to 840517 request for addl info re 
proposed Amend 94 to License DPR-54j concerning calibr of 
nuclear instrumentation. Change to Tech Specs eliminates 
need for recalibr during down-power transient. 

RODRIGUEZ. R. J, Sacramento Municipal Utility District. 84/07/11. 
STOLZ. J. Operating Reactors Branch 4. 2pp. 25740:345. 24X 

Fiche: 50-312.84/07/11. 8407250329. 


8407180054 Forwards request for addl info re 830712 proposed Amend 83# 
Suppi 1 to Tech Specs to reflect mods to auxiliary, 
electrical 4<. fire detection/suppression sys. Response 
requested within 45 days of Itr receipt. 

R IVENBARK. G. W. Operating Reactors Branch 4. 84/07/12. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. 3pp. 
25654:341. 24X Fiche: 50-312# 84/07/12# 8407180054. 


Q. Inspection reports. IE Bulletins S#, correspondence 


8407190124 Forwards Exam Rept 50-312/0L-84-01 on 840521-0602 

PATE# R. J. Region 5# Office of Director. 84/06/25, RODRIOUEZ.R J 
Sacramento Municipal Utility District. 2pp, 25686’287 24X * 

Fiche: 50-312. 84/06/25# 8407190124. 


--8407190129 Exam Rept 50-312/OL-84-01 on 840521-0602. Exam results-all 
candidates it instructors passed written oral exams. 

0 'BRIEN. J. P. # MILLER.L. F. Region 5, Office of Director 

69pp. 25686:289. 24X Fiche: 50-312, 84/06/25, 8407190124 


84/06/20. 


8406250214 IE Info Notice 84-51# "Independent Verification." Svc list 

JORDAN# E. L. Division of Emergency Preparedness S#, Engineerincj 
Response (Post 830103). 84/06/26. Consolidated Edison Co of w#.,, 

York# Inc. 154pp. 25535:160. 24X Fi c he : 50-000# 84/06/26, 84062502l3l. 


8406280311 IE Info Notice 84-52# "Inadequate Matl Procurement Control* 
on Part of Licensees Vendors." Svc list encl. 

JORDAN# E.L. Division of Emergency Preparedness «#. Engineerino 
Response (Post 830103). 84/06/29. Consolidated Edison Co o-P w#.,# 

York. Inc 124pp. 25602.151, 2^^ Fi c he : 50-000, 84/06/29# 84062S03U 


8407170407 Foruards "Reg Guide 1.97 Position" re instrumentation for 
light water-cooled nuclear power plants to assess plant Zt 
environ conditions during following accident, Rept suppi 
due by 840915. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. 84/07/13. 
STOLZ# J. F. Operating Reactors Branch 4. 2pp. 25614:045. 24X 

Fiche: 50-312. 84/07/13. 8407170407. 


— 8407170412 "Reg Guide 1.97 Position. " 

* Sacramento Municipal Utility District. 84/07/13. 42pp. 

25614:047. 24X Fiche: 50-312. 84/07/13# 8407170407. 


8407200090 Forwards response to NRC 840524 Questions 1-7 1 1 re Cycle 

7 reload rept# Vol 1. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. 84/07/13. 
STOLZ# J. F. Operating Reactors Branch 4. 18pp. 25693:137, 24X 

Fiche: 50-312# 84/07/13# 8407200090. 


8407230163 Forwards "ALARA Offsite Discharge Options" it discussion of 
environ study to determine realistic pathway for past 
releases from plant. Requests approval for storage It 
evaporation in onsite pond. 

RODRIGUEZ# R. J. Sacramento Municipal Utility District. 84/07/13. 
MARTIN# J. B. Region 5# Office of Director. 4pp. 25704:302. 24X 

Fiche: 50-312, 84/07/13# 8407230163. 


— 8407230165 "ALARA Offsite Discharge Options. " 

* Bechtel Corp. 84/06/30. 39pp. 25704:306. 24X 

Fiche; 50-312# 84/07/13, 8407230163, 

8407190130 Forwards living schedule in response to NRC info request to 
cojJJPlet® review of util 840531 request for amend to License 
■"O mods scheduled for next 


8407090238 Discusses resolution of SER for environ qualification of 
safety-related electrical equ i pmen t . p er 840516 meeting. App 
R project will be completed by 850331 . Rela ted info end. 

RODR IGUEZ # R. J. Sacramento Municipal Utility District, 84/07/02 
STOLZ# J. F. Operating Reactors Branch 4. Ii3pp 25442' 230 c» 4 y 
F iche: 50-312. 84/07/02# 8407090238. ' 


B407130307 Responds to NRC Itr re violations noted in IE Insp Rent 
50—312/84—01 on 840224-0426. Newly approved procedures held 
pending completion of internal audit of procedure manuals. 
Violation should not have been cited. 

RODRIGUEZ, R, J. Sacramento Municipal Utility District. 84/07/02 
MARTIN# J. B. Region 5. Office of Director. 3pp, 25565 020 oay 
F iche; 50-312. 84/07/02, 8407130307. ' 


8407030005 IE Info Notice 84-53, "Info re Use of Loctite 242 Zt Other 
Anaerobic Adhesive/Sealan ts, " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness i5< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co of New 

York# Inc, 119pp. 25602:276, 24X Fi c he ; 50-000, 84/07/05. 8407030085 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation ?< Calculations Supporting Nuclear Power Plant 
Design." Svc list encl, 

JORDAN# E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 030103). 84/07/05. Consolidated Edison Co of New 

York# Inc. 122pp. 25602:032. 24X P 1 c he : 50-000# 84/07/03# 8407030089, 


0407050274 IE Info Notice 84-55# "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN# E.L. Division of Emergency Preparedness Zt Engineerino 
Response (Post S301O3), 84/07/06, Consolidated Edison Co. of Neu 

York. Inc. 236pp. 25865:286, 24X Fi c he , 50-000# 84/07/06# 8407030274. 


0407060231 IE Info Notice 84-56# "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York# Inc. 120pp. 25865:166, 24X Fi c he ; 50-000# 84/07/10# B407060251, 


8407200067 Submits results of review of use of GE HFA relays# in 
response to IE Bulletin 84-02, New operable coils will be 
ordered & installed at next refueling outage.No addl monthly 
insp planned. 

RODRIGUEZ# R. J, Sacramento Municipal Utility District. 04/07/12. 
DEYOUNG#R,C. Director's Office# Office of Inspection and 
Enforcement. 2 pp. 25693:089, 24X Fi che : 50-312# 84/07/12# 8407200067. 
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--8407250524 Notice of violation from insp on S40427-0615. 

YOUNG, T. Region 5, Office of Director. 84/07/13, 2pp. 
25764:204. 24X Fi c h e : 50-3 12, 84/07/ 1 3, 84072505 1 8, 


— S4072S0529 IE Insp Rept 50-312/84-09 on 840427-061 5. Noncompl iance 
noted ; p ower range nuclear instruments greater than calibr 
thermal power specs. 

ECKHARDT, U, H. , PEREZ, O.P., YOUNG, T. Region 5, Office of Director. 
84/07/10. 5pp. 25764:206. 24X Fi c h e: 50-312, 84/07/ 13, 8407250518. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness S'. Engineering 
Response (Post 830103), 84/07/25, Consolidated Edison Co. of New 

York, Inc. 109pp. 26057:245, 24X Fi c he : 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports related correspondence 


0407190379 Monthly operating rept for June 1984. W/840712 Itr. 

COLOMBO, R. , RODRIGUEZ, R, J. Sacramento Municipal Utility District. 
84/06/30, 7pp, 25681:313, 24X Fi c h e : 50-3 12, 84/06/30, 84071 90379. 


S. Reportable occurrences, LERs related correspondence 


8407240348 Forwards technical review of "Contamination of Nitrogen Sys 
at SMUD. " No further actions required, 

EL-ZEFTAWY, M. Reactor Operations Analysis Branch. 84/06/18, 
SEYFRIT,K.U. Reactor Operations Analysis Branch. Ip. 25753:001. 
24X Fiche: 50-312, 84/06/18, 8407240348, 


— 8407240351 "Contaminat ion of Nitrogen Sys at SMUD," technical review 
rep t. 

EL-ZEFTAWY, M. Reactor Operations Analysis Branch. 84/06/18. 6pp. 
25753:002. 24X F i c h e : 50-3 1 2, 84/06/ 1 8, 8407240348. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm cap screws , c y 1 inder head studs, air 
start valve capscrews, fuel oil injection tub ing, DSR-48 
connecting rods crankshaft. 

RAYfC.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/20. 
BERLINGER,C, Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fiche: 50-000, 84/06/20, 

8407120321, 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B, Failure Analysis Associates. 84/05/17. 3pp, 
25549:140. 24X Fi c h e : 50-000, 84/06/20, 8407 120321 . 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48." 
YANG, R. Transamerica Delaval, Inc, 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000, 84/06/20, 8407120321, 


— 8407120425 "Rocker Arm Suppl Calculation," 

D 'AMATO, J, Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fi c h e : 50-000, 84/06/20, 8407 120321 . 


B407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants Si NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY,C.L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172 24X Fiche: 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants S 
NRC. " 

RAYfC.L, TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20. - 
2Bpp. 25707:174, 24X F i c h e : 50-000, 84/06/20, 8407230 126. 


S407160136 Special Rept 84-02; on 840607, sampl e for fire pump diesel 
engine fuel storage tank taken on 840308 did not include 
analysis for water S sed iment. Caused by Chem-Rad personnel 
not using recent rev of data sheets. 

RODRIGUEZ, R. J, Sacramento Municipal Utility District, 84/06/22. 
MARTIN. J. B. Region 5, Office of Director, 2pp. 25600:207. 24X 

Fiche; 50-312, 84/06/22, S407160136. 


8407090037 LER 84-018-00: on 840601, trans i ent experienced on main 
feedwater loop B due to spurious closure of main feedwater. B 
startup t-. block va Ives. Caused by short of two pressure 
switches in main steam line break 1 og i c . W/S40627 Itr. 

COLOMBO, R. W. , RODR IG'JEZ, R. J, Sacramento Municipal Utility District. 
84/06/29. MARTIN, J.B. Region 5, Office of Director, 3pp. 
25442:132. 24X Fi ch e : 50-312, 84/06/29, 8407090087. 


8407090106 Comment's on BNWL draft rept, "Review 8< Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate S<. logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp, 25443: 3<10. 24X Fi che: 50-000, 84/07/03, 8407090106. 

8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NO to discuss open issues in Phase 1 component 
review fy. BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05, BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50— 000, 84/07/05, 

8407110433. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imp erf ect ion. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review." 

RAY, C.L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, S407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone fy Webster Engineering Carp, 84/07/31. 29pp. 25668:296. 

24X Fiche; 50-000, 84/07/16, 840719024?. 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J.B. TDI 

( Transamer i ca Delaval, Inc. ) Owners Group. 2pp. 25791; 167. 24X 

Fiche: 50-000, 84/07/16, B407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161, 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000, 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
c rank sh af t< cy 1 ind er heads S<. connecting rods, 

BERLINGER, C. H, Division of Licensing, 84/07/23. GEORGE, J, B. TDI 
( Transamerica Delaval, Inc. > Owners Group, 10pp. 25816:305. 24X 

Fiche: 50-000, 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis," prepared for TDI Diesel 
Generator Owners Group. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fi ch e : 50-000, 84/07/24, 8407300301 . 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000,84/07/24, 8407300301, 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25328:239. 24X Fic h e : 50-000. 84/07/26, 8407310248. 


V. Operator Examinations 


8407190124 Forwards Exam Rept 50-312/0L-84-01 on 840521-0602, 

PATE, R.J. Region 5, Office of Director. 84/06/25, RODRIGUEZ, R. J. 
Sacramento Municipal Utility District. 2pp. 25686:287. 24X 

Fiche: 50-312, 84/06/25, 8407190124. 
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— 8407190129 Exam Rept 50-312/0L-a4-0l on 840521-0602. Exam results: all 
candidates instructors passed written & oral exams. 

Q'BRIENi J, P. . MILLER, L.F. Region 5, Office of Director. 84/06/20. 
69pp. 25686:289. 24X Fi ch e: 50-312, 84/06/25, 8407190124. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S.: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1 . 

EISENHUT, D. G. Division of Licensing, B4/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs, NSSS vendors , r eac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications U exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency fire protection plans 


8407240374 Public version of revised emergency plan implementing 
procedures, inc luding Procedure 1903. 40, Rev 4 re duties of 
emergency evacuation team Zi 1903. 41, Rev 4 re duties of 
emergency fire team. W/e30623 transmittal ltr S-. release memo. 

LEVINE, U.M. Arkansas Power & Light Co. 83/06/23. 31pp. 25753:021. 

24X Fiche: 50-313, 83/06/23,8407240374. 


8407050204 Submits updated status of efforts to implement final phase 
of upgrade to security sys. Original schedule submitted on 
830219. Addl 60 man-months required to complete software 
d evelopment. 

MARSHALL, U. R. Arkansas Power S; Light Co. 84/05/23. DENISE, R.P. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
25297:288. 24X Fiche; 50-313, 84/05/23, 8407050204. 


8407240362 Public version of Rev 5 to Emergency Plan Procedure 1903.61, 
"Conmun ications Equipment Test S. " W/JM Felton 840717 memo. 

* Arkansas Power Light Co. 84/06/25. 6pp. 25751:353. 24X 

Fiche: 50-313, 84/06/25, 8407240362. 


8407030171 Forwards "Safety Parameter Display Sys SAR," in response to 
NUREO-0737, Supp 1 1, Section 4,2 per Generic Ltr 82-33. 

Existing capabilities & proposed mods discussed. Five 
critical safety functions fully addressed. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/06/29. EISENHUT, D. 0. 
Division of Licensing. 2pp. 25234:261. 24X Fiche: 50-313, 84/06/29, 

8407030171. 


--8407030178 "Safety Parameter Display Sys SAR. '* 

* Arkansas Power & Light Co. 84/06/29. 23pp. 25234:263. 24X 

Fiche: 50-313, 84/06/29, 8407030171 . 


0407230397 Public version of Rev 13 to Emergency Plan Procedure 
1903. 10, "Emergency Action Level Response. " W/JM Felton 
840717 release memo. 

LEVINE, J. M. Arkansas Power & Light Co. 84/06/29. 23pp. 25726:101. 

24X Fiche: 50-313, 84/06/29,8407230397. 


8407240461 Forwards public version of Rev 13 to Emergency Plan 
Procedure 1903,10, “Emergency Action Level Response." 

W/JM Felton 840717 memo. 

* Arkansas Power t>. Light Co. 84/06/29. NRC - No Detailed 
Affiliation Given. 3pp. 25751:290. 24X Fiche: 50-313, 84/06/29, 

8407240461. 


— 8407240482 Public version of Rev 13 to Emergency Plan Procedure 
1903. 10, "Emergency Action Level Response. " W/JM Felton 
840717 release memo. 

* Arkansas Power & Light Co. 84/06/28. 19pp. 25751:292. 24X 

Fiche: 50-313, 84/06/29, 8407240461. 


8407130064 Ac k receipt of 840525 ltr informing NRC of steps taken to 
address open items in IE Insp Repts 50-313/84-08 & 

50-368/84-08. 

JOHNSON, E. H. Region 4, Office of Director. 84/07/09, GRIFFIN, J.M. 
Arkansas Power & Light Co. 2pp. 25562:055. 24X 

Fiche: 50-313, 84/07/09, 8407130064. 


0407130067 Responds to NRC 840427 ltr re open items noted in IE Insp 
Repts 50-313/84-08 & 50-368/84-08, Items include transfer of 
protective action info & dose assessment from control room 
to technical support ctr. 

MARSHALL, J. R, Arkansas Power It Light Co. 84/05/25. COLLINS, J. T, 
Region 4, Office of Director, Spp. 25562:057. 24X 

Fiche: 50-313, 84/07/09, 8407130064. 


8407250330 Forwards info in response to NRC 840530 ltr re specific 
methods used in writing emergency operating procedures. 
Plant-specific technical guidelines for Unit 2 will be 
submitted on 841101. 

MARSHALL, J. R. Arkansas Power Light Co, 84/07/17, MILLER, J.R. 
Operating Reactors Branch 3. ST0L2, J, F. Operating Reactors Branch 
4. 3pp. 25743:062. 24X Fi ch e: 50-31 3, 84/07/ 17, 8407250380. 


— 8407250382 Rev 10 to Procedure 1000, 05, "Procedure Format it Content. 
LEVINE, J. M. Arkansas Power S; Light Co. 83/11/07. 81pp. 

25743:065. 24X Fic he : 50-313, 84/07/17, 8407250380. 


— 8407250383 Rev 21 to Procedure 1000. 06, "Procedure Review, Approval it 
Rev Control. " 

LEVINE, J.M. Arkansas Power iy. Light Co. 83/11/11. 30pp. 

25743:146. 24X Fi c h e ; 50-3 13, 84/07/ 1 7, 8407250380, 


— 8407250384 Rev 18 to Procedure 1013.02, "Control of Procedures. 
LEVINE, J.M. Arkansas Power & Light Co. 83/10/18. 31pp. 

25743:176. 24X Fi c h e : 50-3 13, 84/07/ 1 7, 8407250380. 


G. Adjudicatory correspondence 


8407060210 Requests amend to svc list to reflect name change of law 
firm counsel for Arkansas Power Light Co to NS Reynolds, 

B i shop, Liberman, Coo k , Pure e 1 1 & Reynolds. 

REAP, M. E. Bishop, Liberman, Cook, Purcell Sc Reynolds. 84/07/02. 
MILLER, J.R. Operating Reactors Branch 3. Ip. 25426:232. 24X 

Fiche: 50-313, 84/07/02, 8407060210, 


P, Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 ec 83-72 V. Board Notifications 83-128 Sc 83-1284. 

Forwards Apps C S: D d oc umen t s. Sear c h continuing. 

FELTON, J. M, Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon Sc Weiss. 7pp. 25584:078. 24X Fi c h e : 50-000, 84/04/ 13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs.EPRI tests on PORJs showed that valves 
mfg by Dresser Industries Si Target'Rock failed to close. 

DIIANNI,D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 Ik 
83-72. Forwards App F documents . App G documents withheld 
(ref FOIA Exemptions 44! 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon 4c Weiss. Spp. 25586:213. 24X Fi c h e : 50-000, 84/04/23, 

8407130156, 


— 8407130229 Draft memo re review of addl licensee/vendor info concernip 
Dresser PWR pressurirer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J.P, Assistant Director for Comp, it Structures Engineering 
(Post 830201). 84/04/23. MIRAOLIA, F. J. Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fic h®' 50-000, 84/04/23, 

8407130156. 


8407090196 Responds to 840523 request for info on radiation effect on 
boron U chloride analyzers it solution used in analyzers 
re NUREG-0737, Item II. Q. 3, "Post-Accident Sampling Sys. " 

MARSHALL, J. R, Arkansas Power «t Light Co. 84/06/27. STOLZ, J. F. 

Operating Reactors Branch 4. MILLER, J, R. Operating Reactors Branch 

3. 2 pp. 25443:357. 24X Fi c he: 50-313, 84/06/27, 8407090196. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02. 8407020206. 


8407100475 Requests written concurrence that 21,300 gallons of 
protected water sufficient to allow manual switchover to svc 
water, per NRC 840517 request it NUREO-0737, Item II. E, 1. 1. 
MARSHALL, J, R, Arkansas Power S; Light Co. 84/07/03, STOLZ, J. F. 
Operating Reactors Branch 4. 2pp. 25464: 153. 24X 

Fiche; 50-313,84/07/03, 8407100475. 


8407060097 Generic Ltr 84—18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 
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0407170381 Application for amend to Licenses DPR-51 fy. NPF-6i chang ing 
Tech Specs to allou waste gas decay tanks to operate to 
design pressurei per MRC 840201 Itr. 

GRIFFIN, J. M. Arkansas Power & Light Co, 84/07/11, STOLZ> J. F. 
Operating Reactors Branch 4. NILI ,ER, J, R, Operating Reactors Branch 
3. 4pp, 25(f)19:042. 24X F i c h e: 50-3 13, 84/07/ 1 1 , 84071 70381 . 


— 8407170385 Proposed Tech Specs allowing waste gas decay tanks to 
operate to design pressure, 

* Arkansas Power k Light Co, 84/07/11, 7pp, 25619:046. 24X 

Fiche: 50-313, 84/07/11, B407170381, 


8407240199 Submits addl info re proposed sealed source leak testing 
Tech Specs, Location of one area radiation monitor 
incorrectly identified monitor located inside reactor bldg 
at personnel access hatch, 

MARSHALL. J. R, Arkansas Power Light Co, 84/07/19, STOLZ, J. F. 
Operating Reactors Branch 4, MILLER. J, R, Operating Reactors Branch 
3, 2pp, 25719:123. 24X F i c h e: 50-3 13, 84/07/ 19, 8407240199 . 


Q. Inspection reports, IE Bulletins 2, correspondence 


8407100018 Ack receipt of 840207 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Repts 50-313/83-26 t>. 

50-368/83-26. Cone erns re failure to satisfy 2-yr experience 
criteria for radiochemistry technicians discussed, 

JOHNSON. E. H. Region 4, Office of Director, 84/05/14, GRIFFIN, J.M. 
Arkansas Power Z>. Light Co. 3pp. 25519:310. 24X 

Fiche: 50-313, 84/05/14, 8407100018, 


— 8407100023 Responds to NRC 831209 Itr re deviation noted in IE Insp 
Repts 50-313/83-^6 fy 50-368/83-26, Rad ioch emistry technician 
qualifications remain in compliance w/intent of FSAR 
commitments. 

MARSHALL, J, R. Arkansas Power ^ Light Co. 84/02/07. DENISE. R.P. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
25519:313. 24X Fi c h e : 50-313. 84/05/14, 8407100018. 


8407100165 Forwards IE Insp Repts 50-313/84-15 50-368/84-15 on 

840514-18 notice of violation. 

JOHNSON, E.H, Region 4, Office of Director, 84/06/07, GRIFFIN, J.M. 
Arkansas Power it. Light Co. 2pp. 25519:275. 24X 

Fiche: 50-313. 84/06/07, 8407100165. 


— 8407100176 Notice of violation from insp on 840514-18. 

* Region 4. Office of Director. 84/06/07. Ip. 25519:277. 24X 

Fiche: 50-313, 84/06/07, 8407100165. 


--8407100193 IE Insp Repts 50-313/84-15 J., 50-368/84-15 on 840514-18. 
Violation noted : ad, mini stra tive procedures for control of 
design changes did not provide necessary instructions to 
satisfy design verification requirements, 

MURPHY, M, E, , JOHNSON, W. D, , IRELAND, R. E. Region 4, Office of 
Director. 84/06/04. 6pp. 25519:278. 24X Fiche: 50-313, 84/06/07. 

8407100165, 


8407120479 Forwards IE Insp Repts 50-313/84-17 & 50-368/84-17 on 
840501-31. No violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/13. GRIFFIN, J.M. 
Arkansas Power S'. Light Co, 2pp. 25555:101. 24X 

Fiche: 50-313, 84/06/13, 8407120479, 


--8407120482 IE Insp Repts 50-313/84-17 ?y 50-368/84-17 on 840501-31. No 
violations noted. Major areas inspec ted: maint, surveil lance it 
operational safety verification. 

JOHNSON, W. D. , HARREI. L, P. H. Region 4, Office of Director. 

84/06/07. 5pp. 25555:103. 24X Fi c h e: 50-313, 84/06/ 13, 8407120479. 


8407130014 Forwards IE Insp Repts 50-313/84-16 8< 50-368/84-16 on 
840507-09. No violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/06/13. GRIFFIN, J.M. 
Arkansas Power fy Light Co. 2pp. 25562:337. 24X 

Fiche: 50-313, 84/06/13, 8407130014, 


— 8407130018 IE Insp Repts 50-313/84-16 fy 50-368/84-16 on 840507-09. No 
violations or deviations noted. Major areas inspected : off site 
review committee activities it offsite support staff, 

NICHOLAS, J. B. , HARRELL, P. H. , MURRAY, B, Region 4, Office of 
Director. 84/06/05. 5pp. 25562:339. 24X Fiche: 50-313, 84/06/13, 

8407130014. 


8406250214 IE Info Notice 84-51, "Independent Verification." Sve list 
enc X. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, I54pp, 25535:160. 24X Fiche: 50-000, 84/06/26, 0406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 5< Vendors. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 0406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Ad hesive /Sea lants, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che : 50-000, 84/07/05, 8407030085. 


84070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp, 25602:032. 24X Fi c he : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi c he : 50-000. 84/07/06, 8407050274. 


8407130064 Ack receipt of 840525 Itr informing NRC of steps taken to 
address open items in IE Insp Repts 50-313/84-08 & 

50-368/84-08. 

JOHNSON, E. H, Region 4, Office of Director. 84/07/09. GRIFFIN, J.M. 
Arkansas Power it Light Co. 2pp. 25562:055. 24X 

Fiche: 50-313, 84/07/09, 8407130064. 


— 8407130067 Responds to NRC 840427 Itr re open items noted in IE Insp 
Repts 50-313/84-08 8,. 50-368/84-08. Items include transfer of 
protective action info it dose assessment from control room 
to technical support ctr. 

MARSHALL, J, R. Arkansas Power it Light Co. 84/05/25. COLLINS. J. T. 
Region 4, Office of Director, 8pp. 25562:057, 24X 

Fiche: 50-313,84/07/09, 8407130064, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Sve list end. 

JORDAN. E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche; 50-000, 84/07/10, 8407060251, 


8407170389 Forwards vendor insp repts for info it action. Requests 
evaluation cf s i :,r. -1 can: e of reported findings re 
quality i>. ac : ep tub : ^ : ty if product or sve provided by 
vendor. W/o ends. 

HUNTER, D.R. Region 4, Office of Director. 84/07/12. GRIFFIN, J. M. 
Arkansas Power it Light Co. 2pp. 25618:085. 24X 

Fiche: 50-313, 84/07/12, 8407170389. 


8407170284 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/84-12 it 
50-368/84-12. 

JOHNSON, E.H. Region 4, Office of Director, 84/07/13. OR IFFIN, J, M. 
Arkansas Power It Light Co. Ip. 25618:328. 24X 

Fiche: 50-313, 84/07/13, 8407170284, 


— 8407170306 Responds to NRC 840516 Itr re violations noted in IE Insp 
Repts 50-313/84-12 it 50-368/84-12, Correct ive actions: 
combustibles (chem-wipe toweling) removed & daily insp of 
areas outside of controlled access instituted. 

MARSHALL, J. R. Arkansas Power it Light Co. 84/06/08. DENISE, R. P. 
Division of Resident, Reactor Project & Engineering Programs. 2pp. 
25618:329. 24X Fi c h e: 50-313, 84/07/ 13, 8407170284. 


8407200193 Advises that NRC Insp Repts 50-313/84-02,50-368/84-02, 
50-313/84-13 it 50-368/84-13 canceled. Insp repts will be 
issued for numbers, 

JOHNSON, E.H. Region 4, Office of Director. 84/07/16. GRIFFIN, J.M. 
Arkansas Power it Light Co. Ip. 25693:081. 24X 

Fiche: 50-313, 84/07/16, 8407200193. 


8407260239 EN-B4-046; on 840725, notice of violation it proposed 
Imposition of civil penalty in amount of 440,000 to be 
issued. Action based on failure to apply controls for 
procurement 5< installation of saf ety-r elated fasteners. 

KLINOLER, G, , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/18. Ip. 25777:264, 24X Fi che: 50-313, 34/07/18, 

8407260239, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/25, Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245, 24X Fi che: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence 


8407050210 "Annual Environ Rad iological Monitoring Rept, 1983. " W/a40501 
Itr. 

MARSHALL, J. R. Arkansas Power it Light Co, 83/12/31. COLLINS, J. T. 
Region 4, Office of Director, 71pp, 25410: 139. 24X 

Fiche-: 50-313, 83/12/31, 8407050210. 



840702037S Monthly operating rept for May 1984. W/8406i5 Itr. 

MORTON/ K. L. . MARSHALL , J. R , Arkansas Power & Light Co, 84/05/31. 
BASSETT, H.S. Division of Data Automation St Management Information. 
6pp. 25217:317. 24X Fic h e : 50-313, 84/05/31 . 8407020372. 


8407300115 Monthly operating rept for June 1984, W/840715 Itr. 

MORTON/ K, L. , MARSHALL / J. R . Arkansas Power & Light Co. 84/06/30. 

BASSETT, H.S. Division of Data Automation ?■( Management Inf ormation. 
6pp. 25815:151. 24X Pi c h e : 50-313, 84/06/30, 84073001 1 5. 


S. Reportable occurrences, LER s ir. related correspondence 


8407100221 LER e2-023/03X- 1 : on 840909, d i esel driven fire pump P-6B 
failed to start when using battery bank B. Caused by normal 
end-of-svc life. Battery bank B replaced on 820911 & 
periodic electrical test procedure revised, W/840702 Itr. 

ROGERS,?., MARSHALL, J. R. Arkansas Power t,-. Light Co. 84/07/02. 3pp. 

25509:165. 24X Fiche: 50-313, 84/07/02, 8407100221. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," revi ewed . Rec ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05. B407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp, 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term DL appl icants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for QLs.NSSS vendors, reactor vendors fA AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications Ia exams. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326, 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency fire protection plans 


S407060064 Revised emergency plan implementing procedures, including Rev 
1 to PMP 2081 EPP. 010 re activation of radiation monitoring 
teams. Rev 0 to PMP 2081 EPP. Oil & PMP 2081 EPP. 012 re 
offsite radiological moni toring. W/S40627 transmittal ltr. 

* Indiana I- Michigan Elsctrir Co. 84/06/26, IBpp. 25429:328. 24X 

F i c h e : 50- -i : 8 a / .5 .o / 2 ■: . 3 4 C, 7 : r. 


84071004B3 Rev 1 to Emergency Plan Procedure PMP 2081 EPP. 012, 
‘'Offsite Radiological Monitoring. “ W/B40703 transmittal 
form. 

PETROFF, D. M, Indiana ti Michigan Electric Co. 84/06/26. 8pp. 
25464:172. 24X Fiche: 50-315, 84/06/26, 8407100483. 


B4O7030238 Requests schedule be extended to S40815 for installation 
of fire protection matl in areas outlined in 840608 ltr. 

Delay due to unava i lab i 1 i t y of finished matls to be provided 
by Thermal Science, Inc. 

ALEXICH.M. P. Indiana Zt Michigan Electric Co. 84/06/27. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25267:263. 
24X Fiche; 50-315, 84/06/27, 8407030238. 


8407030293 Responds to 840404 request for addl info re util request for 
exemption from requirements of App R to 10CFR50 concerning 
nine floor hatches requiring fire protection. Drawings 
provided. 

ALEXICH.M.P. Indiana Ze Michigan Electric Co. 84/06/27. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. 14pp. 25271:240. 

24X Fiche: 50-315, 84/06/27,8407030293. 


8407130493 Approves 840606 request for extension of schedule for 
installation of Thermo-Log fire protection .matls to 2 wks 
after receipt of matl , pro vi ded installation completed by 
840815. 

EISENHUT, D. G. Division of Licensing. 84/07/02. DCX.AN, U. Indiana St 
Michigan Electric Co. DOLAN, J. American Electric Power Service 
Coi 


8407120334 Ac k receipt of 840622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-06 St 
50-316/84-06. 

SHAFER, W.D ? Office of Director, 84/07/06. DOLAN, J. E. 

American E., "I.-:. Service Corp. DOLAN, J. E. Indiana St Michigan 

Electric Co Ip, 25549:208, 24X Fiche: 50-3 1 5, 84/07/06, 8407120334. 


— 8407120338 Responds to NRC 840511 ltr re violations noted in IE Insp 
Repts 50-315/84-06 &. 50-316/84-06. Correc t ive actions; 
continuous fire watch established personnel counseled. 

ALEXICH, M. P. Indiana S< Michigan Electric Co. 84/06/22. 

KEPPLER, J. G. Region 3, Office of Director. App. 25549:209. 24X 

Fiche; 50-315, 84/07/06, 8407120334 


8407170258 Revised emergency plan implementing procedures, consisting of 
Rev 2 to PMP 2031 EPP. 004 re protective action guides St 
protective actions S: Rev 3 to PMP 2081 EPP. 022 re emergency 
operations fac i 1 J ty . W/tr ansmi tta 1 St receipt form. 

* Indiana St Michigan Electric Co. 84/07/10. 9pp. 25622:088. 24X 

Fiche; 50-315, 84/07/10, 8407170258, 


8407260212 Forwards fee for safety Sy safeguards insps for 
830323-840322. Fee end. 

ALEXICH, M.P. Indiana 4: Michigan Electric Co. 84/07/19, DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25777:225. 

24X Fiche ; 50-31 5, 84/07/19, 8407260212. 


H. General correspondence 


8407120241 Forwards copy of labels S< title pages of items recently 
received. Requests address on mailing list be changed to 
either author name, MP Alexich or JE Dolan. 

BLAUER, K. American Electric Power Service Corp. 84/07/09. 
SCHAEFFER. C. Document Management Branch. 4pp. 25549 : 341. 24X 

Fiche: 50-315,84/07/09, 8407120241. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407260106 Forwards updated FSAR for DC Cook Nuclear Plant. Units 1 St 2. 
Description of GA program addressed in Section 1.7 expanded. 
ALEXICH.M.P. Indiana S: Michigan Electric Co. 84/07/20. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director, 2pp. 25767:308. 
24X Fiche: 50-315, 84/07/20, 8407260106. 


—8407260109 Updated FSAR for DC Cook Nuclear Plant, Units 1 «< 2. 

* Indiana ■!« Michigan Electric Co. 84/07/31. 1259pp. 25767:310. 

24X Fiche; 50-315, 84/07/20, 8407260106. 


P. Operating license stage documents 4-. correspondence 


8407090171 Advises that incorrect date referenced in 840S30 response to 
Generic Ltrs 83-lOC D re automatic tripping of reactor 
coolant pumps (TMI Item 1 1 . K. 3. 5 ) . Correct date for Ltr 
OG-110 should be 831201. 

ALEXICH, M.P. Indiana Michigan Electric Co. 84/06/25. 

EISENHUT. D. G. Division of Licensing, Ip. 25443:046. 24X 

Fiche: 50-315, 84/06/25, 8407090171. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New Tork, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Zi amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407120338 Forwards justification for removing Cyprus power cable Item 
347, Boston Insulated Wire Item 3064 Z: Rockbestos 
instrument cable Item 3064 from 10CFR50. 49 ( g > equipment 
list. 

ALEXICH, M.P. Indiana i- Michigan Electric Co. 84/07/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 15pp, 25549:038. 

24X Fiche: 50-315, 84/07/06, ©407120388. 


8407170179 Informs that proposal re reporting of radiation exposure 
info for American Electric Power Svc Corp (AEPSC) 
acceptable, provided sys established for reporting upon 
workers termination from AEPSC. 

KEPPLER, J.G, Region 3, Office of Director. 84/07/11. ALEXICH.M.P. 
American Electric Power Service Corp. ALEXICH, M.P, Indiana & 
Michigan Electric Co. Ip. 25609:145. 24X Fiche: 50-315, 84/07/11, 

8407170179. 
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— 8407170183 Proposes that American Electric Power Svc Corp (AEPSC) 
employees be treated as util employees re reporting worker 
radiation exposure info. Since AEPSC personnel visit plant 
irreg ular 1 y i admin i s trat i ve burden would be less. 

ALEXICH. M. P. Indiana ?/. Michigan Electric Co. 84/06/27. 

KEPPLER,J. 0. Region 3, Office of Director. 2pp. 25609:146. 24X 

Fiche: 50-315, 84/07/11. 8407170179. 


8407170271 Advises that RCS vent sys solenoid valve not installed as 
tested. Design change reconfiguring solenoid installation to 
agree u/tested configuration will resolve prob lem. Extension 
of qua 1 i f i ca t i on deadline requested. 

ALEXICH, M. P. Indiana !U Michigan Electric Co. 84/07/13. DENTON, H. R. 

Office of Nuclear React:- "fc, .-.t i Director. 3pp. 25618:103. 

24X Fiche: 50-315, 84/07/; 3, ■ : 


8407240178 Application to amend Licenses DPR-58 5< DPR-74, chang ing 
Tech Specs to accommodate requirements set forth in 
NUREG-0737. 

ALEXICH, M.P. Indiana Michigan Electric Co. 84/07/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. 10pp. 25722:303. 

24X Fiche: 50-315, 84/07/19, 8407240178. 


— 8407240188 Proposed Tech Specs for compliance w/NUREC-0737 
requirements. 

* Indiana it Michigan Electric Co. 84/07/19. 23pp. 25722:313. 

24X Fiche: 50-315, 84/07/19, 8407240178. 


8407300157 Forwards "Reactor Vessel Mat! Surveillance Program for DC 
Cook, Unit 1, Analysis of Capsule Y. " Resulting license amends 
will be submitted in Nov 1984. W/o Unit 2 rept, 

ALEXICH, M.P. Indiana Michigan Electric Co. 84/07/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25806:080. 

24X Fiche: 50-315, 84/07/20, 8407300157. 


— 8407300165 "Reactor Vessel Matl Surveillance Program for DC Cook, Unit 
1, Analysis of Capsule Y. " 

NORRIS, E.B. Southwest Research Institute. SWR 1-7244-00 1/1. 
84/01/31. 67pp. 25806:082, 24X Fiche : 50-315, 84/07/20, 8407300157. 


8407300159 Requests relief from ASME Section XI-1974 IWC-5220(a), 
inservice insp requirements re hydrostatic testing of Class 
2 sys 4( from provisions of IWA-S210 re maint of pressure & 
temp for noninsulated sys. 

ALEXICH, M.P. Indiana Michigan Electric Co. 84/07/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25806:359. 

24X Fiche: 50-315, 84/07/23, 8407300159. 


Q. Inspection reports, IE Bulletins it correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness ?< Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of Neui 

York, Inc. 154pp. 25535:160. 24X Fi che : 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Zr. Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc, 124pp. 25602:151. 24X Fi che : 50-000, 84/06/29, 840628031 1. 


8407240481 Forwards IE Insp Repts 50-315/84-10 8< 50-316/84-11 on 
840501— 0610. No noncompliance noted. 

SCHAFER, W.D. Region 3, Office of Director. 84/07/03. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana tu Michigan 
Electric Co. 2pp. 25729:346. 24X F i c he : 50-31 5, 84/07/03, 8407240481 . 


— 8407240490 IE Insp Repts 50-315/84-10 S, 50-316/84-11 on 840501-0610. 
No noncompliance noted. Major areas inspec ted : maint, 
surveillance, LERs, licensee action on previous insp findings, 

IE bulletins Z* operator licensing, 

WRIGHT, G.C. Region 3, Office of Director, 84/06/29. 9pp, 
25729:348, 24X Fi c h e : 50-31 5, 84/07/03, 8407240481. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030005. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Zn Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602: 032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

J(3RDAN, E, L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407120334 Ack receipt of 840622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—315/84-06 & 

50-316/84-06. 

SHAFER, W. D. Region 3, Office of Director. 84/07/06, DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. Ip. 25549.208. 24 X Fiche: 50-315, 84/07/06, 8407120334. 


— 8407120338 Responds to NRC 840511^ Itr re violations noted in IE Insp 
Repts 50-315/84-06 St 50-316/84-06. Corrective actions: 
continuous fire watch established Zf personnel counseled. 

ALEXICH, M.P. Indiana t. Michigan Electric Co. 84/06/22, 

KEPPLER,J. G. Region 3, Office of Director. 4pp. 25549:209. 24X 

Fiche: 50-315, 84/07/06, 8407120334, 


8407130219 Responds to IE Bulletin 84-02 re replacement of OE Type HFA 
51 series relays in safety-related sys.GE Century HFA series 
relays installed in all safety-related sys. 

ALEXICH, M.P, Indiana Michigan Electric Co. 84/07/09. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip, 25564:014. 

24X Fiche: 50-315, 84/07/09, 8407130219. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi c he : 50-000, 84/07/ 10, 8407060251 . 


8407260212 Forwards fee for safety & safeguards insps for 
830323-840322. Fee end. 

ALEXICH, M.P, Indiana 6 Michigan Electric Co. 84/07/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25777:225. 

24X Fiche: 50-315, 84/07/19, 8407260212. 


8407300159 Requests relief from ASME Section XI-1974 IWC-5220(a), 
inservice insp requirements re hydrostatic testing of Class 
2 sys from provisions of IWA-5210 re maint of pressure 
temp for noninsulated sys 

ALEXICH, M.P. Indiana Michigan Electric Co. 84/07/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25806:359. 

24X Fiche: 50-315, 84/07/23, 8407300159. 


8407300317 Forwards summary of results gathered during low pressure 
turbine rotor wheel cracking insp since Jul 1980. 

ALEXICH, M.P, Indiana h. Michigan Electric Co. 84/07/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25801:224. 

24X Fiche: 50-315, 84/07/23, 8407300317, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245, 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports Z< related correspondence 


8407020463 Monthly operating rept for May 1984. W/840611 Itr. 

(JILLETT, W. T. , SMITH, W. 0. Indiana Zi Michigan Electric Co. 84/05/31. 
6pp. 25217:059, 24X Fiche: 50-315, 84/05/31, 8407020463. 


8407270377 Monthly operating rept for June 1984. W/840703 Itr. 

GILLETT, W. T. , MIGHT. A. , SMITH, W, 0. Indiana «< Michigan Electric Co. 
84/06/30, 8pp. 25793:278. 24X Fi c h e : 50-31 5, 84/06/30, 8407270377. 


S. Reportable occurrences, LERs 8< related correspondence 


8407090239 Potential Part 21 rept re bug in DETECTOR computer code for 
in-core detectors. Bug incorrectly calculated enthalpy rise 
peaking factor, Bug corrected. 

SHANSTROM, R. T, Shanstrom Nuclear Associates. 84/05/24. MURLEY, T. E. 

Region 1, Office of Director, 8pp. 25443:349. 24X 

Fiche: 50-000, 84/05/24, 8407090239. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEME8, C. J, Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 



— 8407120265 "Operating Experiencs re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors. " case study rept. 
EL-ZEFTAWY. M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche; 50-000, 84/07/05, 8407120182. 


8407120347 LER 84-009-00: on 840321- flux map indicated that Tech Spec 
Surveillance Requirement 4, 2. 2. 2. C exceeded. Caused by 
self-imposed conservatisms resulting in discrete drop in 
allowable power level u/bank D inserted. W/040709 Itr. 

ZIMMERMAN, W, L. , SMITH, W. 0. Indiana & Michigan Electric Co. 
84/07/09. 5pp. 25549:229. 24X Fi ch e. 50-31 5, 84/07/09, 8407120347, 


8407200173 LER 84-010-00; on 840617, reac tor trip safety injection 
occurred from loss of control room instrument distribution 
inverter IV. Caused by shorted C-2 capacitor. Capacitor 
replaced w/higher temp rated capacitors. W/S40716 Itr. 

BLIND, A. A., SMITH, W.O. Indiana ?• “ichic.r'-' E>ctric Cr 84/07/16. 
5pp. 25697:244. 24X Fiche: 50-2 ' 5 'l.t E-'-i '2 


8407260149 LER' 84-003-00; on 840617, r eactor trip S; safety injection 
occurred from loss of control room instrument distribution 
invertor IV. Caused by shorted C-2 capacitor on shorting 
circuit board. Design change instal led, W/8407ia Itr. 

BLIND/A.A., SMITH, W. G. Indiana Michigan Electric Co. 84/07/18. 
3pp. 25781:360. 24X Fic he: 50-315, 84/07/lS, 8407260149. 


8407250578 LER 84-011-00; on 840621, both trains of ESF ventilation sys 
inadver tant ly made inoperable during testing. Caused by 
control switch for fan placed in stop instead of auto. Test 
procedure changed. W/840719 Itr, 

BAKER, K.R., SMITH, W. G. Indiana & Michigan Electric Co. 84/07/19. 
3pp. 25764:235. 24X Fi c he ; 50-31 5, 84/07/19, 8407250578. 


8407260329 LER 84-012-00: on 840623, automatic actuation of train A 
containment ventilation isolation sys occured. Caused by 
containment air particulate radiation monitoring channel 
exceeding high alarm setpoint. W/840723 Itr. 

BAKER, K. R. . SMITH, W.G. Indiana 2,. Michigan Electric Co. 84/07/23. 
3pp. 25780:255. 24X Fic he; 50-315, 84/07/23, 8407260329. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adei^uacy of on-shift 
operating experience for near-term OL app 1 icants, Svc list 
end. 

EISENHUT, D. 0. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fic he: 50-000, 84/06/27, 8406270142. 


8407060190 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 84/07/02. DOLAN, J. E. 
American Electric Power Service Corp, DOLAN, J. E. Indiana & Michigan 
Electric Co. Ip. 25422:311, 24X Fiche: 50-315, 84/07/02, 8407060190. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLsiNSSS vendors, reactor vendors & aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualtf ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. . 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8407060064 Revised emergency plan implementing procedures, including Rev 
1 to PMP 2081 EPP. OiO re activation of radiation monitoring 
teams, Rev 0 to PMP 2081 EPP. 011 8? PMP 2081 EPP. 012 re 
offsite radiological moni tor ing. W/840627 transmittal Itr. 

* Indiana & Michigan Electric Co. 84/06/26. ISpp. 25429:328 24X 

Fiche: 50-315, 84/06/26, 8407060064. 


8407100483 Rev 1 to Emergency Plan Procedure PMP 2081 EPP.012, 
"Offsite Ra’diological Monitoring. " W/840703 transmittal 
form. 

PETRCFF, D. M. Indiana b. Michigan Electric Co. 84/06/26. Spp 
25464:172, 24X Fiche; 50-315, 84/06/26, 8407100483. 


8407030238 Requests schedule be extended to 840815 for installation 
of fire protection matl in areas outlined in 840608 ltr. 

Delay doe to unavailab il ity of finished matls to be provided 
by Thermal Science, Inc. 

ALEXrCH,M. P. Indiana & Michigan Electric Co. 84/06/27. DENTON.H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp 25267-263 
24X Fiche: 50-315, 84/06/27. 8407030238. 


8407030293 Responds to 840404 request for addl info re util request for 
exemption from requirements of App R to 10CFR50 concerning 
nine floor hatches requiring fire protection. Drawings 
provided. 

ALEXICHfM. P. Indiana 6, Michigan Electric Co. 84/06/27, DENTON, H, R. 

Office of Nuclear Reactor P •■’n 1 ,:-t : cr . Director, 14pp. 2 5271:240. 

24X Fiche: 50-315, 84/06/27, 


B407130493 Approves 840606 request for extension of schedule for 
installation of Thermo-Log fire protection matls to 2 wks 
after receipt of ma 1 1 , p r a vi d ed installation completed by 
840315. 

EISENHUT, D. G Division of Licensing. 84/07/02. DOLAN, J. Indiana *, 
Michigan Electric Co. DOLAN, J, American Electric Power Service 
Corp. 2pp. 25581:342. 24X Fi c h e . 50-3 1 5, 84 / 07/02, 8407 1 30493. 


S407120334 Ack receipt of 840622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-06 & 
50-316/84-06. 

SHA.‘='ER, W. D. Region 3, Office of Director, 84/07/06, DOLAN, J. E. 

American Electric Power Service Corp, Ip. 25549:208. 24X 

Fiche; 50-315, 84/07/06, S407120334. 


— 8407120338 Responds to NRC 840511 ltr re violations noted in IE Insp 
Repts 50-315/84-06 50-31 6/84-06. C or re c t i ve actions: 

continuous fire watch established b personnel counseled. 

ALEXrCH,K. P, Indiana &. Michigan Electric Co. 84/06/22, 

KEPPLER,J G Rogle" 3, O'Cfice of Director. 4pp. 25549:209. 24X 

Fiche; S0-:-:5, ■■r-L'L//:6. h-r '120334. 


8407170258 Revised emergency plan implementing procedures, consisting of 
Rev 2 to PMP 2081 EPP. 004 re protective action guides V. 
protective actions & Rev 3 to PMP 2081 EPP. 022 re emergency 
operations f ac i li ty . W/tra nsm i tta 1 b. receipt form. 

Indiana Michigan Electric Co. 84/07/10. 9pp. 25622:088. 24X 

Fiche: 50-315, 84/07/10, 8407170258. 


8407260212 Forwards fee for safety b safeguards insps for 
830323-840322, Fee end. 

ALEXICH,M. P, Indiana b. Michigan Electric Co. 84/07/19. DENTON, H, R. 

Office of Nuclear Reactcr Kegu3atir,n, Director. Ip. 25777:225. 

24X Fiche: 50-315, 84/07/19, 8407260212 


H. General correspondence 


8407120241 Forwards copy of labels title pages of items recently 
received. Reques ts address on mailing list be changed to 
either author name, MP Alexich or JE Dolan, 

BLAUERi K. American Electric Power Service Corp. 84/07/09. 
SCHAEFFER, C. Document Management Branch. 4pp. 25549:341. 24X 

Fiche: 50-315, 84/07/09, 8407120241. 


K. Utility Final Safety Analysis Report <FSAR) b amends 


8407260106 Forwards updated FSAR for DC Cook Nuclear Plant, Units 1 2. 

Description of QA program addressed in Section 1.7 expanded. 

ALEXICH, M.P. Indiana b Michigan Electric Co. 84/07/20. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25767:308. 
24X Fiche; 50-315, 84/07/20, 8407260106. 


— 8407260109 Updated FSAR for DC Cook Nuclear Plant, Units 1 b 2. 

* Indiana b Michigan Electric Co. 84/07/31. 1259pp. 25767:310. 

24X Fiche: 50-315. 84/07/20, 8407260106. 


P. Operating license stage documents S-. correspondence 


8407090171 Advises that incorrect date referenced in 840530 response to 
Generic Ltrs 83-lOC b D re automatic tripping of reactor 
coolant pumps (TMI Item 1 1 . K. 3. 5 ) . Correct date for Ltr 
00-110 should be 831201, 

ALEXICH, M.P. Indiana b. Michigan Electric Co. 84/06/25. 

EISENHUT, D. G. Division of Licensing, Ip. 25443:046, 24X 

Fiche: 50-315, 84/06/25, 8407090171. 


8407030347 Forwards fee for emergency change to Tech Spec 3 . 8, 2. 3, per 
840525 request. „ 

ALEXICH, M. P, Indiana b Michigan Electric Co. 84/06/27. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25272:303. 

24X Fiche: 50-316, 84/06/27, 8407030347. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs b. holders of CPs re proposed staff 
actions to improve b maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206. 



DOCKETED ITEMS 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list encl. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407120339 Advises that application for amend to License DPR-74, 
req.u6sting plant operation u/noclear enthalpy rise hot 
channel factor larger than value currently in effect, may 
be made on or about 840731. 

ALEXICH.M. P. Indiana !U Michigan Electric Co. 84/07/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25549:215, 

24X Fiche: 50-316, 84/07/06, 8407120339. 


8407120388 Forwards justification for removing Cyprus power cable Item 
347, Boston Insulated Wire Item 3064 Rockbestos 
instrument cable Item 3064 from 10CFR50. 49< g ) equipment 
list. 

ALEXICH, M. P. Indiana Michigan Electric Co. 84/07/06. DENT0N,H. R. 

Office of Nuclear Reactor Regulation, Director. 15pp. 25549:038. 

24X Fiche: 50-31^. 84/07/06, 8407120388. 


8407170179 Informs that proposal re reporting of radiation exposure 
info for American Electric Power Svc Corp <AEPSC) 
acceptab 1 e, provided sys established for reporting upon 
workers termination from AEPSC. 

KEPPLER.J.G. Region 3. Office of Director. 84/07/11. ALEXICH, M.P. 
American Electric Power Service Corp. ALEXICH, M.P. Indiana 
Michigan Electric Co. Ip. 25609:145. 24X Fic he: 50-315, 84/07/11. 

8407170179, 


— 8407170183 Proposes that American Electric Power Svc Corp (AEPSC) 
employees be treated as util employees re reporting worker 
radiation e xp osure ' inf o. Si nc e AEPSC personnel visit plant 
irr eg ul ar 1 y , administra t i ve burden would be less. 

ALEXICH, M.P. Indiana & Michigan Electric Co. 84/06/27. 

KEPPLER.J G Cugic- 3, Office of Director. 2pp. 25609:146. 24X 

Fiche: SO-G; 5. ;--,'0V/: 1, 8407170179. 


8407170271 Advises that RCS vent sys solenoid valve not installed as 
tested. Design change reconfiguring solenoid installation to 
agree u/tested configuration will resolve p rob 1 em, Ex tens i on 
of qual if ication deadline requested. 

ALEXICH, M.P, Indiana !U Michigan Electric Co. 84/07/13. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25618:103. 

24X Fiche: 50-315, 84/07/13, 8407170271. 


8407300204 Forwards XN "NF-82-25< NP ) ( A > , "Generic Mechanical Design 
Rept, Exxon 17x17 Fuel Assembly," per 8301 H request. 

CHANDLER, J. C, Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. ). 
84/07/18. THOMAS, C. 0, Standardization Special Projects Branch. 
Ip. 25802:178. 24X Fi c h e : 50-316, 84/07/18, 8407300204, 


-8407300208 "Generic Mechanical Design Rept, Exxon 17x17 Fuel Assembly." 
* Exxon Nuclear Co. , Inc. (subs, of Exxon Corp. >, 

XN-NF-82-25(NP) (A). 84/07/17. 147pp. 25802:179. 24X 

Fiche: 50-316, 84/07/18, 8407300204, 


B407240178 Application to amend Licenses DPR—SB & DPR-74, c hang ing 
Tech Specs to accommodate requirements set forth in 
NUREG-0737. 

ALEXICH, M.P, Indiana St Michigan Electric Co. 84/07/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 10pp. 25722:303. 

24X Fiche: 50-315, 84/07/19, 8407240178. 


— 8407240188 Proposed Tech Specs for compliance w/NUREG-0737 
requirements. 

* Indiana li Michigan Electric Co. 84/07/19. 23pp. 25722:313. 

24X Fiche: 50-315, 84/07/19, 8407240178. 


8407300157 Forwards "Reactor Vessel Matl Surveillance Program for DC 
Cook, Unit 1, Analysis of Capsule Y. " Resulting license amends 
will be submitted in Nov 1984. W/o Unit 2 rept. 

ALEXICH, M.P. Indiana Michigan Electric Co, 84/07/20. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 25806:080. 
24X Fiche: 50-315, 84/07/20, 8407300157. 


8407300159 Requests relief from ASMS Section XI-1974 IWC-5220<a), 
inservice insp requirements re hydrostatic testing of Class 
2 sys fit from provisions of IWA-5210 re maint of pressure & 
temp for noninsulated sys. 

ALEXICH, M.P, Indiana Michigan Electric Co. 84/07/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25806:359. 
24X Fiche; 50-315, 84/07/23, 8407300159. 


8407310371 Forwards proprietary Rev 2 to XN-NF-84-21 <P), "DC Cook Unit 
2, Cycle 5 5V. Steam Generator Tube Plugging Limiting Break 
LOCA/ECCS Analysis," per American Electric Power Svc Co 
request. Rept withheld (ref 10CFR2. 790). 

CHANDLER, J, C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp,). 
84/07/27. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip. 25831:176. 24X Fi ch e : 50-316, 84/07/27, 8407310371. 


Q. Inspection reports, IE Bulletins V. correspondence 


8406250214 IE Info ^4otice 84-51, "Independent Verification. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi c he ; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S'. Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X F i c he : 50-000, 84/06/29, 840628031 1 . 


8407240481 Forwards IE Insp Repts 50-315/84-10 S'. 50-316/84-11 on 
840501-0610. No noncompliance noted. 

SCHAFER, W.D. Regions, Office of Director. 84/07/03. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E, Indiana & Michigan 
Electric Co. 2pp. 25729:346. 24X F i c he : 50-31 5, 84/07/03, 8407240481 . 


— 8407240490 IE Insp Repts 50-315/84-10 S'. 50-316/84-11 on 840501-0610, 
No noncompliance noted. Major areas inspec ted : maint, 
survei llance, LERs, 1 icensee action on previous insp findings, 

IE bulletins 8< operator licensing. 

WRIGHT, G.C. Region 3, Office of Director. 84/06/29. 9pp. 
25729:348. 24X F i c h e : 50-31 5, 84/07/03, 8407240481. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S', Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X Fiche; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Eng in eer ing 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286, 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407120334 Ac k receipt of 840622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-315/84-06 St 
50-316/84-06. 

SHAFER, W.D Region 3. Office of Director, 84/07/06. DOLAN, J, E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana St Michigan 
Electric Co. Ip. 25549:208. 24X Fi c he: 50-31 5, 84/07/06, 8407120334. 


--B407120338 Responds to NRC 840511 ltr re violations noted in IE Insp 
Repts 50-315/84-06 St 50-316/84-06, Correct ive actions; 
continuous fire watch established St personnel counseled. 

ALEXICH, M.P. Indiana V. Michigan Electric Co. 84/06/22. 

KEPPLER.J. G. Region 3, Office of Director. 4pp. 25549:209. 24X 

Fiche: 50-315, 84/07/06, 8407120334. 


8407130219 Responds to IE Bulletin 84-02 re replacement of GE Type HFA 
51 series relays in safety-related sys.GE Century HFA series 
relays installed in all saf ety-related sys. 

ALEXICH, M.P. India-.! M it: •' i ;,!r FU-ctric Co. 84/07/09. DENTON.H. R. 

Office of Nuclear :'e;ac'.()" 4 eg c . Director. Ip. 25564:014. 

24X Fiche: 50-315, E-c 07/ j" 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi che; 50-000, 84/07/10, 8407060251 . 


8407260212 Forwards fee for safety %>. safeguards insps for 
830323-840322. Fee encl. 

ALEXICH, M.P, Indiana Michigan Electric Co. 84/07/19. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25777:225. 

24X Fiche: 50-315, 34/07/19, 8407260212. 


8407300159 Requests relief from ASME Section XI-1974 IWC-5220<a), 
inservice insp requirements re hydrostatic testing of Class 
2 sys Zf. from provisions of IWA-5210 r© maint of pressure & 
temp for noninsulated sys. 

ALEXICH, M.P. Indiana 4 -ichic.in Electric Co. 84/07/23. DENTON, H.R. 

Office of Nuclear Reacvr- 9 -.il ^ t , Director. 3pp. 25806:359. 

24X Fiche: 50-315, 84/07/23. i.'-'i DC 1 59 



8407230079 IE Info Notice 84-59. "Inadv 
Caused by Human Error Involving Wrong 
Wrong Sys. " Svc list end 
JORDAN, E, L. Division of Emergency Pr 
Response (Post 830103). 84/07/25. Cc-n 

York. Inc. 103pp. 26057:245. 24X Fic.ne 


rtent Defeat of Safety Function 
Unit, Wrong Train or 


S: Engineering 
lidated Edison Co, of New 
C- OCO. 34/07/25, 8407230079. 


— 8407240217 Public version of new Attachment 2 to Change I of Rev 10 to 
Emergency Response Plan Implementing Procedure ERPIP 4. 1. 17 
8< Rev 13 to ERPIP App A. 1 re emergency organization 
telephone numbers. 

RUSSELL, J.B. Baltimore Gas ?■•. Electric Co. 83/08/10. 26pp. 

25752:093 24X Fi c h e : 50-3 1 7, 83/08/23, 840724021 1 . 


R. Periodic operating reports 


related correspondence 


8407020073 Monthly operating rept for May 1984, W/840611 itr. 

GILLETT.W T. , SMITH, W, G. Indiana Michigan Electric Co. 84/05/31. 

Bpp. 25219,231 24X Fi c he : 50-316. 84/05731 ' ®^070t0073. 


8407120590 Public version of Rev 15 to Emergency Response Plan 
Implementing Procedure ERPIP A. 1, "Emergency Organization 
Telephone Numbers. " W/a40418 Itr, 

USI.V. Baltimore Gas -i: Electric Co. 84/04/18. 22pp. 25558:283 

24X Fiche: 50-317, 84/04/lS, 8407120590 


8407270336 Monthly operating rept for June 1984. W/840703 Itr. 

GILLETT, W. T. , MIGHT- A. , SMITH. W.G, Indiana Michigan Electric Co. 
84/06/30. 6 pp. 25792:333. 24 X Fi ch e : 50-31 6 , 84/06/30, 8407270336. 


8407120551 Public version of revised emergency response plan 
implementation procedures, including Rev 10 to ERPIP 4. 1. 17, 

Rev 9 to ERPIP 5.4 S; Rev 2 to ERPIP A. 2. W/840502 Itr. 

USI,V. Baltimore Gas ?y. Electric Co. 84/0S/02. 13pp, 25573:007. 

24X Fiche. 50-317, 84/05/02, 8407120551. 


S. Reportable occurrences, LERs related correspondence 


8407090201 LER .84-01 5-00 : on 840602. w/RCS in Mode 5, shutdown margin 
determination surveillance grace period exc eeded. Caused 
by personnel error. Personnel reinstructed- frequency 

increased. W/840702 Itr. 

KNIESEL, T. A. , SMITH, W. C. Indiana Michigan Electric Co. 84/07/02. 
2pp. 25442:345. 24X Fi c he : 50-316, 84/07/02, S407090201 . 


8407100598 LER 84-016-00: on 840603, fire seals 7091 !, 7500 discovered 
inoperable w/o firewatch present. Apparent cause was slight 
movement of fire pipe during instal lation. Continuous 
firewatch maintained 8,. seals repa ired . W/S40703 itr. 

ADAMS, T.R., SMITH, W.G, Indiana Michigan Electric Co. SMITH, W. G. 
American Electric Power Co., Inc. 84/07/03- 3pp. 25465:047. 24X 

Fiche; 50-316, 84/07/03, 8407100598, 


8407120182 Advises that AEOD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," r evi eued . Re c ommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05, HELTEMES, C, J. Director 's Of fice. IP’ 25559:007. 24X 

Fiche; 50-000. 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power ReactQ.rs, " case study rept. 
EL-ZEFTAWY, M. Director 's Off ice. 84/06/30- 46pp, 25559:009. 

24X Fiche - 50-000. 84/07/05, 8407120182. 


8407200165 Updated LER 84-003-01: on 840311 St 17 . upper containment area 
radiation monitor VRS-2201CIL) received high alarm. Caused by 
equipment malfunction due to software prob 1 ein®' ^ew software 
installed. W/a40716 Itr. 

KRIESEL, T. A. , SMITH,W.0. Indiana Sf Michigan Electric Co. 84/07/16. 
2pp. 25697:249. 24X Fi c h e : 50-316, 84/07/ 16, 8407200165, 


V. Operator Examinations 


B406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060190 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, “ re administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 94/07/02. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. £• Indiana & Michigan 
Electric Co. Ip. 25422:311. 24X Fiche: 50-315, 84/07/02, 8407060190. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, applicants 
for OLs,NSSS vendors, reac tor vendors St AEs re annual meeting 
to discuss recent developments concerning operator training, 
quaiif icafcions & exams. Svc list end, 

EISENHUT, B. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407020040 Requests addl info re procedures generation pa-ckage, 
spec 1 fical ly, p lant-spec i f i c technical guide 1 ines. Response 
requested within 30 days of ltr receipt. 

MILLER, J. R, Operating Reactors Branch 3. 84/06/14. LUNDVALL, A. E, 

Baltimore Gas Electric Co. 3pp. 25274:348. 24X 

Fiche: 50-317, 84/06/14, 8407020040, 


8407170300 Forwards IE Insp Repts 50-317/84-05 50-318/84-05 on 

840301-02. No violations noted. Util analysis of potential 
post-acc ident radiation levels well conceived St thoroughly 
imp lemented . 

STAROSTECKI , R. Division of Project Resident Programs, 84/06/25. 
LUNDVALL, A. E. Baltimore Gas 5: Electric Co. 2pp. 25627:162. 24X 

Fiche; 50-317, 84/06/25, 8407170300. 


— 8407170304 IE Insp Repts 50-317/84-05 50-318/84-05 on 840301-02. No 

violations noted. Major areas i ns p ec ted; ac t i ons taken to 
comply w/NUREG-0737, I tern II, B. 2 re design review of plant 
shielding S,. emergency procedure changes 

FERLIC.K. P., KELLY, E.M., WE.NZ I NGER , e” C. Region 1, Office of 
Director. 84/06/22 11pp. 25627:164. 24X Fiche: 50-31 7, 84/06/25, 

84071 70300. 


8407270249 Rev 10 to Emergency Plan Implementing Procedure ERPIP 5.1, 
"Communications." W/840714 transmittal memo. 

USI,V. Baltimore Gas ii Electric Co. 84/06/27. 18p.p. 25789:124. 

24X Fiche; 50-317, 84/06/27, 8407270249. 


8407240434 Forwards IE Insp Repts 50-317/84-11 S'. 50-318/84-11 on 
840515-0612 fy. notice of violation. Confirms understanding 
that pressurizer pressure transmitters will be replaced 
during Sp-ing 1995 outage. 

S TARCSrsCK I , R. Division of Project S'. Resident Programs. 84/07/03. 
LUNDVALL, A. E. Baltimore Gas S; Electric Co. 2pp. 25730:246. 24X 

Fiche: 50-317, 84/07/03, 8407240434. 


—8407240439 IE Insp Repts 50-317/84-11 t». 50-318/84-11 on 840515-0612. 
Violation noted : 1 icense e did not take timely action to 
correct labeling deficiencies in gas analyzing sys. 

TRIMBLE, D. C. , WENZINGER, E. C. Region 1. Office of Director. 
84/06/29. 10pp. 25730:249. 24X Fi c he : 50-31 7, 84/07/03, 8407240434. 


8407240070 Forwards sum-nary of 840517 meeting at Region I ofcs re 
physcial security program, W/o end. 

MARTIN, T. T. Division of Engineering St Technical Programs. 84/07/17. 

BOWMAKER, N. J. Baltimore Gas S: Electric Co. 2pp. 25723:138. 24X 

Fiche: 50-317, 84/07/17, 8407240070. 


8407270251 Forwards emergency response plan implementation procedure 
revs to be incorporated into manual.Ltr dtd 840703 canceling 
Procedures 4. 1. 1, 4, 1. 11, 4. 1. 13 S-. 4. 1. 18 end. 

USr,V. Baltimore Gas it Electric Co. 84/07/18. Record Services 
Branch (Document Control Desk). 2pp, 25785:014. 24X 

Fiche; 50-317. 84/07/18, 8407270251. 


8407270261 Forwards emergency response plan implementation procedure 
revs to be incorporated into manual. Ltr dtd 840706 
canceling Procedure 4,3,4 end. 

USI,V. Baltimore Gas & Electric Co. 84/07/18. Record Services 
Branch (Document Control Desk). 2pp. 25786:349. 24X 

Fiche: 50-317, 84/07/18, 8407270261. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency fire protection plans 


8407240211 Forwards public version of new Attachment 2 to Change 1 of 
Rev 10 to Emergency Response Plan Implementing Procedure 
ERPIP 4. 1. 17 Rev 13 to ERPIP App A 1 re emergency 
organization telephone numbers. W/JM Felton 840717 memo. 

* Baltimore Gas & Electric Co. 83/08/23. Director's Office, 
Office of Inspection and Enforcement. 3pp, 25752:091. 24X 

50-317, 83/08/23. 8407240211, 


8407270273 Forwards S40625 notice canceling Emergency Plan Implementing 
Procedure ERPIP 4.2, 1, "Flitefone Operating Procedures - 
Helicopter Communications. " Info included in Procedure 
ERPIP 5. 1, "Comt-nunicati ons. " 

USI.V. Baltimore Gas it Electric Co. 84/07/18. Record Services 
Branch (Document Control Desk). 2pp. 25789:344. 24X 

Fiche: 50-317, 84/07/18, 8407270273. 



DOCKETED ITEMS 


155 


8407250249 Requests wi th drau/a 1 of 840426 request for exemption from 
10CFR50( App E requirements re frequency of participation by 
state local agencies in annual emergency response 
e xerc ises. 

LUNDVALL, A, E. Baltimore Gas &•- Electric Co. 84/07/23. MILLERiJ.R. 
Operating Reactors Branch 3. Ip. 25736; 355. 24X 

Fiche: 50-317, 84/07/23, 8407250249. 


8407310281 Ac k receipt of 840629 Itr ; •'JRC of steps taken to 
correct violations noted in IE Insp -irj:.'. 5 '. -3 : v /83-35 & 
50-318/83-35. Correct ive actions will be examined during 
future insp. 

BELLAMY, R.R. Division of Engineering Technical Programs. 
84/07/26. LUNDVALL, A. E. Baltimore Gas Electric Co. 2pp. 
25832:267. 24X Fiche: 50-317, 84/07/26, 8407310281 . 


— 8407310290 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-317/83-35 Z>. 50-31 8/83-35. Meteor o 1 og i c a 1 tower 
installed, per NUREG-0737, 1 1 em III. A. 2 8,. NUREG-0654 
requirements 5. considered in conformance w/Reg Guide 1.23. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/06/29. MARTIN, T. T. 

Division of Engineering 8,. Technical Programs. 4pp, 25832:269. 

24X Fiche: 50-317, 84/07/26, 8407310281. 


K. Utility Final Safety Analysis Report (FSAR) Z>. amends 


8407200211 Forwards Rev 3 to updated FSAR, 

LUrJDVALL, A. E. Baltimore Gas 8< Electriq Co. 84/07/16. MILLER, J.R. 
Operating Reactors Branch 3. 3pp. 25700:194, 24X 

Fiche: 50-317, 84/07/16, 8407200211. 


— 8407200215 Rev 3 to updated FSAR, 

Baltimore Gas 8< Electric Co. 84/07/16. 1062pp. 25700:197. 

24X Fiche: 50-317, 84/07/16, 8407200211. 


P. Operating license stage documents 8'. correspondence 


8407130037 Further response to FQlA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

33-57 & 83-72 8 Board Notifications 83-128 8 83-128A. 

Forwards Apps C & D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fi ch e : 50-000, 84/04/ 13. 

8407130037. 


--8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNIiD. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-5.7 &. 

83-72. Forwards App F d ocuments. Ap p G documents withheld 
(ref FOIA Exemptions 4 £< 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon 8 Weiss, 8pp. 25586:213. 24X Fiche : 50-000, 84/04/23. 

8407130156. 


— 8407130229 Draft nemo re review of addl licensee/vendor info concerning 
Dresser PWR pressuriier safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J. P, Assistant Director for Comp. & Structures Engineering 
(Post 830201). 84/04/23. MIRAGLI A, F, J. Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fich e: 50-000, 84/04/23. 

8407130156, 


8407100348 Forwards draft Chapter 4 of ORNL rept, "Pressurized Thermal 
Shock Evaluation of Calvert Cliffs Unit 1. " Comments 
received by 840629 will be reflected in final draft. 

JOHNSON, C. Reactor Risk Branch. 84/06/18. WOODS, R. Generic Issues 
Branch. Ip. 25517:001. 24X Fic he: 50-317, 84/06/18, 8407100348, 


— 8407100360 Draft Chapter 4, "Therma 1-Hy draul ic Analysis of Potential 
□vercooling Transients Qccuring at Calvert Cliffs Unit 1" to 
"Pressurized Thermal Shock Evaluation of Calvert Cliffs 
Unit 1. " 

* Oak Ridge National Laboratory. # Los Alamos Scientific 
Laboratory, * Purdue Univ. , West Lafayette, IN. 84/05/31. NRC 
-No Detailed Affiliation Given. 272pp. 25517:002. 24X 

Fiche: 50-317, 84/06/18, 8407100348. 


8407060219 Submits schedule for availability of plant simulator in 
response to Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys. " Simulator will be delivered 
tested by end of 1984. 

PATTERSON, M, D. Baltimore Gas & Electric Co. 84/06/27. 
SZUKIEWICZ, A. Generic Issues Branch. Ip. 25426:131. 24X 

Fiche: 50-317,84/06/27, 8407060219. 


8407100503 Application for amend to Licenses DPR-53 DPR-69, revising 
Tech Specs as listed, in response to Generic Ltr 83-28. New 
post-accident sampling sys instal led, per NUREG-0737, I tern 
II. B. 3. Marked-up Tech Specs & fee encl, 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/06/29. MILLER. J. R. 
Operating Reactors Branch 3. 31pp 25464:247. 24X 

Fiche: 50-317, 84/06/29, 8407100503. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S', holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list encl, 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co, of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407130001 Forwards response to 840531 request for addl info re status 
of environ qual if icat ion program, per 840514 ltr. Topics 
needing addl info 1 i sted, inc 1 uding methodology for 
identifying nonsafety-related equipment. 

LUNDVALL, A, E. Baltimore Gas & Electric Co. 84/07/09, MILLER. J. R. 
Operating Reactors Branch 3. 6pp. 25562:114. 24X 

Fiche: 50-317, 84/07/09, 8407130001. 


8407160223 Notification of 840716 meeting w/util in Bethesda, MD to 
discuss procedures generation package, 

JAFFE. D. H. Operating Reactors Branch 3. 84/07/09. MILLER. J.R. 

Operating Reactors Branch 3. 2pp. 25625:229. 24X 

Fiche: 50-317, 84/07/09, 8407160223. 


(J. Inspection reports, IE Bulletins & correspondence 


8407100003 Forwards Exam Repts 50-317/84-10 8.. 50-318/84-10 on 840430- 
0504. 

STAROSTECKI , R. Division of Project fy. Resident Programs. 84/06/12. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25520:265. 24X 

Fiche: 50-317, 84/06/12, 8407100003. 


— 8407100005 Exam Repts 50-317/84-10 fy 50-318/84-10 on 840430-0504. Exam 
re5ults:all five senior reactor 8: one reactor operator 
passed both oral & written exams. 

JOHNSON, D. F. , KELLER. R. M. Region 1, Office of Director, 84/06/05. 
39pp. 25520:267. 24X Fi che: 50-317, 84/06/12, 8407100003. 


8407030074 Forwards IE Safety Insp Repts 50-317/84-13 & 50-318/84-13 on 
840521-25. No violations noted. 

MARTIN, T. T. Division of Engineering ty Technical Programs. 84/06/15. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25278:203. 24X 

Fiche: 50-317, 84/06/15, 8407030074, 


— 8407030077 IE Safety Insp Repts 50-317/84-13 8: 50-318/84-13 on 
840521-25. No violations noted. Major areas inspected: 
radiation protection program, 

BICEHOUSE, H. J, , CIOFFI.M. J. , SHANB AKY, M, M. Region 1, Office of 
Director. 84/06/14. 9pp, 25278:205. 24X Fiche: 50-317. 84/06/15. 

8407030074. 


8407170300 Forwards IE Insp Repts 50-317/84-05 & 50-318/84-05 on 
840301-02. No violations noted. Util analysis of potential 
p ost-acc i dent radiation levels well conceived & thoroughly 
imp lemented. 

STAROSTECKI , R. Division of Project 5< Resident Programs. 84/06/25. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25627:162. 24X 

Fiche-; 50-317, 84/06/25, 8407170300. 


— 8407170304 IE Insp Repts 50-317/84-05 50-318/84-05 on 840301-02. No 

violations noted. Major areas insp e c ted : act ions taken to 
comply w/NUREO-0737, Item II. B. 2 re design review of plant 
shielding S', emergency procedure changes. 

FERLIC, K. P, , kelly, E.M., WENZI NGER , E. C. Region 1, Office of 
Director. 84/06/22, 11pp. 25627:164. 24X Fic he: 50-31 7, 84/06/25, 

8407170300. 


0406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214, 


8407170201 Forwards IE Insp Repts 50-317/34-14 S< 50-318/84-14 on 
840529-30. No violations noted. 

MARTIN, T. T. Division of Engineering 8,. Technical Programs. 84/06/26, 
LUNDVALL, A, E. Baltimore Gas Electric Co. 2pp. 25627:203. 24X 

Fiche: 50-317, 84/06/26, 8407170201. 



— 8407170207 IE Insp Repts 50-317/84-14 50-318/84-14 on 840529-30, No 

violations noted. Major areas inspected: corrective actions 
re salt water crap.^itic corrosion of component cooler HX & 

SVC water HX channel .heads 

REYNOLDS, S, D, . DURR> J. P. Rr--'' =n 1 Oirpctcr 84/06/20. 

7pp. 25627; 205, 24X Fich-: 5J-3:r fl-'. ^ a n.;C7;-C20! 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re ap p 1 i cab i 1 i ty of fraudulent 
products received from Ray Killer, Inc at faci lities. Response 
requested within 60 days. 

EBNETER, S. D, Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp, 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, S40705003S. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors.'' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407090304 Forwards IE Mgt Meeting Repts 50-317/84-41 & 50-318/84-41 on 
840517. 

STAROSTECKI, R. Division of Project t>. Resident Programs. 84/07/02. 
LUNDVALL, A. E. Baltimore Gas Electric Co. 2pp. 25448:353. 24X 

Fiche; 50-317, 84/07/02, 8407090304. 


— 8407090306 IE Hgt Meeting Repts 50-317/84-41 50-318/84-41 on 840517. 

Major areas discussed: salt water sys corrosion problem at 
Units 1 & 2 & subsequent shutdown of Unit 1. 

FERLIC,K, , TRIMBLE,D. , WEN2INGER, E. Region 1, Office of Director. 
84/06/19. 5pp. 25448:355. 24X Fich e: 50-317, 84/07/02, 8407090304. 


8407240434 Forwards IE Insp Repts 50-317/84-11 & 50-318/84-11 on 
840515-0612 & notice of violation. Confirms understanding 
that pressurizer pressure transmitters will be replaced 
during Spring 1985 outage. 

STAROSTECXI. K. Division of Project Resident Programs. 84/07/03. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25730:246. 24X 

Fiche: 50-317, 84/07/03, 8407240434. 


— 8407240436 Notice of violation from insp on 840515-0612. 

* Region 1, Office of Director. 84/07/03. Ip. 25730:248. 24X 

Fiche: 50-317, 84/07/03, 8407240434. 


— 8407240439 IE Insp Repts 50-317/84-11 50-318/84-11 on 840515-0612. 

Violation noted: 1 icensee did not take timely action to 
correct labeling deficiencies in gas analyzing sys. 

TRIMBLE, D. C. , WENZ INGER, E, C. Region 1. Office of Director. 
84/06/29. 10pp. 25730:249. 24X Fi che; 50-317, 84/07/03. 8407240434. 


— 8407240443 Forwards clarification re Item A. 2 of 840308 response to IE 
Insp Repts 50-317/83-31 it 50-318/83-31 re pressurizer 
pressure safety channels. 

LUNDVALL, A. E. Baltimore Gas i Electric Co. 84/06/08. 

STAROSTECKI, R, Division of Project St Resident Programs. 3pp. 
25730:259. 24X Fiche: 50-317, 84/07/03, 8407240434. 


— 8407240446 Forwards written statement in reply to items noted in 
840207 Itr re IE Insp Repts 50-317/83-31 it 50-318/83-31. Log 
sheets revised to include reading for auxiliary feedwater 
pump room air temp. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/03/08. . 

STAROSTECKI, R. Division of Project i Resident Programs. 4pp. 
25730 ; 262. 24X Fiche; 50-3 1 7, 84/07/03, 8407240434. 


S407030035 IE Info Notice 84-53. "Info re Use of Loctite 242 i Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response <Post S30103>. 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fi che: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84—54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he : 50-000, 84/07/05, 8407030089. 


1407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post S30103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, S407060251. 


8407310209 Forwards response to lE Bulletin 84-02 re failures of GE 
Type HFA relays in use in Class IE safety sys. Normally 
energized GE Type HFA relays not used in reactor trip or 
other safety-related sys. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 84/07/20, MURLEY,T. E. 
Region 1, Office of Director. 6pp. 25834:316. 24X 

Fiche: 50-317, 84/07/20, 8407310209. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 030103), 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi c he : 50-000. 84/07/25, 8407230079. 


8407310281 Ack receipt of 840629 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/83-35 i 
50-318/83-35. Corrective actions will be examined during 
future insp. 

BELLAMY, R.R, Division of Engineering Technical Programs, 
84/07/26. LUNDVALL, A. E, Baltimore Gas it Electric Co. 2pp. 
25832:267. 24X Fi ch e : 50-3 1 7. 84/07/26, 840731 0281 . 


— 8407310290 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-317/83-35 i 50-318/83-35. Meteoro 1 og ical tower 
installed, per NUREG-0737, Item III. A. 2 it NUREG-0654 
requirements & considered in conformance w/Reg Guide 1.23. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/06/29. MARTIN, T. T. 

Division of E'^gireerir^ Z> ■'"pi: h” i c e 1 Programs. 4pp. 25832:269. 
24X Fiche: 50-317. E-/ j>-/P6. C2E 1 


R. Periodic operating reports i: related correspondence 


8407260216 Monthly operating repts for June 1984. W/840713 Itr. 
BEWLEY, E. K. Baltimore Gas i>. Electric Co. 84/06/30. 11pp. 

25781:038. 24X Fiche: 50-317, 84/06/30, 8407260216. 


S. Reportable occurrences, LERs S< related correspondence 


8407030244 LER 84-006-00: on 840531, axial power distribution pretrip 
alarm occurred on channel A of reactor protection sys. Caused 
by disconnected signal lead from upper detector. Procedure 
changes it review of event will be accompl ished. W/840627 Itr. 
PIERINGER, P. , RUSSELL, L.B. Baltimore Gas i. Electric Co. 8A/06/27. 
4pp. 25239:355. 24X Fic h e: 50-317, 84/06/27, 8407030244. 


8407060196 LER 84-005-01; on 840502, through-wa 1 1 hole occurred during 
removal of graphite layer on component cooling HX 22. Second 
hole created on 840503. A1 1 Units i it 2 saltwater pumps 
inoperable on 840514. Cause unknown. W/840703 Itr. 

L'HEUREUX, R. W. , RUSSEi L, L. B. Baltimore Gas it Electric Co. 84/07/03. 
8pp. 25426:234. 24X Fi che : 50-317, 84/07/03, 8407060196. 


V. Operator Examinations 


8407100003 Forwards Exam Repts 50-317/84-10 it 50-318/84-10 on 840430- 
0504. 

STAROSTECKI, R. Division of Project it Resident Programs. 84/06/12. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25520:265. 24X 
Fiche; 50-317, 84/06/12, 8407100003. 


— 8407100005 Exam Repts 50-317/84-10 i-. 50-318/84-10 on 840430-0504. Exam 
results:all five senior reactor i: one reactor operator 
passed both oral it written exams. 

JOHNSON, D. F. , KELLER, R. M. Region 1, Office of Director. 84/06/05. 
39pp. 25520:267. 24X Fi ch e; 50-317, 84/06/12, 8407100003. 

8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs i: holders of CPs re adequacy of on-shift 
operating experience for near-term OL appi icants. Svc list 
end. 

EISENHUT,D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor I icensees, applicants 
for OLs,NSSS vendors, r eac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 
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DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 2 


F. Security, medical, emergency fire protection plans 


8407240211 Forwards public version of new Attachment 2 to Chang© 1 of 
Rev 10 to Emergency Response Plan Implementing Procedure 
ERPIP 4, 1. 17 Rev 13 to ERPIP App A. 1 re emergency 
organization telephone numbers. W/JM Felton 840717 memo. 

* Baltimore Gas h. Electric Co. 83/08/23. Director's Office, 
Office of Inspection and Enforcement. 3pp, 25752:091. 24X 

Fiche: 50-317, 83/08/23, 8407240211. 


— 8407240217 Public version of neio Attachment 2 to Change 1 of Rev 10 to 
Emergency Response Plan Implementing Procedure ERPIP 4.1.17 
& Rev 13 to ERPIP App A, 1 re emergency organization 
telephone numbers. 

RUSSELL, J.B. Baltimore Gas 8-. Electric Co. 83/08/10. 26pp. 

25752:093. 24X Fich e: 50-317, 83/08/23. 840724021 1 . 


8407120590 Public version of Rev 15 to Emergency Response Plan 
Implementing Procedure ERPIP A. 1, "Emergency Organization 
Telephone Numbers." W/840418 Itr, 

USI,V. Baltimore Gas Electric Co. 84/04/18. 22pp. 25558:283. 

.24X Fiche: 50-317, 84/04/18, 8407120590. 


8407120551 Public version of revised emergency response plan 
implementation procedure s , in c 1 ud ing Rev 10 to ERPIP 4.1. 17, 

Rev 9 to ERPIP 5. 4 8( Rev 2 to ERPIP A. 2. W/B40502 Itr. 

USI,V. Baltimore Gas Electric Co. 84/05/02. 13pp. 25573:007. 

24X Fiche: 50-317, 84/05/02, 8407120551. 


8407020040 Req.uests add! info re procedures generation package, 
specifically, plant-specific technical g ui de 1 ines. Resp onse 
requested within 30 days of Itr receipt. 

MILLER, J.R, Operating Reactors Branch 3. 84/06/14. LUNOVALL, A. E. 

Baltimore Gas in Electric Co. 3pp. 25274:348. 24X 

Fiche: 50-317, 84/06/14, 8407020040, 


8407170300 Forwards IE Insp Repts 50-317/84-05 & 50-318/84-05 on 
840301-02. No violations noted. Util analysis of potential 
p 08 t-acc i dent radiation levels well conceived & thoroughly 
imp lemented. 

STAROSTECKI, R. Division of Project 8< Resident Programs. 84/06/25. 
LUNDVALL, A. E. Baltimore Gas it Electric Co. 2pp. 25627:162. 24X 

Fiche: 50-317. 84/06/25, 8407170300. 


—8407170304 IE Insp Repts 50-317/84-05 50-318/84-05 on 840301-02. No 

violations noted. Major areas insp ec ted: ac ti ons taken to 
comply w/NUREG-0737, Item II. B. 2 re design review of plant 
shielding & emergency procedure changes. 

FERLIC, K, P, Region 1, Office of Director. 84/06/22. 11pp. 

25627:164. 24X Fiche: 50-317, 84/06/25,8407170300. 


3407270249 Rev 10 to Emergency Plan Implementing Procedure ERPIP 5.1, 
"Communications. " W/840714 transmittal memo. 

USI,V. Baltimore Gas & Electric Co. 84/06/27. 18pp. 25789:124. 

24X Fiche: 50-317, 84/06/27, 8407270249. 


3407240434 Forwards IE Insp Repts 50-317/84-11 & 50-318/84-11 on 
840515-0612 i>. notice of violation. Confirms understanding 
that pressurizer pressure transmitters will be replaced 
during Spring 1785 outage. 

STAROSTECKI, R. Division of Project S: Resident Programs. 84/07/03. 
LUNDVALL, A. E. Baltimore Gas & Electric Co, 2pp. 25730:246. 24X 

Fiche: 50-317, 84/07/03, 8407240434. 


— 8407240439 IE Insp Repts 50-317/84-11 V. 50-318/84-11 on 840515-0612. 
Violation noted: licensee did not take timely action to 
correct labeling deficiencies in gas analyzing sys. 

TRIMBLE, D.C. Region 1, Office of Director. 84/06/29. 10pp. 

25730:249. 24X Fi ch e: 50-317, 84/07/03, 8407240434. 


8407240070 Forwards summary of 84’0517 meeting at Region 1 ofcs re 
phyacial security program. W/o end. 

MARTIN, T. T. Division of Engineering Technical Programs. 84/07/17. 

BOWMAKER, N. J. Baltimore Gas 8c Electric Co. 2pp. 25723:138. 24X 

Fiche: 50-317, 84/07/17, 8407240070. 


8407270251 Forwards emergency response plan implementation procedure 
revs to be incorporated into manual, Ltr dtd 840703 canceling 
Procedures 4. 1. 1,4. 1. 11,4. 1. 13 8< 4. 1. 18 end. 

USI/V. Baltimore Gas & Electric Co. 84/07/18. Record Services 
Branch (Document Control Desk). 2pp. 25785:014. 24X 

Fiche: 50-317, 84/07/18, 8407270251. 


8407270261 Forwards emergency response plan implementation procedure 
revs to be incorporated into manual.Ltr dtd 840706 
canceling Procedure 4.3.4 end. 

USI/V. Baltimore Gas it Electric Co. 84/07/18. Record Services 
Branch (Document Control Desk). 2pp. 25786:349. 24X 

Fiche: 50-317, 84/07/18, 8407270261. 


8407270273 Forwards 840625 notice canceling Emergency Plan Implementing 
Procedure ERPIP 4.2.1, "Flitefone Operating Procedures - 
Helicopter Communications. " Info included in Procedure 
ERPIP 5. 1, "Communications. " 

USI.V. Baltimore Gas ic Electric Co, 84/07/18. Record Services 
Branch (Document Control Desk). 2pp. 25788:344. 24X 

Fiche: 50-317, 84/07/18, 8407270273. , 


8407250249 Req,uests withdrawal of 840426 ret^uest for exemption from 
10CFR50, App E requirements re frequency of participation by 
state it local agencies in annual emergency response 
exercises. 

LUNDVALL, A. E. Baltimore Gas & Electric Co, 84/07/23. MILLER, U. R. 
Operating Reactors Branch 3. Ip. 25736:355. 24X 

Fiche: 50-317, 84/07/23, 8407250249. 


8407310281 Ac k receipt of 840629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/83-35 & 
50-318/83-35. Corrective actions will be examined during 
future insp. 

BELLAMY, R.R. Division of Engineering »: Technical Programs. 
84/07/26. LUNDVALL, A. E. Baltimore Gas it Electric Co. 2pp. 
25832:267. 24X Fiche : 50-317, 84/07/26, 8407310281. 


— 8407310290 Responds to NRC 840309 ltr re violations noted in IE Insp 
Repts 50-317/83-35 & 50-318/83-35. Meteorolog ical tower 
installed, per NUREG-0737, Item III. A. 2 & NUREG-0654 
requirements & considered in conformance w/Reg Guide 1.23. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 94/06/29. MARTIN, T.T. 

Division of Engineering it Technical Programs. 4pp. 25832:269. 

24X Fiche: 50-317, 84/07/26, 8407310281. 


K. Utility Final Safety Analysis Report CFSAR) 8t amends 


8407200211 Forwards Rev 3 to updated FSAR. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 84/07/16. MILLER, J.R. 
Operating Reactors Branch 3. 3pp. 25700: 194. 24X 

Fiche: 50-317, 84/07/16. 8407200211. 


— 8407200215 Rev 3 to updated FSAR. 

Baltimore Gas St Electric Co. 84/07/16. 1062pp. 25700:197. 

24X Fiche: 50-317, 84/07/16, 8407200211. 


P. Operating license stage documents & correspondence 


8407130037 Further response to FQIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 St 83-72 8< Board Notifications 83-128 it 83-128A. 

Forwards Apps C 8< D document s, Search continuing. 

FELTON, J. M. Division of Roles and Records. 84/04/13. JORDAN, W. S. 
Harmon it Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/ 13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries 8t Target Rock failed to close. 

DIIANNI,D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,33—52,83—57 & 

83-72. Forwards App F documents. App G documents withheld 
(ref FQIA Exemptions 4 & 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon & Weiss. 8pp. 25586:213. 24X Fic he : 50-000, 84/04/23, 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J. P. Assistant Director for Comp, it Structures Engineering 
(Post 830201). 84/04/23. MIRAOLIA, F. J, Assistant Director for 

Safety Assessment, 134pp. 25589:213. 24X Fiche: 50-000, 84/04/23, 

8407130156. 


8407060219 Submits schedule for availability of plant simulator in 
response to Unresolved Safety Issue A-47, "Safety 
Implications of Control Sys. " Simulator will be delivered 
& tested by end of 1984, 

PATTERSON, M. D. Baltimore Gas it Electric Co. 84/06/27. 
S2UKIEWICZ, A. Generic Issues Branch. Ip. 25426:131. 24X 

Fiche: 50-317, 84/06/27, 8407060219. 


8407100503 Application for amend to Licenses DPR-53 it DPR-69, revising 
Tech Specs as listed, in response to Generic Ltr 83-28. New 
post-accident sampling sys installed, per NURE0-O737, Item 
1 1. B, 3, Mar ked-up Tech Specs it fee end. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/06/29. MILLER, J, R, 
Operating Reactors Branch 3, 31pp. 25464:247. 24X 

Fiche: 50-317, 84/06/29, 8407100503. 



8407020206 Generic Ltr 84-15 to all licensees of operating reactorsi 
applicants for OLs Si holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

ElSENHUTi D. 0. Division of Licensing. S4/07/02. Consolidated 
Edison Co. of Neu Yorki Inc. 36pp, 25601:348. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 


8407170300 Forwards IE Insp Repts 50-317/84-05 S< 50-318/84-05 on 
840301-02. No violations noted. Util analysis of potential 
post-accident radiation levels well conceived S; thoroughly 
implemented. „ .oe 

STAROSTECKI.R. Division of Project S; Resident Programs. 84/06/25. 

LUNDVALL. A. E. Baltimore Gas S-. Electric Co. 2pp. 2562 7:162 . 24X 

Fiche: 50-317, 84/06/25, 8407170300. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Z>. amends, Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407130001 Forwards response to 840531 request for addl info re status 
of environ qua 1 if icat i on program, per 840514 ltr. Topics 
needing addl info 1 isted, including methodology for 
identifying nonsafety-related equipment. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/07/09. MILLER, J.R. 
Operating Reactors Branch 3. 6pp. 25562; 114. 24X 

Fiche: 50-317, 84/07/09, 8407130001. 


— 8407170304 IE Insp Repts 50-317/84-05 fy. 50-318/84-05 on 840301-02. No 
violations noted. Major areas i nsp ec ted ; ac t i ons taken to 
comply w/NUREO-0737, Item II. B- 2 re design review of plant 
shielding emergency procedure changes 

FERLIC, K. P. , KELLY, E.M., WFNZTMGER.E C. Region 1, Office of 
Director, 84/06/22. 11pp. 25627:164. 24X Fiche: 50-317, 84/06/25. 

8407170300. 


84-51, "Independent Verification." Svc list 


8406250214 IE Info Notice 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Eng meer ing 
Response (Post 330103). 84/06/26, Consolidated Edison Co. of Neu 

York. Inc. I54pp. 25535:160. 


24X Fiche: 50-000, 84/06/26, 8406250214. 


S407160223 Notification of 840716 meeting w/util in Bethesda.MD to 
discuss procedures generation package. 

JAFFE, D. H. Operating Reactors Branch 3, 84/07/09. MILLER, J. R. 

Operating Reactors Branch 3, 2pp. 25625:229. 24X 

Fiche; 50-317. 84/07/09. 8407160223. 


8407170201 Forwards IE Insp Repts 50-317/84-14 Sc 50-318/84-14 on 
840529-30, No violations noted. 

MARTIN, T. T. Division of Engineering Zf Technical Programs. 84/06/26. 

LUNDVALL. A. E, Baltimore Gas Sc Electric Co. 2pp. 25627:203. 24X 

Fiche: 50-317, 84/06/26, 8407170201. 


8407300113 Forwards notice of environ assessment Sc finding of no 
significant impact re 840409 application for amend to 
License DPR-69, revis ing limiting conditions Sc surveillance 
requirements for auxiliary feedwater sys. 

MILLER. J.R. Operating Reactors Branch 3. 84/07/20. LUNDVALL. A. E. 

Baltimore Gas Sc Electric Co. Ip. 25816:296. 24X 

Fiche: 50-318.84/07/20, 8407300113. 


— 8407300126 Concurs w/environ assessment Sc findings of no significant 
impact.subj to inclusion of end subsection on alternative 
use of resources. 

SCINTO, J. NRC - No Detailed Affiliation Given. 84/06/29. 

JAFFE, D, NRC - No Detailed Affiliation Given. 2pp. 25816:297. 
24X Fiche; 50-318, 84/07/20. 8407300113. 


— 8407300132 Forwards notice of environ assessment it finding of no 
significant impact, for transmittal to Ofc of FR for 
p ub 1 i cati on. 

* Operating Reactors Branch 3. 84/07/23. Docketing it Services 

Branch. 2pp, 25816:299. 24X Fic he; 50-318, 84/07/20, 84073001 13. 


— 8407300155 Notice of environ assessment it finding of no significant 
impact re proposed amend to License DPR-61, revising limiting 
conditions it surveillance requirements for auxiliary 
feedwater sys. 

EISENHUT, D. G. Division of Licensing. 84/07/20. 3pp. 25816:301. 
24X Fiche: 50-318, 84/07/20, 8407300113. 


Q. Inspection reports, IE Bulletins i: correspondence 


8407100003 Forwards Exam Repts 50-317/84-10 50-318/84-10 on 840430- 

0504. 

STAROSFECKI.R. Division of Project it Resident Programs. 84/06/12. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp, 25520:265. 24X 

Fiche: 50-317, 84/06/12. 8407100003. 


— 8407100005 Exam Repts 50-317/84-10 it 50-318/84-10 on S40430-0504. Exam 
results;an five senior reactor it one reactor operator 
passed both oral & written exams. 

JOHNSON, D. F. , KELLER, R.K. Region 1, Office of Director. 84/06/05. 
39pp. 25520:267. a4X Fi ch e: 50-317. 84/06/12, 8407100003. 


0407030074 Forwards IE Safety Insp Repts 50-317/84-13 Zr 50-318/84-13 on 
840521-25. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/15. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 2pp, 25278:203. 24X 

Fiche: 50-317, 84/06/15, 8407030074. 


8407030077 IE Safety Insp Repts 50-317/84-13 it 50-318/84-13 on 

840521-25. No violations noted. Major areas inspected: 
radiation protection program. 

BICEHOUSE,H. J. , CIOFFI, M. J. , SHANBAKY, M. M. Region 1, Office of 
Director. 84/06/14. 9pp. 25278:205. 24X Fiche: 50-317, 84/06/15, 

8407030074. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at fac ilities. Response 
requested within 60 days. 

EBNETER.S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp, 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


—8407170207 IE Insp Repts 50-317/84-14 S( 50-318/84-14 on 840529-30. No 
violations noted. Major areas inspec ted ; c orrec t ive actions 
re salt water graphitic corrosion of component cooler HX St 
svc water HX channel heads. 

REYNOLDS, S. D. , DURR, J. P. Region 1, Office of Director. B4/06/e:o. 
7pp. 25627:205. 24X Fich e: 50-317, 84/06/26, 8407170201. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. 

York, Inc. 124pp. 25602:151. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/06/29, 8406280311- 


8407090304 Forwards IE Mgt Meeting Repts 50-317/84-41 & 50-318/84-41 on 

STAROSTECKI, R. Division of Project Resident Programs. 

LUNDVALL. A. E. Baltimore Gas it Electric Co. 2pp. 25448:353. 24X 

Fiche; 50-317, 84/07/02, 8407090304. 


—8407090306 IE Mgt Meeting Repts 50-317/84-41 St 50-318/84-41 on 840517. 
Major areas d isc us sed : sa 1 t water sys corrosion problem at 
Units 1 St 2 & subsequent shutdown of Unit 1. 

FERLIC, K., TRIMBLE, D., WENZINGER.E, Region 1, Office of Director.. 
84/06/19. 5pp. 25443:355. 24X Fi c h e: 50-31 7, 84/07/02, 8407090304. 


8407240434 Forwards IE Insp Repts 50-317/84-11 S: 50-318/84-11 on 
840515-0612 it. notice of violation. Confirms understanding 
that pressuriier pressure transmitters will be replaced 
during S:r:rg 1985 outage. /at/a-s 

3TARr8'"t:r.,'‘ • . R Division of Project it Resident Programs. 

LUNDVALL. A. E. Baltimore Gas St Electric Co. 2pp. 25730:246. 24X 

Fiche; 50-317, 84/07/03, S407240434. 


— 8407240439 IE Insp Repts 50-317/84-11 h 50-318/84-11 on 840515-0612. 
Violation noted : 1 ic ensee did not take timely action to 
correct labeling deficiencies in gas analyzing sys. 

TRIMBLE, D. C. , WENZINGER, E. C. Region 1, Office Director. 
84/06/29. 10pp. 25730:249. 24X Fi che; 50-317, 84/07/03, S407240434. 


— 8407240443 Forwards c lari f i cat ion re Item A. 2 of 840308 response to IE 
Insp Repts 50-317/83-31 St 50-318/83-31 re pressurizer 
pressure safety channels. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 84/06/08. 

STAROSTECKI, R. Division of Project Z-. Resident Programs. 3pp. 
25730:259. 24X Fich e; 50-317, 84/07/03, 8407240434. 


— 8407240446 Forwards written statement in reply to items noted in 
840207 ltr re IE Insp Repts 50-317/83-31 St 50-318/83-31. Log 
sheets revised to include reading for auxiliary feedwater 
pump room air temp. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/03/08. 
STAROSTECKI, R. Division of Project it Resident Programs. 4pp. 
25730:262. 24X Fiche: 50-317, 84/07/03. 8407240434. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 



DOCKETED ITEMS 


8407030089 IE Info Notice 84-54< "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

OORDANi E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York- Inc. 122pp. 25602:032. 24X Fi c he : 50-000- 84/07/05- 8407030009. 


8407050274 IE Info Notice 84-55- "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN- E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:296. 24X F ic he : 50-000- 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-liinute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York- Inc. 120pp. 25865:166. 24X Fic he: 50-000. 84/07/10- 8407060251. 


8407310209 Forwards response to IE Bulletin 84-02 re failures of OE 
Type HFA relays in use in Class IE safety sys. Normally 
energized GE Type HFA relays not used in reactor trip or 
other safety-related sys. 

LUNDVALL, A. E. Baltimore Gas Electric Co. 84/07/20. MURLEY, T, E. 
Region 1, Office of Director, 6pp. 25834:316. 24X 

Fiche: 50-317, 84/07/20. 8407310209. 


—8407100005 Exam Repts 50-317/84-10 50-318/84-10 on 840430-0504. Exam 

results:all five senior reactor one reactor operator 
passed both oral & written exams. 

JOHNSON, D. F. Region 1, Office of Director. 84/06/05. 39pp. 

25520:267. 24X Fic he: 50-317, 84/06/ 12, 8407100003 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for DLs 8< holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp, 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es, app 1 leant s 
for DLs.NSSS vend ors, reac tor vendors S: AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc, 16pp. 25601:326. 24X 

Fiche; 50-000,84/07/03, 8407030097, 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency S« fire protection plans 


8407230079 IE Info Notice 84—58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York- Inc. 108pp. 26057:245. 24X Fic he : 50-000- 84/07/25, 8407230079. 


8407310281 Ac k receipt of 040629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/83-35 8« 
50-318/83-35. Correct ive actions will be examined during 
future insp. 

BELLAMY, R.R. Division of Engineering & Technical Programs. 
84/07/26, LUNDVALL, A. E, Baltimore Gas Electric Co. 2pp. 
25832:267. 24X Fiche: 50-317, 84/07/26- 8407310281. 


—8407310290 Responds to NRC 840309 ltr re violations noted in IE Insp 
Repts 50-317/83-35 50-318/83-35. Meteoro log ical tower 

installed. per NUREG-0737, Item III. A. 2 U NUREG-0654 
requirements 1a considered in conformance w/Reg Guide 1.23, 

LUNDVALL- A. E. Baltimore Gas & Electric Co. 84/06/29. MARTIN, T. T. 

Division of Engineering i>. Technical Programs. 4pp. 25832:269. 

24X Fiche: 50-317, 84/07/26, 8407310281. 


8407020232 Notifies that Temporary Change Notice 1-84-0117 for 
Emergency Plan Implementing Procedure 1004.7 has been 
canceled. 

■e General Public Utilities - GPU Service Corp. 84/06/25. NRC - 
No Detailed Affiliation Given. Ip. 25217:331. 24X 

Fiche: 50-320, 84/06/25, 8407020232. 


8407060246 Forwards RW Krimm 840523 ltr forwarding schedule of 
corrective actions submitted to State of PA Emergency Mgt 
Agency in response to 831116 full-scale offsite radiological 
emergency preparedness plan exercise deficiencies. 

MARTIN, T, T. Division of Engineering & Technical Programs. 84/06/27. 

KANOA, B. K, General Public Utilities - GPU Service Corp. 2pp. 
25425:296. 24X Fiche : 50-320, 84/06/27. 8407060246. 


8407130301 Forwards schedule of State of PA Emergency Mgt Agency 
corrective actions submitted in response to deficiencies 
cited by Region III of FEMA 831116 full-scale exercise of 
TMI offsite radiological emergency preparedness plans. 

MARTIN, T. T. Division of Engineering «( Technical Programs. 84/06/27. 

DALTROFF, B. L. Philadelphia Electric Co. 2pp. 25560:007. 24X 

Fiche: 50-000,84/06/27, 8407130301. 


R. Periodic operating reports & related correspondence 


8407260216 Monthly operating repts for June 1984. W/840713 ltr. 
BEWLEY, E. K. Baltimore Gas Electric Co. 84/06/30. 11pp. 

25781: 038. 24X Fiche: 50-317. 84/06/30. 8407260216. 


8. Reportable occurrences, LERs ?( related correspondence 


8407060061 Rev 6 to Emergency Plan Implementing Procedure 1054. 3, 
"Site Emergency." W/840629 transmittal memo. 

* General Public Utilities - GPU Service Corp. 84/06/29, 29pp. 

25421:157. 24X Fiche : 50-320, 84/06/29, 8407060061. 


8407170188 Rev 3 to Emergency Plan Implementing Procedure 1054. 5, 
"Conmunications & Recordkeeping." W/S40711 transmittal memo. 

BRADY, J. A. - KOVACK, P. J, , OIANOI.G. J. General Public Utilities - GPU 
Service Corp, 84/07/05. 22pp. 25608:327. 24X 

Fiche: 50-320, 84/07/05, 8407170188, 


8407030162 Updated LER 83-045/01 X-1 : on 830906, d ischarge dampers to both 
penetration room exhaust fans failed to open during 
surveillance testing. Caused by pressure controller failure. 

Pressure controller replaced. W/840627 ltr. 

RAYNOR. J.W., RUSSELL, L. B. Baltimore Gas Electric Co. 84/06/22. 

2pp. 25267:330. 24X Fiche: 50-318, 84/06/22. 8407030162. 


8407300379 Forwards IE Insp Rept 50-320/84-11 on 840530-0627. No 
violations noted. 

GRANT, P.J. TMI Program Office, 84/07/10. KANOA, B. K. General 

Public Utilities - OPU Service Corp. 2pp. 25815:015. 24X 
Fiche: 50-320, 84/07/10, 8407300379. 


8407130350 PNO- 1-84-061 : on 840709, plant shut down due to unidentified 
RCS leakage. Caused by leakage from weld connecting 3/4-inch 
controlled bleedoff line to reactor coolant pump 22B. 

LUPTAK, A. , WENZINGER, E. Region 1, Office of Director. 84/07/10. 

Ip. 25566: 312. 24X Fich e : 50-318, 84/07/10, 8407130350. 


8407250340 Forwards response to NRC request for addl ino re steam 
generator water hammer event on 840421. Damaged feedwater 
sys components repair ed, W/three marked-up oversize isometric 
figures. Aperture cards available in PDR. 

* Baltimore Gas «< Electric Co. 04/07/20. JAFFE, D. H. Operating 
Reactor* Branch 3. 8pp. 25740:347. 24X Fiche: 50-318, 84/07/20, 

8407250340. 


V. Operator Examinations 


8407100003 Forwards Exam Repts 50-317/84-10 V. 50-318/84-10 on 840430- 
0504. 

8TAR0STECKI, R. Division of Project St Resident Programs. 84/06/12. 
LUNDVALL, A. E. Baltimore Oat S< Electric Co. 2pp. 25520:265. 24X 
Fiche: 50-317, 84/06/12, 8407100003. " 


— 8407300384 IE Insp Rept 50-320/84-11 on 840530-0627. No noncompliance 
noted. Major areas inspected: licensee action on previous insp 
f ind ings, p lant operations, including surveillance testing, 
plant mods St radioactive matl shipments. 

COOK, R. , MOSLAK,T, , COLLINS, D. Region 1, Office of Director. 
84/07/09. 7pp. 25815:017. 24X Fiche; 50-320, 84/07/10, 8407300379, 


8407170564 Responds to 840328,0412,24,0504 Si 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep. , Interior St Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8405180075 Summarizes 840412 Si 16 meetings w/Secretary Hodel St 
Concerned Mothers of Mi ddletown, respectively, re initiatives 
to clean up TPlI-2. Requests cost data St funding for cleanup Sc 
listing of past St future const appraisal team visits. 

PALLADINO, N. J. Commissioners. 84/04/17, OILINSKY Commissioners. 
3pp. 25864:150. 24X Fiche: 50-000, 84/07/13, 8407170564. 



—8403210414 Summarizes NfJC/FEMA steering committee 840502 meeting. Top ic s 
discussed included emergency preparedness MOU, NRC decision 
to table rev of lOCFRgO. 47. App E & NUREG-0658 & status of 
alert & notification sys review process, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 930103). 84/05/11. NRC - No Detailed Affiliation 

Given, 3pp. 25864:256, 24X Fiche; 50-000. 84/07/13. 8407170564. 


8407310394 Requests status rept on NRC consideration of Ad Hoc 
Committee on TMI Evacuation 840530 Itr & also placement of 
city on svc list for uti l/T«I-related matters. Util did not 
inform city of 840716 emergency drill, 

PERKINS. J. Harrisburg, PA. 84/07/24. DEYOUNG. R.C. Director's 
Office. Office of Inspection and Enforcement. 2pp. 25829:320. 24X 

Fiche: 50-289. 84/07/24. S4073 10394. 


— 8405180075 Summarizes S40412 16 meetings w/Secretary Hodel St 

Concerned Mothers of Mi dd letown. respectively, re initiatives 
to clean up TMI-2. Requests cost data St funding for cleanup St 
listing of past i>. future const appraisal team visits, 

PALLADINO, N. J, Commissioners. 84/04/17. GILINSKY Commissioners. 

3pp. 25864:150. 24X Fi c h e : 50-000, 84/07/ 13, 8407170564. 


8407200140 Provides addl info re util ability to prevent/mitigate boron 
dilution event. Info not previously discussed in internals 
Indexing fixture processing SER. Improvements made on RCS 
sampling sys St reactor coolant bleed tank level indication. 

KANGA.B.K. General Public Utilities - GPU Service Corp. 84/07/16. 
SNYDER, B. J. TMI Program Office. 3pp. 25692:196. 24X 

Fiche: 50-320. 84/07/16. 8407200140. 


G. Adjudicatory correspondence 


8407230129 Notice of issuance of amend of order & motion to conform 
proposed Tech Specs re retraining & replacement training. 
Certificate of Svc end. 

WILCOVE. M. N. Hearing Branch 2. DSB 417. 84/07/18. 17pp. 

25705:021. 24X Fiche: 50- 320. 84/07/18. 8407230129, 


H. General correspondence 


8407240319 Approves 840523 proposed Rev 9 to organization plan. Rev 
changes titles of licensing nuclear safety director 8< 
manager, sys engineering. Organization Plan. Figures 1 1 5t 

1.2 end. 

SNYDER, B.J. TMI Program Office. 84/07/16. KANGA.B.K. General 
Public Utilities - GPU Service Corp. 2pp. 25751-358 24X 

Fiche; 50-320. 84/07/16, 8407240319. 


8407230329 Informs of preparation of environ assessment & associated 
finding of no significant environ impact re head lift «>. 
related act ions. Approval of reactor vessel head lift ^ 
related activities given prior to publication. 

SNYDER, B.J. TMI Program Office, 84/07/16. TMI Program Office. 
Ip. 25726:165. 24X Fi ch e ; 50-320, 84/07/16. 8407230329. 


8407230129 Notice of issuance of amend of order Zt motion to conform 
proposed Tech Specs re retraining 8< replacement training. 
Certificate of Svc end. 

WILCOVE. M. N. Hearing Branch 2, DSB 417. 84/07/18. I7pp. 

25705:021. 24X Fiche: 50-320. 84/07/18. 8407230129. 


8407240243 Forwards SER on makeup & purification sys resin cesium 
elution. Rept incorporates issues discussed in LH Barrett 
840525 Itr. Fee encl. 

KANGA.B.K. General Public Utilities - GPU Service Corp. 04/07/19. 
SNYDER, B. J. TMI Program Office. Ip. 25722:150. 24X 

Fiche: 50-320. 84/07/19. 8407240243. 


P. Operating license stage documents i: correspondence 


8407130037 Further response to FOIA request for numerous categories o 
records re issues discussed in IE Info Notices 81-29,83-52. 

83-57 it 83-72 h Board Notifications 83-128 it 83~128A. 

Forwards Apps C it D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN. W. S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fi ch e; 50-000. 84/04/ 13, 

8407130037. 


8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs.EPRl tests on PORVs showed that valves 
fflfg by Dresser Industries & Target Rock failed to close. 

DIIANNI.D, C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


0407030416 Requests NRC concurrence to delete requirement to isolate 
air coolers during load handling operations in reactor bldg. 

Large chiller sys installed to combat decrease in work 
productivity. 

KANGA.B.K. General Public Utilities - GPU Service Corp. 84/06/22 
BARRETT. L.H. TMI Program Office. 2pp. 25239:144. 24X 

Fiche; 50-320. 84/06/22. 8407030416. 


S407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs ?« holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end, 

EISENHUT.D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


0407060185 Provides long-term schedule for TMI-2 cleanup activities. 
CLARK, P.R, General Public Utilities — GPU Service Corp, 84/07/02. 
SNYDER, B.J. TMI Program Office. 2pp. 25426:184. 24X 

Fiche: 50-320, 84/07/02, 8407060185. 


0407120368 Requests remittance of Class III fee for review of 830218 
T'eq.uest re reactor bldg polar crane load test. Notice re 
revised license fee schedule encl. 

DIGGS, R.M. License^yFee Management Branch. 84/07/02. KANGA, S. K. 
General Public Utilities - GPU Service Corp. 22pp. 25558- 027 24X 

Fiche: 50-320, 84/07/02, 8407120368. .ioooa. 


3407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list encl 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


3407170564 Responds to 840328,0412,24,0504 & 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

P- ' Interior & Insular Affairs. 5pp. 25864' 145 24X 

■' "4/07/13,8407170564. 


—8407240249 "SER for Rinse St Elution of Makeup & Purification 
Deminerai i r er Resins." 

* General Public Utilities - GPU Service Corp. 84/07/19. 25pp. 

25722:151. 24X Fiche: 50-320, 84/07/19, 8407240243, 


8407240339 Requests NRC concurrence w/Tech Spec interpretation re 
criteria for defin:»'g de minimis quantities of gaseous 
raduaste 25% o^ lC-JPR20.Anp B.max permissible concentration 
limits for isotopic mixture of effluents. 

KANGA.B.K. General Public Utilities - CPU Service Corp. 84/07/19, 
GRANT,P.J. TMI Program Office. 2pp. 25716:108. 24X 

Fiche: 50-320, 84/07/19. 8407240339. 


8407270050 Forwards Rev 2 to Technical Evaluation Rept 3527-006, 
"Submerged Demineralizer Sys. " Rept reflects current 
operating configuration & limitations incorporates 
LH Barrett 831108 comments. 

KANGA.B.K. General Public Utilities - GPU Service Corp. 84/07/19. 
SNYDER, B.J. TMI Program Office. 10pp. 25790:079. 24X 

Fiche; 50-320, 84/07/19, 8407270050. 


8407270054 "Submerged Demineralizer Sys." technical evaluation rept. 
* General Public Utilities - GPU Service Corp. 3527-006 R02. 
84/06/30. 181pp. 25790:089. 24X Fiche: 50-320, 84/07/19, 

8407270050. 


8407270088 Forwards Rev 3 to "Div Sys Description for Submerged 
Demineralizer Sys." New App S. listing radionuclide 
concentrations contained in reactor bldg sump water it RCS 
added. Response to NRC 831 108 comments also encl. 

KANOA. B. K. General Public Utilities - GPU Service Corp. 84/07/19. 
SNYDER, B.J. TMI Program Office. 2pp. 25785:077. 24X 

Fiche- 50-320, 84/07/19, 8407270088. 


8407270098 Rev 3 to "Div Sys Description for Submerged Deminerali ler 
Sys. *' 

* General Public Utilities - GPU Service Corp. SD3527-005 R03. 
82/02/28. 200pp. 25785:079. 24X Fiche : 50-320, 84/07/19. 

8407270088. 


84072500SS Submits Recovery Operation Plan Change Requests 20 S< 22, 
requesting deletion of lower limit on standby pressure 
control inservice nitrogen supply bank Zt deletion of water 
dissolved gas concentration requirement. 

KANGA.B.K. General Public Utilities - GPU Service Corp. 84/07/20. 
GRANT, P.J. TMI Program Office, 2pp. 25747:282. 24X 

Fiche: 50-320, 84/07/20, 8407250088. 


8407270434 Summarizes NRC 840628 telcon w/Bechtel & BStW re head drop 
analysis. Addl info provided fay B«(W on 840703 encl. 

POINDEXTER, T. C. TMI Program Office. 84/07/23. TMI Program 
Office. 11pp. 25794.-337. 24X Fich e; 50-320. 84/07/23, 8407270434. 



DOCKETED ITEMS 


8407300291 Requests approval to use polar crane to apply lifting force 
in excess of current rated load of 170 tons^ if reactor 
vessel head fails to lift free at applied lifting force of 
170 tons or less. Special head lift SER end. 

KANOA.B.K. General Public Utilities - GPU Service Corp. 84/07/24. 
SNYDER. B, U. TMI Program Office. 4pp. 25801:123. 24X 

Fiche: 50-320. 84/07/24. 8407300291. 


8407310399 Withdraws 840724 request for permission to exceed 170 ton 
load limit on polar crane on contingency basis^ Polar crane 
able to remove reactor vessel head uj/q exceeding limit. 

KANGA. B. K. General Public Utilities - GPU Service Corp. 84/07/25. 
SNYDER. B. U. TMI Program Office. Ip. 25830:309. 24X 

Fiche: 50-320. 84/07/25. 8407310399. 


Q. Inspection reports. lE Bulletins & correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re ap p 1 icab i li ty of fraudulent 
products received from Ray Miller. Inc at fac i 1 i t ies. Respon se ® 
requested within 60 days. 

EBNETER.S. D. Region 1. Office of Director, 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000. 84/06/18. 8407050035, 


8407050457 Revised staff requirements memo re S40523 briefing in 
Washing ton. DC on completed TMI investiga.tions. 

CHILK. S. J. Office of the Secretary of the Commission, 84/06/20. 
Office of the Secretary of the Commission. Ip. 25431:344. 24X 
Fiche: 50-320. 84/06/20. 8407050457. 


8407060170 Forwards revised "Annual Exposure Rept. 1983" per Insp Rapt 
50-320/84-06. 

KANGA. B. K. General Public Utilities ~ GPU Service Corp. 84/06/22. 
HURLEY. T. E, Region 1. Office of Director. Ip. 25421:137. 24X 

Fiche: 50-320, 84/06/22, 8407060170. 


8406250214 IE Info Notice 84—51. "Independent S/erif ication. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. i54pp. 25535:160. 24X Fic he : 50-000, 84/06/26, 8406250214. 


8407190182 Forwards IE Insp Rept 50-320/84-09 on 840424-0530 & notice 
of violation. 

BARRETT, L.H. TMI Program Office. 84/06/28. KANGA, B. K. General 
Public Utilities - GPU Service Corp. 2pp. 25685:280. 24X 

Fiche: 50-320, 84/06/28. 8407190182, 


— 8407190189 Notice of violation from insp on 840424-0530. 

* TMI Program Office. 84/06/28. Ip. 25685:282. 24X 

Fiche: 50-320, 84/06/28, 8407190182. 


— 8407250150 IE Insp Rept 50-320/84-10 on 840514-29. Noncomp 1 ianc » noted 
failure to calibr radioactive process effluent monitor per 
written procedures. 

BELL. J. M. . COLLINS. D. J. , FASANO. A. N. TMI Program Office. 

84/06/28. Spp. 25755:133. 24X Fi che: 50-320, 84/07/02. 8407250144. 


B407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 Zt Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Eng ineer ing 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation fit Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness fit Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. ^5602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407170379 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " Four Lexan coil 
relays installed in safety-related circuits utilized in 
auxiliary transformer trip circuits normally energized. 

KANOA, B. K. General Public Utilities - GPU Service Corp. 84/07/05. 
HURLEY. T.E. Region 1. Office of Director. 4pp. 25613:334. 24X . 

Fiche: 50-320. 84/07/05. 8407170379. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 83010.3). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness fit Eng ineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York. Inc. 120pp. 25865:166. 24X Fiche ; 50-000, 84/07/10. 8407060251. 


8407300379 Forwards IE Insp Rept 50-320/84-11 on 840530-0627. No 
violations noted. 

GRANT. P.J. TMI Program Office. 84/07/10. KANOA, B.K. General 
Public Utilities - GPU Service Corp. 2pp. 25815:015. 24X 

Fiche: 50-320, 84/07/10, 8407300379. 


— 8407300384 IE Insp Rept 50-320/84-U on 840530-0627. No noncompliance 
noted. Major areas inspected : licensee action on previous insp 
findings. p lant operations. including surveillance testing, 
plant mods fit radioactive matl shipments. 

COOK.R., MOSLAK.T. . COLLINS, D. Region 1. Office of Director. 
84/07/09. 7pp. 25815:017. 24X Fi che: 50-320. 84/07/10. 8407300379. 


■8407190193 IE Insp Rept 50-320/84-09 on 840424-0530. Violat ion noted: 
failure to post notice of violation involving radiological 
working c ond i t i ons , p er 10CFR19. Paragraph 5. 

COOK, R. , MOSLAK.T., BELL. J. Region 1. Office of Director. 
84/06/11. 7pp. 25685:283. 24X Fi ch e: 50-320, 84/06/28, 8407190182. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Homan Error Involving Wrong Unit. Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness fit Engineering 
Response (Post 030103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. I08pp. 26057:245. 24X Fiche : 50-000, 84/07/25. 8407230079. 


8406280311 IE Info Notice 84-52. "Inadequate Mat! Procurement Controls 
on Part of Licensees fit Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc, 124pp. 25602:151. 24X Fic he : 50-000. 84/06/29. 840628031 1. 


8407090269 Ac k receipt of 040620 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-320/84-06. 

GRANT, P.J. TMI Program Office. 84/07/02. KANGA, B. K. General 
Public Utilities - GPU Service Corp. ip, 25449:175. 24X 

Fiche: 50-320. 84/07/02, 8407090269. 


— 8407090273 Responds to NRC 840521 Itr re violations noted in IE Insp 
Rept 50-320/84-06. Correc tive actions: preparer. cognizant 
engineer fit responsible technical reviewer counseled re 
proper administrat ion of unit work instruction. 

KANOA. B. K. General Public Utilities - GPU Service Corp. 84/06/20. 

HURLEY. T. E. Region I, Office of Director. 2pp. 25449:176. 24X 

Fiche: 50-320. 84/07/02, 8407090269. 


8407250144 Forwards IE Insp Rept 50-320/84-10 on 840514-29 fit notice of 
violati on. 

BARRETT. L.H. TMI Program Office. 84/07/02. KANGA, B. K. General 
Public Utilities - GPU Service Carp. 2pp. 25755:130. 24X 

Fiche: 50-320, 84/07/02, 8407250144. 


— 8407250145 Notice of violation from insp on 840514-29, 

* TMI Program Office 84/07/02. Ip. 25755:132, 24X 

Fiche: 50-320, 84/07/02. 8407250144. 


R. Periodic operating reports fit related correspondence 


8407060170 Forwards revised "Annual Exposure Rept, 1983" per Insp Rept 
50-320/84-06. 

KANOA. B.K. General Public Utilities - GPU Service Corp. 84/06/22. 
HURLEY, T.E. Region 1, Office of Director. Ip. 25421:137. 24X 

Fiche; 50-320. 84/06/22. 8407060170. 


— 8407060172 Revised “Annual Exposure Rept. 1983." 

* General Public Utilities - OPU Service Corp. 83/12/31. 2pp. 
25421:138. 24X Fiche: 50-320, 84/06/22,8407060170. 


8407090071 Forwards TMI Program Ofc weekly status rept for wk of 
840617-24. 

GRANT, P.J. TMI Program Office. 84/06/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, SNYDER# B.J, TMI Program 
Office. 8pp. 25513:267. 24X Fiche : 50-320. 84/06/25, B407090071. 


8407120394 Submits TMI Program Ofc weekly status rept for wk of 
840624-30. 

GRANT, P.J. TMI Program Office. 84/07/02. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER. B, J. TMI Program 
Office. 8pp. 25556:357. 24X Fiche: 50-320, 84/07/02. 8407120394. 


8407160127 Forwards TMI Program Ofc weekly status rept for wk of 
840701-07. 

GRANT, P.J. TMI Program Office. 84/07/09. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. TMI Program Office, 
llpp. 25782:299. 24X Fiche: 50-320. 84/07/09, S407160127. 



8407190344 Submits second quarterly status of auxiliary fy. fuel handling 
bldg decontamination schedul e, describing progress in all 
bldg cibicles listed in 1984 sched ole. Updated listing of 
surveillance procedures also submitted. 

KANOA> B, K. General Public Utilities - GPU Service Corp. 94/07/13. 
SNYDE«- B. J. TMl Program Office. 4pp. 25683:005. 24X 

Fiche: 50-320, 84/07/1 3. S407190344. 


8407240416 Fortuards TMI Program Ofc weekly status rept for wk of 
840708-14. 

ORANT, P.J. TMI Program Office. 84/07/16, DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. SNYDER,S.U. TMI Program 
Office. 8pp. 25751:003. 24X Fiche: 50-320, 84/07/16, 8407240416. 


8407240197 Periodic rept re results of program to detect radioactive 
water leakage to groundwa ter. Rep t includes computer graphs 
of tritium concentrations & gamma scan data through 840S01 
8< water levels through 840604. 

KANOA.B.K. General Public Utilities - GPU Service Corp. 84/07/17. 
GRANT, P.J. TMI Progra.r Office, aSpp. 25719:130. 24X 

Fiche: 50-320, 84/07/17. 8407240197. 


S. Reportable occurrences, LERs & related correspondence 


8407030377 PNO-TMI-84-005; 1 i censee successfully completed final pass 
detensioning of 53 reactor vessel head stud nuts. Actual 
removal of 58 studs scheduled to occur before Aug 1984. 

MOSL,AK,T. , GRANT, P. TMI Program Office, 84/06/27. Ip. 25239:278. 
24X Fiche; 50-320, 84/06/27, 8407030377. 


8407050283 PN0-TMI-S4-O06; on 840628, volunteer technician not wearing 
respirator, entered reactor bldg to perform radiological 
control survei 1 lance. Indi vidua Z exited bldg w/o detectable 
skin contamination. Future entries w/o respirators planned. 

COLLINS, D. , MOSLAK, T, , FASANO, A. Region 1, Office of Director. 
84/06/28. Ip. 25299:362. 24X Fiche ; 50-320, 84/06/28, 8407050283. 


8407100487 PN0-TMI-S4-0O7: 1 icensee successfully completed loosening 
58 reactor vessel closure studs in preparation for removal 
from reactor vessel flange. Ac tivity did not affect 
conditions within reactor pressure vessel. 

COOK, R. , GRANT, P. TMI Program Office. 84/07/05. Ip. 25464:185. 
24X Fiche; 50-320, 84/07/05. 8407100487. 


8407120182 Advises that A.EOD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES. C, J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000,84/07/05, 8407120182. 


8407120265 “Operating Experience re Moisture Intrusion in Electrical 

Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000. 84/07/05, 8407120182. 


S407260040 LER S4-009-00: on 840618, in-core thermocouple N-4 declared 
inoperable during long-term cold sh utdown. Cause unknown. 
Thermocouple checked to ensure problem not in any component 
accessible for repairs. W/840717 Itr. 

CHAPLIN, S. D. , KANOA.B. K. General Public Utilities - GPU Service 
Corp, 84/07/17, 2pp. 25781:295. 24X Fiche; 50-320, 84/07/17. 

8407260040. 


B4O7260251 PNO-TM 1-84-008: on 840724, licensee anticipting lifting 
reactor vessel closure head. Lift monitored at control 
station located on ring D & inside containment. 

CODK,R. , GRANT, P. TMI Program Office. 84/07/24. Ip. 25777:265. 
24X Fiche: 50-320, 84/07/24, 8407260251. 


T- Hearing transcripts on non-anti trust matters 


84t-O7’i30035 Responds to FOIA request for transcript of all closed 
Commission 810821-840210 meetings during which TMI-1 
restart discussed. Forwards App A documents. Portions of App E 
documents withheld (ref Sunshine Act Exemptions 5,6.7 fy. 10). 

HOYLE. J. C. , Office of the Secretary of the Commission. 84/06/04. 
BETJEN, J. Philadelphia Inquirer, Philadelphia. PA. 5pp. 25603:035. 
24X Fiche: 50-289, 84/06/04, 8407130035. 


8407130044 Transcript of Commission 840110 meeting in Wash ington, DC re 

investigation 5t enforcement matters involving TMI'-i Z>. TMI-2 
impact on TMI-I restart. Pp 1-62, Portions deleted. 

Commissioners. 84/01/10. 64pp. 25603:100. 24X 

Fiche: 50-289, 84/06/04, 84071 3(X?35. 


0407130058 Transcript of Commission 811001 meeting in Wash ington, DC re 

Affirmation Session 81-36. Pp 1-33. 

«• Commissioners, 81/10/01, 35pp. 25603:332. 24X 

Fiche; 50-289, 84/06/04, 8407130035. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. ' 

EISENHUT, D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vend or s, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 8'1/07/03, 8407030097. 
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F. Security, medical, emergency tk fire protection plans 


8407170027 Public version of revised emergency plan implementing 
procedures, including HNP-4858i "Naturally Occurring 
Phenomenon" & HNP-0108, "Pocket Dosimeter Use 8< Performance 
Test. " W/831031 &- 840709 release memo. 

GREENE, J. . NIX, H. C. Georgia Power Co. 83/10/31. 63pp. 25651:001. 

24X Fiche: 50-321, 83/10/31,8407170027. 


8407120474 Forwards IE Safeguards Insp Repts 50-321/84-22 & 
50-366/84-22 on 840610-14. No violations or deviations noted. 
DANCE, H.C. Region 2. Office of Director. 84/06/26. KELLY, R. J. 
Georgia Power Co. 2pp. 25555:098. 24 X Fi ch e; 50-321 , 84/06/26, 

8407120474. 


“8407120497 IE Safeguards Insp Repts 50-321/84-22 50-366/84-22 

on 840610-14. No violations or deviations noted. Major areas 
inspected: securi ty plan St implementing procedures, testing & 
naxnt. Details withheld (ref 10CFR2. 790 St 73.21). 

MOORE, D.E., MCGUIRE, D.R. Region 2, Office of Director, 84/06/25. 
Ip. 25555:100. 24X Fiche : 50-321, 84/06/26. 0407120474. 


8407020300 Revised emergency plan implementing procedures, including 
HNP-4S67 re operations support ctr activation procedure, 

HNP-4868 re technical support ctr activation procedure & 

HNP-8006 re d econtaminat ion. W/840627 ltr. 

SORRELL. E.C. (Georgia Pouer Co. 84/06/27. 82pp. 25216:108. 24X 

Fiche: 50-321, 84/06/27, 8407020300. 


8407300421 Forwards IE Insp Repts 50-321/84-19 St 50-366/84-19 on 
840521-0620. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/29. KELLY, R. U. 
Georgia Power Co. 2pp. 25814:251. 24 X Fiche: 50-321 , 84/06/29, 

8407300421. 


— 8407300428 IE Insp Repts 50-321/84-19 St 50-366/84-19 on 840521 - 0620 . No 
violations noted. Major areas inspected: Tec h Spec compliance, 
operator performance, p lant operati ons, QA practices, station 
St corporate mgt practices S: site security. 

CRLENJAK, R. V. , HOLMES-RAY, P. , PANCIERA, U. Region 2, Office Of 
Director. 84/06/28. 4pp. 25814:253. 24X Fiche: 50 - 321 , 84/06/29, 

8407300421. 


8407130184 Rev 17 to Emergency Plan Implementing Procedure HNP-8016, 
“Shipment 8< Receipt of Radioactive Matl." W/transmi tta I St 
receipt form S< 840709 ltr. 

SORRELL, E.C. Georgia Power Co. 84/07/09. 29pp. 25563.M46. 24X 

Fiche: 50-321, 84/07/09, 8407130184. 


6407270240 Rev 9 to Emergency Plan Implementing Procedure HNP-8009, 
"Personnel Contamination Survey. " 

* Georgia Power Co. 84/07/11. 14pp. 25786:267. 24X 

Fiche: 50-321. 84/07/1 1 , 8407270240. 


8407310400 Rev 12 to Emergency Plan Implementing Procedure HNP— 8050, 
"Survey Frequency St Work Scheduling. " W/840724 ltr. 

NIX,H. , SORRELL, E.C. Georg ia Power Co. 84/07/16. 16pp. 23830:293. 

24X Fiche: 50-321, 84/07/16, 8407310400. 


8407300292 Rev 6 to Emergency Plan Implementing Procedure HNP~4892, 
"Emergency Equipment Inventory. *' W/840720 ltr. 

SORRELL, E.C. Georgia Power Co. 84/07/20. 23pp. 25801:127, 24X 

Fiche: 50-321, 84/07/20, 8407300292. 


8407300316 Forwards transmittal It title pages of deleted Rev 6 to 
Emergency Plan Implementing Procedure HNP— 8113. 

CORRELL/E. C. Georgia Pouer Co. 84/07/20. Record Services Branch 
(Document Control Desk). 4pp. 25802:057. 24X Fiche: 50— 321, 

84/07/20,8407300316. 
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K. Utility Final Safety Analysis Report (FSAR) amends 


8407260203 Annual amend to updated FSAR for El Hatch; Units 1 & 2. 
W/S40720 Itr. 

BECKHAM, J.T. Georgia Pouer Co. 84/07/31. STOLZ, J. F. Operating 
Reactors Branch 4. Il600pp. 25857:092. 24X Fich e: 50-321 , 84/07/31. 

8407260203. 


Q. Inspection reports, IE Bulletins S< correspondence 


8407060144 Forwards IE Insp Repts 50-321/84-16 8,. 50-366/84-16 on 
840421-0520. No violations or deviations noted. 

DANCE. H.C. Division of Project St Resident Programs. 84/05/31. 
KELLY. R.J. Georgia Power Co. 2pp, 25441:090. 24X 

Fiche: 50-321, 84/05/31, 8407060144. 


P. Operating license stage documents & correspondence 


8407270208 Rev 19 to Procedure HNP-801O, "Use & Care of Respirators. 
* Georgia Power Co. 84/06/19. 48pp. 25788: 126. 24X 

Fiche: 50-321, 84/06/19, 8407270208. 


8407020277 Confirms 840619 telcon w/NRC re t h erma 1-h y drau 1 ic stability 
in context of proposed Tech Spec changes submitted 840206, 
proposing rev to APRM scram & rod block curves. 

GUCWA, L.T. Georgia Power Co. 84/06/25. STOLZ, J, F. Operating 
Reactors Branch 4. 2pp. 25214:361. 24X Fi ch e ; 50-321 , 84/06/25. 

8407020277. 


8407090140 Withdraws request that certain Tech Spec pages submitted on 
840206 be treated as pr opr i e Svco crti - g data base 

analysis results included w/ j jorr'.; ■: Ci.' i remain 

proprietary. 

GUCWA, L.T, Georgia Pouer Co. 84/06/27. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 25443:214. 24X Fic he : 50-321, 84/06/27. 

B407090140. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs 1-. holders of CPs re proposed staff 
actions to improve S', maintain diesel generator reliability. 

Svc list encl. 

EISENHUT. D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses fy. amends, Svc list encl. 
EISENHUT. D. Q. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc. 17pp, 25602:012. 24)( 

Fiche: 50-000, 84/07/06, 8407060097, 


8407130073 Requests extension of environ equipment qualification 
deadline for analog transmitter trip sys until 851130 so 
necessary equipment installation can be completed during 
1935 scheduled refueling outage. 

GUCWA, L.T, Georgia Pouer Co. 84/07/06. STOLZ, J. F. Operating 
Reactors Branch 4, 12pp. 25562:065. 24X Fic he: 50-321 . 84/07/06. 

8407130073. 


8407180063 Forwards Amends 101 38 to Licenses DPR-57 NPF-5, 

respectively & safety ev'aluation. Amends reflect common 
reactor vessel water levels in response to NUREO-0737 mods 
to pipe break detection circuitry, 

RIUENBARK, G. W. Operating Reactors Branch 4, 84/07/11. BECKHAM. J. T. 

Georgia Power Co. 2pp. 25652:304. 24X Fich e: 50-321, 84/07/1 1. 
8407180063. 


— 8407180070 Amends 101 38 to Licenses DPR-57 & NPF-5, respectively, 

reflecting common reactor vessel water levels. in response to 
NUREG-0737 Zt mods to pipe break detection circuitry. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/11. 29pp. 

25652:306. 24X Fi c h e : 50-321 , 84/07/ 1 1 , 84071B0063. 


— 8407180078 Safety evaluation supporting Amends 101 Zy 38 to Licenses 
DPR-57 Zy. NPF-5, r espect ive 1 y . 

» Office of Nuclear Reactor Regulation, Director. 84/07/11. 4pp. 
25652:335. 24X Fic h e : 50-321 . 84/07/1 1, 84071 80063, 


8407230062 Requests extension be granted for existing Unit 1 hydrogen U 
oxygen analy zers. Rep lacement of existing analyzers scheduled 
for Fall 1985 refueling outag e. Qual if icat ion deadline 
extension to 850331 requested for Unit 2 analyzers. 

GUCWA, L.T. Georgia Power Co. 84/07/17, STOLZ, U. F. Operating 
Reactors Branch4. 4pp. 25706:001. 24X Fi ch e : 50-321. 84/07/17, 

8407230062. 


8407240057 Forwards rev to equipment qualification program, per 840706 
request for deadline extension for analog transmitter trip 
sys, 

GUCWA. L.T. Georgia Power Co. 84/07/19. STOLZ. J, F. Operating 
Reactors Branch 4. 10pp. 25723:144. 24X Fi c he : 50-321. 84/07/19, 

• 8407240057. 


—8407060146 IE Insp Repts 50-321/84-16 & 50-366/84-16 on 840421-0520. No 
violations or deviations noted. Major areas inspec ted : Tec h 
Spec comp 1 iance. operator p erf or mane e , p lant operations 8t QA 
practices. 

CRLENJAK. R. U. , HOLMES- R AY, P, Region 2. Office of Director. 

PANCIERA. V, Division of Project & Resident Programs, 84/05/30. 

4pp. 25441:092. 24X F ic h e : 50-321 . 84/05/31 . 8407060144. 


84071903/2 Forwards IE Insp Repts 50-321/84-17 & 50-366/84-17 on 
840529-0601 . No violations noted. 

DANCE. H.C. Region 2, Office of Director. 84/06/14. KELLY, R. J. 
Georgia Power Co, 2pp. 25684:355. 24X Fiche : 50-321, 84/06/14. 

8407190372. 


— 8407190378 IE Insp Repts 50-321/84-17 50-366/84-17 on 840529-0601. No 

violations noted, Major areas insp ec ted: APRM sys, rod block 
monitor sys, Tech Spec program mods witnessing, status of IE 
Bulletin 80-25 Target Rock safety relief valve. 

BURRIS, S.P., JAPE.F. Region 2. Office of Director. 84/06/12. 

4pp. 25684:357. 24X F i c h e : 50-321 , 84/06/14. 8407190372. 


8407050400 Ac k receipt of 840413 & 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-321/84-07 & 50-366/84-07. 

LEWIS. R.C. Region 2, Office of Director. 84/06/20. KELLY, R. J. 
Georgia Power Co. Ip. 25416:115. 24X Fiche: 50-321. 84/06/20. 

8407050400. 


— 8407050403 Responds to NRC 840314 ltr re violations noted in IE Insp 
Repts 50-321/84-07 & 50-366/84-07. Si te engineer review of 
sample of 10 drawings, uh i c h incorporated as-built notices, 
found no discrepancies. 

GUCWA, L.T. Georgia Power Co. 84/06/08. 0 'REILLY, J. P. Region 2. 

Office of Director. Ip, 25416:116 . 24X Fi c he: 50-321. 84/06/20. 

8407050400. 


— 8407050405 Responds to NRC 840314 ltr re violations noted in IE Insp 
Repts 50-321/84-07 «< 50-366/84-07. Corrective actions; mgt 
overview committee established to review saf ety-related 
maint requests. 

GUCWA. L.T. Georgia Power Co. 84/04/13. 0 'REILLY. U. P. Region 2. 

Office of Director. 5pp. 25416:117. 24X Fiche: 50-321, 84/06/20. 

B407050400, 


— 8407050422 Forwards IE Insp Repts 50-321/84-07 & 50-366/84-07 on 
840121-0220 Z( notice of violation. 

VERRELLI. D. M. Region 2. Office of Director, 84/03/14. KELLY. R. J. 

Georgia Power Co. 2pp. 25416:122 . 24X Fiche: 50-321, 84/06/20, 

8407050400. 


— 8407050428 Notice of violation from insp on 840121-0220. 

* Region 2, Office of Director, 84/03/14. 2pp. 25416:124. 24X 

Fiche: 50-321, 84/06/20,8407050400. 


— 8407050430 IE Insp Repts 50-321/84-07 50-366/84-07 on 840121-0220. 

Violations noted: proced ures lacked requirement to specify 
changes made to Drawing H-11304 & primary containment 
control sys procedure not properly implemented. 

CRLENJAK, R. V, . HOLMES- R AY, P, , PANCIERA, V. Region 2. Office of 
Director. 84/03/12. 6pp. 25416:126. 24X Fi che : 50-321 . 84/06/20, 

840705C400. 


8407160113 Suppls 840402 response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Undervoltage Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys. *' 

No change in maint & surveillance procedures planned. 

GUCWA, L.T. Georgia Power Co. 84/06/21, O'REILLY. J. P, Region 2. 
Office of Director, 2pp. 25600:334. 24X Fiche: 50-321, 84/06/21. 

8407160113. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
encl, 

JORDAN. E. L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160, 24X Fiche: 50-000, 84/06/26. 8406250214. 


8407120474 Forwards IE Safeguards Insp Repts 50-321/84-22 & 
50-366/84-22 on 840610-14. No violations or deviations noted. 
DANCE. H.C. Region 2, Office of Director. 84/06/26. KELLY, R. J. 
Georgia Power Co. 2pp. 25555:098. 24X Fiche ; 50-321, 84/06/26. 

8407120474. 



I'-sz 5i-2S:/S4-22 h 50-366/84-22 

:* t*».at;3r,s roted Major areas 
:;.a“ ’ ;. "r -“a prsc edures. testing i( 

‘s-.n :::'™2 "=?: s, 73 . 21 ) 

£ r ^ ?«;.:* 2i 3#?i:e cf Director. 84/06/25. 

*:-32; . a4/:6/26. S407120474. 


8407230079 IE Info Notice 84-58# "Inadvertent n<f' »;'s ## # » I !i< w 

Caused by Human Error Involving Wrong Unit# Wrong Tna&ri nr 
Wrong Sys. " Svc list end. 

JORDAN# E, L. Division of Emergency Pr epar©dne« « ?>« Cnf ini| 

Response (Post 830103). 84/07/25. Consolidated fr,:distO« ('■« N®;. 

York, Inc. 108pp. 26057:245. 24X F i ch« : 50-000# 04 /O 


12 i4-«i 'I-adt^yate Matl Procurement Controls 

»»'t z* ... . if "Stai Ti '' B.r list tncl. 

,.,3'*^::,^^. t . z* Ert'jf”.:, !®r ajaredness I# Engineering 

'■r.'i* H4 .IcrscI :dated Edison Co, of New 

■:-* I"; ■.E*';: Eis;: d; E-a.*' rhe , 5G-00C. 34/06/29. 8406280311. 


R. Periodic operating reports )k related correapondenc e 
8407190090 Monthly operating repts for June 1984, W/04O7O9 Itr 


NORTH. P.J.# NIX.H, C. Georgia Power Co. 
24X Fiche: 50-321# 84/06/30# 8407190090. 


04/06/30 t4pfl 


iA- . 4 ; 

34 . Si . 


>s; Ptsis f0~22: ,'84-19 & 50-366/84-19 on 
:;*■$ :*• ds#';at:crs r.cttd, 

c* 3;rectcr. 34/06/29. KELLY. R. J. 
: 2*2:4 25: 244 Fiche. 50-321,84/06/29, 


■■ -.-i* 4 2E :.-: Sl-S*:'' . 34-19 & 50-366/84-19 on 840521-0620. No 

t . dT 9 ’•a.:" i-spectetf, Tech Spec compliance, 

spe-ir:” : »'■ -r.j'* : t :p»-at :.srs. 3A practices# station 

'L '' ”*** & *;te sec'jrity. 

..Ail, S „ ‘”'CL.'‘*’E..S"'«A* P ®ANCI£PA#J Region 2# Office of 

S4,,;t.23 a;-, 25314 253 24X Fxche; 50-321# S4/06/29, 

34 « *"32iC^*: 


W:'^22C4Z: 

14 T.*.:-; 4 \ 

- : 

34':rx';:r.4:: : 




.“rsj »«;ss 50-32: /34-20 S. 50-366/84-20 on 

c"» c- le wli»t ;crs rated 

. :f#-ce 3f 3:-»ct5r. 84/07/02. KELLY, R. J. 

S? 255:4,:?: 24 , X Fict*- 50 - 321 , 84/07/02, 


-IP •:-321,‘’B*-20 I, 50-366/84-20 on 840611-14. No 

- 3e.,.*t.c*s -cted. Majsr areas inspected ; des ion 

* = «®.^*** »^s. 'Ci s;=c* ac-itcr sys & Tech Spec 
erert® -eported by licensee. 

*S 4 -T 4 «e3is« 2* Office of Director. 

«i4.« F: Che: 50-321. 84/07/02# 8407300401. 

’"epa-'edness & Engineering 

#o4 Edison Co. of New 

**9^? *#<6.,* c,-'6. *94 Fi Che: 50-000. 84/07/05, 8407030085. 

‘ .3.: 7st 77 -r##-..*rg Nuc.ear Fcmv Plant 

iTnTm ''?:sr.si:d,2,'"^ ^^*Pf^«iness & Engineering 

^ e r a . 3, ««^55 ^ 3 -, Z4i Fizkf 5C-000.*S4%7%5. 84070^89. 

^evel in ..idatian re 

.Tr,;ewe-t S4.-:r C 5 . '2552* 2n*P*ctiQn and 

i4C7; 15212 24X FiChe: 50-321, 84/07/05, 




Svc list 


twtfa*'’*# i 3 C: 33 ,'* ' S 4 **,*!'r 7 ’^*'®^'*“**^'^*** St Engineering 

^9*^ J-: i'XY®® sms' 286 '" "' 24 ;? ^‘^^* 0 ” Co. of New 

-.44 Fiefe* Sv-ooo. 84/07/06. 8407050274. 

»45'n*fC'2?5 «sa* 

34S'f.X2 '!« *!s*a ■’*« 7th* *^*^”^*‘*^*d during lai- Qf 

vA«|,h : S«,g*;r7 iOCFR2.79o5. 

*5.**, 2 ^ .-'i "* 3 -” 84/07/06. kelly, R.J 

i 4 S 7 : 9 C 2?5 Esc he, 50-321,84/07/06# 


'•'-'§407SK;;X-’' tia* »»at jr. 14G«'i.rt..r'%'5a e- 

3,.-,,... . =» n „nior 

. ...SON,** 2 

:i j,.#® ... 

* Lm,t 2 ^al*nce-af:;L;t;;r'' 

U §4/07/24 srOL2 a c „ 

25775 sij aajf e7“Z''^7' 0P»7attng 
fttk*:S0^32l,B4/07/34, 


S. Reportable occurrences# LERs ?< related correspondence 

8407060206 LER 84-006-00: on 840311# while operating p ® r 1 w#re 
reducing reactor power, contr ol rod SO-31 found to b» thr#« 
position notches away from control rod 02-23, Reactor 
manually scrammed. W/S40629 Itr. 

ELTON, T.L.t NIX.H.C. Georgia Power Co. 84/06/29. 3pp. 35436 301 

24X Fiche : 50-321# 84/06/29. 8407060206, 

8407100532 LER 84-007-00: on 840604# fol lowing turbine l> 04 id t;lo«< 

turbine stop valve fast closure reactor scram r#eetv#cf 
Caused by disc pump not completely seating on maiin twrto ir%« 

2. Instrumentation recal ib r. W/S40703 Itr, 

ELTON. T.L # NIX.H.C. Georgia Power Co. 84/07/03, 3pp 25449 343 

24X Fiche: 50-321# 84/07/03. 8407100532, 

8407120182 Advises that AEOD Case Study C404# "Operating E»fperient« rt 
Moisture Intrusion in Electrical Eq,uipment at Commercial 
Power Reactors#" reviewed . Rec ommends IE revise ln«p 
requirement to ensure licensee adherence to NRC ragul a t i dn « 

DENTON# H. R. Office of Nuclear Reactor Regulation# Dir#«:tO f 
8y07/05. HELTEMES. C. J. Director's Office, Ip, 25»5'9' 007 34* 

Fiche: 50-000. 84/07/05# 8407120182. 


8407120265 "Operating Experience re Moisture Intrusion in Cl#ef*"i««t 
Eg,uipment at Commercial Power Reactors# " case etudy refit 

Di^«ctor's Office. 84/06/30, 46pp. SW 

24X Fiche: 50-000# 84/07/05. 8407120182, 

S40609# following cold sthutdown# r frac l«r «sed# 
position. Operating personnel 

h if scram test not performed within 24 

h of startup. W/840709 Itr. 

ELTON, T.L. # NIX.H.C, 


24X Fiche: 50-321# 84/07/09# 8407160236 


Oeorgia Power Co. 04/07/09, 3pp 


assta nf 


^^HPCI^turbine 0^0620# fol lowing repair of valve lC4l*|fD0I 

during testing. Caused by 


ITllttiVltr'i WPCl turbine lubricating oil «* brokan baiU 


on hanna<- UPr» # - - w ,# . * v. « i, * g PFOK# 

ELTON.T L ^ returned to svc. W/e40719 Itr 

-,#,x# Oeorgia Power Co. 84/07/19, -*»«. 


3pp 


:m 


24X Fiche: 50-321, 84/07/19, 8407270211. 

- 1 -?!!!*^®'' Examinations 
8406270142 Generic Ltr BA-ia *.«!»> i 

applicants for OLs\ holder! of oi»«*'ating r««»ctfirs, 
operating experience f^i ! V® adeaFacy of on-shift 

end. «*P*rience for near-term OL app 1 1 cants. Svc lint 

of J!!/*'::**'’’- con.-u,*,., 

«ch.:,o-O 0 of 8 S:;o 6 / 2 j,‘ 84 i 2 l 7 OlS"’ »*>< 

#or «-«. NSSs'veniiorZrt*JtciJ° #”“•# r»,ctor 1 ic an,,** , #>|ip I 
to Olocu.. r.c:"t >■ -.otlnj 

'■“••s'" 

EOiton ci.'o# Coo.o I t 

ttcb.: 50-000, =«>< 

•°a™"«i,ItrRi;SLr •:;? ».‘"'ini*t.ir.4 tforinj ut. o# 
DANCE.H.c, R.slon r!;"*’'' IOC'RS.T-OI. 

Georgia Power Co 84/07/06. HCLt»Y, R. J, 

8407190295. 25685:082. 24X Fich e : 50-321 # 84/07/0^, 

»•«* »#nifir re#et< 

OUENTHER.s. , WILSON, B 2°'' /P tors passed exam. 

65pp. 25685:084. 24X^1 c h!®50-32i ©4/O7/02 

ricne. 50-321# 84/07/06# 840719029S. 
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DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


A. Application/construction stage documents & correspondence 


8407050411 Informs Commission of potentially significant issues for 
upcoming OL licensing cases. Viewgraphs end. 

DIRCKSi W. J. Office of the Executive Director for Operations. 
SECY-84-163A. 84/06/11. 21pp. 25418:295. 24X 

Fiche: 50-000; 84/06/11; 8407050411. 


8407030405 Forwards "Seismic Survivability Study for MP-45 Diesel 
Generators. " 

LEONARD, U. D. Long Island Lighting Co. 84/06/15. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 3pp. 25265:168. 
24X Fiche: 50-322, 84/06/15, 8407030405. 


— 8407030406 "Seismic Survivability Study for MP-45 Diesel Generators." 
* Sargent & Lundy, Inc. 84/06/12. 735pp. 25265:171. 24X 

Fiche: 50-322, 84/06/ 1 5, 8407030405. 


8407120481 Responds to 840523 Itr to Chairman Palladino re 
applicability appropriateness of "licensing delay 
terminology. " 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/06/25. JONES. F.R. Suffolk County, NY. 3pp. 25559:001. 24X 

Fiche: 50-322, 84/06/25, 84071204S1. 


— 8407120509 Discusses NRC 840502 Itr to Congressman Bevill re licensing 
delay in facility proceed ing. Real ity of util failures 
ignored by NRC. 

JONES, F. R. Suffolk County, NY. 84/05/23. PALLADINO, N. 
Commissioners. 4pp. 25559:004. 24X Fiche: 50-322, 84/06/25, 

8407120481. 


8407030193 Advises that, based on results of analyses, all accident 
success & transient criteria satisfied ui/or w/o qualified 
onsite power source, in response to 840516 order. 

LEONARD, J. D. Long Island Lighting Co. 84/06/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 11pp. 25238:164. 

24X Fiche: 50-322, 84/06/23, 8407030193. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:340. 24X 

Fiche; 50-000. 84/07/02, 8407020206. 


8407120096 Submits technical guidance & methodology used in reducing 
emergency diesel generator loads. Revised FSAR tables end. 

Review of load reduction req.uested. 

LEONARD, J, D. Long Island Lighting Co. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 10pp. 25550:201. 

24X Fiche: 50-322, 84/07/03, 8407120096. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06. 8407060097. 


8407250094 Forwards review of 840624 Philadelphia EncLuirer article by 
S Stecklow re hardware defi c ienc ies, mismanagement & safety 
problems in nuclear industry, End identifies inaccurate 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE, J. Office of 
Policy Evaluations. 8pp. 25779:205 . 24X Fiche; 50-000, 84/07/10, 

8407250094. 


8407180208 Responds to request for addl info re resolution of Licensing 
Review Group II channel box deflection issue. Present program 
accepted by NRC. Exposure levels recommended by GE submitted. 

LEONARD, J.D. Long Island Lighting Co, 84/07/11. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25642:267. 

24X Fiche: 50-322, 84/07/11, 8407180208. 


8407310582 Summary of 840702 meeting w/util & S&W at site re review of 
alternate power source procedures & testing. Handouts end. 

CAMPAGNONE, M. J. Licensing Branch 2. 84/07/24. Licensing Branch 

2. 31pp. 25853:169. 24X Fiche : 50-322, 84/07/24, 8407310582. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8407050178 Forwards applicable pages of SSERs 1, 2 & 4 & Mattson 831229 
& Eisenhot 840504 memos providing basis for concluding ECCS 
pumps will satisfy applicable GDC, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/29. GILINSKY, V. Commissioners. 4pp. 25554:302. 24X 

Fiche-: 50-322, 84/06/29. 8407050178. 


— 8405210099 Advises that BNL advance review re PRA of maint induced 
flooding identified potential deficiencies in alarm response 
procedures for mitigating flood. Mods to procedures will be 
listed as confirmatory item. 

EISENHUT, D. G. Division of Licensing. 84/05/04. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp. 25554:330. 24X 

Fiche: 50-322, 84/06/29, 8407050178. 


— 8404180217 Forwards NRC evaluation of flooding Zt BNL rept, "Preliminary 
Review of Sequences Following Release of Excessive Water in 
Elevation 8 of Reactor Bldg in Shoreham Nuclear Power 
Station, " in response to 840130 request. 

THADANI,A. Reliability Risk Assessment Branch. 84/03/30. 
SCHWENCER,A. Licensing Branch 2. 9pp. 25554:331. 24X 

Fiche: 50-322, 84/06/29, 8407650178. 


— 8404180226 "Preliminary Review of Sequences Following Release of 
Excessive Water in Elevation 8 of Reactor Bldg in Shoreham 
Nuclear Power Station. " 

SHIU, K. Brookhaven National Laboratory. 84/03/16. 57pp. 

25554:339. 24X Fi ch e: 50-322, 84/06/29, 8407050178. 


8407120264 Proposes alternative battery test requirements of SSER 5. 
Proposal would reduce SER batterfi' svc test load profile 
from 12 to 7 start eye les. Battery performance tost will be 
run to demonstrate 90% of design capability. 

LEONARD, J.D. Long Island Lighting Co. 84/07/02. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25549:203.. 
24X Fiche: 50-322, 84/07/02, 8407120264. 


8407130077 Forwards monthly status list of active safety-related 
equipment at qualification level, per SER Issue 8, "Dynamic 
Qualif ication. " 

LEONARD, J. D. Long Island Lighting Co. 84/07/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 50pp. 25563: 187. 

24X Fiche: 50-322, 84/07/09, 8407130077. 


8407190241 Forwards testimony of W Hodges, d Clifford, T Quay . comb Ined 
testimony of J Knox 8< E Tomlinson for 840730 low power 
hearing & NUREG-0420, Supp 1 6, "SER re Operation of Shoreham 
Nuclear Power Station. " Related correspondence. 

PERLIS, R.G. Hearing Branch 3. DSB 339. 84/07/16. MILLER, M. E. . 

JOHNSON, E. B. , BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 
Ip. 25668:331. 24X Fich e : 50-322, 84/07/16, 8407190241. 


8407270272 Forwards SSER 6 ( NUREO-0420 ) . 

SCHWENCER.A. Licensing Branch 2. 84/07/16. LEONARD, J. Long Island 

Lighting Co. 35pp. 25811:135. 24X Fiche: 50-322, 84/07/16, 

8407270272. 


--8407250113 Forwards Commissioner Bernthal request for review Sc response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER,©. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000,84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware defic ienc ies, mismanagement & safety 
prob lems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J. Office of 
Policy Evaluations. Spp. 25779:214. 24X Fiche: 50-000, 84/07/10, 

8407230094. 


8407170446 Advises of intent to review Rev IV to transition plan in 
support of NRC licensing. Results cannot be furnished 
before 841115 due to other Shoreham-related obligatons set 
by ASLB. FEMA witnesses scheduled to testify on 840806. 

KRIMM,R.W. Federal Emergency Management Agency. 84/07/11. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 2pp. 25608:067. 24X Fiche: 50-322, 84/07/11, 

8407170446. 


F. Security, medical, emergency fire protection plans 


8407110416 Forwards IE Preoperational Security Program Rept 
50-322/84-19 on 840430-0504. No violations noted. 

MARTIN, T. T, Division of Engineering Ik Technical Programs. 84/06/19. 

LEONARD, J.D. Long Island Lighting Co. 2pp. 25539:177. 24X 

Fiche; 50-322, 84/06/19, 8407110416. 


— 8407110418 IE Preoperational Security Program Rept 50-322/84-19 on 
840430-0504, No violations noted. Major areas inspected; 
security plan h implementing procedures. Safeguards info 
deleted (ref 10CFR73. 21). 

BAILEY, R.J., MADDEN, W. , KEIMIG, R. R. Region 1, Office of Director. 
84/06/01. 7pp. 25539:179. 24X Fi che: 50-322, 34/06/19, 8407110416. 



8407120302 Advises of removal of fire door pressure actuated release 
mechanisms for carbon dioxide protected areas. Removal of 
release mechanism in conjunction w/electr ica 1 supervision 
Zt Tech Spec surveillance should assure reliability. 

LEONARD* J. D. Long Island Lighting Co. 84/06/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25550:054. 
24X Fiche: 50-322, 84/06/19, 8407120302. 


8407030473 Expresses curiosity as to how plant meets App R fire 
barrier requirements or ODC 34 35 re flooding induced 

by single pipe failure if all ECCS pumps located next to 
one another. Served on 840703. 

OILINSKY, V. Commissioners. DSB 018. 84/06/28. DIRCKS, W. J. Office 

of the Executive Director for Operations. 2pp. 25277:073. 24X 

Fiche: 50-322, 84/06/28, 8407030473. 


8407050006 Rev 4 to "Local Offsite Radiological Emergency Response 
Plan. " W/840629 Itr. 

LEONARD, J.D. Long Island Lighting Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 954pp. 25287:321. 

24X Fiche: 50-322, 84/06/29, 8407050006. 


8407170564 Responds to 840328,0412,24,0504 & 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep. , Interior & Insular Affairs. 235pp. 25864: 145. 24X 

Fiche: 50-322, 84/07/13, 8407170564. 


8407170564 Responds to 840328,0412,24,0504 10 Itrs re emergency 

p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep. , Interior it Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8407310089 Discusses Secretary Hodel 840426 telcon re General Counsel 
offer of assistance, responding to Judge Johnson decision 
on fac i 1 ity. Summary of communications w/DQE it FEMA re 
emergency planning end. 

PALLADINO, N. J. Commissioners. 84/04/27. OILINSKY, ROBERTS, 
ASSELSTINE Commissioners. 4pp. 25864: 153. 24X 

Fiche: 50-000, 84/07/13, 8407170564 h» 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes S< related info 
end. 

PRESTEMON, D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fiche; 50-000. 84/07/13, 8407170564. 


— 8401230507 Responds to 831222 memo re FEMA review of util transition 
plan for facility. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/01/11, KRIMM. R. W. Federal Emergency 

Management Agency. 2pp. 25864:243. 24X Fiche: 50-000, 84/07/13, 

8407170564. 


—8401120539 Forwards Rev 3 to LILCO transition plan, per 831222 memo. FEMA 
rept expected on 840201. W/o end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/12/28. KRIMM, R. W. Federal Emergency 

Management Agency. Ip. 25864:245. 24X Fiche; 50-000, 84/07/13, 

8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MOU, NRC decision 
to table rev of 10CFR50. 47, App E i. NUREG-0658 & status of 
alert i, notification sys review process. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/05/11, NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fiche; 50-000, 84/07/13, 8407170564. 


— 8407310205 Requests that subcommittee be provided w/records of all 1984 
communication w/Executive Branch it federal agencies re 
emergency planning or facility proceeding. 

MARKEY, E. J. House of Rep., Interior i>. Insular Affairs, 84/05/04. 
PALLADINO, N. J. Commissioners. 2pp, 25865:013. 24X 

Fiche; 50-000, 84/07/13, 8407170564, 


8407190490 Certifies svc of testimony on Contentions 16E & 18 
EL Jordan 840709, RW Krimm 840711 it SW Speck 840712 memos re 
FEMA review of Rev 4 to util transition plan on 840716. 

Related correspondence. 

GLASS, S. M. Federal Emergency Management Agency. DSB 350. 84/07/16. 

11pp. 25684:132. 24X Fiche; 50-322, 84/07/16, 8407190490. 


G. Adjudicatory correspondence 


8407030279 Forwards attested statement of WW Laity to replace 
unattested statement included w/840621 response to Suffolk 
County filing re litigation of emergency diesel generator 
contentions, Related correspondence. 

REIS, E. J. Hearing Branch 3. DSB 997. 84/06/25. BRENNER, L., 

FERGUSON, G. A, , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
4pp. 25270:356. 24X Fi c h e : 50-322, 84/06/25, 8407030279. 


8407090378 Informs that "Design Review of Connecting Rod Bearing Shells 
for TDI Engines" issued on 840622. Certificate of Svc end. 

Related correspondence. 

BRITT, L.F. Long Island Lighting Co. DSB 087. 84/06/25. 

BORDENICK, B. M. , REPKA, D. A. Hearing Branch 3. 3pp. 25457:312. 24X 

Fiche: 50-322, 84/06/25, 8407090378. 


8407030168 Advises that SB Kim & J Clifford may be presented as addl 
witnesses at low power hearing. Prof qualif ication end. 

Related correspondence. 

PERLIS.R. G. Hearing Branch 3. DSB 994. 84/06/26. LANPHER, L. C. 

Kirkpatrick, Lockhart, Hill, Chr istopher Ph i 1 1 ips. PALOMINO, F. 
New York, State of. 5pp. 25238:131. 24X Fi c h e : 50-322. 84/06/26. 

9407030168. 


8407030318 Notice of withdrawal of appearance in proceeding. Certificate 
of Svc end. 

RAWSON.R. J. Hearing Branch 4. DSB 001. 84/06/26. 4pp. 25272:019. 

24X Fiche: 50-322, 84/06/26, 8407030318. 


8407090324 Informs that TDI Owners Group relocation & design review of 
TDI R-4 it RV-4 series emergency diesel generator cylinder 
blocks iy. liners issued on 840625. W/Certificate of Svc. 

Related correspondence. 

BRITT, L.F. Long Island Lighting Co. DSB 086. 84/06/26. 

BORDENICK, B. M. . REPKA, D. A. Hearing Branch 3. 3pp. 25454:358. 24X 

Fiche: 50-322, 84/06/26, 8407090324. 


8407030308 Forwards NMSS determination on Items 1 through 4 of 840618 
Itr for possible class i f i cat i on as safeguards info, per 
10CFR73. 21(b)(i>, Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 991. 84/06/27. IRWIN, D. P. 

Hunton 8< Williams. 2pp. 25271:116. 24X Fiche: 50-322, 84/06/27. 

8407030308. 


8407030309 Notice of appearance in proceeding. Certificate of Svc end. 
GODDARD, R.J. Hearing Branch 3. DSB 008. 84/06/27. 4pp. 

25271:111. 24X Fi che : 50-322, 84/06/27, 8407030309. 


8407020534 Memorandum it order ruling that util motion for summary 
disposition of Contention 16, E denied, Contentions 16. J & 

16. M granted 8< Contentions 16. K & 16. L granted in favor of 
Suffolk County. Served on 840702. 

LAUREN33N, J. A. Atomic Safety and Licensing Board Panel. DSB 967, 
84/06/28. Long Island Lighting Co. 34pp. 25228:017. 24X 

Fiche: 50-322, 84/06/28, 8407020534. 


8407030263 Informs that BJ Kirkwood statement end w/840621 Itr 
transmitting staff response to Suffolk County filing re 
emergency diesel generator contention erroneously attributed 
to JA Bergerhaus. Related correspondence. 

REIS, E. J. Hearing Branch 3. DSB 990, 84/06/28. BRENNER, L., 

MORRIS, P. A. , FERGUSON, O. A. Atomic Safety and Licensing Board Panel. 
2pp. 25239*348. 24X Fi c h e : 50-322, 84/06/28, 8407030263. 


8407030473 Expresses curiosity as to how plant meets App R fire 
barrier requirements or ODC 34 & 35 re flooding induced 
by single pipe failure if all ECCS pumps located next to 
one another. Served on 840703. 

GILINSKY,V. Commissioners. DSB 018. 84/06/28. DIRCKS, W. U. Office 

of the Executive Director for Operations. 2pp. 25277:073. 24X 



DOCKETED ITEMS 


167 


8407100623 Notice of appearance in pr oc eeding . Cert if i cate of Svc end. 
LATHAM, S. B. Southampton, NY. DSB 135. 84/06/28. Ip. 25514:014. 

24X Fiche: 50-322, 84/06/28, 8407100623. 


8407030206 Statement in support of Suffolk County motion to strike 
portions o'f LILCO updated testimony on Contentions 74 & 75 
re relocation c trs. Cer t i f i ca te of Svc end. Related 
c orresp ondence. 

ZAHNLEUTER, R. J. Neu> York, State of. DSB 975. 84/06/29. 4pp. 

25267:259. 24X Fiche: 50-322, 84/06/29, 8407030206. 


8407030216 Response of MM Cuomo in opposition to util motion to admit 
supplemental testimony on Contention 24. R re Itr of 
agreement w/State of CT. Cert if icate of Svc end. Related 
correspondence. 

ZAHNLEUTER, R. J. New York, State of. DSB 976. 84/06/29. Atomic 

Safety and Licensing Board Panel. “fpp. 25238:080. 24X 

Fiche: 50-322, 84/06/29, 8407030216. 


8407030218 Motion to compel production of tra ining-r elated documents by 
util State of NY statement in support of Suffolk County 
840626 motion to compel production of documents. Certificate 
of Svc end. Related correspondence. 

• ZAHNLEUTER, R. J. New York, State of. DSB 974. 84/06/29. Atomic 

Safety and Licensing Board Panel. 6pp. 25238:074. 24X 

Fiche: 50-322, 84/06/29, 8407030218. 


8407030233 Forwards corrected pages to 840621 response to Suffolk 
County filing re litigation of emergency diesel generator 
contentions. 

TARLETZ,D,B. Hunton St Williams. TARLETZ, D. B. Long Island Lighting 
Co. DSB 968. 84/06/29. BRENNER, L. , FERGUSON, 0. A. , MORRIS, P. A. 

Atomic Safety and Licensing Board Panel. 2pp. 25267:343. 24X 

Fiche: 50-322, 84/06/29, 8407030233. 


— 8407030240 Corrected pages to 840621 response to Suffolk County filing 
re litigation of emergency diesel generator contentions. 

Certificate of Svc end. 

TARLETZ, D.B. Long Island Lighting Co. TARLETZ, D. B. Hunton «< 
Williams. 84/06/29. Atomic Safety and Licensing Board Panel. 

6pp. 25267:345. 24X Fi c h e: 50-322, 84/06/29, 8407030233, 


8407030284 Advises that staff plans to issue SSER re LILCO exemption 
req.uest.Rept scheduled to be issued 840716 & will be 
provided to parties. Related correspondence. 

PERLIS, R.G. Hearing Branch 3. DSB 999. 84/06/29. PALOMINO, F. New 

York, State of. LANPHER, L. C. Kirkpatrick, Lockhart, Hill, 
Christopher it Phillips. Ip. 25267:361. 24X Fiche: 50-322, 84/06/29, 

8407030284. 


8407030322 Response to Suffolk County 840625 motion to compel 
production of training-related documents. Request unduly 
b urdensome. Certificate of Svc. Related correspondence. 

MONAGHAN, J. A. Long Island Lighting Co. MONAGHAN, J. A. Hunton & 
Williams. DSB 982. 84/06/29. Atomic Safety and Licensing Board 

Panel. 10pp. 25272:031. 24X Fiche : 50-322, 84/06/29, 8407030322. 


8407050178 Forwards applicable pages of SSERs 1,2 8« 4 & Mattson 831229 
it Eisenhut 840504 memos providing basis for concluding ECCS 
pumps will satisfy applicable GDC. 

DIRCKS. W. U. Office of the Executive Director for Operations. DSB 
023. 84/06/29. GILINSKY Commissioners. 89pp. 25554:302. 24X 

Fiche; 50-322, 84/06/29, 8407050178. 


— 8401060685 Summarizes 831206 site visit re assessment of adequacy of 
internal flood protection. Add! evaluation will be required 
to resolve internal flooding concerns resulting from maint 
procedure errors. 

MATTSON, R. U. Division of Systems Integration (post 811005). 
83/12/29. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25554:328. 24X Fiche: 50-322, 84/06/29, 8407050178. 


8407090312 Statement of Governor MM Cuomo in support of Suffolk County 
motion to strike portions of LILCO testimony on Contentions 
74 St 75, as updated by LILCO on 840615. Certificate of Svc 
end. Related correspondence. 

ZAHNLEUTER, R. J. New York, State of. DSB 095, 84/06/29. Atomic 

Safety and Licensing Board Panel. 4pp. 25455:002. 24X 

Fiche: 50-322, 84/06/29, 8407090312. 


8407090352 Forwards TDI Owners Group Phase 11 rept specific to 
Shoreham. Rept final, sub J to confirmatory QA review by 
util.W/o end. Related correspondence. 

STROUPE, 0. L. Hunton & Williams. STROUPE. 0. L. Long Island Lighting 
Co, DSB 094. 84/06/29. BRENNER, L. Atomic Safety and Licensing 

Board Panel. Ip. 25454:324. 24X Fiche: 50-322, 84/06/29, 8407090352. 


8407090372 Response of Governor MM Cuomo in opposition to LILCO motion 
to admit supplemental testimony of Contention 24. R re Itrs 
of agreement w/State of CT. Certi f legate of Svc end. Related 
correspondence. 

ZAHNLEUTER, R. New York. State of. DSB 098. 84/06/29. Atomic 

Safety and Licensing Board Panel. 9pp. 25457:315. 24X 

Fiche: 50-322,84/06/29, 8407090372. 


8407050181 Response opposing LILCO 840620 motion to admit LILCO 
supplemental testimony on Contention 24. R re Itr of 
agreement w/State of CT. Certificate of Svc end. Related 
correspondence. 

MCMURRAY, C. M. Suffolk County, NY. MCMURRAY. C. M. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. DSB 026. 84/07/02. 

Atomic Safety and Licensing Board- Panel. 6pp. 25296:355. 24X 

Fiche: 50-322, 84/07/02. 8407050181. 


8407060108 Forwards util 840619 Itr not previously served on all 
parties. Related correspondence. 

EARLEY, A. F. Hunton it Williams. EARLEY, A. F. Long Island Lighting 
Co. DSB 047. 84/07/02. Atomic Safety and Licensing Board Panel. 

3pp. 25428:154. 24X Fi c h e : 50-322, 84/07/02, 8407060108. 


8407060111 Supplementation of 840622 oral argument re various 
discovery matters. Certi fi cate of Svc end. 

EARLEY, A. F. Long Island Lighting Co. EARLEY, A. F. Hunton 8c 
Williams. DSB 046. 84/07/02. 73pp. 25428:302. 24X 

Fiche: 50-322, 84/07/02, 8407060111. 


8407100560 Response supporting util 840620 motion to admit supplemental 
testimony on Contention 24. R re Itr of agreement w/State of 
CT. Certificate of Svc end. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 144. 84/07/02, Atomic 

Safety and Licensing Board Panel. Spp. 25514:320. 24X 

Fiche: 50-322, 84/07/02, 8407100560. 


8407100607 Advises that staff views Suffolk County 840626 motion to 
compel production of training documents as discovery dispute 
between county 8t util. No position taken. Related 
correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 145. 84/07/02. 

LAURESON. J. A. , SHON, F. J. , KLINE, J. R. Atomic Safety and Licensing 
Board Panel. 2pp. 25514:353. 24X Fi che : 50-322, 84/07/02, 8407100607. 


8407060011 Motion for directed certification of ASLB 840620 order 
granting util 840602 motion in limine. 

LETSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. PALOMINO, F. 0. New York, 
State of. DSB 032. 84/07/03. Commissioners. 13pp. 25430:001. 

24X Fiche: 50-322, 84/07/03, 8407060011. 


— 8407060016 Motion for referral to Commission of 840620 order granting 
util 840602 motion in 1 imine. Certificate of Svc end. 

LETSCHE, K.U. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher 8c Phillips. PALOMINO, F. 0. New York, 
State of. 84/07/03. Atomic Safety and Licensing Board Panel. 
14pp. 25430:014. 24X Fiche: 50-322, 84/07/03, 8407060011. 

8407090078 Certifies svc of LILCO cross-examination plan for FEMA 
witnesses on contentions litigated to date on 840703. Re la ted 
correspondence. 

MCCLESKEY,K. E. Long Island Lighting Co. MCCLESKEY, K. E. Hunton 8c 

Williams. DSB 053. 84/07/03. 2pp. 25442:219. 24X ' 

Fiche: 50-322, 84/07/03, 8407090078. 


8407090096 Certifies svc of DP Irwin 840702 Itr, JD Leonard 840629 
Itr 8c Rev 4 to radiological emergency response plan on 
840702. Re lated correspondence. 

IRWIN, D.P. Long Island Lighting Co. DSB 049. 84/07/03. 3pp. 

25442:018. 24X Fiche : 50-322, 84/07/03, 8407090096. 


8407090178 Forwards Suffolk County 8c State of NY motion for leave to 
file contention on financial qual if ications to operate 
facility, for exception to Commission rules 8c for 
certification. W/o end. Related correspondence. 

LETSCHE, K. J. Kirkpatrick. Lockhart, Hill, Christopher 8c Phillips. 

DSB 065. 84/07/03. BRENNER, L. , MORRIS, P. A., FERGUSON, G. A. Atomic 

Safety and Licensing Board Panel. Ip. 25443:249, 24X 

Fiche: 50-322, 84/07/03, 8407090178. 


8407090298 Notice of appearance in proceeding. Certificate of Svc end. 
HOROSCHAK.M. Long Island Lighting Co. HOROSCHAK, M. Hunton *c 
Williams. DSB 103. 84/07/03. Atomic Safety and Licensing Board 

Panel. 3pp. 25455:349. 24X Fiche: 50-322, 84/07/03, 8407090298. 

8407100571 Ack receipt of State of NY 840629 motion to compel 
production of training-related documents 8< statement in 
support of Suffolk County motion to compel production of 
documents. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 140. 84/07/03. 

LAURENSON, U. A, , KLINE. , J. R. , SHON, F. J. Atomic Safety and Licensing 
Board Panel. 4pp. 25465:065. 24X Fiche : 50-322, 84/07/03, 8407100571 . 


8407090132 Response opposing Suffolk County it State of NY 840605 
joint request for recusal of Chairman Pal ladino. Events at 
840316 meeting do not demonstrate recusal required or 
warranted. 

PERLIS, R.G. Hearing Branch 3. DSB 060. 84/07/05. Commissioners. 

17pp. 25443:188. 24X Fiche: 50-322, 84/07/05, 8407090132. 



— 8407090136 Joint affidavit of WJ Dircks Jk OH Cunningham at 840316 
meeting cited by State of NY & Suffolk County in support of 
motion for recusal of Chairman Pa 1 lad ino. Certif i cate of Svc 
end. 

DIRCKSi W. J. Office of the Executive Director for Operations. 
CUNNINOHAMi G. H. Office of the Executive Legal Director. 84/07/03. 
6pp. 25443:205. 24X Fiche: 50-322. 84/07/05* 8407090132. 


8407090167 Order denying motion for referral of order granting LILCO 
motion in limine to Commissi on. No good reason appears. Served 
on 840706. 

MILLERi M. £. Atomic Safety and Licensing Board Panel. DSB 062. 
84/07/05. Suffolk County, NY. 2pp. 25443:029. 24X 

Fiche: 50r322, 84/07/05, 8407090167. 


8407090303 Util views on CLI-84-9 re rulemaking to determine relative 
scope of terms important to safety S< safety-related. ASLAB 
should affirm ASLB conclusion that util met regulation 
re importance to safety. Certif icate of Svc end. 

EARLEY, A. F. Long Island Lighting Co. EARLEY, A. F. Hunton & 
Williams. DSB 107. 84/07/05. 10pp. 25457:253. 24X 

Fiche: 50-322, 84/07/05, 8407090303. 


8407090368 Brief in support of ASLB 840625 order denying Suffolk County 
& State of NY motion to disq,oalify Judges Mi Her, Bright & 

Johnson. Certif icate of Svc end. 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D. P. Hunton it Williams. 
DSB 085. 84/07/06. Atomic Safety and Licensing Board Panel. 

35pp. 25455:203. 24X Fi c he : 50-322, 84/07/06, 407090362 . 


8407090189 Motion for leave to file amicus curiae brief in connection 
u/Suffolk County & State of NY req.uest it motion for 
d isqual if ication of Chairman Pal lad ino. Certif icate of Svc 
enc 1. 

HODGE, L.L., COWAN, B.Z. Atomic Industrial Forum. DSB 059. 84/07/06. 

Atomic Safety and Licensing Board Panel. 27pp. 25443: 152. 24X 

Fiche: 50-322.84/07/06. 3407090189. 


— 8407090195 Amicus curiae brief of AIF in connection u/Suffolk County 
& State of NY request & motion for disqualif ication of 
Chairman Palladino. Certificate of Svc end. 

HODGE, L.L., COWAN, B.Z. Atomic Industrial Forum. 84/07/06. 20pp. 

25443:159. 24X Fi che: 50-322, 84/07/06, 8407090189. 


8407090294 Forwards motion to compel production of documents by FEMA 
& to postpone cross-examination of FEMA witnesses & for 
issuance of subpoenas. State of NY joins in Suffolk County 
motion. Related correspondence. 

MCMURRAY, C. M. Kirkpatrick. Lockhart, Hill, Christopher & Phillips. 
MCMURRAY, C. M. Suffolk County, NY. DSB 109. 84/07/06. 

LAURENSON, J. A. , KLINE, J.R., SHON, F. J. Atomic Safety and Licensing 
Board Panel. Ip. 25455:111. 24X Fiche: 50-322, 84/07/06, 8407090294. 


— S407090296 Motion to compel production of documents by FEMA & to 
postpone cross-examinat ion of FEMA witnesses & for issuance 
of subpoenas to members of Regional Assistance Committee. W/ 
Certificate of Svc. Related correspondence. 

MCMURRAY, C. M. Suffolk County, NY. MCMURRAY. C. M. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. 84/07/06. Atomic Safety 
and Licensing Board Panel. 91pp. 25455: 112. 24X 

Fiche: 50-322, 84/07/06, 8407090294. 


8407090302 Suffolk County 4c State of NY filing in response to ASLAB 
S40626 order denying intervener motion for di squal if ica tion 
of Judges Miller, Bright it Johnson. ASLB should be 
disq.ualified. Certif icate of Svc end. 

LANPHER, L. C. Suffolk County, NY. LANPHER, L. C. Kirkpatrick, 
Lockhart, Hill, Christopher 4^ Phillips. PALOMINO, F. G. New York, 
State of. DSB 110. 84/07/06. 7pp. 25455:352. 24X 

Fiche: 50-322, 84/07/06, 8407090302. 


8407090346 Motion for stay oif emergency planning hearings in light of 
LILCO submission of Rev 4 to LILCO transition plan. 

Certificate of Svc encl. 

LEfSCHE, K. J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. DSB 073. 84/07/06. 

Atomic Safety and Licensing Board Panel. 13pp. 25455:006. 24X 

Fiche: 50-322, 34/07/06,8407090346. 


0407090347 Mo,tion to admit supplemental testimony of PF Cosgrove it 
JL Fakler on Contentions 39,40,41,44,98,99 & 100 re 
training of offsite emergency response workers. Certificate 
of Svc enc 1. Related correspondence. 

KILLER, L.C. Suffolk County, NY. MILLER, L. C. Kirkpatrick, Lockhart, 
Hill, Christopher it Phillips. DSB 071. 84/07/06. Atomic Safety 

and Licensing Board Panel. 8pp. 25454:335. 24X 

Fiche: 50-322, 84/07/06,8407090347. 


8407100082 Response to ASLAB 840607 order for views on Commission 
840606 Memorandum it Order CLI-84-9 re important to safety/ 
safety-related question. Certif icate of Svc encl. 

LANPHER, L. C. Suffolk County, NY. LANPHER, L. C. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. DSB 070. 84/07/06. 7pp. 
25512:133. 24X Fiche: 50-322. 84/07/06, 8407100082. 


8407100238 Motion for addl time within which to pursue discovery it file 
motion to strike Suffolk County revised testimony on 
Contention 75. Certif icate of Svc encl. Related 
correspondence. 

MCCLESKEY, K. E. Long Island Lighting Co. MCCLESKEY, K. E. Hunton & 
Williams. DSB 114. 84/07/06. Atomic Safety and Licensing Board 

Panel. 11pp. 25464:024. 24X Fi ch e : 50-322, 84/07/06, 8407100238. 


8407110220 Response to 830607 order allowing comments on application 
of CLI— 84-9 re terms important to safety it safety— related. 
Certificate of Svc encl. 

REIS,E. J. Hearing Branch 3. DSB 185. 84/07/06. 11pp. 25521:344. 

24X Fiche: 50-322, 84/07/06, 8407110220. 


8407110230 Response opposing Suffolk County it State of NY 840621 motion 
for disqualification of Judges Mi 1 ler, Bright it Johnson. 

Certificate of Svc encl. 

PERLIS, R. G. Hearing Branch 3. DSB 184. 84/07/06. Atomic Safety 

and Licensing Appeal Panel. 8pp. 25527: 167. 24X 

Fiche: 50-322, 84/07/06, 8407110230. 


8407110234 Forwards NRC/FEMA cross-examination plan for Cluster 17. 
Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 178. 84/07/06. 

LAURENSON, J. A. , KLINE, J, R. , SHON, F. J. Atomic Safety and Licensing 
Board Panel. 2pp. 25527:164. 24X Fiche ; 50-322, 84/07/06. 8407110234. 


— 8407110236 Joint cross-examination plan for Cluster 17, Contentions 77, 
61,88 & 92 re thyroid moni toring, ingest ion pathway, p Ians 
for recovery it reentry it State of NY plan, respectively. 

BORDENICK, B. M. Hearing Branch 3. GLASS, S. M. Federal Emergency 
Management Agency. 84/07/06. Ip. 25527:166. 24X 

Fiche: 50-322, 84/07/06, 8407110234. 


8407110256 Forwards ASLB 840628 memorandum it order ruling on util 
motion for summary disposition of Contentions 16. E» J, K, L it 
M re public info broch ure. Li sted open items require 
confirmation. W/o encl. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 183. 84/07/06. CARUSO, R. A. 

Licensing Branch 2. Ip. 25527:201. 24X Fiche: 50-322, 84/07/06, 

8407110256. 


8407130281 Forwards Affidavit of Svc re subpoena issued 840601 to HV 
Schilling. Related correspond ence, 

SCHEIDT,D.J. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
DSB 228. 84/07/06. Office of the Secretary of the Commission. 

2pp. 25565:349. 24X Fich e : 50-322, 84/07/06, 8407130281 . 


8407100597 Memorandum 8c order denying LILCO 840604 motion to file 
surrebuttal testimony on Phase II emergency planning 
Contention 67 re evac uat i on. Moti on filed out of time ?t fails 
to show good cause. Served on 840710. 

LAURENSONJ. A. Atomic Safety and Licensing Board Panel. DSB 147. 
84/07/09. Long Island Lighting Co. 5pp. 25514:015. 24X 

Fiche: 50-322, 84/07/09, 8407100597. 


8407110279 Motion for leave to file response out of time to ASLAB 
840626 order inviting parties to submit views on ASLB 840625 
denial of motion for disqual if ication of ASLB. Granted by 
ASLAB on 840710. 

PERLIS, R.G. Hearing Branch 3. DSB 173. 84/07/09. Atomic Safety 

and Licensing Appeal Panel. Ip. 25522:354. 24X 

Fiche: 50-322, 84/07/09, 8407110279. 


8407120106 Forwards executed affidavit of MD Dirmeier to replace 
unexecuted 840703 filing w/joint motion for leave to file 
contention on LILCO financial qual if ications. 

LETSCHE, K. J. Kirkpatrick, Lockhart, Hill, Christopher it Phillips. 
LETSCHE, K.J. Suffolk County, NY. DSB 191. 84/07/09. BRENNER, L. J. , 

MORRIS, P. A., FERGUSON, O. A. Atomic Safety and Licensing Board Panel. 
Ip. 25550:215. 24X Fiche: 50-322, 84/07/09, 8407120106. 


— 8407120112 Affidavit of MD Dirmeier re financial qualification of 
LILCO. 

DIRMEIER, M. D. Suffolk County, NY. 84/07/06. 17pp. 25550:216. 

24X Fiche: 50-322, 84/07/09, 8407120106. 


8407120147 Response opposing Suffolk County 840706 motion to stay 
emergency planning hearings in light of Rav 4 to transition 
plan. Emergency planning hearings should proceed as 
scheduled. Related correspondence. 

ZEUGIN, L. B. Long Island Lighting Co. ZEUGIN, L. B. Hunton & 
Williams. DSB 200. 84/07/09. Atomic Safety and Licensing Board 

Panel. 8pp. 25549:295. 24X Fi ch e : 50-322. 04/07/09, 8407120147. 


— 8407120160 Response opposing Suffolk County 840706 motion renewing 
earlier demands for FEMA production of documents re regional 
assistance committee review of transition p Ian. W/Cert if icate 
of Svc. Related correspondence. 

IRWIN, D.P. Long Island Lighting* Co. IRWIN, D. P. Hunton Ik 
Williams. 84/07/09. Atomic Safety and Licensing Board Panel. 
26pp. 25549:303. 24X Fiche: 50-322, 84/07/09. 8407120147. 



DOCKETED ITEMS 


8407120149 Motion in limine on admissibility of evidence re current 
financial condition of util. Prompt resolution requested re 
whether public interest served in granting util exemption 
request. Related correspondence. 

LETSCHE, K. J. Suffolk Countyi NY. LETSCHE- K. J. Kirkpatrick. 
Lockhart. Hill, Christopher & Phillips. DSB 190. 84/07/09. 

Atomic Safety and Licensing Board Panel. ISpp. 25550:300. 24X 

Fiche: 50-322, 84/07/09, 8407120149. 


— 84071201S3 Second discovery request to util re application for 
exemption. Certificate of Svc end. 

LETSCHE, K.J. Suffolk County, NY. LETSCHE, K. J. Kirkpatrick, 
Lockhart, Hill, Christopher & Phillips. 84/06/11. Long Island 
Lighting Co. 25pp. 25550:315. 24X Fiche: 50-322, 34/07/09, 

8407120149. 


8407130216 Application for issuance of subpoenas to H Blanding, 

RA Ouiffra R Woytowich re TDI crankshafts on diesel 
generator sets. Certificate of Svc end. Related 
correspondence. 

SCHEIDT, D. J. Suffolk County, NY. SCHEIDT, D. J. Kirkpatrick, 
Lockhart, Hill, Christopher S« Phillips. DSB 224. 84/07/09. 

Atomic Safety and Licensing Board Panel. 56pp. 25563:320. 24X 

Fiche: 50-322. 84/07/09, 8407130216. 


8407180299 Motion for leave to file response out of time. Acceptance 
of late-filed response to Suffolk County & State of NY 
motion to disqualify judges requested. Certificate of Svc 
end. Related correspondence. 

PERLIS, R.O. Hearing Branch 3. DSB 3l7. 84/07/09. Atomic Safety 

and Licensing Appeal Panel. 3pp. 25652:074. 24X 

Fiche-: 50-322, 84/07/09, 8407180299. 


8407120051 Requests explanation as to u/hy papers submitted on behalf of 
intervenor State of NY signed as atty for MM Cuomo, Governor 
of State of NY. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 193. 
84/07/10. PALOMINO, F. G. New York, State of. Ip. 25551:024. 24X 

Fiche: 50-322, 84/07/10, 8407120051. 


8407120116 Subpoena directing H Blanding to appear on 340718 in New 
York, NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets. Served on 840711. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 206. 
84/07/10. BLANDING.H. Affiliation Not Assigned. 2pp. 25550:236. 
24X Fiche: 50-322.84/07/10,8407120116. 


— 8407120120 Subpoena directing RA Giuffra to appear on 840718 in New 
York, NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets. Served on 840711. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 84/07/10. 
OIUFFRA,R.A. Affiliation Not Assigned. 2pp. 25550:238. 24X 
Fiche: 50-322, 84/07/10, 84071201 16. 


— 8407120127 Subpoena directing R Woytowich to appear on 840718 in New 
York, NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets. Courtesy notification 
end. Served on 840711. 

BRENNER, L. Atomic Safety and Licensing Board Panel. 84/07/10. 
WOYTOWICH, R. Affiliation Not Assigned. 4pp. 25550:240. 24X 
Fiche: 50-322, 84/07/10, 84071201 16. 


8407130222 Motion for reconsideration of portions of ASLB 840705 order 
re emergency diesel generators as listed. 

DYNNER,A. R. Suffolk County, NY. DYNNER, A. R, Kirkpatrick, Lockhart, 
Hill, Christopher & Phillips. DSB 210. 84/07/10. Atomic Safety 

and Licensing Board Panel. 9pp. 25564:015. 24X 

Fiche: 50-322, 84/07/10, 8407130222. 


— 8407130226 Transcript of 840509 deposition of SG Christensen re TDI 
diesel generators (Vol 31. 

CHRISTENSEN, S. Affiliation Not Assigned. 84/05/09. 46pp. 

25364: 031. 24X Fiche: 50-322, 84/07/10, 8407130222. 


— 8407130231 Transcript of 840523 deposition of SO Christensen re TDI 
diesel generators. Certi ficate of Svc end. 

CHRISTENSEN, S. Affiliation Not Assigned. 84/05/23. 29pp. 

25564: 077. 24X Fiche: 50-322, 84/07/10, 8407130222, 


8407180309 Response to Suffolk County 840626 motion to strike LILCO 
direct testimony it supplemental testimony on Contentions 
74 *e 75 (relocation ctrs) , Certificate of Svc end. Related 
correspondence. 

REIS#E, J. Hearing Branch 3. DSB 319. 84/07/10. Atomic Safety 

and Licensing Board Panel. 11pp. 25652:063. 24X 

Fiche: 50-322. 84/07/10, 8407180309. 


8407190234 Forwards TDI diesel generator DR/QR rept,as referenced in 
840629 Itr to Brenner. W/o end. W/Certif icate of Svc. Related 
correspondence. 

DREIFUS, D. Hun ton 8t Williams. DSB 335. 84/07/10. DENTON, H, R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 25682:014. 
24X Fiche: 50-322, 84/07/10, 8407190234- 


8407130177 Informs that staff interposes no objection to AIF motion to 
be allowed to file brief amicus curiae on motion for 
disqualification of Chairman Palladino. 

REIS,E. J. Hearing Branch 3. DSB 218. 84/07/11. CHILK.S. J. Office 

of the Secretary of the Commission. Ip. 25562:351. 24X 

Fiche; 50-322,84/07/11. 8407130177. 


8407130433 Answer opposing Suffolk County 840706 motion to admit 
supplemental testimony of PE Cosgrove it JL Fakler on 
Contentions 39-41,44,98,99 & 100 re offsite emergency 
response workers training. W/svc list. Related correspondence. 
MONAGHAN, J. A. Long Island Lighting Co. MONAGHAN, J. A. Hunton & 
Williams. DSB 237. 84/07/11. Atomic Safety and Licensing Board 
Panel. llpp. 25574:262. 24X Fiche: 50-322, 84/07/11, 8407130433. 


8407160301 Requests clarif ication of 840531 order establishing schedule 
for resumed hearing to ensure opportunity for parties to 
cross-examine Museler & ask addl questions of util 
witnesses. Certificate of Svc end. 

LANPHER,L. C. Suffolk County, NY. LANPHER,L. C. Kirkpatrick. 
Lockhart, Hill, Christopher & Phillips. DSB 257. 84/07/11. 5pp. 

25601: 291. 24X Fiche: 50-322, 84/07/11, 8407160301. 


8407180320 Comments on AIF motion to file brief amicus curia# r® 
disqualification of Chairman Palladino. No objection offered. 

REIS.E. J. Hearing Branch 3. DSB 305. 84/07/11. CHILK.S. J. Office 

of the Secretary of the Commission. Ip. 25652:015. 24X 

Fiche: 50-322, 84/07/11, 8407180320. 


8407170526 Support of Suffolk County request for clarification it 
request that all LILCO witnesses be available for exam if 
hearing on exemption from regulation for low power license 
held. Certificate of Svc end. Related correspondence. 

PALOMINO, F. G. New York, State of. DSB 277. 84/07/12. Atomic 

Safety and Licensing Board Panel. 5pp. 23625:357. 24X 

Fiche; 50-322, 84/07/12, 8407170526. 


8407180302 Response opposing Suffolk County k State of NY 840622 
motion for disqualification of Judge Cotter. Motion filed 
out of time it Judge Cotter has no substantive role in 
proceed ing. Certificate of Svc end. 

PERLIS, R.O. Hearing Branch 3. DSB 312. 84/07/12. Atomic Safety 

and Licensing Board Panel. 4pp. 25631:239, 24X 

Fiche: 50-322,84/07/12. 8407180302. 


8407170048 Motion to quash Suffolk County 840710 application for 
subpoenas of H Blanding, R Ouiffra & R Woytowich to testify 
on 840718 re TDI crankshaft on emergency diesel generator. 
Certificate of Svc end. Related correspondence. 

FARLEY, E.M. Long Island Lighting Co. FARLEY, E. M. Hunton «t 
Williams. OSB 266. 84/07/13. Atomic Safety and Licensing Board 

Panel. 14pp. 25617:269. 24X Fiche: 30-322, 84/07/13, 8407170048. 


8407170060 Order scheduling limited appearance statements on 840804 in 
Riverhead, NY. Served on 840716. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. OSB 263. 
84/07/13. 2pp. 25617:287. 24X Fiche: 50-322, 84/07/13, 8407170060. 


8407170075 Response opposing Suffolk County motion in limine on 
admissibility of evidence re public interest. ASLP 840622 & 

27 orders should be reaffirmed. Certificate of Svc end. 

ROLFE, R. M. Long Island Lighting Co. ROLFE, R. M. Hunton & Uilllams. 
DSB 265. 84/07/13. Atomic Safety and Licensing Board Panel. 9pp. 

25610; 064. 24X Fiche: 50-322, 84/07/13, 8407170075. 


8407170564 Responds to 040328,0412.24,0504 k 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior k Insular Affairs. 235pp. 25864:145. 24X 

Fiche: 50-322, 84/07/13, 8407170564. 


8407170564 Responds to 840328,0412,24,0504 & 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E-J. 

House of Rep., Interior k Insular Affairs. 5pp. 23064:145. 24X 

Fiche: 50-000, 04/07/13, 3407170564. 


— 8407310096 Lists documents responsive to RR Belairs 840409 FOIA 
request. Items 5-10 should not be sent w/o contacting 
chairmans ofc. Draft order dtd 840323 end. 

FITTI,C.J. Atomic Safety and Licensing Board Panel. 84/04/18. 
ROBINSON, L. NRC - No Detailed Affiliation Given. llpp. 
25864:157. 24X Fiche: 30-000, 84/07/13, 0407170564. 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes & related info 
end. 

PRESTEMON, D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fiche: 50-000, 84/07/13,8407170364. 



— 8407310125 Discusses author 840320 memo on licensing delays. Ofc of 
General Counsel instructed to prepare paper for Commission 
discussing possible approaches to expediting remaining 
hearings on lou power 1 icense. Draft order dtd S40323 end. 
PALLADINOy N. J. Commissioners. 84/04/04. GILINSKY, ROBERTS# 
ASSELSTINE Commissioners. 10pp. 25864:196. 24X 

Fichs: 50-000. 84/07/13, 8407170564. 


— 8407310129 Discusses util 840320 supplemental motion for low power OL. 
Related info end. 

BRENNER, L.# MORRIS# P. A. Atomic Safety and Licensing Board Panel. 
84/03/27. COTTER# B. Atomic Safety and Licensing Board Panel. 

21pp. 25864:206. 24X Fi c he : 50-000, 84/07/13, 8407170564. 


— S407310138 Corrects false impression of facility in Washington Post 
840506 article re appointment of new licensing Board. 

Critical facts omitted from article listed. 

COTTER# B. P. Atomic Safety and Licensing Board Panel. 84/05/07. 
MCPHERSON.W. Washington Post. 16pp. 25864:227. 24X 

Fiche: 50-000# 84/07/13# 8407170564. 


8407170568 Forwards revised admitted emergency diesel generator 
contention# per A8LB 840705 order. Related correspondence. 

DYNNER# A. R. Kirkpatrick# Lockhart# Hill, Christopher & Phillips. 
DYNNER. A. R. Suffolk County, NY. DSB 283. 84/07/13. BRENNER. L. J. # 

FERGUSON, G. A. Atomic Safety and Licensing Board Panel. 6pp. 

25627; 030. 24X Fiche; 50-322, 84/07/13, 8407170568. 


8407170552 Response opposing LILCQ 840713 motion to quash subpoenas. 
Motion fails to show subpoenas lack evidence not relevant to 
any matter in issue. Certi ficate of Svc end. Related 
correspondence. 

DYNNER# A. R. Suffolk County# NY. DYNNER# A. R. Kirkpatrick# Lockhart# 
Hill# Christopher 8t Phillips. DSB 284. 84/07/16. Atomic Safety 

and Licensing Board Panel. 18pp. 25625:335. 24X 

Fiche; 50-322. 84/07/16# 8407170552. 


8407180147 Memorandum & order denying util 840713 motion to quash 
subpoenas for deposition of American Bureau of Shipping 
emp loyees. Courtesy notification end. 

BRENNER# L. Atomic Safety and Licensing Board Panel. DSB 301. 
84/07/16. Long Island Lighting Co. 6pp. 25636:250. 24X 

Fiche: 50-322# 84/07/16# 8407180147. 


8407180323 Forwards reply to motion of Suffolk County State of NY 
for leave to file contention on LILCO financial 
qualifications & accompanying affidavit of EW Eacker. 

IRWIN.D. P. Hunton *« Williams. IRWIN, D. P. Long Island Lighting Co. 
DSB 324. 84/07/16. BRENNER, L. # MORRIS# P. A.# FERGUSON, G. A. Atomic 

Safety and Licensing Board Panel. Ip. 25651; 101. 24X 

Fiche; 50-322, 84/07/16, 8407180323. 


■8407180324 Reply opposing Suffolk County S< State of NY 840703 motion 
for leave to file contention on LILCO financial 
qualif ications. 

IRWIN.D. P. Long Island Lighting Co. IRWIN, D. P. Hunton S< 
Williams. 84/07/16. Atomic Safety and Licensing Board Panel. 
27pp. 25651:102. 24X Fic he : 50-322, 84/07/16# 8407180323. 


•8407180327 Affidavit of EW Eacker in response to Suffolk County 
State of NY 840703 motion for leave to submit financial 
contention. 

EACKER# E.W. Long Island Lighting Co. 84/07/18. Atomic Safety 
and Licensing Board Panel. 101pp. 25651:128. 24X 

Fiche: 50-322, 84/07/16# 8407180323. 


8407190233 Response opposing Suffolk County it State of NY motion for 
directed certification on sedurity issues. Motion untimely «< 
lacks merit. 

IRWIN#D. P. Long Island Lighting Co. IRWIN, D. P. Hunton it Williams. 
DSB 323. 84/07/16. Commissioners. 28pp. 25676:021. 24X 

Fiche: 50-322, 84/07/16, 8407190233. 


--8407190235 Recommends that matl re TDI diesel generators be adduced 
from listed documents. 

IRWIN, D.P. Hunton «c Williams. IRWIN, D.P. Long Island Lighting 
Co. 84/06/18. BORDENICK, B. M. Hearing Branch 3. 5pp. 25676:140. 
24X Fiche; 50-322# 84/07/16# 8407190233. 


•B407190239 "Responds to 840618 request to determine if Items 1-4 
contain info required to be protected as safeguards. 

Certificate of Svc end. 

BORDENICK. B. M. Hearing Branch 3. 84/06/27. IRWIN# D. P. Hunton it 

Williams, 2 pp. 25676:145. 24X Fiche: 50-322, 84/07/16# 8407190233. 


8407190490 Certifies svc of testimony on Contentions 16E «< 18 8c 
EL Jordan 840709# RW Krimm 840711 8c SW Speck 840712 memos re 
FEliA review of Rev 4 to util transition plan on 840716. 

Related correspondence. 

GLASS# S. M. Federal Emergency Management Agency. DSB 350, 84/07/16. 

llpp. 25684,132. 24X Fiche; 50-322, 84/07/16. 8407190490. 


8407180126 Memorandum 8c order confirming .admission of Suffolk County 
840611 emergency diesel engine contentions «c schedule for 
hearings. Courtesy notification end. Served on 840717. 

LANE# V. M. Atomic Safety and Licensing Board Panel. DSB 300. 
84/07/17. Long Island Lighting Co. 14pp. 25647:160. 24X 
Fiche; 50-322, 84/07/17, 8407180126. 


84071*90224 Response opposing Suffolk County 8c State of NY 840703 
motion fo«- directed certi f icat ion of ASLB 840620 order 
granting LILCO 840602 motion in 1 imine. Certificate of Svc 
end. 

PERLIS# R. G. Hearing Branch 3. DSB 338. 84/07/17. Atomic Safety 

and Licensing Board Panel. 9pp. 25682:052, 24X 

Fiche; 50-322# 84/07/17, 8407190224. 


8407190507 Joint notion to strike portion of W Schiffmacher 840424 
testimony. Certificate of Svc encl. Related correspondence. 

EARLEY, A. F. Long Island Lighting Co. LANPHER# L. C. Suffolk County, 
NY, EARLEY, A. F. Hunton 8« Williams. DSB 354. 84/07/17. Atomic 

Safety and Licensing Board Panel. 3pp. 25684: 169. 24X 

Fiche: 50-322# 84/07/17# 8407190507. 


8407190510 Response objecting to Suffolk County request for addl 
cross-examination of LILCO witnesses appearing during 
840424-25 hearings. Certificate of Svc encl. Related 
correspondence. 

EARLEY# A. F. Long Island Lighting Co. EARLEY# A. F. Hunton 8« 
Williams. DSB 355. 84/07/17. Atomic Safety and Licensing Board 

Panel. 7pp. 25684:174. 24X Fiche; 50-322, 84/07/17. 8407190510. 


8407230110 Forwards FEMA memos re review of Rev 4 to LILCO emergency 
response plan. FEMA will transmit results of review no 
earlier than 8411 15. Related correspondence. 

REIS# E. J. Hearing Branch 3. DSB 416. 84/07/17. ROSENTHAL# A. 8. # 

EDLES# G. J. , KLINE# J. R. Atomic Safety and Licensing Board Panel. 
6pp. 25706:095. 24X Fiche; 50-322# 84/07/17# 8407230110. 


0407190494 Order scheduling new physical security contentions re 
sabotage. Contentions will be taken as discrete issues tk 
will be considered after conclusion of resumed evidentiary 
hearing commencing 840730. Served on 840719, 

MILLER# M. E. Atomic Safety and Licensing Board Panel. DSB 363. 
84/07/18. Long Island Lighting Co. 3pp. 25684: 149. 24X 

Fiche: 50-322# 84/07/18. 8407190494. 


8407230028 Order providing that all parties be permitted to introduce 
evidence it to engage in further cross-examinat ion# if 
relevant to LILCO exemption appl ication. Served on 840719. 

MILLER, M.E. Atomic Safety and Licensing Board Panel, DSB 372. 
84/07/18. 3pp. 25706:019. 24X Fiche; 50-322# 84/07/18# 8407230028. 


8407230122 Response opposing Suffolk County 8c State of NY 840703 motion 
for leave to file contention on financial qualifications. 

Certificate of Svc encl, 

PERLIS# R.G. Hearing Branch 3. DSB 424. 04/07/18. Atomic Safety 

and Licensing Board Panel. llpp. 25706:065. 24X 

Fiche; 50-322# 84/07/18. 8407230122. 


8407230340 Memorandum 8c order on Suffolk County 8c State of NY 840705 
motion for directed certification of ASLB 840620 order re 
LILCO motion in limine. Served on 840718. 

HOYLE, J.C. Office of the Secretary of the Commission. DSB 437. 
84/07/18. Atomic Safety and Licensing Board Panel. 3pp. 
25711:197. 24X Fiche: 50-322# 84/07/18, S407230340. 


8407240295 Forwards executed affidavit of EW Eacker which accompanied 
util reply to motion of Suffolk County 8t State of NY for 
leave to file contention on LILCO 840716 financial 
qualif ications. Related correspondence. 

ZEUGIN.L.B, Hunton 8< Williams. DSB 479, 84/07/18. BRENNER# L. # 

MORRIS# P. A.# FERGUSON# 0. A. Atomic Safety and Licensing Board Panel. 
Ip. 25716:093. 24X Fiche: 50-322# 84/07/18, 8407240295. 


8407240301 Affidavit of EW Eacker in response to 840703 motion of 
Suffolk County 8< State of NY for leave to submit financial 
qualif ication contention. Related correspondence. 

EACKER, E.W. Long Island Lighting Co. 84/07/17. 14pp. 25716:094, 

24X Fiche: 50-322# 84/07/18# 8407240295. 


8407230031 Motion for reconsideration of 840718 memorandum it order 
providing guidance on security matters re Suffolk County 
motion for directed certif ication of ASLB 840620 order 
granting LILCO motion in 1 imine. Cert if icate of Svc encl! 

EARLEY, A, F, Long Island Lighting Co. DSB 373. 04/07/19. Atomic 

Safety and Licensing Board Panel. 6pp. 25706:013. 24X 

Fiche: 50-322, 84/07,/ 19# 8407230031. 


8407240238 Forwards biography omitted from 840713 testimony. Related 
correspondence. 

KESSEL# R, M. New York, State of. DSB 445, 84/07/19, Office of 

the Executive Legal Director. 3pp. 25718:293. 24X 

Fiche: 50-322# 84/07/19# 8407240238. 
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8407230348 Memorandum St Order ALAB-777* affirming denial of 840621 
motion calling for d i squa 1 i f icat ion of administrati ve judges 
ME Miller* 00 Bright St EB Johnson from futher svc as membars 
of board. Served on 840723. 

SHOEMAKER* C. J. Atomic Safety and Licensing Board Panel. DSB 438. 
84/07/20. Suffolk County. NY. 38pp. 2S7ll:010. 24X 

Fiche: 50-322. 84/07/20* 8407230348. 


8407230367 Responds to footnote on Page 2 of memorandum S« order denying 
LILCO motion to quash subpoenas for deposition of ABS 
employees* in which board criticized counsel for Suffolk 
County for omitting certain info. Related correspondence. 

DYNNER*A.R. Kirkpatrick* Lockhart. Hill. Christopher St Phillips. 

DSB 440. 84/07/20. BRENNER* L. J. . FERGUSON* C. A. Atomic Safety and 

Licensing Board Panel. 4pp. 25711:006. 24X Fiche: 50-322* 84/07/20* 

8407230367. 


8407250267 Assumes that 1732 Laurenson security board procedures apply 
in proceeding as no ref to establishment of safeguards 
procedures made. Related correspondence. 

LETSCHE.K.J. Kirkpatrick. Lockhart* Hill* Christopher «t Phillips. 
DSB 490. 84/07/20. MIlLER, M. E. * BRIGHT* O. O. * JOHNSON* E.B. Atomic 

Safety and Licensing Board Panel. Ip. 25740:342. 24X 

Fiche: 50-322, 84/07/20* 8407250267. 


8407240166 Opposition to util 840719 motion for reconsideration of 
840718 memorandum order re litigation of security issues 
in connection u/LILCO application for exemption. Cartifi cate 
of Sve end. 

LETSCHE.K.J. Suffolk County* NY. LETSCHE.K.J. Kirkpatrick, 
Lockhart* Hill, Christopher & Phillips. DSB 473. 84/07/23. 

Atomic Safety and Licensing Board Panel. Spp. 25723:050. 24X 

Fiche: 50-322. 84/07/23. 8407240166. 


8407260136 Offer of proof & request for reconsideration of ASLB 
limitations on Suffolk County cross-examination of FEMA 
witness panel. Certifi cate of Sve end. 

MCMURRAY, C. M. Suffolk County* NY. MCMURRAY. C. M. Kirkpatrick* 
Lockhart, Hill, Christopher & Phillips. DSB 516. 84/07/23. 13pp. 

25777:237. 24X Fiche : 50-322* 84/07/23, 8407260136. 


8407260488 Informs of issuance of suppl to emergency diesel generator 
engine driven jacket water pump design review rept. N/sve 
list. Related correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 527. 84/07/23. 

BORDENICK* B. M. * REPKA* D. A. Hearing Branch 3. 3pp. 25779:301. 24X 

Fiche: 50-322,84/07/23*8407260488. 


8407250260 Ack receipt of Zavlek 840720 response to 840718 telcon re 
questions raised by ASLAB about manner in which papers filed 
by State of NY are being signed. 

SHOEMAKER* C. J. Atomic Safety and Licensing Appeal Panel. DSB 484. 
84/07/24. PALOMINO* F. G. New York, State of. 2pp. 25739:360. 24X 

Fiche: 50-322, 84/07/24* 8407250260. 


— 8407250264 Responds to 840718 telcon re questions raised by ASLAB about 
manner in which papers filed by State of NY are being 
signed. State of NY is appearing through governor under 
signature of F Palomino* counsel to governor. 

ZAVLEK, S. New York* State of. 84/07/20. SHOEMAKER, C. J. Atomic 
Safety and Licensing Appeal Panel. Ip. 25739:362. 24X 

Fiche: 50-322, 84/07/24, 8407250260. 


8407250416 Memorandum U order determining that serious safaty matter 
exists re potential for future strikes by union members. 

Discovery on issues requested by 840814. Served on 840724. 

LAURENSON* J. A. * KLINE* J.B., SHON, F. J. Atomic Safety and Licensing 
Board Panel. DSB 509. 84/07/24. Office of the Executive Legal 

Director. 10pp. 25753:123. 24X Fiche: 50-322* 84/07/24* 9407250416. 


8407250420 Order granting in part it denying in part, 840523 motions for 
summary disposition on Phase I it Phase II low power testing. 

Served on 840724. 

MILLER* M.E. Atomic Safety and Licensing Board Panel. DSB 508. 
84/07/24. Long Island Lighting Co. 14pp, 25753:094. 24X 

Fiche: 50-322*84/07/24* 8407250420. 


8407260120 Motion to compel production of listed documents. Documents 
needed for preparation of county prefiled testimony due 
on 840731. Certificate of Sve end. Related correspondence. 

8CHEIDT* D. J. Suffolk County* NY. SCHEIDT* D. J. Kirkpatrick, 
Lockhart* Hill, Christopher it Phillips. DSB 518. 84/07/24. 

Atomic Safety and Licensing Board Panel. 111pp. 25777:001. 24X 

Fiche: 50-322* 84/07/24* 8407260120. 


8407270119 Response to Suffolk County 840709 motion in limine on 
admissibility of evidence re public interest std. Relevant 
portions of testimony should be admitted into evidence. 

Certificate of Sve end. 

PERLIS*R.G. Hearing Branch 3. DSB 551. 84/07/24. Atomic Safety 

and Licensing Board Panel. Spp. 25786::.28S. 24X 

Fiche; 50-322,84/07/24* 8407270119. 


8407260489 Order dismissing crankshaft oil passage plug issue* subj to 
verification of inf o. LILCO should file affidavit of 
CS Matthews. Courtesy notification end. Related 
correspondence. Served on 840726. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 547. 
84/07/25. Suffolk County, NY. 4pp. 25779:304. 24X 

Fiche: 50-322*84/07/25, 8407260489. . 


8407260491 Order directing negotiations & scheduling answer to Suffolk 
County 840724 motion to compel production of documents. 

W/840725 courtesy notifi cati on. Served on 840726. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 546. 
84/07/25. Long Island Lighting Co. 4pp. 25779:308. 24X 

Fiche: 50-322. 84/07/25. 8407260491. 


8407300034 Informs that LILCO training records reviewed by FEMA on 
840724 available for review at LILCO ofes. List of documents 
considered pertinent by FEMA end. Related correspondence. 

IRWIN* D.P. Hunton it Williams. IRWIN, D. P. Long Island Lighting Co. 
DSB 575. 84/07/25. LAURENSON* J. A. * KLINE, J. R. * SHON, F- J. Atomic 

Safety and Licensing Board Panel. 4pp. 25807:004. 24X 

Fiche: 50-322* 84/07/25, 8407300034. 


8407300447 Addendum to 840719 motion for reconsideration of Commission 
840718 memorandum it order re potential admissibility of 
security issues. Order would extend length of proceeding by 
nearly 3 months. 

IRWIN.D.P, Long Island Lighting Co. IRWIN* D. P. Hunton & Williams. 
DSB 593. 84/07/25. Commissioners. 2pp. 25812:262. 24X 

Fiche: 50-322* 84/07/25, 8407300447. 


— 8407300451 Motion for partial reconsideration of 840718 security 
proceedings order. Certificate of Sve end. 

IRWIN.D.P. Long Island Lighting Co. IRWIN, D. P. Hunton 8c 
Williams. 84/07/25. Atomic Safety and Licensing Board Panel. 
5pp. 25812:267. 24X Fich e: 50-322, 84/07/25, 8407300447. 


8407300408 Informs of intent to rely on NRC 840717 response to motion 
for directed certification of ASLB 840620 order granting 
util motion in I imine, sh ou Id Commission reconsider 840718 
memorandum it order on security contentions, 

REIS, E. J. Hearing Branch 3. DSB 583. 84/07/26. CHILK, S. J. Office 

of the Secretary of the Commission. Ip. 25812: 140. 24X 

Fiche: 50-322, 84/07/26, 8407300408. 


8407310333 Notice of appeal of ASLB 840710 order denying production of 
documents by FEMA & issuance of subpoenas to members of 
Regional Assistance Committee. Related correspondence. 

MILLER. M.S. Suffolk County, NY. MILLER* M, S. Kirkpatrick, Lockhart* 
Hill, Christopher it Phillips. DSB 619. 84/07/26. 2pp. 25833:308. 

24X Fiche: 50-322, 84/07/26, 8407310333. 


— 8407310337 Brief in support of Suffolk County notice of appeal of 
ASLB 840710 order denying production of documents by FEMA 
it issuance of subpoenas to Regional Assistance Committee 
members. Certificate of Sve end. Related correspondence. 

MILLER, M.S. Suffolk County, NY. MILLER, M. S. Kirkpatrick* 
Lockhart* Hill* Christopher & Phillips. 84/07/26. 136pp. 

25833:310. 24X Fiche: 50-322* 84/07/26, 8407310333. 


8407310261 Memorandum it order establishing format Si schedule of 
proposed findings of fact it conclusions of law. Served on 
840730. 

LAURENSON, J. A. Atomic Safety and Licensing Board Panel. DSB 630. 
84/07/27. Office of the Executive Legal Director. 7pp. 

25832: 188. 24X Fiche: 50-322, 84/07/27* 8407310261. 


8407310302 Motion to strike direct testimony of DO Bridenbaugh & 

RB Hubbard on behalf of Suffolk County. Testimony irrelevant, 
barred by partial initial decision it witnesses not 
qualified. Related correspondence. 

MONAGHAN, J. A. Long Island Lighting Co, MONAGHAN, J. A. Hunton 8t 
Williams. DSB 620. 84/07/27. Atomic Safety and Licensing Board 

Panel. 15pp. 25829:229. 24X Fiche: 50-322, 84/07/27, 8407310302. 


■8407310307 Motion to strike portions of testimony of MD Dirmeier Si 
JK Madan on behalf of Suffolk County. Testimony immaterial, 
irrelevant it incompetent. Related correspondence. 

MONAGHAN, J. A. Long Island Lighting Co. MONAGHAN, J. A . Hunton S< 
Williams. 84/07/27. Atomic Safety and Licensing Board Panel. 
9pp. 25829:244. 24X Fich t: 50-322, 84/07/27, 8407310302. 


—8407310314 Motion to strike testimony of GD Eley,CJ Smith* GC Minor & 
DG Bridenbaugh on behalf of Suffolk County re emergency 
diesel generators Si 20 MW gas turb ine. Test imony Irrelevant 
Si witnesses lack qualifications. Related correspondence. 

MONAGHAN* J. A. Long Island Lighting Co. MONAGHAN* J. A. Hunton St 
Williams, 84/07/27. Atomic Safety and Licensing Board Pdnel. 
23pp. 25829:253. 24X Fiche: 50-322* 84/07/27, 8407310302. 



”“8407310319 Motion to strike testimony of R Kessel on behalf of State of 
NY. Witness incompetent. Related correspondence. 

MaMAOHANi J. A. Long Island Lighting Co. MONAOHAN, J. A. Honton & 
Williams. 84/07/27. Atomic Safety and Licensing Board Panel. 

6>pp. 25829:274. 24X Fiche: 50-322, 84/07/27, 8407310302. 


— 8407310323 Motion to strike testimony of R Weatheruiay, M El-Oassoir & 
Q Minor on behalf of Suffolk County. Test imony inadmissible 
hearsay & witnesses not i^ualified to offer opinions in 
testimony. W/Certificate of Svc. Related correspondence. 

MONAOHAN. J. A, Long Island Lighting Co. MONAGHAN, J. A. Hunton & 
Williams. 84/07/27. Atomic Safety and Licensing Board Panel. 
15pp. 25829:282. 24X Fic he: 50-322, 84/07/27, 8407310302. 


8407310315 Notice of execution of affidavits of nondisclosure by 
KJ LetscheiGC Minor, DO Bridenbaugh & S Ober. Certificate of 
Svc end. Related correspondence. 

LETSCHE,K. J. Kirkpatrick, Lockhart, Hill, Christopher i Phillips. 
LETSCHE, R. J. Suffolk County, NY. DSB 638. 84/07/27. Atomic 

Safety and Licensing Board Panel. 20pp. 25833:067. 24X 

Fiche: 50-322,84/07/27, 8407310315. 


8407310347 Order directing Suffolk County to show cause why 840710 
appeal should not be summarily dismissed in light of 
prohibition in rules of practice against interlocutory 
ap peals. Served on 840730. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 628. 
84/07/27. Suffolk County, NY. 2pp. 25829:304. 24X 

Fiche: 50-322, 84/07/27, 8407310347. 


8407310308 Response opposing LILCO motion for partial reconsideration 
of 840718 security proceedings order. Motion fails to justify 
change in ASLB schedule. Certificate of Svc end. 

LETSCHE, K. Suffolk County, NY. LETSCHE, K. Kirkpatrick, Lockhart, 
Hill, Christopher it Phillips. PALOMINO, F. G. New York, State of. 

DSB 631. 84/07/30. Atomic Safety and Licensing Board Panel. 4pp. 

25833:058. 24X Fich #: 50-322, 84/07/30, 8407310308. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on S40530. 

RAY,C.L. TDI <Transamer ica Delaval, Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 84/06/19. DENTON, H. R. Office of Nuclear Reactor 
Regulation. Director. 2pp. 25121:352. 24X Fiche: 50-000. 84/06/19, 

8406250001. 


Q. Inspection reports, IE Bulletins & correspondence 


8407030182 Forwards IE Insp Rept 50-322/84-21 on 840508-11. No 
violations noted. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/06/11. 

LEONARD, J.D. Long Island Lighting Co. 2pp. 25278:181. 24X 

Fiche: 50-322, 84/06/11, 8407030182. 


— 8407030189 IE Insp Rept 50-322/84-21 on 840508-11. No violations 
noted. Major areas inspected; licensee action on previous insp 
findings it response to IE bulletins. 

MCBREARTY, R. A. , DURR, J. P. Region 1, Office of Director. 84/06/08. 
7pp. 25278:183. 24X Fiche: 50-322. 84/06/1 1, 8407030182. 


8407100677 Forwards IE Insp Rept 50-322/84-20 on 840430-0504. No 
violations noted. 

EBNETER.S. D. Region 1, Office of Director. 84/06/15. LEONARD, J. D. 
Long Island Lighting Co. 4pp. 25518:075. 24X Fiche; 50-322, 

84/06/15, 8407100677. 


—8407100691 IE Insp Rept 50-322/84-20 on 840430-0504. No noncompliance 
noted. Major areas inspected: licensee action on IE Bulletin 
80“17/ startup test procedure review, sys mods, personnel 
training Jk qualif ication *c QA during startup testing. 

CHUNG, J.W., BETTENHAUSEN, L. Region 1, Office of Director. 

84/06/14. 10pp. 25518:079. 24X Fiche: 50-322, 84/06/15, 8407100677. 


8407120318 Requests extension until 840702 of due date for response to 
Generic Ltr 84-11, "Insp of BWR Stainless Steel Piping. " 

Delay necessary to clarify certain points of generic ltr 
w/NRC. 

LEONARD, J.D. Long Island Lighting Co. 84/06/15. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25549:081. 24X 

Fiche-: 50-322, 84/06/15, 8407120318. 


8407120525 Forwards IE Insp Rept 50-322/84-17 on 840418-19, No 
violations observed. 

MARTIN, T. T. Division of Engineering ii Technical Programs. 84/06/15. 

LEOMWID, J. D. Long Island Lighting Co. 4pp. 25555:136. 24X 

Fiche: 50-322, 84/06/15, 8407120525. 


— 8407120536 IE Insp Rept 50-322/84-17 on 840418-19. No violations 
identified. Major areas inspected : act ion on outstanding 
items, bulletins & circulars it saf ety-related ventilation sys 
testing. 

NIMITZ,R.L., SHANBAKY, M. M. Region 1, Office of Director. 

84/06/11. 8pp. 25555:140. 24X Fi c he: 50-322, 84/06/1 5, 8407120525. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re appl xcabi 1 ity of fraudulent 
products received from Ray Miller, Inc at fac il it ies. Response 
requested within 60 days. 

EBNETER, S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407110416 Forwards IE Preoperational Security Program Rept 
50-322/84-19 on 840430-0504. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/19. 

LEONARD, J.D. Long Island Lighting Co. 2pp. 25539:177. 24X 

Fiche; 50-322; 84/06/19, 8407110416. 


— 8407110419 IE Preoperational Security Program Rept 50-322/84-19 on 
840430-0504. No violations noted. Major areas inspected: 
security plan it implementing procedures. Safeguards info 
deleted (ref 10CFR73. 21). 

BAILEY, R.J., MADDEN, W., KEIMIG, R. R. Region 1, Office of Director. 
84/06/01. 7pp. 25539:179. 24X Fiche: 50-322, 84/06/19, 8407110416. 


8407170462 Forwards IE Insp Rept 50-322/84-13 on 840410-13 8c 0430-0502. 
No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/21. 

LEONARD, J.D. Long Island Lighting Co. 4pp. 25627:132. 24X 

Fiche: 50-322,84/06/21, 8407170462. 


—8407170469 IE Insp Rept 50-322/84-13 on 840410-13 8c 0430-0502. No 
violations noted. Major areas inspected: chemistry program, 
including licensee action on previous insp findings, 
organization, training, procedures 8< lab QC program. 

JANG, J.C. , HOGAN,R. T. , KATTAN, J. J. Region 1, Office of Director. 
84/06/15. 8pp. 25627:136. 24X Fiche: 50-322, 84/06/21, 8407170462. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535.160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8c Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8k Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he : 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8c Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi che ; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50 - 000 . 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8; Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407180201 Responds to Generic Ltr 84-11. "Insp of BWR Stainless Steel 
Piping. " Util will inspect lOOV. of IGSCC sensitive welds 
that did not receive solution heat treatment or induction 
heating stress improvement. 

LEONARD, J.D. Long Island Lighting Co. 84/07/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp, 25642:222. 

24X Fiche: 50-322, 84/07/10, 8407180201. 


8407270366 Forwards IE Special Insp Rept 50-322/83-41 on 831215-23. No 
violations noted. 

STAROSTECKI, R. Division of Project St Resident Programs. 84/07/11. 
LEONARD. J.D. Long Island Lighting Co. 4pp. 25794:023. 24X 

Fiche: 50-322, 84/07/11, 8407270366. 
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—8407270369 IE Special Insp Rept 50-322/83-41 on 831215-23. No violations 
noted. Major areas inspec ted : al 1 egat i ons re inadequately 
sized & missing as-built tubing diagrams for channels used 
to check ueld integri ty . Al legations unsubstantiated. 

KELLY. E.M., MCCABE. E. C. Region 1, Office of Director. B4/07/10. 

20pp. 25794:027. 24X Fi c h e; 50-322. 84/07/ 1 1 . S407270366. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc, 108pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


S. Reportable occurrences. LERs & related correspondence 


8407120321 Forwards response to (questions posed in BNW, 840604 Itr. 
Topics include rocker arm capscrews. cy linder head studs. air 
start valve capscr ews. f ue 1 oil injection tub ing. DSR-48 
connecting rods 3!< crankshaft. 

RAY.C.L. TDI (Transamerica Delaval. Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/06/20. DERLINGER. C. Director's Office, Office of 
Inspection and Enforcement. 51pp. 25549:087. 24X 

Fiche; 50-000. 84/06/20. 8407120321. 


— 8407120350 Rev O to Procedure NDE 11. 10. "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche : 50-000, 84/06/20, 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses. TDI Model DSR-4a. " 
YANG, R. Transamerica Delaval. Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche; 50-000,84/06/20. 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation, " 

D'AMATO.J. Stone Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fiche : 50-000. 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co. TDI Diesel Generator Owners Technical Program 
Consultants 8< NRC. " Document will be updated as necessary to 
assist communications between all parties Involved. 

RAY.C.L. TDI (Transameri ca Delaval. Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/06/20. DENTON, H. R. Office of Nuclear Reactor 
Regulation. Director. 2pp. 25707:172. 24X Fiche: 50-000. 84/06/20. 

8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co. 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAY.C.L. TDI (Transamer i ca Delaval. Inc. ) Owners Group. RAY.C.L. 
Duke Power Co. 84/06/20. 28pp. 25707: 174. 24X 

Fiche: 50-000. 84/06/20. 8407230126. 


8407090106 Comments on BNWL draft rept. "Review it Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate it logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge. MA. 
84/07/03. DENTON. H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340, 24X Fiche: 50-000, 84/07/03. 8407090106. 


8407090231 PNO-I -84-057: possible strike vote by LILCO employees 
expected within several days. LILCO mgt prepared contingency 
plan w/reactor fuel under 24 h surveillance by nonunion 
personnel expected to cross picket lines. 

GREENMAN. E. . MCCABE. E. Region 1. Office of Director. 84/07/03. Ip. 
25445: 317. 24X Fiche: 50-322. 84/07/03, 8407090231. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte. NC to discuss open issues in Phase 1 component 
review & BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS. T. S. Division of Licensing. 84/07/05. BERLINGER. C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000. 84/07/05. 

0407110433. 


8407120389 Board Notification 84-127: forwards info re TDI Owners Group 
repts it conflict of interest determination concerning PNL. 

EISENHUT. D. Q. Division of Licensing. 84/07/05. PALLADINO 
Consolidated Edison Co. of New York, Inc. GILINSKY. ROBERTS 
Commissioners. 5pp. 25730:149. 24X Fich e: 50-000. 84/07/05, 

8407120389. 


— 8407240175 Informs that no conflict of interest arises by placing NRC 
contract on reliability of TDI engines ui/PNL. based on info 
contained in 840514 memo, 

ABRAMS. N. E. Operations 8« Administrative Division. 84/05/18. 
CARRINGTON. M. Division of Licensing. Ip. 25730:154. 24X 

Fiche: 50-000. 84/07/05, 8407120389. 


— 8407240181 Requests El D opinion on Div of Licensing project w/PNL re 
TDI diesel engine reliability it operability. Issue of 
potential conflict of interest exists. 

CARRINGTON. M. Division of Licensing. 84/05/14. ABRAMS. N.E, 
Operations it Administrative Division. Ip. 25730: 155. 24X 

Fiche: 50-000. 84/07/05. 8407120389. 


— 8407240185 Provides summary of Battelle subcontract w/TDI to evaluate 
special silicon carbide-impregnated cylinder liners & 
piston rings Task does not involve dependab i lity tests of 
TDI engines. No apparent conflict found. 

TURNER, G. L. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 84/05/02. WILLIAMS. M. Division of Licensing. 4pp. 
25730:156. 24X Fi c h e ; 50-000, 84/07/05. 8407120389. 


8407130242 PND-I-84-057A; on 840708. emp loyees belonging to Inti 
Brotherhood of Electric Workers voted to str i ke. re jecting 
util final offer. Strike scheduled to commence on 840710. 

GREENMAN, E. . MCCABE. E. Region 1. Office of Director. 84/07/09. Ip. 
25564:135. 24X Fiche : 50-322. 84/07/09. 8407130242. 


8407160208 PNO- 1-84-0578; on 840709, Inti Brotherhood of Electric Workers 
provided util w/24 h strike notice. Strike involves operators 
St maint crafts personnel but does not affect security guards 
or QA/QC inspectors. 

GREENMAN, E. , MCCABE, E. Region 1. Office of Director. 84/07/10. Ip. 
25590: 351. 24X Fiche: 50-322. 84/07/10. 8407160208. 


8407170143 Part 21 rept re potential defect in Bendlx HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action req.uired. 

BOYER. R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER. R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY.C.L. Duke Power Co. 84/07/16. DENTON. H. R. Office of Nuclear 
Reactor Regulation. Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16. 8407190249. 


— 8407190274 "Suppl to Emergency DieSel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000.84/07/16. 8407190249. 


8407260465 Forwards "Review it Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEOROE.J.B. TDI 
(Transamer ica Delaval. Inc. ) Owners Group. GEOROE.J.B. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
2pp. 25791:167. 24X Fiche: 50-000. 84/07/16. 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000.84/07/16, 8407260465, 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft. cyl inder heads & connecting rods. 

BERLINGER. C. H. Division of Licensing. 84/07/23. GEOROE.J.B, TDI 
(Transamer ica Delaval. Inc.) Owners Group. GEOROE.J.B. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 

10pp. 25816:305. 24X Fiche : 50-000. 84/07/23. B407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis." prepared for TDI Diesel 
Generator Owners Group. 

RAY.C.L. TDI (Transamer ica Delaval. Inc.) Owners Group. RAY.C.L. 
Duke Power Co. 84/07/24. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. 2pp. 25802:061. 24X Fiche: 50-000. 84/07/24, 

0407300301. 


— B407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis, " 

* Stone it Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000.84/07/24, 8407300301. 



S40731024S Comments on PNi_ Rept PNL-516ly dtd June 1984, re key engine 
component endurance testing, per S40611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAYiC. L. TDI <Transamer ica Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINQER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828: 239. 24X Fiche: 50-000, 84/07/26, B407310248. 


T. Hearing transcripts on non-anti trust matters 


8407090309 Motion to admit supplemental testimony on Contention 85 re 
recovery & reentry. Testimony discusses new procedure for 
calculating total population dose. 

HOROSCHAK, M, J. Long Island Lighting Co. HOROSCHAK, M. J. Hunton it 
Williams. 0SB 102. 84/07/03. Atomic Safety and Licensing Board 

Panel. 3pp. 25457:263. 24X Fiche: 50-322, 84/07/03,8407090309. 


—8407090311 Supplemental testimony on Contention 85 (recovery & 
reentry ) . 

CORDARO, M, C. , DAVERIO, C.A. Long Island Lighting Co. WATTS, R. J. 
Impel 1 Corp. 84/07/03. 10pp. 25457:266. 24X 

Fiche: 50-322, 84/07/03, 8407090309. 


■8407090314 Motion to admit LILCO revised testimony on Contention 88 
re dose criteria it cost-benefit analysis for reentry. 

FAL20NE,R. R. Long Island Lighting Co. FALZONE, R. R. Hunton it 
Williams. 84/07/03. Atomic Safety and Licensing Board Panel. 
7pp. 25457:276. 24X Fiche: 50-322. 84/07/03, 8407090309. 


— 8407090315 Revised testimony on Contention 88 re dose criteria it 
cost-benefit analysis for reentry. Certificate of Svc end. 
CORDARO, M. C, , DAVERIO, C. A. Long Island Lighting Co. WATTS, R. J. 
Impel 1 Corp. 84/07/03. 29pp. 25457:283; 24X 

Fiche: 50-322, 84/07/03, 8407090309. 


8407100547 Transcript of 840705 hearing in Bethesda, MD. Pp 21,658- 
21, 919. 

* Atomic Safety and Licensing Appeal Panel. 84/07/05. 264pp. 

25694: 001. 24X Fiche: 50-322, 84/07/05, 8407100547. 


8407090336 Supplemental testimony of PF Cosgrove JL Fakler on 
Contentions 39,40,41,44,98,99 it 100 re training of offsite 
emergency response workers. Related correspondence. 

COSGROVE, P. F. , FAKLER, J.L. Suffolk County. NY. DSB 072. 84/07/09. 

a7pp. 25455:024. 24X Fic he : 50-322, 84/07/09. 8407090336. 


8407130222 Motion for reconsideration of portions of ASLB 840705 order 
re emergency diesel generators as listed. 

DYNNER.A.R. Suffolk County, NY. DYNNER, A. R. Kirkpatrick, Lockhart, 
Hill, Christopher Si Phillips. DSB 210. 84/07/10. Atomic Safety 

and Licensing Board Panel. 9pp. 25564:015. 24X 

Fiche: 50-322. 84/07/10,8407130222. 


— 8407130226 Transcript of 840509 deposition of SG Christensen re TDI 
diesel generators (Vol 3). 

CHRISTENSEN, s. Affiliation Not Assigned. 84/05/09. 46pp. 

25564:031. 24X Fiche: 50-322, 84/07/10, 8407130222. 


— 8407130231 Transcript of 840523 deposition of SG Christensen re TDI 
diesel generators. Certi ficate of Svc end. 

CHRISTENSEN, S. Affiliation Not Assigned. 84/05/23. 29pp. 

25564:077. 24X Fiche: 50-322, 84/07/10, 8407130222. 


8407180069 Transcript of 840710 hearing in Hauppauge,NY re emergency 
planning. Pp 12, 090-12, 312. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/07/10. 350pp. 

25647:174. 24X Fiche: 50-32P, 84/07/10, 8407180069. 


8407180088 Transcript of 840711 hearing in Hauppauge,NY re emergency 
planning. Pp 12, 313-12, 572. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/07/11. 260pp. 

25645:224. 24X Fiche: 50-322, 84/07/1 1, 8407180088. 


8407190238 Transcript of 840712 hearing in Hauppauge.NY re emergency 
planning. Pp 12,573-12,841. 

•» Atomic Safety and Licensing Board Panel. 84/07/12. 270pp, 

25676: 171. 24X Fiche: 50-32?, 84/07/12, 8407190238. 


8407170565 Forwards RM Kessel testimony on behalf of State of NY in 
low power proceeding. Related correspondence. 

LEVINE, A. New York, State of. DSB 288. 84/07/13. MILLER, M.E. 

Atomic Safety and Licensing Board Panel. Ip. 25627:036. 24X 

Fiche: 30-322,84/07/13, 8407170565. 


— 8407170569 Forwards RM Kessel testimony on behalf of State of NY in 
low power proceeding. Related correspondence. 

LEVINE, A, r4ew York, State of. 84/07/13. JOHNSON, E. B. Atomic 
Safety and Licensing Board Panel. Ip. 25627:037, 24X 

Fiche: 30-322. 84/07/13, 8407170565. 


— 8407170571 Testimony of R Kessel on behalf of State of NY re util 
request for permission to commence 5V. power testing w/o 
fully qualified onsite power sys. Related correspondence. 

KESSEL, R. K. New York, State of. 84/07/13. 10pp. 25627:038. 24X 

Fiche: 50-322, 84/07/13, 8407170565. 


8407180095 Transcript of 840713 hearing in Hauppauge, NY. 

Pp 12,842-13,070. 

* Atomic Safety and Licensing Board Panel. 84/07/13. 130pp. 

25646:157. 24X Fiche; 50-322, 84/07/13, 8407180095. 


8407190002 Forwards supplemental testimony of WE Gunther it 
WG Schiffmacher it testimony of JT Christian, AE Meligi, 

RC Wiesel.TW lannuzzi.KA Lewis, CA Szabo.A Nozzolillo Si 
BR Macaffrey. Certificate of Svc end. Related corr espondenc e. 

EARLEY, A. F. Hunton it Williams. EARLEY, A. F. Long Island Lighting 
Co. DSB 328. 84/07/14, Atomic Safety and Licensing Board Panel. 

3pp. 25668:004. 24X Fi c he; 50-322. 84/07/14, 8407190002. 


— 8407190004 Supplemental testimony of WE Gunther «{ WG Schiffmacher re 
operating procedures for ac power sources. 

GUNTHER, W. E. , SCHIFFMACHER. W. Long Island Lighting Co. 84/07/16. 
23pp. 25668:007. 24X Fiche: 50-322, 84/07/14, 8407190002. 


— 8407190005 Testimony of JT Christian, AE Meligi & RC Miesel re 
operating procedures for ac power sources. 

CHRISTIAN. J. T. , NELIGI.A.E., WIESEL, R. C. Long Island Lighting Co, 
84/07/16. 60pp. 25663:031. 24X Fiche: 50-322, 84/07/14, 8407190002, 


— 8407190006 Testimony of TW lannuzzi it KA Lewis re reliability of 
diesel generators. 

IANNUZ2I, T. W. , LEWIS, K. A. Long Island Lighting Co. 84/07/16. 
52pp. 25668:091. 24X Fiche: 50-322, 84/07/ 14. S407190002. 


— 8407190007 Testimony of CA Szabo, re LILCQ dependence on oil for fuel. 
Prof qual if ication statement end. 

SZABO, C. A. Long Island Lighting Co. 04/07/16 . 20pp. 25668:143. 

24X Fiche: 50-322, 84/07/14, 8407190002. 


— 8407190010 Testimony of A Nozzolillo re LILCO revenue requirements as 
benefited by customers. 

NOZZOLILLO, A. Long Island Lighting Co. 84/07/16. 22pp. 

25668:163. 24X Fiche: 50-322, 84/07/14, 8407190002. 


— 8407190012 Testimony of BR McCaffrey re LILCO exemption request from 
GDC 17. 

MCCAFFREY, B. R. Long Island Lighting Co. 84/07/16. 10pp. 

25668:185. 24X Fiche: 50-322, 84/07/14, 8407190002. 


8407190229 Forwards testimony of GD Eley,CJ Smith, GC Minor St 
D Bridenbaugh re General Motors Electro-Motive Div <EMD) 
diesel gnerators & testimony of R Weatherwa x, M El-Gasseir, 
et al. Certificate of Svc end. Related correspondence, 

LETSCHE, K. J. Kirkpatrick, Lockhart, Hill, Christopher it Phillips. 
LETSCHE, K. J. Suffolk County, NY. DSB 334. 84/07/16. MILLER, M. E. , 

BRIGHT, G.O.. JOHNSON, , E. B. Atomic Safety and Licensing Board Panel. 
4pp. 25669:081. 24X Fi c he : 50-322, 84/07/16, 8407190229. 


— 8407190237 Testimony of GD Eley.CJ Smith, GO Minor h DO Bridenbaugh re 
General Motors Electro-Motive Div (EMD> diesel generators Jc 
20 MW gas turbine. Prof qua 1 if ica t ion statements end. Related 
correspondence. 

ELEY, G. D. , SMITH, C.J., MINOR, G. C. Suffolk County, NY. 84/07/16. 
97pp. 25669:085. 24X Fic he: 50-322, 84/07/16, 8407190229. 


— 8407190242 Testimony of R Weatherwax,M El-Gasseir it Q Minor re 
proposed ac power sys. Related correspondence. 

WEATHERWAX, R. , EL-GASSEIR, M. , MINOR, G. Suffolk County, NY. 
04/07/16. 75pp. 25669:182. 24X Fiche : 50-322, 84/07/16, 8407190229. 


— 8407190250 Testimony of DG Bridenbaugh & RB Hubbard re adequacy of 
emergency diesel generators. Related correspondence. 

BRIDENBAUGH, D. , HUBBARD, R. B. Suffolk County, NY, 84/07/16. 
219pp. 25669:277. 24X Fi c he: 50-322, 84/07/16, 8407190229. 


— 8407190257 Testimony of C Meyer, J Roesset it GC Minor re vulnerability 
of enhanced ac power sys to damage in event of SSE. Related 
correspondence. 

MEYER, C., ROESSET, J., MINOR, O.C. Suffolk County, NY. 84/07/16. 
204pp. 25670:136. 24X Fiche: 50-322, 04/07/16, 8407190229. 


— 8407190264 Testimony of MD Dirmeier Si JK Madan re LILCO economic 
benefit plan claim it 840522 application for exemption. 

Related correspondence. 

DIRMEIER, M. D. , MADAN, J. K. Suffolk County, NY, 84/07/16. 479pp. 

25670: 340. 24X Fiche; 50-322, 84/07/16, 8407190229. 
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8407190241 Forwards testimony of W Hodges. J Clifford. T Quay, combined 
testimony of J Knox & E Tomlinson for 840730 low pouter 
hearing & NUREG— 0420. Supp 1 6. "SER re Operation of Shoreham 
Nuclear Power Station. '• Related correspondence. 

PERLIS. R.G. Hearing Branch 3. DSB 339. 84/07/16. MILLERiM. E. . 

JOHNSON. E. B. . BRIGHT. 0.0. Atomic Safety and Licensing Board Panel. 
Ip. 25668:331. 24X Fi ch e : 50-322. 84/07/16. 8407190241 . 


— 8407190251 Testimony of MW Hodges re limit peak cladding temp for 
accidents. Related correspondence. 

HODGES. M.W. Reactor Systems Branch. 84/07/'l6. 14pp. 25668:332. 

24X Fiche: 50-322, 84/07/16, 8407190241. 


— 8407190259 Testimony of JW Clifford re implementation of procedures for 
restoring ac power using augmented electric power sys in 
event of station blac kout. Prof qualifications end. Related 
correspondence. 

CLIFFORD, J. W. Procedures & Systems Review Branch. 84/07/16. 5pp. 
25668:346. 24X Fi ch e: 50-322. 84/07/16. 8407190241 . 


— 8407190263 Testimony of JL Knox ^ EB Tomlinson re diesel generators. 
Related correspondence. 

KNOX.J. L. . TOMLINSON, E. B. Power Systems Branch. 84/07/16. 53pp. 

25668:351. 24X Fiche: 50-322, 84/07/16, 8407190241. 


— 8407190268 Testimony of TR Quay re effect of loss of standby gas 
treatment sys on radiological consequences of certain 
acc idents. Prof qual if icat ions end. Related correspondence. 

QUAY, T. R. Accident Evaluation Branch. 84/07/16. 5pp. 25669:042. 
24X Fiche: 50-322. 84/07/16, 8407190241. 


8407250185 Transcript of 840717 hearing in Hauppauge.NY re emergency 
planning. Pp 13. 071-13, 312. Supp or ting documentation end. 

■» Atomic Safety and Licensing Board Panel. 84/07/17. 428pp. 

25748: 004. 24X Fiche: 50-322, 84/07/17. 8407250185. 


8407250071 Transcript of 840718 hearing in Hauppauge, NY. Pp 13.313- 
13, 604. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/07/18. 530pp. 

25746:001. 24X Fiche: 50-322, 34/07/18, 8407250071. 


8407250353 Transcript of 840719 hearing in Hauppauge.NY re emergency 
planning. Pp 13. 605-13, 852. Supp or ting documentation end. 

* Atomic Safety and Licensing Board Panel. 84/07/19. 2Slpp. 
25740:001. 24X Fiche ; 50-322, 84/07/19, 8407250353. 


8407250228 Transcript of 840720 hearing in Hauppauge, NY. Pp 13,853- 
13, 984. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 04/07/20. 322pp. 

25735: 152. 24X Fiche: 50-322. 84/07/20, 8407250228. 


8407250223 Forwards Page 22 of 840716 testimony of Gunther Ik 
Schiffmacher, inadvertently omitted from original filing. 
Related correspondence. 

MONAGHAN, J. A. Hunton «« Wi 1 1 iams. MONAGHAN, J. A. Long Island 

Lighting Co. DSB 483. 84/07/23. MILLER, M.E., JOHNSON, E. B. . 

BRIGHT. G.O. Atomic Safety and Licensing Board Panel. Ip. 
25735: 148, 24X Fiche: 50-322, 84/07/23, 8407250223. 


— 8407250231 Page 22 of supplemental testimony of Gunther St Schlf fmacher. 
Certificate of Svc and. 

GUNTHER, SCHIFFMACHER Long Island Lighting Co. 84/07/16. 3pp. 
25735:149. 24X Fiche: 50-322, 84/07/23, 8407250223. 


8407270127 Forwards testimony of JR Sears re emergency preparedness 
Contention 11. Testimony of TM Novak will be filed on 
840727. Related correspondence. 

BORDENICK, B. M. Hearing Branch 3. DSB 549. 84/07/25. 

LAURENSON, J. A. , KLINE. J. R. , SHON. F. J. Atomic Safety and Licensing 
Board Panel. 2pp. 25788:175. 24X Fiche : 50-322. 84/07/25. 8407270127. 


— 8407270133 Testimony of JR Sears re emergency preparedness Contention 
11. Certificate of Svc end. 

SEARS, J. R. Emergency Preparedness Branch. 84/07/25. 11pp. 

25788:177. 24X Fiche: 50-322, 84/07/25, 8407270127. 


U. Congressional/Execut ivB Correspondence 


8407170564 Responds to 840328.0412,24,0504 «t 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY. E. J. 

House of Rep. , Interior <k Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13. 8407170564. 


— 8407310189 Discusses recipient 840320 memo re licensing delays. NRC 
should review cause of potential delays prior to taking 
actions that could vitiate licensing process. Recommendat ions 
re facility disturbing. 

MARKEY, E.J. House of Rep., Interior & Insular Affairs. 84/03/28. 
PALLADINO, N. J. Commissioners. 4pp. 25865:005. 24X 

Fiche: 50-000, 84/07/13. 8407170564. 


— 8407310196 Advises that responses to 840328 it. 0412 Itrs failed to 
address issues re facility hearing . Transcript of Commission 
840423 meeting on facility proceeding requested. 

MARKEY. E.J. House of Rep., Interior Insular Affairs. 84/04/24. 
PALLADINO. N. J. Commissioners. Ip. 25865:012. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8407310205 Requests that subcommittee be provided w/records of all 1984 
communication u/Executive Branch it federal agencies re 
emergency planning or facility proceeding. 

MARKEY, E.J. House of Rep., Interior Insular Affairs. 84/05/04. 
PALLADINO, N. J. Commissioners. 2pp. 25865:013. 24X 

F i c h e : 50-000 , 84/07 / 1 3, 8407 1 70564 . 


— 8407310213 Requests explanation of why recipient should not be excused 
from future decision making in facility proceeding, per 
840328,0412 & 24 Itrs Appearance of impartial adjudicator 
not maintained. 

MARKEY, E.J. House of Rep. , Interior & Insular Affairs. 84/05/10. 
PALLADINO, N. J. Commissioners. 5pp. 25865:015. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche-: 50-000, 84/06/27. 8406270142. 


8407060201 Forwards shift advisor training program Sc exams in response 
to 840531 request. Info contained in Refs 2 Sc 3 will be 
updated in late Jul 1984. 

LEONARD, J.D. Long Island Lighting Co. 84/07/02. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 25422:313. 

24X Fiche: 50-322, 84/07/02, 8407060201. 


— 8407060203 "Shift Advisor Training Program Sc Exams." 

■* Long Island Lighting Co. 84/07/02. 649pp. 25422:317. 24X 

Fiche: 50-322, 84/07/02, 8407060201. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs. N8SS vendors, reactor vendors St AEs r_# annual meeting 
to discuss recent developments concerning op'erator training, 
qual if ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8407120151 FOIA request for V Oilinsky 830908 Sc 28 Itrs to ACRS re tau 
effect at Diablo Canyon to be placed in PDR. 

PEDRO, J. NU8 Corp. 84/04/04. Division of Rules and Records. Ip. 
25557:011. 24X Fiche: 50-275, 84/04/04, 8407120151. 


8407120136 Responds to FOIA request for V Oilinsky 830908 S< 28 Itrs to 
ACRS re tau effect be placed in PDR. Forwards documents. 

Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/03/18. PEDRO, J, NUS 
Corp. Ip. 25537:012. 24X Fiche: 30-273. 84/05/18, 8407120156. 


— 8407120162 Requests comments rt appropriateness of use of tau effect at 
Diablo Canyon. Comments requested before Commission meeting 
to vote on lifting suspension of low power license. 

OILINSKY, V. Commissioners. 83/09/08. RAY, J. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25337:013. 24X 

Fiche: 50-273, 34/05/18, 8407120136. 


— 8407120169 Clarifies 830908 request re appropriateness of use of teu 
effect at Diablo Canyon. Committee should evaluate 
application of tau effect to reduce response spectrum for 
earthquakes used in facility analysis. 

OILINSKY, V. Commissioners. 83/09/28. RAY, J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25537:014^ 24X 

Fiche: 50-275, 04/05/18, 8407120156. 



84070603S6 Forwards in camera transcript of 840522 meeting w/individual 
re«i,oesting conf identiality . Identif ication of portions that 
would reveal identity of individual requested. W/o stated 
enc Is. 

EISENHUTi D. G. Division of Licensing. 84/06/19. DEVINEi T. 

Government Accountability Project. 3pp. 25434:151. 24X 

Fiche: 50-275. 84/06/19. 8407060356. 


8407090076 Forwards notice of consideration of issuance of amend to 
License DPR-76 & proposed NSHC determination & opportunity 
for hearing on util S40330 request re mechanical & hydraulic 
snubbers. 

SCHIERLING. H. Licensing Branch 3. 84/06/20. SCHUYLER. J. 0. Pacific 

Gas Zt Electric Co. 5pp. 25513:256. 24X Fiche; 50-275. 84/06/20. 

8407090076. 


8407060366 Advises that operation & maint of plant will not affect 
cultural resources (SLO-2) listed in or eligible for 
inclusion in Matl Register of Historic Places. 

KNIGHTON. G. W. Licensing Branch 3. 84/06/25. SCHUYLER. U- 0. Pacific 

Oas & Electric Co. 4pp. 25432:358. 24X Fiche : 50-275. 84/06/25. 

8407060366. 


8407020296 Forwards Rev 0 to STP I-16F. "Surveillance Test Procedure. 
Actuation Test of Reactor Trip Breakers... " Rev 2 to 
STP I-33B. “Surveillance Test Procedure. Reactor Trip & 

ESF. . . . " per Generic Ltr 83-28. Functional testing complete. 
SCHUYLER. U. O. Pacific Gas & Electric Co. 84/06/27. KNIGHTON. 0. W. 
Licensing Branch 3. 2pp. 25216:001. 24X Fiche; 50-275. 84/06/27. 

8407020296. 


— 8407020305 Rev 0 to Procedure STP I-l6Fi "Surveillance Test Procedure. 
Actuation Test of Reactor Trip Breakers Including Auto Shunt 
Trip. '• 

* Pacific Gas 8e Electric Co. 84/06/12. 10pp. 25216:003. 24X 

Fiche: 50-275. 84/06/27. 8407020296. 


—8407020312 Rev 2 to Procedure STP 2-33B. "Surveillance Test Procedure. 
Reactor Trip & ESF Logic Response Time. " 

♦ Pacific Oas & Electric Co. 84/06/06. 87pp. 25216:013. 24X 

Fiche: 50-275. 84/06/27. 8407020296. 


8407030313 Forwards info re Generic Ltr 83-28. “Required Actions Based 
on Generic Implications of Salem ATWS Events. *' Action Item 
1.2. "Post-Trip Review - Data U Info Capability." per 831107 
submittal. 

SCHUYLER, U. O. Pacific Gas 8< Electric Co. 84/06/27. EISENHUT. D. G. 
Division of Licensing. 22pp. 25271:085. 24X Fiche: 50-275. 84/06/27. 

8407030313. 


8407020065 Board Notification 84-123; forwards info re Westinghouse 
reactor coolant pump <RCP) seals. Electricite DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp & leakage flow rate in pumps w/o seal cooling. 
EISENHUT. D. G. Division of Licensing. 84/06/29. PALLADINO. 
GILINSKY. ROBERTS Commissioners. 7pp. 25465:299. 24X 

Fiche: 50-000. 84/06/29. 8407020065. 


8407090259 Forwards responses to Govt Accountability Project 
allegations contained in 840323.0412.0503 & 31 Itrs. 

Affidavits ?{ resumes of response verifiers end. 

SCHUYLER. U. 0. Pacific Gas & Electric Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 292pp. 25449:244. 

24X Fiche: 50-275. 84/06/29. 8407090259. 


6407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders jof CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of Mew York, Inc. 36pp. 25601:348. 24X 

Fiche-; 50-000, 84/07/02. 8407020206. 


8407100448 Forwards affidavits for responses to Govt Accountability 
Project allegations addressed in util 840430.0517 S. 29 Itrs. 
SCHUYLER, J. 0. Pacific Gas & Electric Co. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 110pp. 25459-098. 

24X Fiche : 50-275, 84/07/03. 8407100448. 


8407110414 Responds to NRC request for addl info re small bore piping. 
Piping analyses results provide high level of confidence 
that subj 15.000 ft of piping meets licensing criteria. 

Listing of lines contained in piping end. 

SCHUYLER. J. 0. pacific Oas & Electric Co. 84/07/03. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 9pp 25523- 132 
24X Fiche: 50-275. 84/07/03. 8407110414. 


8407100425 Forwards affidavit of RK Rhodes responding to Govt 
Accountab i 1 i ty Project allegations addressed in util 
840430/ 0517 St 0529 Itrs. Ack of matl receipt requested. 

SCHUYLER. U. 0. Pacific Oas & Electric Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 25464:290. 
24X Fiche; 50-275. 84/07/06. 8407100425. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc i es. mismanagement & safety 
problems in nuclear industry . Enc 1 identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fi ch e: 50-000. 84/07/10, 

8407250094. 


■ — 8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enqu irer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER. G. Office of Policy Evaluations. 84/06/28. REHM, T. 
Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000. 84/07/10. 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def iciencies. mismanagement & safety 
problems. 

BERNTHAL. F. M, Commissioners. 84/06/26. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


8407110478 Board Notif ication 84-129; forwards draft rept re evaluation 
of info provided Sc actions taken by util in response to 
seven technical licensing conditions on piping & supports 
contained in 840418 order modifying license. 

EISENHUT, D. G. Division of Licensing. 84/07/11. PALLADINO. ROBERTS, 
ASSELSTINE Commissioners. 3pp. 25590:006. 24X 

Fiche: 50-275, 84/07/ 1 1 . 8407 1 1 0478. 


— 8407160191 Forwards draft rept re evaluation of info provided Sc actions 
taken by util in response to certain licensing conditions on 
piping 8c supports. Issues will be addressed in detail at 
840711 8t 13 meetings. 

VOLLMER. R. H. Division of Engineering. 84/07/06. FRALEY.R.F. 

ACRS - Advisory Committee on Reactor Safeguards. ?2pp. 25590:009. 

24X Fiche: 50-275. 84/07/11. 8407110478. 


8407170107 Requests listed procedures be placed in PDR St LPDRs. 
Documents referenced by util in 840509 meeting. 

KNIGHTON. G. U». Licensing Branch 3. 84/07/11. BAILEY, I. K. Record 

Services Branch (Document Control Desk>. 3pp. 25633:001. 24X 

Fiche: 50-275. 84/07/11. 8407170107. 


— 8407170110 Rev 9 to Design Criteria Hemo H-9. "Guidelines for Design 
of Class I Pipe Supports. “ 

POQUIZ.A. A. Pacific Gas 8c Electric Co. 83/11/15. 84pp. 

25633:004. 24X Fiche: 50-275.84/07/11, 8407170107. 


— 8407170111 Rev 1 to Instruction 12. "Pipe Support Design Tolerance 
Clarif ications. *' 

MOORE. G.H. Pacific Oas & Electric Co. 83/08/05, 3pp. 25633:085. 
24X Fiche: 50-275,84/07/11,8407170107. 


— 8407170115 Rev 3 to Instruction 7. "Processing Diablo Problems." 

MOORE. G.H. Pacific Gas Sc Electric Co. 83/10/10. 3pp. 25633:088. 
24X Fiche; 50-275, 84/07/11, 8407170107. 


— 8407170120 Rev 0 to D-444, “Design Question Administration. " 

* Pacific Gas St Electric Co. 84/06/03. 5pp. 25633:091. 24X 

Fiche: 50-275, 84/07/11. 8407170107. 


— 8407170123 Suppl 1 to Instruction NPI-6. 1. "Design Questions." 

* Pacific Oas St Electric Co. 84/08/20. 6pp. 25633:096. 24X 

Fiche: 50-275. 84/07/11, 8407170107. 


— 8407170127 Revised ESD 223. “Instal lation & Insp of Pipe Supports." 
GESKE, D. , ZAIDI.S. Pullman. Inc. 84/04/07. 142pp. 25633:102. 

24X Fiche: 50-275. 84/07/11. 8407170107. 


— 8407170129 Rev 1 to Project Instruction PI-17. "Document Control 
Operating Instructions. " 

* Pacific Gas & Electric Co. 82/09/29. 53pp. 25633:250. 24X 

Fiche; 50-275. 84/07/11. 8407170107. 


—8407170139 Rev 2 to Procedure P-16. "Procedure for Preparation Review, 
Approval, Update St Issue of Pipe Support Detail Drawings." 

* Pacific Gas & Electric Co. 84/03/22. 30pp. 25633:317. 24X 

Fiche: 50-275, 84/07/11. 8407170107. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
■Piling of applications for licenses St amends. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 84/07/06. Consolidated $ 
Edison Co. of New York, Inc. i7pp. 25602:012. 24X 

Fi che: 50-000. 84/07/06. 8407060097. 
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8407180065 Forwards Rev 3 to "Diablo Canyon Units 1 8t 2 Radiation 
Shielding Review*" per NUREG— 0737* Item II. B. 2. Rept includes 
radiation levels for eq_uipment inside containment* h igh 
energy line break analysis & vital area access doses. 

SCHUYLER, J. Q. Pacific Oas 8*. Electric Co. 84/07/12. KNIGHTON, 0. W. 
Licensing Branch 3. 2pp. 25641:070. 24X Fic he: 50-275* 84/07/12, 

8407180065. 


— 8407180068 Rev 3 to "Diablo Canyon Units 1 & 2 Radiation Shielding 
Review. " 

SHAW, H. C.* LEE*T. P. , CONNELL*E. C. Pacific Oas Electric Co. 
84/06/30. 400pp. 2564 1:072. 24X Fi che : 50-275, 84/07/12, 

8407180065. 


8407230162 Withdraws 840111 Amend Request 84-01 re changes to Tech 
Spec 6, "Administrative Controls, " increasing number of 
individuals to plant safety review c ommittee. Uti 1 desires to 
maintain presently used titles of members. 

SCHUYLER, J. 0. Pacific Oas «< Electric Co. 84/07/18. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 25704:345. 24X Fiche: 50-275* 84/07/18, 

8407230162. 


8407250114 Forwards corrected seismic recordings of 800528 *c 830502 
earthquakes. Listing of tape inventory, table of sensor 
specs, diagram of sensor locations it description of 
corrections end. 

SCHUYLER, U. 0. Pacific Gas ?*. Electric Co. 84/07/13. EISENHUT. D. G. 

Division of Licensing. 10pp. 25747:171. 24X Fich e: 50-275. 84/07/18. 

8407250114. 


8407250558 Discusses util 840608 Itr.Loss of offsite power (LSOP) test 
may be omitted as test objectives fulfilled by 
preoperational, hot functional 8( low power testing. LOSP test 
required for Unit 2 if similar testing not conducted. 

KNIOHTQN.G. W, Licensing Branch 3. 84/07/19. SCHUYLER , U. 0. Pacific 

Gas 8< Electric Co. Ip. 25778:216. 24X Fiche: 50-273. 84/07/19, 

8407250558. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8407110014 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2. Docket Nos. 

50-275 And 50-323. (Pacifi c Gas And Electric Company) 

* Division of Licensing. NUREG-0675 S23. 84/06/30. 46pp. 

Available at NRC. «3, 75. 25546:280. 24X Fiche: 50-275, 84/06/30, 

8407110014. 


8407120031 Responds to Chairman Palladino proposal that staff set 
forth plans re ACRS review of SSER on piping 8k supports. 
Forwards draft memo to ACRS 8c schedule for plants w/short- 
term potential for licensing. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
84/07/02. PALLADINO, ROBERTS, ASSELSTINE Commissioners. 5pp. 

, 25572:348. 24X Fiche: 50-275, 84/07/02, 8407120031. 


— 8407120042 Requests that staff set forth plans for ACRS review of SSER. 
Plans should be detailed in memo to Commission Sc include 
status rept on technical differences. 

PALLADINO, N. J. Commissioners. 84/06/29. DIRCKS, W.J. Office of 

the Executive Director for Operations. Ip. 25572:352. 24X 

Fiche: 50-275, 84/07/02, 8407120031. 


8407230376 Forwards SSER 23 addressing NRC evaluation of util request 
for deviations from 10CFR30, App R, Section III. G re fire 
protection. W/o end. 

KNIGHTON, Q. W. Licensing Branch 3. 84/07/02. SCHUYLER, J. 0. Pacific 

Gas 8( Electric Co. 5pp. 25726:137. 24X Fiche; 30-275, 84/07/02, 

8407230376. 


F. Security, medical, emergency 8 fire protection plans 


8407160029 Forwards public version of revised emergency plan 
procedures, including EP M-9 re hazardous waste mgt 
contingency plan 8< revised corporate emergency response plan 
implementing procedures. 

SCHUYLER, U. 0. Pacific Oas «t Electric Co. 83/08/24. MARTIN, 0. B. 
Region 5, Office of Director. 3pp. 23624:001. 24X 

Fiche: 50-275, 83/08/24. 8407160029. 


— 8407160034 Public version of revised emergency plan implementing 
procedures, includ ing EP li-9 re hazardous waste mgt 
contingency plan 8« revised corporate emergency response plan 
implementing procedures . W/UM Felton 840709 release memo. 

•» Pacific Oas & Electric Co. 83/08/24. 130pp, 25624:004. 24X 

Fiche: 50-275, 83/08/24, 8407160029. 


8407020014 Forwards public version of revised emergency plan 
implementing procedures, i ncl ud ing EP OP-20 re excessive RCS 
leakage & ER R-l re personnel injury or illness ««/ot 
overexposure. 

RAYMOND, W. A. Pacific Gas & Electric Co. 84/06/01. MARTIN, J.B. 
Region 5, Office of Director. Ip. 25273:192. 24X 

Fiche: 50-275, 84/06/01, 8407020014. 


— 8407020019 Public version of revised emergency plan implementing 
procedures, including EP-OP-20 re excessive RCS leakage & 

ER R— 1 re personnel injury or illness 8;/or overexposure. 

W/JM Felton 840625 release memo. 

* Pacific Oas & Electric Co. 84/06/01. 118pp. 25273: 193. 24X 

Fiche: 50-275, 84/06/01, 8407020014.. 


8407230238 Advises of completion of review of 830802 submittal re 
safety parameter display sys.per Generic Ltr 82-33. Potential 
human engineering discrepancies identified. Add 1 info 
requested re isolation devices. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/27. SCHUYLER, U. 0. Pacific 

Oas & Electric Co. 4pp. 25726:340. 24X Fiche: 50-275, 84/06/27, 

8407230238. 


— 8407230245 SER re safety parameter display 8ys,per Sup pi 1 to 
NUREG-0737 (Generic Ltr 82-33). Human engineering 
discrepancies identified. 

* NRC - No Detailed Affiliation Given. 84/06/27. iSpp. 
25726: 344. 24X Fiche: 50-275, 84/06/27, 8407230238. 


8407230424 Forwards "Conformance to Reg Guide 1.97, Diablo Canyon 
Nuclear Power Plant, Units 1 & 2, " interim rept. Requests 
review of items inadequately justified. Response requested 
within 60 days. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/27. SCHUYLER, U. 0. Pacific 

Gas «c Electric Co. 2pp. 25726:192. 24X Fiche: 50-275, 84/06/27. 

8407230424. 


— 8406110400 "Conformance to Reg Guide 1.97, Diablo Canyon Nuclear Power 
Plant, Units 1 & 2. " 

UDY. A. C. EO&O. Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 12pp. 25726:194. 24X Fiche: 50-275, 84/06/04, 

8407230424. 


8407230376 Forwards SSER 23 addressing NRC evaluation of util request 
for deviations from 10CFR50, App R, Section III. G re fire 
protection. W/o end. 

KNIGHTON. G. W. Licensing Branch 3. 84/07/02, SCHUYLER. J. □. Pacific 

Oas «t Electric Co. 5pp. 25726:137. 24X Fiche: 50-275, 84/07/02, 

8407230376. 


8407240119 Forwards public version of revised emergency plan 
implementing procedures, including Rev 3 to EP OP-25 re tank 
ruptures. Rev 7 to EP R-6 re radiological fire & Rev 9 to EP 
M-6 re nonradiolog leal fire. 

SCHUYLER, U. 0. Pacific Gas 8« Electric Co. 84/07/02. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 25731; 124. 24X 

Fiche: 50-275,84/07/02. 8407240119. 


— 8407240123 Public version of revised emergency plan implementing 
procedures, Including Rev 3 to EP OP— 25 re tank rupture, Rev 7 
to EP R-6 re radiological fire Ik Rev 9 to EP li-6 re 
nonradiologlcal fire. W/JM Felton 840717 release memo. 

* Pacific Oas «e Electric Co. 84/06/11. 224pp. 25731:125. 24X 

Fiche: 50-275, 84/07/02, 8407240119, 


8407170436 Forwards 840615 interim finding re State of CA nuclear power 
plant emergency response plan, Revised plan adequate to 
protect public health & safety. 

KRIMM, R. W. Federal Emergency Management Agency. 84/07/11. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response CPost 830103). llpp. 25608:132, 24X Fiche: 30-275. 

84/07/11, 8407170436. 


8407170564 Responds to 840328, 0412, 24, 0504 «< 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 283. 84/07/13. MARKEY, E. J. 

House of Rep., Interior Zt Insular Affairs. 5pp. 25864:145. 24X 

Fiche: 30-000. 04/07/13, 8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MQU, NRC decision 
to table rev of 10CFR50. 47, App E «c NURE0-O658 It status of 
alert tt notification sys review process, 

JORDAN, E. L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fiche: 50-000. 84/07/13, 8407170564. 


O. Adjudicatory correspondence 


8407020511 Extends time limit for relief within 840503 petition filed 
per 10CFR2, 206 until date when Commission schedules 
licensing vote on commercial operations. Deadline extended 
due to large vol of new evidence. 

DEYINE. T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. DSB 944. 04/06/29. PALLADINO, N. J. , 

OILINSKY, V. , ROBERTS, T. M. Commissioners. Ip. 25226:078. 24X 

Fiche: 50-275,84/06/29, 8407020511. 



8407020532 Dacision ALAB-776 vacating applicant & NRG appeals for addl 
final findings from FEMA ra adaq.uacv of amergency response 
planning. Served on S40702. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. DSB 966. 
84/06/29. Office of the Executive Legal Director. 16pp. 

25228: OOi. 24X Fiche : 50-275. 84/06/29. 8407020532. 


8407050185 Order extending time until 840717 for Commission to act to 
review ALAB-756. Served on 840703. 

CHILK. S.J. Office of the Secretary of the Commission. DSB 024. 
84/06/29. Commissioners. Ip. 25296:361. 24X 

Fiche: 50-275. 84/06/29. 8407050185. 


8407230101 Forwards response to Oovt Accountability Project allegations 
contained in 840323.0412.0503 t 31 Itrs. All responses 
verified & prof resumes of verifiers either previously 
submitted or end. 

SCHYLER.J. 0. Pacific Gas & Electric Co. DSB 402. 84/06/29. 

DEMTON. H. R. Office of rJuclear Reactor Regulation. Director. 292pp. 
25707: 202. a4X Fiche: 50-275. 84/06/29. 8407230101. 


8407050173 Order extending time until 840709 for Commission to act to 
review Director's Decision DD-84-8. Served on 840703. 

CHILK. S. d. Office of the Secretary of the Commission. DSB 025. 
84/07/02. Commissioners. Ip. 25296:354. 24X 

Fiche: 50-275. 84/07/02. 8407050173. 


8407160305 Forward* affidavit of HW Karner. in response to Footnote 
21 of ASLAB 840628 Memorandum Order ALAB-775. Related 
correspondence. 

LUBBOCK. D.G. Pacific Oas Jk Electric Co. DSB 245. 84/07/05. 

MOORE. T.S.. BUCK. J. H. . JOHNSON. W.R. Atomic Safety and Licensing 
Board Panel. Ip. 25601:310. 24X Fiche: 50-275. 84/07/05. 8407160305. 


— 8407160307 Affidavit of HW Karner in response to Footnote 21 of 
ASLAB 840628 Memorandum & Order ALAB-775. 

KARNER. H.W. Pullman, Inc. 84/07/05. 2pp. 25601:311. 24X 

Fiche: 50-275. 84/07/05. 8407160305. 


8407100340 Board Notification 84-125: forwards Govt Accountability 
Project 840621 & 22 Itr* submitting statements on behalf of 
Mothers for Peace in support of 840503 pstition to defer 
further licensing decisions. 

EISENHUT, D. 0. Division of Licensing. 84/07/09. PALLADINO, ROBERTS. 
• ASSELSTINE Commissioners. 3pp. 25566:043, 24X 

Fiche: 50-275, 84/07/09. 8407100340. 


— 8407130331 Forwards sample of tube steel referenced in 840621 
supplemental submission by Mothers for Peace in support of 
10CFR2. 206 petition. 

DEVINE. T. Government Accountability Project. 84/06/22. 
PALLADINO. N. J. . GILINSKY.V. . ROBERTS.!. Commissioners. 3pp. 
25566: 046. 24X Fiche: 50-275. 04/07/09. 8407100340. 


8407120139 Forwards affidavit of T Devine notifying of resignation of 
1 Yin from review team overseeing plant readiness for 
commercial operation. as suppl to 840503 petition under 
10CFR2. 206. 

DEVINE. T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace, DSB 209. 84/07/11. PALLADINO, N, J. . 

ROBERTS.!.. ASSELSTIhC, J, Commissioners. Ip. 25550:292. 24X 

Fiche: 50-275. 84/07/11. 8407120139. 


— 8407120141 Affidavit of T Devine notifying of resignation of I Yin from 
review team ovarseeing^ plant readiness for commercial 
operation. 

DEVINE. T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. ’84/07/11. 4pp. 25550:293, 24X 

Fiche: 50-275. 84/07/11. 8407120139. 


8407160310 Order extending time until 840727 for Commission to act to 
review ALAfl-763, Served on 840716. 

CHILK. S, J. Office of the Secretary of the Commission. DSB 250. 
84/07/13. Commissioner*. Ip. 25601:313. 24X 

Fiche: 50-275. 84/07/13, 8407160310. 


8407170029 Ack receipt of 640531 Itr S. cxpretses appreciation for 
willingness to meet on 840724 re Nuclear Svc Corp audit of 
Pullman Kellogg Co in 1977. Informal list of (lucstions for 
review end. Served on 840716. 

PALLADINO. N. J. Commissioner*. DSB 268. 84/07/13, NAYMARK. S. 

Quadrex Corp. 90pp. 25618:127. 24X Fiche: 50-275. 84/07/13, 

8407170029. 


8407170543 Order extending time until 840727 within which Commission 
may act to review 00-04-8. Served on 840717. 

CHILK. S.J. Office of the Secretery of the Commission. DSB 274, 
84/07/16. Ip, 25625:347. '24X Fiche: 50-275. 84/07/16. 8407170543. 


8407170556 Submits ACRS review of Peer Review Group draft rept 
discussed at 291st meeting on 040712-14. Served on 840617. 

EBERSOLE. J. C. ACRS - Advisory Committee on Reactor Safeguards. DSB 
291. 84/07/16. PALLADINO. N. J. Commissioners. 2pp. 25625:333. 

24X Fiche: 50-275. 84/07/16. 8407170556. 


8407170577 Petitions Commission to take six listed minimum steps 
legally necessary to assure public safety before issuance 
of OL, Petition submitted, per 10CFR2. 206. 

DEVINE.!. Government Accountability Project. DEVINE,!. San Luis 
Obispo Mothers for Peace. DSB 290. 84/07/16. PALLADINO. N. J. , 

ROBERTS,!.. ASSELSTINE, J. Commissioners. 101pp. 25626:029. 24X 

Fiche; 50-275. 84/07/16, 8407170577. 


8407190244 Motion to reopen record for new info re seismic events & 
geologic studies. Unexecuted affidavit of JN Brune & 

Certificate of Svc end, 

REYNOLDS, J. R, Joint Interveners - Diablo Canyon. REYNOLDS. J. R. 
Center for Law in the Public Interest. DSB 337. 84/07/16, Atomic 

Safety and Licensing Appeal Panel. 48pp. 25677:086. 24X 

Fiche: 50-275, 84/07/16, 8407190244. 


8407170558 Order extending time until 840727 for Commission to act to 
review ALAB-756. Served on 840717. 

CHILK. S. J. Office of the Secretary of the Commission, DSB 292. 
84/07/17. Commissioners. Ip. 25625:332. 24X 

Fiche: 50-275. 84/07/17, 8407170558. 


8407230108 Responds to 840628 order re Joint Interveners motion for 
protective order. Efforts to release Exhibits 3.4,7 ?t 10 of 
840611 reply unsuccessful . Related correspondence. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Interveners - Diablo Canyon. DSB 405. 84/07/17. MOORE. !. S. . 

JOHNSON. W. R. / BUCK, J.H. Atomic Safety and Licensing Appeal Panel. 
Ip. 25706:092. 24X Fiche; 50-275. 84/07/17. 8407230108. 


8407230115 Rei^uests indefinite postponement of scheduled vote on 
application for full power 1 icense. Request based on recent 
evidence that seismic danger associated w/plant is 
significantly greater than assumed in aLAB-644. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS, J. R. 
Joint Intervener* - Diablo Canyon. DSB 418. 84/07/17. 

PALLADINO, N. , ASSELSTINE. J. , BERNTHAL, F. Commissioners. 3pp. 

25706: 110. 24X Fiche: 50-275.84/07/17, 8407230115. 


8407230118 Forwards corrected Page 9 of 840717 petition for review of 
ALAB-775. 

REYNOLDS. J. R. Center for Law in the Public Interest, REYNOLDS. J. R. 
Joint Intervenors - Diablo Canyon. DSB 404. 84/07/18. CHILK. S. J. 

Office of the Secretary of the Commission. Ip. 25706:084. a4X 
Fiche; 50-275. 84/07/18. 84072301 18. 


— 6407230125 Corrected Page 9 of 840717 petition for review of ALAB-775. 
REYNOLDS. J. R. Center for Law in the Public Interest. 

REYNOLDS. J. R. Joint Intervenors - Diablo Canyon, 84/07/17. Ip. 
25706:085. 24X Fiche; 50-275, 84/07/18. 8407230118. 


8407200259 Forwards corrected rept of interview 5k marked-up copy of Yin 
comments on peer review team. Requests substitution of 
conclusion in rept of interview where findings of fact 
written. W/o end. 

DEVINE. T. Government Accountebility Project. DSB 400. 84/07/19, 

MESSENGER. 0. Office of Inspector «c Auditor. 2pp. 25694:299. 24X 

Fiche: 50-275, 84/07/19, 8407200259. 


8407240227 Forwards 8 Naymerk 040719 response to Commission 040713 Itr, 
Meeting scheduled for 840724 canceled. Comments requested by 
840727, Served on 840729. 

CHILK. 8. J. Office of the Secretary of the Commission. DSB 476. 
84/07/20. CRANE, P. A. Pacific Oas Electric Co. REYNOLDS. J. R. 
Center for Law in the Public Interest. KAUFMAN. P, H. California. 
State of. Ip. 25722:205. 24X Fiche: 50-275, 84/07/20. 8407240227. 


— 8407240233 Responds to 840713 Itr re meeting to discuss NSC audit rept 
Reconsideration of appearance requested. Served on 840723. 

NAYMARK.S. Quadrex Corp. 84/07/19. PALLADINO. N, J. 

Commissioners. 2pp. 25722:206. 24X Fiche: 50-275. 84/07/20. 

8407240227. 


8407240306 Clarifies suppls 840716 petition by requesting public 
participation in 840726 plant tour.NRC public rept on 
postponement of util compliance tc Naemark comments on NSC 
audit. 

DEVINE.!, Government Accountability Project. DEVINE,!. San Luis 
Obispo Mothers for Peace. DSB 446. 84/07/23, PALLADINO. N. J. . 

ROBERTS,!.. ASSELSTINE, J. Commissioners. 2pp. 25714:246. 24X 

Fiche: 50-275. 84/07/23. 8407240306. 
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8407270072 Order directing Joint Interveners to serve upon applicant & 
staff expurgated affidavits filed w/ASLAB (Exhibits 3 , 4.7 8c 
10) by 840731. Fai lure to comply w/order will result in 
sanctions. Served on 840726. 

SHOEMAKERi C. J. Atomic Safety and Licensing Appeal Panel. DSB 5157. 
84/07/25. Joint Interveners - Diablo Canyon. 3pp. 25790:075. 

24X Fiche: 50-275. 84/07/25, 8407270072. 


8407270107 Withdraws allegations against NKC staff as summariied in 
rept of interview w/Ofc of Inspector 8< Auditor. atty R Smith. 
Methodology for investiation obviously designed to 
predetermine results. 

DEVINE. T. Government Accountability Project. DEVINE, T. San Luis 
Obispo Mothers for Peace. DSB 561. 84/07/25. PALLADINO, N. J. , 

ROBERTS,!., ASSELSTINE, J. Commissioners. 2pp. 25786:255. 24X 

Fiche: 50-275, 84/07/25, 8407270107. 


8407300038 Forwards application for stay of hearing re OL issuance. 
Limited stay of 1 wk req,uested if Commission denies 
application. 

REYNOLDS, J. R. Center for Law in the Public Interest. REYNOLDS. J. R. 
Joint Intervenors - Diablo Canyon. DSB 572. 84/07/25. 

PALLADINO, N. , ASSELSTINE, J. , BERNTHAL, F. Commissioners. Ip. 
25806:050. 24X Fiche : 50-275, 84/07/25. 8407300038. 


— 8407300043 Forwards application for stag. Decis ion requested by 040727. 
Limited stay of 1 uik requested if ASLAB denies application. 

REYNOLDS, J. R. Center for Law in the Public Interest. 84/07/25. 
MOORE. T. S. , JOHNSON, W. R. . BUCK, J. H. Atomic Safety and Licensing 
Appeal Panel. Ip. 25806:051. 24X Fiche; 50-275, 84/07/25, 

8407300038. 


— 8407300051 Application for stay of ASLB 820831 initial decision re 
OL issuance. Administrative 8< judicial review of all issues 
necessary prior to final OL decision. 

REYNOLDS. J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J. R. 
Center for Law in the Public Interest. 04/07/25. Atomic Safety 
and Licensing Appeal Panel. 10pp. 25806:052. 24X 

Fiche; 50-275, 84/07/25, 8407300038. 


—8407300053 Affidavit of DO Bridenbaugh, restating 810811 affidavit 
re potential hazards of built-up fission products release. 
Certificate of Sve end. * 

BRIDENBAUGH, D. MHB Technical Associates. 84/07/24. 5pp. 
25806:062. 24X Fiche: 50-275. 84/07/25, 8407300038. 


6407300425 Application for stay of ASLB 820831 Initial decision 
authorizing issuance of license. Certificate of Sve end. 

REYNOLDS, J. R. Joint Intervenors - Diablo Canyon. REYNOLDS, J, R. 
Center for Law in the Public Interest. DSB 589. 84/07/25. Atomic 

Safety and Licensing Board Panel. 13pp. 25812:225. 24X 

Fiche; 50-275, 84/07/25, 8407300425. 


8407300009 Comments on 8 Naymark of Quadrex Corp response to Palladlno 
840713 questions re 1977 audit by NSC of Pullman Power 
Products Co work, per 840720 Itr. 

CRANE, P. A. Pacific Gas «« Electric Co. DSB 577. 84/07/26. 

CHILK, S. J. Office of the Secretary of the Commission. Ip. 

23806: 079. 24X Fiche: 50-275, 84/07/26, 8407300009. 


8407310330 Comments on S Naymark Jul 1984 answers to Commission 
questions re Nuclear Sve Corp 1977 audit of facility work of 
Pullman Power Co. Commission should not settle for less than 
full resolution of safety Issues. 

STRUMWASSERiM. California, State of. DSB 629. 84/07/26. 

PALLADINO, N. Commissioners. Ip. 25830:134. 24X 

Fiche: 50-275, 84/07/26, 8407310350. 


8407300417 Answer opposing Joint Intervenors 840717 petition for review 
of ALAB-776. Intervenors failed to establish important 
question of fact, law or policy. 

LOCKE, R.F. Pacific Oas Electric Co. DSB 596. 84/07/27. 

Commissioners. 8pp. 25812:156. 24X Fiche: 50-275, 94/07/27, 

8407300417. 


— 8407300422 Answer in opposition to Joint Intervenors 840725 application 
for stay of anticipated Commission decision authorizing 
issuance of full power license. 

NORTON, B. Pacific Gas & Electric Co. NORTON, B. Norton, Burke, 

Berry & French. 84/07/27. Commissioners, 7pp. 25812:164. 24X 

Fiche: 50-275, 84/07/27. 8407300417. 


— 8407300429 Answer in opposition to Joint Intervenors 840716 motion to 
reopen record on seismic issues. Intervenors failed to bring 
forth new evidence. 

NORTON, B. Pacific Gas Sc Electric Co. NORTON, B. Norton. Burke, 
Berry Sc French. 84/07/27. Atomic Safety and Licensing Appeal 
Panel. 13pp. 25312:181. 24X Fic he: 50-275, 84/07/27, 8407300417. 


— 8407300433 Affidavit of DH Hamilton re location Sc subsurface geometry 
of Hosgri Fault Sc tectonic deformation in region of fault. 

HAMILTON, D. H. Pacific Oas Sc Electric Co. HAMILTON, D. H. Earth 
Sciences Associates. 84/07/27. 15pp. 25812:194. 24X 

Fiche: 50-275, 84/07/27, 8407300417. 


— 8407300437 Affidavit of SW Smith re regional seismicity Sc Morgan Hill 
earthquake. 

SMITH, S.W. Pacific Oas Sc Electric Co. SMITH, 8. W. Washington, 

Univ. of, Seattle, WA. 84/07/26. 8pp. 25812:208. 24X 

Fiche; 50-275, 84/07/27, 8407300417. 


— 8407300440 Affidavit of WH White re Hosgri Fault design bases. 
Certificate of Sve end. 

WHITE. W.H. Pacific Oas Sc Electric Co. 84/07/27. 5pp. 25812:216. 
24X Fiche: 50-275, 84/07/27,8407300417. 


8407300465 Order extending time until 840S03 for Commission to act to 
review ALAB-763. Served on 840727. 

CHILK, 8. J. Office of the Secretary of the Commission. DSB 582. 
04/07/27. Commissioners. Ip. 25812:272. 24X 

Fiche: 50-275,84/07/27, 8407300465. 


8407300470 Order extending time until 840803 for Commission to act to 
review Director's Decision DD-94-8. 

HOYLE, J.C. Office of the Secretary of the Commission. DSB 581. 
84/07/27. Commissioners. Ip. 25812:273. 24X 

Fiche: 50-275.04/07/27, 8407300470. 


8407300478 Submits petition to defer any further licensing decisions 
until effects neutralized from onsite harassment tc 
retaliation that have intensified since 840413 low power 
testing decision. 

DEVINE, T. Government Acc ountability Project. DSB 594. 84/07/27. 

PALLADINO. N. J. , ROBERTS, T. . ASSELSTINE, J. Commissioners. 4pp. 
25812: 295. 24X Fiche: 50-275. 84/07/27, 8407300478. 


8407310254 Order referring Joint Intervener request for stay of ASLB 
authorization of full power operation to Commission. Ltr 
request re time to decide stag denied. Served on 840730. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 645. 
84/07/27. Joint Intervenors - Diablo Canyon. 2pp. 25832: 177.- 
24X Fiche: 50-275, 84/07/27, 8407310254. 


8407300441 Forwards Attachment 1 to T O'Neill 840727 petition, omitted 
from original submittal due to administrative error. 

Affidavits in support of petition will be executed on 
840730. 

DEVINE. T. Government Accountability Project. DSB 615. 84/07/29. 

PALLADINO. N. J. , ROBERTS, T. . ASSELSTINE, J. Commissioners. 7pp. 
23812: 255. 24X Fiche: 50-275, 84/07/29, 8407300441. 


H. General correspondence 


8407240294 Deletes senior operations supervisor from reporting chain, 
per util 840111 Sc 0606 submittals. Ac k of Itr receipt 
requested. 

SCHUYLER, J. 0. Pacific Oas Sc Electric Co. 84/07/19. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 25719:101. 24X Fiche: 50-275. 84/07/19, 

8407240294. 


P. Operating license stage documents Sc correspondence 


8407110476 Board Notification 84-128; forwards transcript of 840702 
meeting w/util re further info Sc clarification on piping Sc 
supports. 

EISENHUT, D. 0. Division of Licensing. 84/07/11. PALLADINO 
Commissioners. 3pp. 25590:100. 24X Fiche: 30-275, 84/07/1 1, 

8407110476. 


0. Inspection reports, IE Bulletins & correspondence 


■8407300426 Answer opposing Joint Intervenors 840717 petition for review 
of ALAB-775. Intervenors failed to meet burden imposed S< 
failed to respond to addl opportunity afforded by Board to 
demonstrate safety significance. 

NORTON, B. Pacific Gas 8c Electric Co. NORTON, B. Norton, Burke, 

Berry 8e French. 84/07/27. Commissioners. 10pp. 25812; 171, 

24X Fiche: 50-275, 84/07/27. 8407300417. 


8407180325 Forwards IE Special Nesting Repts 50-275/84-17 & 
50-323/84-07 on 840522. 

BISHOP, T.W. Division of Resident, Reactor Project & Engineering 
Programs. 84/06/22. SCHUYLER, U. 0. Pacific Gas 8( Electric Co. ip. 
25666: 033. 24X Fiche: 50-275, 84/06/22, 8407180325. 


—8407180330 IE Special Meeting Repts 50-275/84-17 & 50-323/84-07 on 
840522. Major areas discussed: imp lementation status of 
revised QA program described in Chapter 17 of FSAR. 

Performance- rept end. 

WAGNER, U.J., KIR8CH, D. F. Region 5. Office of Director. 84/06/20. 
2pp. 25666:034. 24X Fich e: 50-275, 84/06/22, 8407180325. 



84’0625C214 SE Info Netic* 84-51.- “ Inil«p@r54l8r.t Vtrific«tion. “ Svc list 


T. Hearing transcripts on non—antitrust fnatt®rs 


E, -L Civisisn of Effl®rg«nc« Preparedness & Engineering 
Sespant® CPost 330iG3? 84/'06/26. Consolidated Edison Co. of Hem 

York* Inc I54pp 23533 ■ 160. 24X Fi ctit; 50-000. 84/06/26. 8406250214. 


94062SC31 1 2E Info Notice 84-52. “ Inadejjuate Matl Procurement Controls 
OR Part of Licensees i Vendors. ” Svc list end. 

L-OiDAN. E, L. Dlvislor. of Emtrjmztj Preparedness St Engineering 
Respont* (Rest 8301C35. 84/06/29- Consolidated Edison Co. of New 

Yerli< Inc, 124pp. 25602:151. 24X Fiche; 50-000. 84/06/29. 8406280311. 


8407060120 Mk receipt of 840530 Itr inforfring NRC of steps taken to 
csrrtct Violations noted in IE Insp Rests 50-275/S4-C3 St 
50-323/84-03. 

aiSMSP.T.tt, Regions. Office of Oirector. 84/06/29. SCHUYLER. J. 0. 
Pacific Cat i Electric Co. 2p. 25429:095. 24X 

Fi €}!•■ 50-275. 84/06/29. 8407060120. 


•§407060126 Responds to M?C 840430 Itr re violations noted in IE Insp 
Septs 50-275/84-03 It 50-323/84-03. Corrective actions: 
practices improved for access controls for Pullosan Power 
Product Class I matls. 

SCMiYLER, J 0. Pacific Cas » Electric Co. 84/05/30. MARTIN, J.B. 
Region 3. Office of Director. 8pp. 25429:096. 24X 

Fiche; 50-275. 84/06/29. 8407060120. 


S407Oaxe5 IE Infa Notice 84-53. “Info re Use of Loctite 242 Sc Other 
Arj*#ro61c Adhesive/Sealants. “ Svc list end. 

JORDAN. E. L. Division of Eaergencg Preparedness it Engineering 
Response {Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, l|9pp. 23602:276. 24X Fiche; 50-000, S4/07/05, 8407030085. 


84070300S9 IE Info Notice 84-54, “Deficiencies in Design Base 
Dccuenentation 6 Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

VCR DAN. E. L. Division of Eaergencg Preparedness it Engineering 

Refjfonse (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8406290210 Board Notification 84-122; forward® »tat®ment of I Yin 
prepared as testimony for 840614 briefing of 8wb cowflii tt«« on 
Energy it Environ. 

EISENHUT. D. 0. Division of Licensing. 84/06/25. PALLADINO, 
OIUNSKY. ROBERTS Commissioners, 3pp. 25426:020. 24K 

Fiche: 50-275, 84/06/25. 8406290210. 


— B407060150 Testimony of IT Yin before Subcommitt®® on Energy & Environ 
on 840614 re C Stokes allegation* on small bor« piping 
suspension sgs design control. 

YIN. I. T. Division of Emergency Preparedness «« Operational Support 
84/06/14. 6pp. 25426:031. 24X Fiche: 30-275, 84/06/25, 8406290310 


8407110476 Board Notification 84-128; forward* transcript of 840702 
meeting w/otil re further info c larlf Ication on piping 
supports. 

EISENHUT. D. O. Division of Licensing. 84/07/11. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 25390: 100. 24X 

Fiche: 30-273, 84/07/1 1, 84071 10476. 


8407160155 Transcript of ACRS Subcommittee on Diablo Canyon 840711 
meeting in Washington, DC. Pp 1-219. Supporting doc umentat ion 
end. 

* ACRS - Advisory Committee on Reactor Safeguard®. #4/07/11 
249pp. 23596:136. 24X Fiche: 30-275. 84/07/1 1, 0407160133. 


8407300407 Forwards transcript of 840726 meeting between Commissiontr 
Asselstine Si I Yin re insp of fac 11 ity, Comment* welcomed. 

Served on S40727. 

DAVIS, P. Commissioner*. DSB 364. 84/07/27. Office Of the 

Executive Legal Director. Ip. 25812:142. a4X FI c he : 30-275. 
84/07/27, 8407300407. 


8407300413 Transcript of 840726 meeting between Commi as 1 on tr Asteiatins 
St I Yin re insp of facility. 

* Commissioners. 84/07/26. 13pp. 25812; 143. 24X 

Fiche: 50-273, 84/07/27. 8407300407. 


“Seal Table Leaks at PWRs. " Svc list 


8407050274 IE Info Notice 84-55. 
end. 

JOIDAN.E. L. Division of Emergency Preparedness Sc Engineering 
Response CPost 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 23863; 286. 24X Fiche : 50-000, 84/07/06, 8407050274. 


a 070 60251 IE Info Notice 84-56. Respirator Users Notice for Certain 
5-ntnut« Emergency Escape Self-Contained Breathing 
Apparatus. “ Svc Hit end. 

^om,E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co of New 

York, Inc. 120 pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 3407060251 , 


®^4Q5l2L^2r*'’‘“ 5^^275/84-11 St 50-323/84-11 on 

»403i4-25.m noncomplianca noted. 

Director, 84/07/13. SCHUYLER. J. 0 
racifie Oas St Electric Co. Ip. 25614:229 24X 

Ficfea: 50-275, 84/07/13, 8407170353. 


U. Congressional/Executive Correspondence 


8407270401 Responds to 840324 Itr re pending application for fwll p 
operation St resolution of al legations. NRC review of iseues 
requiring completion before full power will be complete by 
mid-Uul, Allegation review will begin after issue review- 
PALLADINO. N. U. Commissioners. 84/06/29. HART.O, Senate Son 
25799. 033. 24X Fiche: 30-275, 04/06/29, 8407270401. 


- , ,7 re usi J appi 

for full power license until allegations concerning design 
& const QA breakdowns resolved, Thorough investigation of 
allegations requested. 

HART, 0. Senate, Environment St Public Work*. 84/03/24 
PALLADINO, N. J. Commissioner*. 2pp. 23799:056 24X 

Fiche: 50-273, 84/06/29, 8407270401. 


I«*P Repts 50-275/84-11 i 50-323/84-11 on 840514-23 No 
^vdur; ****** insp.cted:it.«, tharrequire 

84,07/08 39„. ' »0. ®i4i>iL'!‘SS-l7o?e4JS7/j3. 

vort. UC, 108„, 06007. 340. 

«COTr.» ,... LSI, t, r.U t.d^rr.,p,n,.nc. 

S40425Cffl4l Wscusset operating experience at + - 

dwinf Jtm ptmer license period fconir.s is ^*5^^^*^**- 

ommm , k i. J” 

24X Ftciie: 50-273.84/04/12,8404250241. 25753:091. 

mm72mm PNO-V-^A-OAO: en .840713, p i tef i tt.r t 

Power Product* di.,i of employed by Pullman 

»»tl#ied OB # 40714 . *** '“hile on job. Region V 

♦' Ref ion S, Office o# Director m/n-rnxi 

ri«Sl»:50-a»:,.t4/07/1.6,S407^£W60. ^P- 25706:064. 24X 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensee* of operating feactar*. 

** of CPs re adequacy of on««bJft * 

operating experience for near-term OL app li cant*. Svc list 

Edi^^^Jo^ of wSrJorr Llc^slng. 84/06/27. Consul idaced 
coison CO. of New York, Inc. 23pp. 25335:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 

Fiche: 30-000. 84/07/03, 8407030097.^^ ’ 

POC KET 5Q -324^BRUNSUICK STEAM ELECTRIC PLANT, UNIT 2 

fire protection'“pIam 

50-325%4-iro^**840307-09“NrvioUtr*‘*”‘***a^"?*^ »0-3a4/#4-H 6 

VERRELLI.D.M. Divlslan o/pro icfi'*?* nbled. 

UTLEY, E.E. Carolina powir ? Resident Programn. «4/05/m 

Fiche: 50-324, 84/03/30, 8407060333. 2»44l:a4e. 24X 
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— 8407060357 IE Emergency Preparedness Insp Repts 50-324/S4-11 & 
50-325/84-11 on 840507-09. No violations or deviations noted. 

Major areas inspected : emerg ency preparedness exercise. 

DECKER, T.R., CUNNINGHAM, A. L. , CLINE, W. E. Region 2, Office of 
Director. 84/05/30. 8pp. 25441:050. 24X Fiche: 50-324, 84/05/30, 

8407060353. 


8407110160 Forwards change to provisions of industrial security plan. 
Change withheld (ref 10CFR73. 21). 

HOWE, P.W. Carolina Power & Light Co. 84/06/21- 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 25522:113. 24X 

Fiche: 50-324 .84/06/21, 84071 10160. 


8407240203 Advises that 840621 rev to physical security plan consistent 
u/provisions of 10CFR50. 54<p ) & acceptable. 

LMEIS, R. C. Division of Project St Resident Programs. 84/07/19. 
UTLEY.E. E. Carolina Power St Light Co. 2pp. 25719:219. 24X 

Fiche: 50-324. 84/07/19. 8407240203. 


P. Operating license stage documents U correspondence 


8407100575 Forwards safety evaluation supporting TMI Item II.K. 3. 28, 
"Verify Qualification of Accumulator on Automatic 
Depressurization Sys Valves." Licensee response acceptable. 
Multi-Plant Action F-55 closed. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/15. UTLEY, E. E. 

Carolina Power 8t Light Co. 5pp. 25513:332. 24X 

Fiche: 50-324,84/06/15, 8407100575. 


8407110069 Forwards safety evaluation *i EO«tO technical evaluation re 
lOSCC in RCPB piping sys *t compliance w/Rev 1 to 
NUREG-0313. Both evaluations should be used in responding to 
Generic Ltrs 84-11 & 84-07. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/15. UTLEY. E. E. 

Carolina Power & Light Co. 3pp. 25540:271. 24X 

Fiche: 50-324. 84/06/15, 8407110069. 


— 8407110102 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 «( 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 7pp. 
25540:274. 24X Fiche; 50-324, 84/06/15, 8407110069. 


—8405310413 "Integrity of Brunswick Steam Electric Planti Units 1 2 

Reactor Coolant Boundary Piping Sys, " technical evaluation. 
NAOATA.P. K. EG&G. Inc. FIN A-6429. EGG-FM-6248. 83/07/31. 

KOO. W. H. Division of Engineering. 47pp. 25540:281. 24X 

Fiche: 50-324. 84/06/15,8407110069. 


8407050097 Application to amend License DPR-62, changing Tech Specs to 
incorporate revised min critical power ratio values & 
revised MAPLHOR values for new BP8DRB299 fuel type. Fee end, 

CUTTER, A. B. Carolina Power «< Light Co. 84/06/26. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 25298:035. 24X 

Fiche: 50-324, 84/06/26. 8407050097. 


— 8407050105 Proposed Tech Specs, incorporating revised min critical power 
ratio values 8< revised MAPLHOR values for new BP8DRB299 
fuel type. 

e Carolina Power & Light Co. 84/06/26. 17pp. 25298:037. 24X 

Fiche: 50-324, 84/06/26, 8407050097. 


— 8407050114 Rev 0 to "Supplemental Reload Licensing Submittal for 
Brunswick Unit 2, Reload 5. ” 

LAMBERT.P, A. , FRIDAY, J. D. , GRIDLEY, R. L. General Electric Co. 
23A1765 ROO. 84/05/31. 24pp. 25298:054. 24X 

Fiche: 50-324, 84/06/26, 8407050097. 


8407100632 Forwards corrected pages to Amends 97 U 71 to Licenses 
DPR-7i & DPR-62. respectively. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/06/26, UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 25516:291. 24X 

Fiche: 50-324, 84/06/26, 8407100632. 


— 8407100635 Corrected pages to Amends 97 & 71 to Licenses DPR-71 (k 
DPR-62, respectively, re exc lusion area, low population zone, 
sit# boundary, containment, design temp It reactor core 
pressure St fuel assemblies. 

* Operating Reactors Branch 2, 84/06/26. 2pp. 25516:293. 24X 

Fiche: 50-324, 84/06/26, 8407100632. 


8407110155 Provide# schedule for installation of mods to instryment 
air sys necessary to satisfy Generic Ltr 84-09. Exemption 
from schedule requirements of 1OCFR50. 44(c > <3> ( i i ) until 
next refueling outage requested. 

HOME, P.W. Carolina Power St Light Co. 84/06/27. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp, 25522:114. 24X 

Fiche; 50-324, 84/06/27, 8407110153. 


8407060159 Application to amend License DPR-62, c hang ing Tech Specs to 
reflect installation of new suppression pool temp monitoring 
sys during current refueling outage, per NUREG-0661 Sc 
NUREG-0783. Fee end. 

CUTTER, A. B. Carolina Power St Light Co. 84/06/29. VASSALLO, D. B. 
Operating Reactors Branch 2. 3pp. 25426:005. 24X 

Fiche: 50-324, 84/06/29, 8407060159. 


--84O7O60171 Proposed Tech Specs, ref lecting installation of new 
suppression pool temp monitoring sys during current 
refueling outage, per NUREO-0661 St NUREG-0783. 

•e Carolina Power St Light Co. 84/06/29. 15pp. 25426:008. 24X 

Fiche: 50-324,84/06/29, 8407060159. 


8407110517 Advises that no action will be taken re compliance w/Generic 
Ltr 84-09, based on util 840608 commitment to eliminate 
Instrument air as source of oxygen during LOCA. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/29. UTLEY, E. E. 

Carolina Power Sc Light Co. 2pp. 25547:268. 24X 

Fiche: 50-324, 84/06/29, 8407110517. 


8407110561 Forwards safety evaluation re util 840601 request for 
deferral of feedwater sparger replacement effort until next 
refueling outage or resolution of same problem at 
Monticel lo. Deferral acceptable. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/29. UTLEY, E. E. 

Carolina Power St Light Co. 2pp. 25547:158. 24X 

Fiche: 50-324, 84/06/29, 8407110561. 


— 8407110562 Safety evaluation re util 840601 request for deferral of 
feedwater sparger replacement effort until next refueling 
outage or resolution of same problem at Monticello. Deferral 
acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/06/29. 2pp. 
25547: 160. 24X Fiche: 50-324, 84/06/29, 8407110561. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve Sc maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 04/07/06, 8407060097. 


8407190334 Renews request for extension of scheduler requirements 
described in lOCFRSO. 49(g ) until 851130 to avoid dual-unit 
outage. Requests extension be granted no later than 840901. 

Info re equipment not available as qualified devices end. 

CUTTER, A. B. Carolina Power & Light Co. 84/07/06. VASSALLO, D. B. 
Operating Reactors Branch 2. 9pp. 25681:354. 24X 

Fiche: 50-324,84/07/06, 8407190334. 


8407250284 Grants request for withholding GE proprietary info contained 
in util 840521 ltr re BWR water rod Sc bypass flow 
<ref 10CFR2. 790). 

VASSALLO. D. B. Operating Reactors Branch 2. 84/07/06. UTLEY. E. E. 

Carolina Power St Light Co. 3pp. 25778:141. 24X 

Fiche: 50-324. 84/07/06, 8407250284. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI.D. C. Operating Reactor# Branch 3. 84/07/09. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 25623:152. 24X 

Fiche: 50-000,84/07/09, 8407160089. 


8407190335 Forwards historical calibr data for containment hydrogen Sc 
oxygen monitors for determining instrument setpoint 
stability, per 840515 telcon request for addl info on 
NUREO-0737. Items 11. F. 1. 4-6. 

ZIMMERMAN, 8. R. Carolina Power «t Light Co. 84/07/10. VASSALLO, D. B. 
Operating Reactors Branch 2. 4pp. 25682:001. 24X 

Fiche: 50-324.84/07/10, 8407190335. 


8407300479 Summary of 840629 meeting w/utll in Bethesda.MD re environ 
equipment qualif ication schedular exemption request. List of 
attendees end. 

0R0TENHUI8, M. Operating Reactors Branch 2. 84/07/16. Operating 

Reactors Branch 2. 4pp. 25816:067. 24X Fiche: 50-324, 84/07/16, 

8407300479. 


8407310277 Forwards fee for Item 8 of 830623 application to amend 
Licenses DPR-71 St DPR-62 Tech Specs, per 840621 request. 

CUTTER. A. B. Carolina Power Sc Light Co. 84/07/24. MILLER, W. 0. 
License Fee Management Branch. Ip. 25832:255. 24X 

Fiche: 50-324, 84/07/24, 8407310277. 



Q. Inspection reports) IE Bulletins Zt correspondence 


8407190453 Forwards IE Imp Repts 50-324/S4--08 & 50“325/84-‘0S on 
840315-0415. No violations or deviations noted. 

VERRELLI,D. H. Region 2, Office of Director. 84/05/17. UTLEY, E. E. 
Carolina Power ?« Light Co. 2pp. 25688:191. 24X 
Fiche: 50-324, 84/05/17, 8407190453. 


—8407190460 IE Insp Repts 50-324/84-08 8e 50-325/84-08 on 840315-0415. No 
violations or deviations noted. Major areas inspected: 
survei llance, maint, operational safety verification, ESF sys 
walkdown, in-ofc LER review it independent insp. 

MYERS, D.O., GARNER. L.W., BEMIS, P. Region 2, Office of Director. 
84/05/17. 18pp. 25693:193. 24X Fiche: 50-324, 84/05/17, 8407190453. 


8407060353 Forwards IE Emergency Preparedness Insp Repts 50-324/84-11 & 
50'-325/84-l 1 on 840507-09. No violations or deviations noted. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/05/30. 
UTLEY, E. E. Carolina Power Sc Light Co. 2pp. 25441:048. 24X 

Fiche: 50-324, 84/05/30, 8407060353. 


■8407060357 IE Emergency Preparedness Insp Repts 50-324/84-11 Sc 
50-325/84—11 on 840507-09. No violations or deviations noted. 

Major areas inspected: emergency preparedness exercise. 

DECKER, T.R., CUNNINGHAM, A. L. , CLINE, W. E. Region 2, Office of 
Director. 84/05/30. 8pp. 25441:050. 24X Fiche: 50-324. 84/05/30, 

8407060353. 


S4070S038S Forwards IE Insp Repts 50-324/84-12 Sc 50-325/84-12 on 
840415-0515. No violations noted. 

VERRELLI, D. K. Region 2, Office of Director. 84/06/01. UTLEY, E. E. 
Carolina Power Sc Light Co. 2pp. 25416:273. 24X 

Fiche: 50-324. 84/06/01, 8407050388. 


— 8407050391 IE Insp Repts 50-324/84-12 S< 50-325/84-12 on 840415-0515. No 
violations noted. Major areas inspected; surveillance maint, 
operational safety veri f ication, ESF sys wal kdown, in-ofc LER 
review S< independent insp. 

MYERS, D.Q., GARNER, L.W., BEMIS, P. R. Region 2, Office of Director. 
84/05/31. 8pp. 25416:275. 24X Fiche: 50-324, 84/06/01, 8407050388. 


8407160194 Supplemental response to IE Bulletin 83-06, “Nonconforming 
Matls Supplied by Tube-Line Corp. " Improved receipt insp 
capabilities will be provided by including addl visual insp 
criteria, training Sc alloy verification. 

CUTTER, A. B. Carolina Power St Light Co. 84/06/01. 0 'REILLY, U. P. 

Region 2, Office of Director. 2pp. 25592:040. 24X 

Fich»: 50-000, 84/06/01, 8407160194. 


8407190404 Forwards IE Insp Repts 50-324/84-10 Sc 50-325/84-10 on 
840507-10. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/13. UTLEY, E. E, 
Carolina Power & Light Co. 2pp. 25684:281. 24X 

Fiche: 50-324, 84/06/13, 8407190404. 


— 8407190412 IE Insp Repts 50-324/84-10 St 50-325/84-10 on 840507-10. No 
violations or deviations noted. Major areas inspected: 

NUREO-0737 items, external/internal exposure control, surveys 
Sc pelting, labeling Sc control. 

ALBRIGHT, R, H. , JENKINS, 0. R. Region 2. Office of Director. 

84/06/11. 6pp. 25684:283. 24X Fiche: 50-324. 84/06/13, 8407190404. 


8407110069 Forwards safety evaluation Sk EGStG technical evaluation re 
IGSCC In RCPB piping sys Sc compliance w/Rev 1 to 
NUREG— 0313, Both evaluations should be used in responding to 
Generic Ltrs 34-11 Sc 84-07. 

VASSALLO, D. B. Operating Reactors Branch 2, 84/06/15. UTLEY, E. E. 

Carolina Power & Light Co, 3pp. 25540:271. 24X 

Fiche: 50-324. 84/06/15, 8407110069. 


— 8407110102 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 it 84-11. 

.«■ Office of Nuclear Reactor Regulation, Director. 84/06/15. 7pp 
25540:274. 24X Fiche: 50-324, 84/06/15, 84071 10069. 


— 8405310413 "Integrity of Brunswick Steam Electric Plant, Units 1 Sc 2 
Reactor Coolant Boundary Piping Sys,” technical evaluation 
NAGATA, P. EGScG. Inc. FIN A-6429. EOG-FM-6248. 83/07/31. 

KOO, W. H. Division of Engineering. 47pp, 25540:281 24X 

Fiche: 50-324, 84/06/15, 8407110069. 


8406250214 IE Info Notice 84-51, "Independent Verif ication. “ Sve list 
end. 

UORDAN, E. L. Division of Emergency Preparedness St Engineering 

Response (Post 830"'*'' 

York, Inc. i54pp. 


8407060270 Forwards NRR input for 840725 SALP board meeting. Evaluation 
covers Feb 1983 - Apr 1984 Sc was conducted per Ofc Ltr 44. 
GROTENHUIS, M. Operating Reactors Branch 2. 84/06/27. LEWIS, R. 

Division of Project Sc Resident Programs. 5pp. 25434:254. 24X 

Fiche: 50-324, 84/06/27, 8407060270. 


8406280311 IE Info Notice 84-52, "Inadeciuate Matl Procurement Controls 
on Part of Licensees St Vendors. *' Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctlte 242 S< Other 
Anaerobic Adhesive/Sealants. " Sve list end. 

JC3RDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Sc Calculations Supporting Nuclear Power Plant 
Design. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs, " Sve list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Hinute Emergency Escape Self-Contained Breathing 
Apparatus. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 030103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407170108 Forwards response to IE Bulletin 84—02, "Failures of OE Type 
HFA Relays in Use in Class IE Safety Sys. " Sve life Sc 
reliability of replacement relays in HFA program acceptable 
for environ Sc seismic conditions. 

CUTTER, A. B. Carolina Power St Light Co. 84/07/13. O'REILLY, J. P. 
Region 2, Office of Director. 6pp. 25618: 118. 24X 

Fiche: 50-324, 84/07/13. 8407170108. 


8407270344 Forwards exam rept of exam administered on 840525, exam 
results Sc exam (questions Sc answer key. Results withheld (ref 
10CFR2. 790) , W/o exam or results. 

VERRELLI, D. M. Division of Project Sc Resident Programs. 04/07/13. 
UTLEY, E. E. Carolina Power Sc Light Co. 17pp. 25793:286. 24X 

Fiche: 50-324. 84/07/13. 8407270344. 


8407230079 IE Info Notice 84-58, ’‘inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " 8vc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


R. Periodic operating reports Sc related correspondence 


8407110198 Monthly operating repts for June 1984. W/840703 ltr. 
HARRISON, F., DIETZ, C. R. Carolina Power Sc Light Co. 84/06/30. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 12pp. 25922:008. 24X Fiche: 50-324, 84/06/30, 

8407110198. 


S. Reportable occurrences, LERs Sc related correspondence 


8407020350 Updated LER 83-066/03L— 1 : on 830720, reactor water cleanup sys 
differential flow indicator 2—631— R615 indicated high. Caused 
by design of sensing lines to FT-N041 allowing entrapment 
of air. Sensing lines vented. W/840621 ltr. 

PASTVA/M. J. , DIETZ, C. R. Carolina Power Sc Light Co. 84/06/21. 
O'REILLY, J. P. Region 2, Office of Director. 3pp. 25216:335. 24X 

Fiche: 50-324, 84/06/21, 8407020350. 


8407020380 Special Rept 2-8R-84-8: on 840519, fire barrier limiting 
condition for operation issued to permit removal of fire 
barrier located at seal SW-3-022. Specif led time frame 
exceeded. Fire watches established until work completed. 

DIETZ, C.R. Carolina Power Sc Light Co. 84/06/21. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 25214:354. 24X 

Fiche: 50-324,84/06/21,8407020380. 
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8407020355 Updated LER 80-06O/03L-1: on S00903i during reactor startup# 
control rod 3S~27 could not be uiithdraun beyond Position 46. 

Caused by control rod becoming uncoupled from CRD due to 
dirty filter. CRD rebuilt & filter rep laced . W/840625 Itr. 

ALLEN, M.T., DIETZ. C. R. Carolina Power & Light Co. 84/06/25. 
O'REILLY# J. P. Region 2, Office of Director. 2pp. 25216:339. 24X 

Fiche: 50-324# 84/06/25# 8407020355. 


8407120182 Advises that AEOD Case Study C404# "Operating Experience re 
Moisture Intrusion in Electrical Equipment at. Commerc ia 1 
Power Reactors#" reviewed. Reconwnends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 

84/07/05. HELTEMES# C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000# 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors# " case study rept. 
EL-ZEFTAWY# M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000.84/07/05. 8407120182. 


8407250520 Special Rept 2-SR-84-9: on 840602. durng ref uel ing/maint 
outage# 1 imiting condition for operation issued for fir# door 
in reactor bldg to permit repair of security card reader. 

Fire watch initiated. Door repaired & returned to svc. 

DIETZ. C.R. Carolina Power & Light Co. 84/07/09. O'REILLY# J. P, 
Region 2# Office of Director. Ip. 25764: 129. 24X 

Fiche: 50-324,84/07/09, 8407250520. 


8407190377 Updated LER 83-019/01T-2: on 830210# instrument air tubing to 
safety relief valve/automat ic depressurization sys valve 
accumulator inadequately supported. Caused by rerouted 
tub ing. Supports insta 11 ed . W/840712 Itr. 

PASTYA. M. J. # DIETZ. C.R. Carolina Power Light Co. 84/07/12. 4pp. 
25684; 348. 24X Fiche; 50-324, 84/07/12# 8407190377. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors# 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT#D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York# Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27# 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees# app licants 
for OLs# NSSS vendors# reactor vendors it AEs re annual meeting 
to discuss recent developments concerning operator training# 
qualifications «< exams. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03# 8407030097. 


8407270344 Forwards exam rept of exam administered on 840525# exam 
results & exam questions & answer key. Results withheld <ref 
10CFR2. 790). W/o exam or results. 

VERRELLI # D. M. Division of Project 8< Resident Programs. 84/07/13. 
UTLEY, E.E. Carolina Power it Light Co. 17pp. 25793:286. 24X 

Fiche: 50-324, 84/07/13. 8407270344. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT# UNIT I 


F. Security# medical# emergency it fire protection plans 


8407060353 Forwards IE Emergency Preparedness Insp Repts 50-324/84-11 it 
50-325/84-11 on' 840507-09. No violations or deviations noted. 

VERRELLI# D. M. Division of Project it Resident Programs. 84/05/30. 
UTLEY# E.E. Carolina Power Light Co. 2pp. 25441:048. 24X 

Fiche: 50-324, 84/05/30. 8407060353. 


P. Operating license stage documents & correspondence 


8407100575 Forwards safety evaluation supporting TMI Item II.K. 3. 28# 
"Verify Qualification of Accumulator on Automatic 
Depressuri zation Sys Valves." Licensee response acceptable. 
Multi-Plant Action F-55 dosed. 

VASSALLO# D. B. Operating Reactors Branch 2. 84/06/15. UTLEY# E. E. 

Carolina Power it Light Co. 5pp. 25513:332. 24X 

Fiche; 50-324,84/06/15# 8407100575. 


8407110069 Forwards safety evaluation it EG&G technical evaluation re 
lOSCC in RCPB piping sys it compliance w/Rev 1 to 
NUREO-0313. Both evaluations should be used in responding to 
Generic Ltrs 84-11 8c 84-07. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/15. UTLEY# E. E. 

Carolina Power 8c Light Co. 3pp. 25340:271. 24X 

Fiche: 50-324.84/06/13, 8407110069. 


— 8407110102 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 & 84-11. 

* Office of Nuclear Reactor Regulation# Director. 84/06/13. 7pp. 
25540:274. 24X Fiche : 50-324# 84/06/15# 84071 10069. 


— 8405310413 "Integrity of Brunswick Steam Electric Plant# Units 1 8< 2 
Reactor Coolant Boundary Piping Sys# " technical evaluation. 

NACATA. P.K. EOSiO# Inc. FIN A-6429. EOG-FM-6248. 83/07/31. 

KOO.W.H. Division of Engineering. 47pp. 25340:281. 24X 

Fiche: 50-324# 84/06/15# 8407110069. 


8407100632 Forwards corrected pages to Amends 97 8* 71 to Licenses 
DPR-71 8c DPR-62# respectively . 

VASSALLO# D. B. Operating Reactors Branch 2. 84/06/26. UTLEY# E. E. 

Carolina Power 8e Light Co. 2pp. 25516:291. 24X 

Fiche: 50-324# 84/06/26, 8407100632. 


— 8407100635 Corrected pages to Amends 97 Sc 71 to Licenses DPR-71 8* 
DPR-62# respectively# re exclusion area# low population zone# 
site boundary# containment# design temp Sc reactor core 
pressure 8c fuel assemblies. 

* Operating Reactors Branch 2. 04/06/26. 2pp. 25516:293. 24X 

Fiche: 50-324. 84/06/26# 8407100632. 


8407110155 Provides schedule for installation of mods to instrument 
air sys necessary to satisfy Generic Ltr 84— 09. Exemption 
from schedule requirements of 10CFR50. 44<c ) <3)< ii) until 
next refueling outage requested. 

HDWE.P.W. Carolina Power 8c Light Co. 84/06/27. VASSALLO# D. B. 
Operating Reactors Branch 2. 2pp. 25522:114. 24X 

Fiche: 30-324,84/06/27. 8407110135. 


8407110517 Advises that no action will be taken re compliance w/Oeneric 
Ltr 84-09# based on util 840608 commitment to eliminate 
Instrument air as source of oxygen during LOCA. 

VASSALLO# D. B. Operating Reactors Branch 2. 84/06/29. UTLEY# E. E. 

Carolina Power U Light Co. 2pp. 23547:268. 24X 

Fiche; 30-324# 84/06/29. 8407110517. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors# 
applicants for OLs 8t holders of CPs re proposed staff 
actions to improve 8c maintain diesel generator reliability, 

Svc list end. 

EISENHUT# D. G. Division of Licensing. 04/07/02. Consolidated 
Edison Co. of New York# Inc. 36pp. 25601:348. 24X 

Fiche: 30-000. 84/07/02# 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8c amends. Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 30-000,84/07/06# 8407060097 



8407270428 Forwards notice of consideration of issuance of amend to 
License DPR-71 & proposed NSHC determination Zt opportunity 
for hearing re Tech Spec rev to allow one time extension of 
excess flow valve surveillance. 

OROTENHUIS. M. Operating Reactors Branch 2. 84/07/13. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 25794:353. 24X 

Fiche: 50-325, 84/07/13. 8407270428. 


— 8407270430 Notice of consideration of issuance of amend to License 
DPR-71 tt proposed NSHC determination & opportunity for 
hearing re Tech Spec rev extending excess flow check valve 
surveillance interval to 2, 5 months. 

VASSALLO. 0. B. Operating Reactors Branch 2. 84/07/13. 9pp. 

25794: 355. 24X Fiche: 50-325, 84/07/13- 8407270428. 


8407300479 Summary of 840629 meeting w/util in Bethesda.ND re environ 
eq^uipment qualification scheduler exemption req.u®st. List of 
attendees end. 

OROTEWiUIS, M. Operating Reactors Branch 2. 84/07/16. Operating 

Reactors Branch 2. 4pp. 25816:067. 24X Fiche: 50-324, 84/07/16. 

8407300479. 


8407310277 Forwards fee for Item S of 830623 application to amend 
Licenses DPR-71 & DPR-62 Tech Specs, per 840621 request. 

CUTTER, A. B. Carolina Power & Light Co. 84/07/24. MILLER, W.Q. 
License Fee Management Branch. Ip. 25832:255. 24X 

Fiche: 50-324. 84/07/24, 8407310277. 


O. Inspection reports, lE Bulletins correspondence 


8407190453 Forwards IE Insp Repts 50-324/84-08 & 50-325/84-08 on 
840315-0415. No violations or deviations noted. 

VERRELLI, D. M. Region 2- Office of Director. 84/05/17. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 25688:191. 24X 

Fiche: 50-324, 84/05/17, 8407190453. 


— 8407190460 IE Insp Repts 30-324/84-08 ?, 50-325/84-08 on 840315-0415. No 
violations or deviations noted. Major areas inspected: 
surveillance, maint, operational safety verification, ESF sys 
walkdown, in-of c LER review & independent insp. 

MYERS, D. 0. , GARNER, L.U. , BEMIS.P. Region 2, Office of Director, 
84/05/17. 18pp. 25688:193. 24X Fiche: 50-324, 84/05/17, 8407190453. 


8407060353 Forwards IE Emergency Preparedness Insp Repts 50-324/84-11 & 
50-325/84-11 on 840507-09. No violations or deviations noted. 

VERRELLI, D. M. Division of Project & Resident Programs. 84/05/30. 
UTLEY, E.E. Carolina Power & Light Co. 2pp. 25441:048. 24X 

Fiche; 50-324, 84/05/30, 8407060353. 


— 8407060357 IE Emergency Preparedness Insp Repts 50-324/84-11 it 
50-325/84-11 on 840507-09. No violations or deviations noted. 

Major areas inspected: emergency preparedness exercise. 

DECKER, T.R., CUNNINGHAM, A. L, , CLINE, W.E. Region 2, Office of 
Director. 84/05/30. Spp. 2S44i:'050i 24X Fiche : 50-324, 84/05/30, 

8407060353. 


8407050388 Forwards IE Insp Repts 50-324/84-12 & 50-325/84-12 on 
840415-0515. No violations noted. 

VERRELLI, D. H. Region 2, Office of Director. 84/06/01. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 25416:273. 24X 

Fiche: 50-324, 84/06/01, 8407030388. 


— 8407050391 IE Insp Repts 50-324/84-12 h 50-325/84-12 on 840415-0515. No 
violations noted. Major areas inspected: surveillance maint, 
operational safety verlf‘ication, ESF sys walkdown, in-of c LER 
review & independent insp. . 

MYERS, D.O., GARNER, L.W., BEMIS, P, R. Region 2. Office of Director. 
84/05/31. 8pp. 25416:275. 24X Fiche; 50-324, 84/06/01, 8407050388. 


©407160194 Supplemental response to IE Bulletin 83-06, "Nonconforming 
Matls Supplied by Tube-Line Corp. " Improved receipt insp 
capabilities will be provided by including addl visual insp 
criteria, training it alloy verification. 

CUTTER, A, B. Carolina Power it Light Co, 84/06/01. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 25592:040. 24X 

Fiche: 50-000, 84/06/01, 8407160194. 


8407190404 Fqrwards IE Insp Repts 50-324/84-10 8c 50-325/84-10 on 
840507-10. No violations or deviations noted. 

VERRELLI , D. M. Region 2, Office of Director. 84/06/13, UTLEY, E. E. 
Carolina Power 8e Light Co. 2pp. 25684:281. 24X 
Fiche: 50-324, 84/06/13, 8407190404. 


— 8407190412 IE Insp Repts 50-324/84-10 & 50-325/84-10 on 840507-10. No 
violations or deviations noted. Major areas inspected; 

NLWEO-0737 items, external/internal exposure control, surveys 
it posting, labeling 8i control. 

ALBRIGHT, R. H. , UENKINS, 0. R. Region 2, Office of Director. 
84/06/11- 6pp. 25684:283. 24X Fiche: 50-324, 84/06/13, 8407190404. 


8407110069 Forwards safety evaluation Sc EG&G technical evaluation re 
lOSCC in RCPB piping sys & compliance w/Rev 1 to 
NUREO-0313. Both evaluations should be used in responding to 
Generic Ltrs 84-11 8c 84—07. 

VASSALLO, D. 8. Operating Reactors Branch 2. 84/06/15. UTLEY, E. E. 

Carolina Power & Light Co. 3pp. 25540:271. 24X 

Fiche: 50-324, 84/06/15, 8407110069. 


— 8407110102 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 8c 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 7pp. 
25540:274. 24X Fiche ; 50-324, 84/06/15, 84071 10069. 


— 8405310413 “Integrity of Brunswick Steam Electric Plant, Units 1 8t 2 
Reactor Coolant Boundary Piping Sys," technical evaluation. 

MAGATA, P. K. EG8(G, Inc. FIN A-6429. EGO-FM-6248. 83/07/31. 

KOO, W. H. Division of Engineering. 47pp. 25540:281. 24X 

Fiche: 50-324, 84/06/15, 8407110069. 


8406250214 IE Info Notice 84-51, "Independent Verification. '* Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Eng ineer ing 
Response CPost 830103). 84/06/26. Consolidated Edison Co. of Nsw 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407060270 Forwards NRR input for 840725 SALP board meeting. Evaluation 
covers Feb 1983 - Apr 1984 St was conducted per Ofc Ltr 44. 
OROTENHUIS, M. Operating Reactors Branch 2. 84/06/27. LEWIS, R. 

Division of Project & Resident Programs. Spp. 25434:254. 24X 

Fiche: 50-324,84/06/27, 8407060270. 


8406230311 IE Info Notice 84—52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctlte 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84—54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Mew 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notijce 84-55, "Seal Table Leaks at PWRs. " Svc list 
end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84—56, "Respirator Users Notice for Certain 
5-Mlnute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche; 50-000. 84/07/10, 3407060251. 


8407170108 Forwards response to IE Bulletin 84-02. "Failures of GE Type 
HFA Relays in Use in Class IE Safety Sys. " Svc life 8t 
reliability of replacement relays in HFA program acceptable 
for environ it seismic conditions. 

CUTTER, A. B. Carolina Power «t Light Co. 84/07/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 25618:118. 24X 

Fiche; 50-324, 84/07/13, 840717010©. 


8407270344 Forwards exam rept of exam administered on 840525, exam 
results it exam questions 8t answer key. Results withheld (ref 
10CFR2. 790), M/o exam or results. 

VERRELLI, D.M. Division of Project «t Resident Programs. 84/07/13. 
UTLEY.E. E. Carolina Power & Light Co. 17pp. 25793:286. 24X 

Fiche: 50-324, 84/07/13, 8407270344. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN,.©. L. Division of Emergency Praparedness 8t Engineering 
Response CPost 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 



DOCKETED ITEMS 


R. Poriodic operating reports it related correspondence 


8407110198 Monthly operating repts for June 1984. W/840703 Itr. 
HARRISON, F. I DIETZ, C. R. Carolina Power & Light Co. 84/06/30. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 12pp. 23322:008. 24X Fiche: 50-324, 84/06/30, 

8407110198. 


8407180121 Forwards corrected pages to monthly operating rept for 
May 1984. Outage 84-038 meets NlffiEO-OO20 definition of 
scheduled outage rather than forced outage, as originally 
reported. 

DIETZ, C.R. Carolina Power & Light Co. 84/07/18. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
23667:144. 24X Fiche: 30-323, 84/07/18, 8407180121. 


■8407180124 Corrected pages to monthly operating rept for May 1984. 
HARRISON, F. Carolina Power it Light Co. 84/05/31. 2pp. 
23667:143. 24X Fiche: 50-325, 84/07/18, 8407180121. 


S. Reportable occurrences, LERs & related correspondence 


8407020424 Special rept: on 840521, d iese 1 driven fire pump rendered 
inoperable due to decrease in diesel closed cooling water 
expansion tank level. Caused by leaking tubes in HX tube 
bundle. HX tube bundle replaced. 

DIETZ, C.R. Carolina Power & Light Co. 84/06/25. 0 'REILLY, U. P. 

Region 2, Office of Director. Ip. 23217:259. 24X 

Fiche: 30-325, 84/06/23, 8407020424. 


0407120181 Special Rept l-SR-84-4: on 840324, fire barrier limiting 
condition for operation initiated to permit installation of 
conventional sve water pump la. Time frame of 7 days 
exceeded due to inoperable crane. 

DIETZ, C.R. Carolina Power it Light Co. 84/06/27. tl 'REILLY, J. P. 
Region 2, Office of Director. Ip. 23350:337. 24X 

Fiche: 50-325, 84/06/27, 8407120181. 


8407100463 LER 84— 008— 00; on 840606, control bldg emergency air 
filtration sys trains A & B inoperable due to thermal 
overload trip of unit motors. Caused by successive starts it 
stops of trains. Addl training underway. W/84070S Itr. 

PASTVA. M. U. , DIETZ, C.R. Carolina Power & Light Co. 84/07/03. 3pp. 
23464: 131. 24X Fiche: 30-323, 84/07/03, 8407100463. 


8407200129 Informs that rept on LER 04-009-01 re 840613 discovery of 
potential for core spray sys pump inoperability will be 
submitted by 840727, not 840713 as originally indicated. 

DIETZ, C.R. Carolina Power tk Light Co. 84/07/12. Record Services 
Branch (Document Control Desk). Ip. 25696:348. 24X 

Fiche: 30-325,84/07/12, 8407200129. 


8407270009 LER 84-010-00: on 840625, train A of control bldg emergency 
air filtration sys automatically started due to fire alarm. 

Caused by release of freon to air conditioning unit. Fire 
alarm reset it train secured. W/e40720 Itr. 

PASTVA, M. U. Carolina Power S: Light Co. 84/07/20. 2pp. 23793:276. 
24X Fiche; 30-325. 84/07/20, 8407270009. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for neai — term OL appl icants. Sve list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 23335:018. 24X 

Fiche: 30-000. 84/06/27, 8406270142, 


8407030097 Generic Ltr 84—17 to all power reactor licensees, applicants 
for OLstNSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications & exams. 8vc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 23601:326. 24X 

Fiche: 30-000, 84/07/03, 8407030097. 


8407270344 Forwards exam rept of exam administered on 840323, exam 
results & exam tiuestions it answer key. Results withheld <rof 
10CFR2. 790). W/o exam or results. 

VERRELLI, D. M. Division of Project it Resident Programs. 84/07/13. 
UTLEY, E.E. Carolina Power & Light Co. 17pp. 25793:286. 24X 

Fiche: 30-324, 84/07/13, 8407270344, 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RES. REACTOR 


F. Security, medical, emergency it fire protection plans 


8407120313 Forwards "Emergency Plan Review, Univ of California, Irvine# " 
based on review of 821102 emergency plan. Plan unacceptable. 

Plan should be revised to add info identified in review 
within 60 days of ltr date. 

THOMAS, C. 0. Standardization it Special Projects Branch. 84/06/29. 
MILLER, G. California, Univ. of, Irvine. CA. 3pp. 25372:323. 24X 

Fiche: 50-326, 84/06/29,8407120313. 


— 8406260470 "Emergency Plan Review by IE of Univ of California, Irvine 
Nuclear Reactor Facility. " 

* Division of Emergency Preparedness & Engineering Response (Post 
830103). 84/06/30. 3pp. 23572:328. 24X Fiche: 50-326, 84/06/29. 

8407120313. 


DOCKET 50-327 SE(iUOYAH NUCLEAR PLANT, UNIT I 
F. Security, medical, emergency Sk fire protection plans 


8407030220 Forwards final response to Generic Ltr 83-lOD re resolution 
of TMI Action Item II.K. 3. 3, "Automatic Trip of Reactor 
Coolant Pumps. “ Uustif ication for utilization of manual 
reactor coolant pump trip provided. 

KAMMER, D. S. Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
Licensing Branch 4. 2pp. 23238:361. 24X Fiche: 30-327, 84/06/26, 

8407030220. 


8407160167 Forwards revised page to 841031 proposed rev to physical 
security plan. Page withheld (ref 10CFR73. 21). 

MILLS, L.M. Tennessee Valley Authority. 84/06/27. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 25600:218. 24X 

Fiche: 30-327. 04/06/27, 8407160167. 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency & general 
emergency it Emergency Radiological Monitoring Procedure IP-9 
re site maps 8c environ monitor ing. W/840702 ltr. 

MILLSiL. M. Tennessee Valley Authority. 84/07/02. 25pp. 23443:001. 

24X Fiche: 50-000, 84/07/02, 8407090204. 


8407240192 Revs to radiological emergency plan implementing procedures, 
including Rev 2 to SQN-IPD, "List of Effective Pages" 8c 
Rev 9 to IP-6, "Activation of Technical Support Ctr. " 

W/840718 ltr. 

MILLS, L.M. Tennessee Valley Authority. 84/07/18. O'REILLY, J. P. 
Region 2, Office of Director. 12pp. 25723:030. 24X 

Fiche: 30-327, 84/07/18, 8407240192. 


8407240126 Advises that 831230 Sc §40627 Rev 6 to physical security plan • 
consistent w/provisions of 10CFR5O. 34(p ) 8c acceptable. 

LEWIS, R. C. Division of Project (k Resident Programs. 84/07/19. 
PARRIS.H.G. Tennessee Valley Authority. 2pp. 23723:171. 24X 

Fiche: 30-327, 04/07/19, 8407240126. 


P. Operating license stage documents Sc correspondence 


6407030121 Notification of contract e xecutlon. Mod 1, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferry, Sequoyah 8c Bellefonte Simulators.” 

Contractor: TVA. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8717. 
84/06/18. 8HDWE.S. K. Director's Office, Office of Inspection and 
Enforcement. Ip. 23411:143. 24X Fiche: 30-000, 84/06/18, 8407030121. 


— 8407030128 Mod 1, changing start date to 840723. to "Use of TVA Reactor 
Simulator Facilities at Chattanooga, TN for Training on 
Browns Ftrry. Sequoyah 8c Bellefonte Simulators." 

JOHNSON, R.J. Tennessee Valley Authority. FIN B-8717. 04/06/18. 

Ip. 23411:144. 2flX Fiche: 30-000, 84/06/18, 8407030121, 


8407030220 Forwards final response to Generic Ltr 83-lOD re resolution 
of TMI Action Item II. K. 3. 5, "Automatic Trip of Reactor 
Coolant Pumps. " Justification for utilization of manual 
reactor coolant pump trip provided. 

RAMMER. D.S. Tennessee Valley Authority. 04/06/26. ADENSAM. E. 
Licensing Branch 4. 2pp. 23238:361. 24X Fiche: 30-327, 84/06/26, 

8407030220. 


8407030246 Forwards “Instrument Surveillance - NRC Data Collection 
Program - Units I 8t 2, May 1903 - May 1984," in response to 
830330 request. Data collection program supports previously 
approved license amend re surveillance. 

KAMMER. D.S. Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
Licensing Branch 4. 3pp. 23268:001. 24X Fiche: 50-327. 84/06/26, 

8407030246. 



— 8407030249 "Instrument Surveillance - NRC Data Collection Program - 
Units 1 & 2. May 1983 - May 1984. " 

* Tennessee Valley Authority. 84/06/26. 232pp. 25268:004 24X 

Fiche: 50-327. 84/06/26, 8407030246. 


I 8407020206 Oeneric Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8t holders of CPs re proposed staff 
actions to improve 8t maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc. 36pp. 25601:348. 24X 

Fich®-: 50-000/ 84/07/02, 8407020206. 


8407100197 Forwards response to NRC 840529 ltr re PQRV stop valve 
failures challenges. A1 1 info.eifcept valve manufacturer 
& model number. previously submitted. 

MILLS, L. M. Tennessee Valley Authority. 84/07/03. ADENSAM. E. 
Licensing Branch 4. 2pp. 25512:300. 24X Fic he: 50-327. 84/07/03. 

8407100197. 


8407190260 Forwards IE Insp Repts 50-327/84-13 8< 50-328/84-13 on 
840506-0605. No violations or deviations identified. 

VERRELLI/ D. M. Region 2. Office of Director. 84/06/21. PARRIS. H. 0. 
Tennessee Valley Authority. 2pp, 25685:235. 24X 

Fiche; 50-327. 84/06/21. 8407190260. 


—8407190271 IE Insp Repts 50-327/84-13 & 50-328/34-13 on 840506-0605. No 
violations or deviations identified. Major areas inspected; 
operational safety verification. IE bulletin c loseout, mai nt 
instruction review St independent insp effort. 

FORD. E. U. , BUTLER, S.D./ JULIAN, C. A. Region 2. Office of Director. 
84/06/20. 5pp. 25685:237. 24X Fich e; 50-327, 84/06/21. 8407190260. 


8406250214 IE Info Notice 04-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response <Post 830103), 84/06/26. Consolidated Edison Co. of Neui 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26, 8406250214. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT. D. Q. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407300102 Forwards IE Insp Repts 50-327/84-14 «< 50-328/84-14 on 
840521-25. No violations or deviations noted. 

VERRELLI, 0. M. Region 2, Office of Director. 84/06/27. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 25815:311. 24X 

Fiche; 50-327, 84/06/27. 8407300102. 


8407230181 Requests exemption from reporting requirements of 
10CFR50. 72<b)(2)ii & 10CFR50. 73<a > (2) < iv) for spurious 
containment bldg ventilation, aux iliary bldg ventilation 8e 
control room ventilation isolations. Justification end. 

MILLS, L.M. Tennessee Valley Authority. 84/07/17. ADENSAM, E 
Licensing Branch 4. 2pp. 25705:001. 24X Fiche: 50-327, 84/07/17. 

8407230181. 


Q. Inspection reports. lE Bulletins Si correspondence 


8407050439 Forwards IE Insp Repts 50-327/84-12 tt 50-32B/84-12 on 
840423-28. No violations noted. 

VERRELLI, D, M. Region 2. Office of Director. 84/05/29. PARRIS. H G 
Tennessee Valley Authority. 2pp. 25416:099, 24X 

Fiche: 50-327. 84/05/29, 8407050439. 


—8407050443 IE Insp Repts 50-327/84-12 Si 50-328/84-12 on 840423-28 No 
violations noted. Major areas inspected: radiat ion protection, 
preplanning it ALARA considerations in removal of highly 
activated in-core thimble. 

PEERY. W. W. , JENKINS, G. R. Region 2, Office of Director. 84/05/24- 
Ip. 25416:101. 24X Fiche : 50-327, 84/05/29. 8407050439. 


8407200117 Foruards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS. R.C. Division of Project St Resident Programs. 84/06/12. 
PARRIS.H. G. Tennessee Valley Authority. 3pp. 25692-028 P 4 X 
Fiche: 50 - 000 , 84 / 06 / 12 . 8407200117 . ■ ‘ ova:, u^a. 


8-^0pO0125 SALP Board Assessment Repts 50-259/84-09,50-260/84-09. 
50-296/84-09. 50-327/84-08, 50-328/84-08, 50-390/84-24, 
50-391/84-19.50-438/84-07 it 50-439/84-07 for Jan 1983 - 
Feb 1984. 

* Region 2, Office of Director. 84/02/29. 

Fiche: 50-000,84/06/12, 8407200117. 


B9pp. 25692:031. 24X 


8407060305 Ack receipt of 840612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/84-10 it 
50—328/84—10. 

Division of Project & Resident Programs. 84/06/ia. 
PARRIS.H. G. Tennessee Valley Authority. tp. 25441-020 Pax 

Fiche: 50-327, 84/06/18. 8407060305 . -:=>A 4 i.O 20 . 24X 


-8407060307 R^ponds to NRC 840514 ltr re violations noted in IE Xnso 
Repts 50-327/84-10 Ic 50-328/84-10. Corrective actions: all 
for long-term storage performed. 

MILLS. L.M. Tennessee Valley Authority. 84/06/12. O'REILLY, JP 
Region 2. Office of Director. 3pp. 25441 021 24X 

Fiche: 50-327, 84/06/18. 8407060G05 ' 


50-327/84-10 it 50-328/84-10 on 
840306-0405 tt notice of violation. o-to/oe on 

PARRIS.H. G. Tennessee Valley Authority. 2pp, 254Ai • oaa oax 
Fiche: 50-327. 84/06/18. 8407060305. 23441.024. 24X 


— 8407060313 Notice of violation from 
Region 2, Office of Director, 
Fiche: 50-327. 84/06/18, 8407060305 


insp on 840306-0405. 

84/05/14. Ip. 25441:026. 24X 


—8407300109 IE Insp Repts 50-327/84-14 & 50-328/84-14 on 840521-25. No 
violations or deviations noted. Major areas inspected: ALARA. 
external exposures & post-accident sampling sys. 

PEERY, W.W., JENKINS, G.R. Region 2, Office of Director. 84/06/21. 
8pp. 25815:313. 24X Fiche: 50-327, 84/06/27, 8407300102. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8c Vendors. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post SOOIO^). 84/06/29. Consolidated Edison Co. of New 
York, Inc. 124pp. 25602:151. 24X Fiche: 50 - 000 , 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «< Other 
Anaerobic Adhesive/Sealants, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. H9pp. 23602:276. 24X Fiche : 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05, 8407030089. 


8407180261 Ack receipt of 840525 ltr clarifying 840427 addl info re 
denial of Item B violation noted in IE Insp Repts 
50-327/84-01 it W-32S/84-01. Ut il wi 1 1 reevaluate procedure 
n°»j-»*^*^**^* *^°^*®* ^ handling of saf ety-rclated equipment. 

0 REILLY, J.P, Region 2, Office of Director. 84/07/05. PARRIS, H.G. 
Tennessee Valley Authority. 2 pp. 25666:175. 24X 

Fiche: 50-327, 84/07/05, 8407180261. 


—8407180263 Responds to NRC 840427 request for addl response to 
violation noted in IE Insp Repts 50-327/84-01 & 

50-328/84-01. Maintains denial of Item B violation re storage 
of safety-related equipment. Local section instruction end. 

MILLS. L. M. Tennessee Valley Authority. 84/05/25. 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 25666: 177. 24X 

Fiche: 50r327, 84/07/05. 8407180261. 


8407180265 Rev 3 to Administrative Instruction Procedure AI-36. 
"Storage, Handling it Shipping of QA Matl. " 

HAMILTON, J. L. . NOBLES. L. M. Tennessee Valley Authority. 84/03/21. 
64pp. 25666:179. 24X Fiche; 50-327, 84/07/05. 8407180261, 


correct Violation A & of denial of Violation B as noted in 
IE Insp Rept 50-327/84-01 Sc 50-328/84-01. Response to 
reaffirmed Violation B must be resubmitted within 30 days. 

O REILLY. J.P, Region 2, Office of Director. 84/04/27. 

PARRIS. H.G. Tennessee Valley Authority. 3pp, 25666:244. 24X 

Fiche: 50-327,84/07/05, 8407180261. 


^ Tm vipiauion noteo in it* map 

Repts 50-327/84-01 Sc 50-328/84-01. Correct ive actions: 
abnormal it emergency procedures revised to provide more 
control over review process. Violation B denied. 

MILLS.L.M. Tennessee Valley Authority. 84/03/15. 0 'REILLY. U. P. 

Region 2, Office of Director. 3pp. 25666:247 24X 

Fiche: 50-327, 84/07/05, 84071EK)261. 


—8407060314 IE Insp Repts 50-327/84-10 Sc 50-328/84-10 on 840306-040 
« 'Oil-', p.ocur.. 


./ Office of Director. JULIAN, C. A. 
rograms. 84/05/11. 5pp. 
06/18.8407060305. 


Forwards IE Insp Repts 50-327/84-01 4c 50-328/84-01 on 
840116—20 8c notice of violation. 

Division of Project Sc Resident Programs. 84/02/14. 
PARRIS, H. C. Tennessee Valley Authority. 2pp. 25666*250 24X 

Fiche; 50-327, 84/07/05, B407180261. 



DOCKETED ITEMS 


187 


— 8407180280 Notice of violation from insp on 840116-20. 

« Region 2, Office of Director. 84/02/14. 2pp. 25666:252. 24X 

Fiche: 50-327, 84/07/05, 8407180261. 


— 8407180283 IE Insp Repts 50-327/84-01 & 50-328/84-01 on 840116-20. 
Violation noted : fai lure to perform req,uired abnormal & 
emergency procedure review & failure to provide proper matl 
storage. 

BELISLE,G. , FOSTER, L., SMITH,C. Region 2, Office of Director. 
84/02/07. 20pp. 25666:254. 24X Fiche; 50-327, 84/07/05, 8407180261. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness Za Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he; 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407260326 Forwards response to IE Bulletin 84-02 r# failures of OE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energized, Type HFA 51 series ac 
relays. Seguoyah does not need relays replaced. 

MILLS, L.K. Tennessee Valley Authority. 84/07/10. O'REILLY, J. P. 
Region 2, Office of Director. 5pp. 25778:011. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports 8t related correspondence 


8407020325 Monthly operating repts for May 1984. W/840615 Itr. 

EDDINOS, M. , DUPREE, D.C., WALLACE, P. R. Tennessee Valley Authority. 
84/05/31. 29pp. 25215:195. 24X Fiche: 50-327, 84/05/31, 8407020325. 


8407030267 Forwards "Aq^uatic Environ Conditions in Chickamauga 
Reservoir During Operation of Sequoyah Nuclear Plant, Third 
Annual Rept, 1983. ** 

RIVERS,M.E. Tennessee Valley Authority. 84/06/28. TRAINA,P.J. 
Environmental Protection Agency. 2pp. 25236:051. 24X 

Fiche: 50-327, 84/06/28, 8407030267. 


— 8407030272 "Aquatic Environ Conditions in Chickamauga Reservoir During 
Operation, Third Annual Rept. 1983. " 

BROWN, R.T., BRUOOINK, D. J. , BUCHANAN, J. P. Tennessee Valley 
Authority. 83/12/31. 587pp. 25236:053. 24X 

Fiche: 50-327, 84/06/28, 8407030267. 


8407270438 Monthly operating repts for June 1984. W/840713 Itr. 

NOBLES, L. M. , WALLACE, P. R. Tennessee Valley Authority. 84/06/30. 
33pp. 25794:131. 24X Fiche : 30-327, 84/(56/30. 8407270433. 


S. Reportable occurrences, LERs related correspondence 


8407020307 LER 04-038-00; on 84053l< review determined that w/only one 
reactor coolant pump operating, DNB design basis may not be 
met during bank withdrawal from subcritical accident. 

Administrative controls implemented. W/840626 Itr, 

KIRK, O. B. , WALLACE, P.R. Tennessee Valley Authority. 84/06/26. 3pp. 
25213: 187. 24X Fiche; 30-327, 84/06/26, 8407020307. 


8407100516 LER 84-040-00: on 840608, Tech Spec surveillance requirement 
for standby diesel generator overspecd trip lockout not 
performed within required time. Caused by erroneous rev to 
procedure. Procedure revised correctly . W/840705 Itr. 

DUOOIN, 0. , WALLACE, P.R. Tennessee Valley Authority. 84/07/05. 3pp. 
25465: 322. 24X Fiche: 50-327. 84/07/05, 8407100516. 


8407120182 Advises that AEOD Case Study C404, "Operating Exporiance re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed . Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120102. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25359:009. 

24X Fiche; 50-000. 84/07/05. 8407120182. 


8407160237 LER 84-041-00; on 840610, pressuri zer pressure indicator in 
auxiliary control room discovered inoperab 1 e. Caused by wire 
reterminated incorrectly during last calibr. Wire lifted ?c 
reterminated in correct position. W/840709 Itr. 

DUOOIN, G., WALLACE, P.R. Tennessee Valley Authority. 34/07/09. 3pp. 
25590: 234. 24X Fiche; 50-327, 84/07/09, 8407160237. 


8407240370 LER 84-036-00; on 840618, neoprene gasket slipped & bus 
conductor grounded, causing turbine & reactor trip. Caused by 
slipped gasket. Potential transformer insulators cleaned & 
gaskets reworked. W/840716 Itr. 

DUGGIN, G. . WALLACE. P. R. Tennessee Valley Authority. 84/07/16. 3pp. 
25730:160. 24X Fiche: 50-327, 84/07/16, 8407240370. 


8407260298 LER 04-043-00; on 840627, during surveil lance, thermal fire 
detector discovered inoperab le. Required 1 h fire watch not 
estab lished. Shift engineer not notified. Fire detector 
replaced U returned to svc. W/840719 Itr. 

DUOOIN, G., WALLACE. P.R. Tennessee Valley Authority. 84/07/19. 3pp. 
25780:329. 24X Fiche: 50-327, 84/07/ 19, 8407260298. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 ican ts. Svc list 
end. 

EISENHUT, D. O. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25533:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs, NBSS vendors, reactor vendors & AE« re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000,04/07/03, 8407030097. 


X. Onsite Storage of Low Level Waste 


8407230032 Notifies that util plans to utilize storage modules for 
ion-exchange resin liners since need for temporary onsite 
storage may arise again. Action in no way compromises 
monitoring program. 

MILLS, L.M. Tennessee Valley Authority. 84/05/01. ROUSE, L. 0. 
Advanced Fuel U Spent Fuel Licensing Branch. 3pp. 25727:283. 24X 

Fiche: 30-000. 84/05/01, 8407230082. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency fire protection plans 


8407030220 Forwards final response to Generic Ltr 83-lOD re resolution 
of TMI Action Item II.K. 3. 5. "Automatic Trip of Reactor 
Coolant Pumps." Justification for utilization of manual 
reactor coolant pump trip provided. 

KAMMER.D.S. Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
Licensing Branch 4. 2pp. 25238:361. 24X Fiche: 50-327, 84/06/26. 

8407030220. 


8407160167 Forwards revised page to 841031 proposed rev to physical 
security plan. Page withheld (ref 10CFR73. 21). 

MILLS, L.M. Tennessee Valley Authority. 84/06/27, O'REILLY, J. P. 
Region 2, Office of Director. Ip. 25600:218. 24X 

Fiche: 50-327, 84/06/27. 8407160167. 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency & general 
emergency Emergency Radiological Monitoring Procedure IP-9 
re site maps & environ monitoring. W/840702 ltr. 

MILLS, L. M. Tennessee Valley Authority. 84/07/02, 25pp. 25443: QOl. 

24X Fiche: 50-000, 84/07/02, 8407090204. 


8407240192 Revs to radiolog ical emergency plan implementing procedures, 
including Rev 2 to SQN-IPD, "List of Effective Pages" It 
Rev 9 to IP-6, "Activation of Technical Support Ctr. " 

W/8407ia ltr. 

MILLS, L.M. Tennessee Valley Authority. 84/07/18. 0 'REILLY, J. P. 

Region 2, Office of Director. 12pp. 25723:030. 24X 

Fiche: 50-327, 84/07/18, 8407240192. 


8407240126 Advises that 831330 «t 840627 Rev 6 to physical security plan 
consistent w/provisions of 1OCFR30. 54(p ) tk acceptable. 

LEWIS, R.C, Division of Project 8< Resident Programs. 84/07/19. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 25723:171. 24X 

Fiche: 50-327, 84/07/19, 8407240126. 



Operating license stage documents & correspondence 


S -*3-0 7 0301 21 Notification of contract execution* Mod I* to "Use of TVA 
R®«ctor Simulator Facilities at Chattanooga. TN for Training 
o ri Broujns Ferry i Sequoyah & Bellefonte Simulators. 

C on tractor; TVA, 

UMBSL, D. Technical Assistance Contracts Branch. FIN 8-8717. 
e-«l-yo6/lS. SHOWS. S.K. Director's Office. Office of Inspection and 
En-Porcement. Ip. 29411:143 . 24X Fic he: 90-000. 84/06/1 8. 8407030121 . 


Q-4-07030128 Mod 1. changing start date to 840723. to "Use of TVA Reactor 

Simulator Facilities at Chattanooga. TIM for Training on 
Srouins Ferry. Sequoyah & Bellefonte Simulators. “ 

-UaHNSQN.R. J. Tennessee Valley Authority. FIN B-8717. 84/06/18. 

Ip. 25411:144. 24X Fi c he : 50-000. 84/06/18. 8407030121 . 


a-q.07030220 Forwards final response to Generic Ltr 83-lOD re resolution 
of* TUI Action Item II. K. 3. 5, "Automatic Trip of Reactor 
Coolant Pumps." Justification for utilisation of manual 
ir ©.actor coolant pomp trip provided. 

KAMMER. 0. S. Tennessee Valley Authority. 84/06/26. ADENSAM. E. 

I-i censing Branch 4. 2pp. 29238:361. 24X Fiche: 90-327. 84/06/26. 

©A 07030220. 


QA-O7O30246 Forwards "Instrument Surveillance - NRC Data Collection 
P'rogram - Units 1 8t 2. May 1983 - May 1984." in response to 
©30330 request. Data collection program supports previously 
aap proved license amend re surveillance. 

KAMMER. D. S. Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
L-i censing Branch 4. 3pp. 29268:001. 24X Fiche: 50-327. 84/06/26. 

©4^O7030^46. 


©4-07030249 "Instrument Surveillance - NRC Data Collection Program - 

Units 1 8t 2, May 1983 - May 1984. " 

•» Tennessee Valley Authority. 84/06/26. 232pp. 29268:004. 24X 

Fiche: 50-327. 84/06/26. 8407030246. 


04-07020206 Generic Ltr 84-15 to all licensees of operating reactors, 
aapplicants for QLs & holders of CPs re proposed staff 
aac-fcions to improve & maintain diesel generator reliability. 

©VC list end. 

E J SENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc. 36pp- 29601:348. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 


©407100197 Forwards response to NRC 840529 ltr re PORV & stop valve 
-Paailures challenges. A1 1 info. except valve manufacturer 
model number, previously submitted. 

MXL.LS. L. M. Tennessee Valley Authority. 84/07/03. ADENSAM. E. 

Li censing Branch 4. 2pp. 29512:300. 24X Fiche: 50-327. 84/07/03. 

©407100197. 


©407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
f*i ling of applications for licenses it amends. Svc list end. 

E I SENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 
Ed ison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


©407160096 Application for amend to License DPR -79, to allow for 
■fc^mporary ECCS operability w/one centrifugal charging pump 
irtoperable beyond 72 h time restra int. Fee end. 
mi-LS, L. M. Tennessee Valley Authority. 84/07/11. ADENSAM, E. 
Licensing Branch 4. 2pp. 29600:320. 24X Fiche: 50-328. 84/07/1 1, 

0407160096. 


©407160098 Proposed Tech Specs- allowing temporary ECCS operability w/ 

one centrifugal charging pump inoperable beyond 72 h time 
vestraint. 

-a- Tennessee Valley Authority. 84/07/11. 10pp. 29600:322. 24X 

Fiche: 50-328, 84/07/11, 8407160096. 


— 8407050443 IE Insp Repts 50-327/84-12 & 50-328/84-12 on 840423-28. No 
violations noted. Major areas inspected; radiation protection, 
preplanning 8, ALARA considerations in removal of highly 
activated in-core thimble. 

PEERY. W. W. , JENKINS. G. R. Region 2, Office of Director. 84/05/24. 
Ip. 25416:101. 24X Fi ch e : 50-327. 84/09/29, 8407050439. 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS, R. C. Division of Project & Resident Programs. 84/06/12. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 25692:028. 24X 

Fiche: 50-000.84/06/12. 8407200117. 


—8407200125 SALP Board Assessment Repts 50-259/84-09,50-260/84-09. 
50-296/84-09. 50-327/84-08. 50-328/84-08. 50-390/84-24, 
50-391/84-19,50-438/84-07 it 50-439/84-07 for Jan 1983 - 
Feb 1984. 

* Region 2. Office of Director. 84/02/29. 89pp. 25692:031. 24X 

Fiche; 90-000.84/06/12, 8407200117. 


8407060305 Ack receipt of 840612 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/84-10 & 
50-328/84-10. 

LEWIS, R.C. Division of Project & Resident Programs. 84/06/18. 
PARRIS, H.G. Tennessee Valley Authority. Ip. 25441:020. 24X 

Fiche; 50-327.84/06/18, 8407060305. 


— 8407060307 Responds to NRC 840514 ltr re violations noted in IE Insp 
Repts 50-327/84-10 it 50-328/84-10. Correct ive actions; all 
required preventive maint for long-term storage performed. 

MILLS, L.M. Tennessee Valley Authority. 84/06/12. 0 'RE ILLY. J. P. 

Region 2, Office of Director. 3pp. 25441:021. 24X 

Fiche: 50-327.84/06/18, 8407060305. 


—8407060310 Forwards IE Insp Repts 50-327/84-10 St 50-328/84-10 on 
840306-0405 St notice of violation. 

LEWIS, R. C. Division of Project St Resident Programs. 84/09/14. 
PARRIS. H.G. Tennessee Valley Authority. 2pp. 25441:024. 24X 

Fiche: 50-327, 84/06/18, 8407060305. 


— 8407060313 Notice of violation from insp on 840306—0405. 

■* Region 2, Office of Director. 84/05/14. Ip. 25441:026. 24X 

Fiche: 50-327.84/06/18, 8407060305. 


—8407060314 IE Insp Repts 50-327/84-10 St 90-328/84-10 on 840306-0405. 
Noncompliance noted: fai lore to follow procedures for motor 
storag e. 

FORD, E. J. , BUTLER. S.D. Region 2. Office of Director. JULIAN. C. A, 
Division of Project St Resident Programs. 84/05/11. 5pp. 

25441:027. 24X Fiche: 50-327,84/06/18. 8407060305. 


8407190260 Forwards IE Insp Repts 50-327/84-13 St 50-328/84-13 on 
840506-0605. No violations or deviations identified. 

VERRELLI.D. K. Region 2, Office of Director. 84/06/21. PARRIS. H. G. 
Tennessee Valley Authority. 2pp. 25685:235. 24X 

Fiche: 50-327. 84/06/21. 8407190260. 


—8407190271 IE Insp Repts 50-327/84-13 St 50-328/84-13 on 840506-0609. No 
violations or deviations identif led. Major areas inspected: 
operational safety verification. IE bulletin closeout, mai nt 
instruction review Sc independent insp effort. 

FORD.E.J., BUTLER. S. D. . JULIAN, C. A, Region 2. Office of Director. 
84/06/20. 5pp. 25685:237. 24X Fiche: 50-327. 84/06/21. 8407190260. 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 8301031. 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche : 50-000. 84/06/26. 8406250214. 


8407300102 Forwards IE Insp Repts 50-327/84-14 St 50-328/84-14 on 
840521-25. No violations or deviations noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/06/27. PARRIS.H. G. 
Tennessee Valley Authority. 2pp. 25815:311. 24X 

Fiche: 50-327. 84/06/27. 8407300102. 


—8407300109 IE Insp Repts 50-327/84-14 St 50-328/84-14 on 840521-25. No 
violations or deviations noted. Major areas inspec ted: ALARA. 
external exposures St post-accident sampling sys. 

PEERY.W.W, , JENKINS.G.R. Region 2, Office of Director. 84/06/21. 
0pp. 29815:313. 24X Fi che: 90-327, 84/06/27. 8407300102. 


8406280311 IE Info Notice 84-92. "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 29602:151. 24X Fiche: 50-000, 84/06/29. 8406280311. 
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84.070300SS IE Info Notice 84-53* "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8c Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05, 8407030089. 


8407180261 Ac k receipt of 840525 Itr clarifying 840427 addl info re 
denial of Item B violation noted in IE Insp Repts 
50-327/84-01 & 50-328/84-01. Util will reevaluate procedure 
for receipt, storage 8c handling of safety-related ecLuipment. 

O'REILLY. J. P. Region 2, Office of Director. 84/07/05. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 25666: 175. 24X 

Fiche: 50-327. 84/07/05, 8407180261. 


—8407180263 Responds to NRC 840427 request for addl response to 
violation noted in IE Insp Repts 50-327/84-01 8c 
50-328/84-01 Maintains denial of Item B violation re storage 
of safety-related equipment. Local section instruction end. 

MILLS, L.M. Tennessee Valley Authority. 84/05/25. □ 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25666: 177. 24X 

Fiche: 50-327, 84/07/05, 8407180261. 


— 8407180265 Rev 3 to Administrative Instruction Procedure AI-36, 
"Storage, Handling 8c Shipping of QA Matl. " 

HAMILTON, J. L. , NOBLES, L, M. Tennessee Valley Authority. 04/03/21. 
64pp. 25666:179. 24X Fiche: 50-327, 84/07/05, 8407180261. 


— 8407180269 Ack receipt of 840315 Itr informing NRC of steps taken to 
correct Violation A 8t of denial of Violation B as noted in 
IE Insp Rept 50-327/84-01 8c 50-328/84-01. Response to 
reaffirmed Violation B must be resubmitted within 30 days. 

O'REILLY. J. p. Region 2, Office of Director. 84/04/27. 

PARRIS. H.O. Tennessee Valley Authority. 3pp. 25666:244. 24X 

Fiche: 50-327, 84/07/05. 8407180261. 


— 8407180274 Responds to NRC 840214 Itr re violation noted in IE Insp 
Repts 50-327/84-01 8c 50-328/84-01. Corrective actions; 
abnormal 8c emergency procedures revised to provide more 
control over review process. Violat ion B denied. 

MILLS.L.M. Tennessee Valley Authority. 84/03/15. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 25666:247, 24X 

Fiche: 50-327, 84/07/05, 8407180261. 


—8407180277 Forwards IE Insp Repts 50-327/84-01 Sc 50-328/84-01 on 
840116-20 8e notice of violation. 

LEWIS, R. C. Division of Project 8t Resident Programs. 84/02/14. 
PARRIS, H.O. Tennessee Valley Authority, 2pp. 25666:250. 24X 
Fiche: 50-327, 84/07/05, 8407180261. 


— 8407180280 Notice of violation from insp on 840116-20. 

* Region 2, Office of Director. 84/02/14. 2pp. 25666:252. 24X 

Fiche: 50-327, 84/07/05, 8407180261. 


—8407180283 IE Insp Repts 50-327/84-01 8c 50-328/84-01 on 840116-20. 
Violation noted : fai lure to perform required abnormal 8c 
emergency procedure review 8c failure to provide proper matl 
storage. 

BELISLE.O. , FOSTER, L., SMITH, C. Region 2, Office of Director. 
84/02/07. 20pp. 25666:254. 24X Fiche: 50-327, 84/07/05, 8407180261. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25065:286. 24X Fiche: 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407260326 Forwards response to IE Bulletin 84-02 r# failures of OE— 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energised, Type HFA 51 series ac 
relays. Sequoyah does not need relays replaced. 

MILLS, L.M. Tennessee Valley Authority. 84/07/10. O'REILLY. J. P. 
Region 2, Office of Director. 5pp. 25778:011. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 84 Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports 8c related correspondence 


8407020325 Monthly operating repts for May 1984. W/S40615 Itr. 

EDDINGS.M., DUPREE, D.C., WALLACE, P. R. Tennessee Valley Authority. 
84/05/31. 29pp. 25215:195. 24X Fiche: 50-327, 84/05/31, 8407020325. 


8407030267 Forwards "Aquatic Environ Conditions in Chickamouga 
Reservoir During Operation of Sequoyah Nuclear Plant, Third 
Annual Rept, 1983. " 

RIVERS, M.E. Tennessee Valley Authority. 84/06/28. TRAINA, P. J. 
Environmental Protection Agency. 2pp. 25236:051. 24K 

Fiche: 50-327, 84/06/28. 8407030267. 


— 8407030272 “Aquatic Environ Conditions in Chxckamauga Reservoir During 
Operation, Third Annual Rept. 1983. " 

BROWN, R.T., BRU(50INK, D. J. , BUCHANAN, J. P. Tennessee Valley 
Authority. 83/12/31. 587pp. 25236:053. 24X 

Fiche; 50-327. 84/06/28, 8407030267. 


8407270438 Monthly operating repts for June 1984. W/840713 Itr. 

N08LES,L. M. , WALLACE. P. R. Tennessee Valley Authority. 84/06/30. 
35pp. 25794:151. 24X Fi c he : 50-327. 84/06/30, 8407270438. 


S. Reportable occurrences. LERs & related correspondence 


8407240354 Forwards engineering evaluation of "Events Involving 
Undetected Unavailability of Turbine Driven Auxiliary 
Feedwater Train. " Events of minor safety significance 8t no 
further action required. 

TRACER, E. A. Nonreactor Assessment Staff. 84/06/15. HELTEMES, C. J. 
Director 's Off ice. Ip. 25752:352. 24X Fiche; 50-000, 84/06/15, 

8407240354. 


— 8407240357 "Events Involving Undetected Unavailability of Turbine 
Driven Auxiliary Feedwater Train," engineering evaluation 
rept. 

TRACER, E. A. Nonreactor Assessment Staff. 84/06/15. 10pp. 

25752:353. 24X Fiche: 50-000. 84/06/15, 8407240354. 

8407260164 LER 84-010-00: on 840620. discovered valves 2-FCV-30-9, 10, 52 
Zt 53 not tested since closure after upper containment purge 
on 840618. Caused by personnel error. Valves tested per 
applicable procedures. W/840719 Itr. 

COOPER, M.R., WALLACE. P.R. Tennessee Valley Authority. 84/07/19. 
3pp. 25781:049. 24X Fic he: 50-328, 84/07/19, 8407260164. 


8407310210 LER 84-009-00: on 840630, during maint on main feedwater pump 
B, turbine-driven auxiliary feedwater pump did not start 
when signaled due to flow control valve FCV-1-15 failing to 
close. Caused by grease on torque switch. W/840723 Itr. 

DUCCIN, 0. , WALLACE, P.R. Tennessee Valley Authority. 84/07/23. 3pp. 
25848: 337. 24X Fiche; 50-328, 84/07/23. 0407310210. 


V. Operator Examinations 


8406270142 Generic Ltr 04-16 to all licensees of operating reactors, 
applicants for OLs 8c holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. Q. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for QLs.NSSS vendors, reactor vendors 8< AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications «< exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


X. Onsite Storage of Low Level Waste 


8407230082 Notifies that util plans to utilize storage modules for 
ion-exchange resin liners since need for temporary onsite 
storage may arise again. Action in no way compromises 
monitoring program. 

MILLS.L.M. Tennessee Valley Authority. 84/05/01. ROUSE, L. 0. 
Advanced Fuel & Spent Fuel Licensing Branch. 3pp. 25727:283. 24X 

Fiche: 50-000, 84/05/01 , 8407230002. 



DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A. App lication/constroct ion stage documents & correspondence 


B407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83—52. 

83-57 & 83-72 e. Board Notifications 83-128 & 83-128A, 

Forwards Apps C & D documents. Search continuing. 

FELTON, J. M. Division of Roles and Records. 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 25384:078. 24X Fiche: SO-000. 84/04/13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNI,D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Oiven. Ip. 25584:102. 24X 

Fiche: 50-000. 84/04/13, 8407130037. 


8407310153 Requests authorization for three listed work activities, 
including excavation of Piers 1 & lA & setup & performance 
of plate load test at Pier 1. 

QUAfIME, D. L, Consumers Power Co. 84/06/08. HARRISON, J. J. Region 3, 
Office of Director. Ip. 25834:351. 24X Fiche: 50-329. 84/06/08, 

8407310153. 


8407310094 Requests concurrence for release of balance of modules for 
const completion program Phase 1 status assessment & 
quality verification program activities, based on listed 
reasons. List of addl modules for release end. 

QUAMME, D. L. Consumers Power Co. 84/06/21. HARRISON, J. J. Region 3, 
Office of Director. 4pp. 25837:035. 24X Fiche: 50-329, 84/06/21, 

8407310094. 


8407310169 Requests concurrence w/program to resume work on TDI 
designed Jk supplied electrical control panels & associated 
wiring. Program independent of const completion plan. 

QUAHME, D. L. Consumers Power Co. 84/06/21. HARRISON, J. J. Region 3, 
Office of Director. 3pp. 25834:360. 24X Fiche; 50-329. 84/06/21. 

840731Q169. 


8407310119 Requests auther i zation to proceed w/Phases 1 & 2 of const 
completion plan for tank farm conduits. Conduits located in 
ductbanks that will be bac kf illed, in order to continue soil 
work at borated water storage tanks. 

QJAHME, D. L. Consumers Power Co. 84/06/25. HARRISON. J. J. Region 3, 
Office of Director. Ip. 25837:074. 24X Fiche: 50-329. 84/06/25, 

8407310119. 


8407060207 Notifies that 840619 meeting re IDCVP rescheduled for 
840628 in Ann Arbor, MI to discuss civil/structural 
confirmed items. 

LEVIN, H. A. TERA Corp. 84/06/26. KEPPLER,. J. 0. Regions, Office of 
Director. EISENHUT, D. O. Division of Licensing. COOK, J. W. 

Consumers Power Co. 3pp. 25426:208. 24X Fiche; 50-329. 84/06/26, 

8407060207. 


8407030333 Forwards OU Anders & M Sinclair statements from B40604 
meetings re revised const schedules if. mgt apprai sal. Meetings 
documented in IE Insp Repts 50-329/84-12 & 50-330/84—12. 

WARNICK, R. F. Region 3, Office of Director. 84/06/27. Region 3, 
Office of Director. 32pp. 25272:098 . 24X Fiche: 50-329, 84/06/27, 

8407030333. 


B407310335 Summarizes 840625 telcon w/Region III re response to NRC 
comments on util 340613 submittal concerning svc water pump 
structure plate load test. 

MOONEY. J. A. Consumers Power Co. 84/06/27. HARRISON. J. J. Region 3. 
Office of Director. 4pp. 25829:148. 24X Fiche : 50-329. 84/06/27. 

8407310335. 


8407100161 Forwards response to NRC 840430 request for addl info on 
Vol VII of “Electrical Control Instrumentation it Mechanical 
Equipment Margins," 

COOK, J, W. Consumers Power Co. 84/06/28. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 14pp. 25512:275. 24X 

Fiche: 50-329, 84/06/28, 8407100161. 


0407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060258 Responds to 840621 request for authorization to proceed w/ 
const completion program. Phase 2. Programmatic weaknesses w/ 

Phase 1 apparent. Weaknesses should be resolved by 840715. 

Phase 2 Module 120D activities authorized. 

HARRISON, J. J. Region 3, Office of Director. 84/07/02. COOK, J. W. 
Consumers Power Co. 2pp. 25426:045. 24X Fiche: 50-329, 84/07/02, 

8407060258. 


— S407060261 Requests authorization to proceed w/Phase 2 activities for 
Module 120D. Processes, procedures & final integrated product 
of Phase 1 reviewed by executive mgt review committee & 
const imp lementat ion organization & found acceptable. 

QUAMliE. D, L. Consumers Power Co. 84/06/21. HARRISON. J. J. Region 
3, Office of Director. Ip. 25426:047. 24X Fi c he: 50-32 9, 84/07/02. 
8407060258. 


8407100461 Forwards summary of 10th general status review 840621 
meeting in Ann Arbor, MI on confirmed items & findings re 
IDCVP. 

LEVIN, H. TERA Corp. 84/07/02. KEPPLER, J. G. Region 3, Office of 
Director. EISENHUT, D. 0. Division of Licensing. COOK, J. W. 
Consumers Power Co. 16pp. 25459:206. 24X Fiche; 50-329, 84/07/02, 

8407100461. 


8407100476 Forwards proposed work activity list for Jul 1984 for 
review, per NRC *< util work authorization procedure. 

Authorization of specific work items requested. Supp lementa 1 
work activity list for Aug 1984 also end for review. 

QUAMME. D. L. Consumers Power Co. 84/07/02. HARR ISON. J. J. Region 3. 
Office of Director. 17pp. 25464:155. 24X Fiche: 50-329. 84/07/02. 

8407100476. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407120211 Responds to 840525 request for addl info r® structural 
adequacy of diesel generator b Idg . Response will be submitted 
by 840907. 

COOK, J. W. Consumers Power Co. 84/07/06. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 25550:106. 24X 

Fiche: 50-329,84/07/06, 8407120211. 


8407170294 Authorizes remedial soils Critical Work Activity 207050005 
re load sett lement, per 840613 & 27 Itrs. 

HARRISON, J. J. Region 3, Office of Director. 84/07/11. QUAMME, D. L. 
Consumers Power Co. 3pp. 25616:359. 24X Fiche; 50-329, 84/07/1 1, 

8407170294. 


8407240266 Forwards draft Topical Rept B-84-148, '* IDCVP; Control Room 

HVAC Sys Performance Requirements. " 

LEVIN, H. A. TERA Corp. 84/07/18. KEPPLER, J. 0. Region 3, Office of 
Director. EISENHUT, D. G. Division of Licensing. COOK. J. W. 

Consumers Power Co. 3pp. 25718:183. 24X Fiche: 50-329, 84/07/18, 

8407240266. 


— 8407240272 " IDCVP: Control Room HVAC Sys Performance Requirements," 
draft topical rept. 

* TERA Corp. B-84-148 DRFT. 84/07/18. 92pp. 25718:186. 24X 

Fiche: 50-329, 84/07/18, 8407240266. 


8407250217 Solicits support in resolution to call public , Congress & 
administration attention to concern over impending 
electricity shortage due to unnecessary cancel lations of 
near-term plants under special interest group pressure. 

STARSZESKY, F. M. Bechtel Corp. 84/07/24. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25735:054. 24X 

Fiche: 50-329,84/07/24. 8407250217. 


8407310172 Informs of 840709-10 telcon w/R Ca 1 1 en, d irector of 
research , State of MI Public Svc Commission it of subsequent 
840710 conversation w/CPC executive vice president, S Howel 1, 
re safety & status of const completion program. 

HARRISON, J. J. Region 3, Office of Director. 84/07/26. KEPPLER. J. G. 

Region 3. Office of Director. 4pp. 25835:003. 24X 

Fiche: 50-329, 84/07/26, 8407310172. 


F. Security, medical, emergency Jk fire protection plans 


8407130495 Public version of revised general ofc control ctr /emergency 
operations facility emergency plan implementing procedures, 
including GEN-2 re emergency telephone numbers & OEN-3 re 
on— shift sys power control ler. W/JM Felton 840709 memo. 

BRADLEY. J. Consumers Power Co. 83/07/21. 109pp. 25582: 151. 24X 

Fiche: 50-000, 83/07/21. 8407130495. 


8407100299 Forwards safety analysis of safety parameter display sys. 
in response to Generic Ltr 82-33. Suppl l to NUREG-0737. Sys 
will be available for control room use during preoperational 
testing. 

COOK, J. W. Consumers Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 45pp. 25511:253. 24X 

Fiche: 50-329, 84/06/28. 8407100299. 
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H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on S40530. 

RAYi C. L. TDI (Transamerica Delavali Inc.) Owners Group. 04/06/19. 
DENTQNiH. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25121:352. 24X Rich e: SO-OOO. 84/06/19, 8406250001. 


8407060043 Responds to 840510 Itr re util schedule for completion of 
plant 6 request that Caseload Forecast Panel evaluate 
schedule. NRC does not review const schedules to determine 
accuracy of util estimates. 

KEPPLER, J. G. Region 3, Office of Director. 84/06/29. SINCLAIR, M. 
Affiliation Not Assigned. 4pp. 25429:308. 24X 

Fiche: 50-329, 84/06/29, 8407060043. 


G, Inspection reports, IE Bulletins 8( correspondence 


8407190252 Forwards IE Insp Repta 50-329/84-13 U 50-330/84--13 on 
840501-31. No noncompliance noted. 

WARNICKiR.F. Region 3. Office of Director. 84/06/20. COOK. J. W. 
Consumers Power Co. 2pp. 25684:341. 24X Fiche; 50-329, 84/06/20, 
8407190252. 


— 8407190256 IE Insp Repts 50-329/84-13 S? 50-330/84-13 on 840501-31. No 
noncomp 1 iance or deviations identified. Major areas inpected: 
const completion program activities, preoperational testing, 
remedial soils activities. meetings & site tours. 

GARDNER. R. N. , LANDSMAN. R. B. . BURGESS. B. L. Region 3. Office of 
Director. 84/06/18. 5pp. 25684:343. 24X Fiche; 50-329. 84/06/20. 

0407190252. 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 030103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26. 8406250214. 


8407020121 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/83—08 
50-330/83-08. Item 4 withdrawn as nancompl lance. per 840618 
meeting. 

SPESSARD. R. L. Division of Engineering. 84/06/26. COOK, J. W. 
Consumers Power Co. 2pp. 25220:061. 24X Fiche: 50-329. 84/06/26. 

8407020121. 


— 8407020125 Responds to NRC 840307 Itr re violations noted in IE Insp 
Repts 50-329/83-08 «« 50-330/83-08. Corrective actions: Tech 
Specs revised to regoire subcontractor to notify Bechtel 
of significant safety concerns. 

COOK/ J. W. Consumers Power Co. 84/06/08. KEPPLER. J. 0. Region 3, 
Office of Director. 23pp. 25220:063. 24X Fiche; 50-329, 84/06/26. 

8407020121. 


8407030333 Forwards OU Anders Jk M Sinclair statements from 840604 
meetings re revised const schedules mgt appraisal. Meetings 
documented in IE Insp Repts 50-329/84-12 «« 50-330/84-12. 

WARWICK. R.F. Region 3. Office of Director. 84/06/27. Region 3, 
Office of Director. 32pp. 25272:098. 24X Fiche: 50-329. 84/06/27, • 

8407030333, 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness k Eng ineer ing 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 030103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24 X Fiche: 50 - 000 . 84/07/05. 8407030085. 


8407030089 IE Info Notice 04-54, "Deficiencies in Design Base 
Documentation S< Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24 X Fiche: 50-000, 84/07/05, 8407030089. 


8407100239 Responds to util 840621 request to proceed w/pipe hanger St 
whip restraint instal lation. Util authorised to initiate 
Phase 2 activities for hanger or restraint upon completion 
of hanger reinsp program. 

HARRISON. J. J. Region 3, Office of Director, 84/07/05. COOK. J, W. 
Consumers Power Co. 2pp. 25511:339. 24X Fiche: 50— 329* 84/07/05. 

8407100239. 


— 8407100243 Requests NRC concurrence for util to initiate pipe hanger & 
whip restraint installation St rework, re lease up to first sys 
anchor & destatus hangers requiring rework. 

QUAMME. D. L. Consumers Power Co. 84/06/21. HARRISON. J. J. Region 
3. Office of Director. 24pp. 25511:341. 24X 

Fiche: 50-329. 84/07/05, 8407100239. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. *' Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 34/07/06. 8407050274. 


84070602S1 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-liinote Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


8407090202 Forwards Bechtel Corp 8< B&W nonconformance rep ts. qual ity 
action requests, corrective action repts & QA findings for 
May 1984. per condition of memorandum & 730323 Order 
ALAB-106. 

COOK, J. W. Consumers Power Co. 84/06/25. DEYOUNO, R. C. Director's 
Office, Office of Inspection and Enforcement. 7039pp. 25466:001. 

24X Fiche: 50-329. 84/06/25. 8407090202. 


8407200062 Forwards Quarterly Rept 46. per ALAB-106 for Jul 1984- 
Sept 1984. 

COOK. J. W. Consumers Power Co. 84/06/30. DEYOUNO. R.C, Director's 
Office. Office of Inspection and Enforcement. 300pp. 25696:001. 

24X Fiche: 50-329.84/06/30.8407200062. 


8407170371 Forwards Const Implementation Overview Weekly Rept 55 for 
840625-29. 

KARR. J.E. Stone & Webster, Inc. 84/07/06. KEPPLER, J. 0. Regions. 
Office of Director. 16pp. 25619:074. 24X Fiche: 50-329, 84/07/06. 

8407170371, 


8407300198 Forwards Const Implementation Overview Weekly Rept 57 for 
840709-13. 

KARR, J E. Stone & Webster, Inc. 84/07/18. KEPPLER, J. 0. Regions. 
Office of Director. I5pp. 25003:156. 24X Fiche: 50-329, 84/07/18, 

8407300198. 


8. Reportable occurrences, LERs & related correspondence 


8407120321 Forwards response to questions posed in BNI.&. 840604 Itr. 
Topics Include rocker arm capscrews, cy Under head studs, air 
start valve capscrews, fue 1 oil injection tubing, D8R-48 
connecting rods Zt crankshaft. 

RAy,C.L. TDI (Transamerica Delaval, Inc.) Owners Qvoup. 84/06/20. 
BERLINOER.C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fiche: 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B. Failura Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche: 50-000, 84/06/20, 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. " 
YANO, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000,84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D 'AMATO, J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fich e: 50-000, 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants NRC," Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20, 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707: 172. 24X Fiche; 50-000, 84/06/20, 8407230126. 



aArt7'wni'5n R»v 1- "Piroject Interfaca Document Bstween Dute Power Cot 

TDI ©sneT***®^ Owners Technical Program Cansultants Si 

r I TDI <Transam®rica Delaval, Inc.) Owners Group. 84/06/20. 
28pp* 25707= 17*4. 24X Fiche: 50-000. 84/06/20, 8407230126. 

Pdn7n9nn7n o” 840627. util oi'ficiaU recommended to Board 

m^Iftors facility be halted due to 

break-off in w/coalition of state, communl ty 8< 

£A5J5pni"j*r*WARNlCKl’R; Reg ion 3, Of f ice of Direc tor. 84/06/26. 

Ip 25218: 361- 24X Fief* e : 50-329, 84/06/26. 8407020075. 

a4070'?ftA40 840626, licensee began orderly shutdown of 

plant 6 sent bo-n« craftsmen, pending util decision re 

HARRiSQMVr°WAR*^^^*^''^- «eflion3, Office of Director. 84/06/27. 

Ip 25239: 079- Fich « : 50-329. 84/06/27, 8407030440. 

8407160103 Interim deficiency rept re reactor bldg spray piping 
supports All engiTi««^^'’fl corrective actions comp lete. Ma tl 
required’ for repaid* proc ured. Next rept will be submitted by 
850125 

COOK,JW consumers Power Co. 84/06/29. KEPPLER, J. 0, Region 3. 
Office’ of Director. 3pp. 25589:359. 24X Fiche: 50-329. 84/06/29, 

8407160103. 

8407160173 Interim deficiency rept re sys for processing field changes 
for project desifl" documents. Program initiated for document 
review, audit performed & interface procedure Implemented. 

N^xt r^rwill b® submitted by 841231. 

.r consumers Power Co. 84/06/29. KEPPLER, J. 0. 


COOK,J. W. 

Office of Director 
8407160173. 


10pp. 25592:185. 


Region 3, 

24X Flche; 50-329, 84/06/29, 


—8407160175 Rev 1® Procedure RS-084-01 

# Bffcht,! CorP- 84/04/30. llpp 
F!chl's0-3ap. B4/06/29, 8407160173. 


Interface Control for 
25592: 195. 24X 


d livery valve holder. Evaluati on completed on 840713 No 
corrective action retiuired No 

BOyeR/R.E. Transamerlca Delaval, Inc 84 / 07/13 n<T.«,.4. , 

.or,.c. imp.rf.ctlop. No oorrootiv. .cilon r.oulrJr 

Evaluation completed on 840713. ^ 

BOYER, R E. Transamerica Oelaval, Inc sa/nT’/in 

?rcirio?oSo'84%7jjra407SSom? 241 

^rA:T::.::TC -n,u.or... 

Flche: 50-000, 84/07/16, 8407190249 ’ ' 




29pp. 25660 ; 


Evaluation of TDI Diesel Generator 


8407260465 Forwards ''Review 8 < 

Owners Group Program Plan. ' 

(^r«!;;l;^I.ric4 84/07/16. OEOROE.J.B. TDI 

e.n.r.t„ O.n.r. O.p. 

FIn“S-Jm 2* L.P or. t.rl,. 

=3791:. 6-P.' 3,X Flchi; ,0-3^0%^%7/,6“8wi6S4:;. 


8407170386 Interim deficiency rept re delivered, safety-releted ITT 
General Control* electrical equipment not meeting project 
requirements. Evaluation underway. Interim or final rept 

expected by 841231- 

COOK.J. W. Consumer* Power Co. 84/06/29. KEPPLER, J. 0. Regions, 
Office of Director. 4pp. 25612:296. 24X Flche: 50-329, 84/06/29, 

8407170386. 


8407230194 Final deficiency rept re attachment of non-q/non-selsmic 
piping to component water sys. Initially reported on 831216. 
Investigation complated. Training session held to r#in*truct 
design stress group on total loads. 

COOK.J.W. consumers Power Co. 84/06/30. KEPPLER, j. 0, Region 3, 
Office of Director. 6pp. 25709:358. 24X Fiche: 50-329, 84/06/30, 

8407230194. 


3407090106 Comments on BNWL draft rept. "Review & Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provide# 

•ppropriate 8c logical structure for dealing w/problem# in 
TDI diesel engine*- 

HEYWOOD.J.B. Massachusetts Institute of Technology, Cambridge, MA 
84/07/03. DENTON,H.R. Office of Nuclear Reactor Regulation.” ” ‘ 
Director. 2pp. 24X Fiche: 50-000. 84/07/03, 8407090106. 

3407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to '^f**=‘^** “P*" issues in Phase l component ^ 
review «t BNWL review of TDI Diesel Generator QwtterS Group 
program plan- , , 

HICHAELS, T. S. f Licensing. 84/07/05. BERLINGER. C H 


1407120309 Bo*rd NotHlc.Uon B4-I27: f oriwip,, i„,„ -..n... » 

- ■. & conflict Cf nfro.t i.t.rmin.tlon coocJr^Inl ^NL 
WUT.D.O. OivlM of Ucn.ing, 04/07/05 oL’, 


repts 6 conriitf — ---t. H«v.rminacian concernino PNL 
EISENHUT, D. G. Division of Licensing. 84/07/05 Si LlNO 
Consolidated Edison Co of New Yorki Inc. OILINSKY, HOBERTf? 
CoiNoloolonoT.. SPf- M730:149. =4* Flcho: 

saoTioA-aoo 


407230098 InUrim deficiency rept re differential .. 4. 

diesel ganerator structure J, pedestal. Sve water\i!f!^ * between 
modified, investigation of similar conditions cLSuilS 
personnel retrained. Next rept expected by 040928^ ^ 

COOKfU. W. Consumers Power Co, 84/07/06. KEPPLPo in r. , 

on 840228. Vendor drawings reviewed to ensure all 
safety-related damp®^* identified, 

COOK, J. W. Consumers Power Co. 84/07/09. KEPPLER 1 n » 

Office of Director. 8pp. 255 , Fithe 50 

8407160153 50-329, 84/07/09, 


0407200194 PNO™ 11 1-84-057: on 840716, const activities stoooed Const 
beginning 040717. Caused by failur! tS ^ 

IJJSJe industrial customers on 

completion of plant. 

Id 2 SA 9 ^ y' ^on 3. Office of Director. 84/07/17 

Ip. 25693.077. 24X Fiche : 50-329, 84/07/1 7, 8407200194. 

resultino from 840622 meet 

re TDI Diesel Generator Owners Group repts coverina 
SJSr cormectlng rods ® 

ERLINOER, C. H. Division of Licensing, 04/07/23 GEORGE, J B TDS 
DeUval, inc ) Owners Croup lOpp SlfoOO 2 !? 
Fiche: 50-000, 84/07/23, 8407300214, 25016.305. 24 * 


"Emergency Diesel Generator Rocker Ar**? 
prepared for TDI Diesel 


8407300301 Forwards Rev i 
Capscrew Stress Analysis 
Generator Owners Group, 

DENT0n1"h R^*^^Offl?r*'of*N^*'? > Owner# Group. 84/07/24 

2580 :?- OAt Nuclear Reactor Regulation, Director. 2p» 

25802 061. 24X Fiche: 50-000.84/07/24.8407300301, 

O.n.r.tor Rock.r Arm C.p.tr,* 

** ‘^•bster Engineering Corp, 04/07/31 29 bo 25002 - 09^1 

24X Fiche: 50-000, 84/07/24, 8407300301, 25802.04^.1 

8407310248 Comments on PNL Rept PNl.-5t6l.dtd Vune 1984, re keu enolna 

’■•““•'O’ "• **»•■> , h 

BERLINopr (Tr»n»,moric« 0«l,v,l. Inc, , Own,,, Orouf. 94/07/36, 
S Si R.juUtlcn, Blr.ctor, 

■coHAsa. 239. 24X Fiche: 50-000, 84 / 07 / 26 , 8407310248 . 

V. Operator Examinations 

»» op.r4ttnB ...tto,,. 

oSSri«M ‘ holB.r. of CP. r. .a.„UMcv of on-.Sift 

encl ® '»>tP*^i*nce for near-term OL app 1 icants. Sve list 

EI^NHUT.D.O. Division of Licensing. 84/06/27. Consol idjitad 

Edison Co. of New York, inc 23pp 25M» ois Cor>»«l idated 

Fiche: 50-000, 84 / 06 / 27 . 84062701 «.'^ a 353 » 018 . 24X 

^TwiiionrorSupra^JL?^ practice* MRC utllixes in implementing 
stdl * roL!! NUREQ- 1021 , "Operator Licensing Examiner 
WAL^FR 5 n administration of simulator exams, 

Con«»ml«' ®' Office of Director. 84/07/02, COOK.J.W, 
8407060163!^*’'*^*’^^°’ 1 ® 0 . 24X Flche: 50-329, 84/07/02, 
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B407030097 Generic Ltr 84-17 to all power reactor licenseesi applicants 
for OLsjNSSS vendors. reactor vendors & aEs re annual meeting 
to discuss recent developments concerning operator training* 
q,ualif ications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York* Inc. 16pp. 25601:326. 24X 

Fiche; 50-000. 84/07/03. 8407030097. 


DOCKET 30-330 MIDLAND PLANT. UNIT 2 


A. Application/construction stage documents 8t correspondence 


8407130037 Further response to FOIA request for numerous categories oF 
records re issues discussed in IE Info Notices 81-29.83-32^ 

83-57 8< 83-72 tt Board Notifications 83-128 a3-12aA. 

Forwards Apps C D documents. Search continuing. 

FELTON. J.M. Division of Rules and Records. 84/04/13. JORDAN. U. S. 
Harmon Weiss. 7pp. 25584:078. 24X Fiche : 50-000. 84/04/ 13. 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs.EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 30-000. 84/04/13,8407130037. 


8407310133 Requests author i lat ion for three listed work activities, 
including excavation of Piers 1 & lA St setup St performance 
of plate load test at Pier 1. 

QUAMME, D. L. Consumers Power Co. 84/06/08. HARR ISON, J. J. Region 3. 

Office of Director. Ip. 25834:351. 24X Fiche: 50-329, 84/06/08, 

8407310153. 


8407050411 Informs Commission of potentially significant issues for 
upcoming OL licensing cases. Viewgraphs end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-84-163A. 84/06/11. 21pp. 25418:293. 24X 

Fiche: 50-000. 84/06/11. 8407050411. 


8407310094 Requests concurrence for release of balance of modules for 
const completion program Phase 1 status assessment 
quality verification program activities. based on listed 
reasons. List of addl modules for release end. 

OUAMME. D. L. Consumers Power Co. 84/06/21. HARRISON, J, J. Region 3, 
Office of Director. 4pp. 25837:033. 24X Fiche : 30-329. 84/06/21, 

8407310094. 


8407310169 Requests concurrence w/program to resume work on TDI 
designed It supplied electrical control panels St associated 
wiring. Program independent of const completion plan. 

QUAMME, D.L. Consumers Power Co. 84/06/21. HARRISON. J. J. Region 3. 
Office of Director. 3pp. 25834:360. 24X Fiche: 50-329* 84/06/21. 

8407310169. 


8407310119 Requests author! zation to proceed w/Phases 1 St 2 of const 
completion plan for tank farm conduits. Conduits located in 
ductbanks that will be bac kf i 1 led. in order to continue soil 
work at borated water storage tanks. 

QUAMME, D.L. Consumers Power Co. 84/06/25. HARRISON, J. J. Regions. 
Office of Director. Ip. 23837:074. 24X Fiche : 30-329, 84/06/25. 

8407310119. 


8407060207 Notifies that 840619 meeting re IDCVP rescheduled for 
840620 in Ann Arbor, MI to discuss civi 1/structural 
confirmed items. 

LEVIN. H. A. TERA Carp. 84/06/26. KEPPLER. J. C. Region 3. Office of 
Director. EISENHUT. D. O. Division of Licensing. COOK, J. W. 

Consumers Power Co. 3pp. 23426:208. 24X Fiche: 50-329. 84/06/26* 

8407060207. 


8407030333 Forwards OU Anders M Sinclair statements from 840604 
meetings re revised const schedules It mgt appraisal. Meetings 
documented in IE Insp Repts 30-329/84-12 8t 50-330/84-12. 

WARWICK. R.F. Region 3, Office of Director. 84/06/27. Region 3. 
Office of Director. 32pp. 25272:098. 24X Fiche: 50-329. 84/06/27, 

8407030333. 


8407310333 Summarizes 840623 telcon w/Region HI re response to NRC 
comments on util 840613 submittal concerning svc water pump 
structure plate load test. 

MOONEY. J. A. Consumers Power Co. 84/06/27. HARRISON. J. J. Region 3. 
Office of Director. 4pp. 25029:148. 24X Fiche: 50-329. 84/06/27. 

0407310335. 


8407100161 Forwards response to NRC 840430 request for addl info on 
Vol VII of "Electrical Control Instrumentation 8< Mechanical 
Equipment Margins. " 

COOK. J. W. Consumers Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. I4pp. 25512:275. 24X 

Fiche: 50-329, 84/06/28, 8407100161. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G- Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc. 36p.p. 25601:348. 24X 

Fiche; 50-000.84/07/02, 8407020206. 


8407060258 Responds to B40621 request for authorization to proceed w/ 
const completion program. Phase 2. Programmatic weaknesses w/ 

Phase 1 apparent. Weaknesses should be resolved by 640715. 

Phase 2 Module 120D activities authorized. 

HARRISON, J. J. Region 3, Office of Director. 84/07/02. COOK. J. W. 
Consumers Power Co. 2pp. 25426:045. 24X Fiche; 30-329. 84/07/02. 

8407060258. 


— 8407060261 Requests authorization to proceed w/Phase 2 activities for 
Module 1200. Processes, procedures & final integrated product 
of Phase 1 reviewed by executive mgt review committee & 
const implementation organization found acceptable. 

QUAMME. D.L. Consumers Power Co. 84/06/21. HARRISON. J. J. Region 
3. Office of Director. Ip. 25426:047. 24X Fiche: 50-329. 34/07/02. 

8407060258. 


8407100461 Forwards summary of 10th general status review 840621 
meeting in Ann Arbor. MI on confirmed items & findings re 
I DC VP. 

LEVIN.H. TERA Corp. 84/07/02. KEPPLER. J. O. Region 3. Office of 
Director. EISENHUT. D. ©. Division of Licensing. COOK, J. W. 
Consumers Power Co. 16pp. 25459:206. 24X Fiche: 50-329. 84/07/02. 

8407100461. 


8407100476 Forwards proposed work activity list for Jul 1984 for 
review, per NRC h. util work authorization procedure. 

Authorization of specific work items requested. Supplemental 
work activity list for Aug 1984 also end for review. 

QUAMME, D.L. Consumers Power Co. 84/07/02. HARRISON, J. J. Region 3, 
Office of Director. 17pp. 25464:155. 24X Fich e; 50-329, 04/07/02, 

8407100476. 


8407060097 Generic Ltr 84-19 to all nonpower reactor licensees re 
filing of applications for licenses It amends. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 23602:012. 24X 

Fiche: 30-000.84/07/06. 8407060097. 


8407120211 Responds to 840525 request for addl info re structural 
adequacy of diesel generator bldg. Response will be submitted 
by B40907. 

COOK.J. W. Consumers Power Co. 84/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. 2pp. 23550:106. 24X 

Fiche: 50-329, 84/07/06, 8407120211. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware deficiencies. mismanagement & safety 
problems in nuclear industry. End identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000. 84/07/10, 

8407230094. 


-8407230113 Forwards Commissioner Bernthal request for review & response 
to 8 Stecklow 040624 article in Philadelphia Enquirer . NRR/IE 
requested to Identify inaccurate or incomplete info. 

GALLAGHER. O. Office of Policy Evaluations. 84/06/20. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 30-000.84/07/10, 8407230094. 


--0407250157 Requests review of 8 Stecklow 840624 Philadelphia Enquirer 
article re hardware deficiencies. mismanagement h safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE. J. Office of 
Policy Evaluations. 8pp. 23779:214. 24X Fiche: 30-000, 84/07/10. 

8407230094. 


8407170294 Authorizes remedial soils Critical Work Activity 207030005 
re load sett lament, p er B40613 & 27 Itrs. 

HARRISON. J. J. Region 3. Office of Director. 84/07/11. QUAMME. D. L. 
Consumers Power Co. 3pp. 23616:359. 24X Fiche : 30-329, 84/07/11. 

B407170294. 


8407240266 Forwards draft Topical Rept B-84-148, " IDCVP; Control Room 
HVAC Sys Performance Requirements." 

LEVIN* H. A. TERA Corp. 84/07/18. KEPPLER, J. O. Region 3. Office of 
Director. EISENHUT. D. 0. Division of Licensing. COOK. J. W. 

Consumers Power Co. 3pp. 25718:183. 24X Fiche: 50-329. 84/07/18. 

0407240266. 


— 8407240272 "IDCVP: Control Room HVAC Sys Performance Requirements. ** 
draft topical rept. 

* TERA Corp. 8-84-148 DRFT. 84/07/18. 92pp. 25718:186. 24X 

Fiche: 50-329. 84/07/18, 8407240266. 
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8407250217 Solicits support in resolution to call publici Congress & 
administration attention to concern over impending 
electricity shortage due to unnecessary cancellations of 
near-term plants under special interest group pressure. 

STARSZESKY, F. M. Bechtel Corp. 84/07/24. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, 4pp. 25735:054. 24X 

Fiche: 50-329, 84/07/24. 8407250217. 


■8407020125 Responds to N«C 840307 Itr re violations noted in IE Insp 
Repts 50-329/83-08 & 50-330/83-08. Correc t ive actions; Tech 
Specs revised to require subcontractor to notify Bechtel 
of significant safety concerns. 

COOK, J. W. Consumers Power Co. 84/06/08. KEPPLER, J. 0. Region 3i 
Office of Director. 23pp. 25220:063. 24X Fiche : 50-329, 84/06/26> 

8407020121. 


8407310172 Informs of 840709-10 telcon lu/R Ca 1 len , d irector of 
researc h, State of MI Public Svc Commission & of subsequent 
840710 conversation w/CPC executive vice president, S Hoiuell, 
re safety & status of const completion program. 

HARRISON, J. J. Region 3, Office of Director. 84/07/26, KEPPLER, J.G. 

Rec'cn 3, Office Dir-pctar 4pp. 25835:003. 24X 

Fiche i;C-32=J, »i/://2c, 8i:73:0:72 


F. Security, medical, emergency & fire protection plans 


8407130495 Public version of revised general ofc control ctr /emergency 
operations facility emergency plan implementing procedures, 
including GEN-2 re emergency telephone numbers GEN-3 re 
on-shift sys pouer c ontro 1 ler. W/OM Felton 840709 memo. 

BRADLEY, J. Consumers Pouer Co. 83/07/21. 109pp. 25582: 151. 24X 

Fiche: 50-000. 83/07/21, 0407130495. 


8407100299 Forwards safety analysis of safety parameter display sys, 
in response to Generic Ltr 82-33, Suppl 1 to NUREO-0737. Sys 
will be available for control room use during preoperat ional 
testing. 

COOKi J. M. Consumers Power Co. 84/06/28. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 45pp, 25511:253, 24X 

Fiche; 50-329, 84/06/28. 8407100299. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C. L, TDI (Transamerica Delaval, Inc. > Owners Group. 84/06/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121: 352. 24X Fiche: 50-000, 84/06/19, 8406250001. 


8407030333 Forwards OU Anders & M Sinclair statements from 840604 
meetings re revised const schedules St mgt appraisal Meetings 
documented in IE Insp Repts 50-329/84-12 & 50-330/84-12. 
WARNICK,R.F. Region 3, Office of Director. 84/06/27. Region 3, 
Office of Director. 32pp. 25272:098. 24X Fic h e : 50-329, 84/06/27, 

8407030333. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response CPost 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 840628031 1 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 It Other 
Anaerobic Adhesive /Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he; 50-000, 84/07/05, 8407030085 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation It Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089 


8407100239 Responds to util 840621 request to proceed w/pipe hanger Zr. 
whip restraint installation. Util authorized to initiate 
Phase 2 activities for hanger or restraint upon completion 
of hanger reinsp program. 

HARRISON, J. J. Region 3, Office of Director. 84/07/05. COOK, J. W 
Consumers Power Co. 2pp. 25511:339. 24X Fiche: 50-329, 84/07/05, 

8407100239. 


8407060043 Responds to 840510 ltr re util schedule for completion of 
plant & request that Caseload Forecast Panel evaluate 
schedule. NRC does not review const schedules to determine 
accuracy of util estimates. 

KEPPLER, U. G. Region 3, Office of Director. 84/06/29, SINCLAIR. M. 
Affiliation Not Assigned. 4pp. 25429:308. 24X 

Fiche: 50-329. 84/06/29, 8407060043. 


■8407100243 Requests NRC concurrence for util to initiate pipe 
whip restraint installation rework, release up to first sys 
anchor St destatus hangers requiring rework. 

QUAMME, D. L. Consumers Power Co. 84/06/21. HARRISON, J. J. 

3, Office of Director, 24pp. 25511:341. 24X 

Fiche: 50-329,84/07/05, 8407100239. 


hang«i 


Regioi 


Q. Inspection reports, IE Bulletins & correspondence 


8407030109 Forwards IE Insp Rept 50-330/84-17 on 840530 JJt 0601 No 
violations noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/15. COOK,J (4 
Consumers Power Co. 2pp. 25278:232. 24X Fiche: 50-330, 84/06/15, 

8407030109. 


—8407030117 IE Insp Rept 50-330/84-17 on 840530 Jt 0601. No violations 
noted. Major areas inspected : rad iati on protection program. 

GRANT, W. B. , GREGER,L. R. Region 3, Office of Director. 84/06/13 

4pp. 25278:234. 24X Fiche: 50-330, 84/06/15, 8407030109. 


Forwards IE Insp Repts 50-329/84-13 & 50-330/84-13 on 
840501-31. No noncompliance noted. 

WARNICK. R. F. Region 3, Office of Director. 84/06/20 COOK,J W 
25684:341. 24X Fiche: 50-329, 84/06/2oi 


6407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. 


Svc list 


end. 

JORDAN, E. L. Division of Emergency Preparedness Z^ Engineer ino 
Response (Post 830103). 84/07/06. Consolidated Edison Co of N« 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 840705027 


Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Zn Engineerino 
Response (Post 830103). 84/07/10. Consolidated Edison Co of N« 

York, Inc. 120 pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 840706025 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Functi 
Caused by Homan Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, V Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineerino 
Responee (Post 830103). 84/07/25. Consolidated Edison Co of Ne 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 840723007 


—8407190256 IE Insp Repts 50-329/84-13 & 50-330/84-13 on 840501-31 
noncomp I lance or deviations identified. Major areas inpected- 
const completion program activities, preoperational testing, 
remedial soils activities, meetings S, site tours 
GARDNER,R. N. , LANDSMAN, R, B. , BURGESS, B. L. Regions, Office of 
8407192^52. 24X Fiche: 50-329, 84/06/2 


"Independent Verification." Svc 


8406250214 IE, Info Notice 84-51, 
end. 

JORDAN, E.L Division of Emergency Preparedness *c Engineerino 
Response (Post 830103). 84/06/26. Consolidated Edso^ Co' of N, 

0 k, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 84062502 


8407020121 Ack receipt of 840608 ltr informing NRC of steps taken to 
mLtinJ ^^'^^' ^ withdrawn as noncompl iance, per 840618 


SPESSARD, R. L. Division of 
Consumers Power Co, 2pp 
8407020121. 


Engineering, 84/06/26. COOK, J. W. 
25220: 061. 24X Fiche: 50-329, 84/06/26, 


R. Periodic operating reports & related correspondence 


/ uTTUtfUdBC r oru;«r as 


, . 7’’" ww. p ^ iiuiiuuttTvrmance r eo t;is # o ua 1 i tu 

action requests, corrective action repts & QA findings for ' 

May 1934, per condition of memorandum & 730323 Order 

ALAB-X06. 


COOK, J. W. Consumers Power Go. 84/06/25. 
Office, Office of Inspection and Enforcemen 
24X Fiche: 50-329, 84/06/25, 8407090202. 


DEYOUNG, R, C. 
t. 7839pp. 


Director ' 
25466; 001 . 


8407200062 Forwards (Quarterly Rept 46. p er ALAB-106 for Jol 1984- 

wttp V 

COOK, J. W. Consumers Power Co. 84/06/30. DEYOUNG, R c 

Office, Office of Inspection and Enforcement 2569100? 

24X Fiche: 50-329, 84/06/30,8407200062. '^vupp. 25696.001. 


8407170371 Forwards Const Imp 
840625-29. 

KARR, J. E. Stone & Webster, 
Office of Director. I6pp 
8407170371. 


lementation Overview Weekly Rept 55 fon 


Inc. 84/07/06. 
25619:074. 24X 


KEPPlER, j. O. Region : 
Fiche: 50-329, 84/07/06, 
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8407300198 Fortuards Const Implementation Overview Weekly Rept 57 for 
340709-13. 

KARR.J. E. Stone Webster, Inc. 84/07/18. KEPPLER. J. G. Region 3. 
Office of Director. 15pp. 25803:156. 24X Fic h e : 50-329, 84/07/ IS, 

8407300198. 


S. Reportable occurrences, LERs & related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs>air 
start valve cap screws, fue 1 oil injection tub ing , DSR-4a 
connecting rods 8< crankshaft. 

RAYiC.L, TDI (Transamer ica Delaval. Inc. ) Owners Group. 84/06/20. 
BERLINGER,C. Director's Office, Office of Inspection and 
Enforcement. 5lpp. 25549:087. 24X Fiche: 50-000, 84/06/20, 

6407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche: 50-000, 84/06/20, 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. " 
YANG. R. Transamerica Delaval, Inc. 84/04/04 . 36pp. 25549:144. 

24X Fiche: 50-000. 84/06/20. 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation." 

D'AMATQ, J. Stone & Webster Engineering Corp. 84/06/19. 17pp, 

25549:180. 24X Fiche; 50-000, 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants ?>( NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C.L. TDI (Transamer i ca Delaval, Inc. > Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707; 172. 24X Fiche; 50-000. 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAY. C. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fiche: 50-000, 84/06/20, 8407230126. 


8407020075 PNO-1 1 1-84-051 : on 840627, util officials recommended to Board 
of Directors that all work at facility be halted due to 
break-off in negotiations w/coalition of state, community & 
public interest groups. 

HARRISON, J. , WARNICK, R. Region 3, Office of Director, 84/06/26. 

Ip. 25218:361. 24X Fic h e ; 50-329. 34/06/26. 8407020075. 


8407030440 PN0-II1-84-051A; on 840626. 1 i cense e began orderly shutdown of 
plant it sent home 1,500 craftsmen, p end ing util decision re 
future of project. 

HARRISON, J., WARNICK, R. Region 3. Office of Director. 84/06/27. 

Ip. 25239:079. 24X Fiche: 50-329, 84/06/27, 8407030440, 


8407160103 Interim deficiency rept re reactor bldg spray piping 
supports. All engineering corrective actions comp lets. Mat 1 
required for repairs procured. Next rept will be submitted by 
850125. 

COOK, J. W. Consumers Power Co. 34/06/29. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 25589:359. 24X Fiche: 50-329. 84/06/29, 

8407160103. 


8407160173 Interim deficiency rept re sys for processing field changes 
for project design documents. Program initiated for document 
review, audit performed interface procedure implemented. 

Next rept will be submitted by 841231, 

COOK, J. W, Consumers Power Co. 84/06/29. KEPPLER, J.O. Region 3, 
Office of Director. 10pp. 25592:185. 24X Fiche: 50-329, 84/06/29, 

8407160173. 


— 8407160175 Rev 18 to Procedure R8-084-01, "Interface Control for 
Interorganizational Processes. " 

» Bechtel Corp. 84/04/30. 11pp. 25592:195. 24X 

Fiche: 50-329, 84/06/29, 8407160173. 


8407170386 Interim deficiency rept re del ivered, safety-re lated ITT 
General Controls electrical equipment not meeting project 
requirements. Evaluation underway. Interim or final rept 
expected by 841231. 

COOK, J. W. Consumers Power Co. 04/06/29. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 25612:296. 24X Fiche: 50-329, 84/06/29, 

8407170386 . 


8407230194 Final deficiency rept re attachment of non-q/non-seismic 
piping to component water sys. Initially reported on 831216. 
Investigation comp leted. Training session held to reinstruct 
design stress group on total loads. 

COOK, J. W. Consumers Power Co. 84/06/30. KEPPLER, J. G. Region 3, 
Office of Director. 6pp. 25709:358. 24X Fiche : 50-329, 84/06/30. 
8407230194. 


8407090106 Comments on BNWL draft rept, "Review ?< Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate & logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWQOD, J. B. Massachusetts Institute of Technology, Cambridge. MA. 
84/07/03. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche; 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review it BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche; 50-000, 84/07/05, 

8407110433. 


8407120389 Board Notification 84-127: forwards info re TDI Owners Group 
repts it conflict of interest determination concerning PNL. 

EISENHUT, D. O. Division of Licensing. 84/07/05. PALLADINO 
Consolidated Edison Co. of New York, Inc. GILINSKY, ROBERTS 
Commissioners. 5pp. 25730:149. 24X Fiche ; 50-000, 84/07/05, 

8407120389. 


8407230098 Interim deficiency rept re differential settlement between 
diesel generator structure St pedestal. Svc water piping 
mod if led, investigation of similar conditions completed St 
personnel retrained . Ne x t rept expected by 840928. 

COOK, J. W. Consumers Power Co. 84/07/06. KEPPLER, J. G. Region 3, 
Office of Director. 6pp. 25710:051. 24X Fiche: 50-329, 84/07/06, 

8407230098. 


8407160153 Final deficiency rept re excessive wear to Pacific Air 
Products linear converter shaft guides. Initially reported 
on 840228. Vendor drawings reviewed to ensure all 
safety-related dampers identified. 

COOK, J. W. Consumers Power Co. 84/07/09. KEPPLER, J. G. Regions. 
Office of Director. 8pp. 25596:128. 24X Fiche: 50-329. 84/07/09. 

8407160153. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13. 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche; 50-000, 84/07/13. 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C.L. Duke Power Co. 84/07/16. DENTON. H.R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

♦ Stone ?( Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16, 8407190249. 


8407260465 Forwards "Review it Evaluation of TDI Diesel Generator 
Owners Group Program Plan. '* 

EISFNHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161, 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fich e: 50-000, 84/07/16, 8407260465. 


8407200194 PNO-1 1 1-84-057: on 840716, const activities stop ped . Const 
personnel laid off beginning 840717. Caused by failure to 
reach agreement w/group of major industrial customers on 
future financing for completion of plant. 

HARRISON, J., WARNICK, R. Region 3, Office of Director. 84/07/17. 
Ip. 25693:077. 24X Fiche; 50-329, 84/07/17, 8407200194. 
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B407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft/ cyl inder heads & connecting rods. 

BERLINGER- C. H. Division of Licensing. 84/07/23. GEORGE. J. B. TDI 
(Transamerica Delaval. Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000. 84/07/23. 3407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis. “ prepared for TDI Diesel 
Generator Owners Group. 

RAY. C. L. TDI (Transamer ica Delaval. Inc, > Owners Gpoup. 84/07/24. 
DENTQM. H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25802:061. 24X Fiche: 50-000. 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. “ 

■* Stone 8t Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000. 84/07/24. 8407300301. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984. re key engine 
component endurance testing. per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY. C. L. TDI (Transamerica Delaval. Inc.) Owners Group. 84/07/26. 
BERLINGER. C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828: 239. 24X Fiche: 50-000, 34/07/26, 8407310248. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app licants. Svc list 
end. 

EISENHUT. D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407060163 Provides list of practices NRC utilizes in implementing 
provisions of NUREG-1021. "Operator Licensing Examiner 
Stds. " concerning administration of simulator exams. 

WALKER, R. D. Region 3. Office of Director. 84/07/02. COOK, J. W. 
Consumers Power Co. 2pp. 25422:150. 24X Fi che: 50-329. 84/07/02. 

8407060163. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp, 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 


84072401X2 Forwards public version of Rev 5 to Emergency Plan 
Implementing Procedure EPIP 1. 2 re notification St Rev 19 to 
index. 

WILSON, D. L. Iowa Electric Light St Power Co. 83/11/02. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25752:241. 
24X Fiche: 50-331. 83/11/02, 8407240112. 


— 8407240118 Public version of Rev 5 to Emergency Plan Implementing 
Procedure EPIP 1.2, "Notification" & Rev 19 to index. 

W/J Felton 840714 release memo. 

WILSON. D. L. Iowa Electric Light St Power Co. 83/10/31. 24pp. 

25752:243. 24X Fiche: 50-331, 83/1 1/02, 84072401 12. 


8407250550 Forwards order imposing civil monetary penalty re violations 
noted during 831220-22 physical protection insp. based on 
util 840412 response to 840313 notice of violation St 
proposed imposition of civil penalty. 

DEYOUNG, R.C. Director's Office. Office of Inspection and 
Enforcement. 84/07/17. LIU. L. Iowa Electric Light St Power Co. 

2pp. 25778:272. 24X Fiche: 50-331, 84/07/17, 8407250550. 


— 8407020153 Rev 2 to updated FSAR for Duane Arnold Energy Ctr. 

* Iowa Electric Light St Power Co. 84/06/30. 832pp. 25220: 123. 

24X Fiche: 50-331, 84/06/29. 8407020151. 


P, Operating license stage documents St correspondence 


8407110027 Forwards SER re responses to Generic Ltr 81-04 requiring 
review of ASME Code Class 1 Sc 2 pressure boundary piping 
safe ends St fitting matls to determine compliance w/Rev 1 
to NUREG-0313. Responses do not comply w/gu i d el ines. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/15. LIU. L. Iowa 

Electric Light St Power Co. 3pp. 25547:182. 24X 

Fiche: 50-331 , 84/06/15, 8407110027. 


--8407110039 SER re IGSCC in RCPB piping sys.Util response not in 
compliance w/NUREG-0313, Rev 1 guidelines. 

* Office of Nuclear Reactor Regulation, Director. 84/06/15. 4pp. 
25547:185. 24X Fiche: 50-331. 84/06/15. 84071 10027. 


— 8405310324 Rev 1 to "Technical Evaluation of Integrity of Duane Arnold 
Reactor Coolant Boundary Piping Sys. " 

NAGATA. P, K. EOStG. Inc. FIN A-6429. ECG-FM-6245 ROl. 83/06/30. 

KOO.W.H. Divisi'on of Engineering. 44pp. 25547:189. 24X 

Fiche: 50-331. 84/06/15. 8407110027. 


8407030163 Forwards Pages X-3 8< X— 4 of 840531 response to request for 
addl info re environ qualification program. Pages omitted due 
.,to reproduction error. 

MCGAUGHY. R. W. Iowa Electric Light St Power Co. 84/06/22. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 3pp. 
25267:332. 24X Fiche: 50-331. 84/06/22. 8407030163. 


8407100667 Forwards Amend 102 to License DPR-49 St safety evaluation. 
Amend revises Tech Specs to satisfy requested surveillance 
requirements re lo-lo setpoint function St MSIV isolation 
water level setpoint lowering. 

THADANI.M. C, Operating Reactors Branch 2. 84/06/25. LIU, L. Iowa 

Electric Light St Power Co. 2pp. 25516:153. 24X 

Fiche: 50-331 . 84/06/25. 8407100667. 


— 8407100670 Amend 102 to License DPR-49. revis ing Tech Specs to satisfy 
requested surveillance requirements re lo-lo setpoint 
function St MSIV isolation water level setpoint lowering. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/06/25. Upp. 

25516:155. 24X Fiche: 50-331. 84/06/25. 8407100667. 


— 8407100672 Safety evaluation supporting Amend 102 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director. 84/06/25, 2pp. 
25516:166. 24X Fiche: 50-331. 84/06/25. 8407100667. 


8407090217 Responds to request for expected completion for each 
recommendation contained in OE SIL 402, "Wetwell/Drywell 
Inerting. " Nitrogen inerting sys adequate to prevent 
injection of cold nitrogen into containment. 

MCGAUGHY. R. W. Iowa Electric Light 8< Power Co. 84/06/29. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 3pp. 
25445: 295. 24X Fiche: 50-331. 84/06/29, 8407090217. 


8407090247 Requests addl time to respond to Generic Ltr 84-09, 
"Recombiner Capability Requirements of 10CFR50. 44< c ) . " Addl 
time required to review BWR Owners Group generic studies. 

Response expected by 840727. 

MCGAUGHY, R. W. Iowa Electric Light St Power Co. 84/06/29. 

DENTON, H. R; 0^ Nuclear Reactor Regulation. Director. Ip. 

25452:033. 24X Fiche: 50-331. 84/06/29. 8407090247. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8< amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06. 8407060097. 


8407100407 Forwards response to hWC 840508 request for addl info re 
electrical isolation of safety parameter display sys SAR & 
implementation plan. 

MCGAUGHY. R. W. Iowa Electric Light & Power Co. 84/07/06. DENTON, H. 
Office of Nuclear Reactor Regulation. Director. 6pp. 25509:024. 

24X Fiche: 50-331. 84/07/06, 8407100407. 
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8407250096 Forwards Amend 103 to License DPR-49 & safety evaluation. 
Amend revises Tech Specs to incorporate changes 're 
NUREG-0737. Items II. F. 1.1 & II. F. 1.2 requirements# p er 
Generic Ltr 83-36. 

THADA^4I, M. C. Operating Reactors Branch 2. 84/07/09. LIU# L. louia 

Electric Light Power Co. 2pp. 25755:224. 24X 

Fiche: 50-331 . 84/07/09. 8407250096. 


— 8407250099 Amend 103 to License DPR-49, revis ing Tech Specs to 
incorporate changes re NUREG-0737, Items II. F. 1.1 8< II. F. 1.2 
requirements# per Generic Ltr 83-36. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/07/09. 8pp. 

25755:226. 24X Fi c h e : 50-331 . 84/07/09# 8407250096. 


— 8407250104 Safety evaluation supporting Amend 103 to License DPR-49. 

« Office of Nuclear Reactor Regulation# Director. 84/07/09. 2pp. 
25755: 234. 24X Fiche: 50-331# 84/07/09# 8407250096. 


8407170364 Requests that proprietary GE Repts NEDC-22082-P# "Duane 
Arnold Energy Ctr Suppression Pool Temp Response" 8t 
NEDE-30051# "Analysis of Reduced RHR Svc Water Flow at 
Duane Arnold Energy Ctr, " be withdrawn & returned. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 84/07/12. DENTON# H. 
Office of Nuclear Reactor Regulation, Director. Ip. 25612:295. 24X 

Fiche: 50-331, 84/07/12. 8407170364. 


8407260012 Provides revised response to Generic Ltr 83-36, “NUREO-0737 

Tech Specs, " per 840416 & 0613 requests to include listed 
aspects re control room habitability requirements. 

Justification of plan not to incorporate provisions end. 

MCGAUGHY, R. W. Iowa Electric Light «« Power Co. 84/07/20. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 4pp. 
25776:331. 24X Fiche: 50-331# 84/07/20# 8407260012. 


Q. Inspection reports. IE Bulletins 8t correspondence 


8407170559 IE Insp Rept 50-331/84-07 on 840401-0531. No noncompliance 
noted. Major areas inspected : licensee actions on previous 
insp findings# operational safety# maint, surveil lance#LERs# IE 
b ulletins# TMI items & containment leak rate testing. 

BOYD.D. C. Region 3. Office of Director. 84/06/14. 10pp. 

25627:050. 24X Fithe: 50-331# 84/06/19# 8404170555. 

/ 

8407170555 Forwards IE Insp Rept 50-331/84-07 on 840401-0531 . No 
noncompliance noted. 

SHAFER# W.D. Region 3# Office of Director. 84/06/19. LIU#L. Iowa 
Electric Light Power Co. 2pp. 25627:048. 24X 

Fiche: 50-331 # 84/06/19# 8407170555. 


8406250214 IE Info Notice 84-51# "Independent Verification." Svc list 
end. 

JORDAN# E. L, Division of Emergency Preparedness «« Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York# Inc. IS^pp. 25535:160. 24X Fiche: 50-000, 84/06/26# 8406250214. 


8406230311 IE Info Notice 84-52# "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York# Inc. 124pp. 25602:151. 24X Fiche: 50-000# 84/06/29# 840628031 1. 


8407030035 IE Info Notice 84-53# "Info re Use of Loctite 242 It Other 
Anaerobic Adhesive/Saalants, " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York# Inc, 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05# 8407030085. 


8407030089 IE Info Notice 84-54# "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). S4/07/05. Consolidated Edison Co. of New 

York# Inc. 122pp. 25602:032. 24X Fiche: 50-000# 84/07/05# 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness tk Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of Now 

York# Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06# 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minuto Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. I20pp. 25865:166. 24X Fiche: 50-000# 84/07/10. 8407060251. 


8407200166 EN-84-01 lA: on 840717. not ic e of violation & proposed 
imposition of civil penalty in amount of $20,000 issued to 
licensee. Action based on failure to control access to 
vital area. 

ORIMSLEY.D. . AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement. 84/07/11. Ip. 25692:164. 24X Fiche: 50-331. 84/07/11. 

8407200166. 


8407230155 Responds to IE Bulletin 84-02 re GE Type HFA relay failures, 
per util 830916 ltr it 830921 confirmatory action ltr. 

Replacement of Lexan core deenergized relays unnecessary. 

Nylon & Lexan energized relays replaced as listed. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 84/07/16. 

KEPPLER.J. G. Region 3# Office of Director. 6pp. 25705:010. 24X 

Fiche: 50-331# 84/07/16# 8407230155. 


8407250550 Forwards order imposing civil monetary penalty re violations 
noted during 831220-22 physical protection insp# based on 
util 840412 response to 840313 notice of violation it 
proposed imposition of civil penalty. 

DEYOUNG# R.C. Director's Office# Office of Inspection and 
Enforcement. 84/07/17. LIUfL. Iowa Electric Light & Power Co. 

2pp. 25778:272. 24X Fiche: 50-331. 84/07/17, 8407250550. 


— 8407250552 Order imposing civil monetary penalty in amount of $20,000 
re violations noted during 831220-22 physical protection 
insp. 

DEYOUNG# R.C. Director's Office# Office of Inspection and 
Enforcement. 84/07/17. Iowa Electric Light it Power Co. 3pp. 
25778:274. 24X Fiche: 50-331, 84/07/17, 8407230550. 


8407230079 IE Info Notice 84-58# "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit# Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26037:245. 24X Fiche: 50-000# 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


8407240424 Monthly operating rept for June 1984. W/a40713 ltr. 

PUTNAM, K.S.# MINECK.D. L. Iowa Electric Light it Power Co. 84/06/30. 

Director's Office# Office of Inspection and Enforcement. 8pp. 
25730: 238. 24X Fiche: 50-331 . 84/06/30# 8407240424. 


S. Reportable occurrences, LERs it related correspondence 


8407030144 Response to FOIA request for documents re TDI diesel 
generators it list of problems it defects which have occurred 
w/use or testing of generators. 

FELTON# J. M. Division of Rules and Records. 84/05/22. BELL. N. 
Nuclear Information it Resource Service. 2pp. 25409:319. 24X 

Fiche: 50-000# 04/05/22. 8407030144. 


— 8404100285 Advises that NRR actions on TIA 83-95 re HFA relay 
end-of-life failures completed w/issuance of IE Bulletin 
84-02. 

EISFNHUT, D. 0. Division of Licensing. 84/04/02. JORDAN# E. L. 
Division of Emergency Preparedness it Engineering Response (Post 
830103). Ip. 25409:336. 24X Fiche: 50-000. 84/05/22. 8407030144. 


8407100534 Forwards Rev 1 to "Evaluation of 831028 Scram Event at 
Duane Arnold" as followup to 831121 ltr. Visual insp of 
piping supports revealed no indications of damage tk GE 
calculations yielded loads bounded by design basis case. 

MCGAUGHY# R. W. Iowa Electric Light 8< Power Co. 84/06/29. DENTON. H. 
Office of Nuclear Reactor Regulation# Director. 2pp. 25464:335. 
24X. Fiche: 50-331# 84/06/29# 8407100534. 


— 8407100539 Rev 1 to "Evaluation of 831028 Scram Event at Duane Arnold 
Energy Ctr, " 

CHI.L, L. # HAYES# F.R.# SOZZI.O, L. General Electric Co. AE-15-0284 
ROl. 04/06/30. 2lpp. 25464:337. 24X Fiche: 50-331# 84/06/29. 

8407100534. 


8407120182 Advises that AEOD Case Study C404# "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors# " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H.R. Office of Nuclear Reactor Regulation# Director, 
84/07/05. HELTEMES, C. J. Director 's Of f ice. Ip. 25559:007. 24X 

Fiche: 50-000# 84/07/05# 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
EcLuipment at Commercial Power Reactors#" case study rept. 
EL-ZEFTAWY. M. Director's Office. 84/06/30, 46pp. 25559:009. 

24X Fiche: 50-000. 84/07/05# 8407120182. 



;_-r veil lance test for standby 
1 r r. e : on high 

2,400 kW. Caused by 


8407100004 LER 34-021-00': on 840^:1". 

diesel generator S operafa i ii ■ 

crankcase pressure uhi le loaded to app , 4 , 

scavenging air fclouer failure. Blower repa ir ed. W/840706 Itr^ 
SMITH. J C , MINECK.D. L. Iowa Electric Light S( Power Co. E 
lOpp 25512-148. 24X Fi c he : 50-331 , 84/07/06. 8407100004. 


8407250586 LER 84-020-00: on 840617.20 & 0710. spurious initiation 
signals from control bldg air intake radiation monitor A 
automatically started standby filter unit A. Caused by high 
moisture or thunderstorms. W/S40717 Itr. 

KEITH. W.. MINECK. D.L. loua Electric Light & Power Co. 84/07/17. 
3pp. 25764:242. 24X Fiche; 50-331. 84/07/17. 8407250586. 


0407270293 LER 84-022-00: on 840619. spur i o us isolation signal caused 
primary containment Group III isolation 8 e standby gas 
treatment sys actuation. Init iation setpoint not reached. Sys 
restored to normal operation. M/840716 Itr. 

PUTNAM. K. S. . MINECK. D. L. Iowa Electric Light Se Power Co. 84/07/19. 
3pp. 25792:344. 24X Fiche: 50-331. 84/07/19. 8407270293. 


j. Insurance & indemnity information 


8407130310 Forwards Endorsements 65 & 66 to MAEL.U Policy MF 77 St 
Endorsements 76 & 77 to NELIA Policy NF-208. SALTZMAN. J 

GOLDEN. M. P. Marsh St McLennan, Inc. 

Assistant Director for State St Licensee Relations 
24X Fiche: 50-333. 84/07/09. 8407130310. 


5pp. 


25565: 026. 


K. Utility Final Safety Analysis Report (FSAR) 

8407250359 Rev 2 to updated FSAR for JA ‘ '"•J'' “ ‘ j J 
Plant. W/three oversiie drawings. Aperture cards available 

PDR. W/B40720 Itr. , ,, VnT>ir 94/07/31 

BAYNE, J.P. Power Authority o-f the State 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 18 pp. 
25744: 001. 24X Fiche: 50-333. 84/07/31. 84072503 59. 


P. Operating license stage documents St correspondence 


8407270322 LER 84-023-00; on 840619. w/p iant at 757. power, surveillance 
test revealed three of four reactor high pressure switches 
out of tolerance in nonconservative direction. Switches 
recai ibr. re turned to svc St retested. W/a407l9 Itr. 

HARRIS. K. S. . MINECK.D. L. Iowa Electric Light S; Power Co. 84/07/19. 
3pp. 25792:330. 24X Fiche: 50-331. 84/07/19. 8407270322. 


8407110075 Forwards safety evaluation denying 84-0126 request for 
temporary exemption from requirements of licensed operator 
staffing role, all owing one senior reactor operator per shift 

EISENHUT. D. G. Division of Licensing. 84/06/20- BAYNE. J.P. P 
Authority of the State of New York. 2pp. 25540:265. 24X 

Fiche: 50-333. 84/06/20. 84071 10075. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app licants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407060238 Provides list of NRC practices in implementing provisions 
of NUREG-1021, “Operator Licensing Examiner Stds, " 
concerning administration of simulator exams. 

WALKER. R. D. Region 3, Office of Director. 84/07/02 LIU. L. Iowa 
Electric Light & Power Co. 2pp. 25426:062. 24X 

Fiche: 50-331, 84/07/02. 8407060238. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees. applicants 
for OLs.NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications St exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Mew York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


— 8407110078 Safety evaluation denying 840126 request for reduction of 
licensed operator staffing from two senior reactor operators 
per shift to one until June 19B5. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 4pp. 
25540: 267. 24X Fiche; 50-333.84/06/20. 8407110075. 


8407110223 Forwards safety evaluation & EGStQ 
IGSCC in RCPB piping sys 8 t compliance w/Rev 
Evaluations should be used in responding to 
Ltrs 84-11 St 84-07. 

VASSALLO, D. B. Operating Reactors Branch 2. 
Power Authority of the State of New York. 
Fiche: 50-333, S4/06/20. 84071 10223. 


technical evaluation re 
1 to NUREO-0313. 

Gener ic 

B4/06/20. BAYNE. J. P, 
3pp. 25538: 184. 24X 


—8407110243 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 & 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 4pp, 
25538: 187. 24X Fiche: 50-333. 84/06/20. 84071 10223. 


— 8407110255 "Technical Evaluation of Integrity of UA Fitxpatrick Nuclear 
Power Plant Reactor Coolant Boundary Piping Sys. '• 

NAGATA, P. K. EG&G. Inc. FIN A-6429. EGG-FM-625S>. 83/08/31. 

KOO.W.H. Division of Engineering. 40pp. 25538: 191. 24X 

Fiche; 50-333. 84/06/20. 8407110223. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency fire protection plans 


8407240078 Forwards "Emergency Response Plan Exercise for 
JA Fitzpatrick Nuclear Power P lant, 840718. " 

BAYNE. J.P. Power Authority of the State of New York, 84/05/31. 
MURLEY, T. E. Region 1. Office of Director. 445pp. 25712:234. 24X 

Fiche: 50-333. 84/05/31. 8407240078. 


8407110002 Summary of 840510 meeting w/util re comments contained in 
NRC 840222 ltr concerning detailed control room design 
review, per Suppl 1 to NUREG-0737. 

ABELSON, H. I. Operating Reactors Branch 2. 84/06/27. Operating 

Reactors Branch 2. 4pp. 25547:083. 24X Fic he: 50-333, 84/06/27, 

8407110002- 


8407200086 Forwards clarification of 820226 exemption requests from 
10CFR50. 48 <t App R requirements. Some amends to exemption 
requests may not have been considered. Revs or amends to NRC 
840201 exemptions anticipated. 

BAYNE, J.P. Power Authority of the State of New York. 84/07/16. 
VASSALLO. D. B. Operating Reactors Branch 2. 6 pp. 25693:170. 24X 

Fiche: 50-333. 84/07/16, 8407200086. 


8407270264 Application for Amend 80 to License DPR-59. correcting 
typographical error on Tech Spec Page 244a re pump test 
frequency. Frequency should be once per month. 

BAYNE, J. P. Power Authority of the State of New York, 84/07/24. 
VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 25788:346. 24X 

Fiche; 50-333,84/07/24,8407270264. 


— 8407270266 Proposed change to Tech Spec Page 244a. revi s ing pump test 
frequency to once per month. 

•* Power Authority of the State of Neu York. 84/07/24. Ip. 

257B8; 34S. 24X Fiche; 50-333, 84/07/24, 8407270264. 


8407110470 Forwards Amend 81 to License DPR-59 Se safety evaluation. 
Amend revises Section 3. 7. A. 9. a of Tech Specs permitting 
isolation of primary containment atmosphere monitoring sys 
when post-accident sys tested. 

ABELSON, H.I. Operating Reactors Branch 2. 84/06/28. BAYNE. J. P, 

Power Authority of the State of New York. 2pp, 25547:340. 24X 

Fiche: 50-333, 84/06/28.8407110470. 


— 8407110471 Amend 81 to License DPR-59, revi a ing Tech Specs Section 
3. 7. A. 9. a permitting isolation of primary containment 
atmosphere monitoring sys when post-accident sampling sys 
tested for operability or used for personnel training. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/28, 4pp. 

25547: 342. 24X Fiche: 50-333, 84/06/28, B4071 10470. 


— 8407110480 Safety evaluation supporting Amend 81 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director. 84/06/28. 2pp 
25547: 346. 24X Fiche; 50-333. 84/06/28. 0407110470. 


8407060214 Advises that plant recombiner capability not required per 
criteria discussed in Generic Ltr 84-09. Review of Mark I 
Owners Group generic study determined recombiner not 
required for BWRs w/inerted containments, 

BAYNE, J.P. Power Authority of the State of New York, 84/06/29. 
VASSALLO. D. B. Operating Reactors Branch 2. 3pp. 25426:217. 24X 

Fiche: 50-333, 84/06/29, 0407060214. 


8407090243 Forwards programs, p Ians & schedules re Generic Ltr 83-28. 
"Generic Implications of Salem ATWS Events. " Procedure for 
post-trip evaluation end, 

BAYNE. J.P. Power Authority of the State of New York. 84/06/29. 
VASSALLO. D. fl. Operating Reactors Branch 2. 23pp. 25445: 159. 24X 

Fiche: 50-333. 84/06/29, 8407090243. 


— 8407090245 Procedure 23, "Post-Trip Evaluation. " 

♦ Power Authority of the State of New York. 84/02/09. I5pp. 
25445:182. 24X Fiche : 50-333. 84/06/29, 8407090243 
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8407100287 Submits amend to statement re installation of analog trip 
sys provided in 840619 update of previous responses to 
NUREO-0737, Item II.K. 3. 16. "Reduction of Challenges & 

Failures of Relief Valves ~ Feasibility Study & Sys Mod. " 

BAYNE. J. P. Power Authority of the State of New York. 84/06/29. 
VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 25464:001. 24X 

Fiche: SO-333. 84/06/29, 8407100287. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve Sc maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. O. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407230009 Confirms info provided in telcon re NUREG-0737, Item II. B. 3, 
"Post-Accident Sampling Sys." Personnel will be trained 
annually St training sessions held semiannually. 

BAYNE, J. P. Power Authority of the State of New York. 84/07/16. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25706:025. 24X 

Fiche: 50-333, 84/07/16, 8407230009. 


8407270268 Forwards req.ue5t for addl info Sc preliminary assessment re 
Multi-Plant Action F-55 (TMI II. K. 3. 28), "Qualification of 
Automatic Depressurization Sys Accumulators, " per 
10CFR50. 54( f ). Response requested within 45 days. 

EISENHUT, D. G. Division of Licensing. 84/07/16. BAYNE, J. P. Power 
Authority of the State of New York. 6pp. 25811:170. 24X 

Fiche: 50-333, 84/07/16, 8407270268. 


8407260299 Notification of 840808-09 meetings w/util in Oswego, NY to 
discuss technical review of App I radiological environ 
Tech Specs. 

ABElSON,H. I. Operating Reactors Branch 2. 84/07/23. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip. 25791:350. 24X 

Fiche: 50-333, 84/07/23, 8407260299. 


8407270264 Application for Amend 80 to License DPR-59, correcting 
typographical error on Tech Spec Page 244a re pump test 
frequency. Frequency should be once per month. 

BAYNE, J. P. Power Authority of the State of New York. 84/07/24. 
VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25788:346. 24X 

Fiche; 50-333, 84/07/24, 8407270264. 


— 8407270266 Proposed change to Tech Spec Pag# 244a, revis ing pomp test 
frequency to once per month. 

* Power Authority of the State of New York. 84/07/24. Ip. 

25788 : 348. 24X Fiche: 50-333, 84/07/24, 8407270264. 


Q. Inspection reports, IE Bulletins U correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at facilities. Response 
requested within 60 days, 

EBN£TER,S, D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407110223 Forwards safety evaluation ^ EWkO technical evaluation re 
lOSCC in RCPB piping sys & compliance w/Rev 1 to NUREG-0313. 
Evaluations should be used in responding to Generic 
Ltrs 84-11 Sc 84-07. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/06/20. BAYNE, J. P. 

Power Authority of the State of New York, 3pp. 25538: 184 . 24X 

Fiche: 50-333, 84/06/20, 8407110223. 


— 8407110243 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 Sc 84-11. 

* Office of Nuclear Reactor Regulation, Director. 84/06/20. 4pp. 
25538:187. 24X Fiche: 50-333, 84/06/20, 84071 10223. 


— 8407110255 "Technical Evaluation of Integrity of JA Fitzpatrick Nuclear 
Power Plant Reactor Coolant Boundary Piping Sys." 

NAOATA, P. K. EOScG, Inc. FIN A-6429. EOO-FM-6259. 83/08/31. 

KOO, W. H. Division of Engineering. 40pp. 25538:191. 24X 

Fiche: 50-333, 84/06/20, 8407110223. 


8406230311 IE Info Notice 94-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Sc Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of Neu 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29. 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8c Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neu 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Sc Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Pr»paredness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neu 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of Neu 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407240074 Responds to action requests re failures of OE Type HFA 
relays in use in Class IE safety sys, per IE Bulletin 84-02. 

Seven coils replaced du# to indications of deterioration 
within coil windings. 

MCNEILL, C. A. Power Authority of the State of New York. 84/07/06. 
MURLEY. T. E. Region 1, Office of Director. 5pp. 25723:133. 24X 
Fiche: 50-333, 84/07/06, 8407240074. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp. 25065:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407250237 Forwards NRR SALP input for Jan 1983 - Jon# 1984 to be 
discussed at 840813 meeting. Overal 1 rating of Category 2 
assigned. 

ABELSON.H. I. Operating Reactors Branch 2. 94/07/19. STAROSTECKI, R. 

Division of Project it Resident Programs. 6pp. 25778:145. 24X 

Fiche: 50-333,84/07/19, 8407250237. 


8407230079 IE Info Notice 34-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports 8« related correspondence 


8407130199 Monthly operating rapt for June 1984. W/840709 ltr. 

MCNEILL, C. A. , COOK, J. Power Authority of the State of New York. 
84/06/30. 7pp. 25562:352. 24X Fic he: 50-333. 84/06/30, 8407130199. 


S. Reportable occurrences, LERs Sc related correspondence 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES. C. J. Director 's Of flee. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, “ case study rept. 
EL-ZEFTAWY, M, Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000,84/07/05, 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL applicants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 
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8407030097 Generic Ltr 84-17 to all power reactor licenseesi applicants 
for QLs,NSSS vendors, reac tor vendors S: AEs re annual meeting 
to discuss recent developments concerning operator training. 
q,ualif ications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency 4c fire protection plans 


8407100486 Forwards scope & objectives for scheduled 840627 full-scale 
emergency exerc ise. Development of scope & objectives 
entailed coordinated effort between util 8c state 4c local 
govt agencies to achieve exercise goals. 

CAREY. J.U. Duguesne Light Co. 84/04/02. MURLEY, T. A. Region 1. 
Office of Director. 25pp. 25459:293. 24X Fi che: 50-334. 84/04/02, 

8407100486. 


— 8407100489 Forwards "Beaver Valley Power Station 1984 Annual Emergency 
Preparedness Exercise. *' 

CAREY. J.J. Duquesne Light Co. 84/05/10. MURLEY. T. A. Region 1. 
Office of Director. 2pp. 25459:318. 24X Fic he: 50-334, 84/04/02. 
8407100486. 


— 8407100492 "Beaver Valley Power Station 1984 Annual Emergency 
Preparedness Exercise. " 

♦ Duquesne Light Co. 84/05/10. 7l5pp. 25459:320. 24X 

Fiche: 50-334. 84/04/02. 8407100486. 


8407110020 Forwards IE Insp Rept 50-334/84-12 on 840505-0601. No 
violations noted. 

STARQSTECKI. R. Division of Project 4c Resident Programs. 84/06/15. 
CAREY. U. J. Duquesne Light Co. 2pp. 25526:149. 24X 

Fiche: 50-334, 84/06/15. 8407110020. 


— 8407110026 IE Insp Rept 50-334/84-12 on 840505-0601. No violations 
noted. Major areas inspected: plant operations, housekeep ing, 
fire protection, rad iological controls, physical security, 
surveillance program Zt lAaint activities. 

TROSKOSKI, W. M. , JOHNSON. L. E. , TRIPP, L.E. Region 1, Office of 
Director. 84/06/08. 16pp. 25526:151. 24X Fiche: 50-334. 84/06/15. 

8407110020. 


8407170206 Forwards IE Insp Rept 50-334/84-11 on 840430-0504. No 
violations noted. 

MARTIN.T, T. Division of Engineering & Technical Programs. 84/06/22. 

CAREY. J. J. Duquesne Light Co. 2pp. 25627:197. 24X 

Fiche: 50-334. 84/06/22, 8407170206. 


8407020220 Forwards check in payment of Class II license fee for 
proposed Change Request 81 to License DPR-66. 

SIEBER,J. D. Duquesne Light Co. 84/06/25. License Fee Management 
Branch. Ip. 25217:327. 24X Fiche: 50-334. 84/06/25. 8407020220. 


8407030276 Forwards application for amend to License DPR-66. revising 
Tech Specs re surveillance requirements bases to 
incorporate exemption from 10-yr svc period re Type A 
containment integrated leakage rate test frequency. 

CAREY, J.J. Duquesne Light Co. 84/06/25. VARGA, S. A. Operating 
Reactors Branch 1. Ip. 25271:001. 24X Fiche: 50-334. 84/06/25. 

B407030276. 


— 8407030280 Application for amend to License DPR-66, revi sing Tech Specs 
re surveillance requirements & bases to incorporate 
exemption from 10-yr svc period re Type A containment 
integrated leakage rate test frequency. 

CAREY. J.J, Duquesne Light Co. 84/06/25. 3pp. 25271:002. 24X 

Fiche: 50-334, 84/06/25. 8407030276. 


— 8407030285 Proposed Tech Specs re surveillance requirements Si bases, 
incorporating exemption from 10-yr svc period re Type A 
containment integrated leakage rate test frequency. 

* Duquesne Light Co. 84/06/25. 6pp. 25271:005. 24X 

Fiche: 50-334, 84/06/25. 8407030276. 


8407180074 Forwards application to amend License DPR-66. consisting of 
Proposed Change Request 97. Amend corrects radioactive 
gaseous effluent monitoring & ESF instrumentation tables. 

CAREY. J.J. Duquesne Light Co. 84/06/28. VARGA, S. A. Operating 
Reactors Branch 1. Ip. 25648:225. 24X Fiche: 50-334, 84/06/28, 

8407180074. 


— 8407180080 Application for amend to License DPR-66, correcting 
radioactive gaseous effluent monitoring & ESF 
instrumentation table. 

CAREY. J.J. Duquesne Light Co. 84/07/11. 3pp. 25648:226. 24X 

Fiche: 50-334, 84/06/28. 8407180074. 


— 8407180082 Proposed Tech Specs correcting radioactive gaseouus effluent 
monitoring & ESF instrumentation table. Safety evaluation 
end. 

* Duquesne Light Co. 84/06/28. 11pp. 25648:229. 24X 

Fiche: 50-334, 84/06/28,8407180074. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve Si maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02. 8407020206. 


— 8407170210 IE Insp Rept 50-334/84-11 on 840430-0504. No violations 
noted. Major areas inspected: security organization. security 
program audit, testing Si maint, physical barriers, security 
sys power supply, alarm stations St communications. 

DUNLAP. J.M.. REIMIO, R. R, Region 1. Office of Director. 84/06/20 
4pp. 25627:199. 24X Fiche: 50-334. 84/06/22. 8407170206. 


8407030303 Forwards procedures generation package re methods for 
developing Si implementing function-oriented emergency 
operating procedures, per Generic Ltr 82-33. 

CAREY, J.J. Duquesne Light Co. 84/06/28. EISENHUT. D. G. Division of 
Licensing. 3pp, 25271:129. 24X Fiche:. 50-334, 84/06/28. 8407030303 


8407180093 Forwards Rev 3 to Application 86 for amend to License 
DPR-66, revising Tech Specs re reactor trip & ESF 
instrumentation tables, per NRC 840313 recommendations. 

CAREY. J.J. Duquesne Light Co. 84/07/03. VARGA. S. A. Operating 
Reactors Branch 1. Ip. 25647:087. 24X Fiche: 50-334, 84/07/03. 

8407180093. 


— 8407180096 Rev 3 to Application 86 for amend to License DPR-66. revising 
Tech Specs to address NRC 840313 recommendations re reactor 
trip & ESF instrumentation tables. 

CAREY. J.J. Duquesne Light Co. 84/07/11. 3pp. 25647:088. 24X 

Fiche: 50^-334, 84/07/03. 8407180093. 


8407030310 "Procedures Generation Package for Beaver Valley Power 
Station. Unit 1 ." 

MATHER, C. , SOVICH. G. S. . GRADA. K. D. Duquesne Light Co. 84/07/01 
96pp. 25271:132. 24X Fiche: 50-334. 84/06/28. 8407030303. 


K, Utility Final Safety Analysis Report (FSAR) & amends 

8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche-: 50-000. 84/07/06. 8407060097. 


8407180177 Forwards fee for 840625 application to amend license, 
consisting of Proposed Change Request lOl. 

SIEBER. J. D. Duquesne Light Co. 84/07/11. License Fee Management 
Branch. 2pp. 25636:249. 24X Fiche: 50-334. 84/07/1 1, 8407180177. 


--84O710OO98 Proposed Tech Specs revising 840313 submittal (Proposed 
Change Request 86) to address NRC recommendations re reactor 
trip «( ESF instrumentation tab les. Justification end. 
a Duquesne Light Co. 84/07/03. 28pp. 25647:091. 24X 

Fiche: 50-334, 84/07/03, 8407180093. 


8407180266 Forwards amend application fee for 840621 Proposed Change 
Request 103, per 10CFR170. 

SIEBER. J. D. Duquesne Light Co. 84/07/11. License Fee Management 
Branch. 2pp. 25636:224. 24X Fiche: 50-334, 84/07/11, 8407100266. 



DOCKETED ITEMS 


201 


8407240296 Forward* responses to NRC q.uestions re preliminary design 
■Por automatic shunt trip feature per Generic Ltr 83-28. Shunt 
trip mod will be installed during fifth refueling outage, 

CAREY/ J.J. Duquesne Light Co. 84/07/16. EISENHUTi D. G. Division of 
Licensing. 25pp. 25714:027. 24X Fich e: 50-334. 84/07/16» 8407240296. 


8407240324 Forwards addl info on NUREG-0737. Item II. B. 3 re post- 
accident sampling sysi in response to 840420 request. Cor e 
damage assessment procedure/ utilizing Ulesting house Owners 
Group post-accident core damage assessment methodology, enc 1. 

CAREY/ J.J. Duquesne Light Co. 84/07/16. VARGA, S. A. Operating 
Reactors Branch 1. 100pp. 25714:052. 24X Fiche: 50-334. 84/07/16, 

8407240324. 


Q. Inspection reports/ IE Bulletins & correspondence 


8407100680 Forward* IE Insp Rept 50-334/84-14 on 840529-0601. No 
violations noted. 

MARTIN/ T. T. Division of Engineering & Technical Programs. 84/06/15. 

CAREY/ J.J. Duquesne Light Co. 2pp. 25518:029. 24X 

Fiche: 50-334, 84/06/15, 8407100680. 


—8407100687 IE Insp Rept 50-334/84-14 on 840529-0601. No violations 
noted. Major areas inspected: snubber surveillance & test 
program & inservice insp program for other hanger* & 
supports. 

NARROW/ L./ DURR/ J. P. Region 1/ Office of Director. 84/06/15. 
5pp. 25518:031. 24X Fiche: 50-334/ 84/06/15. 8407100680. 


8407110020 Forwards IE Insp Rept 50-334/84-12 on 840505-0601 . No 
violations noted. 

STAROSTECKI, R. Division of Project Resident Programs. 84/06/15. 
CAREY/ J.J. Duquesne Light Co. 2pp. 25526:149. 24X 

Fiche: 50-334,84/06/15, 8407110020. 


—8407110026 IE Insp Rept 50-334/84-12 on 840505-0601. No violations 
noted. Major areas inspected : plant operations, housekeeping, 
fir# protection, radiological controls/ physical security, 
surveillance program & maint activities. 

TROSKOSKI, W. M. / JOHNSON, L. E. , TRIPP, L.E. Region 1, Office of 
Director. 84/06/08. 16pp. 25526:151. 24X Fiche: 50-334. 84/06/15, 

8407110020. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at faci lities. Response 
requested within 60 days. 

EBNETER.S. D. Region 1, Office of Director. 84/06/18, General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407170206 Forwards IE Insp Rept 50-334/84-11 on 840430-0504. No 
violations noted. 

MARTIN, T.T. Division of Engineering «« Technical Programs. 84/06/22. 

CAREY, J.J. Duquesne Light Co. 2pp. 25627:197. 24X 

Fiche: 50-334, 84/06/22, 8407170206. 


—8407170210 IE Insp Rept 50-334/84-11 on 840430-0504. No violations 
noted. Major areas inspected: security organ! zat ion, securi ty 
program aud it, testing & ma Int, physical barriers, security 
sys power supply, elarm stations & communications. 

DUNLAP, J. M. , KEIMIG, R. R. Region 1- Office of Director. 84/06/20. 
4pp. 25627:199. 24X Fich e: 50-334, 84/06/22, 8407170206. 


8406250214 IE Info Notice 84-51, “Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche : 50-000, 84/06/26, 8406250214. 


8407170043 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " No relays identified 
as installed or planned for installation. Add 1 reviews being 
performed to identify any related potential problems. 

CAREY/J.J. Duquesne Light Co. 84/06/26. HURLEY, T. E. Region 1, 
Office of Director. 3pp. 25618:072. 24X Fiche: 50-334, 84/06/26, 

8407170043. 


8406280311 IE Info Notice 84-52. "Inadequate Mat! Procurement Controls 
on Part of Licensee* & Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants, “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030039 IE Info Notice 84-54, “Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24 X Fiche: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L.' Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


B407060251 IE Info Notice 84-56, “Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407230079 IE Info Notice 84-58, “Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. XOSpp. 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports 8c related correspondence 


8407020009 “Rept of Facility Changes, Tests 8t Experiments for 1983," 
annual operating rept covering 830122-840122. W/840701 ltr. 

MAJESKI, M. R. , CAREY, J.J. Duquesne Light Co. 84/01/22. HURLEY, T. E. 
Region 1, Office of Director. 32pp. 25219:277. 24X 

Fiche: 50-334. 84/01/22. 8407020009. 


8407020108 Monthly operating rept for May 1984. W/840604 ltr, 
HOLTZ, J.L., CAREY, J.J. Duquesne Light Co. 84/05/31. 7pp. 
25220:049. 24X Fiche: 50-334, 84/05/31 . 8407020108. 


8407270403 Monthly operating rept for June 1984. W/840703 ltr. 
HOLTZ. J.L., CAREY, J.J. Duquesne Light Co. 84/06/30. 6pp. 
25794: 080. 24X Fiche; 50-334, 84/06/30, 8407270403. 


S. Reportable occurrences. LERs 8t related correspondence 


8407020119 LER 84-005-00: on 840517, two Tech Spec surveillance 
requirements identified for which corresponding surveillance 
procedures were incomp lete. Cause not stated. Missing 
procedures will be added. W/8406i4 ltr. 

DRUOA, R.J. , LACEY, W.S. Duquesne Light Co. 84/06/14. HURLEY. T. E. 
Region 1. Office of Director. 4pp. 25219:358. 24X 

Fiche: 50-334, 84/06/14, 8407020119. 


8407190183 Rev 1 to special rept: on 840215, Channels 7 & 9 of special 
particulate, iodine noble gas monitor for radiation monitor 
RM-VS-110 declared out of svc. Cause undetermined. Bubb le 
memory manipulated tc parameter files re-edited. 

LACEY, W.S. Duquesne Light Co. 84/06/20, HURLEY. T. E. Region I, 
Office of Director. 2pp. 25685:242. 24X Fiche: 50-334. 84/06/20. 

8407190183. 


8407030281 LER 84-004-00; on 840524, generator trip initiated turbine 
trip & subsequent reactor trip. Caused by random end-of-life 
transistor failure in generator exciter voltage regulator. 
Transistor rep laced. W/840622 ltr. 

DRUGA. R. J. , LACEY. W.S. Duquesne Light Co. 84/06/22. HURLEY, T. E. 
Region 1, Office of Director. 4pp. 25270:352. 24X 

Fiche: 50-334, 84/06/22. 8407030281. 


V. Operator Examinations 


8406270142 Generic Ltr 04-16 to all licensees of operating reactors, 
applicants for OLs «c holders of CP* re adequacy of on-shift 
operating experience for near-term OL applicant*. Svc li*t 
end. 

EISENHUT, D. 0. Divi*ion of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 Icensees, applicant* 
for DLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent development* concerning operator training, 
qualifications tt exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 



DOCKET 50-33S ST. LUCIE PLAMT, UNIT 1 


F. Security* medical# emergency & fire protection plans 


8407090079 Clarifies three items re fire protection alternate shutdown, 
per 840425 meeting. Hot standby equipment controllable from 
outside control room 8e cable spread room u»/o making repairs. 

Isolate switch annunciation in control room unnecessary. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/28. EISENHUT, D. G. 
Division of Licensing. Ip. 25442:221. 24X Fiche; 50-335, 84/06/2S, 

8407090079. 


8407310077 Forwards IE Insp Repts 50-335/84-15 & 50-389/84-17 on 
840513-0609. No violations or deviations noted. 

DANCE.H. C. Region 2, Office of Director. 84/07/02. WILLIAMS, J. W. 
Florida Power ix Light Co. 2pp. 25849:222, 24X 

Fiche: 50-335, 84/07/02, 8407310077. 


— 3407310133 IE Insp Repts 50-335/84-15 50-389/84-17 on 840513-0609. No 

noncomp liance noted. Major areas inspected: p lant operation, 
surveillance observation, maint observation, IE c irculars, LERs 
Zi calibr. 

FEIER ABEND, C. D. , BIBB,H.E., ELROD, S. A. Region 2, Office of 
Director. 84/06/29. 11pp. 25849:224. 24X Fiche: 50-335, 84/07/02, 

8407310077. 


8407300117 Forwards IE Insp Repts 50-335/84-22 & 50-389/84-24 on 
840618-22, No violations or deviations noted. 

DANCE.H. C. Region 2, Office of Director. 84/07/05. WILLIAMS, J. W. 
Florida Power & Light Co. 2pp. 25815:347. 24X 

Fiche: 50-335, 84/07/05, 8407300117. 


— 8407300134 IE Insp Repts 50-335/84-22 Sc 50-389/84-24 on 840618-22. No 
violations or deviations noted. Major areas inspected: 
transportation of radioactive matls, solid radwaste mgt.QA 
audits Se area radiation monitoring sys. 

WRAY. J, R. , JENKINS, G. R. Region 2, Office of Director. 84/07/03. 
6pp. 25815:349. 24X Fiche: 50-335, 84/07/05, 84073001 17. 


8407130280 Forwards rept for 840306 exercise of offsite radiological 
emergency preparedness plans. Deficiencies observed did not 
detract from State of FL & St Lucie & Martin Counties 
overall demonstrated capability. 

KRIMM, R. W. Federal Emergency Management Agency. 84/07/09. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response CPost 830103). 2pp, 25565:256. 24X Fiche: 50-335, 84/07/09, 

8407130280. 


— 8407130285 "St Lucie Nuclear Power Plant Exercise Conducted on 840306. " 
♦ Federal Emergency Management Agency. 84/03/24. 91pp. 

25565: 258, 24X Fiche; 50-335, 84/07/09, 8407130280. 


8407230418 Forwards SER re listed open items identified in SER for 
Amend 33 to License DPR-67 covering App R exemption 
requests. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/11. WILLIAMS. J. W. 

Florida Power & Light Co. 3pp. 25726:056. 24X 

Fiche: 50-335, 84/07/11, 8407230418. 


— 8407230421 Safety evaluation re listed open items identified in SER for 
Amend 33 to License DPR-67 covering App R exemption 
requests. 

♦ Office of Nuclear Reactor Regulation, Director. 84/07/11. 3pp. 
25726:059. 24X Fiche: 50-335, 84/07/11, 8407230418. 


8407170564 Responds to 840328,0412,24,0504 & 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power, operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior & Insular Affairs. 5pp. 25864:145 24X 

Fiche: 50-000, 84/07/13, 8407170564, 


— 8407310179 Responds to Congressman Markey 840504 request for account of 
■communications u/Execotive Branch re emergency planning or 
facility proceeding. Federal emergency response at St Lucie 
impressive, but limited. 

ASSELSTINE, J. K. Commissioners. 84/05/14. PALLADINO. OILINSKY, 
ROBERTS Commissioners. 2pp. 25864:259, 24X 

Fiche: 50-000, 84/07/13, 8407170564, 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407260105 Forwards Rev 2 to updated FSAR for St Lucie, Unit 1 list 
of plant changes/mods. 

WILLIAMS, J. W, Florida Power & Light Co. 84/07/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 25783:001. 24X 

Fiche: 50-335, 84/07/23, 8407260105. 


— 8407260110 Rev 2 to updated FSAR for St Lucie, Unit 1. 

WILLIAMS, J. W. Florida Power & Light Co. 84/07/23. 200pp. 

25783:002. 24X Fi che: 50-335, 84/07/23, 8407260105. 


P. Operating license stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52. 

83-57 it 83-72 tc Board Notifications 83-128 «< 83-128A. 

Forwards Apps C & D documents. Search continuing. 

FELTON, J.M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon Jk Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/13, 

8407130037. 


— -8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407090090 Advises that implementation date for post-accident sampling 
sys heat tracing scheduled for 840906, per util 840601 Itr. 

Date based on receipt of all matls by 840702 Jk on 30 days 
per train for const tc plant acceptance. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/28. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 25442:135. 24X 

Fiche: 50-335, 84/06/28, 8407090090. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8t holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


3407230413 Forwards request for addl info re creep collapse in C-E 
fuel remaining in-core for resolution of license condition 
imposed in Amend 63 to License DPR-67. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/05. WILIAMS, J.W. 

Florida Power & Light Co. 4pp. 25726:062. 24X 

Fiche: 50-335, 84/07/05, 8407230413. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407230418 Forwards SER re listed open items identified in SER for 
Amend 33 to License DPR-67 covering App R exemption 
requests. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/11. WILLIAMS, J. W. 

Florida Power & Light Co. 3pp. 25726:056. 24X 

Fiche: 50-335, 84/07/11, 8407230418. 


— 8407230421 Safety evaluation re listed open items identified in SER for 
Amend 33 to License DPR-67 covering App R exemption 
requests. 

e Office of Nuclear Reactor Regulation, Director. 84/07/11. 3pp. 
25726: 059. 24X Fiche: 50-335, 84/07/11, 8407230418. 


8407170431 Forwards documentation of resolution of deficiencies noted 
in 830228 SER re environ qua 1 if icati on of saf ety-related 
electrical equipment, as discussed w/NRC during 840508 
meeting. Requests SSERs be issued. 

WILLIAMS, J, W. Florida Power & Light Co. 84/07/12. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 73pp. 25608: 144. 24X 

Fiche: 50-335,84/07/12, 8407170431. 


8407270223 Revised plant procedure indexes, including adminis trative 
procedure, chemistry procedures, emergency plan implementing 
procedure, environ test procedures & general maint procedure. 
«/a407l3 transmittal ltr. 

WETWjC. H. Florida Power & Light Co. 84/07/31- 100pp. 25789-00*1 

24X Fiche: 50-335, 84/07/31, 8407270223. 


8407250219 Forwards addl info re inservice testing program for pumps 
& valves, per 840412 request. 

WILLIAMS, J. W. Florida Power & Light Co. 84/07/18. MILLER, J. R, 
Operating Reactors Branch 3. 62pp. 25735:059. 24X 

Fiche; 50-335, 84/07/18, 8407250219. 


8407270223 Revised plant procedure indexes, including administrative 
procedure, chemistry procedures, emergency plan implementing 
procedure, environ test procedures & general maint procedure. 

W/840713 transmittal ltr. 

WETHY, C. M. Florida Power & Light Co, 84/07/31. 100pp. 25789-009. 

24X Fiche: 50-335, 84/07/31, 8407270223. 
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Q. Inspection reports/ IE Bulletins 8< correspondence 


8407060297 Foriuards IE Insp Repts 50-335/84-19 St 50-389/84-20 on 
840514-18. No violations noted. 

DANCE/ H. C. Region 2, Office of Director. 84/06/05. WILLIAMS. J. W. 
Florida Power & Light Co. 2pp. 25440:346. 24X 

Fiche-: 50-335, 84/06/05, 8407060297. 


— 8407060303 IE Insp Repts 50-335/84-19 & 50-389/84-20 on 840514-18. No 
violations noted. Major areas inspected: raduiaste mgt, 
radioactive effluent treatment, process & effluent 
radiological instrumentation ic chemistry. 

STODDART, P. 0. , MONTGOMERY, D. Region 2, Office of Director. 
84/06/01. 6pp. 25440:348. 24X Fiche: 50-335, 84/06/05, 8407060297. 


8407100029 Forwards IE Insp Repts 50-335/84-16 & 50-389/84-18 on 
840514-15 it 17-19. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/06. WILLIAMS, J. W. 
Florida Power «< Light Co. 2pp. 25519:341. 24X 

Fiche: 50-335, 84/06/06, 8407100029. 


— 8407100033 IE Insp Repts 50-335/84-16 «« 50-389/84-18 on 840514-15 Zt 
17-19. No violations noted. Major areas inspected: nuclear 
operators storage procedure, operator training, reactor 
startups ii power ascension testing. 

DAVENPORT. K. E. , JAPE, F. Region 2. Office of Director. 84/06/01. 
4pp. 25319:343. 24X Fich e: 50-335. 84/06/06, 8407100029. 


8407060017 Forwards IE Insp Repts 50-335/84-13 «( 50-389/84-15 on 
84041 1-051 1. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/07. WILLIAMS, J. W. 
Florida Power It Light Co. 2pp. 25441; 150. 24X 

Fiche: 50-335, 84/06/07, 8407060017. 


— 8407060019 IE Insp Repts 50-335/84-13 & 50-389/84-15 on 840411-031 1. No 
noncomp liance noted. Major areas inspected : plant operation, 
surveillance observation, maint observation, engineered safety 
sgs, headciuarters req.uests IE circulars. 

FEIERABEND, C. D. , BIBB, H. E. , ELROD, S. A. Region 2, Office of 
Director. 84/06/06. 6pp. 25441:152. 24X Fiche: 50-335, 84/06/07, 

8407060017. 


8407090001 Ac k receipt of 840523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/84-09 8t 
50-389/84-12. 

LEWIS, R.C. Division of Project & Resident Programs. 84/06/15. 
WILLIAMS, J. W. Florida Power & Light Co. Ip. 23454:110. 24X 

Fiche: 30-335, 84/06/13, 8407090001. 


— 8407090004 Responds to NRC 840423 Itr re violations noted in IE Insp 
Repts 50-335/84-09 8< 50-389/84-12. Correct ive actions: util 
preparing instructions for temporary storage files to meet 
QA manual requirements. 

WILLIAMS, J. W. Florida Power Zc Light Co. 84/05/23. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 25454:111. 24X 

Fiche: 50-335, 84/06/15, 8407090001. 


■8407090006 Forwards IE Insp Repts 50-333/84-09 & 50-389/84-12 on 
840319—23 notice of violation. 

LEWIS, R. C. Division of Project Resident Programs. 84/04/23. 
WILLIAMS, J. W. Florida Power Light Co. 2pp. 25454:114. 24X 
Fiche; 50-335, 84/06/15, 8407090001. 


— 8407090007 Notice of violation from insp on 840319-23. 

* Region 2, Office of Director, 84/04/23. Ip. 25454:116. 24X 

Fiche: 50-335, 84/06/15, 8407090001. 


—8407090010 IE Insp Repts 50-335/84-09 & 50-389/84-12 on 840319-23. 
Violation noted : requ irements for collection storage of QA 
records not established Sc adequacy of cabinets storing 
records not calculated. 

BELISLE, G. A. , FOSTER, L. E. , SMITH, C. F. Region 2, Office of 
Director. 84/04/18. 21pp. 25434:117. 24X Fiche; 50-335, 84/06/15, 

8407090001. 


8407190053 Forwards IE Insp Repts 50-335/84-20 Sc 50-389/84-21 on 
840604-07. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/22. WILLIAMS, J. W. 
Florida Power & Light Co. 2pp. 25687:099. 24X 

Fiche; 50-335. 84/06/22, 8407190053. 


—8407190059 IE Insp Repts 50-335/84-20 & 50-389/84-21 on 840604-07. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters, inservic e 
insp (Unit 1 ) , 10CFR50. 55<e > «c LER items «c IE bulletins. 

CROWLEY, B. R. , BLAKE, J. J. Region 2, Office of Director. 84/06/21. 
8pp. 25687:101. 24X Fiche: 50-335, 84/06/22, 8407190033. 


8406250214 IE Info Notice 84-51. “Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103>. 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26. 8406250214. 


8406280311- IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8e Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000. 84/06/29, 8406280311. 


8407310077 Forwards IE Insp Repts 50-335/84-15 & 50-389/84-17 on 
840513-0609. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/02. WILLIAMS, J. W. 
Florida Power & Light Co. 2pp. 25849:222. 24X 

Fiche: 50-335, 84/07/02, 8407310077. 


— 8407310133 IE Insp Repts 50-335/84-15 & 50-389/84-17 on 840513-0609. No 
noncompliance noted. Major areas inspected : p lant operation, 
surveillance observation, maint observation, IE c ircu lars, LERs 
S< calibr. 

FEIERABEND, C, D. , BIBB.H. E. , ELROD, S. A. Region 2, Office of 
Director. 84/06/29. 11pp. 25849:224. 24X Fiche: 50-335, 84/07/02, 

8407310077. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhes ive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche; 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. i22pp. 25602:032. 24X Fiche: 50-000. 84/07/05, 8407030089. 


8407300117 Forwards IE Insp Repts 50-335/84-22 & 50-389/84-24 on 
840618-22. No violations or deviations noted. 

DANCE.H.C. Region 2. Office of Director. 84/07/05. WILLIAMS, J. W. 
Florida Power St Light Co. 2pp. 25815:347. 24X 

Fiche: 50-335, 84/07/05, 8407300117. 


— 8407300134 IE Insp Repts 50-335/84-22 St 50-389/84-24 on 840618-22. No 
violations or deviations noted. Major areas inspected: 
transportation of radioactive matls, solid radwaste mgt, QA 
audits St area radiation monitoring sys. 

WRAY, J. R. , JENKINS, G.R. Region 2, Office of Director. 84/07/03. 
6pp. 25815:349 . 24X Fich e: 50-335. 84/07/05, 84073001 17. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list ■ 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407230327 Informs that licensing action re 830405 relief request from 
inservice insp requirements considered dosed due to 
extended outage to remove thermal shield. No further action 
required. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/11. WILLIAMS, J. W. 

Florida Power & Light Co. 2pp. 25726; 166. 24X 

Fiche: 50-335, 84/07/ 1 1 , 8407230327. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020341 Forwards monthly operating repts for Turkey Point Units 
3 St 4 & St Lucie Units 1 S, 2 for May 1984. 

WILLIAMS, J. W. Florida Power St Light Co. 84/06/15. Office of 

Resource Management, Director. Ip. 25215:014. 24X 

Fiche; 50-000. 84/06/15, 8407020341. 


— 8407020348 Monthly operating repts for May 1984, 

GRANT, N.W. Florida Power St Light Co. 84/05/31. 8pp. 25215:023. 
24X Fiche: 50-000. 84/06/15. 8407020341. 



8407190141 Monthly operating repts for June 1984. W/840716 Itr. 
GRANT, N.W., WILLIAMS, J. W. Florida Poujer & Light Co. 84/06/30. 
20pp. 25673:347. 24X Fiche : 50-000, 84/06/30, 8407190141 , 


S. Reportable occurrences, LERs ?< related correspondence 


8407120162 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, *• reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMESi C. J. Director 's Of fice. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407190430 LER 84-004-07: on 840613, survei llance performed on both 
shield bldg exhaust fan dampers where flow less than 
required 6,000 CFM on each train. Caused by dampers slightly 
out of adjustment. Dampers ad justed. W/840713 Itr. 

BRANNIN, J. P. . WILLIAMS, J. W. Florida Power & Light Co. 84/07/13. 
2pp. 25684: 331. 24X Fiche: 50-335, 84/07/13, 8407190430. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for neai — term OL appl icants. Svc list 
end. 

EISENHUT,D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84—17 to all power reactor 1 ic ensees, app 1 icants 
for OLs, NSSS vendors, reac tor vendors Zt AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency ?< fire protection plans 


8407250349 Revised emergency plan implementing procedures, including 
4504 re personnel emergency, 4211 re on-call procedure it 
4221 re Unit 1 core damage estimate St index. W/840717 ltr. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/15. 
EISENHUT, D. G. Division of Licensing. 119pp. 25743:208. 24X 

Fiche: 50-245, 84/06/15, 8407250349. 


8407020370 Revised emergency plan implementing procedure, inc luding 
EPIP 4001 re director of station emergency operations, EPIP 
4002 re manager of radiological consequence assessment St 
EPIP 4005 re manager of communications. W/840625 ltr. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.G. Northeast Utilities. 84/06/25. 
EISENHUT, D, G. Division of Licensing. 335pp. 25218:001. 24X 

Fiche: 50-245, 84/06/25, 8407020370. 


8407120232 Informs that CEN-268 applicable to NUREO-0737, Item II. K. 3. 5, 
"Automatic Trip of Reactor Coolant Pumps," per C-E rev to 
emergency procedure guidelines, incorporating strategy for 
pump trip. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COWSIL, W. G. Northeast Utilities. 84/06/28. 

EISENHUT, D. G. Division of Licensing. 2pp. 25549:333. 24X 

Fiche: 50-336. 84/06/28, 8407120232. 


8407170288 Forwards Rev 1 to safeguards contingency plan, Rev withheld 
(ref 10CFR73. *• ^ 


S407250377 Advises that scheduler info for imp 1 ementati On of provisions 
of Rev 2 to Reg Guide 1.97 will not be submitted by 840717 
due to plans to evaluate proposed mods as part of integrated 
safety assessment program,per Suppl 1 to NUREG-0737. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/07/12. EISENHUT, D. G. 

Division of Licensing. 4pp. 25745:354. 24X Fiche: 50-000, 84/07/12, 

8407250377. 


8407240247 Forwards implementation schedules for Rev 1 to Reg Guide 
1.97, for items not met due to plans to evaluate several 
proposed mods per integrated safety assessment program, in 
response to Suppl i to NUREG-0737. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/07/17. MILLER, J. R. Operating 
Reactors Branch 3. CRU TCHFIELD, D. Operating Reactors Branch 5, 

4pp. 25719:168. 24X Fi c he : 50-000, 84/07/17, 8407240247. 


K. Utility Final Safety Analysis Report <FSAR) & amends 


8407050142 Forwards Rev 2 to updated FSAR. 

COUNSIL, W. G. Northeast Utilities. 84/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25286:145. 24X 

Fiche-: 50-336. 84/06/29, 8407050142. 


— 8407050144 Rev 2 to updated FSAR. 

* Northeast Utilities. 84/06/29. 321pp. 25286:147. 24X 

Fiche; 50-336, 84/06/29, 8407050142. 


P. Operating license stage documents & correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 & 83-72 & Board No t i f i cations 83-128 & S3-128A. 

Forwards Apps C 8t D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon S< Weiss. 7pp. 25584:078. 24X Fiche; 50-000. 84/04/ 13, 

8407130037. 


—8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 & 

83-72. Forwards App F documents. App 0 documents withheld 
(ref FOIA Exemptions 4 & 5). 

FELTON, J.M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon & Weiss. 8pp. 25586:213. 24X Fiche : 50-000, 84/04/23, 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, U.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 84/04/23. MIRAGL lA, F. J. Assistant Director for 

Safety Assessment. I34pp. 25589:213. 24X FI ch e: 50-000, 84/04/23, 

8407130156. 


8407100338 Discusses position re actuation logic for reactor protection 
ays ESF actuation sys Operation in 2 of 3 logic 
conf iguration u/one channel in bypass justified. More 
restrictive Tech Specs unnecessary. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL,W. G. Northeast Utilities. 84/06/25. 

MILLER, J. R. Operating Reactors Branch 3. 9pp. 25510:343. 24X 

Fiche: 50-336, 84/06/25, 8407100338. 


8407130298 Forwards response to Open Items 2.1.5 it 2. 1.6 of NUREG-0612, 
"Control of Heavy Loads" re special lifting devices & 
lifting devices, respectively , 

COUNSIL; W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. 84/06/29. CRUTCHFIELD, D. 
Operating Reactors Branch 5. MILLER, J.R. Operating Reactors Branch 
3. 10pp. 25565:156. 24X Fiche: 50-000, 84/06/29, 8407130298. 
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8407160100 Discusses Tech Specs for limiting overtime for staff 
p ersonne 1< based on JR Miller 840611 Itr. Listed sections 
elaborate on util concerns re issue. 

COUNSIL/W. 0. Connecticut Yankee Atomic Power Co. COUNSILi W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W. G. Northeast Utilities. 84/07/02. EI8ENHUT, D. 0, 

Division of Licensing. 8pp. 23600:349. 24X Fiche: 50-000. 84/07/02# 

8407160100. 


8407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses & amends. ,Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York. Inc. I7pp. 23602:012. 24X 

Fiche: 50-000. 84/07/06, 8407060097. 


8407120376 Forwards application fee for change to Tech Specs. dtd 
821022. 

COUNSIL. W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W.G. Northeast Utilities. 84/07/06. 

MILLER. W.D. License Fee Management Branch. 2pp. 23620:293. 24X 

Fiche: 50-336. 8^/07/06. 8407120376. 


8407180091 Forwards overview re appeal for requested mod of hydrogen 
purge sys valves to close on radiation signal. per Generic 
Ltr 84-08 it NUREG-0737. Item II. E. 4. 2. 7. "Containment Venting 
at Power. " Addl info re leakage testing expected by 840730. 

COUNSIL. N. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/07/11. 

MILLER. J.R. Operating Reactors Branch 3. 40pp. 23647:119. 24X 

Fiche: 50-336. 84/07/11. 8407180091. 


8407240194 Forwards Figure 3.1, per 840711 ltr re NUREO-0737. Item 
lI.E. 4. 2. 7. "Containment Venting at Power," providing 
justification that isolation logic for hydrogen purge valves 
adequate. 

COUNSIL. W. G. . SEARS. C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. W.G. Northeast Utilities. 84/07/13. 
MILLER, J.R. Operating Reactors Branch 3. 2pp. 25715:190. 24X 

Fiche: 50-336, 84/07/13, 8407240194. 


8407260438 Requests assistance in conducting review of end 840312 *« 
0504 documents re followup amend on inservice testing 
program for pumps vales. W/o encl. 

EISENHUT, D. G. Division of Licensing. 84/07/20, STAROSTECKI, R. 
Division of Project Xi Resident Programs. Ip. 25791:013, 24X 

Fiche: 50-336, 84/07/20. 8407260438. 


8407310336 Submits comments 8(/or proposed schedules for resolution of 
NUREG-0737 items re Tech Specs to determine consistency 
u/guidance of Generic Ltr 83-37. 

COUNSIL. W. 0. Connecticut Yankee Atomic Power Co. COUNSIL. W.G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL. W. 0. Northeast Utilities. 84/07/25. EISENHUT. D. 0. 

Division of Licensing. 5pp. 25829:152. 24X Fiche: 50-000, 84/07/23. 

B4073 10336. 


Q. Inspection reports. IE Bulletins tU correspondence 


8407050033 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller. Inc at fac ilities. Response 
requested within 60 days. 

EBNETER.S. D. Region 1, Office of Director, 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 23432:072. 24X 

Fiche: 50-000. 84/06/18. 8407030035. 


8407170443 Forwards IE Insp Repts 50-245/84-07 8t 30-336/84-09 on 
840402-06. No violations noted. Conformance deficiency re 
post-accident reactor coolant will be addressed in 
enforcement action. 

MARTIN. T. T. Division of Engineering 8( Technical Programs. 84/06/21. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 23627:088. 24X Fiche: 30-243, 84/06/21. 8407170443. 


—8407170448 IE Insp Repts 30-243/84-07 & 30-336/84-09 on 840402-06. No 
violations noted. Major areas inspected: implementation of 
NUREO-0737 task actions re post-accident sampling 8t 
effluent & radiation monitoring. 

WHITE, J.R. Region 4, Office of Director. HALL. A. , ROHRIG.N. 
Brookhaven National Laboratory. 04/06/18. 33pp. 23627:090, 24X 

Fiche: 50-245, 84/06/21, 8407170443, 


8407100228 Forwards addl info requested in NRC 840420 ltr re util 
830902 request to amend Tech Specs concerning steam 
generator tube inservico insp. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 84/06/25. MILLER, J.R. Operating Reactors Branch 3. 
8pp. 25309:168, 24X Fiche : 30-336. 84/06/23, 8407100228, 


8406250214 IE Info Notice 84-51, "Independent Verification. " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. I34pp. 23535:160. 24X Fiche: 50-000. 84/06/26. 8406250214. 


8406230311 IE Info Notice 84-32, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 23602:151. 24X Fi che : 30-000, 84/06/29. 840628031 1 . 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sea Ian t s. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 23602:276. 24X Fiche: 50-000, 84/07/03. 8407030033. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Sc Calculations Supporting Nuclear Power Plant 
Design." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 23602:032. 24X Fiche : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25863:286. 24X Fiche: 30-000. 84/07/06, 8407030274. 


8407060231 IE Info Notice 84-36. "Respirator Users Notice for Certain 
3-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Sve list encl. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407260290 Responds to IE Bulletin 94-02. Six undervoltage protection 
sys relays at Haddam Neck Plant replaced w/OE Century Series 
relays during 1983 refueling outage. Rep lacement program 
status for Mi Ustone, Uni t s 1 Sc 2 encl. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. 0. Connecticut Yankee Atomic Power Co. 
COUNSIL. W.G. Northeast Utilities. 84/07/10. MURLEY. T. E. Region 1, 
Office of Director. 4pp, 23776:341. 24X Fiche: 30-000. 84/07/10, 

8407260290. 


8407230079 IE Info Notice 84-38, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 26057:243. 24X Fiche: 30-000, 84/07/25. 0407230079. 


R. Periodic operating reports & related correspondence 


8407300033 Monthly operating rept for June 1984. W/840712 ltr. 

GIBSON, J.. MROCZKAiE. J. , KELLY, J. J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). 84/06/30. 6pp. 25813:304. 24X 

Fiche-: 30-336, 84/06/30, 8407300033. 


S, Reportable occurrences, LERs 8« related correspondence 


8407020281 Updated LER 82-0O9/01X-1: on 820419, review of ECCS subsystem 
revealed mode changes occurred operating under action 
statement. Caused by misinterpretation between Tech Spec 
sections. Tech Spec changed to reduce confusion. W/840618 Itr. 

RESETAR, J. 0. . MROCZKA, E. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). MROCZKA, E.J. Northeast Utilities. 84/06/18. 
MURLEY, T.e. Region 1. Office of Director. 3pp. 23216:216. 24X 

Fiche: 30-336, 84/06/18. 8407020281. 


8407160063 Summary of 840613 meeting w/util Westlnghouse r# cause of 
fuel failures & calculational techniques used in core 
performance calculations. Viewgraphs end. 

OSBORNE. D.B. Operating Reactors Branch 3. 84/06/26. Operating 

Reactors Branch 3. 33pp. 23624:134. 24X Fiche: 30-336, 84/06/26, 

8407160063. 


0407120182 Advises that AEOD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors." reviewed . Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/07/05. HELTEME8, C. J. Director's Office. Ip. 23339:007, 24X 

Fiche: 50-000. 84/07/03. 8407120182. 


--8407120263 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25359:009. 

24X Fiche: 30-000, 84/07/03. 0407120182. 
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8407200162 LER 84-OOS-OO: on 840606. during unannounced aud it. semiannual 
fire detection sys surveillance for Nov 1983 discovered 
missing & breach in fire barrier identified. Caused by 
personnel error. No corrective action needed. W/840713 Itr. 

KOHOSKYj 0. E. . HERBERT. R. J. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities), HERBERT. R.J. Northeast Utilities. 84/07/13. 
4pp. 25697:238. 24X Fiche: 50-336. 84/07/13. 8407200162. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1. 

EISENHUT. D. G. Division of Licensing, 84/06/27, Consolidated 
Edison Co. of Neu York. Inc. 23pp. 25535:018. 24X 

Fiche; 50-000. 84/06/27. 8406270142. 


8407030097 Generic Ltr 84—17 to all pouier reactor 1 icensees. app 1 icants 
for QLs.NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
gualif ications ic exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 2560l:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-338 NORTH ANNA POWER STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8407020353 Forwards order confirming licensee commitments on emergency 
response capability schedules, per Generic Ltr 82-33. Order 
based on util 830415 ltr. 

MILLER. U. R. Operating Reactors Branch 3. 84/06/14. STEWART, W. L. 

Virginia Electric & Power Co. 4pp. 25272:327. 24X 

Fiche: 50-338, 84/06/14, 8407020353. 


”8407020356 Order confirming licensee commitment on emergency response 
capab ilities. per Suppl 1 to NUREG-0737 & Generic Ltr 82-33. 

Licensee will provide schedules for dates for implementing 
requirements. 

EISENHUT. D. G. Division of Licensing. 84/06/14. Virginia 
Electric ?« Power Co. 6pp. 25272:331. 24X Fiche: 50-338. 84/06/14. 

8407020353. 


8407050260 Notification of 840703 meeting w/util in Bethesda.MD to 
discuss identified App R mods, resource requirements & impact 
on priorities. Meeting agenda end. 

ENGLE. L.B. Operating Reactors Branch 3. 84/06/27. MILLER. J, R, 

Operating Reactors Branch 3. 3pp. 25432:065. 24X 

Fiche: 50-338, 84/06/27, 8407050260. 


8407060175 Provides response to NRC 840105 ltr. Items 1 Si 2 re procedure 
generation package. Analysis of Westinghouse Owners Group 
generic emergency response guidelines performed per 
NUREG-0737, Item I. C. 1. 

STEWART. W.L. Virginia Electric JU Power Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 5pp. 25426:258. 24X Fi che: 50-000. 84/06/29, 

8407060175. 


8407240503 Notification of 840719 meeting w/util in Bethesda.MD to 
discuss compensatory measure to be identified w/App R 
mods & impacted schedules. 

ENGLE. L.B. Operating Reactors Branch 3. 84/07/17. MILLER, U. R. 

Operating Reactors Branch 3. 2pp. 25734:358, 24X 

Fiche: 50-338, 84/07/17. 8407240’503. 


8407250253 Forwards Part I, ."Safeguards Sys Effectiveness Review Rept" 
& Part II, "Vital Area Definition Rept, " Comments on areas 
requiring further consideration requested. Ends withheld 
(ref 10CFR73, 21). 

MILLER, J.R. Operating Reactors Branch 3. 84/07/20. STEWART. W. L. 

Virginia Electric Power Co. Ip, 25743:353. 24X 

Fiche: 50-338,84/07/20. 8407250253. 


8407180316 Notice of appearance in proceeding. Certificate of Svc end. 
HASSELL. D.F. Hearing Branch 1. DSB 311. 84/07/11, 3pp. 

25652:046 . 24X Fiche : 50-338. 84/07/1 1 , 8407180316, 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407060142 Forwards Rev 2 to updated FSAR. Rev contains necessary 
changes bringing updated FSAR current as of 840101. 

STEWART. W.L. Virginia Electric & Power Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 25425:099. 24){ 

Fiche: 50-338, 84/06/29. 8407060142. 


— 8407060145 Rev 2 to updated FSAR. 

■» Virginia Electric «< Power Co. 84/06/30. 200pp, 25425:100. 

24X Fiche: 50-338, 84/06/29, 8407060142. 


P. Operating license stage documents correspondence 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52.83-57 
83-72. Forwards App F documents. App G documents withheld 
(ref FOIA Exemptions 4 Zi 5), 

FELTON. J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S, 
Harmon & Weiss. 8pp. 25586:213. 24X Fiche: 50-000, 84/04/23. 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT. J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA, F. J, Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fiche: 50-000, 84/04/23. 

8407130156. 


8407020134 Forwards evaluation re 840516-17 audit & review of 
utilization of Westinghouse computer codes. Util use of 
code methods acceptable on interim basis. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/19. STEWART, W. L. 

Virginia Electric & Power Co. 7pp. 25272:339. 24X 

Fiche: 50-000, 84/06/19. 8407020134. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8< holders of CPs re proposed staff 
actions to improve 8< maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 840702 0206. 


8407110515 Forwards finding of no significant impact w/attached environ 
assessment & safety evaluation for increasing spent fuel 
storage & transshipment of spent fuel. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/02. RUTBERG. J. 

Hearings Division. Ip. 25552:143. 24X Fiche: 50-338. 84/07/02. 

B407110515. 


— 8407110520 Environ assessment finding of no significant impact re 
proposed mods to Licenses NPF-4 S< NPF-7 to increase spent 
fuel pool storage capacity. 

EISENHUT, D. G. Division of Licensing. 84/06/29. 4pp. 25552:144. 
24X Fiche: 50-338, 84/07/02, 8407110515. 


— 8407110523 Environ assessment re increasing spent fuel storage 
capac i ty. 

* Office of Nuclear Reactor Regulation, Director. * Office of 
Nuclear Material Safety 8< Safeguards. Director. 84/07/02. 37pp. 
25552:148. 24X Fiche: 50-338. 84/07/02, 8407110515. 


— 8407110536 Safety evaluation supporting increased storage capacity of 
spent fuel pool. 

* Office of Nuclear Reactor Regulation. Director. * Office of 
Nuclear Material Safety & Saf eguar ds. Direc tor. 84/07/02. 58pp. 
25552:185. 24X Fiche: 50-338, 84/07/02. 84071 10515. 


O. Adjudicatory correspondence 


8407100533 Forwards staff proposed finding of no significant impact, 
environ assessment 8t SER re increasing spent fuel storage & 
transshipment & receipt of spent fuel, per ASLB 830610 memo. 

Related correspondence. 

HASSELL, D, F. Hearing Branch 1. DSB 149. 84/07/03. WOLFE, S. J. . 

FERGUSON. G, A. , KLINE. J. Atomic Safety and Licensing Board Panel 
101 pp. 25514:211. 24X Fiche: 50-338. 84/07/03. 8407100533. 


8407100592 Notice of appearance in proceeding. Certificate of Svc end 
HASSELL, D.F. Hearing Branch 1. DSB 148. 84/07/03 

25514:066. 24X Fiche: 50-338, 84/07/03, 8407100592. 


3pp. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses «( amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407130059 Forwards addl info re TMI Item 11. F. 2 concerning inadequate 
core cooling instrumentation implementation status, per 
840503 request. Emergency procedures will be upgraded as part 
of detailed control room design review. 

STEWART, W.L. Virginia Electric Power Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. G. 
Division of Licensing. 32pp. 25562:023. 24X Fiche: 50-000, 84/07/06, 

8407130059. 
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8407170305 Forinards response to NRC 840420 request for addl info re use 
of NOMAD code ?< model to perform reload core design key 
parameter generation. Proposed changes to Topical Rept 
VEP-NFE-1 end. 

STEWART. W. L. Virginia Electric & Potuer Co. 84/07/Oi>. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. EISENHUT. D. G. 
Division of Licensing. 94pp. 25617:001. 24X Fiche: 50~000. 84/07/06. 

8407170305. 


8407190330 Suppls 831104 response to Generic Ltr 83-28. "Required 
Actions Based on Generic Implications of Salem ATWS Events." 

Life cycle testing & periodic replacement programs based on 
Westinghouse Ouners Group effort expected by Fall 1984. 

STEWART. W. L. Virginia Electric it Power Co. 84/07/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. EISENHUT. D. G. 
Division of Licensing. 2pp. 25681:291. 24X Fiche: 50— 000. 84/07/12. 

8407190330. 


8407250336 Forwards response to request for addl info required to 
co.mplete review of util Topical Rept VEP~FRD-41. "VEPCQ 
Reactor Sys Transient Analyses Using RETRAN Computer Code." 

STEWART, W.L. Virginia Electric &t Power Co. 84/07/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. 0. 
Division of Licensing. 130pp. 25738:239. 24X Fiche: 50-000. 

84/07/12, 8407250336. 


8407240262 Forwards revised Cycle 5 values for fxy it axial power 
distribution surveillance 1 imit, Pm, Requests exemption from 
normal 60-day advance submittal requirement to allow use of 
revised limits for startup it power operation. 

STEWART, W. L. Virginia Electric «« Power Co. 84/07/17. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER. J.R. 
Operating Reactors Branch 3. 5pp. 25718:305. 24X 

Fiche: 50-338. 84/07/17, 8407240262. 


8407270040 Forwards status rept on open items re GDC 17 analysis.in 
response to NRC 840417 request. All regulatory commitments 
it mods to be completed at end of present Unit 1 it upcoming 
Unit 2 refueling outages, 

STEWART, W. L. Virginia Electric it Power Co. 84/07/18. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 25790:270. 24X 

Fiche: 50-338, 84/07/18. 8407270040. 


8407270043 Advises of status of qual if ication program for B4tW 
acoustical monitoring sys for direct indication of 
pressurizer relief & safety valve position. per NUREG-0737. 

Item II. D. 3. 

STEWART, W. L. Virginia Electric it Power Co. 84/07/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director, EISENHUT. D. 0. 
Division of Licensing. 2pp. 25786:257. 24X Fiche: 50— 338, 84/07/23, 

8407270043. 


Q. Inspection reports, IE Bulletins i correspondence 


8407100056 Forwards IE Insp Repts 50-338/84-13 it 50-339/84-16 on 
840514-18. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/07. STEWART, W.L. 
Virginia Electric & Power Co. 2pp. 25519:359. 24X 

Fiche: 50-338, 84/06/07, 8407100056. 


— 0407100060 IE Insp Repts 50-338/84-13 it 50-339/84-16 on 840514-18. No 
violations noted. Major areas inspected: preparation for 
refueling it plant tour. 

MATHIS, J. L. , JAPE, F. Region 2, Office of Director. 84/06/04. 

3pp. 25519:361, 24X Fiche: 50-338, 84/06/07. 8407100056. 


8407180151 Forwards IE Insp Repts 50-338/84-16 it 50-339/84-15 on 
840521-25. No violations or deviations noted. 

DANCE, H.C. Region 2» Office of Director. 84/06/11, STEWART. W. L. 
Virginia Electric & Power Co, 2pp. 25667:083. 24X 

Fiche: 50-338. 84/06/11. 8407180151. 


— 8407180152 IE Insp Repts 50-338/84-16 & 50-339/84-15 on 840521-25. No 
violations or deviations noted. Major areas inspected : maint 
of 4. 160-volt breakers, protective relay settings followup 
on reactor trip breaker problems. 

MERR I WEATHER, N. . CONLON. T. E. Region 2, Office of Director. 
84/06/08. 6pp. 25667:085. 24X Fiche: 50-338, 84/06/1 1 , 8407180151. 


8407190096 Forwards IE Insp Repts 50-338/84-17 & 50-339/84-17 on 
840529-31. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/11. 8TEWART.W.L. 
Virginia Electric it Power Co. 2pp. 25687:150. 24X 

Fiche: 50-338.84/06/11, 8407190096. 


— 8407190101 IE Insp Repts 50-338/84-17 it 50-339/84-17 on 840529-31. No 
violations noted. Major areas inspected: previously identified 
unresolved issues, inspector followup items & health physics 
training for issuance of expired badge. 

ECONOMOS.N. , BLAKE. U. J. Region 2. Office of Director. 04/06/08. 
4pp. 25687:152. 24X Fiche: 50-338. 84/06/11. 8407190096. 


8407190011 Forwards IE Insp Repts 50-338/84-14 it 50-339/84-13 on 
840521-25. No violations or deviations noted. 

DA.NCE, H, C. Region 2. Office of Director. 84/06/18. STEWART. W.L. 
Virginia Electric it Power Co. 2pp. 25687:156. 24X 

Fiche: 50-338, 84/06/18, 8407190011. 


— 8407190019 IE Insp Repts 50-338/84-14 it 50-339/84-13 on 840521-25. No 
violations or deviations noted. Major areas inspected: 
surveillance testing it calibr control it independent insp 
effort. 

FOSTER, L^E., UPRIGHT.C. M. Region 2, Office of Director. 84/06/14. 
8pp. 25687:158. 24X Fiche: 50-338. 84/06/18, 8407190011. 


8407180154 Forwards IE Insp Repts 50-338/84-12 it 50-339/84-12 on 
840506-0605. No violations or deviations noted. 

DANCE. H.C. Region 2. Office of Director. 84/06/21. STEWART, W.L. 
Virginia Electric it Power Co. 2pp. 25667:095. 24X 

Fiche: 50-338, 84/06/21. 8407180154. 


— 8407190164 IE Insp Repts 50-338/84-12 St 50-339/84-12 on 840506-0605. No 
violations or deviations noted. Major areas inspected: 
surveillance it maint, f o I lowup of previous findings. IE 
circulars/bulletins. LERs. safety sys walkdown St TMI items. 

BRANCH. M. W. . LUEHMAN, J. 0. , ELROD, S. Region 2, Office of Director. 
84/06/20. 9pp. 25667:097. 24X Fiche: 50-338. 84/06/21. 8407180154. 


8407180125 Forwards IE Insp Repts 50-338/84-15 St 50-339/84-14 on 
840529-0601. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/25. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25667: 133. 24X 

Fiche: 50-338. 84/06/25. 8407180125. 


— 8407180128 IE Insp Repts 50-338/84-15 St 50-339/84-14 on 840529-0601. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters St 
nonlicensed personnel training. 

BELISLE. 0. A. , UPRIGHT, C.M. Region 2. Office of Director. 

84/06/21. Spp. 25667:135. 24X Fiche: 50-338. 04/06/25, 8407180125. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

UORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche; 50 - 000 , 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

UORDAN. E. L. Division of Emergency Preparedness St Eng inter ing 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29. 8406280311. 


8407300387 Forwards IE Insp Repts 50-339/84-22 St 50-339/84-22 on 
840612-14. No violations or deviations noted. 

DANCE. H.C. Region 2. Office of Director. 04/07/03. STEWART, W.L. 
Virginia Electric St Power Co. 2pp. 25815:142. 24X 

Fiche: 50-338. 84/07/03. 8407300387. 


— 8407300389 IE Insp Rept 50-338/84-22 St 50-339/84-22 on 840612-14. No 
violations or deviations noted. Major areas inspected: 
inservice insp procedure review, work observation St 
evaluation of quality records. 

ECONOMOS.N., BLAKE. J.U. Region 2. Office of Director. 04/06/29. 
7pp. 25815:144. 24X Fiche: 50-338. 84/07/03. 0407300387. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 S< Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Se Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05. 8407030089. 


8407300394 Forwards IE Insp Repts 50-338/84-23 St 50-339/84-23 on 
840620-22. No violations or deviations noted, 

DANCE. H.C. Region 2. Office of Director. 84/07/05. STEWART. W.L. 
Virginia Electric St Power Co. 2pp. 25814:117. 24X 

Fiche: 50-338. 84/07/05. 8407300394. 


— 8407300400 IE Insp Repts 50-338/84-23 St 50-339/84-23 on 840620-22. No 
violations or deviations noted. Major areas inspected; snubber 
surveillance program St Type C leak testing. 

LENAHAN. J, J. . JAPE. F. Region 2, Office of Director. 84/07/03. 

Spp, 25814; 119. 24X Fiche: 50-338. 84/07/05, 8407300394. 



8407030274 IE Info Notice 84-55, "Seai Table Leaks at PWRs. " Svc list 
end. 

Jordan, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830l03>. 84/07/06. Consolidated Edison Co. of New 

York, Inc. 23Spp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407300410 Forwards IE Insp Repts 50-338/84-20 it 50-339/84-20 on 
840611— 14 & 19-22. Mo violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/07/06. STEWART, W. L. 
Virginia Electric & Power Co. 2pp. 25814:198. 24X 

Fiche: 50-338, 84/07/06, 8407300410. 


—8407300416 IE Insp Repts 50-338/84-20 8, 50-339/84-20 on 840611-14 & 
19-22. No violations or deviations noted. Major areas 
inspected: preparation for refueling activities, spent fuel 
pool activities & plant tour. 

MATHIS, J. L. , JAPE, F. Region 2, Office of Director. 84/07/05. 

5pp. 25814:200. 24X Fiche; 50-338, 84/07/06, S407300410. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/ 10, 8407060251 . 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence 


8407020133 Monthly operating repts for May 1984. W/840615 Itr. 

LEE, J. N. , STEWART, W. L. Virginia Electric it Power Co. 84/05/31. 
HALLER, N. M. Office of Resource Management, Director. 15pp. 
25220: 102. 24X Fiche: 50-338, 84/05/31, 8407020133. 


8407190360 Monthly operating repts for June 1984. W/840712 Itr, 

LEE, J.N. , STEWART, W. L, Virginia Electric it Power Co. 84/06/30, 

HALLER, N. M. Office of Resource Management, Director. 9pp. 

25681:325. 24X Fiche: 50-338, 84/06/30, 8407190360, 


S. Reportable occurrences, LERs it related correspondence 


8407030323 PNO-I I— 84— 041 : on 840628, flatbed trailer truck carrying 14 
fresh fuel assemblies from Westinghouse fuel fabrication 
plant in Columbia, SC overturned 12 miles south of North Anna 
p lant. Container undamaged. 

JEN ISON, K. M. , ELROD, S. A. Region 2, Office of Director. 84/06/28. 
2pp. 25272:041. 24X Fi ch e: 50-333, 84/06/28, 8407030323. 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. C. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLa,NSSS vendors, reactor vendors it AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 
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F. Security, medical, emergency it fire protection plans 


8407020353 Forwards order confirming licensee commitments on emergency 
re«nnr.«« ^ Generic Ltr 82-33. Order 


8407050260 Notification of 840703 meeting w/util in Bethesda, MD to 
discuss identified App R mod s, resour ce requirements St impact 
on priori ties. Meeting agenda end. 

ENGLE, L.B. Operating Reactors Branch 3. 84/06/27. MILLER, J, R. 

Operating Reactors Branch 3. 3pp. 25432:065. 24X 

Fiche: 50-338, 84/06/27, B407050260. 


8407060175 Provides response to h«C 840105 ltr, Items 1 & 2 re procedure 
generation package. Analys is of Westinghouse Owners Group 
generic emergency response guidelines performed per 
NUREG-0737, Item I. C- 1. 

STEWART, W.L. Virginia Electric & Power Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp, 25426:258 
24X Fiche; 50-000, 84/06/29, 8407060175. 


8407240503 Notification of 840719 meeting w/util in Bethesda, MD to 
discuss compensatory measure to be identified w/App R 
mods it impacted schedules. 

ENGLE, L.B. Operating Reactors Branch 3. 84/07/17. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25734:358. 24X 

Fiche; 50-338, 84/07/17, 8407240503. 


8407250253 Forwards Part I, "Safeguards Sys Effectiveness Review Rept" 
it Part II, "Vital Area Definition Rept. " Comments on areas 
requiring further consideration requested. End s withheld 
(ref 10CFR73. 21). 

MILLER, J. R. Operating Reactors Branch 3. 84/07/20. STEWART, W. L. 

Virginia Electric it Power Co. Ip. 25743:353. 24X 

Fiche: 50-338, 84/07/20, 8407250253. 


G. Adjudicatory correspondence 


8407100533 Forwards staff proposed finding of no significant impact, 
environ assessment 8t SER re increasing spent fuel storage 
transshipment it receipt of spent fuel, per ASLB 830610 memo. 

Related correspondence. 

HASSELL, D. F. Hearing Branch 1. DSB 149. 84/07/03. WOLFE, S. J. , 

FERGUSON, G. A. , KLINE, J. Atomic Safety and Licensing Board Panel. 
101pp. 25514:211. 24X Fiche: 50-338, 84/07/03, 84071CX)533. 


8407100592 Notice of appearance in proceeding. Certificate of Svc encl. 
HASSELL, D. F. Hearing Branch 1. DSB 148. 84/07/03. 3pp. 

25514:066. 24X Fi che: 50-338, 84/07/03, 8407100592. 


8407180316 Notice of appearance in proceeding. Certificate of Svc encl. 
HASSELL, D. F. Hearing Branch 1. DSB 3ll. 84/07/11. 3pp. 

25652:046. 24X Fiche: 50-338, 84/07/11, 8407180316. 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8407060142 Forwards Rev 2 to updated FSAR. Rev contains necessary 
changes bringing updated FSAR current as of 840101. 

STEWART, W.L. Virginia Electric «t Power Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 25425:099. 24X 

Fiche: 50-338,84/06/29, 8407060142. 


— 8407060145 Rev 2 to updated FSAR. 

* Virginia Electric it Power Co. 84/06/30. 2O0pp. 25425:100. 
24X Fiche: 50-338,84/06/29, 8407060142, 


P. Operating license stage documents 8< correspondence 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 it 
63“72. Forwards App F documents. App G documents withheld 
(ref FOIA Exemptions 4 It 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W, S. 
Harmon 8,. Weiss. Spp. 25586:213. 24X Fiche: 50-000. 84/04/23, 

8407130156. 


--8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info encl. 

KNIGHT, J. P. Assistant Director for Comp, it Structures Engineering 
(Post 830201). 84/04/23. MIRAOLIA, F. J. Assistant Director for 

Safety Assessment. I34pp. 25589:213. 24X Fiche: 50-000, 84/04/23, 

8407130156. 


8407020134 Forwards evaluation re 840516-17 audit it. review of 
utilization of Westinghouse computer codes. Util use of 
code methods acceptable on interim basis. 

MILLER, J, R. Operating Reactors Branch 3. 84/06/19. STEWART, W. L. 

Virginia Electric it Power Co. 7pp. 25272:339. 24X 

Fiche: 50-000, 84/06/19, B407020134. 
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8407020227 Authorizes refund of review fee re 840315 application for 
Tech Spec changes to delete certe*in surveillance 
r eq,uirements for diesel generators. 

HILLER. W.O. License Fee Management Branch. 84/06/27. STEWART, W. L. 
Virginia Electric & Power Co. Ip. 25275:285. 24X 

Fiche: 50-339, 84/06/27, 8407020227. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISFNHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407110515 Forwards finding of no significant impact w/attached environ 
assessment & safety evaluation for increasing spent fuel 
storage h transsh ipment of spent fuel. 

MILLER, J.R. Operating Reactors Branch 3, 84/07/02. RUTBERC, J. 

Hearings Division. Ip. 25552:143. 24X Fiche: 50-338, 84/07/02, 

8407110515. 


— 8407110520 Environ assessment finding of no significant impact re 
proposed mods to Licenses NPF~4 Jk NPF-7 to increase spent 
fuel pool storage capacity. 

EISENHUT, D. G. Division of Licensing. 84/06/29. 4pp. 25552:144. 
24X Fiche: 50-338, 84/07/02, 8407110515. 


— 8407110523 Environ assessment re increasing spent fuel storage 
capacity. 

* Office of Nuclear Reactor Regulation, Director. * Office of 
Nuclear Material Safety Safeguards, Director. 84/07/02. 37pp. 
25552:148. 24X Fiche: 50-338. 84/07/02, 8407110515. 


— 8407110536 Safety evaluation supporting increased storage capacity of 
spent fuel pool. 

* Office of Nuclear Reactor Regulation, Director. * Office of 
Nuclear Material Safety it Safeguards, Director. 84/07/02, 58pp. 
25552:185. 24X Fiche: 50-338, 84/07/02, 8407110515. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses it amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407130059 Forwards addl info re TMI Item II. F. 2 concerning inadeq,uate 
core cooling instrumentation Implementation status, per 
840503 request. Emergency procedures will be upgraded as part 
of detailed control room design review. 

STEWART, W.L. Virginia Electric it Power Co. 84/07/06. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 32pp. 25562:023. 

24X Fiche: 50-000, 84/07/06, 8407130059. 


8407170305 Forwards response to NRC 840420 request for addl info re use 
of NOMAD code tt model to perform reload core design key 
parameter generation. Proposed changes to Topical Rept 
VEP-NFE-1 end, 

STEWART. W.L, Virginia Electric & Power Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 94pp. 25617:001. 

24 X Fiche: 50-000. 84/07/06, 8407170305. 


8407190330 Suppls 831104 response to Generic Ltr 83-28, "Required 
Actions Based on Generic Implications of Salem ATWS Events. " 

Life cycle testing it periodic replacement programs based on 
Westinghouse Owners Group effort expected by Fall 1984. 

STEWART, W.L. Virginia Electric & Power Co, 84/07/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25681:291. 
24X Fiche: 50-000, 84/07/12, 8407190330. 


8407250336 Forwards response to request for addl info required to 
complete review of util Topical Rept VEP-FRD-41, "VEPCO 
Reactor Sys Transient Analyses Using RETRAN Computer Code. " 

STEWART, W.L. Virginia Electric it Power Co. 84/07/12. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director, 130pp. 25730:239. 

24X Fiche: 50-000, 84/07/12. 8407250336. 


8407250248 Discusses plans for Cycle 4 reload core Sc forwards core 
surveillance rept w/specific power distribution limits 
applicable to Cycle 4 operation. Cycle 4 analysis indicates 
no key limiting analysis parameters V. Tech Specs adequate. 

STEWART. W.L. Virginia Electric Sc Power Co. 84/07/18. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3. 5pp. 25738:234, 24X 

Fiche: 50-339, 84/07/18, 8407250248. 


8407270040 Forwards status rept on open items re GDC 17 analysis, in 
response to NRC 840417 request. All regulatory commitments 
Sc mods to be completed at end of present Unit I St upcoming 
Unit 2 refueling outages. 

STEWART. W.L. Virginia Electric St Power Co. 84/07/18. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 
Operating Reactors Branch 3, 4pp. 25790:270. 24X 

Fiche: 50-338.84/07/18, 8407270040. 


8407270043 Advises of status of qualification program for BStW 
acoustical monitoring sys for direct indication of 
pressurizer relief St safety valve position, per NUREG-0737, 

Item II. D. 3. 

STEWART, W.L. Virginia Electric St Power Co. 84/07/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. EISENHUT, D. 0. 
Division of Licensing. 2pp. 25786:257. 24X Fiche: 50-338, 84/07/23, 

8407270043. 


Q. Inspection reports, IE Bulletins St correspondence 


8407100056 Forwards IE Insp Repts 50-338/84-13 St 50-339/84-16 on 
840514-18. No violations noted. 

DANCE. H.C. Region 2, Office of Director. 84/06/07. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25519:359. 24X 

Fiche: 50-338, 84/06/07, 8407100056. 


—8407100060 IE Insp Repts 50-338/84-13 St 50-339/84-16 on 840514-18. No 
violations noted. Major areas inspected: preparation for 
refueling St plant tour. 

MATHIS. J.L . JAPE, F. Region 2. Office of Director. 84/06/04. 

3pp. 25519:361. 24X Fiche: 50-338, 84/06/07. 84071 0005^. 


8407180151 Forwards IE Insp Repts 50-338/84-16 St 50-339/84-15 on 
840521-25. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/11. STEWART, W. L. 
Virginia Electric S< Power Co. 2pp. 25667:083. 24X 

Fiche: 50-338. 84/06/1 1 . 8407180151. 


—8407180152 IE Insp Repts 50-338/84-16 St 50-339/84-15 on 840521-25. No 
violations or deviations noted. Major areas inspected : maint 
of 4, 160-volt breakers, protective relay settings St followup 
on reactor trip breaker problems. 

MERR I WEATHER, N. , CONLON. T. E. Region 2, Office of Director. 
84/06/08. 6pp. 25667:085. 24X Fiche: 50-338, 84/06/1 1, 8407180151. 


8407190096 Forwards IE Insp Repts 50-338/84-17 St 50-339/84-17 on 
840529-31. No violations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/11. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25687: 150. 24X 

Fiche; 50-338. 84/06/11, 8407190096. 


— 8407190101 IE Insp Repts 50-338/84-17 St 50-339/84-17 on 840529-31. No 
violations noted. Major areas inspected: previously identified 
unresolved issues, inspector followup items St health physics 
training for issuance of expired badge. 

ECONOMOS, N. , BLAKE, J.J. Region 2. Office of Director. 84/06/08. 
4pp. 25687:152. 24X Fiche: 50-338. 84/06/11, 8407190096. 


8407190011 Forwards IE Insp Repts 50-338/84-14 St 50-339/84-13 on 
840521-25. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/18. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25687: 156. 24X 

Fiche: 50-338, 84/06/10. 8407190011. 


— 8407190019 IE Insp Repts 50-338/84-14 St 50-339/84-13 on 840521-25. No 
violations or deviations noted. Major areas inspected: 
surveillance testing St callbr control St independent insp 
effort. 

FOSTER. L.E., UPRIGHT, C.M. Region 2, Office of Director. 84/06/14. 
Bpp. 25687:158. 24X Fiche: 50-338, 84/06/18, 8407190011. 


8407180154 Forwards IE Insp Repts 50-338/84-12 St 50-339/84-12 on 
840506-0605. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/21. STEWART, W. L. 
Virginia Electric St Power Co. 2pp. 25667:095. 24X 

Fiche: 50-338, 84/06/21, 8407180154. 


— 8407180164 IE Insp Repts 50-338/84-12 St 50-339/84-12 on 840506-0605. No 
violations or deviations noted. Major areas inspected: 
surveillance & maint, fo 1 lowup of previous findings, IE 
c ircu iars/bul letins, LERs, safety sys walfcdown St TMI items. 

BRANCH, M.W., LUEHMAN, J. G. , ELROD, S. Region 2, Office of Director. 
84/06/20. 9pp. 25667:097. 24X Fiche: 50-338, 84/06/21, 8407180154. 


8407180125 Forwards IE Insp Repts 50-338/84-15 St 50-339/84-14 on 
840529-0601. No violations or deviations noted. 

DANCE,H. C. Region 2, Office of Director. 84/06/25. STEWART. W. L. 
Virginia Electric St Power Co. 2pp. 25667: 133. 24X 

Fiche: 50-338, 84/06/25, 8407180125. 


— 8407180128 IE Insp R»pts 50-338/84-15 St 50-339/84-14 on 840529-0601. No 
violations or dev'iations noted. Major areas inspected; 
licensee action on previous enforcement matters St 
nonlicensed personnel training. 

BELISLE, G. A. , UPRIGHT, C.M. Region 2, Office of Director. 

84/06/21. 9pp. 25667:135. 24X Fiche: 50-338, 84/06/25, 8407180125. 
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8406250214 IE Info Notice 84-51 j "Independent Verification," Svc list 
end. 

v/ORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fic he : 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees 8e Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he : 50-000, 84/06/29, 840628031 1. 


8407300387 Forwards IE Insp Repts 50-338/84-22 Sc 50-339/84-22 on 
840612-14. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/03, STEWART, W. L. 
Virginia Electric St Pouer Co. 2pp. 25815: 142, 24X 

Fic he: 50-338, 84/07/03, 8407300387. 


— 8407300389 IE Insp Rept 50-338/84-22 & 50-339/84-22 on 840612-14. No 
violations or deviations noted. Major areas inspected: 
inservice insp procedure review, work observation Sc 
evaluation of quality records. 

ECONOMOS, N. , BLAKE, J.J. Region 2, Office of Director. 84/06/29. 
7pp. 25815:144. 24X Fiche : 50-338, 84/07/03, 8407300387. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Sc Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X Fiche; 50-000, 84/07/05, 8407030089, 


8407300394 Forwards IE Insp Repts 50-338/34-23 it 50-339/84-23 on 
840620-22, No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/05. STEWART, W. L. 
Virginia Electric «< Power Co. 2pp. 25314:117. 24X 

Fi Che: 50-338, 84/07/05, 8407300394. 


— 8407300400 IE Insp Repts 50-338/84-23 «« 50-339/84-23 on 840620-22. No 
violations or deviations noted. Major areas inspec ted: snubber 
surveillance program Zt Type C leak testing. 

LENAHAN, J. J. , JAPE, F. Region 2, Office of Director. 84/07/03. 

5pp. 25814:119. 24.X Fich e: 50-338, 84/07/05, 8407300394. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche : 50-000, 84/07/06, 8407050274. 


8407300410 Forwards IE Insp Repts 50-338/84-20 it 50-339/84-20 on 
840611-14 & 19-22. No violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/07/06. STEWART, W. L. 
Virginia Electric it Pouer Co. 2pp. 25814: 198. 24X 

Fiche: 50-338, 84/07/06, 8407300410. 


— 8407300416 IE Insp Repts 50-338/84-20 ic 50-339/84-20 on 840611-14 it 
19-22. No violations or deviations noted. Major areas 
inspected: preparation for refueling act iviti es, spent fuel 
pool activities it plant tour- 

MATHIS, J. L. , JAPE, F. Region 2, Office of Director 84/07/05 

5pp. 25814:200. 24X Fiche; 50-338, 84/07/06, 8407300410. 


0407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-tiinute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251, 


8407190360 Monthly operating repts for June 1984. W/840712 Itr. 

LEE, J. N. , STEWART, W. L. Virginia Electric it Power Co. 84/06/30. 
HALLER, N.M. Office of Resource Management, Director. 9pp. 
25681: 325. 24X Fiche: 50-338, 84/06/30, 8407190360. 


S. Reportable occurrences. LERs it related correspondence 


8407030323 PNO-1 1-84-041 ; on 840628, flatbed trailer truck carrying 14 
fresh fuel assemblies from Westinghouse fuel fabrication 
plant in Columbia, SC overturned 12 miles south of North Anna 
p lant. Container undamaged. 

JENISON, K, M. , ELROD, S. A, Region 2, Office of Director. 84/06/28, 
2pp. 25272:041. 24X Fi che; 50-338, 84/06/28, 8407030323. 


8407240422 Forwards "Failure of Fire Damper in Safeguards Ventilation 
Sys, " technical review rept. Region II preparing memo to NRR 
identifying issue as potential generic concern. 

LANNING, W. O. Reactor Operations Analysis Branch. 84/06/28. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. Ip. 25734:348. 

24X Fiche: 50-339, 84/06/23, 8407240422. 


— 8407240425 "Failure of Fire Damper in Safeguards Ventilation Sys," 
technical review rept. 

LANNING, W. Reactor Operations Analysis Branch. 84/06/28. 4pp. 
25734:349. 24X Fi ch e: 50-339, 84/06/28, 8407240422. 


8407240381 LER 84-006-00; on 840608, fire detection sys for emergency 
switchgear room removed from svc to add smoke detectors. 

Sys returned to svc on 840628, resu Iting in sys remaining out 
of svc greater than 14 days. W/840712 Itr. 

HARRELL, E.W. Virginia Electric it Power Co. 84/07/12. 3pp. 
25729: 360. 24X Fiche: 50-339, 84/07/12, 8407240381. 


8407240504 LER 84-005-00; on 840625, air supply line to steam generator 
A main feedwater control valve fai led, caus ing valve to fail 
shot 8t resulting in reactor trip 13 s later. Air lines 
replaced. W/840712 Itr. 

HARRELL. E.W. Virginia Electric it Power Co. 84/07/12. 4pp. 
25727:358. 24X Fiche: 50-339, 84/07/12, 8407240504. 


V. Operator Examinations 


8406270142 (Jeneric Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Meu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, app I i cants 
for OLs.NSSS vendors, reactor vendors St AEs re annual meeting 
to discuss recent developments concerning operator training, 
quali f ica ti ons it exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Meu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03,8407030097. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Application/construction stage documents St correspondence 


8406120362 Forwards Amend 57 to amended Sk substituted application for 
1 icanses, consisting of Amend 57 to FSAR. 

EARLE, O.K. Detroit Edison Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ip. 24X Fiche: 50-341, 
84/06/08, 8406120362. 


— 8406120365 Amend 57 to amended St substituted application for licenses, 
consisting of Amend 57 to FSAR. 

JENS, W. H. Detroit Edison Co. 84/06/08. Ip. 24X 
Fiche: 50-341,84/06/08. 8406120362. 


8407020002 Discusses progress on commitments identified in util 830817 
ltr re standby liquid control sys. Checkout S< initial 
operations test forms for power cabling 8< proposed Tech 
Specs end. 

JENS, W. H. Detroit Edison Co. 84/06/22. YOUNGBLOOD, B. Licensing 
Branch 1. 18pp. 25219:313. 24X Fiche: 50-341, 84/06/22, 8407020002. 
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8407060097 Generic Ltr 84—18 to all nonpoiuer reactor licensees re 
filing of applications for licenses & amends, Svc list end. 
EISENHUTi D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc ies, mismanagement St safety 
problems in nuclear ind us tr y . Enc 1 identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. 2ERBE, J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000, 84/07/10. 

8407250094, 


— 8407250113 Forwards Commissioner Bernthal request for review St response 
to S Stecklow 840624 article in Philadelphia Enquirer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094. 


--8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware defic iencies, mismanagement St safety 
prob I ems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J, Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche; 50-000, 84/07/10. 

8407250094. 


B407170057 Responds to 840327 request for confirmation that as— built 
analysis performed of all flued heads in saf ety-related sys 
in compliance of appropriate sections of ASME Code. 

Evaluation verified Code acceptability. 

JENS, W. H. Detroit Edison Co. 84/07/11. YOUNGBLOOD. B. J. Licensing 
Branch 1. Ip. 25617:236. 24X Fic he ; 50-34 1, 84/07/1 1, 8407170057. 


8407240176 Forwards responses to NRC 840524 request for addl info re 
justification for interim operation concerning environ 
qualification of saf ety-r e lated equipment. 

JENS, W. H. Detroit Edison Co. 84/07/16, YOUNGBLOOD, B. J. Licensing 
Branch 1. 9pp. 25723:001. 24X Fiche : 50-341, 84/07/16, 8407240176. 


8407300241 Forwards three environ qualification of saf ety— re lated 
mechanical equipment for harsh environ Central Files 
packages requested by A Masciantonio during NRC audit, 

W/o ends, 

EARLE, 0. K. Detroit Edison Co. 84/07/23. LYNCH, M. D. Licensing 
Branch 1. Ip. 25802:361. 24X Fiche: 50-341, 84/07/23, 8407300241, 


8407270070 Confirms plans to attend 840731 meeting w/CM Heidel at 
nuclear operation ctr to hear Duke Power Co presentation on 
results of const assessment. 

KEPPLERiJ. G. Region 3, Office of Director. 84/07/24. JENS, W. H. 
Detroit Edison Co, Ip. 25783:362. 24X Fiche: 50-341, 84/07/24. 

8407270070. 


8407310112 Informs that fuel load schedule revised to 841101 fuel load 
date. 

JENS, W. H. Detroit Edison Co, 84/07/24. KEPPLER, J. 0. Region 3. 
Office of Director. YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 
25837:362, 24X Fiche : 50-341 . 84/07/24, 84073101 12. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8407030166 Requests rev to SER Section 6, 2. 3, ref lecting max 10 minute 
drawdown time to achieve 1/4 inch of water pressure in 
secondary containment post-LOCA. FSAR will be revised. 

JENS, W. H, Detroit Edison Co. 84/06/26. YOUNGBLOOD, B. J. Licensing 
Branch 1. 7pp. 25238:136. 24X Fiche: 50-341, 84/06/26, 8407030166. 


8407300135 Forwards comments on NUREG-0798, "SER re Operation of Fermi 
2." Differences between SER &; Tech Specs documented. Tech 
Specs consistent & accurate re plant design. 

JENS, W H. Detroit Edison Co. 84/07/20, YOUNGBLOOD, B. J, Licensing 
Branch 1. 9pp. 25807:065. 24X Fiche: 50-341, 84/07/20. 8407300135. 


— 8407300147 Forwards seismic reassessment of NSSS piping. All piping 
stresses within ASME Code values. Some snubber loads exceed 
rated loads St three reactor pressure vessel nozzles have 
loads in excess of allowable value, Snubber upgrade underway. 

TAUBER. H. Detroit Edison Co. 82/05/18, KINTNER.L. L. Division of 
Licensing. 3pp. 25807:074. 24X Fiche; 50-341, 84/07/20, 8407300135. 


F. Security, medical, emergency 8« fire protection plans 


8407020467 Notification of 840710 meeting w/util in Bethesda,MD to 
discuss compliance w/requ irements of App R to 10CFR50. 

LYNCH, M.D. Licensing Branch 1. 34/06/21. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp, 25229:357. 24X Fiche: 50-341 , 84/06/21, 

8407020467. 


S407110199 Forwards Amend 1 to contingency plan. Amend withheld 
(ref 10CFR73. 21). 

JENS.W.H, Detroit Edison Co. 84/07/03. YOUNGBLOOD, B. J. Licensing 
Branch 1. Ip. 25522:007. 24X Fiche; 50-341, 84/07/03, 84071 10199. 


8407190072 Summary of 840605 meeting w/util in Bethesda.MD re audit for 
compliance of facility w/App R to 10CFR50. 

LYNCH, M. D. Licensing Branch 1. 84/07/10. Licensing Branch 1. 

5pp. 25693:293. 24X Fi c h e : 50-341 , 84/07/ 10. 8407190072. 


K. Utility Final Safety Analysis Report (FSAR) amends 


8406120362 Forwards Amend 57 to amended 8,. substituted application for 
licenses, consisting of Amend 57 to FSAR. 

EARLE, O.K. Detroit Edison Co. 84/06/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation* Director. Ip. 24X Fiche: 50-341, 
84/06/08, 8406120362. 


— 8406120365 Amend 57 to amended 8t substituted application for licenses, 
consisting of Amend 57 to FSAR. 

JENS.W.H. Detroit Edison Co. 84/06/08. Ip. 24X 
Fiche: 50-341, 84/06/08, 8406120362. 


— 8406120368 Amend 57 to FSAR. 

* Detroit Edison Co. 84/05/31. 1,000pp. 24X 

Fiche: 50-341 * 84/06/08, 8406120362. 


Q. Inspection reports, IE Bulletins Si correspondence 


8407030096 Requests that proposed license condition requiring 
surveillance of control blades to identify Sc quantify stress 
corrosion cracking be dropped since util established program 
to inspect Z>. replace blades* per IE Bulletin 79-26. 

JENS*M. H. Detroit Edison Co. 84/06/25. YOUNGBLOOD* B. J. Licensing 
Branch 1. 3pp. 25269:155. 24X Fiche : 50-341, 84/06/25, 8407030096. 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 630103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000* 84/06/26* 8406250214. 


8407100463 Suppls response to IE Bulletin 74-12 re util supplied 
Westinghouse Type SG relays w/incorrect ly sized coils. 

Testing program procedure developed to verify relay types 
tc coil rating prior to preoperational testing. 

JENS, W. H. Detroit Edison Co. 84/06/26, KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 25464:129. 24X Fiche: 50-341, 84/06/26* 

8407100463. 


8407120592 Forwards IE Insp Rept 50-341/84-11 on 840416-0601 «< notice 
of violation, 

SPESSARD* R. L. Region 3* Office of Director. 84/06/26. JENS* W. H. 
Detroit Edison Co. 2pp. 25555:267. 24X Fiche: 50-341, 84/06/26* 

8407120592. 


--8407120598 Notice of violation from insp on 840416-0601. 

SPESSARD, R. L. Region 3* Office of Director. 84/06/26. 2pp. 
25555:269. 24X Fiche; 50-341* 84/06/26, 8407120592. 


— 8407120603 IE Insp Rept 50-341/84-11 on 840416-0601. Noncompliance 
noted: inadequate preoperational test procedure* failure to 
follow procedures re battery charger performance test & 
inadequate housekeeping. 

DUPONT* S.G.* MARTIN* R.C.* REYES. L. A. Region 3. Office of Director. 

84/06/26. 14pp. 25555:271. 24X Fiche; 50-341, 84/06/26, 

8407120592. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list end. 

JORDAN* E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:131. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8c Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fiche: 50-000* 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8t Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. I22pp. 25602:032. 24X Fiche : 50-000, 84/07/05, 8407030089. 
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8407030274 IE Info r4otice 84-55. "Seal Table Leaks at PWRs. “ Svc list 
end. 

JORDAN. E. L. Division of Emergency Pr eparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251 . 


8407200181 Forwards response to Generic Ltr 84-11 re insp of BWR 
stainless steel piping. Many countermeasures implemented, 
during plant const. to help mitigate & minimize IGSCC. 

JENS. W. H. Detroit Edison Co. 84/07/13. YOUNGBLOOD, B. J. Licensing 
Branch 1. 13pp. 25692:355. 24X Fiche: 50-341, 84/07/13, 8407200181. 


8407270018 Responds to IE Bulletin 84-02. "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " Affected HFA relays 
replaced w/new Century Series HFA relays during 1983. 

JENS. W. H. Detroit Edison Co. 84/07/19. KEPPLER. J. G. Region 3. 
Office of Director. 3pp, 25786:224. 24X Fiche: 50-341. 84/07/19. 

8407270018. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


8407300462 Interim deficiency rept, Item 121 re water in HPCI lube oil 
reservoir. Initial ly reported on 840330. Approx 4 inches of 
water observed in HPCI reservoir on 840612. Sourc e of water 
intrusion unknown. Monitor ing initiated. 

JENS. W. H. Detroit Edison Co. 84/07/19. KEPPLER. J. G. Region 3, 
Office of Director. 3pp. 25814:295. 24X Fi c he : 50-341 . 84/07/19, 

8407300462. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT. D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060189 Informs of practices in implementing provisions of 
NUREG-1021, "Operator Licensing Examiner Stds, " re 
administration of simulator exams. 

WALKER, R.D, Region 3. Office of Director. 84/07/02. JENS. W. H. 
Detroit Edison Co. 2pp. 25425:331. 24X Fi c h e : 50-341 . 84/07/02, 

8407060189. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ensees. ap p 1 icants 
for OLs.NSSS vendors, reac tor vendors 8? AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03. 8407030097. 


S. Reportable occurrences, LERs & related correspondence 


8407240280 Final def ic ienc iency rept. Item 111 re design defect on RHR 
reservoir freeze over. Initially reported on 840104. Procedure 
being developed to ensure operability of saf ety-re lated 
pumps during cold weather. 

JENS. W. H, Detroit Edison Co. 84/07/05, KEPPLER. J. G, Region 3. 
Office of Director. 3pp. 25730:293 . 24X Fiche: 50-341, 84/07/05, 

8407240280. 


8407250482 Final deficiency rept. Item 106 re reactor bldg crane 
problems. Initially reported 831205. Fa ilure of hoist motors 
does not affect safe operation of plant. Item not reportable 
per 10CFR50. 55(e>. 

JENS, W. H. Detroit Edison Co. 84/07/05. KEPPLER.J. G. Region 3, 
Office of Director. 2pp. 25764:188. 24X Fiche: 50-341, 84/07/05. 

8407250482. 


8407310102 Final deficiency rept, Item 107 re mechanical problems w/RHR 
pumps. Initially reported on 831121. Crac ks weld repaired, set 
screws replaced & tack welded. pump nozzle to piping 
interface braced & multiple breakdown orifices installed. 

JENS, W. H. Detroit Edison Co. 84/07/09. KEPPLER. J. 0. Region 3. 
Office of Director. 3pp. 25849:243. 24X Fiche; 50-341. 84/07/09, 

8407310102. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency St fire protection plans 


8407120235 Discusses fees for review of 840426 & 27 applications for 
Tech Spec changes re shutdown margin w/inoperable rod fire 
protection controls. Remittance requested. Notice re revised 
license fee schedule end. 

DIGGS, R.M. License Fee Management Branch. 84/07/02. WITHERS, B. D. 
Portland General Electric Co. 23pp. 25556: 164. 24X 

Fiche; 50-344,84/07/02, 8407120235. 


8407130315 Revised emergency plan implementing procedures, inc lud ing 
EP-29. 1 re instructions for use of computer terminal, EP-29. 2 
re use of SUBIN computer code 8t EP-29. 3 re use of INGEST 
computer code. W/840705 transmittal ltr. 

PUZEY, A. M. Portland General Electric Co. 84/07/05. 23pp, 

25565:045. 24X Fiche: 50-344, 84/07/05, 8407130315. 


8407300186 Revised radiological emergency response plan implementing 
procedures, including table of contents, Procedure EP-7 re 
operation of technical support ctr it Procedure EP-8. 1 re 
emergency operations facility director. 

* Portland General Electric Co. 84/07/19. 51pp. 25803:086. 24X 

Fiche: 50-344, 84/07/19. 8407300186. 


8407170391 Forwards revised response to CYGNA Review Item ST-Ol-ll re 
reportable deficiencies concerning freezing in RHR 
reservoir. Revised response updates 830718 suppl to CYGNA 
IDVP rept. 

JENS. W. H. Detroit Edison Co. 84/07/13. YOUNGBLOOD, B. J. Licensing 
Branch 1. 5pp, 25615:336. 24X Fiche; 50-341, 84/07/13, 8407170391. 


8407260321 Final deficiency rept, Item 108 re RHR 4.160-volt switchgear 
records. Initially reported on B40116. Design Calculation D. C. 

2618. Rev A performed. Deficiency not reportable under 
10CFR50. 55(e), 

JENS, W. H. Detroit Edison Co. 84/07/13, KEPPLER, J. G, Region 3, 
Office of Director. 2pp. 25780:253. 24X Fiche: 50-341, 84/07/13, 

8407260321. 


8407260331 Final deficiency rept, Item 109 re broken valve stem & guide 
^ valve. Initially reported on 840203. 


P. Operating license stage documents it correspondence 


8407030338 Forwards partial response to 840504 request for addl info re 
snubber Tech Specs. Info re mechanical snubber functional 
testing will be submitted by 840831. 

WITHERS, B.D. Portland General Electric Co. 84/06/26. MILLER, J.R. 
Operating Reactors Branch 3. 5pp. 25272:145. 24X 

Fiche: 50-344,84/06/26, 8407030338. 


8407030366 Forwards response to NRC 801222 request for info re 
NUREG-0612, Sec t ion 2.4. "Control of Heavy Loads." Evaluation 
of four cranes/hoist St drop of reactor vessel upper 
internals into refueling cavity included. 

WITHERS, B.D, Portland General Electric Co. 84/06/29. El SENHUT. D. G. 

Division of Licensing. 10pp. 25272:287. 24X Fiche: 50-344. 

84/06/29. 8407030366. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000.84/07/02. 8407020206. 
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B407060097 Generic Ltr 84-18 to all nonpoujer reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISfNHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407200074 Forwards License Change Applications 108 & 109 for amend to 
License NPF-1, chang ing Tech Specs to revise height of 
meteorological instruments on tower %>. necessary remote 
shutdown instrumentation. Certificate of Svc encl. 

WITHERS, B.D. Portland General Electric Co. 84/07/13. MILLER. J.R, 
Operating Reactors Branch 3 2pp. 25692: 120. 24X 

Fiche: 50-344, 84/07/13, 8407200074. 


— 8407200110 License Change Applications 108 & 109 for amend to License 
NPF~1, correcting discrepancies between Tech Specs & plant 
instrumentation & incorporating NUREG-0737, I tern II.K. 3. 3 
requirements. 

WITHERS, B.D. Portland General Electric Co. 84/07/13. 6pp. 

25692: 122. 24X Fiche: 50-344, 84/07/13, 8407200074. 


— 8407200128 Proposed Tech Spec tables re meteorological it remote 
shutdown monitoring instrumentation & Section 6 re 
administrative controls, 

* Portland General Electric Co. 84/07/13. 36pp. 25692:128. 24X 

Fiche: 50-344, 84/07/13, 8407200074. 


8407200229 Requests remittance of addl fees re issuance of Amend 88 to 
License NPF-1, chang ing Tech Specs to increase storage 
capacity of spent fuel pool, per 830801 app lication. Fee 
assessment info encl. 

DIGGS, R.M. License Fee Management Branch. 84/07/13. WITHERS, B. D., 
Portland General Electric Co. 21pp, 25697:251. 24X 

Fiche: 50-344, 84/07/13, 8407200229. 


8407240230 Forwards info in support of Amend 2 to updated FSAR. Amend 
includes info on effects of all changes made at facility or 
procedures described in updated FSAR St all analyses of new 
safety issues performed by util at NRC request. 

WITHERS, B.D. Portland General Electric Co. 84/07/20. MILLER. J.R. 
Operating Reactors Branch 3. 8pp. 25715:280. 24X 

Fiche; 50-344, 84/07/20, 8407240230. 


8407300228 Submits payment of addl fees for License Change Applications 
101, 102 St 103, in response to 840702 request. 

WITHERS. B.D. Portland General Electric Co. 84/07/23. DIGGS, R.M. 
License Fee Management Branch. Ip. 25802:362. 24X 

Fiche: 50-344, 84/07/23, 8407300228. 


Q. Inspection reports, IE Bulletins St correspondence 


8407180282 Forwards IE Insp Rept 50-344/84-14 on 840501-0601 . No 
violations noted. Addl info re 840504 loss of RHR cooling 
capability <LER 84-10) requested, 

BISHOP, T, W. Division of Res ident, Reactor Project S< Engineering 
Programs, 84/06/22. WITHERS, B. D. Portland General Electric Co. 

2pp. 25666:128. 24X Fiche: 50-344, 84/06/22, 8407180282. 

— 8407180284 IE Insp Rept 50-344/84-14 on 840501-0601 . No noncompliance or 
dev'iations noted. Major areas inspec ted: ref ueling activities, 
corrective action, maint, survei 1 lance, mods to reactor core 
barrel St control of vendor technical manuals. 

JOHNSTON, 0. W. , RICHARDS, S. A. . DODDS, R. T, Region 5, Office of 
Director. 84/06/22. 11pp. 25666:130. 24X Fiche: 50-344, 84/06/22, 

8407180282. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che; 50-000, 84/06/26, 8406250214. 


8406200311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1'. 


8407060217 Ack receipt of 840622 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-344/84-05. 

Response to Paragraph 4 of 840522 ltr requested within 20 
days of ltr date. * , 

SCARANO, R. A. Division of Radiological Safety St Safeguards Program. 
84/06/29. WITHERS, B.D. Portland General Electric Co. Ip. 

25426: 125. 24X Fiche: 50-344. 84/06/29. 8407060217. 


— 8407060221 Responds to NRC 840522 ltr re violations noted in IE Insp 
Rept 50-344/84-05. Corrective actions: Procedure ADM-103 
revised on 840510 to incorporate use of drawing control 
transmittal form St south fence gate kept locked. 

WITHERS, B.D. Portland General Electric Co. 84/06/22. MARTIN, J. B. 

Region 5, Office of Director. 5pp. 25426:126. 24X 

Fiche: 50-344, 84/06/29, 8407060217. 


8407100514 Responds to IE Insp Rept 50-344/84-11 St notice of violation 
issued on 840529. Severity Level V classification disputed. 

Maint Procedure 3-1 will be revised St implemented by 840731. 

WITHERS, B.D. Portland General Electric Co. 84/06/29. MARTIN, J. B. 
Region 5. Office of Director. 2pp. 25465:341. 24X 

Fiche: 50-344. 84/06/29, 8407100514.- 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030085. 


8407030089 IE Info*Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166, 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407300144 Responds to NRC 840629 ltr re violations noted in IE insp 
rept. Corrective actions:QA Instruction 107-1 revised to 
increase mgt awareness of problem loops St assure corrective 
action sys for audit findings adequately controlled. 

WITHERS, B.D. Portland General Electric Co. 84/07/19. MARTIN. J. B. 
Region 5, Office of Director, 2pp. 25803:361. 24X 

Fiche: 50-344. 84/07/19, 8407300144. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train' or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOBpp. 26057:245. 24X Fi che : 50-000, 84/07/25. 8407230079. 


R. Periodic operating reports & related correspondence 


Q407020147 Monthly operating rept for May 1984. W/840607 ltr. 

NICHOLSON, W. 0. , YUNDT, C. P. Portland General Electric Co. 84/05/31. 
6pp. 25218:351. 24X Fiche: 50-344, 84/05/31, 8407020147. 


8407270441 Monthly operating rept for June 1984. W/840706 ltr. 

BAIR, G. G. , YUNDT, C.P. Portland General Electric Co. 84/06/30. 5pp. 
25794; 146. 24X Fiche; 50-344, 84/06/30, 8407270441. 


S, Reportable occurrences, LERs & related correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83—52, 

83-57 & 83-72 Board Notifications 83-128 it 83-128A. 

Forwards Apps C ?< D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN. W. S, 
Harmon it Weiss. 7pp. 25584:078. 24X Fiche; 50-000. 84/04/13, 

8407130037. 


— 8407130386 Discusses Westinghouse ltr to NRR re problem w/Barton 
Model 763 pressure transmitters. Transmitters exhibit 
excessive error as result of excessive temp compensation 8t 
electrical leakage. Related info encl. 

JORDAN, E. Region 5, Office of Director. 83/10/18. Region 5, 
Office of Director. i7pp. 25586:082. 24X Fiche: 50-000, 84/04/13, 

8407130037. 


8407060021 Special Rept; 3 h fire rated penetration between control room 
it cable spreading room nonfunctioning for more than 7 days. 

Barrier restored to functional status. Corrective action 
completed on 840621. 

YUNDT. C.P. Portland General Electric Co. 84/06/22. MARTIN. J. B. 
Region 5, Office of Director. Ip. 25429:300. 24X 

Fiche: 50-344, 84/06/22. 8407060021. 
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V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 

end. 

EISe^4HUT, D. G Division of Licensing. 84/06/27, Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, S406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs.NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407130252 Responds to Generic Ltr 84-14 re replacement %. 
requalification training program. Section 13.2 of updated 
FSAR address preplanned lectures, on-the-job training, annual 
written exams h. recordkeeping. 

WITHERe,B.D. Portland General Electric Co. 84/07/06. EISENHUT, D. G. 

Division of Licensing, 2pp. 25567:147. 24X Fiche: 50-344, 84/07/06, 

8407130252. 


DCCRET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency *( fire protection plans 


8407060093 Forwards rept describing how util meets requirements of 
Reg Guide 1.97, "Instrumentation for Light-Water-Cooled 
Nuclear Power Plants to Assess Plant & Environ Conditions 
During 8.. Following Accident," per Suppl 1 to NUREG-0737. 

CROUSE. R.P. Toledo Edison Co. 84/06/28. STOLZ, J. F. Operating 
Reactors Branch 4. 29pp. 25429:175. 24X Fiche: 50-346, 84/06/28, 

8407060093. 


8407060085 Forwards "Detailed Control Room Design Review for 
Davis-Besse Nuclear Power Plant, " per 840415 commitment, in 
response to NRC 821217 ltr. Schedule for design improvements, 
per Suppl 1 to NUREG-0737, wi 11 be provided on 850131, 

CROUSE, R. P. Toledo Edison Co. 84/06/29. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 25427:104. 24X Fi che: 50-346, 84/06/29. 

8407060085. 


•8407060088 "Detailed Control Room Design Review for Davis-Besse Nuclear 
Power Plant." summary rept. Rept prepared in response to 
NUREG-0737, Item l.D.l. Review conducted using Suppl i to 
NUREG-0737. 

* Toledo Edison Co. 415-1/0. 84/06/29. 375pp. 25427' 105 day 

Fiche: 50-346, 84/06/29, 8407060085. 


— 8407310101 IE Safeguards Insp Rept 50-346/84-13 on 840625-29. 
Noncompliance noted : fai lur e to positively identify two 
visitors requesting access to protected area. Details 
withheld (ref 10CFR73. 21). 

STAPLETON, B. W. , PIRTLE, G. L. - CREED, J, R. Region 3, Office of 
Director. 84/07/24. 2pp. 25837:042, 24X Fi c h e : 50-346 , 84/07/24, 

8407310097, 


8407110331 Revised emergency plan supporting p roc e dur es, c ons i st ing of 
Rev 218 to rev index %>. Rev 5 to AD 1827-01, "Annual 
Radiation Emergency Medical Exercise." W/transmi t ta 1 
receipt form dtd 840703. 

* Toledo Edison Co. 84/07/31. 7pp. 25523:221. 24X 

Fiche: 50-346, 84/07/31, 8407110381. 


K. Utility Final Safety Analysis Report (FSAR) 8t amends 


8407260098 Forwards Rev 2 to updated FSAR for Davis-Besse Nuclear 
Plant. Unit 1. Receipt ack form end. 

CROUSE. R. P. Toledo Edison Co. 84/07/18. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25823:308, 24X 

Fiche: 50-346, 84/07/18, 8407260098. 


--8407260102 Rev 2 to updated FSAR for Davis-Besse Nuclear Plant, Unit 1 
■» Toledo Edison Co. 84/07/31. 4pp. 25823:311. 24X 

Fiche: 50-346, 84/07/18, 8407260098. 


P. Operating license stage documents correspondence 


8407110207 Forwards sys component evaluation worksheets 
justifications for continued operation re environ 
qualification of electrical equipment, in response to NRC 
840515 ltr. Methodology used to create master list described. 
CROUSE, R.P. Toledo Edison Co. 84/06/26. STOLZ, J.F. Operating 
Reactors Branch 4. 305pp. 25521:004. 24X Fi ch e : 50-346. 84/06/26. 

8407110207. 


8407060131 Responds to 840^23 ltr re response to Generic Ltr 81-21, 
"Natural Circulation Cooldown." Util will either endorse or 
submit separately, B&W Owners Analysis Subcommittee rept 
by end of Sept 1984. 

CROUSE, R.P. Toledo Edison Co. 84/06/29. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 25421:359. 24X Fiche: 50-346. 84/06/29, 

8407060131. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing.’ 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:340. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


S407030230 Rev 217 to "Emergency Plan Supporting Procedures Rev Index " 
Rev 32 to Administrative Memo 41-32 re emergency duty 
officer S: other emergency duties end. W/840621 transmittal 
St receipt form. 

» Toledo Edison Co. 84/06/30. 4pp, 25239:021. 24X 

Fiche: 50-346, 84/06/30, 8407030230. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407030320 Rev to emergency plan implementing procedures, 
of Rev 42 to rev index . W/840622 transmittal form. 

«• Toledo Edison Co. S4/06/30. 2pp. 25272:026. 24X 

Fiche: 50-346. 84/06/30, 8407030320. 


c on s ist ing 


8407260024 Forwards IE Insp Rept 50-346/84-10 on 840607-08 No 
noncomp 1 iancfi noted. 

LITTLE, W. S. Region 3. Office of Director. 84/07/05. CROUSE, R p 

Toledo Edison Co. 2pp. 25781-332 «=•* «. P. 

8407260024. 


24X Fiche: 50-346, 84/07/05, 


8407130183 Forwards Amend 70 to License NPF-3 safety evaluation. 
Amend clarifies Tech Specs re in-core detector operability 
requirements. 

DEAOAZIO, A. W. Operating Reactors Branch 4. 84/07/06. CROUSE, R, P. 
Toledo Edison Co. 2pp. 25579:320. 24X Fi c h e : 50-346. 84/07/06, 
8407130183. 


— 8407130193 Amend 70 to License NPF-3, clarify ing Tech Specs re in-core 
detector operability requirements. 

RIVENBARK, G. W. Operating Reactors Branch 4, 84/07/06. 5pp. 

25579:322. 24X Fi c h e : 50-346, 84/07/06, 84071301 S3. 


—0407260029 IE Insp Rept 50-346/84-10 on 840607-08. No violations nnt 
Major areas inspected: fire protection & safe shutdown ^ 

analysis, including fire protection engineer qualification 
h emergency lighting analysis. 

ULIE, J. M. , CULDEMOND, W. G. Region 3, Office of Director 
17pp. 25781:334. 24X Fiche: 50-346, 84/07/05, 8407260024. 


8407300233 Rev 15 to Emergency Plan Supporting Procedure AD 1827 im 
Emergency Offsite Dose Estimates," W/840723 transmUtal 

^ 8'^/07/19. 5pp. 25803:151. 24X 

Fiche . 50-346, 84/07/19, 8407300233, 


— 8407130200 Safety evaluation supporting Amend 70 to License NPF-3. 

* Office of Nuclear Reactor Regulation, Director. 84/07/06. 2pp. 
25579:327. 24X Fi che: 50-346, 84/07/06, 8407130183. 


8407160224 Confirms plans to conduct 
at Region HI ofc in Glen Ellyn, IL 
operability problems attributed to 
NORELIUS, C. E. Region 3, Office of 
Toledo Edison Co. Ip. 25590:349. 
8407160224. 


enforcement conference on 040713 
re continuing equipment 
personnel errors. 

Director. 84/07/09, CROUSE, R.P. 
24X Fiche: 50-346, 84/07/09, 




84073002B7 Forwards "Integrated Living Schedule Program Plan for Davis- 
Besse Nuclear Power Station," per 830510,0718,0920 &: 040120 
submittals. Comments from DeAgazio 840327 meeting included in 
plan. Request for license amend submitted separately. 

CROUSE, R.P. Toledo Edison Co. 84/07/16. STOLZ, J. F. Operating 
Reactors Branch 4. 19pp. 25801:201. 24X Fi ch e : 50-346, 84/07/16, 

B407300287. 
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8407270191 Forwards request for addl info re NUREG-0737, Item II. B. 3 re 
post-accident sampling sys. Info requested by 840730. 

R IVEN8ARK. 0, W. Operating Reactors Branch 4. 84/07/19. CRQUSE»R.P. 

Toledo Edison Co. 4pp. 23799:311. 24X Fiche : 50-346. 84/07/19. 

8407270191. ’ 


8407250256 Forwards site-specific data on fish consumption «« dilution 
afforded by receiving water body. to assist in determining 
potential population dose commitment per NUREG/CR— 2850. 

MURRAY. T.D. Toledo Edison Co. 84/07/20. WILLIS. C. A. Office of* 
Nuclear Reactor Regulation. Director. 2pp.. 25736: 312. 24X 

Fiche: 50-346, 84/07/20, 8407250256. 


8407300252 Application for amend to License NPF-3. revising Tech Specs 
to include Cycle 5 reload, per end BAW-1827, "Davis-Besse 
Nuclear Power Station. Unit 1. Cycle 5 - Reload Rept. " Safety 
evaluation St significant hazards consideration also encl. 

CROUSE. R.P. Toledo Edison Co. 84/07/20. STOLZ. J. F. Operating 
Reactors Branch 4. 8pp. 25802:093. 24X Fic h e : 50— 346, 84/07/20, 

8407300252. 


— 8407300258 "Davis-Besse Nuclear Power Station, Unit 1, Cycle 5 - Reload 
Rept. " 

* Babcock «< Wilcox Co. BAW-1S27. 84/04/30. 77pp. 25802:101. 

24X Fiche: 50-346, 84/07/20, 8407300252. 


8407310301 Forwards application for amend to License NPF-3, c hang ing 
Tech Specs to reflect end BAW-1S27, "Davis-Besse Nuclear 
Power Station Unit I, Cycle 5 - Reload Rept." 

CROUSE, R.P. Toledo Edison Co. 84/07/20. STOLZ. J. F. Operating 
Reactors Branch 4. 2pp. 25831:299, 24X Fic h e: 50-346, 84/07/20, 

8407310301. 


— 8407310305 Application for amend to License NPF-3, chang ing Tech Specs 
to reflect BAW-1827, "Davis-Besse Nuclear Power Station, 

Unit 1, Cycle 5 - Reload Rept. " 

CROUSE, R.P. Toledo Edison Co. 84/07/20, 6pp. 25831:301. 24X 

Fiche: 50-346, 84/07/20, 0407310301. 


Q. Inspection reports, IE Bulletins correspondence 


8407130208 Notifies of corrective actions re items identified during 
performance appraisal team visit. Interim storage facilities 
upgraded. 

JOHNSON, W. A. Toledo Edison Co. 80/11/26. STELLQ, V. Office of 
Inspection !< Enforcement. Office of the Director. Ip. 25563:318. 
24X Fiche; 50-346. 80/11/26. 8407130208. 


8407130192 Forwards responses to 810417 concerns re Performance 
Appraisal Section insp. Tech Spec violations forwarded to 
util nuclear review board. Audit finding repts sent to 
station review board. Procedure re training needs rev. 

CROUSe-R.P. Toledo Edison Co? 81/05/08. KEPPLER. J. G. Region 3, 
Office of Director. *???• 25563:001, 24X Fiche: 50-346. 81/05/08. 

8407130192. 


8407100611 Forwards IE Insp Rept 50-346/84-07 on 840403-06 09—13 

notice of violation. 

SHAFER. W. D. Region 3, Office of Director. 84/05/02. CROUSE. R. P. 
Toledo Edison Co, 2pp, 25518:092. 24X Fi che: 50-346, 84/05/02. 

8407100611. 


— 8407100619 Notice of violation from insp on 840403-06 i 09-13. 
SHAFER, W.D. Region 3, Office of Director. 84/05/02. Ip. 
25518:094. 24X Fi ch e: 50-346, 04/05/02, 8407100611. 


— 8407100628 IE Insp Rept 50-346/84-07 on 840403-06 St 09-13. None omp I iance 
noted: failure to maintain adequate records re receipt of 
weld filler matls returned by ITT Orinnell. 

UACKIW, I. N. , OWYNN, T. P. Region 3. Office of Director. 04/05/02. 

I7pp. 25518:095. 24X Fi che ; 50-346, 84/05/02. 8407100611. 

8406250214 IE Info Notice 84-51, "Independent Verification. " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors," Sve list encl. 

JORDAN, E.L, Division of Emergency Preparedness Si Eng ineer ing 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of Now 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of l,octite 242 fc Other 
Anaerobic Adhesive/Sealants. " Sve list encl. 

JORDAN, E. L, Division of Emergency Preparedness Si Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison. Co, of New 

Yor k, Inc. 119pp. 25602: 276. 24X F iche : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Si Calculations Supporting Nuclear Power Plant 
Design. " Sve list encl. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24 X Fiche : 50 - 000 , 84/07/05. 8407030089. 


8407260024 Forwards IE Insp Rept 50-346/84-10 on 840607-08. No 
noncompliance noted. 

LITTLE. W. S, Region 3, Office of Director. 84/07/05. CROUSE, R. P. 
Toledo Edison Co. 2pp. 25781:332. 24X Fic he : 50-346, 04/07/05, 

8407260024. 


— 8407260029 IE Insp Rept 50-346/84-10 on 840607-08. No violations noted. 
Major areas insp ect ed : f i re protection & safe shutdown 
analy s is, inc lud ing fire protection engineer qualif ication 
& emergency lighting analysis. 

ULIE, J. M. , OULDEMOND, W. G. Region 3, Office of Director. 84/07/05. 
17pp. 25781:334. 24X Fich e: 50-346, 84/07/05, 8407260024. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs, " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). S4/07/06. Consolidated Edison Co. of Now 

York, Inc. 236pp. 25865:236. 24 X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Hinute Emergency Escape Self-Contained Breathing 
Apparatus." Sve list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post S301O3). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251, 


8407200144 Forwards revised Page 1 of notice of violation transmitted 
u/IE Insp Rept 50-346/84-06 on 840402-061 1. Or ig inal app 
incorrectly classified severity level of Violation 1. 

SHAFER, W.D, Region 3, Office of Director. 84/07/11. CROUSE, R.P. 
Toledo Edison Co. Ip. 25692:176 . 24 X Fiche: 50-346, 04/07/11, 

8407200144. 


--8407200146 Revised Page I of notice of violation from insp on 340402- 
0611. 

* Region 3, Office of Director. 84/07/11. Ip. 25692:177. 24X 

Fiche; 50-346, 84/07/11, 0407200144. 


— 8407200150 Forwards IE Insp Rept 50-346/84-06 on 840402-0611 notice 
of violation. 

SHAFER, W. D. Regions, Office of Director. 84/06/29. CROUSE, R.P. 
Toledo Edison Co. 2pp. 25692:178. 24X Fiche: 50-346, 84/07/1 li 

8407200144. 


— 8407200153 Notice of violation from insp on 840402-0611. 

SHAFER, W.D. Region 3, Office of Director. 84/06/29. 2pp, 
25692:180. 24X Fiche: 50-346, 84/07/1 1, 8407200144. 


— 8407200156 IE Insp Rept 50-346/84-06 on 840402-0611. Noncompliance 
noted; failure to establish procedures to rept conditions 
adverse to quail ty. Reactor protection ays actuations not 
reported to NRC. 

JACKIW, I.N. Region 3, Office of Director. 84/06/29. 13pp. 

25692:182. 24X Fiche: 50-346, 84/07/1 1, 8407200144. 


8407300491 Forwards IE Insp Rept 50-346/84-09 on 840423-27.0501-04 St 
08-11 6 notice of viola-tion, 

SPESSARD, R. L. Region 3, Office of Director. 84/07/11. CROUSE, R. P. 
Toledo Edison Co. 2pp. 25815:024. 24X Fiche: 50-346, 84/07/U. 

8407300491. 


— 8407300492 Notice of violation from insp on 840423-27,0501-04 St 
00 - 11 . 

SPESSARD, R. L. Region 3, Office of Director. 84/07/11. 3pp. 
25815:026. 24X Fiche : 50-346, 04/07/1 1 , 8407300491. 


—8407300493 IE Insp Rept 50-346/84-09 on 840423-27,0501-04 St 08-11. 
Violations noted: failure to require independent verification 
of tagging activities, fai lure of safety review board to 
review temporary mods h. failure to properly store records. 
CHOULES.N. . VANDEL.T. , WALKER, H. Region 3, Office of Director. 
04/07/10. 38pp. 25015:029. 24X Fiche: 50-346, 84/07/U, 8407300491. 


8407310097 Forwards IE Safeguards Insp Rept 50-346/04-13 on 840625-29 Si 
notice of vlolati on. Notice withheld (ref 10CFR73, 21). 

AXELSON, W. L. Region 3. Office of Director. 84/07/24. CROUSE, R, P. 
Toledo Edison Co. 2pp. 25837:040, 24X Fiche : 50-346, 04/07/24, 

9407310097. 
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— S407310101 IE Safeguards Insp Rept SO-346/84-13 on 840625-29. 
Noncompliance noted : fai lur e to positively identify tu»o 
visitors requesting access to protected area. Details 
withheld (ref 10CFR73. 21). 

STAPLETON. B. W. . PIRTLE. G. L. . CREED. J. R. Region 3. Office of 
Director. 84/07/24. 2pp. 25837:042. 24X Fi c he; 50-346. 84/07/24. 

8407310097. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fi che : 50-000. 84/07/25. 8407230079. 


R. Periodic operating reports ii related correspondence 


8407230083 Wastewater rept for June 1984. W/a4071 1 Itr. 

MURRAY. T.D. Toledo Edison Co. 84/06/30. 9pp. 25710:165. 24X 

Fiche: 50-346. 84/06/30. 8407230083. 


8407230087 "Discharge Monitoring Rept, June 1984," W/840711 Itr. 

MURRAY. T.D. Toledo Edison Co. 84/06/30. lOpp. 25710:155. 24X 

Fiche: 50-346. 84/06/30. 8407230087. 


8407300338 Monthly operating rept for June 1984. W/a40709 Itr, 

SARSOUR.a. . MURRAY. T.D. Toledo Edison Co. 84/06/30. HALLER. N. 
Office of Resource Management. Director. 18pp. 25815:226. 24X 

Fiche: 50-346. 84/06/30, 8407300338. 


S. Reportable occurrences. LERs related correspondence 


8407100285 LER 84-003-00: on 840605, shift supervisor notified of 
documentation problem w/seismic qual if ication of transformer 
installed in two motor control ctrs. Caused by breakdown in 
Westinghouse QA program. W/840703 Itr. 

JOHNSON, E. W. . MURRAY, T.D. Toledo Edison Co. 84/07/03. 3pp. 
25511:250. 24X Fiche: 50-346. 84/07/03, 8407100285. 


8407180153 Revised LER 82-057/03X-1: on 821105. op erator found Door 400 
not completely closed & latched. Caused by personnel error. 

Door closed. W/840706 Itr. 

RICHTER, L.E. . MURRAY. T. D. Toledo Edison Co. 84/07/06. 4pp. 

25667: 091. 24X Fiche: 50-346, 84/07/06. 8407180153. 


8407180157 Revised LER 81-023/03X-2; on 810403, during performance of 
component cooling water monthly Test ST 5074. 01, decay heat 
cooler outlet valve CC 1467 stroked closed & would not open. 

Caused by missing flanged bearing. W/840706 Itr. 

ISLEY, T. . STOTZ.J. . MURRAY, T. D. Toledo Edison Co. 84/07/06. 3pp. 
25667:106, 24X Fiche: 50-346. 84/07/06, 8407180157. 


8407250083 LER 84-009-00: on 840618. d iscovered that auxiliary feedwater 
pump room 238 could be affected by high energy pipe break in 
startup feedwater pump suction p iping. Apparent causes 
listed, W/840718 Itr. 

MILLER. F.R., STRAUBE. P. H. , MURRAY. T. D. Toledo Edison Co. 84/07/18. 
4pp. 25755:023. 24X Fiche: 50-346. 84/07/18. 8407250083. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs *t holders of CPs re adequacy of on-shift 
operating experience for near-term OL applicants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of r4#w York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000. 84/06/27. 8406270142. 


8407060105 Lists practices used in implementing provisions of 
NUREO-1021, "Operating Licensing Examiner Stds, " re 
administration of simulator exams. 

WALKER. R.D. Region 3. Office of Director. 84/07/02. CROUSE, R. P. 
Toledo Edison Co. 2pp. 25429:013. 24X Fiche; 50-346, 84/07/02, 

8407060105. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reactor vendors & i^s re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications it exams. Svc list end. » 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Inc. 16pp. 25601:326. 24X 

^7030097. 
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F. Security, medical, emergency it fire protection plans 


8407240090 Forwards public version of Rev 3 to Emergency Implementing 
Procedure GO-EIP-lll, "Corporate Activation «< Notification 
Procedures. " 

CLAYTON, F. L. Alabama Power Co. 83/08/10. Record Services Branch 
(Document Control Desk). 2pp. 25733:262. 24X Fiche : 50-348. 

83/08/10. 8407240090. 


--8407240094 Public version of Rev 3 to Emergency Plan Implementing 
Procedure GO-EIP-lll. "Corporate Activation it Notification 
Procedures. " W/JM Felton 840717 release memo. 

CLAYTON, F. L. , MCGOWAN, J. K. Alabama Power Co. 83/07/29. 43pp. 

25733:264. 24X Fiche ; 50-348. 83/08/10, 8407240090. 


8407250222 Public version of Rev 29 to Emergency Plan Implementing 
Procedure FNP-O-EIP-S. "Notification Roster. " W/a31103 ltr 
it JM Felton 340717 memo. 

HUDSPETH. J. B. Alabama Power Co. 83/11/03. 33pp. 25778:153. 24X 

Fiche: 50-348, 83/11/03. S407250222. 


8407240121 Forwards Rev 5 to Emergency Plan Implementing Procedure 
GO-EIP-lll. "Corporate Activation it Notification 
Procedures. " 

MUDD.C.H. Alabama Power Co. 84/01/16. Record Services Branch 
(Document Control Desk). 4pp. 25752:198. 24X Fiche : 50-348. 

84/01/16, 8407240121. 


— 8407240127 Public version of Rev 5 to Emergency Plan Implementing 
Procedure GO-EIP-lll. "Corporate Activation it Notification 
Procedures. " W/JM Felton 840717 release memo. 

* Alabama Power Co. 84/07/17. 44pp. 25752:201. 24X 

Fiche; 50-348, 84/01/16, 8407240121. 


8407240098 Forwards Rev 29A to Procedure FNP-O-EIP-8. "Notification 
Roster. " W/JM Felton 840717 memo. 

HUDSPETH, J. B. Alabama Power Co. 84/01/18. Record Services Branch 
(Document Control Desk). 4pp. 25733:254. 24X Fiche : 50-348, 

84/01/18, 8407240098. 


— 8407240102 Public version of Rev 29A to Emergency Plan Implementing 
Procedure FNP-O-EIP-B, "Notification Roster. " 

* Alabama Power Co. 84/07/17. 5pp. 25733:257. 24X 

Fiche: 50-348. 84/01/18. 8407240098. 


8407060116 App A to Administrative Procedure FNP-S4-0525, "On-Call 
Schedule, " to be filed w/Administrative Procedure 
FNP-O-EIP-8. W/840622 ltr. 

WOODARD. J. D. , HUDSPETH, J. B. Alabama Power Co. 84/06/22. 

MCKNIGHT, J. Record Services Branch (Document Control Desk). 5pp. 
25428: 286 . 24X Fiche: 50-348, 84/06/22. 84070601 16. 


8407060166 Forwards "Reg Guide 1.97, 'Instrumentation for Light-Water- 
Cooled Nuclear Power Plants to Assess Plant & Environs 
Conditions During Following Accident,' Compliance Rept" 
per Sup pi 1 to NUREC-0737. 

MCDONALD, R. P. Alabama Power Co. 84/06/29. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. ip, 25419:001. 24X 

Fiche; 50-348, 84/06/29, 8407060166. 


— 8407060168 "Reg Guide 1.97, 'Instrumentation for Light-Water-Cooled 
r4uclear Power Plants to Assess Plant St Environs Conditions 
During St Following Accident, ' Compliance Rept. " 

■* Alabama Power Co. 84/06/29. 825pp. 25419:008. 24X 

Fiche: 50-348, 84/06/29. 8407060166. 


8407120226 Rev 7 to General Ofc Emergency Implementing Procedure 
GO-EIP-lll "Corporate Activation St Notification Procedures. " 
W/840709 ltr. 

MUDD.C.H. Alabama Power Co. 84/07/09. 46pp. 25549:235. 24X 

Fiche: 50-348. 84/07/09, 8407120226. 


8407170390 Rev 15 to Emergency Plan Implementing Procedure FNP-D-ElP-9, 
"Radiation Exposure Estimation 8< Classif ication of 
Emergencies. " W/840711 ltr. 

HUDSPETH. J. B. Alabama Power Co. 84/07/11. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). 111pp. 25614:269. 24X 

Fiche: 50-348, 84/07/11. 8407170390. 


8407230019 Rev 13 to Emergency Plan Implementing Procedure 
FNP-O-EIP-16, "Emergency Equipment St Supplies." W/840716 
ltr. 

HUDSPETH. J. B. Alabamapower Co. 84/07/16. MCKNIGHT. J. Record 
Services Branch (Document Control Desk). 60pp. 25705:226. 24X 

Fiche: 50-348. 84/07/16. 8407230019. 
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0407230148 Forwards IE Safeguards Insp Repts 50-348/84-19 8< 
50-364/84-19 on 840625-29. No violations or deviations noted. 
VERRELLI# D. K. Region 2. Office of Director. 84/07/17. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25705:219. 24X 

Fiche: 50-348. 84/07/17, 8407230148. 


—8407230151 IE Safeguards Insp Repts 50-348/84-19 50-364/84-19 on 

840625-29. No noncompliance noted. Major areas inspected: 
security organization & program audit, physical barriers & 
detection aids. Details withheld <ref 10CFR2. 790 & 73.21). 

TILLMAN, A. , MCGUIRE, D. R. Region 2, Office of Director. 84/07/12. 
Ip. 25705:221. 24X Fi che: 50-348, 84/07/17, 8407230148. 


8407240191 Rev to Emergency Plan Implementing Procedure FNP-a4-0635, 
"On-Call Schedule. " W/a40718 Itr. 

HUDSPETH. U. B. Alabama Power Co. 84/07/18. MCKNIGHT. J. Record 
Services Branch (Document Control Desk). 6pp. 25722:348. 24X 

Fiche: 50-348, 84/07/18, 8407240191. 


8407270253 Revised emergency plan implementing procedures. Including 
FNP-O-EIP-4 re chemistry & environ & health physic support, 
FNP-O-EIP-19 re general emergency h FNP-O-EIP-14 re reentry 
procedures. W/a40723 Itr. 

HUDSPETH, J. B. Alabama Power Co. 84/07/23. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). 73pp. 25784:293. 24X 

Fiche: 50-348. 84/07/23, 8407270253. 


C. Adjudicatory correspondence 


8407100341 Comments on Alabama Electric Cooperative, Inc 840629 ree[uest 
for enforcement action on allegations re violation of 
Antitrust License Condition 2. Req,U8St should be held in 
abeyance until Commission declaratory order issued. 

BOUKNIGHT. U. A. Newman & Holtzinger. BOUKNIGHT, J. A. AlabamaPower 
Co. DSB 122. 84/07/05. DEYOUNG,' R. C. Director 's Of f ice, Office of 

Inspection and Enforcement. 2pp. 25510:352. 24X 

Fiche: 50-348, 84/07/05, 8407100341, 


8407100618 Forwards 840703 petition for declaratory order, notices of 
appearances tf. Affidavit of Svc.W/o ends. 

BOUKNIGHT, 0. A. Newman & Holtzinger. BOUKNIGHT, U. A. AlabamaPower 
Co. DSB 136. 84/07/09. ZECH, L. W. Commissioners. Ip. 25514:011. 

24X Fiche: 50-348, 84/07/09. 8407100618. 


8407110288 Order concerning Alabama Power Co petition for declaratory 
order. Parties requested to file views on choice of 
declaratory order on Alabama Electric Cooperative, Inc 
10CFR2. 206 petition by 840720. Served on 840710. 

CHILK. S.J. Office of the Secretary of the Commission. DSB 153. 
84/07/09. Office of the Executive Legal Director. 2pp. 
25522:361. 24X Fiche: 50-348, 84/07/09, 84071 10288. 


8407120090 Forwards 840702 Itr to Chairman Palladino 8« 840629 request. 
U/o ends. Related correspondence. 

BOSKEY, B. , MACGUINEAS.D. Volpe, Boskey S< Lyons. BOSKEY, B. Alabama 
Electric Cooperative, Inc. DSB 197. 84/07/10. ZECH, L. W. 

Commissioners. Ip. 25550:198. 24X Fiche: 50-348, 84/07/10, 

8407120090. 


8407030468 Ack receipt of 840626 memo re meeting w/repi*'esentatives of 
Alabama Power Co. Util 840629 formal request for enforcement 
petition re Alabama Power Co conduct end. Meeting transcript 
requested. 

BOSKEY, B. , MACGUINEAS, D. B. Volpe, Boskey Xt Lyons. BOSKEY, B. 
Alabama Electric Cooperative, Inc. DSB 019. 84/07/02. 

PALLADINO, N. J. Commissioners. 14pp, 25278:119. 24X 

Fiche: 50-348, 84/07/02, 8407030468. 


8407190509 Response urging rejection of Alabama Power Co 840703 
petition for declaratory order to clarify obligation under 
license cond ition. Petition should be denied. Certificate of 
Svc end. 

BOSKEY, B. , MACGUINEAS, D. B. Alabama Electric Cooperative, Inc. 
BOSKEY, B. Volpe, Boskey Lyons. DSB 362. 84/07/18. 

Commissioners. 15pp. 25684:181. 24X Fiche: 50-348, 84/07/ 18. 

8407190509. 


8407050156 Forwards petition for declaratory order to institute 
proceedings notice of appearance. 

REIS.H. F. Newman & Holtzinger. REIS,H.F. Alabama Power Co. DSB 
022. 84/07/03. PALLADINO, N. U. , ROBERTS, T. M. , ASSELSTINE, J. K. 

Commissioners. 2pp. 25298; 134. 24X Fiche: 50-348, 84/07/03, 

8407050156. 


— 8407050164 Petition for declaratory order clarifying util obligations 
under Antitrust Condition 2. F. (2) contained in Licenses 
NPF-2 & NPF-8. Notice of appearance St Certificate of Svc 
end. 

REIS, H. F. Newman St Holtzinger. REIS,H. F. Alabama Power Co. 
84/07/03. Atomic Safety and Licensing Board Panel. 22app. 
25298:136. 24X Fiche: 50-348, 84/07/03, 8407050156. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407060232 Forwards Rev 2 to updated FSAR for JM Farley Nuclear Power 
Plant, Units 1 & 2, reflecting changes made since 840101, 

MCDONALD, R. P. Alabama Power Co. 84/06/29. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25439:083. 24X 

Fiche; 50-348, 84/06/29, 8407060232. 


— 8407060233 Rev 2 to updated FSAR for JM Farley Nuclear Power Plant, 
Units 1 St 2. 

* Alabama Power Co. 84/07/31. 620pp. 25439:086. 24X 

Fiche: 50-348, 84/06/29, 8407060232. 


M. Antitrust correspondence 


8407030296 Forwards Alabama Electric Cooperative, Inc request that 
appropriate action be taken against util in connection 
u/licenses for operation of facility. 

BOSKEY. B. , MACGUINEAS, D. B. Volpe. Boskey St Lyons. BOSKEY. B. 
Alabama Electric Cooperative. Inc. 84/06/29. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
25268: 236. 24 X Fiche: 50-348, 84/06/29, 8407030296. 


— 8407030301 Requests IE take appropriate action against util in 
connection u/licenses for operation based on util willful St 
continuing violation of Antitrust License Condition 2. W/one 
oversize drawing. Aperture card available in PDR. 

LOWMAN, C.R. Alabama Electric Cooperative, Inc. 84/06/29. 
DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 27app. 25268:237, 24X Fiche: 50-348, 84/06/29, 

8407030296. 


8407100248 Ack receipt of B Boskey St DB MacGuineas 840702 Itr re 840626 
meeting St request for enforcement action. Alabama Electric 
Cooperative, Inc Itr should be disregarded 8< maneuvers should 
not be permitted to delay action on 840703 petition, 

BOUKNIGHT. J. A. Newman St Holtzinger. BOUKNIGHT, J. A. Alabama Power 
Co. DSB 121. 84/07/05. PALLADINO, N. J. Commissioners. 2pp. 

25511:335. 24X Fiche; 50-348, 84/07/05, 8407100248. 


8407250214 Response to Commission 840709 order re Alabama Power Co 
petition for declaratory order. Commission should deny 
petition St proceed on Alabama Electric Co request for 
enforcement action. Certificate of Svc end. 

cutler, M.S., BROWN, D.W., WHITLER.J. D. Justice. Dept. of. DSB 493. 
84/07/20. Commissioners. 9pp. 25735:045. 24X 
Fiche: 50-348, 84/07/20, 8407250214. 


8407250412 Forwards reply to Alabama Electric Cooperative St DOJ 
responses to Commission 840709 order. Responses raised new 
matters not addressed by util. 

BOUKNIGHT, J. A. Newman 8t Holtzinger. BOUKNIGHT. J. A. AlabamaPower 
Co. DSB 511. 84/07/24. PALLADINO, N. J. , ROBERTS, T. M. , 

ASSELSTINE, J. K. Commissioners. ip. 25753:133. 24X 

Fiche; 50-348.84/07/24, 8407250412. 


— 8407250414 Reply to Alabama Electric Cooperative, Inc 840718 & DOJ 
840720 responses to Commission 840709 order. Certificate of 
Svc end. 

LINDEMAN, H. N. Alabama Power Co. LINDEMAN. H. N. Newman & 
Holtzinger. 84/07/24. 14pp. 25753:134. 24X 

Fiche: 50-348, 84/07/24, 8407250412. 


8407260113 Forwards CR Lowman 840725 response to Alabama Power Co 
840723 Itr re enforcement proceeding. Certificate of Svc 
end. 

MACGUINEAS, D. B. Volpe, Boskey St Lyons. MACGUINEAS, D. B. Alabama 
Electric Cooperative, Inc. DSB 520. 84/07/25. PALLADINO, N. J. , 

ROBERTS, T. M. , ASSELSTINE. J. K. Commissioners. 4pp. 25776: 338. , 24X 
Fiche; 50-348, 84/07/23. 8407260113. 


8407300064 Responds to 840702 Itr re 840626 meeting w/Commis sion. 
Meeting jiustified & should not be considered ex parte. 

Served on 840727. 

PLAINS. H.H. Office of the General Counsel. DSB 570. 84/07/26. 

BOSKEY, B., MACGUINEAS, D. B. Volpe. Boskey «t Lyons. 2pp. 25007:008. 
24X Fiche: 30-348, 84/07/26, 8407300064. 


P. Operating license stage documents St correspondence 


8407160019 Forwards request for addl info on NUREO-0737- Item II.D. 1, 
"Performance Testing of Relief & Safety Valves. " Response 
requested within 60 days. 

VAROA, S. A. Operating Reactors Branch 1. 84/06/02. MCDONALD, R. P. 

Alabama Power Co. 8pp. 25624:232. 24X Fiche; 50-348, 84/06/02, 

8407160019. 


e405’U0S19 Forwards Amends 46 «t 37 to Licenses NPF-2 8t NPF-8, 
respectively. Amends modify Tech Specs to clarify 8t update 
charcoal filter surveillance testing. 

REEVES. E. A. Operating Reactors Branch 1, 84/06/22, MCDONALD, R. P. 

Alabama Power Co. 2pp. 25547:241. 24X Fiche; 50-348, 04/06/22. 

8407110519. 
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.0407110524 Amends 46 & 37 to Licenses NPF-2 St NPF-Bi respectively, 
niodifying Tech Specs to clarify & update charcoal filter 
surveillance testing. 

VAROA. S. A. Operating Reactors Branch 1. 84/06/22. 20pp. 

25547;243. 24X Fiche: 50-348. 84/06/22. 8407110519. 


8407310176 Forwards "JM Farley Unit 1, Cycle 6 Startup Test Rapt," per 
840326 commitment. 

MCDONALD, R. P, Alabama Power Co. 84/07/23, VARCA. S, A. Office of 
Nuclear Reactor Regulation. Director. Ip. 25834:262. 24X 

Fiche: 50-348. 84/07/25, 8407310176. 


9407110528 Safety evaluation supporting Amends 46 & 37 to Licenses 

NPF-2 h. NPF-a. respectively. 

^ Office of Nuclear Reactor Regulation, Director. 84/06/22. 3pp. 
25547:263. 24X Fiche; 50-348, 84/06/22. 84071 10519. 


0407020474 Application for amend to Licenses NPF-2 it NPF-S. r evising 
Tech Specs to implement mgt changes. License amend fee end. 
MCDONALD. R. P. Alabama Power Co. 84/06/25. VARGA. S. A. Office of 

Nuclear Reactcr Regulation, Director. 2pp. 25217:205. 24X 

Fiche; 50-34S. 8^/06/25. =407020*74 


— 8407020477 Proposed Tech Specs reflecting mgt changes for training. 
* Alabama Power Co. 84/06/25. 5pp. 25217:207. 24X 

Fiche: 50-348, 84/06/25, 8407020474. 


8407110556 Notification of 840725 meeting w/util in Bethesda.MD to 
discuss proposed detailed control room design review, per NRC 
840524 Itr. 

REEVES. E. A. Operating Reactors Branch 1. 84/06/28. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25547: 166. 24X 

Fiche: 50-348, 84/06/28, 8407110556. 


--8407310180 "JM Farley Unit 1, Cycle 6 Startup Test Rept. “ 

* Alabama Power Co. 84/07/19. 20pp, 25834:263. 24X 

Fiche; 50-348, 84/07/25. 8407310176. 


0. Inspection reports, IE Bulletins & correspondence 


8407170489 Ac k receipt of 840606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-348/84-14 
50-364/84-14. 

LEWIS.R.C. Regions, Office of Director. 84/06/18, MCDONALD, R. P. 
Alabama Power Co. Ip. 25627:070. 24X Fiche: 50-348, 84/06/18. 

8407170489. 


--8407170494 Responds to NRC 840523 Itr re violations noted in IE Insp 
Repts 50-348/84-14 & 50-364/84-14. Correc t iv® actions: 
personnel records corrected to indicate that no protection 
factor credit taken for 3M mask. 

MCDONALD, R. P, Alabama Power Co. 04/06/06. LEWIS.R.C. Region 2, 
Office of Director. 3pp. 25627:071. 24X F i c h e : 30-348, 84/06/18, 

8407170499. 


8407120634 Advises that Class III Sf Class I fees appropriate for 
840601 req.uest for permanent relief from certain ASME Code 
r«<iuiTements re check valves. 

DIGGS. R.M. License Fee Management Branch. 84/06/29. MCDONALD, R. P. 
Alabama Power Co. Ip. 25558:132. 24X Fiche; 50-348. 84/06/29. 

8407120634. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs holders of CPs re proposed staff 
actions to improve ?< maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of Neu York. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 


8407130122 Forwards updated status of 1984 licensing items identified 
in 840601 ltr. 

MCDONALD, R. P. Alabama Power Co. 84/07/02. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. 7pp. 25562-313 24X 

Fiche: 50-348, 84/07/02. 8407130122. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses i amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407130062 Informs that reactor vessel level sys will be 
later than first refueling outage after 870101. Bid spec: 
will be issued to C-E Technology for Energy Coro for 
competitive bids by Jul 1984. 

MCDONALD, R. P. Alabama Power Co. 84/07/06. VARGA, S. A. 
Nuclear Reactor Regulation. Director. 4pp. 25563-179 

Fiche: 50-348, 84/07/06, 8407130062. 


nstalled no 


Office of 
24X 


— 8407170496 Forwards IE Insp Repts 50-348/84-14 S< 50-364/84-14 on 
840430-0504 notice of violation, 

LEWIS.R.C. Region 2, Office of Director. 84/05/23. MCDONALD, R. P. 

Alabama Power Co. 2pp, 25627:074. 24X Fi ch e ; 50-348, 04/06/lS, 

8407170489. 


-8407170500 Notice of violation from insp on 840430-0504. 

Region 2, Office of Director. 84/05/23. Ip, 25627. 076. 24X 

Fiche; 50-348, 84/06/18, 9407170489. 


—8407170504 IE Insp Repts 50-348/84-14 50-364/84-14 on 840430-0504. 

Violation noted: improper use of respirator protection 
factors. 

WEDDINGTON, R. E. , JENKINS, 0. R. Region 2, Office of Director. 
84/05/18. 6 pp. 25627:077. 24X Fiche: 50-348, 84/06/ 18 . 8407170489. 


6406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Ik Engineering 
Response (Post 830103), 84/06/26, Consolidated Edison Co. of N®w 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 04/06/26, 8406250214 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 840628031 1 


8407030085 IE Info Notice 84-53, "Info re Use of Loctxte 242 lit Other 
Anaerobic Adhesive/Sealants. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co, of New 

York, Inc. I19pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085 


rich Sd2cs ti 4 . r Licenses NPF-2 i NPF- 8 , c hang ir 

inJo r administrative changes & incorporate 

Generic Ltr 84-13, "Tjech Spec for Snubbers." 
Justification end, 

MCDWALOfR.P. Alabama Power Co. 84/07/06. VARGA, S A Office 
Nuclear Reactor Regulation, Director. 4 pp 25608-016 2^^ 

Fiche; 50-348, 84/07/06. 8407170354. 016 . 24X 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co, of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 0407030089 


Proposed Tech Specs reflecting administrative changes St 
8^/07/06. 29pp. 25608-020 24X 

Fiche: 50-348, 84/07/06, 8407170354. U 20 . 24X 


_ ww, uwan® mv rwKS. ovc * i s c 

enc 1 . 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


t-n, . 

MCDCWALD.R. P. Alabama Power Co. 84/07/10 DIGGS R m 

Manaoem.nr n . '-s-taa R. M. License F 

5704.290. 24X Fiche: 50-348, 84/07/10, 


raining for use of 
:hs. NUREG-0737, Item 

Vll. VARGA, S. A. Office of 
Ip. 25636:258. 24X 


. r- — .www-T .•.mt-uiiiiaus or SC® 

correct violations noted in IE Insp Rept 50-348/84-11 
VERRELLI, D. M. Region 2 , Office of Director, 84/07/06 
MCDONALD, R.P. Alabama Power Co. Ip, 25686: 173 Sx' 
Fiche: 50-348, 84/07/06, 8407190162. 


^ Violations noted in IE Insp Repts 50-348/84-11 S* 
50 364/84-11, Corrective actions : clarify ing memo added to 
penetrant test rept section, stating final insp included 
post-weld heat treatment removal areas. 


MCDONALD, R. P. Alabama Power Co, 84/06/04. VERRELLI , D. M. Region 

2. Office of Director. 4 pp. 25686:174. 

84/07/06, 8407190162. 


24X Fiche; 50-348, 
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— 8407190181 Foruiards IE Insp Repts 50-348/84-11 & 50-364/84-11 on 
840416-18 S', notice of violation. 

VERRELLI. D. M, Region 2, Office of Director. 84/05/10. 
MCDONALD. R. P. Alabana Power Co. 2pp. 25686:178. 24X 
Fiche: 50-348, 84/07/06, 8407190162. 


— 8407190187 Notice of violation from insp on 840416-18. 

Region 2. Office of Director. 84/05/10. 2pp, 25686: 180. 24X 

Fiche; 50-348, 84/07/06, 8407190162. 


— 8407190195 IE Insp Repts 50-348/84-11 5,. 50-364/84-11 on 840416-18. 
Violation noted : fai lure to accomplish special processes in 
accordance w/applicable criteria. 

CROWLEY, B. R. , BLAKE, J. J. Region 2, Office of Director. 84/05/09. 
9pp. 25686:182. 24X Fich e: 50-348, 84/07/06, 8407190162. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407270410 Ack receipt of 840703 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-15 & 
50-364/84-15. 

LEWIS, R.C. Region 2, Office of Director. 84/07/12. MCDONALD, R. P. 
Alabama Power Co. Ip. 25794:091. 24X Fiche: 50-348, 84/07/12, 

8407270410. 


-8407270416 Responds to NRC 840604 Itr re violations noted in IE Insp 
Repts 50-348/84—15 S( 50-364/84— 15. Corrective actions: hose 
removed from svc water vacuum breaker temporary pump 
removed. 

MCDONALD, R. P. Alabama Power Co. 84/07/03. LEWIS, R.C. Region 2. 
Office of Director. 5pp. 25794:092. 24X Fiche; 50-348, 84/07/12, 

8407270410. 


—8407270420 Forwards IE Insp Repts 50-348/84-15 50-364/84-15 on 

840411-0510 8( notice of violation. 

LEWIS. R.C. Region 2, Office of Director. 84/06/04. MCDONALD, F P. 

Alabama Power Co. 2pp. 25794:097. 24X Fiche: 50-348, 84/07/12. 

8407270410. 


"84072.70424 Notice of violation from insp on 840411-0510. 

* Region 2, Office of Director. 84/06/04. 2pp. 25794:099. 24X 

Fiche: 50-348, 84/07/12, 8407270410. 


— 8407270427 IE Insp Repts 50-348/84-15 V. 50-364/84-15 on 840411-0510. 
Violations noted : insta 1 lat ion of temporary sump pump powered 
from safety-related bus altering train svc water discharge 
vacuum breaker u/o performing 10CFR50. 59 review. 

BRADFORD, W. H. , RULAND, W. H. , CANTRELL, F. S. Region 2. Office of 
Director. 84/06/04. 8pp. 25794:101. 24X Fi ch e : 50-348, 84/07/12, 

8407270410. 


8407230148 Forwards IE Safeguards Insp Repts 50-348/84-19 
50-364/84-19 on 840625-29. No violations or deviations noted. 
VERRELLI. D. M. Region 2, Office of Director. 84/07/17. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25705:219. 24X 

Fiche: 50-348, 84/07/17, 8407230148. 


— 8407230151 IE Safeguards Insp Repts 50-348/84-19 50-364/84-19 on 

840625-29. No noncompliance noted. Major areas inspected; 
security organization Jk program audit, physical barriers & 
detection aids. Details withheld (ref 10CFR2. 790 73.21). 

TILLMAN, A. , MCCSUIRE, D. R . Region 2, Office of Director. 84/07/12. 
Ip. 25705:221. 24X Fi che : 50-348, 84/07/17. 8407230148. 


8407260231 Ack receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-16 & 
50-364/84-16. 

VERRELLI, D. M. Division of Project Resident Programs. 84/07/19. 
MCDONALD, R. P. Alabama Power Co. Ip. 25774:345. 24X 

Fiche: 50-348, 84/07/19, 8407260231. 


8407260243 Responds to NRC 840622 Itr re violations noted in IE Insp 
Repts 50-348/84-16 8« 50-364/84-16. Corrective actions; 

Procedures revised to correct deficiencies re containment 
spray sys. 

MCDONALD, R. P. Alabama Power Co. 84/07/13. VERRELLI , D. M. Region 
2, Office of Director. 3pp. 25774:346. 24X Fiche: 50-348, 

84/07/19. 8407260231. 


— 8407260250 Forwards IE Insp Repts 50-348/84-16 50-364/84-16 on 

840511-0610 Ct notice of violation. 

VERRELLI, D. M. Division of Project 8t Resident Programs. 84/06/22. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25774:349, 24X 

Fiche; 50-348, 84/07/19, 8407260231. 


— 8407260257 Notice of violation from insp on 840511-0610. 

* Region 2, Office of Director. 84/06/22. Ip. 25774:351. 24X 

Fiche: 50-348, 84/07/19, 8407260231. 


— 8407260271 IE Insp Repts 50-348/84-16 «< 50-364/84-16 on 840511-0610. 
Noncomp liance noted : ur i tten procedures not maintained for 
recirculation stop valve N2 E/3 voll Si spray additive tank 
rec ir culation pump stop valves Ql/2 E/3V026. 

BRADFORD, W. H. , RULAND, W. H. Region 2, Office of Director. 

CANTRELL, F. s. Division of Project ?< Resident Programs. 84/06/22. 
7pp. 25774:352. 24X Fiche: 50-348, 84/07/19, 8407260231. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020102 Forwards monthly operating rept for May 1984 Sk corrected 
page to monthly operating rept for Apr 1984. 

MCDONALD, R. P. Alabama Power Co. 84/06/08. Office of Resource 
Management, Director. Ip. 25219:345. 24X Fi che : 50-348, 84/06/08, 
8407020102. 


— 0407020106 Monthly operating rept for May 1984. 

HAIRSTON, W. 0. Alabama Power Co. 84/05/31. 4pp. 25219:346. 24X 

Fiche: 50-348, 84/06/08,8407020102. 


— 8407020110 Corrected page to monthly operating rept for Apr 1984. 

HAIRSTON. W. G. Alabama Power Co. 84/04/30. Ip. 25219:350. 24X 

Fiche; 50-348, 84/06/08, 8407020102. 


8407270387 Monthly operating rept for June 1984. W/840709 Itr. 
WOODARD, J. D. , MCDONALD, R. P. Alabama Power Co. 84/06/30. 6pp. 
25794:017. 24X Fiche : 50-348, 84/06/30. 8407270387. 


8407190353 Forwards "JM Farley Nuclear Plant Unit 1 Second Periodic 
Reactor Containment Bldg Integrated Leakage Rate Test, " 
final rept for Apr 1984. Test completed on 840416. 

MCDONALD, R. P. Alabama Power Co. 84/07/13. VAR(?A, S. A. Office of 

Nuclear Reactor Regulation, Director. 2pp. 25681:039. 24X 

Fiche: 50-348, 84/07/13, 8407190353. 


— 8407190358 “JM Farley Nuclear Plant Unit 1 Second Periodic Reactor 
Containment Bldg Integrated Leakage Rate Test, " final rept 
for Apr 1984. 

* Bechtel Corp. 84/0^/30. 87pp. 25681:041. 24X 

Fiche: 50-348, 84/07/13, 8407190353. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end, 

EISENHUT, D. C. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications & exams. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326, 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A. Application/construction stage documents 3k correspondence 


8407020389 Forwards Amend 66 to license #pp 1 i cat ion, cons isti ng of 
Rev 32 to FSAR. 

BRADLEY, E. J. Philadelphia Electric Co. 84/05/31. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25228:127. 
24X Fiche: 50-352, 84/05/31, 3407020389. 


— 8407020396 Amend 66 to license app 1 ication, consist ing of Rav 32 to 
FSAR. Certificate of Svc end. 

BAUER, E.G., BRADLEY, E.J. Philadelphia Electric Co, 84/05/31. 
5pp. 25228:129. 24X Fich e : 50-352, 84/05/31 , 8407020389, 
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8407050411 Informs Commission of potentially significant issues for 
upcoming QL licensing cases. Viewgraphs end. 

DIRCKSiW. J. Office of the Executive Director for Operations. 
SECY-84-163A. 84/06/11. 21pp. 25418:295. 24X 

Fiche: 50-000, 84/06/1 1, 8407050411. 


8407020096 Forwards BNL rept, "Containment Failure Mode & Fission 
Product Release Analysis for Limerick Generating Station: 

Base Case Assessment. " Analysis of Class S release 
inappropr iate & should be amended, per Bhfi- S40611 memo. 
SCHMENCER.A. Licensing Branch 2. 84/06/22. BAUER, E.G. 

Philadelphia Electric Co. 7pp. 25273:090. 24X 

Fiche; 50-352. 84/06/22, 8407020096. 


— 8407020105 "Containment Failure Mode & Fission Product Release Analysis 
for Limerick Generating Station: Base Case Assessment." 

LUDEWIG.H., YANG, J. W. , PRATT, W.T. Brookhaven National Laboratory. 

FIN A-3711. 8NL-NUREG- 33835. 84/04/30. NRC - No Detailed 

Affiliation Given. 97pp. 25273:097. 24X Fiche: 50-352, 84/06/22, 

8407020096. 


8407060187 Informs that Bureau of Historic Preservation finds 
Archeological Survey Rept for 22-060,061 8t 062 Transmission 
Line R-O-W acceptable. 

WILLIAMS, D. Pennsylvania, Commonuea 1 th of , . 84/06/28. PAYNE, W. C. 

Philadelphia Electric Co. Ip. 25422:309. 24X Fiche : 50-352, 

84/06/28, 8407060187. 


8407030254 Forwards Rev 33 to FSAR (filed in PDR Category K),Rev 18 to 
environ rept - OL stage (filed in Category C),Rev 6 to fire 
protection evaluation rept (filed in Category F) & Amend 67 
to license application (filed in Category A). 

BRADLEY, e.J. Philadelphia Electric Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25437:126. 

24X Fiche: 50-352, 84/06/29. 8407030254. 


— 8407030266 Amend 67 to license app 1 icat ion, cons isting of Rev 33 to 
FSAR, Rev 18 to environ rept - OL stage St Rev 6 to fire 
protection evaluation rep t. Certificate of Svc end. 

BOYER, V.S. Philadelphia Electric Co. 84/06/28. 5pp. 25437:128. 
24X Fiche: 50-352, 84/06/29, 8407030254. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8c holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407110532 Forwards task action plan re MSIV leakage control sys 8e 
failures (Generic Issue C-8). Interim operation of all BWRs 
acceptable. 

EISENHUT, D. G. Division of Licensing. 84/07/02. STAROSTECKI, R. 
Division of Project 8c Resident Programs. 14pp. 25547: 168 . 24X 

Fiche: 50-352. 84/07/02, 84071 10532. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8c amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407100440 Forwards draft FSAR page change to Section 11.5.5 describing 
modified dissolved gas measurement capability of 
post-accident sampling sys. Changes will be incorporated in 
FSAR rev scheduled for Jul 19p4. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/06. SCHWENCER.A. 
Licensing Branch 2. 6pp. 25464:323. 24X Fiche: 50-352, 84/07/06, 

8407100440. 


8407250002 Forwards Franklin Research Ctr reeiuest for addl info re 
840119 offsite dose calculation manual. 

SCHWENCERi A. Licensing Branch 2. 84/07/16. BAUER, E. G. 

Philadelphia Electric Co. 3pp. 25755:351. 24X 

Fiche: 50-352, 84/07/16, 8407250002. 


--84072S0005 "Offsite Dose Calculation Manual Review for Limerick 
Generating Station, Units 1 h 2, " request for addl info. 

* Franklin Institute/Franklin Research Center. 84/06/18. Spp 
25755 : 354. 24X Fiche: 50-352, 84/07/ 1 6, 8407250002. 


8407230061 Forwards identification 8e justification of proposed deferral 
items beyond 840915 scheduled fuel load date, including 
preoperational test deferrals «t const completion deferrals. 

Safety parameter display sys dfeferred until 850401, 

KEMPER, J. S. Philadelphia Electric Co. 84/07/17. SCHWENCER, A. 
Licensing Branch 2. 36pp. 25705:311. 24X Fiche: 50-352. 84/07/17, 

8407230061. 


8407250371 Forwards experience form for addl personnel assigned to 
assist in independent design review effort & revised 
experience summary. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/20. SCHWENCER, A. 
Licensing Branch 2. Spp. 25743:354. 24X Fiche: 50-352, 84/07/20, 

8407250371. 


8407260026 Concurs that PRA methodology helpful in highlighting aspects 
of design St operation important to reactor safety, per NRC 
840607 ltr. Aspects of future PRA use 1 i sted . Consul tant 
engaged to identify alternate risk assessment uses. 

BOYER, V.S. Philadelphia Electric Co. 84/07/23. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 25776:328. 24X 

Fiche: 50-352, 84/07/23, 8407260026. 


8407270179 Advises that const of facility essentially completed & 
preoperational test program near comp letion. NRC efforts 
to complete review of outstanding items by 840915 for 
j scheduled fuel load appreciated. 

BOYER, V.S. Philadelphia Electric Co. 84/07/23. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Ip. 25788:352. 24X 

Fiche: 50-352, 84/07/23, 8407270179. 


8407310182 Forwards justification for removal of containment reactor 
pressure vessel heads prior to connecting standby gas 
treatment sys to refueling floor. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/26. SCHWENCER, A. 
Licensing Branch 2. 6pp. 25834:285. 24X Fiche; 50f-352, 84/07/26, 

8407310182. 


C. Utility Environmental Report (ER), amends & correspondence 


8407030254 Forwards Rev 18 to environ rept - OL stage. 

BRADLEY, E.J. Philadelphia Electric Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25437: 126. 
24X Fiche: 50-352. 84/06/29, 8407030254. 


— 8407030271 Rev 18 to environ rept - OL stage. 

* Philadelphia Electric Co. 84/06/30. 22pp. 25437:133. 24X 

Fiche: 50-352, 84/06/29, 8407030254. 


8407300278 Certifies svc of Rev 33 to FSAR, Rev 18 to environ rept & 
Rev 6 to fire protection evaluation rept on 840712. 

SCHLUETER, R. 0. Bechtel Corp. 84/07/12. 4pp. 25801:220. 24X 

Fiche: 50-352, 84/07/12, 8407300278. 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


8407060173 Provides addl info re Rev 1 to Procedure S58. l.B, "Startup 
of Containment Hydrogen Recombiner from Standby Condition 
or Following Trip," to close out SER Confirmatory Issue 20. 

KEMPER, J. S, Philadelphia Electric Co. 84/06/27. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25426:253. 24X Fiche; 50-352, 84/06/27, 

8407060173. 


8407130296 Forwards Rev 0 to Procedure T-250, "Remote Manual Primary 
Containment Isolations, '* in support of resolution of SER 
License Condition 5. Listed containment isolation valves will 
receive d iverse, automatic isolation logic by first outage. 

KEMPER, J. S. Philadelphia Electric Co. 84/07/10. SCHWENCER. A. 
Licensing Branch 2. 3pp. 25565:147. 24X Fiche; 50-352, 84/07/10, 

8407130296. 


— 8407130297 Rev 0 to Procedure T-250, "Remote Manual Primary 
Containment Isolations. " 

* Philadelphia Electric Co. 84/07/10. 6pp. 25565: 150. 24X 

Fiche: 50-352, 84/07/10, 8407130296. 


8407230144 Forwards "Limerick Generating Station Unit 1 Preservice 
Insp Relief Request ASME Boiler & Pressure Vessel Code, 

Section XI Submittal Program, " closing out SER Confirmatory 
Issue 12. 

KEMPER, J. S. Philadelphia Electric Co. 84/07/17. SCHWENCER, A. 
Licensing Branch 2. Spp. 25703:184. 24X Fiche: 50-352, 84/07/17, 

8407230144. 


-8407230146 "Limerick Generating Station Unit 1 Preservice Insp Relief 
Request ASME Boiler Pressure Vessel Code Section XI 
Submittal Program. " 

* Philadelphia Electric Co. 84/07/17. 347pp. 25703:187. 24X 

Fiche: 50-352, 84/07/17, 8407230144. 


8407270274 Responds to 840611 request for addl info clarifying 
confirmatory items re aging St equipment requiring 
addl info St/or corrective action (SER Open Issue 6). 

KEMPER, J.S, Philadelphia Electric Co. 84/07/24. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25788:341. 24X Fiche: 50-352, 84/07/24, 

8407270274. 



DOCKETED ITEMS 


221 


F. Security- medicali emergency & fire protection plans 


8407120064 Notification of Significant Licensee Meeting 84-57 on 
840625 w/util & State of PA- Bureau of Radiological Health in 
Harrisburg- PA to discuss emergency preparedness interface 
for 840725 exercise. 

CROCKER- H, Region 1. Office of Director, 84/06/19. Region 1, 
Office of Director. 2pp. 25572:337. 24X Fiche; 50-352. 84/06/19. 

8407120064. 


8407020306 Revised emergency plan implementing pfoc ed ur es . in c 1 ud ing 
EP-233 re containment leak detector sample fi Iters. EP-234 
re containment gas samples & EP~-235 re reactor water samples 
from sample s inks. W/840625 Itr. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/25. MURLEY. T. E. 
Region 1- Office of Director. SCHWENCER. A. Licensing Branch 2. 
114pp. 25215:230. 24X Fiche: 50-352. 84/06/25, 8407020306. 


8407030254 Forwards Rev 6 to fire protection evaluation rept. 
BRADLEY. E.J. Philadelphia Electric Co. 84/06/29. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25437:126. 
24X Fiche: 50-352. 84/06/29. 8407030254. 


— 8407030278 Rev 6 to fire protection evaluation rept. 

* Philadelphia Electric Co. 84/06/30. 231pp. 25437:158. 24X 

Fiche; 50-352. 84/06/29, 8407030254. 


S407160058 Advises of NRC plans to conduct design verification audit; 
on 840724-27 of emergency response info sys/safety parameter 
display sys design in OE rept NEDE-30284. p er Suppl 1 to 
NUREG-0737. Draft audit plan end. 

SCHWENCER, A. Licensing Branch 2. 84/07/02, BAUER. E.O. 

Philadelphia Electric Co. 13pp. 25623:332. 24X 

Fiche: 50-352- 84/07/02. 8407160058. 


8407090170 Informs of referral of 840627 Itr re emergency planning to 
ASLB for consideration 6( action. Commission Secretary will 
serve Itr & attachment on all par t i es. Served on 840706. 

KOHL.C.N, Atomic Safety and Licensing Appeal Panel. DSB 061. 
84/07/06. CLAYPOOL, R. C. Pottstouin. PA. 2pp. 25443:031. 24X 

Fiche: 50-352, 84/07/06. 8407090170. 


— 8407090173 Forwards interim progress rept on development of emergency 
radiological response plan for OJ Roberts school district. 

Aid in notifying govt agencies of unmet needs deficiencies 
requested. 

CLAYPOOL, R. C. Pottstown. PA, 84/06/27. Atomic Safety and 
Licensing Board Panel. 13pp. 25443:033. 24X 

Fiche; 50-352, 84/07/06. 8407090170. 


8407100274 Forwards correspondence & documents among app 1 i cant . NRC Ik 
Commonwealth of PA re emergency p lann ing. Correspondence 
suppls 840629 fnatl & covers 840618-29. Related 
correspondence. 

CULLEN. E. J. Philadelphia Electric Co. DSB 117. 84/07/06, 

MULLIGAN, M. Limerick Ecology Action. 52pp. 25463:309. 24X 

Fiche: 50-352, 84/07/06, 8407100274. 


8407160278 Forwards Pennsylvania Emergency Mgt Agency response to 
Limerick Ecology Action first set of interrogatories 8< 
request for production of documents on offsite emergency 
planning contentions. Related correspondence. 

FERKIN. Z.G. Pennsy Ivania. Commonwealth of,. DSB 259, 84/07/11. 

BRENNER, L.. MORRIS, P. A, . COLE- R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25601:208. 24X Fiche; 50-352, 84/07/11, 8407160278. 


— 8407160286 Response to Limerick Ecology Action first set of 
interrogatories 8i request for production of documents on 
offsite emergency planning contentions. Certificate of Svc 
end. Related correspondence. 

Pennsylvania. Commonwealth of,. 84/07/11. Limerick Ecology 
Action. 77pp, 25601:209. 24X Fi ch e: 50-352, 84/07/1 1 . 8407160278. 


8407300278 Certifies svc of Rev 33 to FSAR. Rev 18 to environ rept & 
Rev 6 to fire protection evaluation rept on 840712. 

SCHLUETER, R. Q. Bechtel Corp. 84/07/12. 4pp. 25801:220. 24X 

Fiche: 50-352, 84/07/12. 8407300278. 


8407170564 Responds to 840328. 0412. 24. 0504 & 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINQ.N. J. Commissioners. DSB 285. 84/07/13. MARKEY. E. J. 

House of Rep., Interior & Insular Affairs. 5pp. 25864:145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


-8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes 8c related info 
end. 

PRESTEMON, D. L. Atomic Safety and Licensing Board Panel. S4/03/15. 

COTTER.B.P, Atomic Safety and Licensing Board Panel. 8pp. 

25864: 18B. 24X Fiche: 50-000. 84/07/13,8407170564. 


8407190204 Forwards response to Limerick Ecology Action second set of 
interrogatories & request for production of documents on 
offsite emergency planning contentions. Related 
corresp ondence. 

FERKIN. Z, G. Pennsy Ivania. Commonwealth of,. DSB 336 . 84/07/16. 

BRENNER, L., MORRIS, P. A. . COLE.R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25682:017. 24X Fich e: 50-352, 84/07/16, 8407190204. 


— 8407190212 Response to Limerick Ecology Action second set of 
interrogatories St request for production of documents on 
offsite emergency planning contentions. Related 
correspondenc e. 

* Pennsy Ivania, Commonwealth of,. 84/07/16. Limerick Ecology 
Action. 32pp. 25682:018. 24X Fiche; 50-352. 84/07/16, 8407190204. 


8407230061 Forwards identification &t justification of proposed deferral 
items beyond 840915 scheduled fuel load da te. inc lud ing 
preoperational test deferrals & const completion deferrals. 

Safety parameter display sys deferred until 850401. 

KEMPER. J.S. Philadelphia Electric Co. 84/07/17. SCHWENCER. A. 
Licensing Branch 2. 36pp. 25705:311. 24X Fi che: 50-352. 84/07/17, 

8407230061. 


8407270263 Informs of township 840716 decision not to participate in 
840725 emergency drill. 

KARST, vi. C. Amity Township. PA. 84/07/18. Philadelphia Electric 
Co. Ip. 25788:349. 24X Fi che: 50-352, 84/07/18. 8407270263. 


8407260208 Forwards draft FSAR pages, in response to NRC 840531 request 
for addl info re safety parameter display sys in emergency 
response f ac i 1 ity . Draft pages will be incorporated into Rev 
35 to FSAR to be submitted in Aug 1984. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/20. SCHWENCER, A. 
Licensing Branch 2. 36pp. 25777:143. 24X Fic he : 50-352, 84/07/20, 

8407260208. 


8407310304 Forwards IE Insp Rept 50-352/84-30 on 840622-0717. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/07/24, 
KEMPER, J.S. Philadelphia Electric Co. 4pp. 25828:243. 24X 

Fiche: 50-352, 84/07/24. 8407310304. 


--8407310321 IE Insp Rept 50-352/84-30 on 840622-0717. No violations 
noted. Major areas inspected; fuel handling procedure review# 
operator training* fuel receipt & movement records 8* 
radiation, f ire protection & physical security programs. 

BRIGGS. L., KRASOPOULOS, A. , MILLER, M.T. Region 1. Office of 
Director. 84/07/20. 15pp. 25828:247. 24X Fic he: 50-352, 84/07/24. 

8407310304. 


8407310376 Informs of plans to conduct team insp on 840827-31 re 
ability to provide safe shutdown of plant in event of fire. 

Requests analyses, procedures 8e other documentation re fire 
be available during insp. 

MARTIN.T.T. Division of Engineering Ik Technical Programs. 84/07/24. 

KEMPER, sJ.S. Philadelphia Electric Co, 2pp. 25830:171. 24X 

Fiche; 50-352. 84/07/24. 8407310376. 


8407310287 Forwards correspondence & documents re emergency planning 
among appl leant, staff . Commonwealth of PA ?< other responsible 
govt agencies. per ASLB 020601 order. Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 627. 84/07/27. 

MULLIGAN, M. Limerick Ecology Action. 391pp. 25840:017. 24X 

Fiche: 50-352, 84/07/27, 8407310287. 


0. Adjudicatory correspondence 


8407190501 Response to util & NRC affidavits re transporting & storing 
raw nuclear fuel at site. Fuel should not be shipped to site 
until protection from listed consequences provided 8t 
deficiencies rectified, 

ANTHONY, R.L. Anthony. R. L, ANTHONY, R. L. Friends of the Earth. DSB 
346. 84/03/19. 3pp. 25684; 166. 24X Fiche; 50-352,84/03/19. 

8407190501. 


,8407100620 Corrected motion in opposition to applicant 840509 motion 
for expedited partial initial decision «t issuance of low 
power license for loading 8< testing 8t submission of 
contentions based on new matter. 

ANTHONY, R.L. Anthony, R.L. ANTHONY. R. L. Friends of the Earth. DSB 
129. 84/05/18. Atomic Safety and Licensing Board Panel. 2pp. 

25514: 012. 24X Fiche: 50-352, 84/05/18. 8407100620. 


8407100637 Suppl to 840518 motion opposing applicant motion for partial 
decision 8*. low power license submission of contentions on 
new matter. 

ANTHONY, R.L. Anthony, R.L. ANTHONY, R.L. Friends of the Earth. DSB 
127. 84/05/30. Atomic Safety and Licensing Board Panel, Ip. 

25514; 202. 24X Fiche: 50-352# 04/05/30, 8407100637. 



8407090359 Motion for admission of contentions based on ^ 

JS Kemper 840607 1 tr req.uesting remaining portion o-F 

to nove fuel to refueling floor, insp & storage of fuel ^ 

petition for stay. F^-.+h ncn 

ANTHONY. R.L. Anthony. R. L. ANTHONY. R. L. Friends of -fcne tarrn. 

079. B4/06/1B. Atonic Safety and Licensing Board 

25454:248. 24X Fi ch e: 50-352. 84/06/ 18. 8407090359. 

8407090356 Motion opposing util 840509 motion for expetli'*=®J partial 
decision St lou power license. Util St NRC should certify ^ 

all nonconformance items 8t open insp items corrected ^ 

complete before nuclear fuel moved onsite. p 4 -h ncsn 

ANTHONY. R.L. Anthony, R. L. ANTHONY. R. L, Friends of -bhe tartn. usau 

080. 84/06/19. Atomic Safety and Licensing Board • '^PP- 

25454:252. 24X Fi che: 50-352. 84/06/19, 8407090356. 


8407030253 Forwards relevant pages from transcript of 34-0^1*? hearing 
reflecting ASLB & party comments on Friends of the Eari:" 

840618 St 19 motions re applicant motion for low power 
1 icense. Related correspondence. -tuokiv p 

VOOLER. B.H. Hearing Branch 2. DSB 993. 84/06/25. Af^TMUNY. r_l. 

Friends of the Earth. llpp. 25270:304. 24X Fiche : 8^^06/25. 

8407030253. 


— 8407160077 Requests that Del-Aware Unlimited 10CFR2. 206 petition re 
alternative sources of supplemental cooling water be 
reopened to modify decision denying petition. 

SUGARMAN, R. J. Sugarnan 5t Denworth. 84/05/23. DENTON. H.R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 25624:32 4. 24X 

Fiche: 50-352. B4/06/29, 8407160074. 


— 8407160084 Request that denial of Del-Aware Unlimited 10CFR2. 206 
petition re alternative sources of supplemental cooling 
water be revised in light of concerns d escr ibed . Commissi on 
840509 briefing, inconsistent w/840425 Itr. 

SUGARMAN. R. J. Sugarman S- Denworth. 84/05/23, HODGDON, A. Office 
of the Executive Legal Director. 2pp. 25624:326. 24X 

Fiche: 50-352. 84/06/29, 8407160074. 


— 8407160086 Forwards draft response to RJ Sugarman 840523 comments re 
840425 director's decision, per 10CFR2. 206, d eny ing relief 
sought by Del-Aware concerning f ac i li ti es. Commi ssion 
declined review of dec is ion, ma king decision final on 840521. 
LIEBERMAN, J, Regional Operations Enforcement Division. 

84/06/08. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 5pp. 25624:328. 24X Fi ch e: 50-352, 84/06/29, 8 407160074. 


8407030302 Forwards preliminary rapt. "Mitigation Sys fcx'T 
Reactors." Request for addl copy of rept re state-of— ® 
of reactor containment sys denied. W/o encl. Related 
correspondence. EWIS.M I 

HODGDON, A. P. Hearing Branch 2. DSB 998. 84/06/25. IJ- 

Lewis, M. 2pp. 25271:233. 24X Fiche: 50-352. 84/06 /2&' 

8407090362 Second set of interrogatories & request for pTodoction of 
documents on Limerick Ecology Action admitted offsite ’ 

emergency planning content ions . Cert i ficate of Svc enc 1 - 
Related correspondence. i ^ i k- 

■» Limerick Ecology Action. DSB 092. 84/06/25. ph i laoeiphia 

Electric Co. 13pp. 25457:240. 24X Fiche : 50-352, 34/06> /25< 

0407090362. 


8407020513 New contention that ERA max containment level« gross 

alpha, Ra-226 & Ra-22a inadequately verified by applicarrc « 

NRC. l3/svc list. QA/nx^/oA. 

ROMANO, F.R. Air and Water Pollution Patrol. DSB <74«9. ' 

Atomic Safety and Licensing Board Panel. Ip. 25226: 1 1 *• 

Fiche: 50-352, 84/06/26, 8407020513. 


8407030305 Motion in support of applicant 840618 motion 
filing of RL Anthony/Friends of the Earth rebuttal of 
applicant reply findings on Contentions V-3a U V-3b. 
Certificate of Svc encl. Related correspondence. 
VOOLER.B.H. Hearing Branch 2. DSB 009, 84/06/26. 

and Licensing Board Panel. 5pp. 25271:228. 24X 

Fiche: 50-352, 84/06/26, 8407030305. 


to strike 


Atomic Safety 


8407030202 Response opposing Air & Water Pollution Patrol 840608 
motion to reopen reconsideration on Contention Vl-1. 

Certificate of Svc encl. c a *. 

HQDODON. A. P. Hearing Branch 2. DSB 983. 84/06/27. Atomic safety 

and Licensing Board Panel. 7pp. 25267:245. 24X 

Fiche: 50-352. 84/06/27, 8407030202. 


8407060121 Forwards OU Roberts School District Task Force interim 
progress rept on development of emergency radiological 
response p Ian. Requests aid in notifying agencies of unmet 
needs h deficiencies in plan. Served on 840705. 

CLAYPOOL, R. C. Pottstown, PA. DSB 037. 84/06/27. 

Services Branch. 13pp. 25428:274. 24X Fic he : 50-352, 84/06/27, 

8407060121. 


8407020512 Forwards correspondence it documents re emerge^^^y planning, 
per ASLB 820601 order. Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 955. 

MULLIGAN, M. Limerick Ecology Action. 32pp. 25226:079. Z4X 

Fiche: 50-352. 84/06/29, 8407020512. 


8407030170 Forwards relevant pages of transcript of e406»20 hearing 
reflecting ASLB Zt party comments re two offsite emergency 
planning contentions of City of Phi ladelphia. Related 
correspondence. ,rDc;,-u m 

VOOLER.B.H. Hearing Branch 2. DSB 988. 84/06/29. HIRSCH.M. 

Federal Emergency Management Agency. 2pp. 25238: 129. 24X 

Fiche: 50-352, 84/06/29. 8407030170. 


8407160074 Advises that Commission declined to review final 840521 
decision rejecting Del— Aware Unlimited request that ufcii 
provide alternatives to supplemental cooling water sys 
Previous decision applicable to 840523 request. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

34/06/29. SUGARMAN, R. U. Sugarman Jk Denworth. 9pp. 25624:316. 24X 

Fiche: 50-352, 84/06/29, 8407160074. 


8407100565 Findings of fact & conclusions of law in form of partial 
initial decision on env'iron qual if ication of electric 
equipment re Limerick Ecology Action Contention 1-42. 

Certificate of Svc encl. 

HODODON.A. P. Hearing Branch 2. DSB 142. 84/07/02. 23pp. 

25465:206. 24X Fiche: 50-352. 84/07/02. 8407100565, 


8407100650 Proposed findings of fact S< conclusions of law in form of 
partial initial decision re onsite emergency planning. 

Certificate of Svc encl. 

VDGLER, B. H. , WRIGHT. N. A. Hearing Branch 2. DSB 141, 84/07/02. 

47pp. 25514:152. 24X Fi c h e : 50-352, 84/07/02, 8407100650. 


8407090355 Second set of interrogatories request for production of 
documents to State of PA Emergency Mgt Agency on admitted 
offsite emergency planning c ontent ions. Re lated 
corresp ondence. 

* Limerick Ecology Action. DSB 091. 84/07/03, Pennsy 1 van ia. 

Commonwealth of,. 4pp, 25454:254. 24X Fich e: 50-352, 84/07/03, 

8407090355. 


8407100624 Motion to reverse ASLB denial of 840618 motion re Part 70 5e 
840619 motion opposing util motion for expedited decision. 

ANTHONY, R.L. Anthony, R.L. ANTHONY, R. L. Friends of the Earth. DSB 
123. 84/07/03, Atomic Safety and Licensing Appeal Panel. 3pp. 

25514:006, 24X Fiche: 50-352, 84/07/03, 8407100624. 


8407090055 Expresses concern re failure to exercise reasonable care in 
assuring complete svc of matls.RU Sugarman 840523 Itr & 
ends will be served on Boards parties by NRC in order to 
assure compliance. 

MALSCH, M. G. Office of the General Counsel. DSB 056. 84/07/05. 

SUGARMAN, R, U. Sugarman & Denworth. Ip. 25442:086. 24X 

Fiche: 50-352. 84/07/05, 8407090055. 


■8407090059 Forwards 840523 Itrs to A Hodgdon Z>. ASLB re misinformation 
as to status of Point Pleasant Diversion by staff . Commissi on 
should direct that De l-Aware, p end ing 10CFR2. 206 petition, 
identify all possible options. 

SUGARMAN, R. u, Sugarman Denworth. 84/05/23. PALLADINO, N. J. 
Commissioners. 2pp. 25442:087, 24X Fiche : 50-352, 84/07/05, 

8407090055. 


■8407090062 Ac k receipt of staff 840424 briefing to Commission re Point 
Pleasant Diversion si tuat i on. Br i ef ing completely 
inconsistent w/facts & 840425 Itr. Staff should inform 
Commission of correct state of affairs. 

SUGARMAN, R. J. Sugarman St Denworth. 84/05/23. HODGDON, A. Hearing 
Branch 2. 2pp. 25442:089. 24X Fiche: 50-352, 84/07/05, 8407090055. 


8407090064 Informs that Commission 840424 briefing appears to recogniie 
delays in Point Pleasant as significant issue in proceeding. 

Delays inconsistent u/840423 «( 25 staff action. 

SUGARMAN, R. U. Sugarman Denworth. 84/05/23. KOHL, C. N. , 

EDLES, G. U. , GOTCHY, R. L. Atomic Safety and Licensing Appeal Panel. 

Ip. 25442:091. 24X Fi ch e : 50-352, 84/07/05, 8407090055- 


■8407090068 Forwards 840523 Itr to Commission re misinformation in 
840424 briefing 8< inconsistency between policy & action 
taken on Point Pleasant Diversion, 

SUGARMAN, R. J. Sugarman & Denworth. 84/05/23. COLE, R. F. , 

BRENNER, L., MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
6pp. 25442:092. 24X Fic h e: 50-352, 84/07/05 , 840709005 5. 


8407090070 Informs of svc of 840523 Itr to Chairman Pal lad i no, per 
840529 Z. 31 tel cons. Certif icate of Svc encl. 

SUGARMAN, R. U. Sugarman it Denworth. 84/06/01. CLEMENTS, W. L. 
Docketing 8,. Services Branch. 3pp. 25442:098. 24X 

Fiche: 50-352, 84/07/05,8407090055. 
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8407090145 Transmittal of proposed findings of fact conclusions of 
law in form of partial initial decisions re severe accident 
risk issues. Updated exhibit witness lists end. 

WETTERHAHN, M. J. , NICHOLS. N. N. Philadelphia Electric Co. 
WETTERHAHN. M. J. Conner b. Wetterhahn. DSB 057. 84/07/05. 112pp. 

25444:247. 24X Fiche: 50-352. 84/07/05. 8407090145. 


— 8407090153 Transmittal of 840629 affidavit of VS Boyer re estimated 
date for fuel loading. per ASLB 840620 order. Certificate of 
Svc end. 

WETTERHAHN. M. J. Philadelphia Electric Co. ’ WETTERHAHN. M. J. Conner 
g< Wetterhahn. 84/07/05. 7pp. 25445:007. 24X 

Fiche: 50-352. 84/07/05. 8407090145. 


8407120034 Answer opposing Citizen Action in Northeast 840625 motion 
for certification to Commission of financial qualification 
contention. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner St 
Wetterhahn. DSB 188. 84/07/10. Atomic Safety and Licensing Board 

Panel. 3pp. 25550:116. 24X Fiche: 50-352, 84/07/10, 8407120034. 


— 8407120087 Objections to Limerick Ecology Action first b second sets of 
interrogatories on offsite emergency planning contentions. 

Related correspondence. 

WETTERHAHN, M. J. Ph i lad e 1 p h ia El e c tr i c Co. WETTERHAHN. M. J. Conner 
8t Wetterhahn. 84/07/10. Limerick Ecology Action. 4pp. 

25550:119. 24X Fiche: 50-352, 84/07/10. 8407120084. 


8407090363 Forwards Environ Hearing Board of PA decision setting aside 
util permits to build Point Pleasant Diversion b Bucks 
County resolution finding no need for Diver si on. Related 
correspondence. 

SUOARMAN, R. J, Sugarman b Denworth. SUOARMAN. R. J. Del-Aware 
Unlimited. Inc. DSB 106. 84/07/05. BRENNER, L. , COLE. R. F. , 

MORRIS. P. A. Atomic Safety and Licensing Board Panel, 160pp. 
25457:080. 24X Fich e : 50-352. 84/07/05, 8407090363. 


8407100237 Submits City Issue* 18 Ik 19 & refs to 840620 transcript re 
emergency p lanning. Certif icate of Svc end. 

SMOLEN, H. Philadelphia, PA. DSB 120. 84/07/05. BRENNER . L. F. , 

COLE. R. F. , MORRIS. P. A. Atomic Safety and Licensing Board Panel. 
3 pp. 25512:351. 24X Fiche: 50-352. 84/07/05, 8407100237. 


8407090170 Informs of referral of 840627 Itr re emergency planning to 
ASLB for consideration Ik ac t i on. Commi ss ion Secretary will 
serve Itr b attachment on all parti es. Served on 840706, 

KOHL. C. N. Atomic Safety and Licensing Appeal Panel. DSB 061. 
84/07/06. CLAYPODL, R. C. Pottstown. PA. 2pp. 25443:031. 24X 

Fiche: 50-352, 84/07/06. 8407090170. 


— 8407120092 Answer to first set of interrogatories St request for 
production of documents on Limerick Ecology Action admitted 
offsite emergency planning contentions. Util 840710 Itr b 
Certificate of Svc end. Related correspondence. 

BOYER. V.S. Philadelphia Electric Co. 84/07/09. Limerick 
Ecology Action. 74pp, 25550:123. 24X Fiche: 50-352. 84/07/10. 

8407120084. 


8407130244 Memorandum reminding counsel that pleadings must be in 
prescribed form must show proper svc. Board will take no 
action re requests in Del-Aware Un 1 imi ted . Inc 840705 Itr. 

Served on 840712. 

SHOEMAKER, C. J. Atomic Safety and Licensing Board Panel. DSB 215. 
84/07/11. 3pp. 25564:136. 24X Fiche : 50-352, 84/07/1 1 , 8407130244. 


8407130247 Discusses 840710 telcon re util objections to first set of 
discovery concerning offsite emergency planning contentions. 

Related correspondence. 

WETTERHAHN. M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. DSB 223. 84/07/11. MULLIGAN, M. Limerick Ecology 

Action. Ip. 25567:143. 24X Fiche: 50-352, 84/07/1 1, 8407130247. 


— 8407090173 Forwards Interim progress rept on development of emergency 
radiological response plan for OJ Roberts school district. 

Aid in notifying govt agencies of unmet needs Si deficiencies 
requested. 

CLAYPOQL, R. C. Pottstown, PA. 84/06/27. Atomic Safety and 
Licensing Board Panel, 13pp. 25443:033. 24X 

Fiche: 50-352, 84/07/06, 8407090170. 


8407090351 Order to reply to Friends of the Earth appeal of certain 
ASLB oral rulings by 840720. Served on 840709. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 077. 
84/07/06. Office of the Executive Legal Director. Ip. 25454:325. 
24X Fiche: 50-352,84/07/06, 8407090351. 


8407160271 Forwards memorandum in reply to Pennsylvania Emergency Mgt 
Agency amicus curiae brief re Annex E of Pennsylvania 
disaster emergency operations plan. Related correspondence. 

MULLIGAN, M. Limerick Ecology Action. DSB 251. 84/07/11. 

BRENNER, L., MORRIS, P. A., COLE, R. T. Atomic Safety and Licensing Board 
Panel 12pp. 25601:192. 24 X Fiche: 50-352, 84/07/11, 8407160271. 


8407160278 Forwards Pennsylvania Emergency Mgt Agency response to 
Limerick Ecology Action first set of interr ogator ies b 
request for production of documents on offsite emergency 
planning contentions. Related correspondence. 

PERKIN, Z. G. Pennsylvania, Commonwealth of,. DSB 259. 84/07/11. 

BRENNER, L., MORRIS, P. A. , COLE, R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25601:208. 24X Fiche: 50-352, 84/07/11. 8407160278. 


B407100274 Forwards correspondence & documents among applicant. NRC b 
Commonwealth of PA re emergency p lanning. Correspondence 
suppls 840629 matl b covers 840618-29. Related 
corresp ondence. 

CULLEN, E. J. Philadelphia Electric Co. DSB 117, 84/07/06. 

MULLIGAN, M, Limerick Ecology Action. 52pp. 25463:309. 24X 

Fiche: 50-352, 84/07/06. 8407100274. 


— 8407160286 Response to Limerick Ecology Action first set of 
interrogatories b request for production of documents on 
offsite emergency planning contentions. Certif icate of Svc 
end. Related correspondence, . , 

# P«nnsy 1 van iAi Commonwealth of/. 84/07/11. Limerick Ecology 
Action. 77pp. 25601:209. 24X Fiche: 50-352, 84/07/11, 8407160278. 


0407100380 Ack receipt of 840627 request for NRC aid in notifying goyt 
agencies of deficiencies in emergency planning in event of 
postulated accident. 

BRENNER, L, Atomic Safety and Licensing Board Panel. DSB 113- 
84/07/06. CLAYPOOL, R. C, Pottstown, PA. 2pp. 25513:098. 24X 

Fiche: 50-352. 84/07/06. 0407100380. 


8407170564 Respond* to 840328.0412,24,0504 b 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation, Served on 840717. 

PALLADINO, N. J. Commissioner*. DSB 285. 84/07/13. ^ 

House of Rep., Interior b Insular Affairs. 5pp. 25864:145. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


0407100609 Reply finding* of fact St conclusion* of law to Limerick 
Ecology findings re Contention 1-42, 

WETTERHAHN, M. J Philadelphia Elactric Co. WETTERHAHN, M. J. Conner St 
Wetterhahn. DSB 124. 84/07/09. 11pp. 25516:010. 24X 

Fiche; 50-352, 84/07/09. 8407100609. 


— 0407100614 Reply findings of fact S< conclusion* of law re Limerick 
Ecology Action onsite emergency planning contentions. 

WETTERHAHN^m”! ^'^Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
b Wetterhahn. 84/07/09. 25pp. 25516:021. 24X 

Ficha: 50-352, 84/07/09, 8407100609. 


‘8407310096 Lists documents responsive to RR Belairs 840409 FOIA 
request. Items 5-10 should not be sent w/o contacting 
chairmans ofc. Draft order dtd 840323 end. 

FITTI.C.U. Atomic Safety and Licensing Board Panel. 84/04/18, 
ROBINSON, L. NRC - No Detailed Affiliation Given. llpp- 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes b related info 

PRESTEMON. D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B. P. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fic h e ; 50-000, 84/07/13, 8407170564. 


8407100627 Advises that filing must be served on Docketing b Svcs 
Branch that Certificates of Svc must be in P^?P*;/°’'24/07/09 
CLEMENTS, W. L. Docketing 

ANTHONY, R. L. Anthony, R. L. 2pP. 25514:009. 24X 

Fiche: 50-352, 84/07/09, 8407100627. 

8407120071 Answer to new proposed contention by Air b Water Pollution 


8407190341 Requests Commission address potential for alternative 
sources for supplemental cooling water, per Del-Aware 
Unlimited 840523 10CFR2. 206 petition. Response to petition 
reauested within 30 day*. Related documentation end. 

SUGARMAN, R. vl. Sugarman & Denworth. 84/07/13. 

Nuclear Reactor Regulation, Director. I64pp. 25679.317. 24A 

Fiche: 50-352, 84/07/13, 8407190341. 

8407170549 Safety contentions re util inability to conduct full b safe 

HERShK°S*p"^*CEPA^^'dSB* 278°^ 84/07/16. Atomic Safety and 

19pp. «636:010. 24X Fich.: 50-352, 84/07/16. 

8407170549 . 



8407190109 Proposed findings of fact & conclusions of lain in form of 
partial initial decisions re Limerick Ecology Action 
Contentions DES-li-2 & —3 & City of Philadelphia Contentions 
City 13, 14 & 15. 

VOGLER,B.H. , HODG0ON, A. P. Hearing Branch 2. DSB 343. 84/07/16. 

77pp. 25672:205. 24X Fiche; 50-352, 84/07/16, 8407190109. 


8407190117 Response opposing Citizen Action in Northeast & ML Leuiis 
840625 motion for certification of financial qualifications 
contention. Contention not proper for litigation & fails to 
meet std for certif icati on. Certif icate of Svc end. 

WRIOHr, N. A. Hearing Branch 2. DSB 345. 84/07/16, Atomic Safety 

and Licensing Board Panel. 3pp. 25682:082. 24X 

Fiche: 50-352, 84/07/16, 84071901 17. 


3407190127 Response opposing new Air S, Water Pollution Patrol 840626 
contention re gross alpha. Certificate of Svc end. 

WRIOHT, N. A. Hearing Branch 2. DSB 344. 84/07/16. Atomic Safety 

and Licensing Board Panel. 7pp. 25673:019. 24X 

Fiche: 50-352. S4/07/16, 8407190127. 


0407190204 Forwards 'response to Limerick Ecology Action second set of 
interrogator ies it request for production of documents on 
offsite emergency planning contentions. Related 
correspondence. 

FERKIN, Z. G. Penney Ivania, Commonwealth of,. DSB 336 , 84/07/16. 
BRENNER, L.f MORRIS, P. A. , COLE, R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25682:017. 24X Fiche: 50-352, 84/07/16, 8407190204. 


— 8407190212 Response to Limerick Ecology Action second set of 
interrogatories & request for production of documents on 
offsite emergency planning contentions. Related 
correspondence. 

* Pennsylvania, Commonwealth of,. 84/07/16. Limerick Ecology 
Action. 32pp. 25632:018. 24X Fiche: 50-352, 84/07/16, 8407190204. 


8407240145 Motion to compel util to answer Limerick Ecology Action 
second set of interrogatories on offsite emergency planning 
contentions. Certif icate of Svc end. Related correspondence. 

* Limerick Ecology Action. DSB 478. 84/07/16. Atomic Safety and 

Licensing Board Panel. 73pp. 25715:192. 24X Fiche: 50-352, 84/07/16, 

8407240145. 


8407200248 Responds to 840607 & 27 Itrs re status of evacuation 
plans within Ouen J Roberts School District. Ltrs forwarded 
to FEMA & ASLB advised of concern. 

HURLEY, T.E. Region 1, Office of Director. DSB 398. 84/07/17. 

CLAYPOOL, R. C. Pottstoun, PA, 25pp. 25694:265. 24X 

Fiche; 50-352, 84/07/17. 8407200248. 


8407230306 Notification of adjudication in Court of Common Pleas, 
Chester County, PA re installation of sirens. South Coventry 
Township restrained from enforcing zoning ordinance. W/svc 
list. Related correspondence. 

CONNER, T.B. Philadelphia Electric Co. CONNER. T.B. Conner «< 
Wetterhahn. DSB 443. 84/07/19. 37pp. 25710:325. 24X 
Fiche: 50-352, 84/07/19, 8407230306. 


9407240182 Errata to 840716 findings of fact & conclusions of lauf in 
form of partial initial decision for Limerick Ecology Action 
Contentions DES-1,2,3 4 & City of Philadelphia City-13 «< 

14. Certif icate of Svc end. 

VQGLERi B. H. , HODGDON, A. P. Hearing Branch 2. DSB 451. 84/07/19. 

5pp. 25722:343. 24X Fiche: 50-352, 84/07/19, 8407240182 


8407230346 Response opposing Friends of the Earth 840703 appeal of ASLB 
denial of 840618 & 19 motions. opposing util request to move 
new f uel . Certif icate of Svc end. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner U 
Wetterhahn. DSB 433. 84/07/20. Atomic Safety and Licensing 

Appeal Panel. 34pp. 25711:062. 24X Fiche: 50-352, 84/07/20, 

8407230346. 


8407240174 Forwards County of Bucks 840617 limited appearance Itr. Svc 
on parties requested. Served on 840723, 

LANE, V. M. Atomic Safety and Licensing Board Panel. DSB 455. 
84/07/20. CLEHENTS, W. L. Docketing it Services Branch. 3pp- 
25722:354. 24X Fiche: 50-352, 84/07/20, 8407240174. 


8407240228 Response opposing RL Anthony/Friends of the Earth 840703 
appeal of ASLB denial of miotions re util request to amend 
Part 70 application. Certif icate of Svc end. 

RUTBERG, J. Hearing Branch 2, DSB 449. 84/07/20. Atomic Safety 

and Licensing Appeal Panel, 20pp. 25718:336. 24X 

Fiche: 50-352, 84/07/20, 8407240228. 


8407240179 Order requiring submission of joint schedule proposal for 
offsite emergency planning by 840807. Courtesy notification 
end. Served on 840723. 

BRENNER, L, Atomic Safety and Licensing Board Panel. DSB 453. 
84/07/23. Office of the Executive Legal Director. 4pp. 

25723: 046. 24X Fiche: 50-352, 84/07/23, 8407240179. 


8407240252 Memorandum St Order ALAB-77S, re jec t ing Friends of the Earth 
appeal re ALAB-756 denial of motion seeking to submit 
unspecified contentions based on util 840607 revs to 
application re fuel. Served on 840723. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 456. 
84/07/23. Friends of the Earth. I7pp. 25722:177. 24X 

Fiche: 50-352, 84/07/23, 8407240252. 


8407250173 Ack receipt of 840627 Itr re status of offsite emergency 
planning for evacuation. Ltr forwarded to all parties to 
proceeding. FEMA ui 11 conduct offsite emergency exercise on 
840725. Related correspondence. 

VOGLER, B, H. Hearing Branch 2. DSB 496. 84/07/23. CLAYPOOL, R. C. 

Pottstown, PA. 2pp. 25750:253. 24X Fic h e : 50-352, 84/07/23, 

8407250173. 


8407250207 Forwards copy of envelope postmarked 840627 in which second 
set of interrogatories transmi tted, to ensure receipt by 
all parties 8<. board. Related correspondence. 

WETTERHAHN, M. J. Conner & Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. DSB 500. 84/07/23. BRENNER, L. , COLE.R.F. . MORRIS, P. A. 

Atomic Safety and Licensing Board Panel. 2pp. 25735:029. 24X 

Fiche: 50-352, 84/07/23, 8407250207. 


8407260493 Informs that proposed findings on Limerick Ecology Action 8< 
City of Philadelphia DES/FES severe accident contentions 
will not be submitted. State of PA reserves right to 
participate further in proceeding. 

FERKIN, Z, 0. Pennsy Ivania, Commonwealth of,. DSB 530. 84/07/23. 

BRENNER, L., COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board 
Panel. Ip. 25779:315. 24X Fic he : 50-352, 84/07/23, 8407260493. 


8407250418 Confirmatory order granting 840716 motion to compel 
applicant response to second set of interrogatories. 

Applicant ordered to file answer by S40S02. Courtesy 
notification end. Served on S40724. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 510. 
84/07/24. Limerick Ecology Action. 6pp. 25753:110, 24X 

Fiche: 50-352, 84/07/24, 8407250418. 


8407260495 Confirms telcon re compliance w/ASLB 840723 order requiring 
submission of joint schedule proposal for offsite 
emergency planning matter s. Meeting w/parties scheduled for 
840901. Re lated correspondence. 

RADER, R. M. Conner & Wetterhahn. RADER, R. M. Philadelphia Electric 
Co. DSB 526. 84/07/25. YOGLER, B. H. Office of the Executive Legal 

Director. FERKIN, Z. G. P ennsy Ivania. Commonwealth of,. SWOLLEN, H. S. 

Philadelphia, PA. 2pp. 25779:316. 24X Fi che; 50-352. 84/07/25, 

8407260495. 


8407310242 Transmittal of proposed findings of fact 5( conclusions of 
law on Contentions DES-1,-2, -3 & -4 re severe accident risk. 
ELLIOTT, C.W. Limerick Ecology Action. DSB 644. 84/07/26. Ip. 

25832: 037. 24X Fiche: 50-352, 84/07/26, 8407310242. 


— 8407310247 Proposed findings of fact & conclusions of law on Limerick 
Ecology Action Contentions DES-1,-2, -3 St -4 re severe 
accident risk. Certif icate of Svc end. 

♦ Limerick Ecology Action. 84/07/26. 36pp. 25832:038 . 24X 

Fiche: 50-352, 84/07/26, 8407310242. 


8407310297 Transmittal of proposed partial initial decision on City of 
Philadelphia NEPA severe accident c ontent ions. Cert if icate 
of Svc end. 

BUSH.M. W. Phi ladelphia, PA. DSB 632. 84/07/26. 30pp. 25833:021. 

24X Fiche: 50-352,84/07/26, 8407310297. 


8407310287 Forwards correspondence & documents re emergency planning 
among app 1 icant, staff , Commonwealth of PA St other responsible 
govt agencies, per ASLR 820601 order. Related correspondence. 

CULLEN, E.U. Philadelphia Electric Co. DSB 627. 84/07/27. 

MULLIGAN, M. Limerick Ecology Action. 391pp. 25840:017. 24X 

Fiche: 50-352, 84/07/27, 8407310287. 


H. General correspondence 


8407310.391 Advises that, as intervener on Limerick distribution list, 
meeting notices received quite dose to day of meeting. 

Requests NRC investigate problem. 

LEWIS, M. I. Lewis, M. 84/06/20. MARTIN, R. E. NRC - No Detailed 
Affiliation Given. Ip. 25828:198. 24X Fiche: 50-352, 84/06/20, 

8407310391. 


K. Utility Final Safety Analysis Report <FSAR) & amends 


8407020389 Forwards Amend 66 to license app lication, consisting of 
Rev 32 to FSAR, 

BRADLEY, E.U, Philadelphia Electric Co. 84/05/31. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 25228: 127. 
24X Fiche: 50-352, 84/05/31 . 8407020389. 
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--8407020396 Amend 66 to license app 1 i cat ion, c ons i sting of Rev 32 to 
FSAR. Certificate of Svc end. , oyi/n-q/Tt 

BAUER, E.G., BRADLEY, E.J. Ph i ladel p h ia El ec tr i c Co. 84/05/31. 
5pp. 25228:129. 24X Fic he; 50-352, 84/05/31, 8407020339. 


— 8407020400 Rev 32 to FSAR. 

* Philadelphia Electric Co. 84/05/31. 
Fiche : 50-352, 84/05/31, 8407020389. 


333pp, 25228:134. 24X 


8407030254 Fortuards Rev 33 to FSAR. • u a 

BRADLEY, E.J. Philadelphia Electric Co_ 126 

Office of Nuclear Reactor Regulation, Director. 2pp. 25437.126. 
24X Fiche: 50-352, 84/06/29, 8407030254. 


—8407030282 Rev 33 to FSAR. 

* Philadelphia Electric Co. 84/06/30. 
Fiche; 50-352, 84/06/29, 8407030254. 


414pp. 25439:029. 24X 


8407300278 C.rtifi.s .VC of R.v 33 to FSAR. Rev 18 to environ rept 
Rev 6 to fire protection evaluation rept on 840712 
SCHLUETER, R. 0. Bechtel Corp. 84/07/12. 4pp. 25801.220. 2 

Fiche: 50-352, 84/07/12, 840730027S. 


-8407130293 IE Insp Repts 50-352/94-22 & 50-353/84-07 on 040502-04. No 
violations noted. Major areas insp ec ted: structural 
associated u/hangers supports 8t bldg structural members 8c 
followup on two previously identified insp findings. nir-sctor 


"Independent Verification. “ Svc list 


8406250214 IE Info Notice 84-51, 

JORDAN, E.L. Division of Emergency of New 

^Pnc+• n30 1 03 ) 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26. 840625021 . 

"Inadequate Matl Procurement Controls 


8406280311 IE Info Notice 84-52, 

on Part of Licensees 8c Vendors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/06/29. 

York, Inc. 124pp. 25602; 151. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/06/29, 8406280311. 


re Use of Loctite 242 8t Other 


8407030085 IE Info Notice 84-53. Info 

Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E.L. Division of Emergency P^«M'>'edness^&^Eng inhering 
Response (Post 830103). 84/07/05. 

York. Inc. 119pp ' 


25602: 276. 


Consolidated Edison Co. of New 
24X Fiche: 50-000, 84/07/05, 8407030085. 


M. 


Antitrust correspondence 


84073105/7 Forwards FR notice of finding of no significant antitrust 
changes 8c time for filing requests for raevaluation 8c 
«innificant change analyses. _ 

REGAN, W.H. Site Analysis Branch. 84/07/20. KEMPER, J. S. 
Philadelphia Electric Co. 3pp. 25853:200. 24X 

Fiche: 50-352, 84/07/20, 8407310577. 

—8407310578 Notice of finding of no significant antitrust changes 8c 

time for filing requests for 2SS53- 203 

REGAN, W. H. Site Analysis Branch. 84/07/20. 27pp. 25853.203. 

24X Fiche: 50-352, 84/07/20, 8407310577. 

Q. Inspection reports, IE Bulletins 8c correspondence 

8407090253 Forwards IE Insp Rept 50-352/84-20 on 840424 8< 26-27 8t 


notice of violation. 

MARTIN, T.T. Division of Engineering 8: 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 25453.34V. 
Fiche; 50-352, 84/06/15, 8407090253. 


84/06/15. 

24X 


-8407090256 Notice of violation from ^ *'■ 24X 

* Region 1, Office of Director. 84/06/15. 4pp. 25453.351. 24X 

Fiche: 50-352. 84/06/15, 8407090253. 

-8407090260 IE Insp Rept 50-352/84-20 on 840424 8c 26-27. Noncompliance 
noted : fai lure to adhere to radiation protection instrument 

'TNM-1926. 

Office of Director. 

24X Fiche: 50-352, 84/06/15, 8407090253. 


test 8-. calibr procedures, p er License SNM-1926. 
NIMITZ.R. L. . SHANBAKY. M. M. Region 1 
84/06/11. 7pp. 25453:355 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
reouested info in Item 4 re applicability of fraudulent 
product received from Ray Miller, Inc at fad lities. Response 
reguested within 60 days. 

EBNETER.S.D. Region 1. Office of Director. j®" 

Public Utilities - GPU Service Corp. 19pp. 25432.072. Z4X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407030089 IE Info Notice 84-54. "Deficiencies in Resign Base 
Documentation 8c Calculations Supporting Nuclear Power Plant 

JORDAN, E l'*"^ Division of Emergency Preparedness 8c Engineering 

8407050274 IE Info Notice 84-55. "Seel Table Leek, et PMRe. " Svc li.t 
JORDAN. E L Divieion of Emorgencg Properedntss & Engineering 

8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 

JORDAn!e*L. ^Division of Emergency Preparedness 8c Engineering 
n /e>e>e,4. lanfM 0”^ ) 84/07/10. Consolidated Edison Co. of New 

^"r"”c.' «845 tls"' 24X rich.: 50-000,84/07/10. 8407060251. 

8407170084 Responds to IE Bulletin 84-02. "Failures f 
Relays in Use in Class IE Safety Sys. " HFA relays will be 
replaced in Unit 1 by 840915. No HFA relays/coil assemblies 

yet replaced in Unit 2, o/t/n-T/in mioi pv. T E 

KEMPER, J.S. Philadelphia Electric 

Region 1. Office of Director. 3pp. 25618.107. 24X 

Fiche; 50-352, 84/07/10, B407170084. 

8407230144 Forwards "Limerick Generating Station Unit I Proservlce 

8407230144. 

-8407230146 "Lic.rick O.n.r.tin, Station Unit 1 

ReqLuest ASME Boiler 8c Pressure Vessel Code Section XI 
Submittal Program. 

* Philadelphia Electric Co. 84/07/17. 

Fiche- 50-352.84/07/17, 8407230144. 


347pp. 25703:187. 24X 


8407110030 Forwards IE Insp Repts 50-352/84 24 8c 50-353/84-08 on 

040501-31 8c notice of violation. oa/nA/on 

STAROSTECKI.R. Division of Project 8. 

■'KEMPER, J. S. Philadelphia Electric Co. 2pp. 25539.330. 

Fiche: 50-352, 84/06/20, 8407110030. 

—8407110037 Notice of violation from 332 24X 

* Region 1, Office of Director. 84/06/20. 4pp. 25539.332. 

Fiche; 50-352, 84/06/20. 84071 10030. 

—8407110049 IE Insp Repts 50-352/84-24 8c 50-353/84-08 

Violations noted : fai lure to adequately convey design basis 
of sys from top-tier to lower-tier drawings ^ follow 
long'^erm storage maint procedures for Unit 2 ®4WiP^®"*- 
rwAimHARY. S K . WIGGINS, J. T. , RAVAL, J. Region 1, Office of 
DiCector 84/^6/15 15PP- 25539:336. 24X Fiche: 50-352, 84/06/20. 

8407110030. 

8407130289 Forwards IE Insp Repts 50-352/84-22 8c 50-353/84-07 on 

S40S02— 04. No violations noted. /'tn 

MARTIN, T.T. Division of Engineering 8c 24X 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 25567.007. 24X 

Fiche: 50-352. 84/06/20, 8407130289. 


8407310304 Forwards IE Insp Rept 50-352/84-30 on 840622 0717. No 

KEMPER, J.S. Philadelphia Electric Co. 4pp. 25828.243. Z4X 
Fiche: 50-352, 84/07/24, 8407310304. 

—8407310321 IE Insp Rept 50-352/84-30 on 840622-0717. No 

noted. Major areas inspected: fuel handling procedure review, 
operator training, fuel receipt 8c movement records 8c 
radiation, fire protection 8c physical security programs, 

BRIGGS, L., KRASOPOULOB. A. , MILLER. M T J' °5j!.3Ja°g4/07/24, 

Director. 84/07/20 15pp. 25828:247. 24X Fiche. 50 352. 84/07/.f^, 

8407310304. 

8407310376 Informs of plans to conduct team 

ability to provide safe shutdown of plant J ' 

Requests analyses, procedures 8t other documentation re fire 

MARTIN. T.T. Division of ^"9 j"®-** ^*2Jp‘‘^*25830° 171* 24x''^^^^^ 

KEMPER, J.S. Philadelphia Electric Co. 2pp. 25830.171. 24X 

Fiche: 50-352, 84/07/24. 8407310376. 
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8407230079 IE Info Notice 84-58i "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit) Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness S' Engineering 
Response (Post S30103), 84/07/25. Consolidated Edison Co. of Neiu 

York. Inc. 103pp. 26057:245. 24X Fiche; 50-000. 84/07/25. 8407230079. 


8407300189 Foriuards draft FSAR pages, expanding discussion of 
conformance to Reg Guide 1. 118 reflecting guidance of IE 
Info Notice 84-37 re use of lifted leads jumpers during 
maint or surveillance testing. 

KEtiPER, J. S. Philadelphia Electric Co. 84/07/25. SCHWENCER, A. 
Licensing Branch 2. 6pp. 25803:071. 24X Fi che: 50-352. 84/07/25. 

8407300189, 


8407310363 Ac k receipt of 840711 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-352/84-20. 

MARTIN. T. T, Division of Engineering Technical Programs. 84/07/26. 

KEMPER. J.S. Philadelphia Electric Co. 4pp, 25834:109. 24X 

Fiche: 50-352. 84/07/26. 8407310363. 


— 8407310368 Responds to NRC 840615 Itr re violations noted in IE Insp 
Rept 50-352/84-20. Corrective ac tionsr Eber line PRM-6 
(SN 1123) removed from svc & calibr records of radiological 
control instruments reviewed. 

DALTRQFF. S. L, Ph i lad e 1 p h i a El ec tr ic Co. 84/07/11. MARTIN. T. T. 
Divis .ior r* E-r ; neer i Technical Programs. 4pp. 25834:112. 

24X F:r r-,> : C- T-ID. S-'-.- C 7 / Pr;. 8407310363. 


R. Periodic operating reports & related correspondence 


8407230113 Forwards third status rept of core spray sys IDVP for 
820616-840630. Related correspondence. 

CARPENTER. F. D. Torrey Pi-.-m '"oc^rrlrjy DSB 406. 84/07/02. 

BOYER. J.S. Philadelphia --.iucrr;; 7pp. 25706:103. 24X 

Fiche: 50-352, 84/07/02. 8407230113. 


S. Reportable occurrences. LERs St related correspondence 


8407030251 Final Significant Deficiency Rept 142 re damaged shafts on 
ITT actuators. Initially reported on 840525. All defective 
actuator shafts replaced during seal replacement program. 

Design mods required to improve actuator shaft support. 

(5ALLAGHER, J. W. Philadelphia Electric Co. 84/06/22. MURLEY. T. E. 
Region 1. Office of Director. 3pp. 25239:350. 24X 

Fiche: 50-352, 84/06/22- 8407030251. 


8407170440 Forwards interim Part 21 rept re calculational errors for 
missile doors. Initial ly reported on 840629. Fur th er redesign 
required to determine extent of exceeding specified design 
allouiab les. Next rept will be submitted by 840801. 

GODFREY. D. A, Wooley Manufac turing Div. 84/07/05. KEPPLER. J. G. 
Region 3. Office of Director. 3pp. 25608:129. 24X 

Fiche: 50-000, 84/07/05. 8407170440. 


8407190366 Significant Deficiency Rept SDR-137 re potentially 
defective GE Type HMA auxiliary relay s. Defective equipment 
will be inspected *e corrected, per GE instructions. Also 
reportable under Part 21. 

GALLAGHER. J. W. Philadelphia Electric Co. 84/07/05. MURLEY. T. E. 
Region 1. Office of Director. 4pp. 25685:170. 24X 

Fiche: 50-352. 84/07/05. 8407190366. 


U. Congressional/Executive Correspondence 


3407120413 Responds to 840424 Itr re facility supp lementary cooling 
water sys. Providing alternative water supply would 
constitute significant change in environ assessment, 
requiring circulation for public comment of suppl to FES. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/22. KOSTMAYER. P. H. House of Rep. 3pp. 25558:049. 24X 

Fiche: 50-352,84/06/22, 8407120413. 


— 8407120419 Advises that NRC 840402 response to author 840229 Itr not 
fully responsive to key concern. Requests estimates of 
procedures 2< length of time involved in approving substitute 
supplemental cooling water source. Related info end. 

KOSTMAYER. P. H. House of Rep. 84/04/24. PALLADINO.N. 
Commissioners. 38pp, 25558:052. 24X Fiche: 50-352, 84/06/22. 

8407120413. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp, 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, app 1 icants 
for QLs.NSSS vendors. reac tor vendors & aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents i>. correspondence 


8407020389 Forwards Amend 66 to license app 1 ica t i on. consi sti ng of 
Rev 32 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/05/31. DENTON. H. R, 
Office of Nuclear Reactor Regulation. Director. 2pp, 25228: 127. 
24X Fiche: 50-352. 84/05/31. 8407020389. 


— 8407020396 Amend 66 to license app 1 i cat ion, cons is t ing of Rev 32 to 
FSAR. Certificate of Svc end. 

BAUER, E.G., BRADLEY, E.J. Ph iladelph ia Elec trie Co. 84/05/31. 
5pp. 25228:129. 24X Fic he: 50-352. 84/05/31 . 8407020309. 


8407020096 Forwards BNL rept. "Containment Failure Mode Fission 
Product Release Analysis for Limerick Generating Station; 

Base Case Assessment. " Analysis of Class S release 
inappropriate & should be amended, per BNL 840611 memo. 
SCHWENCER.A. Licensing Branch 2. 84/06/22. BAUER. E.G. 

Philadelphia Electric Co. 7pp. 25273:090. 24X 

Fiche: 50-352, 84/06/22, 8407020096. 


•8407020105 "Containment Failure Mode it Fission Product Release Analysis 
for Limerick Generating Station; Bast Case Assessment. " 

LUDEWIG. H. . yang, J. W. , PRATT. W.T. Brookhaven National Laboratory. 

FIN A-3711. BNL-NUREO-33835. 84/04/30. NRC - No Detailed 
Affiliation Given. 97pp. 25273:097. 24X Fiche: 50-352. 84/06/22. 

8407020096. 


8407060187 Informs that Bureau of Historic Preservation finds 
Archeological Survey Rept for 22-060.061 it 062 Transmission 
Line R-O-W acceptable. 

WILLIAMS, D. Pennsy 1 vania. Commonwealth of., 84/06/28, PAYNE. W.C. 
Philadelphia Electric Co. Ip. 25422:309. 24X Fiche; 50-352. 

84/06/28, 8407060187. 


8407030254 Forwards Rev 33 to FSAR (filed in PDR Category K).Rev 18 to 
environ rept - OL stage (filed in Category O.Rev 6 to fire 
protection evaluation rept (filed in Category F) & Amend 67 
to license application (filed in Category A). 

BRADLEY. E. J. Ph i lad elp h ia El ec tr i c Co. 84/06/29. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25437:126, 

24X Fiche: 50-352. 84/06/29. 8407030254. 


--84O7O30266 Amend 67 to license appl ication. consisting of Rev 33 to 
FSAR, Rev 18 to environ rept - OL stage in. Rev 6 to fire 
protection evaluation rept. Certificate of Svc end. 

BOYER. V.S. Philadelphia Electric Co. 84/06/28. 5pp. 25437:128. 
24X Fiche: 50-352, 84/06/29. 8407030254. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability, 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York. Inc. 36pp. 25601:348. 24X 

Ficha: 50-000. 84/07/02. 8407020206. 


8407110532 Forwards task action plan re MSIV leakage control sys 
failures (Generic Issue C-8>. Interim operation of all BWRs 
accep tab le. 

EISENHUT, D. G. Division of Licensing. 84/07/02. STAROSTECKI. R, 


8407120028 Responds to 840<I24 ltr re supplementary cooling water sys. Division of Project & Resident Programs. 14pp. 25547:168. 24X 

Delaware River Basin Co.mmission S( state & local bodies, not Fiche: 50-352. 84/07/02. 84071 10532. 

NRC.uill review application for alternative water supply 
replacing Point Pleasant Diversion water. 

DIRCKS, W.J. Office of the Executive Director for Operations. 8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 

84/06/25. KOSTMAYER, P. H, House of Rep. 3pp. 25573:066. 24X filing of applications for licenses amends, Svc list end. 

Fiche-: 50-352.84/06/25. 8407120028. EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 

Edison Co. of New York. Inc. 17pp. 25602:012. 24X 

Fiche-: 50-000. 84/07/06, 8407060097. 



DOCKETED ITEMS 


227 


8407100440 Forwards draft FSAR page change to Section 11.5.5 describing 
modified dissolved gas measurement capability of 
post-accident sampling sys. Changes will be incorporated in 
FSAR rev scheduled for Ju 1 1984. 

KEriPER.J. S. Philadelphia Electric Co. 84/07/06. SCHWENCER, A. 
Licensing Branch 2. 6pp. 25464:323. 24X Fiche; 50-352. 84/07/06i 

8407100440. 


8407250002 Forwards Franklin Research Ctr request for addl info re 
840119 offsite dose calculation manual. 

SCHWENCER. A. Licensing Branch 2. 84/07/16. BAUER. E.G. 

Philadelphia Electric Co. 3pp. 25755:351. 24X 

Fiche: 50-352. 84/07/16. 8407250002. 


— 8407250005 "Offsite Dose Calculation Manual Review for Limerick 
Generating Station. Units 1 8. 2, " request for addl info. 

* Franklin Institute/Franklin Research Center. 84/06/18. 8pp. 
25755:354. 24X Fiche: 50-352, 84/07/16. 8407250002. 


8407230061 Forwards identification 8« justification of proposed deferral 
items beyond 840915 scheduled fuel load date, inc lud ing 
preoperat iona 1 test deferrals Si const completion deferrals. 

Safety parameter display sys deferred until 850401. 

KEMPER, J. S. Philadelphia Electric Co. 84/07/17. SCHWENCER, A. 
Licensing Branch 2, 36pp. 25705:311. 24X Fiche: 50-352, 84/07/17, 

8407230061. 


8407260026 Concurs that PRA methodology helpful in highlighting aspects 
of design 8, operation important to reactor safety, per NRC 
840607 Itr. Aspects of future PRA use 1 isted . Consu Itant 
engaged to identify alternate risk assessment uses. 

BOYER. V.S. Philadelphia Electric Co. 84/07/23. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 3pp. 25776:328. 24X 

Fiche: 50-352, 84/07/23. 8407260026. 


8407310182 Forwards justification for removal of containment & reactor 
pressure vessel heads prior to connecting standby gas 
treatment sys to refueling floor. 

KEMPER. J. S. Philadelphia Electric Co. 84/07/26. SCHWENCER. A. 
Licensing Branch 2. 6pp. 25834:285. 24X Fiche: 50-352, 84/07/26. 

8407310182. 


C. Utility Environmental Report (ER>. amends li correspondence 


8407030254 Forwards Rev 18 to environ rept - OL stage. 

BRADLEY, E.J. Philadelphia Electric Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25437:126. 
24X Fiche; 50-352. 84/06/29, 8407030254. 


— 8407030271 Rev 18 to environ rept - OL stage. 

* Philadelphia Electric Co. 84/06/30. 22pp. 25437:133. 24X 

Fiche: 50-352, 84/06/29. 8407030254. 


8407300278 Certifies svc of Rev 33 to FSAR, Rev 18 to environ rept ?< 
Rev 6 to fire protection evaluation rept on 840712. 

SCHLUETER, R. 0. Bechtel Corp. 84/07/12. 4pp. 25801:220. 24X 

Fiche: 50-352, 84/07/12, 8407300278. 


E. NRC Safety Ev'aluation Report <SER)< suppls tn correspondence 


8407060173 Provides addl info re Rev 1 to Procedure S58. l.B, "Startup 
of Containment Hydrogen Recombiner from Standby Condition 
or Following Trip," to close out SER Confirmatory Issue 20. 

KEMPER, U.S. Philadelphia Electric Co. 84/06/27. SCHWENCER, A. 
Licensing Branch 2. 2pp, 25426:253. 24X Fiche: 50-352, 84/06/27, 

8407060173. 


8407130296 Forwards Rev 0 to Procedure T-250, "Remote Manual Primary 
Containment Isolations, " in support of resolution of SER 
License Condition 5. Listed containment isolation valves will 
receive d iverse, automatic isolation logic by first outage. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/10. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25565:147. 24X Fiche: 50-352, 84/07/10, 

8407130296. 


—8407130297 Rev 0 to Procedure T-250, "Remote Manual Primary 
Containment Isolations. " 

* Philadelphia Electric Co. 84/07/10. 6pp. 25565:150. 24X 

Fiche; 50-352, 84/07/10, 8407130296. 


8407270274 Responds to 840611 request for addl info clarifying 
confirmatory items re aging & equipment requiring 
addl info ?«/or corrective action (SER Open Issue 6). 

KEMPER, J. S. Philadelphia Electric Co. 84/07/24. SCHWENCER, A. 
Licensing Branch 2. 3pp. 25788:341. 24X Fiche: 50-352, 84/07/24, 

8407270274. 


F. Security, medical, emergency St fire protection plans 


8407120064 Notification of Significant Licensee Meeting 84-57 on 
840625 w/util & State of PA, Bureau of Radiological Health in 
Harrisburg, PA to discuss emergency preparedness interface 
for 840725 exercise. 

CROCKER, H. Region 1, Office of Director. 84/06/19. Region 1. 
Office of Director. 2pp. 25572:337. 24X Fiche: 50-352, 84/06/19, 

8407120064. 


8407020306 Revised emergency plan implementing pr oced ur es , in c lud ing 
EP— 233 re containment leak detector sample fi Iters, EP-234 
re containment gas samples & EP-235 re reactor water samples 
from sample sinks. W/S40625 Itr. 

DALTROFF, S. L. Philadelphia Electric Co. 84/06/25. HURLEY, T. E. 
Region 1, Office of Director. SCHWENCER, A. Licensing Branch 2. 
tl4pp. 25215:230. 24X F ich e : 50-352. 84/06/25, 8407020306. 


8407030254 Forwards Rev 6 to fire protection evaluation rept. 
BRADLEY, E.J. Philadelphia Electric Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25437; 126. 
24X Fiche; 50-352, 84/06/29, 8407030254. 


— 8407030278 Rev 6 to fire protection evaluation rept. 

* Philadelphia Electric Co. 84/06/30. 231pp. 25437:158. 24X 

Fiche: 50-352, 84/06/29. 8407030254. 


8407160058 Advises of NRC plans to conduct design verification audit 
on 840724-27 of emergency response info sys/safety parameter 
display sys design in OE rept NEDE-30284, per Suppl 1 to 
NUREO-0737. Draft audit plan end. 

SCHWENCER. A. Licensing Branch 2. 84/07/02. BAUER, E. G. 

Philadelphia Electric Co. 13pp. 25623:332. 24X 

Fiche: 50-352,84/07/02, 8407160058. 


8407090170 Informs of referral of 840627 Itr re emergency planning to 
ASLB for consideration 8« act ion. Commission secretary will 
serve Itr St ‘attachment on all parties. Served on 840706. 

KOHL,C. N. Atomic Safety and Licensing Appeal Panel. DSB 061. 
84/07/06, CLAYPOOL, R. C. Pottstown, PA. 2pp. 25443:031. 24X 

Fiche: 50-352,84/07/06, 8407090170. 


— 8407090173 Forwards interim progress rept on development of emergency 
radiological response plan for OJ Roberts school district. 

Aid in notifying govt agencies of unmet needs & deficiencies 
requested. 

CLAYPOOL, R, C. Pottstown, PA, 84/06/27. Atomic Safety and 
Licensing Board Panel. 13pp. 25443: CX33. 24X 

Fiche: 50-352, 84/07/06, 8407090170. 


8407100274 Forwards correspondence tn documents among app 1 icant • NRC 
Commonwealth of PA re emergency p lann ing. Correspond ence 
suppls 840629 matl & covers 840618-29. Related 
correspondence. 

CULLEN, E.J. Philadelphia Electric Co. DSB 117. 84/07/06. 

MULLIGAN. M. Limeric.k Ecology Action. 52pp. 25463:309. 24X 

Fiche: 50-352, 84/07/06. 8407100274. 


8407160278 Forwards Pennsylvania Emergency Mgt Agency response to 
Limerick Ecology Action first set of interrogatories & 
request for production of documents on offsite emergency 
planning content! ons. Re la ted correspondence. 

FERKIN, Z. G. Pennsy Ivania, Commonwealth of,. DSB 259. 84/07/11. 

BRENNER, L. Atomic Safety and Licensing Board Panel. ip. 25601:208. 
24X Fiche: 50-352. 84/07/1 1 , 8407160278. 


— 8407160286 Response to Limerick Ecology Action first set of 
interrogatories h request for production of documents on 
offsite emergency planning contentions. Certificate of Svc 
end. Related correspondence. 

* Pennsylvania, Commonwealth of,. 84/07/11. Limerick Ecology 
Action. 77pp, 25601:209. 24X Fiche; 50-352, 84/07/11, 8407160278. 


8407300278 Certifies svc of Rev 33 to FSAR, Rev 18 to environ rept ii 
Rev 6 to fire protection evaluation rept on 840712. 

SCHLUETER, R. O. Bechtel Corp. 84/07/12. 4pp. 25801:220. 24X 

Fiche-; 50-352, 84/07/12, 8407300278. 


8407170564 Responds to 840328,0412,24,0504 10 Itrs re emergency 

p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior Insular Affairs. 5pp. 25864:145. 24X 

Fiche-; 50-000, 84/07/13, 8407170564. 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes & related info 
end. 

PRESrEMON, D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fiche; 50-000, 84/07/13, 8407170564. 
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.p* j — fn Lifn^rick £co1oqu Action second set 

fl&n7i90204 Fortuards response to L-imeri^-n &^-wxwyy 

® ?inr?ogator.es S. request for 

offsite emergency planning contentions. Related 

FERKIN^Z. 1 Pennsylvania, Conmonwealth ■ p®® ^ 

BRENNER, L, Atomic Safety and Licensing Board Panel. 

24X Fiche: 50-352. 84/07/16, 8407190204. 


84/07/16. 
ip. 25682:017. 


8407090362 Second set of interrogatories ?< request for production of 
documents on Limerick Ecology Action admitted offsite 
emergency planning contentions. Certificate of Sve end. 

Related correspondence. 

* Limerick Ecology Action. DSB 092. 84/06/25. Philadelphia 

Electric Co. 13pp. 25457:240. 24X Fiche : 50-352, 84/06/25, 

8407090362. 


--8407190212 Response to Limerick Ecology Action second set of 
interrogator's request for production of documents on 
offsite emergency planning contentions- Related 

r"enns3lvania, Commonwealth of^. 84/07/16. _ 


Action. 


I i COfflrtOnUe^ i tn ore. 0*rf V / / *o. w* * * w ^ ^ a 

25682:018 . 24X Fi che : 50-352, 84/07/16. 8407190204. 


8407020313 New contention that EPA max containment levels for gross 
alpha, Ra-226 8c Ra-228 inadequately verified by applicant «c 
NRC.W/svc list. 

ROMANO, F. R. Air and Water Pollution Patrol. DSB 949. 84/06/26. 

Atomic Safety and Licensing Board Panel. Ip. 25226:111. 24X 

Fiche: 50-352, 84/06/26, 8407020513. 


8407230061 Forwards identification !c justification of proposed deferral 
items beyond 840915 scheduled fuel load date, me lud ing 
preoperational test deferrals 8c const completion deferrals. 

Rafe+-ti oarameter display sys deferred until 850401. 

KEMPER. JS Philadelphia Electric Co. 84/07/17. SCHWENCER.A. 

Br«cS 2 Lpp. 25705-.31,. 24X rich.: 5CK352, 84/07/17. 

3407230061. 


8407260208 Forwards draft FSAR pages, in response to NRC 840531 request 
for addl info re safety parameter display sys in emergency 
response fac ility. Draft pages will be incorporated into Rev 
35 to FSAR to be submitted in Aug 1984. 

KEMPER, J. S. Philadelphia Electric Co. 84/07/20. SCHWENCER.A, 
Licensing Branch 2. 36pp. 25777:143, 24X Fiche: 50-352, 84/07/20, 

8407260208. 


8407310287 Forwards correspondence 8c documents re emergency planning 
among applicant. staff. Commonwealth of PA & other responsible 
govt agencies, per ASLB 820601 order . Related correspondence. 

CULLEN. E. J. Philadelphia Electric Co. DSB 627. 84/07/27. 

MULLIGAN, M l.imericif Ecology Action. 391pp. 25840:017. 24X 

Fiche; 50-252 BA.'C7.-'27. s4073lC2S7 


G. Adjudicatory correspondence 


8407190501 Response to util Si NRC affidavits re transporting 8t storing 
raw nuclear fuel at site. Fuel should not be shipped to site 
until protection from listed consequences provided t* 
deficiencies rectified. 

ANTHONY, R.L. Anthony. R. L. ANTHONY, R.L. Friends of the Earth. DSB 
346. 84/03/19. 3pp. 25684:166. 24X Fiche: 50-352,84/03/19, 

8407190501. 


8407100620 Corrected motion in opposition to applicant 840509 motion 
for expedited partial initial decision !t issuance of low 
power license for loading U testing 8i submission of 
contentions based on new matter. 

ANTHONY. R.L, Anthony, R.L. ANTHONY, R. L. Friends of the Earth, DSB 
129. 84/05/18. Atonic Safety and Licensing Board Panel. 2pp. 

23514:012. 24X Fiche: 50-352, 84/05/18, 8407100620. 


8407100637 Suppl to 840518 motion opposing applicant motion for partial 
decision 8i lou power license 8( submission of contentions on 
new matter. 

ANTHONY.R. L, Anthony, R.L. ANTHONY, R. L, Friends of the Earth. DSB 
127. 84/05/30. Atomic Safety and Licensing Board Panel. Ip. 

25514: 202. 24X Fiche: 50-352, 84/05/30, 8407100637. 


8407090359 Motion for admission of contentions based on JW Gallagher 8< 
JS Kemper 840607 Itr requesting remaining portion of license 
to move fuel to refueling floor, insp 8( storage of fuel 8e 
petition for stay. 

ANTHONY. R.L. Anthony. R.L ANTHONY, R. L. Friends of the Earth. DSB 
079. 84/06/19. Atomic Safety and Licensing Board Panel. Ip. 

25454:248. 24X Fiche: 50-352, 84/06/18, 8407090359. 


8407090356 Motion opposing util 840509 motion for expedited partial 
decision & low power license. Util St NRC should certify that 
all nonconformance items St open insp items corrected S< 
complete before nuclear fuel moved onsite. 

ANTHONY, R.L. Anthony. R.L. ANTHONY.R. L. Friends of the Earth. DSB 
080. 84/06/19. Atomic Safety and Licensing Board Panel. 2pp. 

25454: 252. 24X Fiche; 50-352, 84/06/19, 8407090356. 


8407030253 Forwards relevant pages from transcript of 840619 hearing 
reflecting ASLB & party comments on Friends of the Earth 
840618 & 19 motions re applicant motion for low power 
license. Related correspondenc#. 

VOGLER, B.H. Hearing Branch 2. DSB 993. 84/06/25- ANTHONY, R. L. 

Friends of the Earth. 11pp. 23270:304. 24X Fiche; 50-352, 84/06/25, 

8407030253, 


8407030302 Forwards preliminary rept, "Mitigation Sys for Mark II 
Reactors." Request for addl copy of rept re state-of-the-art 
of reactor containment sys denied. W/o end. Related 
correspondence. 

HODODON,A.P. Hearing Branch 2 . DSB 998. 84/06/25. LEWIS, M. I. 

Lewis. K, 2 pp. 25271:233, 24X Fiche: 50-352, 84/06/25, 8407030302. 


8407030202 Response opposing Air «< Water Pollution Patrol 840608 
motion to reopen reconsideration on Contention Vl-1. 

Certificate of Sve end. 

HQDGDON.A. P. Hearing Branch 2. DSB 983. 84/06/27, Atomic Safety 

and Licensing Board Panel. 7pp. 25267:245. 24X 

Fiche: 50-352, 84/06/27, 8407030202. 


8407020512 Forwards correspondence & documents r® emergency planning, 
per ASLB 820601 order, Related correspondence. 

CULLEN. E. J. Philadelphia Electric Co, DSB 955. 84/06/29, 

MULLIGAN, M. Limerick Ecology Action. 32pp. 25226:079. 24X 

Fiche: 50-352, 84/06/29, 8407020512. 


8407030170 Forwards relevant pages of transcript of 840620 hearing 
reflecting ASLB Se party comments re two offsite emergency 
planning contentions of City of Ph i lad e Iph ia. Re lated 
correspondence. 

VOOLER, B.H. Hearing Branch 2. DSB 988. 84/06/29. HIRSCH.M. 

Federal Emergency Management Agency. 2pp. 25230; 129, 24X 

Fiche: 50-352, 84/06/29, 8407030170. 


8407160074 Advises that Commission declined to review final 840521 
decision rejecting Del-Aware Unlimited request that util 
provide alternatives to supplemental cooling water sys. 

Previous decision applicable to 840523 request. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 

84/06/29. SUGARMAN, R. J. Sugarman S< Denworth. 9pp. 25624:316, 24X 

Fiche: 50-352,84/06/29, 8407160074. 


— 8407160077 Requests that Del-Auwre Unlimited 10CFR2, 206 petition re 
alternative sources of supplemental cooling water be 
reopened to modify decision denying petition. 

SUGARMAN, R. J. Sugarman Denworth. 84/05/23, DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director, 2pp, 25624:324. 24X 

Fiche; 50-352, 84/06/29, 8407160074. 


— 8407160004 Request that denial of Del-Aware Unlimited 10CFR2. 206 
petition re alternative sources of supplemental cooling 
water be revised in light of concerns described, Commission 
840509 briefing, inconsistent w/840425 Itr, 

SUGARMAN, R, J. Sugarman St Denworth, 84/05/23, HODODON, A. Office 
of the Executive Legal Director. 2pp, 25624:326. 24X 

Fiche: 50-352, 84/06/29, 8407 160074, 


— 8407160086 Forwards draft response to RJ Sugarman 840523 comments re 
840425 director's decision, per 10CFR2, 206, d eny ing relief 
sought by Del-Aware concerning fac i 1 ities. Commission 
declined review of dec i s ion, ma k ing decision final on 840521. 
HEBERMAN, J. Regional Operations Jk Enforcement Division, 

84/06/08, DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 5pp. 25624:328, 24X Fic he: 50-352, 84/06/29, 8407160074 


8407100565 Findings of fact 8< conclusions of law in form of partial 
initial decision on environ qualif ication of electric 
equipment re Limerick Ecology Action Contention 1-42, 

Certificate of Sve end. 

HODODON, A.P. Hearing Branch 2. DSB 142, 84/07/02, 23pp, 

25465:206. 24X Fiche: 50-352, 84/07/02, 8407100565, 


8407100650 Proposed findings of fact it conclusions of law in form of 
partial initial decision re onsite emergency planning. 

Certificate of Sve end. 

UOGLERrB.H, , WRIGHT, N. A. Hearing Branch 2. DSB 141. 84/07/02. 

47pp. 25514:152. 24X Fi che ; 50-352, 84/07/02, 8407100650. 


8407090355 Second set of interrogatories 8t request for production of 
documents to State of PA Emergency Mgt Agency on admitted 
offsite emergency planning contentions. Related 
correspondence. 

* Limerick Ecology Action, DSB 091, 84/07/03. Penney Ivania^ 

Commonwealth of,. 4pp. 25454:254. 24X Fiche: 50-352, 04/07/03, 

8407090355, 


8407100624 Motion to reverse ASLB denial of 840618 motion re Part 70 % 
040619 motion opposing util motion for expedited decision. 

ANTHONY, R.L. Anthony, R.L. ANTHONY, R. L, Friends of the Earth. m 
128. 84/07/03. Atomic Safety and Licensing Appeal Panel, 3pp, 

25514: 006. 24X Fiche; 50-352, 84/07/03, 8407100624, 



DOCKETED ITEMS 


229 


8407090055 Expresses concern re failure to exercise reasonable care in 
assuring complete svc of matls.RJ Sugarman B40523 Itr ?>. 
ends uill be served on Boards parties by NRC in order to 
assure compliance. 

MALSCH.M. 0, Office, of the General Counsel. DSB 056. 84/07/05. 

SUGARMAN, R. J. Sugarman S; Den'iiorth. Ip, 25442:086. 24X 

Fiche: 50-352, 84/07/05, 8407090055. 


— 8407090059 Forwards 840523 Itrs to A Hodgdon ASLB re misinformation 
as to status of Point Pleasant Diversion by s taf f , Commi s s ion 
should direct that De 1 — Aware, p end i ng 10CFR2. 206 petition, 
identify all possible options. 

SUGARMAN, R. U. Sugarmdn Denwor th . 84/05/23. PALLADINO, N. J. 

Commissioners, 2pp, 25442:087. 24X Fiche: 50-352, 84/07/05, 

8407090055. 


— 8407090062 Ac k receipt of staff 840424 briefing to Commission re Point 
Pleasant Diversion situati on. Brief ing completely 
inconsistent w/facts it. 840425 Itr. Staff should inform 
Commission of correct state of affairs. 

SUGARMAN, R. J. Sugarman Denworth, 84/05/23. HODGDON, A. Hearing 
Branch 2. 2pp. 25442:089. 24X Fi ch e: 50-352, 84/07/05. 8407090055. 


— 8407090064 Informs that Commission 840424 briefing appears to recognize 
delays in Point pleasant as significant issue in proceeding. 

Delays inconsistent w/840423 & 25 staff action. 

SUGARMAN, R. J. Sugarman Denuorth. 84/05/23. KOHL. C. N. , 

EOLES, G. J. , GOTCHY,R.L. Atomic Safety and Licensing Appeal Panel. 

Ip. 25442:091. 24X F i c h e : 50-352, 84/07/05, 8407090055. 


— 3407090068 Forwards 840523 Itr to Commission re misinformation in 
840424 briefing & inconsistency between policy St action 
taken on Point Pleasant Diversion. 

SUGARMAN, R. J. Sugarman St Denworth. 84/05/23. COLE, R. F. , 
BRENNER, L., MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
6 pp. 25442:092. 24X Fiche: 50-352, 94/07/05, 8407090055. 


— 8407090070 Informs of svc of 840523 Itr to Chairman Pa 1 lad ino, per 
840529 St 31 tele ons. Cer t i f i cate of Svc end. 

SUGARMAN, R. J. Sugarman & Denworth. 84/06/01. CLEMENTS, W. L. 
Docketing Si Services Branch. 3pp. 25442:098. 24X 

Fiche; 50-352, 84/07/05, B407090055. 


8407090145 Transmittal of proposed findings of fact 8 < conclusions of 
law in form of partial initial decisions re severe accident 
risk issues. Updated exhibit 8 t witness lists end. 

WETTERHAHN, M. J. , NICHOLS, N. N. Philadelphia Electric Co. 

UETTERHAHN. M. J. Conner U Wetterhahn. DSB 057. 84/07/05. I12pp. 

25444:247. 24X Fiche: 50-352, 84/07/05, 8407090145. 


—8407090153 Transmittal of 840629 affidavit of VS Boyer re estimated 
date for fuel loading, per ASLB B40620 order. Certificate of 
Svc end. 

WETTERHAHN, M, U. Ph i lad e 1 ph i a El ec tr ic Co. WETTERHAHN, M. J. Conner 
& Wetterhahn. 84/07/05. 7pp. 25445:007. 24X 

Fiche: 50-352, 84/07/05, 8407090145. 


8407090363 Forwards Environ Hearing Board of PA decision setting aside 
util permits to build Point Pleasant Diversion St Bucks 
County resolution finding no need for Diversion. Related 
correspondence. 

SUGARMAN, R. J, Sugarman S< Denworth. SUGARMAN, R. J. Del-Aware 
Unlimited. Inc. DSB 106. 84/07/05. BRENNER, L. , COLE, R. F. , 

MORRIS. P. A. Atomic Safety and Licensing Board Panel. 160pp. 

25457: 080. 24X Fiche: 50-352, 84/07/05, 8407090363. 


8407090170 Informs of referral of 840627 Itr re emergency planning to 
ASLB for consideration U action. Commission Secretary will 
serve Itr S< attachment on all part ies. Served on 840706, 

KOHL, C. N, Atomic Safety and Licensing Appeal Panel. DSB 061. 
84/07/06. CLAYPOOL, R. C. Pottstouin. PA. 2pp. 25443:031. 24X 

Fiche: 50-352, 84/07/06, 8407090170. 


— 8407090173 Forwards interim progress rept on development of emergency 
radiological response plan for OU Roberts school district. 

Aid in notifying govt agencies of unmet needs Zt deficiencies 
req,uested. 

CLAYPOOL, R. C. Pottstown, PA. 84/06/27. Atomic Safety and 
Licensing Board Panel, 13pp. 25443:033. 24X 

Fiche: 50-352, 84/07/06, 8407090170, 


8407090351 Order to reply to Friends of the Earth appeal of certain 
ASLB oral rulings by 840720. Served on 840709. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 077. 
84/07/06. Office of the Executive Legal Director. Ip. 25454:325. 
24X Fiche: 50-352, 84/07/06, 8407090351. 


8407100274 Forwards correspondence documents among app 1 leant, NRC 
Commonwealth of PA re emergency p lann ing. Corresp ondenc e 
suppls 840629 matl & covers 840618-29. Related 
correspondence.^ 

CULLEN. E. U. Philadelphia Electric Co. DSB 117. 84/07/06. 

MULLIGAN, M. Limerick Ecology Action. 52pp. 25463:309. 24X 

Fiche; 50-352, 84/07/06, 8407100274. 


8407100380 Ac k receipt of 840627 request for NRC aid in notifying govt 
agencies of deficiencies in emergency planning in event of 
postulated accident. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 113. 
84/07/06. CLAYPOOL. R. C. Pottstown, PA. 2pp, 25513:098. 24X 

Fiche: 50-352, 84/07/06, 8407100380. 


8407100609 Reply findings of fact 8 t conclusions of law to Limerick 
Ecology findings re Contention 1-42. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. J. Conner 
Wetterhahn. DSB 124. 84/07/09. 11pp. 25516:010. 24X 

Fiche; 50-352, 84/07/09, 8407100609. 


— 8407100614 Reply findings of fact Zc conclusions of law re Limerick 
Ecology Action onsite emergency planning contentions. 

Certificate of Svc end. 

WETTERHAHN, M. J. Ph i lad e 1 p h i a El ec tr i c Co. WETTERHAHN, M, J. Conner 
Ik Wetterhahn. 84/07/09. 25pp. 25516:021. 24X 

Fiche: 50-352, 84/07/09. 8407100609. 


8407100627 Advises that filing must be served on Docketing & Sves 
Branch that Certificates of Svc must be in proper form. 
CLEMENTS, W. L. Docketing U Services Branch. DSB 125. 84/07/09. 

ANTHONY, R.L. Anthony, R. L. 2pp. 25514:009. 24X 

Fiche; 50-352, 84/07/09, 8407100627. 


8407120071 Answer to new proposed contention by Air & Water Pollution 
Patrol re gross alpha. Certif icate of Svc enc 1. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN, M. U. Conner & 
Wetterhahn. DSB 189. 84/07/10. Atomic Safety and Licensing Board 
Panel. 11pp. 25551:045. 24X Fiche; 50-352, 84/07/10, 8407120071. 


8407120084 Answer opposing Citizen Action in Northeast 840625 motion 
for certification to Commission of financial qualification 
contention. Related correspondence. 

WETTERHAHN, M. J. Philadelphia Electric Co. WETTERHAHN. M. U. Conner & 
Wetterhahn. DSB 188. 84/07/10. Atomic Safety and Licensing Board 

Panel. 3pp. 23550:116. 24X Fi ch e; 50-352, 84/07/10. 8407120084. 


— 8407120087 Objections to Limerick Ecology Action first second sets of 
interrogatories on offsite emergency planning contentions. 

Related correspondence. 

WETTERHAHN, M. J. Ph i lad elp h ia Electr i c Co . WETTERHAHN, M. U. Conner 
St Wetterhahn. 84/07/10. Limerick Ecology Action. 4pp. 

25550:119 . 24X Fiche ; 50-352, 84/07/ 10, 8407120084. 


— 0407120092 Answer to first set of interrogatories Se request for 
production of documents on Limerick Ecology Action admitted 
offsite emergency planning contentions. Util 840710 Itr & 
Certificate of Svc end. Related correspondence. 

BOYER, V.S. Philadelphia Electric Co. 84/07/09. Limerick 
Ecology Action. 74pp. 25550:123. 24X Fiche; 50-352, 84/07/10, 

8407120084. 


8407130244 Memorandum reminding counsel that pleadings must be in 
prescribed form 8 t must show proper svc. Board will take no 
action re requests in Del-Aware Uni imi ted, Inc 840705 Itr. 

Served on 840712. 

SHOEMAKER, C. J. Atomic Safety and Licensing Board Panel. DSB 213. 
34/07/11. 3pp. 25564:136. 24X Fich s ; 50-352, 84/07/1 1, 8407130244. 


8407130247 Discusses 840710 telcon re util objections to first set of 
discovery concerning offsite emergency planning contentions. 

Related correspondence. 

WETTERHAHN, M. U. Philadelphia Electric Co, WETTERHAHN, M. U. Conner 84 
Wetterhahn. DSB 223. 84/07/11. MULLIGAN, M. Limerick Ecology 

Action. Ip. 25567:143. 24X Fi che: 50-352, 84/07/11 . 8407130247. 


8407160271 Forwards memorandum in reply to Pennsylvania Emergency Mgt 
Agency amicus curiae brief re Annex E of Pennsylvania 
disaster emergency operations plan. Related correspondence. 

MULLIGAN, M. Limerick Ecology Action. DSB 251. 84/07/11. 

BRENNER, L., MORRIS, P. A., COLE, R. T. Atomic Safety and Licensing Board 
Panel. 12pp. 25601:192. 24X Fiche: 50-352, 84/07/11, 8407160271. 


8407160278 Forwards Pennsylvania Emergency Mgt Agency response to 
Limerick Ecology Action first set of interrogatories ?< 
request for production of documents on offsite emergency 
planning contentions. Related correspondence. 

FERKIN, Z.G. Pennsylvania, Commonwealth of , . DSB 259. 84/07/11. 

BRENNER, L., M0RRIS,P.A., COLE, R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25601:208, 24X Fiche: 50-352, 84/07/11, 8407160278. 


— 8407160286 Response to Limerick Ecology Action first set of 
interrogatories 8 * request for production of documents on 
offsite emergency planning content ions. Certif icate of Svc 
end. Related correspondence. 

* Pennsylvania, Commonwealth of,. 84/07/11. Limerick Ecology 
Action, 77pp. 25601:209. 24X Fiche; 50-352, 84/07/1 1» S4O716O270. 
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8407170564 Responds to 840328,0412.24.0504 St 10 Itrs re emergency 
p lanni ng . Emer gene y planning no different from any safety 
issLfe required to be resolved prior to full power operation, 
but not prior to low pouer operati on. Served on 840717. 

PALLAOINO, N. J. Commiss i oner s. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep.. Interior & Insular Affairs. 5pp. 25864:145. 24X 

Fiche; 50-000. 84/07/13. 8407170564. 


— 8407310096 Lists documents responsive to RR Belairs 840409 FOIA 
request. Items 5-10 should not be sent tu/o contacting 
chairmans ofc. Draft order dtd 840323 end. 

FITTIjC.J. Atomic Safety and Licensing Board Panel. 84/04/18. 
ROBINSON, L. NRC - No Detailed Affiliation Given. 11pp. 
25864:157. 24X Fiche; 50-000, 84/07/13, 8407170564. 


--S407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning i s sues. Handwr i tten notes & related info 
end. 

PRESTEMON, D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. Spp. 
25864:188. 24X Fich e: 50-000, 84/07/13, 8407170564. 


8407190341 Requests Commission address potential for alternative 
sources for supplemental cooling water, per Del-Aware 
Unlimited 840523 10CFR2, 206 petition. Response to petition 
requested within 30 days. Related doc umentat i on end. 

SUOARMAN, R. J. Sugarman & Denworth. 84/07/13. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 164pp, 25679:317. 24X 

Fiche: 50-352, 84/07/13. 8407190341. 


8407170549 Safety contentions re util inability to conduct full & safe 
test procedures. Certif icate of Sve end, 

HERSHEY, S. P. CEPA. DSB 278. 84/07/16. Atomic Safety and 

Licensing Board Panel. 19pp. 25626:010. 24X Fiche: 50-352, 84/07/16, 

8407170549. 


8407190109 Proposed findings of fact &. conclusions of law in form of 
partial initial decisions re Limerick Ecology Action 
Contentions DES— 1, -2 & -3 ?< City of Philadelphia Contentions 
City 13, 14 ii 15. 

VOSLER.B.H. , HODGDON, A. P. Hearing Branch 2. DSB 343. 84/07/16, 

77pp. 25672:205. 24X Fiche: 50-352, 84/07/16, 8407190109. 


8407190117 Response opposing Citizen Action in Northeast 8<. ML Lewis 
840625 motion for certification of financial qua 1 if icat ions 
contention. Contention not proper for litigation & fails to 
meet std for cert i f ication. Certificate of Sve encT. 

WRIGHT, N. A. Hearing Branch 2, DSB 345. 84/07/16. Atomic Safety 

and Licensing Board Panel. 3pp. 25682:082. 24X 

Fiche; 50-352,84/07/16, 8407190117. 


8407190127 Response opposing new Air 2, Water Pollution Patrol 840626 
contention re gross alpha. Certif icate of Sve end. 

WRIGHT. N. A. Hearing Branch 2. DSB 344. 84/07/16. Atomic Safety 

and Licensing Board Panel. 7pp. 25673:019. 24X 

Fiche: 50-352, 84/07/16, 8407190127. 


8407190204 Forwards rgsponse to Limerick Ecology Action second set of 
interrogatories & request for production of documents on 
offsite emergency planning content ions. Related 
correspondence. 

FERKIN, Z. G. Pennsylvania, Commonwealth of,. DSB 336 . 84/07/16. 

BRENNER, L. , MORRIS, P. A., COLE, R. F. Atomic Safety and Licensing Board 
Panel. Ip. 25682:017. 24X Fiche: 50-352, 84/07/16, 8407190204. 


— 8407190212 Response to Limerick Ecology Action second set of 
interrogatories 8« request for production of documents on 
offsite emergency planning content ions. Related 
correspondence. 

* Pennsylvania, Commonwealth of,. 84/07/16. Limerick Ecology 
Action. 32pp. 25682:018. 24X Fi che: 50-352, 84/07/16, 8407190204. 


8407240145 Motion to compel util to answer Limerick Ecology Action 
second set of interrogatories on offsite emergency planning 
c on ten t i ons . C er ti f i cat e of Sve encl. Related correspondence, 

♦ Limerick Ecology Action. DSB 478. 84/07/16. Atomic Safety and 

Licensing Board Panel. 73pp. 25715:192. 24X Fiche: 50-352, 84/07/16, 

8407240145. 


B407200248 Responds to 840607 & 27 Itrs re status of evacuation 
plans within Owen U Roberts School District. Ltrs forwarded 
to FEMA 8t ASLB advised of concern, 

MURLEY, T. E. Region 1, Office of Director. DSB 398. 84/07/17. 

CLAYPQOL, R. C. Pottstown, PA. 25pp. 25694:265. 24X 

Fiche: 50-352, 84/07/17. 8407200248, 


8407230306 Notification of adjudication in Court of Common Pleas, 
Chester County, PA re installation of sirens, South Coventry 
Township restrained from enforcing zoning ordinance. W/svc 
list. Related correspondence, 

CONNER, T.B. Philadelphia Electric Co. CONNER, T.B Conner & 

Wetterhahn. DSB 443. 84/07/19. 37pp, 25710:325 24X 

Fiche: 50-352, 84/07/19, 8407230306. 


8407240182 Errata to 840716 findings of fact 8< conclusions of law in 
form of partial initial decision for Limerick Ecology Action 
Contentions DES-1,2,3 & 4 & City of Philadelphia City-13 & 

14. Certif icate of Sve encl, 

VOGLER, B. H. , HODGDON, A, P. Hearing Branch 2. DSB 451. 84/07/19. 

Spp. 25722:343. 24X Fi c h e : 50-352, 84/07/ 1 9, 8407240182, 


8407230346 Response opposing Friends of the Earth 840703 appeal of ASLB 
denial of 840618 19 motions opposing util request to move 

new fue 1. Certi f icate of Sve encl. 

WETTERHAHN, M. J, Philadelphia Electric Co. WETTERHAHN, M, U. Conner & 
Wetterhahn. DSB 433. 8<l/07/20. Atomic Safety and Licensing 

Appeal Panel. 34pp. 25711:062. 24X Fic h e : 50-352, 84/07/20, 

8407230346. 


8407240174 Forwards County Bucks 840617 limited appearance Itr.Svc 
on parties requested Served on 840723. 

LANE, U. M, Atomic Safety and Licensing Board Panel. DSB 455. 
84/07/20. CLEMENTS, W. L. Docketing S; Services Branch. 3pp, 

25722: 354. 24X Fiche: 50-352, 84/07/20, 8407240174. 


8407240228 Response opposing RL Anthony /Friends of the Earth 840703 
appeal of ASLB denial of motions re util request to amend 
Part 70 appl ication. Certif icate of Sve encl. 

RUTBERG, J, Hearing Branch 2. DSB 449. 84/07/20. Atomic Safety 

and Licensing Appeal Panel. 20pp. 25718:336. 24X 

Fiche: 50-352, 84/07/20, 8407240228, 


8407240179 Order requiring submission of joint schedule proposal for 
offsite emergency planning by 840807. Courtesy notification 
encl. Served on 840723. 

BRENNER, L. Atomic Safety and Licensing Board Panel, DSB 453. 
84/07/23. Office of the Executive Legal Director. 4pp. 
25723:046. 24X Fi c h e : 50-352, 84/07/23, 84072401 79. 


8407240252 Memorandum Order ALAB-778, r e jec t ing Friends of the Earth 
appeal re ALAB-756 denial of motion seeking to submit 
unspecified contentions based on util 840607 revs to 
application re fuel. Served on 840723. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 456. 
84/07/23. Friends of the Earth. 17pp. 25722:177. 24X 

Fiche: 50-352, 84/07/23, 8407240252. 


8407250173 Ack receipt of 840627 Itr re status of offsite emergency 
planning for evacuation. Ltr forwarded to all parties to 
proceeding. FEMA uill conduct offsite emergency exercise on 
840725. Re lated correspondence. 

VOGLER, D.H. Hearing Branch 2. DSB 496. 84/07/23. CLAYPOOL, R. C. 

Pottstown, PA. 2pp. 25750:253. 24X Fic h e : 50-352, 84/07/23, 

8407250173. 


8407250207 Forwards copy of envelope postmarked 840627 in which second 
set of interrogatories transmi tted , to ensure receipt by 
all parties ?k board. Related correspondence, 

WETTERHAHN, M. J. Conner 5c Wetterhahn. WETTERHAHN, M. J, Philadelphia 
Electric Co. DSB 500. 84/07/23. BRENNER, L. , COLE, R. F. , MORRIS,P.A. 

Atomic Safety and Licensing Board Panel. 2pp, 25735:029, 24X 

Fiche; 50-352, 84/07/23, 8407250207. 


8407260493 Informs that proposed findings on Limerick Ecology Action 5 
City of Philadelphia DES/FES severe accident contentions 
will not be submitted. State of PA reserves right to 
participate further in proceeding. 

FERKIN, Z. G. Pennsylvania, Commonwealth of,. DSB 530, 84/07/23. 

BRENNER, L., COLE, R. F. , MORRIS, P. A. Atomic Safety and Licensing Board 
Panel. Ip, 25779:315. 24X Fiche; 50-352, 84/07/23, 8407260493. 


8407250418 Confirmatory order granting 940716 motion to compel 
applicant response to second set of interrogatories, 

, Applicant ordered to file answer by 840802. Courtesy 
notification encl. Served on 840724. 

BRENNER, L. Atomic Safety and Licensing Board Panel. DSB 510, 
84/07/24. Limerick Ecology Action. 6pp. 25753:110. 24X 

Fiche: 50-352, 84/07/24, 8407250418. 


8407260495 Confirms telcon re compliance w/ASLD 840723 order requiring 
submission of joint schedule proposal for offsite 
emergency planning matters. Meeting w/parties scheduled for 
840801. Related correspondence. 

RADER, R. M. Conner 5< Wetterhahn. RADER, R.M. Philadelphia Electric 
Co. DSD 526. 84/07/25. VOGLER, B. H. Office of the Executive Legal 

Director, FERKIN, Z. G. Pennsylvania, Commonwealth of,. SMOLLEN, H, S. 

Philadelphia, PA. 2pp. 25779:316. 24X Fi ch e : 50-352, 84/07/25. 

8407260495. 


8407310242 Transmittal of proposed findings of fact & conclusions of 
law on Contentions DES-1,-2, -3 8< -4 re severe accident risk. 
ELLIOTT, C.W. Limerick Ecology Action. DSB 644. 84/07/26. Ip. 

25832:037. 24X Fich e: 50-352, 84/07/26, 8407310242. 
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— 8407310247 Proposed findings of fact Si conclusions of law on Limerick 
Ecology Action Contentions DES-1.-2, -3 & -4 re severe 
accident r is k . Cert i f i cate of Svc end. 

* Limerick Ecology Action. 84/07/26. 36pp. 25832:033. 24X 

Fiche; 50-352, 84/07/26, 8407310242. 


8407310297 Transmittal of proposed partial initial decision on City of 
Philadelphia NEPA severe accident c ontent i ons. Cert if i ca te 
of Svc end. 

BUSH, M. W. Philadelphia, PA. DSB 632, 84/07/26. 30pp. 25833:021. 

24X Fiche: 50-352, 84/07/26, 8407310297. 


8407310287 Forwards correspondence Z>. documents re emergency planning 
among app 1 icant, staff , Commonweal th of PA other responsible 
govt agencies, per ASLR 820601 order. Related correspondence. 

CULLEN, E. J. Philadelphia Electric Co. DSB 627. 84/07/27. 

MULLIGAN, M. Limerick Ecology Action. 391pp. 25840:017. 24X 

Fiche: 50-352, 84/07/27, 8407310287, 


H. General correspondence 


8407310391 Advises that, as intervenor on Limerick distribution list, 
meeting notices received quite dose to day of meeting. 

Requests NRC investigate problem. 

LEWIS, M. I, Lewis, M. 84/06/20. MARTIN, R. E. NRC - No Detailed 
Affiliation Given, Ip. 25828:198. 24X Fiche: 50-352, 84/06/20, 

8407310391. 


K, Utility Final Safety Analysis Report <FSAR> 8,. amends 


8407020389 Forwards Amend 66 to license appl ication, consisting of 
Rev 32 to FSAR. 

BRADLEY, E.U. Philadelphia Electric Co. 84/05/31, DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 25228: 127. 
24X Fiche: 50-352, 84/05/31 , 8407020389. 


—8407020400 Rev 32 to FSAR, 

* Philadelphia Electric Co. 84/05/31. 333pp. 25228:134, 24X 

Fiche: 50-352, 84/05/31, 8407020389. 


8407030254 Forwards Rev 33 to FSAR. 

BRADLEY, E. J. Philadelphia Electric Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25437: 126. 
24X Fiche: 50-352, 84/06/29, 8407030254. 


— 8407030282 Rev 33 to FSAR. 

* Philadelphia Electric Co. 84/06/30. 414pp. 25438:029. 24X 

Fiche: 50-352, 84/06/29, 8407030254. 


9407300278 Certifies svc of Rev 33 to FSAR, Rev 18 to environ rept S« 
Rev 6 to fire protection evaluation rept on 840712. 

SCHlUETER, R. 0. Bechtel Corp. 84/07/12. 4pp, 25301:220. 24X 

Fiche: 50-352, 84/07/12, 8407300278. 


P. Operating license stage documents X,. correspondence 


8407130037 Further response to FOIA Request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 «! 83-72 it Board Notifications 83-128 it 83-12SA. 

Forwards Apps C it D documents. Search continuing. 

FELTON, J, M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon it Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/ 13, 

8407130037. 


Q. Inspection reports, IE Bulletins i. correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i I 'i ties. Resp on se 
requested within 60 days. 

EBNETER.S. D, Region 1, Office of Director, 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


0407110030 Forwards IE Insp Repts 50-352/84-24 it 50-353/84-08 on 
840501-31 it notice of violation. 

STAROSTECKI , R. Division of Project i. Resident Programs. 04/06/20. 
KEMPER, J.S. Philadelphia Electric Co. 2pp. 25539:330 . 24X 

Fiche: 50-352, 84/06/20, 8407110030. 


--3407110037 Notice of violation from insp on 840501-31. 

* Region 1. Office o* Director. 84/06/20. 4pp. 25539:332. 24X 

50- .352, 8«/06/20. 8407110030. 


— 8407110049 IE Insp Repts 50-352/84-24 i. 50-353/84-08 on 840501-31. 
Violations noted : fai lure to adequately convey design basis 
of sys from top-tier to lower-tier drawings i. follow 
long-term storage maint procedures for Unit 2 equipment. 

CHAUDHARY, S. K, , WIGGINS, J. T. , RAVAL, J, Region 1, Office of 
Director. 84/06/15. 15pp. 25539:336. 24X Fiche: 50-352, 84/06/20, 

8407110030. 


8407130289 Forwards IE Insp Repts 50-352/84-22 it 50-353/84-07 on 
840502— 04. No violations noted. 

MARTIN, T. T, Division of Engineering & Technical Programs. 84/06/20. 

KEMPER. J.S. Philadelphia Electric Co. 2pp. 25567:007. 24X 

Fiche: 50-352, 84/06/20, 8407130289. 


— 8407130293 IE Insp Repts 50-352/84-22 it 50-353/84-07 on 840502-04. No 
violations noted. Major areas inspected: structural welds 
associated w/hangers it supports & bldg structural members & 
followup on two previously identified insp findings. 

REYNOLDS, S. D. , KERCH, H. , HARRIS, R. Region 1, Office of Director. 
84/06/17. 8pp. 25567:009. 24X Fi c h e: 50-352, 84/06/20, 8407130289. 


8406250214 IE Info Notice 34-51. "Independent Uer if ication. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. I54pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407030305 Motion in support of applicant 840618 motion to strike 
filing of RL Anthony/Fr lends of the Earth rebuttal of 
applicant reply findings on Contentions V-3a it V-3b. 

Certificate of Svc end. Related correspondence. 

VOGLER.B.H, Hearing Branch 2. DSB 009. 84/06/26. Atomic Safety 

and Licensing Board Panel. 5pp. 25271:228. 24X 

Fiche; 50-352, 84/06/26, 8407030305. 


6406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che : 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X Fiche; 50-000, 04/07/05, 8407030085. 


3407030039 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi c he : 50-000, 84/07/05. B407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E, L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Mlnute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251 , 


8407170084 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " HFA relays will be 
replaced in Unit 1 by 840915. No HFA relays/coil assemblies 
yet replaced in Unit 2. 

KEMPER. J.S. Philadelphia Electric Co. 84/07/10. MURLEY, T. E. 
Region 1, Office of Director. 3pp. 25618:107. 24X 

Fiche; 50-352, 84/07/10. 8407170034. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 


8407300189 Forwards draft FSAR pages, expand ing discussion of 
conformance to Reg Guide 1. 118 it reflecting guidance of IE 
Info Notice 84-37 re use of lifted leads it jumpers during 
maint or surveillance testing. 

KEMPER, J.S. Philadelphia Electric Co. 84/07/25. SCHMENCER. A. 
Licensing Branch 2. 6pp. 23803:071, 24X Fiche; 50-352, 84/07/25, 

8407300189. 
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DOCKETED ITEMS 


R. Periodic operating reports St related correspondence 


8407230113 Forwards third status rept of core spray sys IDVP for 
820616-840630. Related correspondence. 

CARPENTER/ F. D. Torrey Pines Technology. DSB 406. 84/07/02. 
BOYER/ V.S. Philadelphia Electric Co. 7pp. 25706:103. 24X 
Fiche: 50-352. 84/07/02, 8407230113. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISFNHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of f4ew York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 8^/07/06. 8407060097. 

8407190333 Forwards new FSAR Table 6.4-5 fy. updated FSAR Figure 6.4-2 


S. Reportable occurrences, LERs St related correspondence 


8407170440 Forwards interim Part 21 rept re calculational errors for 
missile doors. Initial ly reported on 840629. Further redesign 
required to determine extent of exceeding specified design 
al lowab les. Next rept will be submitted by 340801. 

GODFREY, D. A. Wooley Manufacturing Div. 84/07/05. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 25608: 129. 24X 

Fiche: 50-000, 84/07/05. 8407170440. 


U. Congressional/Executive Correspondence 


8407120413 Responds to 840424 ltr re facility supplementary cooling 
water sys. Providing alternative water supply would 
constitute significant change in environ assessment, 
req.uiring circulation for public comment of suppl to FES. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/22. KOSTMAYER/P. H. House of Rep, 3pp. 25558:049. 24X 

Fiche: 50-352, 04/06/22, 8407120413. 


— 8407120419 Advises that NRC 840402 response to author 840229 ltr not 
fully responsive to key concern. Req.uests estimates of 
procedures length of time involved in approving substitute 
supplemental cooling water sourc e. Related info end. 

KOSTMAYER, P. H. House of Rep. 84/04/24. PALLADINO. N. 
Commissioners. 38pp, 25558:052. 24X Fiche; 50-352, 84/06/22, 

8407120413. 


8407120028 Responds to 840424 ltr re supplementary cooling water sys. 
Delaware River Basin Commission & state & local bodies, not 
NRC/urill review application for alternative water supply 
replacing Point Pleasant Diversion water, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/25. KQSTMAYER. P. H. House of Rep. 3pp. 25573:066. 24X 

Fiche; 50-352, 84/06/25, 8407120028. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactors, 
applicants for OLs 8^ holders of CPs re adequacy of on-shift 
operating experience for near-term OL applicants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


for info in support of NRC control room X/Q analysis using 
Murphy-Campe methodology. Info will be incorporated in 
upcoming FSAR amend. 

MITTL, R.L. Public Service Electric Si Gas Co. of New Jersey. 
84/07/09, SCHWENCER, A. Licensing Branch 2. 5pp, 25681-349 24X 

Fiche: 50-354, 84/07/09, 8407190333. 


8407230006 Summary of Mechanical Engineering Branch 840508-10 meetings 
u/Bechtel in San Francisco, CA re open items resulting from 
review of QL appl ication. Chronolog ical meeting notes, 
attendance list & daily agenda end. 

WAGNER, D. H. Licensing Branch 2. 84/07/10. Licensing Branch 2 

17pp. 25727:305. 24X Fi che : 50-354, 84/07/10, 8407230006. 


8407190517 Notifies of 840723-25 onsite mgt structure St technical 
resources review to assess general policies St procedures 
to assure safe op erat ion. Prop osed agenda end. Results will 
be incorporated in SER Sections 13 8,. 14.2. 

SCHWENCER,A. Licensing Branch 2. 84/07/13. MITTL. R.L. Public 

Service Electric Gas Co. of New Jersey. 5pp. 25693- 314 24X 

Fiche: 50-354, B4/07/13, 8407190517. 


8407240117 Notification of 840731 meeting w/util in Dethesda,MD to 
discuss Tiverborne missiles during PMH. 

WAGNER, D, H. Licensing Branch 2. 84/07/17. SCHWENCER, A. Licensing 

Branch 2 . 4pp. 25733:218. 24X Fiche: 50-354, 84/07/17, 8407240117. 


8407260325 Summary of 840606 meeting w/util St Bechtel in Bethesda,MD 
re open items resulting from Power Sys Branch review of 
FSAR. 

WAGNER, D, Licensing Branch 2. 84/07/18, Licensing Branch 2 

6pp. 25791:335. 24X Fiche: 50-354, 84/07/18, 8407260325. 


8407310237 Summary of 840713 meeting w/util, Bechtel Zt GE in Bethesda, MD 
re open items identified in draft SER by Chemical 
Engineering Branch, Chemical Technology Section. Util 
requested to provide response to end open items by 840731. 

WAGNER, D. H. Licensing Branch 2. 84/07/24. Licensing Branch 2 

38pp. 25863:309. 24X Fiche: 50-354, 84/07/24, 8407310237. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8407120417 Forwards DES. Comments will be due 45 days after notice of 
issuance published in FR. W/o end. 

SCHWENCER, A. Licensing Branch 2. 84/06/29, WOOD, J. M, Commerce, 

Dept, of, Natl. Oceanograph ic «< Atmospheric Administration, 4 d 
25556:333. 24X Fiche : 50-354, 84/06/29, 8407120417. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for QLs.NSSS vend ors, reac tor vendors St AEs re annual meeting 
to discuss recent developments concerning operator training, 
quallf ications St exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


8407120450 Forwards DES <NUREG-1074) St notice of availability of DES 
Request for comments being sent to federal, state it local 
agencies. W/o DES. 

SCHWENCER, A. Licensing Branch 2. 84/06/29. HIRSCH, A. 

Environmental Protection Agency. 2pp. 25555:334. 24X 

Fiche: 50-354, 84/06/29, 8407120450. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents St correspondence 


8407130125 Documents presentation of STS St provides procedure for 
developing plant-specific Tech Specs, per 840502 meeting. 
SCHWENCER, A. Licensing Branch 2. 84/06/29. MITTL, R. L. Public 

Service Electric 8< Gas Co. of New Jersey. 3pp. 25579- 329 24X 

Fiche; 50-354, 84/06/29. 8407130125. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re proposed staff 

diesel generator reliability. 


— 8407110627 Notice of availability of DES (NUREG-1074> . 

SCHWENCER. A. Licensing Branch 2. 84/06/29. 2pp, 25555:336 24X 

Fiche: 50-354, 84/06/29, 8407120450. 


8407120512 Forwards DES (NUREG-1074) 
SCHWENCER, A. Licensing Branch 2. 
Service Electric St Gas Co. of New 
Fiche: 50-354, 84/06/29, 8407120512. 


St notice of aval lab i 1 i t y . W/o end 
84/06/29, MITTL, R.L. Public 
Jersey. 2pp. 25558:339. 24X 


w-Tw,*j,wvA I tiMVirtuntneN I , rni.i.r< , ciw i nc. u 

HOPE CREEK GENERATING STATION. Doc ket No, 50-354. (Public 
Service Electric And Gas Co And Atlantic City Electric Co) 

* Office of Nuclear Reactor Regulation, Director, NUREO-1074 

84/06/30. 227pp, 25544:001. 24X Fiche: 50-354, 84/06/30, 84071 tOOOl , 




8407270212 Ack receipt of DES re facility. No comments offered 
DAVIS, U.W. Agriculture, Dept. of. 84/07/23. SCHWENCER, A 
Licensing Branch 2. Ip. 23780:174. 24X Fiche: 50-354, 04/07/23 

8407270212, 


E. NRC Safety Evaluation Report (SER), suppls «t correspondence 



DOCKETED ITEMS 


8407100415 Noti-f ication of 840711 meeting w/util in Bethesda* HO to 
discuss Reactor Sys Branch draft SER open' items. 

WAGNER. D. H. Licensing Branch 2. 84/06/29. SCHWENCER. A. Licensing 

Branch 2. 7pp. 25535:011. 24X Fiche; 50-354, 84/06/29. 8407100415. 


8407110296 Forwards status of open items identified in Section 1.7 of 
draft SER. Resolutions of draft SER open items listed in 
Attachment 3 also end for review & approval. 

MITTL. R. L. Public Service Electric ^ Gas Co. of New Jersey. 

84/06/29. SCHWENCER. A. Licensing Branch 2. 74pp. 25523:017. 24X 

Fiche: 50-354, 84/06/29, 8407110296. 


8407240552 Summary of 840530-31 meetings w/util JU Bechtel in 
Bethesda. HD re draft SER open items resulting from Auxiliary 
Sys Branch review of QL application. 

WAGNER, D. Licensing Branch 2. 84/07/16. Licensing Branch 2. 

4pp. 25734:247. 24X Fiche: 50-354. 84/07/16. 8407240552. 


8407250372 Forwards status rept of draft SER open items. 

MITTL. R. L. Public Service Electric Gas Co. of New Jersey. 

84/07/18. SCHWENCER, A. Licensing Branch 2. 97pp. 25739:187. 24X 

Fiche: 50-354, 84/07/18, 8407250372. 


F. Security, medical, emergency ^ fire protection plans 


8407260115 Forwards Submittal 2, Amend 1 to security training & 
dualif ication plan. Submittal withheld (ref 10CFR73. 21). 

MITTL, R. L. Public Service Electric Gas Co. of New Jersey. 
84/07/18. SCHWENCER, A. Licensing Branch 2. 2pp. 25776:326. 24X 

Fiche: 50-354. 84/07/18. 8407260115. 


8407300463 Summary of 840621 meeting w/util in Bethesda, MD re 
emergency plan. per criterion of NUREG-0654. List of attendees 
end. 

WAGNER. D. H, Licensing Branch 2. 84/07/24. Licensing Branch 2. 

8pp. 25816:086. 24X Fiche: 50-354, 84/07/24, 8407300463. 


0. Adjudicatory correspondence 


8407090358 Notice of withdrawal of appearance in proceed ing . Cert if icate 
of Svc end. 

POTTER. R.W. New Jersey. State of. DSB 089. 84/06/29. 3pp. 

25454:249. 24X Fiche: 50-354. 84/06/29. 8407090358. 


8407170531 Forwards author Si RW Potter 831101 notices of appearance St 
req,uests addition to svc list, 

REMISiS.C. New Jersey, State of. DSB 289. 84/07/11. DOWNING. P. 

Docketing 8< Services Branch. 3pp. 25625:354. 24X 

Fiche: 50-354, 84/07/11, 8407170531. 


8407230342 Forwards util 840718 Itr to F Allenspach enclosing Jol 1984 
"Overview of PSEStG Technical Qualifications St Mgt Capability 
in Support of Operation of Hope Creek Generating Station. *' 

Related correspondence. 

CONNER, T. B. Conner S< Wetterhahn. CONNER, T. B. Public Service 

Electric S,. Gas Co. of New Jersey. DSB 428. 84/07/19. MILLER, M.E., 
MORRIS, P. A. . SCHINK, D. R. Atomic Safety and Licensing Board Panel. 
90pp. 25711:106. 24 X Fiche: 50-354. 84/07/19, 8407230342. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407020214 Forwards Amend 6 to FSAR. Amend contains responses to 
questions forecasted for Apr St May 1984 St draft SER open 
item resolutions. 

MITTL- R.L. Public Service Electric St Gas Co. of New Jersey. 
84/06/28. SCHWENCER, A. Licensing Branch 2. 2pp. 25222:235. 24X 

Fiche: 50-354, 84/06/28. 8407020214. 


—8407020217 Amend 6 to FSAR. 

* Public Service Electric St Gas Co. of New Jersey. 84/06/30. 
900pp. 25222:237. 24X Fiche; 50-354, 84/06/28. 8407020214. 


8407110302 Forwards affidavit certifying distribution of Amend 6 to 
FSAR. 

MITTL. R.L. Public Service Electric St Gas Co. of New Jersey. 
84/07/03. SCHWENCER. A. Licensing Branch 2. 4pp. 25523:093. 24X 

Fiche; 50-354, 84/07/03, 8407110302. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Mat 1 Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fi c he : 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. “ Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 0407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 

8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «e Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 103pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


S. Reportable occurrences. LERs & related correspondence 


8407190097 Interim potential const deficiency rept re differential 
pressure switches installed on emergency diesel generators 
by Colt Industries. Initially reported on 840419. Item 
withdrawn as reportable per 10CFR50. 55(e>. 

MARTIN. T. J. Public Service Electric & Gas Co. of New Jersey. 
84/06/29. MURLEY, T. E. Region 1, Office of Director. 2pp. 
25687; 148. 24X Fiche: 50-354. 84/06/29. 8407190097. 


8407190107 Final significant const deficiency rept re seismic bracing 
in motor control ctrs. Initially reported on 840424. Missing 
support panels will be installed in motor control ctrs. 

Completion scheduled for 840921. 

MARTIN. T. J. Public Service Electric 8. Gas Co. of New Jersey. 
84/06/29. MURLEY. T. E. Region 1. Office of Director. 2pp. 

25687; 172. 24X Fiche; 50-354, 84/06/29, 8407190107. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I icants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consol idated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche-: 50-000. 84/06/27, 8406270142. 


B407030097 Generic Ltr 84-17 to all power reactor licensees. app 1 icants 
for OLs.NSSS vendors. reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications 8t exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000. 84/07/03, 8407030097. 


Q. Inspection reports, IE Bulletins & correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at facilities. Response 
requested within 60 days. 

EBNETER, S. D. Region 1. Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Ficha: 50-000, 84/06/10. 8407050035. 
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DOCKETED ITEMS 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


F. Securityi medical/ emergency 8*. Fire protection plans 


8407160156 Forwards mat 1 to be included in emergency plan. Info delayed 
due to confusion over existence of deadline. Info includes 
partial map of cities of Champaign-Urbana* IL & 
organiiational flow chart. 

BECKiG. P. Illinoisi Univ. of* Urbana, IL. 84/06/09. THOMASi C. 0, 
Standardization & Special Projects Branch, Spp. 25600:209. 24X 

Fiche: 50-151, 84/06/09, 8407160156, 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A, Application/construction stage documents S: correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche-: 50-000, 84/07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecfclow re hardware d ef ic ienc ies, mi smanagement *£ safety 
problems in nuclear industry . Enc 1 identifies inaccurate 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE, J. Office of 
Policy Evaluations. Spp. 25779:205. 24X Fiche; 50-000, 84/07/10. 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review 8< response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER. G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000. 84/07/10. 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware deficiencies, mismanagement & safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J, Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche; 50-000, 84/07/10, 

8407250094. 


G. Adjudicatory correspondence 


8407120108 Further response to FOIA request for all 1982 SECY papers. 
Info partially withheld (ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/05/22. WEISS. E. R. 
Union of Concerned Scientists, 2pp. 25557:059. 24X 

Fiche: 50-358. 84/05/22. 8407120108. 


— 8407120129 Informs Commission of ASLB order which raises sua sponte 
issues in OL proceeding. Related info end. 

BICKWIT. L. Office of the General Counsel. SECY-S2-318. 82/07/27 

aepp. 25557:125. 24X Fi che: 50-358, 84/05/22. 8407120108. 


Q. Inspection reports. IE Bulletins & correspondence 


8407030129 Further response to FOIA request for documents re Zimmer 
plant. App A documents available in PDR. 

FELTON. U. M. Division of Roles and Records. 84/05/24. YOON. M. , 
CLARK. L. Government Accountability Project. 2pp. 25411:216. 24X 

Fiche: 50-358, 84/05/24, 8407030129. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness S? Engineering 
Response (Post 830103), 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151, 24X Fiche: 50-000, 84/06/29, 8406280311 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc 119pp 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he ; 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. I20pp. 25865:166. 24X Fiche; 50-000. 84/07/ 10. 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fy. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche : 50-000, 84/07/25, 8407230079. 


8407300179 Ack receipt of 830923 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50— 358/82— 10. No 
further action planned due to work shutdown. 

WARNICK, R.F. Region 3, Office of Director. 84/07/25. SCHOTT, J. R. 
Cincinnati Gas tt Electric Co. 2pp. 25807:328. 24X 

Fiche; 50-358,84/07/25, 8407300179. 


T. Hearing transcripts on non-antitrust matters 


8407030143 Responds to appeal re denial of FOIA request for transcript 
of 830607 interview of JB McCarten, wh i c h was Exhibit H to 
830712 rept to Chairman on allegations of T Applegate. 

Portions of transcript withheld (ref FOIA Exemption 7(A)). 

CHILK, S. J. Office of the Secretary of the Commission. 84/05/21. 
HICKEY, J.P. Shaw. Pittman, Potts Trowbridge. 3pp. 25409:012. 

24X Fiche: 50-358, 84/05/21, 8407030143. 


— 840703015? Transcript of 830607 interview of JB McCarter in Great 
Lakes, IL re Applegate allegations investi gation. Pp 1-163. 
Portions deleted. 

•* Commissioners. 83/06/07. 165pp. 25409:020. 24X 

Fiche: 50-358, 84/05/21, 8407030143. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S', holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000,84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs,NSSS vendors. reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
quaXif ications & exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of .New York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


E. NRC Safety Evaluation Report (SER). suppls correspondence 


8407110248 Application for amend to License NPF-IO, revising Tech Specs 
re ECCS subsystems to meet requirements of Branch Technical 
Position RSB 5-1 to provide remote alignment capability 
from control room, per SER, Section 5.4.3. 

MEDFORD. M. O. Southern California Edison Co. 84/07/09. 

KNIGHTON.G, W. Licensing Branch 3. 5pp. 25527:236. 24X 

Fiche: 50-361. 84/07/09. 8407110248. 
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23B 


F. Security, medical, emergency & fire protection plans 


8407090102 Requests listed addl info re detailed control room design 
revieui program plan submitted in response to Suppl 1 to 
NURFG-0737 concerning occurrence of annunciator nuisance 
alarms in control room. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/14. BASKIN. K. P. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas Z>. Electric Co. 
2pp. 2S513;25<1. 24X Fiche: 50-361, 84/06/14, 8407090102. 


8407260C73 Forwards IE Emergency Response Facilities Appraisals 
50-361/84-08 It 50-362/84-07 on 840326-30. No violations or 
deficiencies i d ent if i ed . Comp uter dose projection program in 
health physics computer sys identified as open item. 

SCHUSTER, M. D. Region 5. Office of Director. 84/07/09. BASKIN. K.P. 
Southern California Edison Co. 2pp. 25782:212. 24X 

Fiche: 50-361 , 84/07/09, 8407260073. 


— 8407260084 IE Emergency Response Facilities Appraisals 50-361/84-08 
50-362/84-07 on 840326-30. Major areas inspected : draft Rev 4 
to IE Insp Procedure 82212 to determine if licensee 
successfully implemented Suppl 1 to NUREG-0737 requirements. 

FISH. R. F. , SCHUSTER, M. D. Region 5. Office of Director. 84/07/05. 
27pp. 25782:214. 24X Fic he: 50-361 , 84/07/09, 8407260073. 


8407240177 Forwards request for addl info re plant-specific technical 
guidelines portion of procedures gr'nerat'cr package. 

KNIGHTON, G. W, Licensing Branch 3 8-:/C7/t:i, BASKIN, K.P. Southern 

California Edison Co. HOLCOMBE, U. C. San Diego Gas i>. Electric Co. 
5pp. 25752:128. 24X Fiche: 50-361, 84/07/13, 8407240177. 


P. Operating license stage documents 4,. correspondence 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 & 

83-72. Forwards App F d ocuments. Ap p G documents withheld 
(ref FOIA Exemptions 4 3U 5). 

FELTON. J. M, Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon Weiss. 8pp. 25586:213. 24X Fiche ; 50-000. 84/04/23, 

8407130156. 


—8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressuriier safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J.P. Assistant Director for Comp, h Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA, F, J. Assistant Director for 

Safety Assessment. 134pp. 25589:213, 24X Fiche : 50-000, 84/04/23, 

8407130156. 


8407020417 Forwards monthly operating repts for May 1984 t* Revs 9 & 10 
to offsite dose calculation manual. 

HAYNES, J.G. Southern California Edison Co. 84/06/15. NRC - No 
Detailed Affiliation Given. Ip. 25217:104, 24X 

Fiche: 50-361. 84/06/15, 8407020417. 


— 8407020427 Rev 10 to offsite dose calculation manual. 

* Southern California Edison Co. 83/05/18. 13pp. 25217:132. 

24X Fiche: 50-361, 84/06/15, 8407020417. 


8407100083 Notification of 840629 meeting w/util in Bethesda.MD to 
discuss reload me thodo log y , RVLMS-EQl & auxiliary feed pump 
lube sys. 

ROOD, H, Licensing Branch 3, 84/06/27. KNIGHTON, G, W, Licensing 

Branch 3. 5pp. 25665:320. 24X Fiche; 50-361. 84/06/27, 8407180083. 


8407020313 Forwards Chemistry Procedure S0123-1 1 1-8. 8, “Alternate 
Methods of Post-Accident Parameter Sampling," per request re 
interim post-accident assessment capab 1 li ty . NUREO-0737, Item 
II. B. 3 mods rescheduled for next refueling outage. 

MEDFORD, M.O. Southern California Edison Co. 8,4/06/28. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 25216:194. 24X 

Fiche: 50-206, 84/06/28, 8407020313. 


— 8407020323 Rev 2 to Chemistry Procedure 30123-111-8.8, “Alternate 
Methods of Post-Accident Parameter Sampling." 

MCWEY, B., ROSENBLUM, R. M. Southern California Edison Co, 84/05/21. 
15pp. 25216:195. 24X Fiche: 50-206. 84/06/28, 8407020313. 


8407050227 Application for amends to Licenses NPF-10 NPF-1 5. revising 
Tech Spec Surveillance Requirement 4. 4. 4. 4 to increase 
acceptance criteria for steam generator tube thinning to 447. 
in Tube Rows 92-147. Fee end. 

MEDFORD, M.O. Southern California Edison Co. 84/06/29. 

KNIGHTON, G. W. Licensing Branch 3. 4pp. 25410:024. 24X 

Fiche; 50-361, 84/06/29, 8407050227. 


— 8407050229 Proposed changes to Tech Spec Surveillance Requirement 
4. 4. 4. 4 to increase acceptance criteria for steam generator 
tube thinning to 4^7. in Tube Rows 92-147. 

* Southern California Edison Co. 84/06/29. 14pp, 25410:028. 

24X Fiche: 50-361, 84/06/29, 8407050227. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche-: 50-000. 84/07/02, 8407020206. 


9407060143 Application for amend to Licenses NPF-10 NPF-15. changing 
Tech Specs to improve DNBR operating margin when core 
operating limit supervisory sys out of svc. 

MEDFORD, M. Southern California Edison Co. 84/07/02. KNIGHTON, G. W. 
Licensing Branch 3. Ip. 25422:014. 24X Fiche: 50-361. 84/07/02, 

8407060143. 


— 8407060147 Proposed Tech Spec changes, improving DNBR operating margin 
when core operating limit supervisory sys out of svc. 

* Southern California Edison Co. 84/07/02. 25pp. 25422:015. 

24X Fiche: 50-361,84/07/02,8407060143. 


8407060224 Forwards errata to CEN-259, "Evaluation of Natural 
Circulation Cooldown Test Performed at San Onofre Nuclear 
Generating Station," per Branch Technical Position RSB 5-1. 
MEDFORD. M.O. Southern California Edison Co. 84/07/02. 
KNIGHTON, G. W. Licensing Branch 3. 2pp. 25422:158. 24X 

Fiche: 50-361, 84/07/02, 8407060224. 


— 8407060226 Errata to "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station." 

* Combustion Engineering, Inc. CEN-259 ERR. 84/07/02. 2pp. 
25422:160. 24X Fiche: 50-361, 84/07/02, 8407060224. 


8407120359 Requests remittance of addl fee for 840103 application for 
Tech Spec changes re containment purging. Fees remitted 
u/830607 application will be applied toward fee due for 
840103 app I ication. Fee assessment info end. 

MILLER, W. 0. License Fee Management Branch. 84/07/02. MEDFORD, M. O. 
Southern California Edison Co. 3pp. 25558:004. 24X 

Fiche: 50-361, 84/07/02, 8407120359. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses t* amends. Svc list end. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407110248 Application for amend to License NPF-10, revis ing Tech Specs 
re ECCS subsystems to meet requirements of Branch Technical 
Position RSB 5-1 to provide remote alignment capability 
from control room, per SER, Section 5.4.3. 

MEDFORD, M.O. Southern California Edison Co. 84/07/09. 

KNIGHTON, G. W. Licensing Branch 3. 5pp. 25527:236. 24X 

Fiche; 50-361.84/07/09, 8407110248. 


— 8407110251 Proposed Tech Spec re ECCS subsystems. 

Southern California Edison Co. 84/07/09. 3pp. 25527:241. 24X 

Fiche: 50-36 1 , 84 /07 /09 . 8407 1 1 0248. 


8407120371 Documents agreements reached during 840629 meeting. 
Agreements consistent w/requirements & will support 
resolution of license conditions re heated junction 
thermocouple Ct upgraded emergency instructions. 

MEDFORD, M.O. Southern California Edison Co. 84/07/10. 
KNIGHTON. G. W. Licensing Branch 3. 4pp. 25549:016. 24X 

Fiche: 50-361. 84/07/10, 8407120371. 


8407170211 Comments on 840423 ltr re 831128 draft facility attachment 
on IAEA safeguards implementation. Interpretations of 
Cod# 5.1.1 proposed. Cost estimate end. 

MEDFORD, M.O. Southern California Edison Co. 84/07/12. 

KNIGHTON, G. W. Licensing Branch 3. 5pp. 25612:273. 24X 

Fiche: 50-361. 84/07/12, 8407170211. 


8407230095 Discusses 840627 29 applications for amend to Licenses 

NPF-10 NPF- 15 , respectively. Single fee appropriate per 
application regardless of number of changes requested. 

Fee end w/840627 application retained. 

DIGGS, R.M. License Fee Management Branch. 84/07/13. MEDFORD, M. D. 
Southern California Edison Co. 2pp. 25727:274. 24X 

Fiche: 50-361, 84/07/13, 8407230095. 


8407310429 Forwards Amend 7 to SCE-l-A, "GA Program. " 

MEDFORD. M. 0. Southern California Edison Co. 84/07/13. MARTIN, U. B. 
Region 5, Office of Director. Ip. 25830:333. 24X 

Fiche: 50-206, 84/07/13, 8407310429. 


— 8407310434 Amend 7 to "QA Program. " 

* Southern California Edison Co. 84/06/30. 152pp. 25830:334. 

24X Fiche: 50-206.84/07/13, 8407310429. 
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8407200060 Foriuards 840627 Rev 1 to Proposed Change 179 to Licenses 
NPF-iO 5{ NPF-iS re refueling water level. Rev allows water 
level to be lowered 23 ft above fuel during movement of four 
finger control element assemblies. 

MEDFORDi M. 0. Southern California Edison Co. 84/07/18. 

KNIGHTON. 0. W. Licensing Branch 3. 2pp. 25692:314. 24X 

Fiche: 50-361.84/07/13, 8407200060. 


— 8407200063 Rev 1 to application in form of Proposed Change 179 to amend 
Licenses NPF-10 & NPF-1 5. revising required reactor vessel 
water level to move four finger control element assemblies. 

» Southern California Edison Co. 84/07/18. 3pp. 25692:316. 24X 

Fiche: 50-361 , 84/07/18. 8407200060. 


-—8407200066 Rev 1 to Proposed Change 179. revising Tech Specs re reactor 
water level. 

* Southern California Edison Co. 84/07/18. 6pp. 25692:319. 24X 

Fiche: 50-361 . 84/07/18. 8407200060. 


8407270442 Forwards SER re NUREG-0737. Item II. D. 1. "Safety Relief 
Valve Tasting" <also Multi-Plant Action M-14), Info re 
ability of RCS valves & piping to function under expected 
conditions meets NUREG requirements. W/o end. 

KNIOHTON. G. W. Licensing Branch 3. 84/07/19. BASKIN. K.P. Southern 

California Edison Co. HOLCOMBE. J. C. San Diego Gas & Electric Co. 
20pp. 26060:001. 24X Fi che: 50-361. 84/07/19, 8407270442. 


8407270090 Summary of 840626-27 meetings w/util re overall status 
of units S', activities concerning Unit 1 return to svc. 

MCKENNA, E. M. Operating Reactors Branch 5. 84/07/25. Operating 

Reactors Branch 5, 6pp. 25790:065. 24X Fiche: 50-206. 84/07/25. 

8407270090. 


8407300128 Forwards response to 840504 Itr re conformance to Reg Guide 
1.97. Rev 2 S info for instrument variable shown in Table 2 
"PWR Variables." Instrument variable info constitutes util 
position on conformance to Generic Ltr 82-33. 

MEDFORD. M. 0. Southern California Edison Co. 84/07/26. 

KNIGHTON. G. W. Licensing Branch 3. 24pp. 25806:335. 24X 

Fiche; 50-361. 84/07/26. 0407300128. 


0. Inspection reports. IE Bulletins & correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26. 8406250214. 


8407190443 Forwards Exam Repts 50-361 /OL-34-01 it 50-362/0L-84-01 
administered on 840423.0315-18 & 29. Requal if icat ion program 
evaluated as marginal. Commitment to meet listed actions 
required within 10 days. 

MARTIN. J. 8. Region 5. Office of Director. 84/06/26. FOGARTY. D. 
Southern California Edison Co. 2pp. 25685:004. 24X 

Fiche: 50-361. 84/06/26. 8407190443. 


— 8407190449 Exam Repts 50-36 l/OL-84-01 )k 5O-362/0L-84-O1 on 840423 
0530-31. Exam results: three of nine reactor operators *< seven 
of nine senior reactor operators passed exam. 

MILLER. L. F. Region 5. Office of Director. 84/06/22. 62pp. 

25605:006. 24X Fic he : 50-361, 84/06/26, 8407190443. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees Sc Vendors." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. I24pp. 25602:151. 24X Fiche; 50-000, 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants. " Svc list end, 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Sc Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
D- . 330103 ) 84/07/05. Consolidated Edison Co. of New 

>2pp. 25602:032. 24X Fi che: 50-000. 84/07/05. 8407030089. 


8407260031 Forwards Exam Rept 50-361 /OL-84-02 administered on 
840424-0531 & answer key. 

PATE.R. J. Region 5. Office of Director. 84/07/06. RAY, H. Southern 
California Edison Co Ip. 25782:001. 24X Fiche: 50-361. 84/07/06, 
8407260031. 


--8407260035 Exam Rept 50-361 /□L-84-02 administered on 840424-840531, 
Exam results:S of 12 reactor operator candidates, 7 of 11 
senior reactor operator candidates & 2 of 4 instructor 
candidates passed all sections of exam. 

MILLER, L.F. Region 5, Office of Director. 84/07/02. 70pp. 

25782; 002. 24X Fiche: 50-361. 84/07/06, 8407260031. 


8407260073 Forwards IE Emergency Response Facilities Appraisals 
50-361/84-08 8c 50-362/84-07 on 840326-30. No violations or 
deficiencies identified. Computer dose projection program in 
health physics computer sys identified as open item. 

SCHUSTER, M. D. Region 5. Office of Director. 84/07/09. BASKIN, K.P. 
Southern California Edison Co. 2pp. 25782: 212. 24X 

Fiche: 50-361,84/07/09, 8407260073. 


— 8407260084 IE Emergency Response Facilities Appraisals 50-361/84-08 & 
50-362/84-07 on 840326-30. Major areas inspected: draft Rev 4 
to IE Insp Procedure 82212 to determine if licensee 
successfully implemented Suppl 1 to NUREG-0737 requirements. 

FISH. R.F. , SCHUSTER. M. D. Region 5. Office of Director. 84/07/05. 
27pp. 25782:214. 24X Fiche: 50-361. 84/07/09, 8407260073. 


— 8407260100 Forwards computer printouts of completed dose assessments 
using EARS program for Scenarios 2, 5. 19 & 20 from NUREG/ 

CR-3012, Vol 3, per request for IE Emergency Response 
Facilities Appraisals 50-361/84-08 & 50-362/84-07. 

BRAY.L. Southern California Edison Co. 84/04/12. FISH.R. Region 
5. Office of Director. 9pp. 25782:241. 24X Fi che : 50-361 . 

84/07/09, 8407260073. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407260037 Forwards IE Insp Repts 50-206/84-12.50-361/84-15 it 
50-362/84-15 on 840604-03. No noncompliance identified. 

WENSLAWSKI. F. A. Region 5. Office of Director. 84/07/12. 
BASKIN.K.B. Southern California Edison Co. Ip. 257S1:2B1. 24X 

Fiche: 50-206.84/07/12. 8407260037. 


—8407260044 IE Insp Repts 50-206/84-12.50-361/84-15 it 50-362/84-15 on 
840604-08. No violations or deviations identified. Major areas 
inspec ted : programs for procurement, handling, storage it 
preservation of safety-related matls. 

GRAYSON. W. M. , YUHAS.O.P. Region 5. Office of Director, 84/07/11. 
12pp. 25781:282. 24X Fiche: 50-206. 84/07/ 12. 8407260037. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list en’cl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fic he ; 50-000. 84/07/25. 8407230079, 


8407310280 Ac k receipt of 840625 response to violations noted in IE 
Insp Repts 50-361/84-14 it 50-362/84-14 re airborne release 
that occurred on 840505. Reassessment of incident requested 
within 30 days of ltr receipt. 

SCARANQ. R. A. Division of Radiological Safety it Safeguards Program. 
84/07/25. BASKIN, K.P. Southern California Edison Co. Ip, 
25832:263. 24X Fi che: 50-361 . 84/07/25, 8407310280. 


— 8407310291 Responds to NRC 840525 ltr re violations noted in IE Insp 
Repts 50-361/84-14 it 50-362/84-14. Correct ive actions ; Alarm 
Response Procedure 8023-5-2. 24 revi sed to refer operator to 
Emergency Plan Implementing Procedure S023-VIII-1. 

8ASKIN.K.P. Southern California Edison Co. 84/06/25. MARTIN. J.B. 

Region 5, Office of Director. 4pp, 25832:264. 24X 

Fiche: 50-361.84/07/25. 8407310280. 


R. Periodic operating reports it related correspondence 


8407100408 Forwards auxiliary feedwater sys (AFWS) monthly outage rept 
for 840416-0515. During reporting period. AFWS availability 
was 1007.. 

MEDFORD. M. O. Southern California Edison Co. 84/06/11. 

KNIGHTON. G. W, Licensing Branch 3. 2pp. 25509:030. 24X 

Fiche: 50-361 . 84/06/11. 8407100408. 


8407020417 Forwards monthly operating repts for May 1984 8< Revs 9 & 10 
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— 8407020423 Monthly operating repts for May 1984. 

MAYWFATHER. L. I. Southern California Edison Co. 84/05/31. 12pp. 

25217:105. 24X Fic h e : 50-361 i 84/06/1 5, 8407020417. 


— 8407020427 Rev 10 to offsite dose calculation manual. 

* Southern California Edison Co. 83/05/18. 13pp. 25217:132. 

24X Fic he; 50-361, 84/06/15, 8407020417. 


B407270445 Monthly operating repts for June 1984. W/840713 Itr. 
MAYWEATHER, L. I. , HAYNES, J. G. Southern California Edison Co. 
84/06/30. 11pp. 25794:195. 24X Fi c he : 50-361 , 84/06/30, 8407270445. 


8407190339 Forwards auxiliary feedwater sys monthly outage rept for 
840516-0615, desrib ing occurrence resulting in degradation of 
sys. 

MEDFORD, M. □. Southern California Edison Co. 84/07/17. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 25682:102. 24X 

Fiche; 50-361, 84/07/17, 8407190339. 


S. Reportable occurrences, LERs related correspondence 


8404300070 LER 84-020-00; on 840326, w/un it in Mode 2 at 2'X power, reactor 
trip occurred on high steam generator level. Caused by 
overfeeding steam generators during manual operation of 
feedwater control sys. W/840424 Itr. 

HAYNES. J. G. Southern California Edison Co. 84/04/24. 2pp. 

24225: 130. 24X Fiche: 50-361 , 84/04/24, 8404300070. 


8407060160 LER 84-031-00; on 840525, during performance of routine 
surveillance on toxic gas isolation sys, emergency chiller 
E-336 inadvertently started. Caused by technician error. 

Program timer & microswitch replaced. W/84062S Itr. 

HAYNES, J. G. Southern California Edison Co. 84/06/25. 3pp. 
25422:142. 24X Fiche : 50-361 . 84/06/25. 8407060160. 


8407090218 LER 84-032-00; on 840528,30,31,0603,07,14,18,19 & 23, 
spurious toxic gas isolation sys actuated. Caused by 
conservative alarm setpoints. Tech Spec amend to permit more 
appropriate setpoints proposed. W/840627 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/06/27. 3pp. 
25445: 298. 24X Fiche: 50-361 . 84/06/27, 8407090218. 


8407060070 PNQ-V-84-038: on 840626-28, ins p identified one steam 
generator leaking tube having tight axial crack. Cause 
believed to be latent mfg def ect. Def ec tive tube plugged. 

Manway bolting underway. 

JOHNSON. P. H. , STEWART, P. Region 5, Office of Director. 84/06/29. 
Ip. 25426:266. 24X Fiche: 50-361, 84/06/29, 8407060070. 


8407190400 Updated LER 83-137/03X-1 : on 831019, train A containment 
emergency cooling unit 3E-399 fai led. Caused by inadeq.uate 
adjustment of torq,ue switch settings. Torq,ue settings on 
valves increased. W/840706 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/06. MARTIN, J. B. 
Region 5, Office of Director. 4pp. 25684:273. 24X 

Fiche: 50-361, 84/07/06, 8407190400. 


8407230066 Updated LER 83- 030/03 X-1 : on 830406, w/Un its 2 S; 3 in Modes 4 
l« 5, respectively, control room emergency air cleanup sys 
CCREACUS) Train B found inop erab le. Caused by damaged wire 
insulation in fan motor. Motor rep laced. W/840706 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/06. MARTIN, J. B. 
Region 5, Office of Director. 4pp. 25705:351. 24X 

Fiche: 50-361 , 84/07/06, 8407230066. 


8407190381 LER 84-034-00: on 840611, cent inuous fire watches not 
established while fire main isolated to perform piping mods. 
Caused by miscommunication. Personnel reviewed event & need 
to prevent miscommunication stressed, W/84071 1 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/11. 2pp. 
25684:361, 24X Fiche: 50-361, 04/07/11, 8407190381. 


8407190435 LER 84-029-00: on 840614, breaker 3B0417 Inadvertently 
tripped, deenerg izing load ctr BQ. Caused by personnel error 
in tripping wrong breaker during charging of pump power 
supply. Operator counseled. W/840712 Itr. 

HAYNES. J.G. Southern California Edison Co. 84/07/12. 2pp. 
25684:333. 24X Fiche: 50-361, 84/07/12, 0407190433. 


0407170143 Part 21 rept re potential defect in Bendi* HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action req.uired. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25600:002. 24X 

Fiche: 50-000, 84/07/13. 8407170143. 


8407230067 LER 84-033-00: on 840616. dur ing hydrostatic testing, leakage 
occurred in hydrostatic test boundary valves, pressuri ring 
fire main above operating pressure & breaking piping. Fire 
watches established & leak fixed. Cause unknown. W/840716 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/16. 2pp. 
25705:355. 24X Fiche: 50-361 , 84/07/16, 8407230067. 


8407310349 Submits followup rept. per 840618 Itr, re fire-rated 
assemblies found inoperable during June 1984 routine 
surveillances. Followup rept re Jul 1904 inoperable fire 
doors will be submitted by 840821. 

HAYNES, J. 0. Southern California Edison Co. 84/07/19. MARTIN, J. B. 
Region 3, Office of Director. 5pp. 25850:163. 24X 

Fiche; 50-361 , 84/07/19. 8407310349. 


V. Operator Examinations 


8407190443 Forwards Exam Repts 50-361 /OL-84-01 & 50-362/0L-84-01 
administered on 840423, 0515-18 & 29. Requal if icat ion program 
evaluated as marginal. Commitment to meet listed actions 
required within 10 days. 

MARTIN, J.B. Region 5, Office of Director. 84/06/26. FOGARTY, D. 
Southern California Edison Co. 2pp. 25685:004. 24X 

Fiche: 50-361 , 84/06/26, 8407190443; 


— 8407190449 Exam Repts 50-361 /OL-84-01 50-362/OL-a4-01 on 840423 Se 

0530-31. Exam results; throe of nine reactor operators seven 
of nine senior reactor operators passed exam. 

MILLER, L.F. Region 5, Office of Director. 84/06/22, 62pp. 

25685:006. 24X Fiche: 50-361, 84/06/26, 8407190443. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs St holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. 0. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 23533:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLSiNSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


8407260031 Forwards Exam Rept 50-361 /OL-84-02 administered on 
840424-0531 it answer key. 

PATE, R. J. Region 5, Office of Director. 84/07/06. RAY, H. Southern 
California Edison Co. Ip. 25782:001. 24X Fiche; 50-361. 84/07/06, 

8407260031. 


— 8407260035 Exam Rept 50-361 /0L-i4-O2 administered on 840424-840531. 
Exam results:8 of 12 reactor operator candidates,7 of 11 
senior reactor operator candidates Ik 2 of 4 instructor 
candidates passed all sections of exam. 

MILLER, L.F. Region 5, Office of Director. 84/07/02. 70pp. 

25782: 002. 24X Fiche: 50-361, 84/07/06, 8407260031. 


8407310171 Responds to 840626 evaluation of licensed operator 
requalification training program 8t relief requests re 
duties for accelerated retraining & structured classroom 
lectures. Response to Generic Ltr 84-14 expected by 641101. 

FOGARTY, D. J. Southern California Edison Co. 84/07/13. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 25835:001. 24X 

Fiche: 50-361, 84/07/13, 8407310171. ■ 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8407090102 Requests listed addl info re detailed control room design 
review program plan submitted in response to Suppl 1 to 
NUREG~0737 concerning occurrence of annunciator nuisance 
alarms in control room. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/14. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas U Electric Co. 
2pp. 25513:254. 24X Fiche; 50-361, 84/06/14, 8407090102. 


8407260073 Forwards IE Emergency Response Facilities Appraisals 
50-361/84-08 It 50-362/84-07 on 840326-30, No violations or 
deficiencies identified. Computer dose projection program in 
health physics computer sys identified as open item. 

SCHUSTER, M. D. Region 5. Office of Director. 84/07/09. BASKIN,K.P. 
Southern California Edison Co, 2pp. 25782:212. 24X 

Fiche: 50-361 . 84/07/09. 8407260073. 
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— S407260084 IE Emergency Response Facilities Appraisals 50-361/84-08 & 
50-362/84-07 on 840326-30. Ma jor areas inspected: draft Rev 4 
to IE Insp Procedure 82212 to determine if licensee 
successfully implemented Suppl 1 to NUREG-0737 requirements. 

FISH> R. F. Region 5, Office ofr^irector. 84/07/05. 27pp. 

25782:214. 24X Fiche; 50-361 - 84/07/09. 8407260073. 


8407240177 Forwards request for addl info re plant-specific technical 
guidelines portion of procedures generation package. 

KMIGHTONi G. W. Licensing Branch 3. 84/07/13, BASKIN. K. P. Southern 

California Edison Co HOLCOMBE. J. C. San Diego Gas Zt Electric Co. 
5pp. 25752:128. 24X Fic he : 50-361 . 84/07/ 13. 8407240177. 


8407060147 Proposed Tech Spec changes, improving 
when core operating limit supervisory sys out 
» Southern California Edison Co. 84/07/02. 
24X Fiche: 50-361, 84/07/02, 8407060143. 


DNBR operating marg 
of svc. 

25pp. 25422:015. 


n 


8407060224 Forwards errata to CEN-259, "Evaluation of Natural 
Circulation Cooldoun Test Performed at San Dnofre Nuclear 
Generating Station." per Branch Technical Position RSB 5-1 
MEDFORD, M.O. Southern California Edison Co. 84/07/02. 
KNIGHTON, G, W. Licensing Branch 3. 2pp. 25422:158. 24X 

Fiche: 50-361, 84/07/02, 8407060224. 


P. Operating license stage documents & correspondence 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 & 

83-72. Forwards App F documents, Ap p G documents withheld 
<ref FOIA Exemptions 4 6 5). 

FELTON, J.M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon & Weiss. 8pp. 25586:213. 24X Fiche: 50-000. 84/04/23, 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT. J.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA. F. J. Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fiche: 50-000. 84/04/23. 

8407130156. 


8407060226 Errata to "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station. " 

Combustion Engineering, Inc. CEN-259 ERR. 84/07/02. 2pp. 
25422:160. 24X Ei c h e : 50-361 . 84/07/02, 8407060224. 


8407120359 Requests remittance of addl fee for 840103 application for 
Tech Spec changes re containment purging. Fees remitted 
u/830607 application will be applied toward fee due for 
840103 appl ication. Fee assessment info end. 

MILLER. W.O, License Fee Management Branch. 84/07/02. MEDFORD, M. O. 
Southern California Edison Co. 3pp. 25558:004 . 24X 

Fiche: 50-361, 84/07/02, 8407120359. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consol idated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000,8^/07/06, 8407060097. 


8407020417 Forwards monthly operating repts for May 1984 Revs 9 10 

to offsite dose calculation manual. 

HAYNES. J.G. Southern California Edison Co. 84/06/15. NRC - No 
Detailed Affiliation Given. Ip. 25217:104. 24X 

Fiche: 50-361. 84/06/15. 8407020417. 


8407120371 Documents agreements reached during 840629 meeting. 
Agreements consistent u/requ irements & will support 
resolution of license conditions re heated junction 
thermocouple Zt upgraded emergency instructions. 

MEDFORD, M.O. Southern California Edison Co. 04/07/10. 
KNIGHTON, G. W. Licensing Branch 3. 4pp. 25549:016 24X 

Fiche; 50-361,84/07/10. 8407120371. 


— 8407020427 Rev 10 to offsite dose calculation manual. 

♦ Southern California Edison Co. 83/05/18. 13pp. 25217:132. 

24X Fiche: 50-361, 84/06/15. 8407020417. 


8407180083 Notification of 840629 meeting w/util in Bethesda.MD to 
discuss reload methodology , RVLMS-EOI & auxiliary feed pump 
lube sys. 

ROOD. H. Licensing Branch 3. 84/06/27. KNIGHTON, G, W. Licensing 

Branch 3. 5pp. 25665:320. 24X Fiche: 50-361. 84/06/27, 8407180083. 


8407020313 Forwards Chemistry Procedure 80123-111-8,8. "Alternate 
Methods of Post-Accident Parameter Sampling." per request re 
interim post-accident assessment capab i 1 ity . NUREG-0737. I tern 
II. B. 3 mods rescheduled for next refueling outage. 

MEDFORD. M.O. Southern California Edison Co. 84/06/28. 

CRUrCHFIEtD, D. Operating Reactors Branch 5, Ip. 25216:194. 24X 

Fiche: 50-206. 84/06/28. 8407020313. 


--8407020323 Rev 2 to Chemistry Procedure S0123-III-8 8. "Alternate 
Methods of Post-Accident Parameter Sampling. " 

MCWEY.B. , ROSENBLUM. R. M. Southern California Edison Co. 84/05/21. 
15pp. 25216:195. 24X Fi che: 50-206. 84/06/28, 8407020313. 


3407050227 Application for amends to Licenses NPF-10 S< NPF-1 5. revising 
Tech Spec Surveillance Requirement 4. 4. 4, 4 to increase 
acceptance criteria for steam generator tube thinning to 44/1 
in Tube Rows 92-147. Fee end. 

MEDFORD, M. O, Southern California Edison Co. 84/06/29. 

KNIGHTON, G. W. Licensing Bran’ch 3. 4pp. 25410:024. 24X 

Fiche; 50-361, 84/06/29. 8407050227. 


—8407050229 Proposed changes to Tech Spec Surveillance Requirement 
4. 4. 4. 4 to increase acceptance criteria for steam generator 
tuba thir.ring to 4flX in Tube Rows 92-147. 

* Southern California Edison Co. 84/06/29. 14pp. 25410:028. 

24X Fiche: 50-361, 84/06/29. 8407050227. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs it holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D, G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02, 8407020206. 


8407060143 Application for amend to Licenses NPF-10 Sc NPF-15, changing 
Tech Specs to improve DNBR operating margin when core 
operating limit supervisory sys out of svc. 

MEDFORD. M. Southern California Edison Co. 84/07/02. KNI GHTDN, G. W. 
Licensing Branch 3. Ip. 25422:014. 24X Fiche; 50-361. 84/07/02, 


8407180129 Requests publication of FR notice of consideration of 
issuance of amend to License MPF-15 & proposed NSHC 
determination Za opportunity for hearing re 830125 request to 
add to list of managers authorized to review procedures. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/11. MILLER. J. R. Operating 

Reactors Branch 3. 3pp. 25652:350. 24X Fich e; 50-362. 84/07/1 1 , 

8407180129. 


340627 8/ 29 applications for amend to Licenses 
NPF— 10 « NPF- 1 5. r es p ec t i ve 1 y . Sing le fee appropriate per 
application regardless of number of changes requested. 

Fee end w/840627 application retained. 

DIGGS. R.M. License Fee Management Branch. 84/07/13, MEDFORD, M. D. 
Southern California Edison Co. 2pp, 25727:274. 24X 

Fiche: 50-361. 8^/07/13. 8407200095. 


8407310429 Forwards Amend 7 to SCE-l-A, "QA Program " 
MEDFORD, M.O. Southern California Edison Co, 84/07/13. 
Region 5. Office of Director. Ip. 25830- 333 24X 

Fiche: 50-206, 84/07/13, 8407310429, 


MARTIN. J. e. 


-8407310434 Amend 7 to "Qa Program. " 

♦ Southern California Edison Co. 84/06/30. 
24X Fiche: 50-206. 84/07/13. 8407310429. 


152pp. 25830:334. 


8407240180 Requests publication of FR notice of consideration of 
issuance of amend to License NPF-15 Zt proposed NSHC 
determination ic opportunity for hearing re 830125 

determination available in Central Files. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/16. MILLER. J. R. Operating 

8407240180"'^'^'^^ ' 25752:126. 24X Fi c h e : 50-362. 84/07/1 6, 


^ Proposed Change 179 to Licenses 
re refueling water level. Rev allows water 
evel jO be lowered 23 ft above fuel during movement of four 
finger control element assemblies. 

KNlOHTQN^r°iJ California Edison Co. 84/07/18 

KNIGHTON, G. W. Licensing Branch 3. 

Fiche: 50-361, 84/07/18. 8407200060 


2pp. 25692:314, 24X 


wlter^r ^ NPF-15. revising required reactor vessel 

I®''®! to move four finger control element assemblies. 

* Southern California Edison Co. 84/07/18. Spo 25692-316 

Fiche; 50-361, 84/07/18, 8407200060. 316. 


■8407200066 Rev 1 to Proposed Change 
water level. 

^ Southern California Edison Co 
Fiche; 50-361, 84/07/18, 8407200060 


179. revising Tech Specs re reactor 
84/07/18. 6pp, 25692:319. 24X 
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8407270442 Foriuards SER re NUREG~0737, I tern II.D. 1, "Safety Relief 
Valve Testing" (also Multi-Plant Action M-14), Info re 
ability of RCS valves piping to function under expected 
conditions meets NUREG requ irements. W/o end. 

KNIGHTON/ G. W. Licensing Branch 3. 84/07/19. BASKINi K. P. Southern 

California Edison Co. HOLCOMBE. J. C. San Diego Gas & Electric Co. 
20pp. 26060:001. 24X Fi c h e : 50-361 , 84/07/ 19, 8407270442. 


8407270090 Summary of 840626-27 meetings w/util re overall status 
of units & activities concerning Unit 1 return. to svc. 

MCKENNA, E. M. Operating Reactors Branch 5. 84/07/25. Operating 

Reactors Branch 5. 6pp. 25790:065. 24X Fic he: 50-206. 84/07/25, 

8407270090. 


8407300128 Forwards response to 840504 Itr re conformance to Reg Guide 
1.97, Rev 2 info for instrument variable shown in Table 2 
"PWR Variables." Instrument variable info constitutes util 
position on conformance to Generic Ltr 82-33. 

MEDFORD, M.O. Southern California Edison Co. 84/07/26. 

KNIGHTON, G. W. Licensing Branch 3. 24pp. 25806:335, 24X 

Fiche: 50-361 , 84/07/26. 8407300128. 


Q. Inspection reports. IE Bulletins correspondence 


8407020384 Notifies that util unable to provide complete response 
within 25 days to notice of violation from IE Insp Rept 
50-362/84-1 1. Response will be submitted by 840622. 

HAYNES, 0. G. Southern California Edison Co. 84/06/18. MARTIN, J. B. 
Region 5, Office of Director. Ip. 25214:360. 24X 

Fiche: 50-362. 84/06/18, 8407020384. 


S406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
©nc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fiche : 50-000. 84/06/26, 8406250214. 


8407190443 Forwards Exam Repts 50-361 /QL-a4-01 it 50-362/0L-e4-0l 
administered on 840423,0515-18 it 29. Requal i f icat ion program 
evaluated as marginal. Commitment to meet listed actions 
required within 10 days. 

MARTIN, J.Q. Region 5, Office of Director. 84/06/26. FOGARTY, D. 
Southern California Edison Co. 2pp. 25685:004. 24X 

Fiche; 50-361 , 84/06/26. 8407190443. 


—8407190449 Exam Repts 50-361 /OL-84-01 it 50-362/0L-a4-01 on 840423 it 
0530-31. Exam results: three of nine reactor operators it seven 
of nine senior reactor operators passed exam. 

MILLER, L.F. Region 5, Office of Director. 84/06/22. 62pp. 

25685:006. 24X Fiche: 50-361, 84/06/26, 8407190443. 


8407190279 Forwards IE Enforcement Conference Rept 50-362/84-16 on 
840509. 

BISHOP. T.W. Region 5, Office of Director. 84/06/27. GOULD, W. R. 
Southern California Edison Co. Ip. 25685:215. 24X 

Fiche; 50-362, 84/06/27, 8407190279. 


-8407190283 IE Enforcement Conference Rept 50-362/84-16 on 840509. Major 
areas d iscussed : 1 icensee enforcement history it violations 
from 840317-19 insp. 

CHAFFEE, A. E. , JOHNSON, P. H. Region 5, Office of Director. 

84/06/21. 4pp. 25685:216. 24X Fiche: 50-362, 84/06/27, 8407190279. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he; 50-000, 04/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

. York, Inc. Il9pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


84070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274, 


8407260073 Forwards IE Emergency Response Facilities Appraisals 
50-361/84-08 it 50-362/84-07 on 840326-30. No violations or 
deficiencies identified. Computer dose projection program in 
health physics computer sys identified as open item. 

SCHUSTER, M. D. Region 5, Office of Director. 84/07/09. BASKIN. K.P. 
Southern California Edison Co. 2pp. 25782:212. 24X 

Fiche: 50-361, B4/07/09, 8407260073. 


— 8407260084 IE Emergency Response Facilities Appraisals 50-361/84-08 Zt 
50-362/84-07 on 840326-30. Ma j or areas inspected : draft Rev 4 
to IE Insp Procedure 82212 to determine if licensee 
successfully implemented Suppl 1 to NUREO-0737 requirements. 

FISH, R.F. , SCHUSTER, M. D. Region 5, Office of Director. 84/07/05. 
27pp. 25782:214. 24X Fi c h e : 50-361 , 84/07/09, 8407260073. 


— 8407260100 Forwards computer printouts of completed dose assessments 
using EARS program for Scenarios 2, 5, 19 it 20 from NUREG/ 

CR-3012. Vol 3, per request for IE Emergency Response 
Facilities Appraisals 50-361/84-08 & 50-362/84-07. 

BRAY, L. Southern California Edison Co. 84/04/12. FISH.R. Region 
5, Office of Director. 9pp. 25782:241. 24X Fiche: 50-361, 

84/07/09, 8407260073. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407260037 Forwards IE Insp Repts 50-206/84-12,50-361/84-15 it 
30-362/84-15 on 840604-03, No noncompliance identified. 
UENSLAWSKI,F. A. Region 5, Office of Director. 84/07/12. 

BASKIN, K.B. Southern California Edison Co. Ip. 25781:281. 24X 

Fiche; 50-206, 84/07/12, 8407260037. 


— 840726004d IE Insp Repts 50-206/84-12,50-361/84-15 it 50-362/84-15 on 
840604-08. No violations or deviations identified. Major areas 
inspected: programs for procurement, handling, storage it 
preservation of safety-related matls. 

GRAYSON. W. M. , YUHAS, G. P. Region 5, Office of Director. 84/07/11. 
12pp. 25781:282. 24X Fic he: 50-206, 84/07/12, 8407260037. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 


8407310280 Ac k receipt of 840625 response to violations noted in IE 
Insp Repts 50-361/84-14 it 50-362/84-14 re airborne release 
that occurred on 840505. Reassessment of incident requested 
within 30 days of Itr receipt. 

SCARANO/R.A, Division of Radiological Safety St Safeguards Program. 
84/07/25. BASKIN, K.P. Southern California Edison Co. Ip. 

25832: 263. 24X Fiche: 50-361 , 84/07/25, 8407310280. 


— 8407310291 Responds to NRC 840525 ltr re violations noted in IE Insp 
Repts 50-361/84-14 it 50-362/84-14. Corrective acti ons: Alarm 
Response Procedure S023-5-2. 24 revised to refer operator to 
Emergency Plan Implementing Procedure S023-VIII-1. 

BA8KIN,K.P. Southern California Edison Co. 84/06/25. MARTIN, J. B. 

Region 5, Office of Director. 4pp. 25832:264. 24X 

Fiche: 50-361, 84/07/25, 8407310280. 


R. Periodic operating reports it related correspondence 


8407100400 Forwards auxiliary feedwater sys (AFWS) monthly outage rept 
for 840416-0515. During reporting period, AFWS availability 
was lOOX. 

MEDFORD, M. 0. Southern California Edison Co. 84/06/11. 

KNIGHTON, 0. W. Licensing Branch 3. 2pp. 25509:030. 24X 

Fiche: 50-361,84/06/11, 8407100408. 


8407020417 Forwards monthly operating repts for May 1984 it Revs 9 & 10 
to offsite dost calculation manual. 

HAYNES. J.O. Southern California Edison Co. 84/06/15. NRC - No 
Detailed Affiliation <3ivtn. Ip. 25217:104. 24X 

Fiche: 50-361, 84/06/15, 8407020417. 


— '8407020423 Monthly operating repts for May 1984. 

MAYWEATHER, L. I. Southern California Edison Co. 84/05/31. 12pp. 

25217:105. 24X Fiche; 50-361, 84/06/15. 8407020417. 


8407270445 Monthly operating repts for June 1984. W/840713 ltr. 
MAYWEATHER, L. I. , HAYNES, J. O. Southern California Edison Co. 
84/06/30. llpp. 25794:195. 24X Fiche; 50-361, 84/06/30, 8407270445. 



8407190339 Forwards auxiliary feedwater sys monthly outage rept for 
84051A-061Si desrib ing occurrence resulting in degradation of 
sys. 

MEDFORDiM.O. Southern California Edison Co. 84/07/17. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 25682:102. 24X 

Fiche: 50-361,84/07/17, 8407190339. 


S. Reportable occurrences. LERs & related correspondence 


8407240354 Forwards engineering evaluation of "Events Involving 
Undetected Unavailability of Turbine Driven Auxiliary 
Feedwater Train. " Events of minor safety significance S: no 
further action required. 

TRACER, E. A. Nonreactor Assessment Staff. 84/06/15. HELTEMES, C. U. 
Director's Office. Ip. 25752:352. 24X Fiche: 50-000, 84/06/15, 

8407240354. 


— 8407240357 "Events Involving Undetected Unavai lab i 1 ity of Turbine 
Driven Auxiliary Feedwater Train," engineering evaluation 
rept. 

TRACER, E. A. Nonreactor Assessment Staff. 84/06/15. 10pp. 

25752:353. 24X Fiche: 50-000, 84/06/15, 8407240354. 


8407030317 LER 84-020-00: on 840527, grab sample not taken per 8 h 
requirement. Caused by sample pump isolation. Corrective 
action will be reported in LER rev by 840801 . W/840626 Itr. 
HAYNES. U.C. Southern California Edison Co. 84/06/26. 2pp. 
25272: 017. 24X Fiche: 50-362, 84/06/26, 8407030317. 


8407030273 LER 84-023-00: on 840601 8t 11, during turbine overspeed 
protection test, reactor trip occurred involving RCS specific 
activity. Caused by iodine spiking. Primary coolant activity 
will be monitored eva luated . W/840628 Itr. 

HAYNES, J. 0. Southern California Edison Co. 84/06/29. 9pp. 
25239: 008. 24X Fiche; 50-362, 84/06/28. 8407030273. 


8407090177 LER 84-022-00; on 840601, fai lure in turbine control sys 
caused high pressure turbine stop valves to close, resul ting 
in loss of load reactor trip. Cause undetermined. Module 
replaced. W/840629 Itr. 

HAYNES. J.G. Southern California Edison Co. 84/06/29. 2pp. 
25445: 154, 24X Fiche; 50-362, 84/06/29, 8407090177. 


8407100251 LER 84-021-00: on 840602, safety relief valve 3PSV-0245 on 
nuclear sample sys actuated. Caused by setpoint on valve set 
unnecessarily low. Setpoint raised & valve returned to sve on 
840606. W/840629 Itr. 

HAYNES, J. G. Southern California Edison Co, 84/06/29. 2pp. 
25465:359. 24X Fiche : 50-362, 84/06/29, 8407100251 . 


8407190397 Updated LER 83-018/03X-1: on 830124, steam drive auxiliary 
feedwater pump 3P-140 failed to run at rated speed «< 
declared inoperab le. Caused by valve binding. Motor replaced & 
valve repaired. W/840706 Itr. 

HAYNES, J.G. Southern California Edison Co. 84/07/06. MARTIN, J, B. 
Region 5, Office of Director. 2pp. 25684:271. 24X 

Fiche: 50-362, 84/07/06. 8407190397. 


8407190405 Updated LER 83-013/03X-1: on 830509, partial disengagement of 
rod end bushing on mechanical shock arrestor installed on 
pipe support P/S S3-CS-027-H-026 identified. Caused by 
bearing assembly not properly secured. W/840706 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/06. MARTIN, J. B. 
Region 5, Office of Director. 3pp. 25684:289. 24X 

Fiche: 50-362, 84/07/06, 8407190405. 


8407230044 Updated LER 83— 022/0 IX— 1: on 830304, containment isolation 
valve 3HV6369 fai led, render ing containment cooling sys train 
B inoperable. Caused by motor burnup due to overtorquing. 

Valve motor rep laced. W/840706 Itr. 

HAYNES, J. G. Southern California Edison Co. 34/07/06. MARTIN, J. B. 
Region 3, Office of Director. 3pp. 25706:037. 24X 

Fiche: 50-362, 84/07/06, 8407230044. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25600:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143. 


8407230020 LER 84-025— 00; on 840614, isolation valve between containment 
h. wide range containment pressure transmitter found closed. 

Cause unknown. To prevent recurrence, all saf ety-related 
instrument manifold valves will be seal wired. W/840716 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/16. 3pp. 
25706:022. 24X Fiche: 50-362, 84/07/16. 8407230020. 


8407250089 LER 84-023-00: on 840614, determined overtime request forms 
not approved as required by Tech Spec 6. 2. 2. f. Cause not 
stated. Station procedures revised & tracking sys under 
development. W/S40716 Itr. 

HAYNES, J. G. Southern California Edison Co. 84/07/16. 2pp. 
25755:001. 24X Fiche; 50-362. 84/07/16, 8407250089. 


8407230040 PNQ-V— 84-041 : from 840716-17, steam generator E-089 tube leak 
increased from 33 to 68 gallons per day (.05 gpml. Unit will 
be shut down well before 1 gpm Tech Spec limit reached. 

JOHNSON. P. H. , CHAFFEE. A. Region 5, Office of Director. 84/07/17. 

Ip. 25706:008. 24X Fic h e : 50-362, 84/07/17, 8407230040. 


8407240092 PNQ-V-84-04iA: on 840719, during 10% power, unit shut down to 
locate St repair tube leak in steam generator E-089. Highest 
leakage observed at 150 gallons/day. Three-wk outage 
expected. Licensee planning press release. 

JOHNSON. P. H. , CHAFFEE,. A. Region 5, Office of Director. 84/07/19. 
Ip. 25723:157. 24X Fiche: 50-362, 84/07/19, 8407240092. 


8407310349 Submits followup rept, per 840618 Itr, re fire-rated 
assemblies found inoperable during June 1984 routine 
surveillances. Followup rept re Jul 1984 inoperable fire 
doors will be submitted by 840821. 

HAYNES, J.G. Southern California Edison Co. 84/07/19. MARTIN, J. B. 
Region 5. Office of Director. 5pp. 25850: 163. 24X 

Fiche: 50-361, 84/07/19, 8407310349. 


V. Operator Examinations 


8407190443 Forwards Exam Repts 50-361 /OL-84-01 8c 50-362/QL-a4-01 
administered on 840423,0515-18 8c 29. Requal if ication program 
evaluated as marginal. Commitment to meet listed actions 
required within 10 days. 

MARTIN, J.B. Region 5. Office of Director. 84/06/26. FOGARTY, D. 
Southern California Edison Co. 2pp. 25685:004. 24X 

Fiche: 50-361 , 84/06/26, 8407190443. 


— 8407190449 Exam Repts 50-361 /0L-84-0i 8c 50-362/OL-84-01 on 840423 & 
0530-31. Exam results: three of nine reactor operators 8c seven 
of nine senior reactor operators passed exam. 

MILLER, L. F. Region 5, Office of Director. 84/06/22. (>Zpp. 
25685:006. 24X Fiche: 50-361, 84/06/26, 8407190443. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Sve list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs,NSSS vendors, reac tor vendors 8c AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications ic exams. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche-: 50-000, 84/07/03, 8407030097. 


8407190387 LER 84-024-00; on 840611, spur ious penalty factor from control 
element assembly calculator 1 caused all four core 
protection calculators to generate low DNBR trip signals. 

Caused by hardware failure. Boards rep laced. W/840709 ltr. 

HAYNES, J. G. Southern California Edison Co. 84/07/09 3pp 
25685:078. 24X Fiche: 50-362, 84/07/09, 8407190387. 


8407190475 LER 84-026-00: on 840612, containment purge isolation sys 
actuated fallowing installation of iodine channel module 
u/defective alarm defeat button. Operability of alarm defeat 
function to be verified. W/840712 ltr. 

HAYNES, J. G. Southern California Edison Co. 84/07/12. 2pp. 
25687:345. 24X Fiche: 50-362, 84/07/12, 8407190475. 


0407190402 LER 84-027-00: on 840612, daily containment particulate Sc 
iodine samples not taken following reactor trip. Caused 
fay chemistry technician oversight. Memo issued. W/840712 ltr. 
HAYNES, J. G. Southern California Edison Co. 84/07/12. 2pp. 
25687: 347. 24X Fiche: 50-362, 84/07/12, 8407190482. 


8407310171 Responds to 840626 evaluation of licensed operator 
requalif ication training program St relief requests re 
duties for accelerated retraining Sc structured classroom 
lectures. Response to Generic Ltr 84-14 expected by 841101. 

FOGARTY, D. J, Southern California Edison Co. 84/07/13. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 25835:001. 24X 

Fiche: 50-361, 84/07/13, 8407310171. 
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F. Security, medical, emergency & fire protection plans 


8407240090 Forwards public version of Rev 3 to Emergency Implementing 
Procedure GO-EIP-lll, “Corporate Activation 8t Notification 
Procedures. " 

CLAYTON, F.L. Alabama Pouer Co. 83/08/10. Record Services Branch 
(Document Control Desk). 2pp. 25733:262. 24X Fiche : 50— 348, 

83/08/10, 8407240090. 


— B407240094 Public version of Rev 3 to Emergency Plan Implementing 
Procedure GO-EIP-lll, "Corporate Activation St Notification 
Procedures. “ W/JM Felton 840717 release memo. 

CLAYTON, F. L. , MCGOWAN. J. K. Alabama Power Co. 83/07/29. 43pp. 

25733:264. 24X Fiche: 50-348, 83/08/10, 8407240090. 


8407250222 Public version of Rev 29 to Emergency Plan Implementing 
Procedure FNP-O-EIP-8. "Notification Roster. " W/831103 Itr 
JM Felton 840717 memo. 

HUDSPETH, J. B. Alabama Power Co. 83/11/03. 33pp. 25778:153. 24X 

Fiche; 50-348. 83/11/03, 8407250222. 


8407240121 Forwards Rev 5 to Emergency Plan Implementing Procedure 
GO-EIP-lll, "Corporate Activation 8t Notification 
Procedures. " 

MUDD, C.H. Alabama Power Co. 84/01/16. Record Services Branch 
(Document Control Desk). 4pp. 25752:198. 24X Fiche; 50-348, 

84/01/16. 8407240121. 


— 8407240127 Public version of Rev 5 to Emergency Plan Implementing 
Procedure GO-EIP-lll, "Corporate Activation St Notification 
Procedures. " W/JM Felton 840717 release memo. 

* Alabama Power Co. 84/07/17. 44pp. 25752:201. 24X 

Fiche: 50-348, 84/01/16, 8407240121. 


8407240098 Forwards Rev 29A to Procedure FNP-O-ElP-8, "Notification 
Roster. " W/JM Felton 840717 memo. 

HUDSPETH, J. B. Alabama Power Co. 84/01/18. Record Services Branch 
(Document Control Desk). 4pp. 25733:254. 24X Fiche; 50-348, 

84/01/18, 8407240098. 


— 8407240102 Public version of Rev 29A to Emergency Plan Implementing 
Procedure FNP-O-EIP-a, "Notification Roster. " 

* Alabama Pouer Co. 84/07/17. 5pp. 25733:257. 24X 

Fiche; 50-348. 84/01/18. 8407240098. 


8407060116 App A to Administrative Procedure FNP-84-0525, ”On-Call 
Schedule, " to be filed u/Administrative Procedure 
FNP-O-EIP-8. W/840622 Itr. 

WOODARD, J. D. , HUDSPETH, J. B. Alabama Power Co. 84/06/22. 

MCKNIGHT, J. Record Services Branch (Document Control Desk). 5pp. 
25428:286. 24X Fiche; 50-348. 84/06/22, 84070601 16. 


8407120226 Rev 7 to General Ofc Emergency Implementing Procedure 
00-EIP-lll "Corporate Activation St Notification Procedures. " 
W/a40709 Itr. 

MUDD, C.H. Alabama Pouer Co. 84/07/09. 46pp. 25549:235. 24X 

Fiche: 50-348, 84/07/09, 8407120226. 


8407170390 Rev 15 to Emergency Plan Implementing Procedure FNP-O-EIP-9, 
“Radiation Exposure Estimation St Class if ication of 
Emergencies. " W/840711 Itr. 

HUDSPETH, J. B, Alabama Power Co. 84/07/11. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). lllpp. 25614:269. 24X 

Fiche: 50-348, 84/67/11. 8407170390. 


8407230019 Rev 13 to Emergency Plan Implementing Procedure 
FNP-O-EIP-16, "Emergency Ecioipment S< Supplies. " W/840716 
X tr. 

HUDSPETH, J. B. Alabama Pouer Co. 84/07/16. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). 60pp. 25705:226. 24X 

Fiche: 50-348, 04/07/16, 8407230019. 


8407230140 Forwards IE Safeguards Insp Repts 50-348/84-19 St 
50-364/84-19 on 840625-29. No violations or deviations noted. 
VERRELLI, D. M. Region 2, Office of Director. 84/07/17. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25705:219. 24X 

Fiche: 50-348. 04/07/17, 8407230148. 


--8407230151 IE Safeguards Insp Repts 50-348/84-19 St 50-364/04-19 on 
040625-29. No noncorap 1 iance noted. Major areas inspected: 
security organiiation St program aud it, physical barriers St 
detection aids. Details withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A. Region 2, Office of Director. 84/07/12. Ip. 
25703:221. 24X Fiche; 50-348. 84/07/17, 8407230148. 


8407240191 Rev to Emergency Plan Implementing Procedure FNP-a4-0633, 
“On-Call Schedule. " W/840718 Itr. 

HUDSPETH, J. B. Alabama Pouer Co. 84/07/18. MCKNIGHT. J. Record 
Services Branch (Document Control Desk). 6pp- 25722:348. 24X 

Fiche; 50-348. 84/07/18. 8407240191,' 


8407270253 Revised emergency plan implementing procedures, including 
FNP-0~EIP-4 re chemistry St environ St health physic support, 
FNP-O-EIP-19 re general emergency St FNP-O-EIP-14 re reentry 
procedures. W/840723 Itr. 

HUDSPETH, J. B. Alabama Power Co. 84/07/23. MCKNIGHT, J. Record 
Services Branch (Document Control Desk). 73pp. 25784:293. 24X 

Fiche; 50-348. 84/07/23, 8407270253. 


C. Adjudicatory correspondence 


8407030468 Ack receipt of 840626 memo re meeting w/representat ives of 
Alabama Power Co. Util 840629 formal reguest for enforcement 
petition re Alabama Power Co conduct end. Meeting transcript 
requested. 

BOSKEY, B. . MACGUINEAS, D. B. Volpe, Boskey St Lyons. BOSKEY.B. 
Alabama Electric Cooperative, Inc. DSB 019. 84/07/02. 

PALLADINQ, N. J. Commissioners. I4pp. 25278:119. 24X 

Fiche: 50-348. 84/07/02, 8407030468. 


8407050156 Forwards petition for declaratory order to institute 
proceedings St notice of appearance. 

REIS. H. F. Newman St Holtzinger. REIS, H. F. Alabama Power Co. DSB 
022. 84/07/03. PALLADINO. N. J. , ROBERTS, T. M. , ASSELSTINE. J. K. 

Commissioners, 2pp. 25298:134. 24X Fiche: 50-348, 04/07/03, 

8407050156. 


— 8407050164 Petition for declaratory order clarifying util obligations 
under Antitrust Condition 2. F. (2) contained in Licenses 
NPF-2 St NPF-8. Notice of appearance & Certificate of Svc 
end. 

REIS. H. F. Newman & Holtzinger. REIS.H. F. Alabama Power Co. 
84/07/03. Atomic Safety and Licensing Board Panel. 228pp. 
25298:136. 24X Fiche: 50-348, 84/07/03, 9407050156. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407060232 Forwards Rev 2 to updated FSAR for JM Farley Nuclear Power 
Plant, Units 1 & 2, reflecting changes made since 840101. 

MCDONALD. R. P. Alabama Pouer Co. 84/06/29. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 3pp. 25439:063. 24X 

Fiche: 50-348. 84/06/29, 8407060232. 


— 8407060233 Rev 2 to updated FSAR for JM Farley Nuclear Power Plant, 
Units I 8< 2. 

■e Alabama Pouer Co. 84/07/31. 620pp. 25439:086. 24X 

Fiche: 50-348. 84/06/29. 8407060232. 


M. Antitrust correspondence 


8407030296 Forwards Alabama Electric Cooperative, Inc request that 
appropriate action be taken against util in connection 
u/licenses for operation of facility. 

BOSKEY, B. , MACOUINEAS. D. B. Volpe, Boskey St Lyons. BOSKEY, B. 
Alabama Electric Cooperative, Inc. 84/06/29. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
25268:236. 24X Fiche: 50-348, 84/06/29. 8407030296. 


— 8407030301 Requests IE take appropriate action against util in 
connection w/licenses for operation based on util willful St 
continuing violation of Antitrust License Condition 2. W/one 
oversize drawing. Aperture card available in PDR. 

LGWMAN. C, R. Alabama Electric Cooperative, Inc. 84/06/29. 
DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 278pp. 25260:237. 24X Fiche; 50-348. 84/06/29. 

8407030296. 


8407100248 Ack receipt of B Boskey St DB MacGuineas 940702 Itr re 840626 
meeting Sc request for enforcement action. Alabama Electric 
Cooperative, Inc Itr should be disregarded St maneuvers should 
not be permitted to delay action on 840703 petition, 

BOUKNIQHT. J. A. Newman St Holtzinger. BOUKNIGHT, J. A. Alabama Power 
Co. DSB 121. 84/07/05. PALLADINO, N. J. Commissioners. 2pp. 

25511: 335. 24X Fiche: 50-348, 84/07/05, 8407100248. 


8407100341 Comments on Alabama Electric Cooperative, Inc 840629 request 
for enforcement action on allegations re violation of 
Antitrust License Condition 2. Request should be held in 
abeyance until Commission declaratory order issued, 

BOUKNIGHT, J, A. Newman St Holtzinger. BOUKNIGHT, J. A, Alabama Power 
Co. DSB 122 84/07/05. DEYOUNG, R. C. Direc tor 's Of f ice, Office of 

Inspection and Enforcement. 2pp. 25510:352. 24X 

Fiche; 50-348, 84/07/05. 8407100341. 
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8407100618 Forwards 840703 petition for declaratory order* notices of 
appearances S: Affidavit of Svc. W/o ends. 

BOUKNIGHT. J. A. Newman & Holtzinger. BDUKNIGHT. J. A. Alabama Power 
Co. DSB 136. 84/07/09. ZECH. L. W. Commissioners. Ip. 25514:011. 

24X Fi Che: 50-348.84/07/09, 8407100618. 


8407110288 Order concerning Alabama Power Co petition for declaratory 
order. Parties requested to file views on choice of 
declaratory order on Alabama Electric Cooperative, Inc 
10CFR2. 206 petition by 840720. Served on 840710. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 153. 
84/07/09. Office of the Executive Legal Director. 2pp. 
25522:361. 24K Fiche: 50-348. 84/07/09, 84071 10288. 


8407120090 Forwards 840702 Itr to Chairman Palladino & 840629 request. 
W/o enc Is. Related correspondence. 

BOSKEY, B. , MACOUINEAS, D. Volpe, Boskey Sit Lyons. BOSKEY, B. Alabama 
Electric Cooperative, Inc. DSB 197. 84/07/10. ZECH, L. W. 

Commissioners. Ip. 25550:198. 24X Fiche; 50-348, 84/07/10, 

0407120090. 


8407190509 Response urging rejection of Alabama Power Co 840703 
petition for declaratory order to clarify obligation under 
license cond it ion. Peti ti on should be denied. Certificate of 
Svc end, 

BOSKEY, B. , MACOUINEAS, D. B. Alabama Electric Cooperative, Inc. 
BOSKEY, B. Volpe, Boskey Si Lyons. DSB 362. 84/07/18. 

Commissioners. 15pp. 25684:181. 24X Fiche: 50-348, 84/07/ 18, 

8407190509. 


8407250214 Response to Commission 840709 order re Alabama Power Co 
petition for declaratory order. Commiss ion should deny 
petition St proceed on Alabama Electric Co request for 
enforcement action. Certificate of Svc end. 

CUTLER, M.S., BROWN, D. W. , WHITLeR,v/. D. Justice, Dept. of. DSB 493. 
84/07/20, Commissioners. 9 pp. 25735:045. 24X 

Fiche: 50-348, 84/07/20, 8407250214. 


8407250412 Forwards reply to Alabama Electric Cooperative DOJ 
responses to Commission 840709 order. Responses raised new 
matters not addressed by util. 

BOUKNIGHT, J. A. Newman Holtzinger. BOUKNIGHT, J. A. Alabama Power 
Co. DSB 51 1. 84/07/24. PALLADINO. N. J. , ROBERTS, T. M. , 

ASSEL.STINE, J. K. Commissioners. Ip. 25753:133. 24X 

Fiche: 50-348, 84/07/24. 8407250412. 


— 8407250414 Reply to Alabama Electric Cooperative, Inc 840718 St DOJ 
840720 responses to Commission 840709 order. Certi ficate of 
Svc end. 

LINDEMAN. H. N. Alabama Power Co. LINDEMAN, H. N. Newman 8c 
Holtzinger. 84/07/24. 14pp. 25753:134. 24X 

Fiche: 50-348, 84/07/24. 8407250412. 


8407260113 Forwards CR Lowman 840725 response to Alabama Power Co 
840723 Itr re enforcement proceeding. Certificate of Svc 
end. 

HACGUINEAS, D. B. Volpe, Boskey & Lyons. MACGUINEAS, D. B. Alabama 
Electric Cooperative. Inc. DSB 520. 84/07/25. PALLADINO, N. J. , 

ROBERTS, T. M. , ASSELSTINE, J. K. Commissioners. 4pp. 25776:358. 24X 

Fiche: 50-348, 84/07/25,8407260113. 


8407300064 Responds to 840702 Itr re 040626 meeting w/Commis sion. 
Meeting justified 8c should not be considered ex parte. 

Served on 840727. 

PLAINS, H.H. Office of the General Counsel. DSB 570. 84/07/26. 

BOSKEY, B., MACOUINEAS, D. B. Volpe, Boskey Sc Lyons. 2pp. 25807:008. 
24X Fiche: 50-348. 84/07/26, 8407300064. 


P. Operating license stage documents 8c correspondence 


0407160019 Forwards request for addl info on NUREG-0737, Item H.D. 1, 
"Performance Testing of Relief 8e Safety Valves. " Response * 
requested within 60 days. 

VARGA, S. A. Operating Reactors Branch l, 84/06/02. MCDONALD, R. P. 
Alabama Power Co. 8pp. 25624:232. 24X Fiche: 50-348, 84/06/02, 

8407160019. 


8407110519 Forwards Amends 46 8c 37 to Licenses NPF-2 h NPF-S, 
respectively. Amends modify Tech Specs to clarify 8c update 
charcoal filter surveillance testing. 

REEVES, E. A. Operating Reactors Branch 1. 84/06/22. MCDONALD, R. P. 

Alabama Power Co. 2pp. 25547:241. 24X Fiche: 50-348, 84/06/22, 

8407110519. 


8407110524 Amends 46 Ic 37 to Licenses NPF-2 & NPF-8, respec tively, 

modifying Tech Specs to clarify St update charcoal filter 
surveillance testing, 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22, 20pp. 

25547:243. 24X Fiche: 50-348, 84/06/22, 8407110519. 


— 8407110528 Safety evaluation supporting Amends 46 & 37 to Licenses 
NPF-2 & NPF-a, respectively . 

# Office of Nuclear Reactor Regulation, Director. 84/06/22. 3pp. 
25547:263. 24X Fiche: 50-348, 84/06/22, 84071 10519. 


8407020474 Application for amend to Licenses NPF-2 5< NPF-8, revising 
Tech Specs to implement mgt changes. License amend fee end. 
MCDONALD, R. P. Alabama Power Co. 84/06/25. VARGA, S. A, Office of 

Nuclear Reactor Regulation, Director. 2pp. 25217:205. 24X 

Fiche: 50-348,84/06/25, 8407020474. 


--8407020477 Proposed Tech Specs reflecting mgt changes for training. 
* Alabama Power Co. 84/06/25. 5pp, 25217:207, 24X 

Fiche: 50-348, 84/06/25, 8407020474. 


8407110356 Notification of 840725 meeting w/util in Bethesda,MD to 
discuss proposed detailed control room design review, per NRC 
840524 Itr. 

REEVES, E. A. Operating Reactors Branch 1. 84/06/28. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 25547:166. 24X 

Fiche: 50-348. 84/06/28, 8407110556. 


8407120634 Advises that Class III 8< Class I fees appropriate for 
840601 request for permanent relief from certain ASMS Code 
requirements re check valves. 

DIGGS, R. M. License Fee Management Branch. 84/06/29. MCDONALD, R. P. 
Alabama Power Co. Ip. 25558:132. 24X Fiche: 50-348, 84/06/29, 

8407120634. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8« holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISPNHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407130122 Forwards updated status of 1984 licensing items identified 
in 840601 ltr. 

MCDONALD, R. P. Alabama Power Co. 84/07/02. VARGA, S. A, Office of 

Nuclear Reactor Regulation, Director. 7pp. 25562:313. 24X 
Fiche: 50-348,84/07/02, 8407130122. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Sc amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000,84/07/06, 8407060097. 


8407130062 Informs that reactor vessel level sys will be installed no 
later than first refueling outage after 870101. Bid specs 
will be issued to C E 8< Technology for Energy Corp for 
competitive bids by Jul 1984. 

MCDONALD, R. P. Alabama Power Co. 84/07/06. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director, 4pp. 25563; 179, 24X 

Fiche: 50-348,84/07/06, 8407130062. 


8407170354 Application for amend to Licenses NPF-2 8« NPF-B. c hang ing 
Tech Specs to reflect administrative changes «c incorporate 
info per Generic Ltr 84-13, "Tech Spec for Snubbers. " 

Justification end. 

MCDONALD, R. P. Alabama Power Co. 84/07/06. VARGA, S. A. Office of 

Nuclear Reactor Regulation, Director. 4pp. 25608:016. 24X 

Fiche; 50-348.84/07/06, 8407170354. 


— 8407170357 Proposed Tech Specs reflecting admini strative changes Sc 
incorporating changes per Generic Ltr 84-13, "Tech Spec for 
Snubbers. " 

* Alabama Power Co. 04/07/06. 29pp. 25608:020. 24X 

Fiche: 50-348, 84/07/06, 8407170354. 


8407230157 Forwards fee for review of 840601 request for relief from 
ASME Code, Section XI requirements re refueling water storage 
tank & accumulator check valves. 

MCDONALD, R. P. Alabama Power Co. 84/07/10, DIGGS, R. M. License Fee 
Management Branch. Ip.. 25704:290. 24X Fiche: 50-348, 84/07/10, 

8407230157. 


8407180138 Commits to provide operator training for use of 
post-accident sampling sys every 6 months. NUREO-0737, 1 1 em 
II. B. 3 considered complete. 

MCDONALD, R. P. Alabama Power Co. 84/07/11, VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director, Ip. 25636:258. 24X 

Fiche: 50-348,84/07/11, 8407180138. 
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Q. Inspection reports. IE Bulletins correspondence 


8407170489 Ac k receipt of 840606 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-14 & 
50-364/84-14. 

LEWIS, R.C. Region 2, Office of Director. 84/06/18. MCDONALD. R, P. 
Alabama Power Co. Ip. 25627:070. 24X Fi c h e : 50-348, 84/06/ 18. 

8407170489. 


— 8407170494 Responds to NRC 840523 Itr re violations noted in IE Insp 
Repts 50-348/84-14 Ji-. 50-364/84-14. Correct ive actions: 
personnel records corrected to indicate that no protection 
factor credit taken for 3M mask. 

MCDOrJALD, R. P. Alabama Power Co. 84/06/06. LEWIS. R. C. Region 2. 
Office of Director. 3pp. 25627:071. 24X Fiche: 50-348, 84/06/18. 

8407170489. 


-8407170496 Forwards IE Insp Repts 50-348/84-14 50-364/84-14 on 

840430-0504 £< notice of violation. 

LEWIS. R.C. Region 2. Office of Director. 84/05/23. MCDONALD. R. P. 

Alabama Power Co. 2pp. 25627:074. 24X Fiche: 50-348. 84/06/18. 

8407170489. 


— 8407170500 Notice of violation from insp on 840430-0504. 

* Region 2, Office of Director. 84/05/23. Ip. 25627:076. 24X 

Fiche: 50-348. 84/06/18, 8407170409. 


--8407170504 IE Insp Repts 50-348/84-14 ?y. 50-364/84-14 on 840430-0504. 
Violation noted : impr op er use of respirator protection 
factors. 

WEDDINGTQN, R. E. . JENKINS, G. R. Region 2, Office of Director. 
84/05/18. 6pp. 25627:077, 24X Fiche; 50-348, 84/06/18, 8407170489. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness ?y. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi c he ; 50-000. 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees 8< Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29. 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8t Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407190162 Ack receipt of 840604 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-348/84-11. 

VERRElLI. D. M. Region 2. Office of Director. 84/07/06. 

MCDONALD, R. P. Alabama Power Co. Ip. 25686:173. 24X 

Fiche: 50-348, 84/07/06. 8407190162. 


--8407190172 Responds to violations noted in IE Insp Repts 50-348/84-11 & 
50-364/84-11. Corrective ac t ions : dar i fy ing memo added to 
penetrant test rept sec tion, stating final insp included 
post-weld heat treatment removal areas. 

MCDONALD. R. P, Alabama Power Co. 84/06/04. VERRELLI . D. M. Region 
2, Office of Director. 4pp. 25686:174. 24X Fiche: 50-348, 

84/07/06, 8407190162. 


— 8407190181 Forwards IE Insp Repts 50-348/84-11 & 50-364/84-11 on 
840416-18 notice of violation, 

VERRELLI, D. M. Region 2, Office of Director. 84/05/10. 
MCDONALD. R. P. Alabama Power Co. 2pp. 25686:178. 24X 
Fiche: 50-348, 84/07/06, 8407190162. 


—8407190195 IE Insp Repts 50-348/84-11 S'. 50-364/84-11 on B40416-18. 
Violation noted: failure to accomplish special processes in 
accordance w/applicable criteria, 

CROWLEY, B. R. . BLAKE, J. J. Region 2, Office of Director. 84/05/09. 
9pp. 25686:182. 24X Fiche: 50-348, 84/07/06, 8407190162. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-liinote Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407270410 Ack receipt of 840703 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-15 & 
50-364/84-15. 

LEWIS. R.C, Region 2. Office of Director. 84/07/12. MCDONALD, R. P. 
Alabama Power Co. Ip. 25794:091. 24X Fiche; 50-348. 84/07/12. 

8407270410. 


— 8407270416 Responds to NRC 840604 Itr re violations noted in IE Insp 
Repts 50-348/84-15 50-364/84-1 5. Correc t ive actions; hose 

removed from svc water vacuum breaker temporary pump 
removed . 

MCDONALD, R, P. Alabama Power Co. 84/07/03. LEWIS, R. C. Region 2, 
Office of Director. 5pp. 25794:092. 24X Fiche: 50-348, 84/07/12. 

8407270410. 


— 840 7270420 Forwards IE Insp Repts 50-348/84-15 «( 50-364/84-15 on 
840411-0510 at notice of violation. 

LFWIS,R.C. Region 2, Office of Director. 84/06/04. MCDONALD. R. P. 

Alabama Power Co. 2pp. 25794:097. 24X Fiche: 50-348. 84/07/12, 

8407270410. 


— 8407270424 Notice of violation from insp on 840411-0510. 

Region 2, Office of Director. 84/06/04. 2pp. 25794:099. 24X 

Fiche; 50-348, 84/07/12, 8407270410. 


— 8407270427 IE Insp Repts 50-348/84-15 & 50-364/84-15 on 840411-0510. 
Violations noted: instal lation of temporary sump pump powered 
from safety-related bus & altering train svc water discharge 
vacuum breaker w/o performing 10CFR50. 59 review. 

BRADFORD, W. H. , RULAND. W. H. , CANTRELL, F. S. Region 2, Office of 
Director. 84/06/04. 8pp. 25794:101. 24X Fiche : 50-348, 84/07/12. 

8407270410. 


8407230148 Forwards IE Safeguards Insp Repts 50-348/84-19 

50-364/84-19 on 340625-29. No violations or deviations noted. 
VERRELLI, D. M. Region 2. Office of Director. 84/07/17. 

MCDONALD, R. P. Alabama Power Co. 2pp. 25705:219. 24X 

Fiche: 50-348, 84/07/17, 8407230148. 


— 8407230151 IE Safeguards Insp Repts 50-348/84-19 & 50-364/84-19 on 
840625-29. No noncompliance noted. Major areas inspected; 
security organization 8< program aud it, physical barriers Sc 
detection aids. Details withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A. , MCGUIRE, D. R. Region 2, Office of Director. 84/07/12. 
Ip. 25705:221. 24X Fi che : 50-348. 84/07/17. 8407230148. 


8407260231 Ack receipt of 840713 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-348/84-16 St 
50-364/84-16. 

VERRELLI , D. M. Division of Project St Resident Programs. 84/07/19. 
MCDONALD, R. P. Alabama Power Co. Ip. 25774:345, 24X 

Fiche: 50-348. 84/07/19, 8407260231. 


— 8407260243 Responds to NRC 840622 Itr re violations noted in IE Insp 
Repts 50-348/84-16 St 50-364/84-16. Correc tive actions; 

Procedures revised to correct deficiencies re containment 
spray sys. 

MCDONALD. R. P. Alabama Power Co. 84/07/13. VERRELLI. D. M. Region 
2. Office of Director. 3pp. 25774:346. 24X Fiche; 50-348, 

84/07/19, 8407260231. 


— 8407260250 Forwards IE Insp Repts 50-348/84-16 St 50-364/84-16 on 
840511-0610 St notice of violation. 

VERRELLI. D. M. Division of Project St Resident Programs. 04/06/22. 
MCDONALD, R. P. Alabama Power Co. 2pp. 25774:349. 24X 

Fiche: 50-348, 84/07/19, 8407260231. 


— 8407260257 Notice of violation from insp on 840511-0610. 

* Region 2, Office of Director. 84/06/22. Ip. 25774:351. 24X 

Fiche; 50-348, 84/07/19, 8407260231. 


— 8407260271 IE Insp Repts 50-348/84-16 S< 50-364/84-16 on 840511-0610. 
Noncompliance noted: written procedures not maintained for 
recirculat ion stop valve N2 E/3 voll St spray additive tank 
recirculation pump stop valves Ql/2 E/3V026. 

BRADFORD. W. H. . RULAND. W. H. Region 2. Office of Director, 

CANTRELL. F. S. Division of Project 8t Resident Programs. 84/06/22. 
7pp. 25774:352. 24X Fich e: 50-348, 84/07/19, 8407260231. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 
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R. Periodic operating reports & related correspondence 


84 07020418 Monthly operating rept for May 1984. W/a40608 Itr. 

HAIRSTON. W. 0. . MCDONALD. R . P . Alabama Power Co. 84/05/31. 4pp. 
25217:298. 24X Fiche: 50-364. 84/05/31 . 8407020418. 


8407270375 Monthly operating rept for June 1 9S4. W/840709. 

WOODARD. J . l'.CD:jN4LD, O P. Alabama Power Co. 84/06/30. 6pp. 
25793:352. 24X Fiche: 50-364. 84/06/30, 8407270375. 


V. Operator Examinations 


S406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000. 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees. appl icants 
for OLs.NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03. 8407030097. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency *( fire protection plans 


8407170027 Public version of revised emergency plan implementing 
procedures, indud ing HNP-4858, "Naturally Occurring 
Phenomenon" & HNP-8108, "Pocket Dosimeter Use St Performance 
Test. " W/831031 & 840709 release memo. 

GREENE, J. . NIX.H.C. Georgia Power Co. 83/10/31. 63pp. 25651:001. 

24X Fiche: 50-321, 83/10/31. 8407170027. 


8407120474 Forwards IE Safeguards Insp Repts 50-321/84-22 8t 
50-366/84-22 on 840610-14. No violations or deviations noted. 
DANCE, H.C. Region 2, Office of Director. 84/06/26. KELLY, R. J. 
Georgia Power Co. 2pp. 25555:098. 24X Fiche: 50-321, 84/06/26, 

8407120474. 


--8407120497 IE Safeguards Insp Repts 50-321/84-22 & 50-366/84-22 
on 840610-14. No violations or deviations noted. Major areas 
inspected : secur Ity plan ^ implementing procedures, testing Zi 
naint. Details withheld <ref 10CFR2. 790 & 73.21). 

MOORE, D.E. Region 2, Office of Director. 84/06/25. Ip. 
25555:100. 24X Fiche: 50-321,84/06/26, 8407120474. 


8407020300 Revised emergency plan implementing procedures. including 
HNP— 4867 re operations support ctr activation procedure. 

HNP-4a68 re technical support ctr activation procedure Ss 
HNP-8006 re decontamination. W/840627 ltr. 

SORRELL, E.C. Georgia Power Co. 84/06/27. a2pp. 25216:108. 24X 

Fiche: 50-321. 84/06/27. 8407020300. 


8407300421 Forwards IE Insp Repts 50-321/84-19 S< 50-366/84-19 on 
840521-0620. No violations or deviations noted. 

DANCE, H.C. Region 2. Office of Director. 84/06/29. KELLY, R. J. 
Georgia Power Co. 2pp. 25814:251. 24X Fiche; 50-321, 84/06/29. 

8407300421. 


— 8407300428 IE Insp Repts 50-321/84-19 50-366/84-19 on 840521-0620. No 

violations noted. Major areas inspected; Tech Spec compliance, 
operator performance, p lant operati ons. QA practices, stati on 
!« corporate mgt practices 8t site security, 

CRLENJAK. R. V. Region 2, Office of Director. 84/06/28. 4pp. 
25814:253. 24X Fiche: 50-321, 84/06/29, 8407300421. 


8407130184 Rev 17 to Emergency Plan Implementing Procedure HNP-aoi6. 
"Shipment Zn Receipt of Radioactive Matl. " W/transmittal & 
receipt form Zt 840709 ltr. 

SORRELL, E. C. Georgia Power Co. 84/07/09. 29pp. 25563:146. 24X 

Fiche: 50-321, 84/07/09. 8407130184. 


8407270240 Rev 9 to Emergency Plan Implementing Procedure HNP-8009. 
"Personnel Contamination Survey. " 

* Georgia Power Co. 84/07/11. 14pp. 25786:267. 24X 

Fiche: 50-321. 84/07/11, 8407270240. 


8407310400 Rev 12 to Emergency Plan Implementing Procedure HNP-a050, 
"Survey Frequency Zt. Work Scheduling. " W/840724 ltr. 

NIX.H. . SORRELL, E.C. Georgia Power Co, 84/07/16. 16pp. 25830 293 

24X Fiche: 50-321, 84/07/16. 8407310400. 


8407300292 Rev 6 to Emergency Plan Implementing Procedure HNP-4892. 
"Emergency Equipment Inv'entory. " W/S40720 ltr. 

SORRELL. E. C. Georgia Power Co. 84/07/20. 23pp, 25801:127. 24X 

Fiche: 50-321. 84/07/20, 8407300292. 


8407300316 Forwards transmittal title pages of deleted Rev 6 to 
Emergency Plan Implementing Procedure HNP~8113. 

CORRELL, E. C. Georgia Power Co. 84/07/20. Record Services Branch 
(Document Control Desk), 4pp. 25802:057. 24X Fi c he : 50-321 , 

84/07/20. 8407300316. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407260203 Annual amend to updated FSAR for El Hatch, Units I & 2. 
W/a40720 ltr. 

BECKHAM, J, T. GeorgiaPower Co. 84/07/31. STQLZ, J. F. Operating 
Reactors Branch 4. 11600pp. 25857:092. 24X Fiche : 50-321 , 84/07/31, 

8407260203. 


P. Operating license stage documents S; correspondence 


8407060028 Forwards proprietary S: nonproprietary responses to NRC 
840517 questions re analog transmitter trip sys Tech Spec 
package submitted on 840123. Proprietary responses withheld. 

GE affidavit dtd 840605 end. 

GUCWA, L. T, Georgia Power Co. 84/06/07. STOLZ, J. F. Operating 
Reactors Branch 4. 21pp. 25429:273, 24X Fiche: 50-366, 84/06/07, 

8407060028, 


8407270208 Rev 19 to Procedure HNP-8010, "Use & Care of Respirators." 
* Georgia Power Co. 84/06/19. 4Spp, 25788:126. 24X 

Fiche; 50-321, 84/06/19, 8407270208. 


8407020277 Confirms 840619 telcon w/NRC re th erma 1-h y drau 1 i c stability 
in context of proposed Tech Spec changes submitted 840206, 
proposing rev to APRM scram Zt. rod block curves. 

GUCWA, L.T. Georgia Power Co. 84/06/25. STDLZ, J, F. Operating 
Reactors Branch 4, 2pp. 25214:361. 24X Fiche : 50-321 , 84/06/25. 

8407020277. 


8407090140 Withdraws request that certain Tech Spec pages submitted on 
840206 be treated as proprietary. Supporting data base Zt 
analysis results included w/submittal should remain 
proprietary. 

GUCWA.L. T. GeorgiaPower Co. 84/06/27. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 25443:214. 24X Fiche: 50-321, 84/06/27. 

8407090140. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348, 24X 

Fiche: 50-000. 84/07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends, Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06, 8407060077. 


8407160054 Forwards environ assessment & final findings of no 
significant impact re proposed amend to License NPF-S, 
changing Tech Specs to implement APRM/rod block monitor Tech 
Spec improvement program. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/09. BECKHAM. J. T. 

Georgia Power Co. 4pp. 25623:345. 24X Fiche; 30-366, 84/07/09. 

8407160054. 


•B407160056 Notice of environ assessment Zn final finding of no 
significant impact re proposed amend to License NPF-5. 

MIRAGLIA, F. J. Division of Licensing. 84/07/09. 3pp. 25623*349. 
24X Fiche; 50-366.84/07/09, 8407160054. 


8407180063 Forwards Amends 101 8c 38 to Licenses DPR-57 Zi NPF-5, 
e respectively Z< safety evaluation. Amends reflect common 

reactor vessel water levels in response to NUREO-0737 Z>. mods 
to pipe break detection circuitry. 

RIVENBARK, 0. W. Operating Reactors Branch 4. 84/07/11. BECKHAM. J. T. 

Georgia Power Co. 2pp. 25652:304. 24X Fiche : 50-321 , 84/07/1 1 . 

8407180063. 


— 8407180070 Amends 101 38 to Licenses DPR-57 8c NPF-5, resp ectively . 

reflecting common reactor vessel water levels, in response to 
NUREG-0737 mods to pipe break detection circuitry, 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/11. 29pp 

25652:306. 24X Fiche: 50-321, 84/07/11, 8407180063. 



DOCKETED ITEMS 


245 


— 8407180078 Sa-Pety evaluation supporting Amends 101 38 to Licenses 

DPR-57 S: NPF-S- respectively. 

Office of Nuclear Reactor Regulation, Director. 84/07/11. 4pp. 
2S652:335. 24X Fi ch e : 50-321 . 84/07/ 1 1, 8407180063 


8407170373 Foruiards "Design Stress Rept," in attempt to resolve seismic 
problem. Requests exemption from outage based deadline 
specified in 10CFR50. 49 ( g ) for motorized operators on 
Valves 2E11-F016A&B. 

GUCWA.L. T. Georgia Pouer Co. 84/07/12. STOLZ, J. F, Operating 
Reactors Branch 4. 3pp. 25618:352. 24X Fic he: 50-366, 84/07/12, 

8407170373. 


— 8407170376 "Design Stress Rept." 

* Walworth Co. (subs, of lU International Corp, ). ADSR-31 ROO. 
83/12/09. 49pp. 25618:355. 24X Fiche : 50-366, 84/07/12, 8407170373. 


8407170397 Application for amend to License NPF-S, revis ing Tech Specs 
to provide addl restriction on plant operation during 
limiting condition for operation w/one recirculation loop 

out of SVC. 

BECKHAM, J.T. Georgia Pouer Co. 84/07/12. STOLZ, J. F. Operating 
Reactors Branch 4. 3pp. 25618:078, 24X Fiche: 50-366, 84/07/12, 

8407170397. 


— 8407170398 Proposed Tech Spec chang es , provi d ing addl restriction on 
plant operation during limiting condition for operation w/ 
one recirculation loop out of svc. 

« Georgia Power Co. 84/07/12, 4pp. 25618:081. 24X 

Fiche: 50-366, 84/07/12, 8407170397. 


8407240595 Forwards Amend 39 to License NPF-5, safety evaluation & 
notice of issuance & ava i lab i 1 ity , Amend changes Tech Specs 
re operating limit min critical power ratio Zt allows use of 
Hybrid I control rod assemblies. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/13. BECKHAM, J. T. 

Georgia Power Co. 5pp. 25751:030. 24X Fiche: 50-366, 84/07/13. 

8407240595. 


— 8407240599 Amend 39 to License NPF-5, amend ing Tech Specs re fuel type, 
operating limit min critical power ratio Zn allowing use of 
Hybrid I control rod assemblies. 

LAINASiG. C. Assistant Director for Operating Reactors. 84/07/13. 
46pp. 25751:035. 24X Fic he: 50-366, 84/07/13, 8407240595. 


— 8407240603 Safety evaluation supporting Amend 39 to License NPF-5. 
•* Office of Nuclear Reactor Regulation. Director. 84/07/13. 
25pp. 25751:119. 24X Fic he: 50-366, 84/07/13, 8407240595. 


— 8407240610 Notice of issuance & availability of Amend 39 to License 
NPF-5. 

RIVENBARK, G. W. Operating Reactors Branch 4. 84/07/13. 2pp. 

25751:144. 24X Fiche: 50-366, 84/07/13, 8407240595. 


8407230062 Requests extension be granted for existing Unit 1 hydrogen 
oxygen analy zers. Rep lacement of existing analyzers scheduled 
for Fall 1985 refueling outage. Qua 1 i f i c-at i on deadline 
extension to 850331 requested for Unit 2 analyzers. 

GUCWA, L. T. Georgia Pouer Co. 84/07/17, STOLZ. J. F. Operating 
Reactors Branch 4. 4pp, 25706:001. 24X Fiche: 50-321, 84/07/17. 

8407230062. 


8407240057 Forwards rev to equipment qualification program, per 840706 
request for deadline extension for analog transmitter trip 
sy s. 

OUCWA. L, T. Georgia Power Co. 84/07/19. STOLZ. J. F. Operating 
Reactors Branch 4. 10pp. 25723:144. 24X Fiche: 50-321, 84/07/19, 

8407240057. 


8407300243 Requests further extension of 10CFR50. 49 ( g J environ 
qual if icat ion deadline for motorized actuators on RHR 
Isolation Valves 2E11-F016A S? B, until startup date following 
next refueling outage in May 1985. 

OUCWA, L.T. Georgia Power Co. 84/07/24. STOLZ, J.F. Operating 
Reactors Branch 4. 2pp. 25803:149. 24X Fiche: 50-366, 84/07/24, 

8407300243. 


8407300293 Discusses reevaluations re radiological controls during 
replacement of main recirculation sys p ip ing. Equipment 
method changes to 831227 Itr listed. 

GUCWA. L. T. Georgia Power Co. 84/07/24. STOLZ, U. F. Operating 
Reactors Branch 4. 2pp. 25801:252. 24X Fic he: 50-366, 84/07/24, 

8407300293. 


Q. Inspection reports, IE Bulletins & correspondence 


8407060144 Forwards IE Insp Repts 50-321/84-16 «« 50-366/94-16 on 
840421-0520. No violations or deviations noted. 

DANCE, H.C. Division of Project & Resident Programs. 84/05/31. 
KELLY, R.J. Georgia Power Co. 2pp. 25441:090. 24X 

Fiche: 50-321, 84/05/31, 8407060144. 


—8407060146 IE Insp Repts 50-321/84-16 8, 50-366/84-16 on 840421-0520. No 
violations or deviations noted. Major areas inspec ted : Tec h 
Spec comp 1 iance, op erator p er f ormanc e, p lant operations 8« QA 
practices. 

CRLENJAK, R. V. , HOLMES- R AY, P. I^egion 2, Office of Director. 

PANCIERA, V. Division of Project & Resident Programs. 84/05/30. 

4pp. 25441:092. 24X F i c h e : 50-321 , 84/05/31 , 8407060144. 


8407190372 Forwards IE Insp Repts 50-321/84-17 Zt 50-366/84-17 on 
840529-0601 . No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/14. KELLY, R. J. 
Georgia Power Co. 2pp. 25684:355. 24X Fiche: 50-321, 84/06/14. 

8407190372, 


—8407190378 IE Insp Repts 50-321/84-17 50-366/84-17 on 840529-0601. No 

violations noted. Major areas inspected; APRM sys, rod block 
monitor sys, Tech Spec program mods witnessing, status of IE 
Bulletin 80-25 8< Target Rock safety relief valve. 

BURRIS, S.P., JAPE, F. Region 2, Office of Director. 84/06/12. 

4pp. 25684:357 . 24X F i c h e : 50-321 , 84/06/14, 8407190372. 


8407050400 Ack receipt of 940413 & 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-321/84-07 h 50-366/84-07. 

LEWIS, R.C. Region 2- Office of Director. 84/06/20. KELLY, R, U. 
Georgia Power Co. Ip. 25416:115. 24X Fiche: 50-321, 84/06/20, 

8407050400, 


— 84070S0403 Responds to NRC 840314 Itr re violations noted in IE Insp 
Repts 50-321/84-07 50-366/84-07. Site engineer review of 

sample of 10 drawing s, uh i c h incorporated as-built notices, 
found no discrepancies. 

GUCWA, L. T, Georgia Pouer Co. 84/06/08. 0 'REILLY, J. P. Region 2, 

Office of Director. ip. 25416:116. 24X Fiche; 50-321, 84/06/20, 

8407050400. 


— 8407050405 Responds to NRC 840314 Itr re violations noted in IE Insp 
Repts 50-321/84-07 S-. 50-366/84-07. Correct ive actions; mgt 
overview committee established to review saf ety-r elated 
maint requests. 

GUCWA, L.T. Georgia Pouer Co. 84/04/13. 0 'REILLY, U, P. Region 2, 

Office of Director. 5pp. 25416:117. 24X Fiche: 50-321, 84/06/20, 

8407050400. 


— 8407050422 Forwards IE Insp Repts 50-321/84-07 Zt 50-366/84-07 on 
840121-0220 notice of violation. 

VERRELLI, D. M. Region 2. Office of Director. 84/03/14. KELLY, R.J. 

Georgia Pouer Co. 2pp. 25416:122. 24X Fiche; 50-321, 84/06/20. 

8407050400, 


— 8407050428 Notice of violation from insp on 840121-0220. 

* Region 2, Office of Director. 84/03/14. 2pp. 25416:124. 24X 

Fiche: 50-321, 84/06/20, 8407050400. 


— 8407050430 IE Insp Repts 50-321/84-07 Z^ 50-366/84-07 on 840121-0220. 
Violations noted : procedures lacked requirement to specify 
changes made to Drawing H-11304 & primary containment 
control sys procedure not properly implemented. 

CRLENJAK, R. V. , HOLMES- R A Y, P. , PANCIERA, V. Region 2, Office of 
Director. 84/03/12. 6pp. 25416:126. 24X Fiche; 50-321, 84/06/20, 

8407050400. 


8407160113 Suppls 840402 response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Undervoltage Trip Feature in Use in 
Saf ety-Re lated Applications Other Than Reactor Trip Sys. " 

No change in maint & surveillance procedures planned. 

GUCWA, L.T. Georgia Power Co. 84/06/21. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25600:334. 24X Fiche; 50-321, 84/06/21. 

8407160113. 


8406250214 IE Info Notice 84-31, "Independent Verification. " Svc list 
enc I. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp, 25535:160. 24X Fic he; 50-000, 84/06/26, 8406250214. 


8407120474 Forwards IE Safeguards Insp Repts 50-321/84-22 & 
50-366/84-22 on 840610-14. No violations or deviations noted. 
DANCE, H.C. Region 2, Office of Director. 84/06/26. KELLY, R. J. 
Georgia Power Co. 2pp. 25555:098. 24X Fiche: 50-321, 84/06/26, 

8407120474. 


— 8407120497 IE Safeguards Insp Repts 50-321/84-22 50-366/84-22 

on 840610-14. No violations or deviations noted. Major areas 
inspected; security plan ?« implementing procedures, test ing Zt 
naint. Details withheld (ref 10CFR2. 790 «< 73.21). 

MOORE, D.E., MCGUIRE, D.R. Region 2, Office of Director. 84/06/25. 
Ip. 25555:100. 24X Fi c he : 50-321, 84/06/26, 8407120474. 
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8404280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post S30103). 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29. 840628031 1 . 


8407300421 Forwards IE Insp Repts 50-321/84-19 &< 50-366/84-19 on 
840521-0620. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/29. KELLY. R. J. 
Georgia Power Co. 2pp. 25814:251. 24X Fi ch e : 50-321 , 84/06/29. 

8407300421. 


— 8407300428 IE Insp Repts 50-321/84-19 &> 50-366/84-19 on 840521-0620. No 
violations noted. Major areas inspected; Tech Spec compliance, 
operator performance, p lant opera ti ons . QA prac ti c e s. stat i on 
It corporate mgt practices Sk site security, 

CRLENJAK. R. V. . HOLMES RAY, P. . PANCIERA.V, Region 2, Office of 
Director. 84/06/28. 4pp. 25814:253. 24X Fi c h e : 50-321 , 84/06/29. 

8407300421. 


8407100530 Informs that deactivation subsequent removal of RHR svc 
water solenoid valves 2E11-F201A-D will not be performed 
during current maint/ref ueling outag e. Design change removed 
from inservice insp program due to safety constraints, 

GUCWA. L.T. Georgia Power Co. 84/07/02. STOLZ,J. F. Operating 
Reactors Branch 4. 2pp. 25465:343. 24X Fiche: 50-366. 84/07/02. 

8407100530. 


8407300401 Forwards IE Insp Repts 50-321/84-20 V 50-366/84-20 on 
840611-14. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/07/02. KELLY, R. J. 
Georgia Power Co. 2pp, 25814:191. 24X Fiche; 50-321. 84/07/02. 

8407300401. 


“8407300406 IE Insp Repts 50-321/84-20 & 50-366/84-20 on 840611-14. No 
violations or deviations noted. Major areas inspec ted : des ign 
changes & mods.APRM sys. rod block monitor sys Ss Tech Spec 
mods for Unit 2 U nonroutine events reported by licensee. 

BURRIS. S.P., DAVENPORT, K. E. , JAPE, F. Region 2. Office of Director. 

84/06/28. 5pp. 25814:193. 24X Fiche: 50-321 , 84/07/02, 8407300401. 


8407030035 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. Ii9pp. 25602:276. 24X Fiche; 50-000, 84/07/05. 8407030085. 


B407030089 IE Info Notice 84-54. "Deficiencies in Design Ease 
Documentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407110282 EN-S4-040: on 840710. notice of violation & proposed 
imposition of civil penalty will be issued in amount of 
*60. 000. Action based on Severity Level III violation re 
failure to control access to protected area. 

ORIMSLEY. D. I AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/05. Ip. 25527:038, 24X Fi c he: 50-321 , 84/07/05. 

8407110282. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. F.L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi che: 50-000. 84/07/06. 8407050274. 


8407190295 Forwards exam rept of exam administered during wk of 
840430 St exam results. Results withheld (ref 10CFR2. 790). 
DANCE.H.C. Region 2, Office of Director. 84/07/06. KELLY. R. J. 
Georgia Power Co. 2pp. 25685:082. 24X Fiche: 50-321 , 84/07/06. 

0407190295. 


-—8407190307 Exam rept on 840430-0504, Exam results: 9 of 11 senior reactor 
operators Ss all three reactor operators passed exam. 

GUENTHER. S.. WILSON, B. A. Region 2, Office of Director. 84/07/02. 
65pp. 25685:084. 24X Fiche: 50-321, 84/07/06. 8407190295. 


8407060251 IE Info Notice 84—56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc, 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407260293 Forwards response to IE Bulletin 79-OlB. consisting of 
justifications for continued operation of balance-of-plant 
components, NSSS components & Unit 2 ba lance-of-p lant. per 
840716 telcon. 

GUCWA. L.T. Georgia Power Co. 84/07/24. STQLZ, J. F. Operating 
Reactors Branch 4. 79pp. 25775:181. 24X Fiche; 50-321 , 84/07/24, 

8407260293. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X F i c he : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports related correspondence 


8407190090 Monthly operating repts for June 1984, W/a40709 Itr. 

NORTH, P.J.i NIX, H.C. Georgia Power Co. 84/06/30. 14pp. 25687:181. 

24X Fiche. 50-321 , 84/06/30, 8407190090. 


S. Reportable occurrences, LERs related correspondence 


8407090166 LER 84-011-00; on 840602, r equ ired monthly surveillance not 
performed on fire hose station HC-30, Caused by 
misinterpretation of Tech Spec Surveillance Program 
Procedure HNP-831 . Procedure revi sed. W/840629 Itr. 

ELTON, T.L., NIX, H.C. Georgia Power Co. 84/06/29. 4pp. 25443:025. 
24X Fiche: 50-366. 84/06/29. 8407090166. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for neai — term OL app 1 icants. Svc list 
end. 

EISFNHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018 . 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es, ap p 1 i cants 
for DLs,NSSS vend or s. reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications St exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


8407190295 Forwards exam rept of exam administered during wk of 
840430 St exam r es u 1 ts. Resu 1 1 s withheld (ref 10CFR2. 790), 
DANCE.H.C. Region 2, Office of Director, 84/07/06. KELLY. R. J. 
Georgia Power Co. 2pp. 25685:082. 24X Fi c h e : 50-321 , 84/07/06. 

8407190295. 


— 8407190307 Exam rept on 840430-0504. Exam results:9 of 1 1 senior reactor 
operators S', all three reactor operators passed exam. 

GUENTHER, S. Region 2. Office of Director. 84/07/02. 65pp. 

25685:084. 24X Fi c h e : 50-321 , 84/07/06, 84071 90295. 


DOCKET 50-367 BAILLY GENERATING STATION 


G. Adjudicatory correspondence 


8407030136 Further response to FQIA request for all 1982 SECY papers, 
including SECY-82-230. SEC Y-83-270 «t SECY-S2-277. Info 
partially withheld (ref FOIA Exemption 5). 

FELTON. J. M. Division of Rules and Records, 84/05/15. WEISS, E.R. 
Union, of Concerned Scientists. 3pp, 25409:185. 24X 

Fiche: 50-000, 84/05/15, 8407030136. 


— 8407030156 Informs Commission of Business 8,. Prof People for Public 
Interest 820604 application for atty fees &t expenses 
derived from partic ipation in proceeding. 

MALSCH, M. G. Office of the General Counsel. SECY-82-277. 

82/06/30. 2 pp. 25409:260. 24X Fic he: 50-000. 84/05/1 5. 8407030136. 
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DOCKET 50-368 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8407050204 Submits updated status of efforts to implement final phase 
of upgrade to security sys. Original schedule submitted on 
830219. Addl 60 man-months required to complete software 
d eve 1 opment. 

MARSHALL. J. R. Arkansas Power Light Co. 84/05/23, DENISE. R. P. 
Division of Resident. Reactor Project St Engineering Programs. 3pp. 
25297:288. 24X Fiche: 50-313. 84/05/23. 8407050204. 


8407020086 Informs of IAEA 840625 site visit & 840626 visit to general 
ofc to SVC surveillance camera in spent fuel pool area & 
examine records maintained per 10CFR75, 

MILLER. J.R. Operating Reactors Branch 3. 84/06/19. GRIFFIN, U.M. 

Arkansas Power Si Light Co. 2pp. 25225:341. 24X 

Fiche: 50-368, 84/06/19, 8407020086. 


8407100114 Forwards util position paper on Section 6 of NUREG-0737. 
Suppl 1 re Reg Guide 1.97, "Instrumentation for Light-Water- 
Cooled Nuclear Power Plants to Assess Plant Environs 
Conditions During If. Following Accident. " 

MARSHALL, J. R. Arkansas Power ^ Light Co, 84/06/25. EISENHUT, D. G. 

Division of Licensing. 36pp. 25512:163. 24X Fiche: 50-368, 84/06/25, 

8407100114, 


8407240362 Public version of Rev 5 to Emergency Plan Procedure 1903. 61, 
"Conmunications Equipment Test S, " W/JM Felton 840717 memo. 

Arkansas Power Light Co. 84/06/25. 6pp, 25751:353. 24X 

Fiche: 50-313, 84/06/25, 8407240362. 


8407230397 Public version of Rev 13 to Emergency Plan Procedure 
1903. 10, "Emergency Action Level Response, " W/JM Felton 
840717 release memo. 

LEVINE, J.M. Arkansas Power Light Co. 84/06/29. 23pp. 25726:101. 

24X Fiche: 50-313, 84/06/29, 8407230397, 


8407240461 Forwards public version of Rev 13 to Emergency Plan 
Procedure 1903. 10, "Emergency Action Level Response. " 

W/JM Felton 840717 memo. 

* Arkansas Power 8«. Light Co. 84/06/29. NRC - No Detailed 
Affiliation Given. 3pp. 25751:290. 24X Fiche: 50-313, 84/06/29, 

0407240461. 


— 8407240482 Public version of Rev 13 to Emergency Plan Procedure 
1903.10, "Emergency Action Level Response." W/JM Felton 
840717 release memo. 

■* Arkansas Power & Light Co. 84/06/28. 19pp. 25751:292. 24X 

Fiche; 50-313, 84/06/29, 8407240461. 


8407130064 Ac k receipt of 840525 Itr informing NRC of steps taken to 
address open items in IE Insp Repts 50-313/84-08 & 

50-368/84-08. 

JOHNSON, E. H. Region 4, Office of Director. 84/07/09, GRIFFIN, J.M. 
Arkansas Power it Light Co. 2pp. 25562:055. 24X 

Fiche; 50-313, 84/07/09, 8407130064. 


— 8407130067 Responds to NRC 840427 Itr re open items noted in IE Insp 
Repts 50-313/84-08 50-368/84-08. I terns include transfer of 

protective action info St dose assessment from control room 
to technical support ctr. 

MARSHALL, J. R. Arkansas Power it Light Co. 84/05/25. COLLINS, J. T. 
Region 4, Office of Director. 8pp, 25562:057. 24X 

Fiche; 50-313, 84/07/09, 8407130064. 


8407250380 Forwards info in response to NRC 840530 Itr re specific 
methods used in writing emergency operating procedures. 
Plant-specific technical guidelines for Unit 2 will be 
submitted on 841101. 

MARSHALL, J. R. Arkansas Power & Light Co, 84/07/17. MILLER, J.R. 
Operating Reactors Branch 3. STOLZ, J, F, Operating Reactors Branch. 
4. 3pp, 25743:062. 24X Fi che: 50-313, 84/07/17, 8407250380. 


— 8407250382 Rev 10 to Procedure 1000.05, "Procedure Format it Content. " 
LEVINE, J. M. Arkansas Power it Light Co. 83/11/07. 8lpp. 

25743:065. 24X Fiche: 50-313, 84/07/17, 8407250380. 


— 8407250383 Rev 21 to Procedure 1000.06, "Procedure Revi ew, Approval & 
Rev Control. " 

LEVINE, J.M. Arkansas Power it Light Co. 83/11/11. 30pp. 

25743:146. 24X Fiche: 50-313, 84/07/17, 8407250380. 


— 8407250384 Rev 18 to Procedure 1013.02, "Control of Procedures." 
LEVINE, J.M. Arkansas Power i*. Light Co. 83/10/18. 31pp. 

25743:176. 24X Fiche: 50-313, 84/07/17, 8407250380. 


G. Adjudicatory correspondence 


8407060210 Requests amend to svc list to reflect name change of law 
firm counsel for Arkansas Power 8<, Light Co to NS Reynolds, 

B ishop, Lib erman, Coo k, Pure e 1 1 & Reynolds. 

REAP,M.E. Bishop, Liberman, Cook, Purcell it Reynolds. 84/07/02. 
MILLER, J.R. Operating Reactors Branch 3. Ip. 25426:232. 24X 

Fiche: 50-313, 84/07/02, 8407060210. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407190197 Amend 2 to updated FSAR. W/ 840720 Itr. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/07/20. 913pp. 

25698:001. 24X Fiche: 50-368, 84/07/20, 8407190197. 


P. Operating license stage documents St correspondence 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 & 

83-72. Forwards App F documents. App G documents withheld 
<ref FOIA Exemptions 4 St 5). 

FELTON. J.M. Division of Rules and Recotds. 84/04/23. JORDAN, W. S. 
Harmon St Weiss. 8pp. 25586:213. 24X Fic h e : 50-000, 84/04/23. 

8407130156. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J.P. Assistant Director for Comp. 8« Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA, F. J. Assistant Director for 

Safety Assessment. 13<5pp. 25589:213. 24X Fiche: 50-000, 84/04/23, 

8407130156. 


8407100636 Forwards safety evaluation re seismic qualification of 
auxiliary feedwater sys (AFW). Review based on util 810210 
response to Generic Ltr 81-14, "Seismic Qualification of AFW 
Sys. " 

MILLER, J. R, Operating Reactors Branch 3. 84/06/26. GRIFFIN, J. M. 

Arkansas Power 8< Light Co. Ip. 25516:283. 24X 

Fiche; 50-368. 84/06/26, 8407100636. 


— 8407100638 Safety evaluation re seismic qualif Ication of auxiliary 
feedwater (AFW) sys. AFW sys has sufficient capability to 
withstand SSE. No seismic upgrading of AFW sys required. 

•* Office of Nuclear Reactor Regulation, Director. 84/06/26. 3pp. 
25516:284, 24X Fi ch e: 50-368, 84/06/26, 8407100636. 


— 8406270273 "Technical Evaluation Rept, Arkansas Nuclear One, Unit 2. 
Seismic Qualification of Auxiliary Feedwater Sys." 

Lawrence Livermore National Laboratory. 82/09/24. NRC - No 
Detailed Affiliation Given. 4pp. 25516:287. 24X 

Fiche : 50-368, 84/06/26, 8407100636. 


8407090196 Responds to 840523 request for info on radiation effect on 
boron “U chloride analyzers & solution used in analyzers 
re NUREG-0737, Item II. B. 3. "Post-Accident Sampling Sys." 

MARSHALL, J. R. Arkansas Power & Light Co. 84/06/27. STOLZ, J. F. 
Operating Reactors Branch 4. MILLER, J, R. Operating Reactors Branch 
3. 2pp. 25443:357. 24X Fiche: 50-313, 84/06/27. 8407090196. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs holders of CPs. re proposed staff 
actions to improve 8t maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407100169 Forwards revised schedule for installation of inadequate 
core cooling (ICC) monitoring sys, test program status & 
plans for ICC instrument installation during next refueling 
outage. Review process will be discussed at 840712 meeting. 
MARSHALL, J. R. Arkansas Power & Light Co. 84/07/05. MILLER, J. R. 
Operating Reactors Branch 3. 15pp. 25509:360. 24X 

Fiche: 50-368, 84/07/05, 8407100169. 


8407160049 Notification of 840712 meeting w/util Ik Technology for 
Energy Corp in Bethesda, MD to discuss technical «k schedular 
issues re inadequate core cooling instrumentation. 

LEE, R. S. Operating Reactors Branch 3, 84/07/05. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623:352. 24X 

Fiche: 50-368, 84/07/05, 8407160049. 


8407060097 Generic Ltr 84-18 to all nonpowef reactor licensees re 
filing of applications for licenses Jk amends. Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 
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8407170381 Application for amend to Licenses DPR-51 NPF-6* chang ing 
Tech Specs to allou waste gas decay tanks to operate to 
design pressureiper NRC 840201 Itr. 

GRIFFIN, J.M. Arkansas Power 8t Light Co. 84/07/11. STQLZ,J. F. 
Operating Reactors Branch 4. MILLER, J. R. Operating Reactors Branch 
3. 4pp. 25619:042. 24X Fiche: 50-313, 84/07/11, 8407170381 . 


— 8407170385 Proposed Tech Specs allowing waste gas decay tanks to 
operate to design pressure. 

* Arkansas Power & Light Co. 84/07/11. 7pp. 25619:046. 24X 

Fiche: 50-313. 84/07/11, 8407170381. 


8407240199 Submits addl info re proposed sealed source leak testing 
Tech Specs. Location of one area radiation monitor 
incorrectly identified monitor located inside reactor bldg 
at personnel access hatch. 

MARSHALL, 0. R. Arkansas Power & Light Co. 84/07/19. STOLZ, J. F. 

Operating Reactors Branch 4. MILLER, J. R. Operating Reactors Branch 

3. 2pp. 25719:128. 24X Fiche: 50-313, 84/07/19, 8407240199. 


Q. Inspection reports, IE Bulletins 8, correspondence 


8407100018 Ack receipt of 840207 Itr informing NRC of steps taken to 
correct deviation noted in IE Insp Repts 50-313/83-26 it 
50-369/83-26 Concerns re failure to satisfy 2-yr experience 
criteria for radiochemistry technicians discussed. 

JOHNSON, E.H. Region 4. Office of Director. 84/05/14. GRIFFIN, J.M. 
Arkansas Power tt Light Co. 3pp. 25519:310. 24X 

Fiche: 50-313, 84/05/14. 8407100018. 


— 8407100023 Responds to NRC 831209 Itr re deviation noted in IE Insp 
Repts 50-313/83-26 50-368/83-26. Radiochemistry technician 

q,ualif ications remain in compliance w/intent of FSAR 
commitments. 

MARSHALL, J. R. Arkansas Power & Light Co. 84/02/07. DENISE, R. P. 
Division of Resident, Reactor Project fc Engineering Programs. 3pp. 
25519:313. 24X Fiche: 50-313* 84/05/14, 8407100018. 


8407100165 Forwards IE Insp Repts 50-313/84-15 St 50-368/84-15 on 
840514-18 *t notice of violation. 

JOHNSON. E.H. Region 4, Office of Director. 84/06/07. GRIFFIN, J.M. 
Arkansas Power & Light Co. 2pp. 25519:275. 24X 

Fiche: 50-313, 84/06/07, 8407100165. 


— 8407100176 Notice of violation from insp on 840514-18. 

* Region 4, Office of Director. 84/06/07. Ip. 25519:277. 24X 

Fiche: 50-313, 84/06/07, 8407100165. 


— 8407100193 IE Insp Repts 50-313/84-15 S: 50-368/84-15 on 840514-18. 
Violation noted: administrative procedures for control of 
design changes did not provide necessary instructions to 
satisfy design verification requirements. 

MURPHY, M.E., JOHNSON, W. D. , IRELAND, R. E. Region 4, Office of 
Director. 84/06/04. 6pp. 25519:278. 24X Fiche: 50-313, 84/06/07. 

8407100165. 


B407120479 Forwards IE Insp Repts 50-313/84-17 it 50-368/84-17 on 
840501-31. No violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/13. GRIFFIN, J.M. 
Arkansas Power & Light Co. 2pp. 25555: 101. 24X 

Fiche: 50-313, 84/06/13. 8407120479. 


— 8407120482 IE Insp Repts 50-313/84-17 Z> 50-368/84-17 on 840501-31. No 
violations noted. Major areas inspected: maint, surveil lance it 
operational safety veri f ication. 

JOHNSON, W. D. . HARRELL.P.H. Region 4, Office of Director. 

84/06/07. 5pp. 25555:103. ' 24X Fiche: 50-313, 84/06/13, 8407120479. 


0407130014 Forwards IE Insp Repts 50-313/84-16 it 50-368/84-16 on 
840507-09. No violations or deviations noted. 

JOHNSON, E. H. Region 4. Office of Director. 84/06/13. GRIFFIN. J.M. 
Arkansas Power it Light Co. 2pp. 25562:337. 24X 

Fiche: 50-313. 84/06/13, 8407130014. 


— 8407130018 IE Insp Repts 50-313/84-16 it 50-368/84-16 on 840507-09. No 
violations or deviations noted. Major areas inspected; off site 
review committee activities it offsite support staff 
NICHOLAS, J. B. , HARRELL.P.H., MURRAY. B. Region 4, Office of 
Director. 84/06/05. 5pp. 25562:339. 24X Fiche: 50-313, 84/06/13, 

8407130014. 


0406250214 IE Info Notice 84-51. “Independent Verification. '* Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response CPost 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


0406280311 IE Info Notice 84—52, “Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engiheering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, “Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X Fic he : 50-000. 84/07/05. 84070300B5, 


8407030089 IE Info Notice 84-54, “Deficiencies in Design Base 
Documentation 2,. Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, “Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407130064 Ack receipt of 840525 Itr informing NRC of steps taken to 
address open items in IE Insp Repts 50-313/84-08 
50-368/84-08. 

JOHNSON, E- H. Region 4, Office of Director. 84/07/09. GRIFFIN, J.M. 
Arkansas Power Jk Light Co. 2pp. 25562:055. 24X 

Fiche: 50-313. 84/07/09, 8407130064. 


--8407130067 Responds to NRC 840427 Itr re open items noted in IE Insp 
Repts 50-313/84-08 S*. 50-368/84-08. Items include transfer of 
protective action info & dose assessment from control room 
to technical support ctr. 

MARSHALL, J. R. Arkansas Power Sj Light Co. 84/05/25. COLLINS, J. T. 
Region 4, Office of Director. 8pp. 25562:057. 24X 

Fiche; 50-313, 84/07/09, 8407130064. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407170389 Forwards vendor insp repts for info it action. Requests 
evaluation of significance of reported findings re 
quality it acceptability of product or svc provided by 
vendor. W/o ends. 

HUNTER, D.R. Region 4, Office of Director. 84/07/12. GRIFFIN, J.M. 
Arkansas Power &. Light Co. 2pp. 25618:085. 24X 

Fiche: 50-313, 84/07/12, 8407170389. 


8407170284 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/84-12 *< 
50-368/84-12. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/13. GRIFFIN, J,M. 
Arkansas Power & Light Co. Ip. 25618:328. 24X 

Fiche: 50-313, 84/07/13, 8407170284. 


— 8407170306 Responds to NRC 840516 Itr re violations noted in IE Insp 
Repts 50-313/84-12 it 50-368/84-12, Corrective actions; 
combustibles (chem-wipe toweling) removed it daily insp of 
areas outside of controlled access instituted. 

MARSHALL, J. R. Arkansas Power it Light Co. 84/06/0B. DENISE, R. P. 
Division of Resident, Reactor Project it Engineering Programs. 2pp. 
25618:329. 24X Fiche: 50-313, 84/07/13, 8407170284. 


8407200193 Advises that NRC Insp Repts 50-313/84-02,50-368/84-02, 
50-313/84-13 it 50-368/84-13 canceled. Insp repts will be 
issued for numbers. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/16. GRIFFIN, J.M, 
Arkansas Power it Light Co. Ip. 25693:081. 24X 

Fiche; 50-313, 84/07/16, 8407200193. 


8407260239 EN-84-046: on 840725, notice of violation 8t proposed 
imposition of civil penalty in amount of *40,000 to be 
issued. Action based on failure to apply controls for 
procurement if. installation of safety-related fasteners. 

KLINGLER, G. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 04/07/18. Ip. 25777:264. 24X Fiche: 50-313, 84/07/18, 

8407260239. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness X*. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports it related correspondence 


8407050210 "Annual Environ Radiological Monitoring Rept, 1983. " W/84050i 
Itr. 

MARSHALL, J. R. Arkansas Power it Light Co. 83/12/31. COLLINS, J. T. 
Region 4, Office of Director, 71pp. 25410: 139. 24X 

Fiche; 50-313, 83/12/31. 8407050210. 
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8407020003 Monthly operating rept for May 1984. W/840615 Itr. 

CONVERSE. W. E. , MARSHALL. J. R. Arkansas Power & Light Co. 84/05/31. 
BASSETT. H. S. Division of Data Automation Management Information. 
6pp. 25219:262. 24X Fiche: 50-368, 84/05/31. 8407020003. 


8407300074 Monthly operating rept for June 1984, W/84071 5 Itr. 

BRAMLETT. L. S, , MARSHALL, J. R. Arkansas Power Light Co. 84/06/30. 
BASSETT. H. S. Division of Data Automation Management Information. 
8pp. 25815:332. 24X Fi c h e : 50-368, 84/06/30. 8407300074. 


S. Reportable occurrences, LERs 8-. related correspondence 


8407250569 Updated LER 81-038/03X-1 ; on 811009,11 & 12, emergency 
feedwater pump 2P7A tripped on oversp eed. Caused by oil leak 
in turbine hydraulic sys.Oil leak repaired ^ emergency 
feedwater pump returned to svc.W/8407l6 Itr. 

ROGERS. P., MARSHALL, J, R. Arkansas Power & Light Co. 84/07/16. 3pp. 
25764: 218. 24X Fiche; 50-368, 84/07/16. 8407250569, 


8407260034 Updated LER 80-0S8/03X-1 : on 801201, core protection 
calculator A control element assembly calculator 1 failed. 

Caused by voltage transient on 2YH 2Y13. Sigma indicator 
2FI-8229-1 replaced w/more reliable model. W/840716 Itr. 

ROGERS. P., MARSHALL. J. R. Arkansas Power 8-. Light Co. 84/07/16. 3pp. 
25701: 278. 24X Fiche; 50-368, 84/07/16, 8407260034. 


8407270220 LER 80-083/03X-1 : on 801103, Sigma startup channel indicator 
2JI-9000 Zf. steam generator B level indicator 2LI-1133 found 
inoperab 1 e. Ind icator 2JI-9000 stuck it. 2LI-H33 had bad servo 
motor. Both indicators rep laced. W/840716 Itr. 

ROGERS, P., MARSHALL, J. R. Arkansas Power Zt Light Co. 84/07/16. 2pp. 
25792: 362. 24X Fiche: 50-368, 84/07/16, 8407270220. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adeguacy of on-shift 
operating experience for near-term QL app 1 icants. Svc list 
end. 

EISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018 . 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407130107 Discusses anomalies in 840320 operator licensing exams. Exam 
required greater degree of rote memorization than expected 
by training staff or e xaminees. Ut i 1 working w/Region IV to 
provide adequate level of detail. 

GRIFFIN, J.M. Arkansas Power & Light Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp, 25562:300. 

% 24X Fiche: 50-368, 84/06/29, 8407130107. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OlsiNSSS vendors, reac tor vendors Sc AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications exams, Svc list end. 

EISENHUT, D. C. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000. 84/07/0.3, 8407030097. 
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F. Security, medical, emergency & fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5.3.2, "McGuire/Catawba Crisis News 
Group" & Rev 10 to Procedure 5.3.5, "Design tc Const Support 
Group Plan. " 

TUCKER, H. B. Duke Power Co. 83/08/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25751:311. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


— 8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5.3.2, "McGuire/Catawba Crisis News Group" & Rev 
10 to Procedure 5.3.5, "Design &c Const Support Group Plan." 

W/JM Felton 840717 release memo. 

•* Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche; 50-000, 83/08/10, 8407240377. 


0407X60192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5.3.6, "Nuclear Technical Svcs 
Group" Zt 5.3.16, "Quarterly Inventory/Communicat ions 
Equipment Check" & design 8< const support group plan. 

TUCKER, H. B. Duke Power Co. 84/06/13. 0 'REILLY, J. P. Region 2. 

Office of Director. 3pp. 25625:244. 24X Fiche : 50-000, 84/06/13, 

8407160192 . 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6, "Nuclear Technical Svcs Group" 5.3.16, 
"Quarterly Inventory/Communications Equipment Check" & 
design V. const support group p Ian. W/840709 release memo. 

Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000. 84/06/13, 8407160192. 


P. Operating license stags documents h. correspondence 


8404110530 Advises of decision to further evaluate specific disparities 
at MIcGuire adequacy of procedures used by NRC when 
developing Tech Specs, per L Barrett 840227 assessment Z>. 
recommendations of R Licciardo differing prof opinion. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

84/03/21. EISENHUT, D. 0. Division of Licensing. MATTSON, R. J. 
Division of Systems Integration (post 811005). 2pp. 24122:001. 24X 

Fiche: 50-369, 84/03/21, 8404110530. 


” — R404110470 Provides recollection of review process & technical issues 
re proof fy. review of McGuire Unit 2 Tech Specs. No 
significant safety issue uncovered. Tech Specs based on 
setpoint analyses performed by licensee. 

ROSENTHAL, J. E. Reactor Systems Branch. 84/01/30. Reactor 
Systems Branch. 4pp. 24879:331. 24X Fi ch e: 50-369. 84/03/21. 

8404110530. 


8407050208 Forwards addl info re spent fuel pool two region rerack 
mods, requested by 840607 telecopy from Franklin Research 
Ctr. 

TUCKER, H. B. Duke Power Co, 84/06/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, 0. Licensing Branch 
4. 6pp. 25297:306. 24X Fiche: 50-369, 84/06/22, 8407050208. 


8407030294 Forwards nonproprietary & proprietary "Technical Basis for 
Eliminating RHR Line Rupture as Structural Design Basis for 
Catawba Units 1 2 S« McGuire Units 1 2, " per request for 

exemption from GDC 4. 

TUCKER. H.B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 9pp. 25233:269. 24X Fi c he: 50-000, 84/06/27, 8407030294. 


— 8407030300 Nonproprietary "Technical Basis For Eliminating RHR Line 
Rupture As Structural Design Basis For Catawba Units 1 2 & 

McGuire Units 1 & 2. " 

SWAMY, S. A. , SCHMERTZ, J, C. , YANG, C. Y. Westinghouse Electric Corp. 
WCAP 10576. 34/06/30. 94pp. 25233:284. 24X 

Fiche; 50-000, 84/06/27, 8407030294. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Zi holders of CPs re proposed staff 
actions to improve 4: maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407100249 Forwards addl info re spent fuel pool two region rerack mods 
requested at 840626 meeting. Seismic analysis performed using 
combination of 2-D non-linear 3-D linear models. 

TUCKER, H.B. Duke Power Co. 84/07/02. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25513:004. 24X Fiche: 50-369. 84/07/02, 8407100249. 


8407130007 Advises that fee for 840412 application for relief from 
certain ASME code requirements re snubber testing not yet 
received, per 840501 request. Remittance of fee requested 
within 15 days of ltr receipt. 

MILLER. W. 0. License Fee Management Branch, 84/07/02. TUCKER, H.B. 
Duke Power Co. Ip. 25579:333. 24X Fiche: 50-369. 84/07/02. 

8407130007. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc. I7pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06, 8407060097. 


8407170368 Discusses util disagreement re fee required for exemption 
from ASME Code, Section IX inservice insp requirements, on 
basis that exemption reviewed 8t approved by virtue of sample 
plans inclusion in Tech Specs. Fee end. 

TUCKER, H. B. Duke Power Co. 04/07/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 3pp. 25618:349. 24X Fiche; 50-369, 84/07/12, 8407170368. 


8407200223 Forwards addl info re spent fuel pool two region rerack 
mods, in response to 840712 telcon. 

TUCKER, H. B. Duke Power Co, 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 25693:008. 24X Fiche: 50-369, 84/07/16. 8407200223. 
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S407200241 Discusses 840710 telcon betineen D Fieno i/. W McDowell re 
spent fuel pool two region rerack mods, Util commits to 
physical blocks in nonfuel locations during checkerboard 
storage. 

TUCKER, H- B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM,E.G. Licensing Branch 
4. Ip. 25692:335. 24X Fi che: 50-36,9, 84/07/16, 8407200241. 


S407250156 Forwards DPC-NF-2010, “Nuclear Physics Methodology for 
Reload Design, “ Reload design for core will be completed in 
June 1985, w/Cycle 3 startup approx Dec 1986. Approval of rept 
requested by Jan 1985. Fee encl. 

TUCKER, H.B. Duke Power Co: 84/07/18. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25744:183. 24X Fi che: 50-000, 84/07/18, 8407250156. 


8407250158 "Nuclear Physics Methodolbgy for Reload Design. " 

FLORES, L. H. , JEFFER lES. W. G. , RANDLES, J. H, Duke Power Co. 
DPC-NF-2010. 84/04/30. 238pp. 25744:189. 24X 

Fiche: 50-000, 84/07/18, 8407250156. 


S407260333 Discusses 840217 1 tr re proposed amend to Licenses 
NPF-9 2,. NPF-17 to allow spent fuel pool storage capacity 
expansiofi. Reemphasi zes that schedule must be maintained to 
complete all rerack work prior to first refueling. 

TUCKER, H.B. Duke Power Co. 84/07/20. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSA^, F G Lico-si-g Branch 

4. 2pp. 25777:358. 24;< Fiche; 50-369, 84/07/."JO. C-CTLiiODJlf 


S407310202 Forwards peaking factor limit rept for Cycle 2 base load 
operation in burnup range of 1,200 to 10,200 MWD/MTU, per 
040614 application to amend Licenses NPF-9 8c NPF-17. Check 
end. 

TUCKER. H.B. Duke Power Co. 84/07/20. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director, 8pp. 25839:228. 24X 

Fiche: 50-369. 84/07/20,8407310202. 


Q. Inspection reports, IE Bulletins 8? correspondence 


0407190254 Forwards IE Insp Repts 50-369/84-13 8< 50-370/84-11 on 
840515-18. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/08, TUCKER, H. B. 
Duke Power Co, 2pp. 25685:339. 24X Fiche: 50-369, 84/06/08, 

8407190254. 


8407190258 IE Insp Repts 50-369/84-13 8, 50-370/34-11 on 840515-18. No 

violations or dev'iations noted. Major areas inspected; 
followup of outstanding items 8i review of core performance. 
BURNETT, P. T, , JAPE, F. Region 2, Office of Director. 84/06/06. 

5pp. 25685:341. 24X Fic he: 50-369, 84/06/08. 8407190254. 


8407180183 Forwards IE Insp Repts 50-369/84-14 8c 50-370/84-12 on 
840420-0520. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER, H. B. 
Duke Power Co, 2pp. 25667:126. 24X Fiche; 50-369, 84/06/13. 

8407180183. 


8407180185 IE Insp Repts 50-369/84-14 50-370/84-12 on 840420-0520. No 

violations or deviations noted. Major areas inspected, 
operations safety verif ication, surveillance testing 8<. maint 
activities. 

ORDERS. 14. , PIERSON, R., BROWNLEE, V. L. Region 2, Office of Director. 
84/06/12. 5pp. 25667:128. 24X Fiche: 50-369, 84/06/13, 8407180183. 


S407190266 Forwards IE Insp Repts 50-369/84-16 8, 50-370/84-13 on 
840529-0601, No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/19. TUCKER, H, B. 
Duke Power Co. 2pp. 25685:199. 24X Fiche: 50-369, 84/06/19. 

8407190266. 


8407190282 IE Insp Repts 50-369/84-16 50-370/84-13 on 840529-0601. Mo 

violations or deviations noted. Major areas inspected: 

NURE0-O737 items, audi ts, chemistry program, shield survey, 
external exposure c ontrol , posting 8< labeling 8: control. 

ALBR IGHT, R, H. , JENKINS, G.R. Region 2, Office of Director. 

84/06/18. 6pp. 25685:201. 24X Fiche: 50-369, 84/06/19, 8407190266. 


0406250214 IE Info Notice 84-51, “Independent Ver if icat ion. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Eng ineer ing 
Response (Post 8301031. 84/06/26. Consolidated Edison Co. of New 

Fiche; 50-000, 84/06/26, 8406250214. 


ate Matl Procurement Controls 
st encl. 

aredness Engineering 
ansolidated Edison Co. of New 
-.ie; 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 k Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp, 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


S4070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Cal culat i ons Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8*. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi c he : 50-000, 84/07/05, 8407030089. 


8407190196 Forwards exam rept for 840605-07 NRC-admin istered operator 
exams. Table of exam results withheld (ref 10CFR2. 790). 

DANCE, H.C. Region 2, Office of Director. 84/07/05. TUCKER, H. B. 
Duke Power Co. Ip. 25685:303. 24X Fiche: 50-369, 84/07/05, 

8407190196. 


— 8407190207 Exam rept on 840605-07. Exam resu Its : three of four candidates 
passed oral reexam, both candidates for simulator reexam 
passed. 

ROGERS, T, , WILSON, B. A. Region 2, Office of Director. 84/06/27. 

2pp. 25685:304. 24X Fiche: 50-369, 84/07/05, 8407190196. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286, 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407130172 Responds to proposed imposition of Civil Penalty EA 84-37 
for violations noted in IE Insp Repts 50-369/83-39 Z>. 

50-370/83-46. Containment spray valve incident due to 
personnel error, not defect in independent verification. 

TUCKER, H. B. Duke Power Co. 84/07/06. Director's Office, Office 
of Inspection and Enforcement. 18pp. 25563:128. 24X 

Fiche; 50-369, 84/07/06, 8407130172. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/ 10, 8407060251. 


8407170368 Discusses util disagreement re fee required for exemption 
from ASME Code, Section IX inservice insp requirements, on 
basis that exemption reviewed & approved by virtue of sample 
plans inclusion in Tech Specs. Fee encl. 

TUCKER, H.B. Duke Power Co, 84/07/12. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 

4. 3pp. 25618:349. 24X Fic he: 50-369, 84/07/12. 8407170368, 


8407260199 Forwards response to IE Bulletin 84-02 re failure of GE-Type 
HFA relays in use in Class IE safety sys. Results of generic 
review of general concerns will be provided after completion 
of investigati on. GE-Type HFA relays not in use at plant. 

TUCKER. H.B. Duke Power Co. 84/07/13. O'REILLY, J. P. Region 2, 

Office of Director. 3pp. 25777:179. 24X Fiche : 50-369, 84/07/13, 

8407260199. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness k Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407190071 Monthly operating repts for June 1984. W 78407 13 Itr. 
REAUIS.J-A. , TUCKER, H. B. Duke Power Co. 84/06/30, 13pp. 

25687:288- 24X Fi ch e : 50-369, 84/06/30, 84071 90071 . 


S. Reportable occurrences, LERs &; related correspondence 


8407090239 Potential Part 21 rept re bug in DETECTOR computer code for 
in-core detectors, Bug incorrectly calculated enthalpy rise 
peaking factor. Bug corrected. 

SHANSTROM, R. T. Shanstrom Nuclear Associates. 84/05/24. HURLEY, T. E. 

Region 1,, Office of Director. Spp. 25443:349. 24X 

Fiche: 50-000, 84/05/24, 8407090239. 


8407030321 LER 84-017-00; on 840523, d iesel genera'tors lA fy. IB 
experienced invalid automatic start. Caused by blackout 
signal generated by momentary power distribution sys due to 
electrical storm in svc area. W/840622 Itr. 

NA.RDOCI, P. B. , TUCKER, H, B. Duke Power Co. 84/06/22. 3pp. 
25272; 028, 24X Fiche: 50-369, 84/06/22, 8407030321. 
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8407120182 Advises that AEOD Case Study C404/ "Gp e"3 1 ir. Experience re 
Moisture Intrusion in Electrical Equipment at Cornnerciai 
Power Reactors. “ r evi eued . Re c ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTOi'J. H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTthES, C. J, Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, li. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche; 50-000, 84/07/05, 8407120182. 


8407190367 LER 8^-018-00: on 840604, train B chiller of control area 
ventilation sys tripped due to low oil level &! declared 
inoperafa 1 e, w/train A inoperable due to maint work. Caused by 
unusual svc cond i t i on. Oi 1 added to c h i 1 ler . UJ/840705 Itr. 

NARDOCI, P. B. , TUCKER, H. B. Duke Power Co. 84/07/05. 4pp. 
25685:176, 24X F i c h e : 50-369, 84/07/05, 8407190367. 


8407190365 LER 84-020-00; on 840606, reac tor tripped when spurious 
undervoltage relay actuation deenergized one reactor coolant 
pump. Caused by component mal func tion. Further testing will be 
conducted to determine failure mechan ism. W/840706 Itr. 

NARDGCI, P. B. , TUCKER, H.B. Duke Power Co. 84/07/06. 5pp. 
25685:165. 24X Fiche: 50-369, 84/07/06, 8407190365. 


8407200100 LER 84-019-00; on 840606, insp revealed several active valves 
u/Linitorque SMB actuators installed w/o T-dra ins. Cause 
unknown. Limitorque installation S', instruction manual will be 
revised to include T-drain plug ins ta 1 lat i on. W/840706 Itr. 

NARDOCI, P. B. , TUCKER, H.B. Duke Power Co. 84/07/06. 4pp. 

25697:179. 24X Fi c h e : 50-369, 84/07/06. 8407200100. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs S', holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I icants. Svc list 
end. 

EISENHUT, D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for QLs, NSSS vendors, reac tor vendors 8,. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end, 

EISEP4HUT, D, G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc, 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


8407190196 Forwards exam rept for 840605-07 NRC-administered operator 
exams. Table of exam results withheld (ref 10CFR2. 790). 

DANCE. H.C, Region 2. Office of Director. 84/07/05. TUCKER, H. B. 
Duke Power Co. Ip, 25685:303. 24X Fiche: 50-369, 84/07/05, 

8407190196. 


— 8407190207 Exam rept on 840605-07, Exam results: three of four candidates 
passed oral reexam, both candidates for simulator reexam 
passed . 

ROGERS, T. , WILSON, B. A. Region 2, Office of Director. 84/06/27. 

2pp. 25685:304. 24X Fi ch e: 50-369, 84/07/05, 8407190196. 


X. Onsite Storage of Low Level Waste 


8407260327 Forwards addl info re application for disposal of low level 
raduaste,,per 840716 telcon between J Swift & WH McDowell. 

TUCKER, H. B. Duke Power Co. 84/07/18. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 2pp. 25777:355. 24X Fiche: 50-369, 84/07/18, 8407260327. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency S-. fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
lop ie'^e''Ti-c Procedure 5.3.2, "McGuire/Catawba Crisis News 
Croup" Re-.- 10 to Procedure 5.3.5, "Design & Const Support 
Group Plan. " 

TUCKER, H. B. Duke Power Co. 83/08/10. DENTON, H. R. Office of 
Nuclear Reactor ReguLiti o-. Di-ector. 2pp. 25751; 311. 24X 

Fiche: 


—8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5.3.2, "McGuire/Catawba Crisis News Group" 8< Rev 
10 to Procedure 5. 3. 5, "Design Si Const Support Group Plan. " 

W/UIi Felton 840717 release memo. 

•a- Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


8407160192 Forwards public version of revised Crisis Mg t Plan 
Implementing Procedures 5.3 6, "Nuclear Technical Svc s 
Group" Si 5.3. 16, "Quarterly I nvent or y /C ommun i ca t i ons 
Equipment Check" design i. const support group plan. 

TUCKER, H. B. Duke Power Co. 84/06/13. Q 'REILLY, J. P. Region 2, 
Office of Director. 3pp, 25625:244, 24X Fiche: 50-000, 84/06/13, 

8407160192. 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6, "Nuclear Technical Sves Group" St 5. 3-16, 
"Quarterly Inventory /Communicat ions Equipment Check" 8< 
design S, const support group p Ian. W/S40709 release memo. 

* Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000, 84/06/13, 8407160192, 


P. Operating license stage documents Si correspondence 


8404110530 Advises of decision to further evaluate specific disparities 
at McGuire Si adequacy of procedures used by NRC when 
developing Tech Specs, per L Barrett 840227 assessment St 
recommendations of R Licciardo differing prof opinion, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/03/21. EISENHUT, D. G. Division of Licensing. MATTSON, R. J. 
Division of Systems Integration (post 811005). 2pp. 24122:001. 24X 

Fiche: 50-369, 84/03/21, 8404110530. 


--0404110470 Provides recollection of review process technical issues 
re proof &. review of McGuire Unit 2 Tech Specs, No 
significant safety issue unc over ed . Tech Specs based on 
setpoint analyses performed by licensee. 

ROSENTHAL, J. E. Reactor Systems Branch. 84/01/30. Reactor 
Systems Branch. 4pp. 24879:331. 24X F i c h e : 50-369, 84/03/21 , 

8404110530. 


8407050208 Forwards addl info re spent fuel pool two region rerack 
mods, requested by 840607 telecopy from Franklin Research 
Ctr. 

TUCKER, H.B. Duke Power Co. 84/06/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 6pp. 25297:306. 24X Fi che: 50-369. 84/06/22, 8407050208. 


8407030294 Forwards nonproprietary St proprietary "Technical Basis for 
Eliminating RHR Line Rupture as Structural Design Basis for 
Catawba Units 1 h 2 & McGuire Units 1 «i 2, " per request for 
exemption from GDC 4. 

TUCKER, H.B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 9pp. 25233:269. 24X 

Fiche: 50-000, 84/06/27, 8407030294. 


— 8407030300 Nonproprietary "Technical Basis For Eliminating RHR Line 
Rupture As Structural Design Basis For Catawba Units 1 tk 2 Z< 
McGuire Units 1 8i 2. " 

SWAMY, S. A. Westinghouse Electric Corp. WCAP 10576. 84/06/30. 

94pp. 25233:284. 24X Fi c he; 50-000, 84/06/27, 8407030294. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs holders of CPs re proposed staff 
actions to improve Si maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of Neu York, Inc, 36pp. 25601:348. 24X 

Fiche-: 50-000, 84/07/02, 8407020206. 


8407100249 Forwards addl info re spent fuel pool two region rerack mods 
requested at 840626 meeting . Se ismic analysis performed using 
combination of 2-D non-linear & 3-D linear models. 

TUCKER. H.B. Duke Power Co. 84/07/02. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. 2pp, 25513:004. 24X Fi ch e: 50-369, 84/07/02, 8407100249. 

8407130007 Advises that fee for 840412 application for relief from 
certain ASME code requirements re snubber testing not yet 
received, per 840501 request. Remittance of fee requested 
within 15 days of ltr receipt. 

MILLER, W.O, License Fee Management Branch. 84/07/02. TUCKER, H. B. 
Duke Power Co. Ip. 25579:333. 24X Fiche; 50-369. 84/07/02. 

8407130007. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Si amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. I7pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8407170368 Discusses util disagreement re fee required for exemption 
from ASME Code, Section IX inservice insp requ irements, on 
basis that exemption reviewed ?i approved by virtue of sample 
plans inclusion in Tech Specs. Fee end. 

TUCKER, H. B. Duke Power Co, 84/07/12. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 3pp. 25618:349. 24X Fiche. 50-369, 84/07/12, 8407170360. 
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S407200223 Forwards addl info re spent fuel pool two region rerack 
nods. in response to 840712 telcon. 

TUCKER. H.B. Duke Power Co. 84/07/16. DENTON- H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 3pp. 25693:008. 24X Fi c he: 50-369. 84/07/16, 8407200223. 


8407200241 Discusses 840710 telcon between D Fieno W McDowell re 
spent fuel pool two region rerack mods. Util commits to 
physical blocks in nonfuel locations during checkerboard 
storage. 

TUCKER. H.B. Duke Power Co. 84/07/16. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director ADENSAM, E. G. Licensing Branch 
4. Ip. 25692:335. 24X Fi c h e : 50-369, 84/07/ 16, 8407200241. 


8407250156 Forwards DPC-NF-2010, "Nuclear Physics Methodology for 
Reload Design." Reload design for core will be completed in 
June 1985, w/Cycle 3 startup approx Dec 1986. Approval of rept 
req.uested by Jan 1985. Fee encl. 

TUCKER, H.B. Duke Power Co. 84/07/18, DENTON. H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25744:188. 24X Fi c h e : 50-000, 84/07/ 18. 84072501 56, 


— 8407250158 "Nuclear Physics Methodology for Reload Design." 
FLORES. L.H., JEFFERIES, W. G. , RANDLES, J. H. Duke Power Co. 
DPC-NF-2010, 84/04/30. 238pp. 25744: 189. 24X 

Fiche: 50-000, 84/07/18, 8407250156. 


8407260333 Discusses 840217 Itr re proposed amend to Licenses 
NPF-9 8< NPF-17 to allow spent fuel pool storage capacity 
e xpansion. Reemp hasi zes that schedule must be maintained to 
complete all rerack work prior to first refueling, 

TUCKER, H.B. Duke Power Co. 84/07/20. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. 2pp. 25777:358. 24X Fi che: 50-369, 84/07/20. 8407260333. 


8407310202 Forwards peaking factor limit rept for Cycle 2 base load 
operation in burnup range of 1,200 to 10,200 MWD/MTU, per 
S40614 application to amend Licenses NPF-9 & NPF-17. Check 
encl. 

TUCKER, H. B. Duke Power Co. 84/07/20, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, 8pp. 25839:228. 24X 

Fiche: 50-369. 8^/07/20. 8407310202. 


Q. Inspection reports, IE Bulletins & correspondence 


B4071902S4 Forwards IE Insp Repts 50-369/84-13 50-370/84-11 on 

840515-18. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/08. TUCKER, H.B. 
Duke Power Co. 2pp. 25685:339. 24X Fiche : 50-369. 84/06/Q8, 

8407190254. 


— 8407190258 IE Insp Repts 50-369/84-13 & 50-370/84-11 on 840515-18, No 
violations or deviations noted. Major areas inspected: 
followup of outstanding items ?< review of core performance. 

BURNETT, P, T. , JAPE, F. Region 2, Office of Director. 84/06/06, 

5pp. 25685:341. 24X Fic^h e: 50-369. 84/06/08, 8407190254. 


8407180183 Forwards IE Insp Repts 50-369/84-14 V. 50-370/84-12 on 
840420-0520. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/13. TUCKER. H.B. 
Duke Power Co, 2pp. 25667:126. 24X Fiche ; 50-369, 84/06/13, 

8407180183. 


--8407180185 IE Insp Repts 50-369/84-14 50-370/84-12 on 840420-0520. No 

violations or deviations noted. Major areas inspected; 
operations safety verif icataon, surveillance testing & maint 
activities. 

ORDERS, W., PIERSON.R. , BROWNLEE, V. L. Region 2, Office of Director. 
84/06/12. 5pp. 25667:128. 24X Fiche: 50-369, 84/06/13, 8407180183. 


8407190266 Forwards IE Insp Repts 50-369/84-16 & 50-370/84-13 on 
840529-0601. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/19. TUCKER, H, B. 
Duke Power Co. 2pp. 25685:199. 24X Fiche: 50-369, 84/06/19, 

8407190266. 


--8407190282 IE Insp Repts 50-369/84-16 & 50-370/84-13 on 840529-0601. No 
violations or deviations noted. Major areas inspected; 

NUREG-0737 items, aud i ts, ch emis try program, sh ield survey, 
external exposure control, posting & labeling & control. 

AL.BR I GHT , R. H. , JENKINS, G. R. Region 2, Office of Director. 

84/06/18. 6pp. 25685:201. 24X Fiche: 50-369, 84/06/19, 8407190266. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 8301031. 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


S4070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation ?y. Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X Fi c he : 50-000, 84/07/05, 8407030089. 


8407190196 Forwards exam rept for 840605-07 NRC-administered operator 
exams. Table of exam results withheld (ref 10CFR2. 790). 

DANCE, H.C. Region 2, Office of Director. 84/07/05. TUCKER, H.B, 
Duke Power Co. Ip. 25685:303. 24X Fiche: 50-369, 84/07/05, 

8407190196. 


--8407190207 Exam rept on 840605-07. Exam results; three of four candidates 
passed oral reexam, both candidates for simulator reexam 
passed . 

ROGERS, T., WILSON, B. A. Region 2, Office of Director. 84/06/27. 

2pp. 25685:304. 24X Fi ch e; 50-369, 84/07/05. 84071 90196. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he : 50-000. 84/07/06, 8407050274. 


8407130172 Responds to proposed imposition of Civil Penalty EA 84-37 
for violations noted in IE Insp Repts 50-369/83-39 & 

50-370/83-46. Contain.ment spray valve incident due to 
personnel error, not defect in independent verification. 

TUCKER, H. B. Duke Power Co. 84/07/06. Director's Office, Office 
of Inspection and Enforcement, 18pp. 25563: 128. 24X 

Fiche: 50-369, 84/07/06, 8407130172. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Hinute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/ 10, 8407060251. 


8407170368 Discusses util disagreement re fee required for exemption 
from ASME Code, Section IX inservice insp requirements, on 
basis that exemption reviewed approved by virtue of sample 
plans inclusion in Tech Specs. Fee encl, 

TUCKER, H. B. Duke Power Co. 84/07/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25618:349. 24X 

Fiche: 50-369, 84/07/12, 8407170368. 


8407260199 Forwards response to IE Bulletin 84-02 re failure of GE~Type 
HFA relays in use in Class IE safety sys. Results of generic 
review of general concerns will be provided after completion 
of investigation, G£-Type HFA relays not in use at plant. 

TUCKER. H. B. Duke Power Co. 84/07/13. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 25777:179. 24X Fiche; 50-369, 84/07/13, 

8407260199. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi che: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407190071 Monthly operating repts for June 1984. W/840713 Itr. 
REAVIS, J. A., TUCKER, H.B. Duke Power Co. 84/06/30. 13pp. 

25687:288, 24X Fiche; 50-369. 84/06/30. 8407190071 . 


S. Reportable occurrences, LERs Z>. related correspondence 


8407090239 Potential Part 21 rept re bug in DETECTOR computer code for 
in— core detec tors. Bog incorrectly calculated enthalpy rise 
peaking factor. Bug corrected. 

SHANSTROM.R. T. Shanstrom Nuclear Associates. 84/05/24. HURLEY, T. E. 

Region 1, Office of Director. 8pp. 25443:349. 24X 

Fiche: 50-000. 84/05/24, 8407090239. 



DOCKETED ITEMS 


8407120182 Advises that AEOD Case Study C404< "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-2EFTAWY. M. Director's Office. 84/06/30. ' 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


8407190362 LER 84-014-00: on 840609, d i sc over ed Fisher Controls failed to 
provide environmentally qualified actuators for component 
cooling sys containment isolation valves. Caused by 
nameplates not d i sting-, jish in.', ac tuators. W/840709 Itr. 

NARDOCI, P. B. , T-JCKER.H 2 Duke Power Co. 84/07/09, 3pp. 

25685:194. 24X Fiche: 50-370, 84/07/09, 8407190362. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


B407030097 Generic Ltr 84-17 to all power reactor 1 icensees, applicants 
for OLs, NSSS vend ors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end, 

EISENHUT, D. G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc, l6pp. 25601:326. 24X 

Fiche-: 50-000, 84/07/03, 8407030097. 


8407190196 Forwards exam rept for 840605-07 NRC-admin istered operator 
exams. Table of exam results withheld (ref 10CFR2. 790). 

DANCE, H.C. Region 2, Office of Director. 84/07/05. TUCKER, H.B. 
Duke Power Co. Ip. 25685:303. 24X Fi ch e : 50-369, 84/07/05, 

8407190196. 


--8407190207 Exam rept on 840605-07. Exam results: three of four candidates 
passed oral reexam, both candidates for simulator reexam 
passed. 

ROGERS,!. Region 2, Office of Director. 84/06/27. 2pp. 

25685:304. 24X Fi ch e: 50-369, 84/07/05. 0407190196. 


X. Onsite Storage of Low Level Waste 


8407260327 Forwards addi info re application for disposal of low level 
radwaste.per 840716 telcon between J Swift & WH McDowell. 

TUCKER, H.B. Duke Power Co, 84/07/18. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
4. 2pp. 25777:355. 24X Fiche; 50-369. 84/07/18, 8407260327. 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


0407110260 Revised emergency plan implementing procedures, consisting of 
rev to LZP index & Rev 3 to Procedure LZP-1550-1, "First Aid 
Facilities Monthly Surveillance." W/transmi ttal Sc receipt 
form. 

* Commonwealth Edison Co. 84/04/11. 14pp. 25526:167. 24X 

Fiche; 50-373, 84/04/ 1 1 , 84071 1 0260. 


8407120545 Public version of generating station emergency plan 
telephone d irec tory. W/840530 release memo. 

OALLE. D. P. Commonwealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche: 50-000, 84/04/26, 8407120545. 


8407060140 Forwards proposed resolution of fire protection Issues re 
imposition of all NFPA codes 4( training requirements, 
applicability of GDC 1 Zt imposition of surveillance tests. 

FARRAR, D. L, Commonwealth Edison Co. 84/06/14. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 25421; 142. 24X 

Fiche: 50-373. 84/06/14, 8407060140. 


8407100247 Forwards IE Safeguards Insp Repts 50-373/84-16 8c 
50-374/84-20 on 840618-22. No noncompliance noted. 

AXELSON, W.L. Region 3, Office of Director. 84/07/06. REED, C, 
Commonwealth Edison Co. 2pp. 25513:001. 24X Fiche: 50-373, 84/07/06, 

8407100247. 


—8407100265 IE Safeguards Insp Repts 50-373/84-16 Xc 50-374/84-20 on 
840618-22. No noncompliance noted. Major areas inspected: 
security plan 8< implementation procedures 8c security 
organi zation. Detai Is withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , CREED, U. R. Regibn 3, Office of Director. 84/07/06. 
Ip. 25513:003. 24X Fich e; 50-373, 84/07/06, 8407100247. 


8407250212 Rev 24 to Offsite Procedure LAP-820-3, "LZP Index. " 
* Commonwealth Edison Co. 84/07/16. 7pp. 25735:038. 24X 

Fiche: 50-373, 84/07/16. 8407250212. 


8407240239 Ack receipt of 840629 ltr re annual meeting w/offsite 
response agencies. NRC does not normally attend annual 
emergency preparedness training for offsite organizations. 
Notification of training date requested. 

PAPERIELLO, C. U. Region 3, Office of Director. 84/07/20. 
DIEDERICH, G. J. Commonwealth Edison Co. ip. 25718:356. 24X 

Fiche; 50-373, 84/07/20, 8407240239. 


— 8407240250 Extends invitation to attend 1-day radiological training 
session Xc to visit station to coordinate emergency planning 
between NRC Za util. 

DIEDERICH, G. J. Commonuealth Edison Co. 84/06/29, KEPPLER, J. G. 
Region 3, Office of Director. Ip. 25718:357. 24X 

Fiche: 50-373, 84/07/20. 8407240239. 


8407270061 Revs to emergency plan implementing Procedures LZP-lllO-1, 
"Station Director (Acting Station Director) Implementing 
Procedure" LZP-1310-l, "Notifications. " Index 8t 840723 
transmittal form end. 

* Commonwealth Edison Co. 84/07/23. 55pp. 25789:241. 24X 

Fiche: 50-373, 84/07/23, 8407270061. 


P. Operating license stage documents 8; correspondence 


8407030401 Advises of review approval of Revs 24 St 25 to QA topical 
rept, per 830713 8< 0822 itrs. App B requirements satisfied. 

NORFLIUS, C. E. Division of Project 8t Resident Programs, 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche; 50-000, 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins 8t data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. '* Review to be completed by 840928. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000, 84/06/30. 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs X< holders of CPs re proposed staff 
actions to improve X< maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8« amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


Q. Inspection reports, lE Bulletins 8t correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8t Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407060265 Ack receipt of 840626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/84-12 St 
50-374/84-16. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/07/02. REED.C. 
Commonwealth Edison Co. Ip. 25426:050. 24X Fiche: 50-373, 84/07/02, 

8407060265. 


— 8407060267 Responds to NRC 840529 ltr re violations noted in IE Insp 
Repts 50-373/84-12 Xt 50-374/84-16. Corrective actions; 
retraining on current notification procedures begun w/ 
completion expected by 840801. 

FARRAR, D.L. Commonwealth Edison Co. 84/06/26. KEPPLER, J.G. 
Region 3, Office of Director. 3pp. 25426:051. 24X 

Fiche: 50-373, 84/07/02, 84(37060265. 



254 


DOCKETED ITEMS 


8407030085 
Anaeroh ic 
JORDAN, E. 
Response 
York, Inc 


IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Adhesive/Sealants. " Svc list end. 

L. Division of Emergency Preparedness S: Engineering 
(Post 830103) 84/07/05. Consolidated Edison Co. of New 

119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407120182 Advises that AEOD Case Study C404, "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors," revi eued . Re c ommend s IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05, HELTEMES, C. J, Director's Office. Ip. 25559:007. 24X 

Fiche; 50-000, 84/07/05, 8407120182. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation h Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. . ^ . 

JORDAN, E L Division of Emergency Preparedness &. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co of New 

York, Inc 122pp. 25602:032. 24 X Fiche; 50-000, 84/07/05, 8407030089. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182, 


84070502/4 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 

end, . _ . 

JORDAN. E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50 - 000 , 84/07/06, 8407050274. 


8407190471 LER 84-031-00: on 840615, reac tor water cleanup sys isolated 
due to high pump room differential temp. Caused by normal 
ventilation shut down £< operation of containment vent 
purge. W/B40706 Itr. 

LUETT, W.R., DIEDERICH, G. J. Commonwealth Edison Co. 84/07/06. 3pp. 
25687:356, 24X Fiche: 50-373, 84/07/06, 8407190471. 


8407100247 Forwards IE Safeguards Insp Repts 
SO-374/84-20 on 840618-22. No noncomp 1 ianc e 
AXELSON, W. L. Region 3, Office of Director. 
Commonwealth Edison Co. 2pp. 25513:001. 


50-373/84-16 & 
noted. 

84/07/06. REED, C. 

24X Fiche; 50-373, 84/07/06, 


8407100247. 


8407190473 LER 84-032-00: on 840612, reac tor water cleanup sys isolated 
on high differential flow caused by excessive flow out vent 
line during fill vent of HX. Caution will be issued. 

U/840706 Itr. 

SHIELDS, J. , DIEDERICH, 0. J. Commonwealth Edison Co, 84/07/06. 3pp, 
25687:338. 24X Fiche: 50-373, 84/07/06, 8407190473. 


— 8407100265 IE Safeguards Insp Repts 50-373/84-16 50-374/84-20 on 

840618-22. No noncompliance noted. Major areas inspected; 
security plan h implementation procedures St security 
or gan i za t i on . Details withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , CREtD.J. R. Region 3, Office of Director. 34/07/06. 
ip. 25513:003. 24X Fi c h e : 50-373, 84/07/06, 8407100247. 


8407120312 Ac k receipt of 840626 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/84-03 8< 
50-374/84-02. 

SHAFER, W. D. Region 3, Office of Director, 84/07/06, REED, C. 
Commonwealth Edison Co, Ip. 25549:084. 24X Fiche; 50— 373, 84/07/06, 

8407120312. 


— 8407120325 Responds to NRC 840531 Itr re violations noted in IE Insp 
Repts 50-373/84-03 St 50-374/84-02. Correc t ive actions: 
procedures used to califar inlet flow transmitters revised to 
reflect proper spans St instruments calibr. 

FARRAR, D.L. Commonwealth Edison Co. 84/06/26. KEPPLER, J. G. 
Region 3, Office of Director. 2pp. 25549:085. 24X 

Fiche: 50-373. 84/07/06, 8407120312. 


8407190385 LER 84-036-00; on 840614, door 444 to reactor water cleanup 
hold pump room found closed but not latched . Caused by 
electrical strike mechanism sticking in open position. 

Mechanism lubricated. W/840712 Itr. 

ALDRICH, L. R. , DIEDER ICH, G. J. Commonwealth Edison Co. 84/07/12. 
3pp. 25685:075. 24X Fi c h e : 50-373, 84/07/ 12, 84071903B5. 


8407240376 LER 84-034-00: on 840617, turb ine bldg high radiation door 
found open w/no positive access con tr o 1 . Caused by worker 
failure to properly secure door. Workers reminded of work 
requirements for high radiation areas. W/840713 Itr. 

ALDR ICH, L. R. , DIEOER ICH, 0. J. Commonwealth Edison Co. 84/07/13, 
3pp. 25730:168. 24X Fi c h e : 50-373, 84/07/ 13, 8407240376. 


8407250582 LER 84-037-00; on 840621 , crac k s discovered on engine side of 
outboard diesel fire pump flywheel. Cause under investigation 
by personnel Zc manufacturer. New flywheel inspected 8< 
installed. 

FOSTER, J.H., DIEDERICH, 0. J. Commonwealth Edison Co. 84/07/16. 4pp. 
25764:238. 24X Fiche; 50-373, 84/07/16, 8407250582, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407170263 Forwards plans & schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/07/11. KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616: 179. 24X 

Fiche; 50-000,84/07/11, 8407170263. 


8407270207 LER 84-035-00: on 840619, crac k s found on engine side of 
diesel fire pump OB flywheel . Cause under investigation by 
util Cummins Engine Co, Inc. New flywheel installed «< pump 
tested returned to svc. W/840716 Itr. 

FOSTER, J. H. , DIEDERICH, G. J. Commonwealth Edison Co, 84/07/16, 4pp. 
25792:352. 24X Fiche: 50-373, 84/07/16, 8407270207. 


8407270319 LER 84-033-00: on 840622, repa ired penetration found 
improperly sealed & w/o required fire watch. New work request 
issued for repair ?< hourly fire watch initiated. Reexam of 
fire walls to be made 8! procedures r e vi sed . W/840717 Itr. 

KOCEK, J. , DIEDERICH, G. J. Commonwealth Edison Co. 84/07/17. 4pp. 
25792:326, 24X Fi ch e : 50-373, 84/07/ 1 7, 8407270319. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S-. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245'. 24X Fiche; 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports & related correspondence 


8407020415 Monthly operating repts for May 1984. W/840605 Itr. 

DUS, R. S. , DIEDERICH, G. J Commonwealth Edison Co. 84/05/31. 2app. 
25217:267. 24X Fiche: SO-373, 84/05/31 , 8407020415, 


8407300183 Monthly operating repts for June 1984. W/840706 Itr. 

DUS/R.S. , DIEDERICH, 0. J Commonwealth Edison Co. 84/06/30. 31pp. 

25816:001. 24X Fiche; 50-373, 84/06/30, 8407300183. 


S. Reportable occurrences. LERs &; related correspondence 


8407160170 NPDES noncomp 1 iance notification; on 840530, samp le of MUD 
clean sump contained pH level of 11.2 SU, exceeding permit 
limit of 9.0 SU, Sump identified as source of high pH water. 
Original source unknown. Discharge stopped. Rept end, 

DIEDERICH. G, U. Commonwealth Edison Co. 84/06/19. KEPPLER, J. G. 
Region 3, Office of Director. 3pp. 25592:182. 24X 

Fiche: 50-373, 84/06/19, 8407160170, 


8407260343 LER 84-033-00: on 840624, reac tor water cleanup (RWCU> sys 
isolation occurred. Caused by high differential flow due to 
water density d if f erences. RWCU sys placed back in operation. 

W/840718 Itr. 

SMYTHE, D. R., DIEDERICH, 0. J. Commonwealth Edison Co. 84/07/18. 4pp. 
25780:261. 24X Fi c he : 50-373. 84/07/18, 8407260343. 


8407260346 LER 84-039-00: on 840624, reac tor scrammed on low vessel 
level due to loss of main steam flow signal to reactor 
water level control logic. Cause undetermined. Wor k request 
written to investigate prob 1 em. W/84071S Itr. 

KOENIG, R.D., DIEDERICH, G. J. Commonwealth Edison Co, B4/07/1S. 4pp. 
25780:265. 24X Fiche; 50-373, 84/07/18, 8407260346. 


8407240246 PNO~1 1 1-84-059; on 840720, r up ture disk on reserve hydrogen 
tank b lew, star ting fire. Tank isolated fire allowed to burn 
out. Adjacent tanks &■. equipment hosed down, Secur i ty guard 
incurred minor flash burns. State of IL will be notified. 

GULDEHOND, W, , WRIGHT, G. Region 3, Office of Director. 84/07/20. 
Ip. 25722:176. 24X Fiche; 50-373, 84/07/20, 8407240246. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs &•. holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end, 

EISENHUT, D, G. Division of Licensing. 84/06/27. Conso 1 i datedi 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142, 
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8407060215 Provides list of certain practices used in implementing 
provisions of NUREG~1021i "Operator Licensing Examiner 
Stds. " re administration of simulator exams. 

WALKER. R. D. Region 3. Office of Director. 84/07/02. REED. C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fiche: 50-000. 84/07/02, 
8407060215. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ensees. app i i cants 
for OLs.NSSS vendors, reac tor vendors tj. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications t. exams, Svc list end. 

EISENHUT. D. G, Division of Licensing, 84/07/03, Consolidated 
Edison Co. of Tieu York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-374 LASALLE Caur41Y STATION, UNIT 2 


A. App 1 ic a t ion/c ons tr uc t i on stage documents c orresp ond enc e 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends, Svc list end.. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


F, Security, medical, emergency it fire protection plans 


8407110260 Revised emergency plan implementing procedures, consisting of 
rev to LZP index Rev 3 to Procedure LZP-1550-1. "First Aid 
Facilities Monthly Surveillance." W/transmi ttal St receipt 
form. 

* Commonwealth Edison Co. 84/04/11. 14pp. 25526:167. 24X 

Fiche: 50-373, 84/04/11. 8407110260. 


8407120545 Public version of generating station emergency plan 
telephone d irec tory . W/840530 release memo. 

OALLE, D.P. Commonwealth Edison Co. 84/04/26. SOpp. 25559:252. 
24X Fiche: 50-000, 84/04/26, 8407120545. 


8407060140 Forwards proposed resolution of fire protection issues re 
imposition of all NFPA codes & training requirements, 
applicability of ODC 1 4t imposition of surveillance tests, 

FARRAR, D.L. Commonwealth Edison Co. 84/06/14. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 25421; 142. 24X 

Fiche: 50-373. 84/06/14, 8407060140. 


8407100247 Forwards IE Safeguards Insp Repts 50-373/84-16 it 
50-374/84-20 on 840618-22. No noncompliance noted. 

AXELSaW.W, L. Region 3. Office of Director. 84/07/06. REED, C. 
Commonwealth Edison Co. 2pp. 25513:001. 24X Fiche: 50-373. 84/07/06. 

8407100247. 


8407250212 Rev 24 to Offsite Procedure LAP-820-3. "LZP Index. " 
* Commonwealth Edison Co. 84/07/16. 7pp. 25735:038. 24X 

Fiche; 50-373, 84/07/16, 8407250212. 


8407240239 Ac k receipt of 840629 ltr re annual meeting w/offsite 
response agencies. NRC does not normally attend annual 
emergency preparedness training for offsite organizations. 
Notification of training date requested. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/07/20. 
DIEDERICH. G. J. Commonwealth Edison Co. Ip. 25718:356. 24X 

Fiche: 50-373, 84/07/20, 8407240239. 


■8407240250 Extends invitation to attend 1-day radiological training 
session it to visit station to coordinate emergency planning 
between NRC It util. 

DIEDERICH, G. J. Commonwealth Edison Co. 84/06/29. KEPPLER, J. G. 
Region 3, Office of Director. Ip. 25718:357. 24X 

Fiche: 50-373, 84/07/20, 8407240239, 


8407270061 Revs to emergency plan implementing Procedures LZP-lllO-l. 
"Station Director (Acting Station Director) Implementing 
Procedure" it LZP-1310-1, "Notifications." Index it 840723 
transmittal form end. 

«• Commonwealth Edison Co. 84/07/23. 5Spp. 25789:241. 24X 

Fiche: 50-373. 84/07/23. 8407270061. 


P. Operating license stage documents it correspondence 


8407030401 Advises of review approval of Revs 24 it 25 to QA topical 
rept.per 830713 & 0822 itrs. App B requirements satisfied. 

NORELIUS, C. E. Division of Project it Resident Programs. 84/06/29. 
REED. C. Commonwealth Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000. 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins it data Itrs. in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events." Review to be completed by 840928, 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000, 84/06/30. 8407060205 


8407020206 Generic Ltr 04-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve i>. maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


Q Inspection reports. IE Bulletins i>. correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

UORDAN. E. L. Division of Emergency Preparedness S* Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 15dpp. 25535:160. 24X Fi c he : 50-000. 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co, of New 

York, Inc. 124pp. 25602:151. 24X Fi che: 50-000. 84/06/29. 8406280311 . 


8407060265 Ac k receipt of 840626 ltr NPC of steps taken to 

correct violations noted in IE Insp Ri-,-.::-.. f/O-’j ""J 8c 
50-374/84-16. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/07/02. REED. C. 
Commonwealth Edison Co. Ip, 25426:050. 24X Fiche: 50-373, 84/07/02, 

8407060265. 


— 8407060267 Responds to NRC 840529 ltr re violations noted in IE Insp 
Repts 50-373/84-12 8,. 50-374/84-16. Corrective actions: 
retraining on current notification procedures begun wX 
completion expected by 840801. 

FARRAR, D.L. Commonwealth Edison Co. 84/06/26. KEPPLER, J.G. 
Region 3. Office of Director. 3pp. 25426:051. 24X 

Fiche; 50-373, 84/07/02. 8407060265. 


8407030085 IE Info Notice 34-53. "Info re Use of Loctite 242 8c Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8c Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRa. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp, 25865:286. 24X Fiche; 50-000. 84/07/06. 8407050274. 


8407100247 Forwards IE Safeguards Insp Repts 50-373/84-16 8e 
50-374/84-20 on 840618-22. No noncompliance noted. 

AXELS0^4. W. L. Region 3. Office of Director. 84/07/06. REED. C. 
Commonwealth Edison Co. 2pp. 25513:001. 24X Fiche: 50-373. 84/07/06. 

8407100247, 


— 8407100265 IE Safeguards Insp Repts 50-373/84-16 8c 50-374/84-20 on 
840618-22. No noncompliance noted. Major areas inspected; 
security plan i*. implementation procedures it security 
organ! zation. Detai Is withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , CREfcD. J. R. Region 3, Office of Director. 84/07/06. 
Ip. 25513:003. 24X Fi che: 50-373. 84/07/06. 8407100247. 


8407120312 Ack receipt of 840626 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-373/84-03 & 
50-374/84-02. 

SHAFER, W.D. Region 3. Office of Director. 84/07/06. REED. C. 
Commonwealth Edison Co. Ip. 25549:084. 24X Fiche ; 50-373, 84/07/06. 

8407120312. 


--8407120325 Responds to NRC 840531 ltr re violations noted in IE Insp 
Repts 50-373/84-03 it 50-374/04-02. Correct ive actions: 
procedures used to calibr inlet flow transmitters revised to 
reflect proper spans it instruments calibr. 

FARRAR, D. L. Commonwealth Edison Co. 84/06/26. KEPPLER.J. 0. 
Region 3, Office of Director. 2pp. 25549:085. 24X 

Fiche: 50-373, 84/07/06, 8407120312. 
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8<V07060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fic he: 50-000, 84/07/10. 8407060251. 


8407170263 Forwards plans & schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02, Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced, 

ALEXANDER, G. L. Commonwealth Edison Co. 84/07/11. KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616:179. 24X 

Fiche: 50-000, 84/07/1 1. 8407170263. 


8407310008 Forwards IE Insp Rept 50-374/84-21 on 840619-29. No 
noncomp 1 ianc e noted. 

WALKER. R.D, Region 3, Office of Director. 84/07/12. REED, C. 
Coranonwealth Edison Co. 2pp. 25849:162. 24X Fiche; 50-374, 84/07/12. 

8407310008. 


— 8407310011 IE Insp Rept 50-374/84-21 on 840619-29. No noncompliance or 
deviations noted. Major areas insp ec ted; startup test results 
review & followup of previously opened items. 

LANKSBURY, R. D. , RESCHESKE. P. R. . REYES. L. A. Regions, Office of 
Director. 84/07/11. 3pp. 25849:164. 24X Fiche: 50-374, 34/07/12, 

8407310008. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOBpp. 26057:245. 24X Fic he : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports Sc related correspondence 


8407020415 Monthly operating repts for May 1984. W/ 840605 Itr. 

DUSiR.S. , DIEDERICH, G, J. Commonwealth Edison Co. 84/05/31, 28pp. 

25217:267. 24X Fiche: 50-373. 84/05/31 , 8407020415. 


8407300183 Monthly operating repts for June 1984. W/840706 Itr, 

DUS.R.S. , DIEDERICH, G. J. Commonwealth Edison Co. 84/06/30. 31pp. 

25816:001. 24X Fiche; 50-373. 84/06/30, 8407300183. 


S. Reportable occurrences, LERs & related correspondence 


8407030200 LER 84-009-01: on 840308, isolation signal generated, causing 
RHR loop A to Isolate. Caused by personnel leaving 2E12-F008 
valve breaker in off position S< spare Riley alarm & trip 
module fa i lure. W/a40615 Itr. 

SCHAIBLE, M. D. , DIEDEkICH. 0. J. Commonwealth Edison Co. 84/06/15. 
4pp. 25267:241. 24X Fiche: 50-374. 84/06/15. 8407030200, 


8407090252 LER 84-025-00; on 840606, reac tor water level switches 
actuated when indicating transmitter switch vented. Switches 
initiated RCIC injection resulting in full reactor scram. 

Caused by personnel error. Personnel counseled. W/840621 Itr. 

KALMON. K. J. , DIEDERICH. 0. J. Commonwealth Edison Co. 84/06/21. 4pp. 
25445; 357. 24X Fiche: 50-374, 84/06/21, 8407090252. 


8407020109 Special rept: on 840504, loose parts monitor channel 9 
inoperable for greater than 30 days. Caused by open 
connection in micro-dot cable. Union will be installed at 
next opportunity after part is available. 

DIEDERICH, G. J. Commonwealth Edison Co. 84/06/25. KEPPLER. J. G. 
Region 3, Office of Director. Ip. 25219:351. 24X 

Fiche: 50-374, 84/06/25, 8407020109. 


8407090242 LER 84-027-00: on 840604, test switches removed from test 
position w/o direction from technical staff eng ineer. Caused 
by poor communication. Coaching interview conducted to 
emphasize good communications. W/840628 Itr. 

WITTENBURG. K, C. . DIEOER ICH. G. J. Commonwealth Edison Co. 84/06/28. 
5pp. 25442: 353. 24X Fiche: 50-374. 84/06/28. 0407090242. 


8407120182 Advises that AEOD Case Study C404. "Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors." reviewed . Re commends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
34/07/05. HELTEMES, C. J. Director's Office. Ip. 25559:007. 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


— 8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors," case study rept. 
EL-ZEFTAWY, M. Director 's Of f ice. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 8407120182. 


84071S0117 LER 84-029-00; on 840611 , w/uni t at 07. power in Mode 2, 
isolation of reactor water cleanup occurred due to high 
differential flow. Caused by differences between influents 
to & effuents from reactor water cleanup sys. W/840705 Itr. 
SPRUNGER, c! K. , DIEDERICH, G. J. Commonwealth Edison Co. 84/07/05. 
4pp. 25667:168. 24X Fic he: 50-374, 84/07/05. 840718011 7. 


8407190389 LER 84-030-00: on 840615. HPCS declared inoperable as result 
of HPCS discharge relief valve 2E22-F035 internal bellows 
seal fa i lure. Caused by hydraulic force on seal. Valve 
repaired & tested operati ona 1. W/840709 Itr. 

MASTEfiSON. V. , DIEDERICH. O. J. Commonwealth Edison Co. 84/07/09. 
5pp. 25684:253. 24X Fic he: 50-374, 84/07/09. 8407190389. 


8407270229 LER 84-031-00; on 840622, reactor water cleanup sys isolated 
on spurious high ambient Div II temp leak detection trip. 

Caused by temp switches in "read" pos i t ion. Iso 1 at ion reset ?< 
sys returned to normal op era tion. W/840716 Itr. 

WITTENBURG, K, , DIEDEKICH. G. J. Commonwealth Edison Co. 84/07/16. 
4pp. 25793:123. 24X Fic he: 50-374, 84/07/16. 8407270229. 


8407240246 PNO- 1 1 1— 84-059. on 840720, rupture disk on reserve hydrogen 
tank b 1 ew. s tart ing fire. Tank isolated & fire allowed to burn 
out. Adjacent tanks equipment hosed d own. Sec ur i ty guard 
incurred minor flash burns. State of IL will be notified. 

GULDEMOND, W. , WRIGHT, G. Region 3, Office of Director. 84/07/20. 
Ip. 25722:176. 24X Fi ch e: 50-373, 84/07/20. 8407240246. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8t holders of CPs re adequacy of on-shift 
operating experience for neai — term OL app 1 icants, Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407060215 Provides list of certain practices used in implementing 
provisions of NURBG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 84/07/02. REED, C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fiche: 50-000. 84/07/03. 

8407060215. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees. applicants 
for OLs.NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A, Application/construction stage documents correspondence 


8407050411 Informs Commission of potentially significant issues for 
upcoming OL licensing cas es. Vi ewgrap hs end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
SECY-a4-163A. 84/06/11. 21 pp. 25418:295. 24X 

Fiche: 50-000, 84/06/1 1 , 8407050411. 


8407130160 Comments on operations at Waterford & Comanche Peak 8< other 
plants, per request made to Commissioner Gilinsky. No evidence 
of Congressional pressure on NRC senior staff to have 
Waterford licensed. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/06/25. PALLADINO Commissioners. 5pp. 25579:335. 24X 

Fiche: 50-000, 84/06/25, 8407130160. 
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0407120449 Responds to 840517,30 !k 0604 Itrs re ALARA reviews for 
gaseous liquid radwaste sys. Proposed action in 840530 
Itr acceptab le. Notice of completion of ALARA reviews 
requested. 

OAGLIARDOi J. E. Region 4, Office of Director. 84/06/27. 
LEDDICK, R, S. Louisiana Power Light Co. Ip. 25555- 078 24X 

Fi Che; 50-382. 84/06/27, 8407120449. 


8407260404 Notifies that 840426 invoice issued in anticipation of 
OL canceled, since QL not issued prior to 840620 rev tn 
10CFRI70. 

MILLER, W. O. License Fee Management Branch. 84/07/20 LEDDICK, R s 
Louisiana Power Light Co, ip. ■ 25791:024. 24X 

Fiche: 50-382,84/07/20, 8407260404. 


8407020431 Forwards program plan describing organization of new program 
methods of approaching resolution of issues raised in NRC 
840613 Itr. Plan intended to provide early high level of 
confidence in resolution of prelicensing issues. 

CAIN, J. M. Louisiana Pouer & Light Co, 84/06/28, EISENHUT. D. S. 
Division of Licensing. 3pp, 25217:174. 24X Fiche : 50-382, 84/06/28, 

8407020431, 


E. NRC Safety Evaluation Report CSER), syppls & correspondence 


8407230188 Forwards SSER 6 re application for OL. U/o end. 
KNIGHTON, G. W. Licensing Branch 3. 84/06/29. LEDDICK, R. S. 

Louisiana Power 6 Light Co. 2pp. 25727:137, 24X 

Fiche: 50-382, 84/06/29, 8407230188. 


— 8407020435 Program plan schedule. 

* Louisiana Power J/. Light Co. 84/06/28. 28pp. 25217- 177 24X 

Fiche: 50-382, 84/06/28,8407020431. 


8407060030 Forwards proposed FSAR Chapter 14 changes re venting of sys 
during hydrostatic testing & testing of nonsafety-related 
supplementary chilled water sys. Changes will be incorporated 
in future FSAR amend. 

COOK, K. W. Louisiana Pouer &>. Light Co. 84/06/29. KNIGHTON, G. W. 
Licensing Branch 3. 5pp. 25429:303. 24X Fi c he; 50-382, 84/06/29, 

8407060030. 


0407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8t holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


S407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


Q407190373 Notification of 840710 meeting w/util in Taft, LA to 
discuss util proposed plan for NDT on common foundation 
basemat, 

WILSON, J. Licensing Branch 3. 84/07/09. KNIGHTON, G. W. Licensing 

Branch 3. 3pp. 25693:237. 24X Fich e ; 50-382, 84/07/09, B407190373. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware d e f i c i enc i es, mismanag emen t It safety 
problems in nuclear ind us tr y . Enc 1 identifies inaccurate 8< 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE, U. Office of 
Policy Evaluations. 8pp. 23779:205. 24X Fiche: 50-000, 84/07/10. 

8407250094. 


--84072S0113 Forwards Commissioner Bernthal request for review It response 
to S Stecklow 840624 article in Philadelphia Enquirer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28- REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware defic i enci es, mismanag emen t It safety 
pr ob 1 ems. 

BERNTHAL, F, M. Commissioners. 84/06/26. ZERBE, U. Office of 
Policy Evaluations. 8pp, 25779:214. 24 X Fiche: 50-000, 84/07/10, 

8407250094. 


8407240150 Notification of 840620 meeting w/util in Bethesda.MD to 
discuss preliminary results of NDT evaluation of basemat. 

UILSON, J. H. Licensing Branch 3. 84/07/12. KNIGHTON, G. W. Licensing 

Branch 3. 3pp. 25752:176. 24X Fi ch e: 50 - 382 , 84/07/12, 8407240150. 


8407250142 Notification of cancellation of 840620 meeting w/utxl in 
Bethesda.MD to discuss preliminary results of NDT 
evaluation of basemat. . 

WILSON, J. H. Licensing Branch 3. 84/07/12. 

Branch 3. 3pp. 25755:159. 24X Fi ch e : 50 - 382 , 84/07/12, 8407250142. 


8407110007 SAFETY EVALUATION REPWT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATIC, UNIT 3. Docket No. 50-382. 
(Louisiana Pouer And Light Company) 

♦ Division of Licensing. NUREG-0787 S06. 84/06/30, 16app. 

Available at NRC. »6. 00. 25545:008. 24X Fiche- 50-382, 84/06/30, 

84071 10007. 


8407060077 Agrees to complete continuing study of single failures o# 
control sys It correct resulting deficiencies prior to 
startup following first ref ueling. Action should close out 
SER Open Item 7. 1. 2(6). 

COOK, K. W. Louisiana Pouer 1: Light Co. 84/07/06. KNIGHTON, O. M. 
Licensing Branch 3. Ip. 25421:186. 24X Fiche: 50-:^2, 84/07/06. 

8407060077. 


F. Security, medical, emergency & fire protection plans 


8407240095 Forwards public version of Rev O to draft Emergency Plan 
Implementing Procedure EP-4-010, "Toxic Chemical Contingency 
Procedure. " 

COOK, K. W. Louisiana Power & Light Co. 83/11/03. KNIGHTON. C. W. 
Licensing Branch 3. 3pp. 25752:265. 24X Fiche: 50-382, 83/1 1/03, 

8407240095. 


— 8407240106 Public version of Rev 0 to draft Emergency Plan I«ple«entini 
Procedure EP-4-010, "Toxic Chemical Contingency Procedure. " 

W/J Felton 840714 release memo. 

COOK, K. W. Louisiana Power Ic Light Co. 84/07/17. 79pp- 

25752:267. 24X Fiche; 50-382, 83/ 1 1/03, 8407240095. 


8407100120 Forwards IE Insp Rept 50-382/84-12 on 840301-0430. No 
violations or deviations noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/06/08. 

LEDDICK, R. S. Louisiana Power Ic Light Co. 2pp. 25519:316 . 24X 

Fiche: 50-382, 84/06/08, 8407100120. 


— 8407100138 IE Insp Rept 50-382/84-12 on 840301-0430. No violations 
noted. Major areas inspected: Tech Spec review, huiaan engineer 
ualkdown, test results evaluation, survei llance & maint 
procedure review & TMI open items. 

CONSTABLE, G. L. , FLIPPO. T. A. , WHITTLESEY. K, A. Region 4, Office of 
Director. 84/06/06. 9pp. 25519:318. 24X Fiche; 50-382. 84/06i/08, 

8407100120. 


8407230138 Forwards resolution of last offsite planning issue, per ASLB 
821103 partial initial decision St 821212 amend. State of LA 
provided Itrs of agreement from support parishes identifying 
vehicles I; drivers to be used in evacuation. 

KRIMM, R.W. Federal Emergency Management Agency. 84/07/16. 

JORDAN. E. L. Division of Emergency Preparedness &t Engineering 
Response (Post 830103). 2pp. 25705:085. 24X Fiche: 50-382. 84/07/16. 

8407230138. 


8407240076 Notification of significant licensee meeting on 840720 »/ 
util It Ebasco at onsite emergency operating facility to 
discuss NRC inquiry team findings. 

* Region 4. Office of Director, 84/07/17. Region 4. Office of 
Director. 2pp. 25723:131. 24X Fiche: 50 - 382 . 84/07/17, 8407240076. 

8407310392 Ac k receipt of 840523 response to open items noted in IE 
Emergency Preparedness Insp Rept 50-382/84-10. Open items 
will be addressed in future site insp. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/07/23. 

LEDDICK, R.S. Louisiana Power Si Light Co. 2pp- 25830:272 . 24X 

Fiche: 50-382. 84/07/23. 8407310392. 


8407180222 Submits nonproprietary supplemental response to 840615 
response re operating shift staffing li documents 340712 

COOK. K. W. Louisiana Power Light Co. 84/07/13. 

Division of Licensing. 5pp. 25636:163. 24X Fiche: 50-382, 84/07/13, 

8407180222. 


— 8407310396 Responds to NRC 840405 ltr re open items noted In XE 
Emergency Preparedness Insp Rept 50-3^/84-10. Corrective 
actions: implementing instructions for procedures re 
emergency classification revised. «iLfluKaniw r u 

LEDDICK, R.S. Louisiana Power Zt Light Co. 84/05/^. E. H. 

Region 4, Office of Director. 9pp. 25830:274. 24X 


8407270180 Requests extension of deadline for 
840628 ltr to NRC on behalf of Citizens for 
DEVINE, T. Government Accountability Projec 
EISENHUT, D. G. Division of Licensing. Ip. 
Fiche: 50-382. 84/07/13, 8407270180. 


responding to util 
Safe Energy, 
t. 84/07/13. 

25788: 353. 24 X 
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8407310409 Ack receipt of B40525 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness Insp 
Rept 50-382/84-23. Radiation monitoring sys practical factors 
guide adet^uate. 

OAGLIARDOi J. E. Region 4, Office of Director. 84/07/23. 
LEDDICK.R.S. Louisiana Poiuer Light Co, 2pp. 25831.146. 24X 

Fiche: 50-382, 84/07/23, 8407310409. 


— 8407310411 Responds to IE Emergency Preparedness Insp 50-382/84-23. 
Radiation monitoring sys practical factors guide end, per 
util commitment during insp. 

COOK, i/. W. Louisiana Power Light Co. 84/05/25. JOHNSON, E. H. 
Region 4, Office of Director 4pp. 25831: 148. 24X 

Fiche: 50-3S2, 84/07/23, B407310409. 


8407310332 Forwards FEMA 840511 supplemental interim findings on four 
offsite planning issues, spec if ied in ASLB 821103 partial 
initial decision as amended in 821214 memorandum & order. All 
issues r eso 1 ved , uj/ e X c ep t i on of Issue 2. 

GAGLIARDO, J. E. Region 4, Office of Director, 84/07/24. 

LEDDICK,R.S. Louisiana Power 1. Light Co. 2pp. 25829:142. 24X 

Fiche: 50-382. 34/07/24, 8407310332. 


8407310225 Forwards "Final Radiological Emergency Preparedness Exercise 
Rept" of 840208 joint exercise. 

KRIMM, R.W. Federal Emergency Management Agency, 84/07/25. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830 1 03). Ip. 25831:214, 24X Fiche : 50-382, 84/07/25, 

8407310225. 


— 8407310229 "Final Radiological Emergency Preparedness Exercise Rept" 
of 840208 exercise. 

# Federal Emergency iianagement Agency. 84/07/02. 83pp. 

25831:215. 24X Fiche : 50-382, 84/07/25, 8407310225. 


8407310240 Requests exemption from requirement for emergency lighting 
during jumpering procedures for electrical isolation of 
automatic diesel generator functions from control room. 

Advises of completion of safe shutdown procedure open items. 

COOKiK. W. Louisiana Power St Light Co. 84/07/27, KNIGHTON, G. W. 
Licensing Branch 3. 5pp, 25832:032. 24X Fiche: 50-382, 84/07/27, 

8407310240. 


G. Adjudicatory correspondence 


8407090330 Motion for addl extension of time until 840727 to respond 
to Joint Interveners amended St supplemental motion to 
reopen Contention 22. 

TURK, S. E, Hearing Branch 1. DSB 074, 84/07/05. Atomic Safety 

and Licensing Appeal Panel. 2pp, 25455:326. 24X 

Fiche: 50-382, 84/07/05, 8407090330. 


— 8407090332 Affidavit of DM Crutchfield re NRC views on base mat 
availabili ty. C’ertif icate of Sve end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/05. 5pp. 

25455:328. 24X Fiche; 50-382. 84/07/05, 8407090330, 


8407110268 Motion for addl extension of time until 840727 to respond to 
Joint Intervener amended St supplemental motion to reopen 
Contention 22. 

TURK,S. E. Hearing Branch 1. DSB 177, 84/07/05. Atomic Safety 

and Licensing Appeal Panel. 2pp 25522:345. 24X 

Fiche: 50-382- S4/07/05-, 84071 10268. 


— 8407110274 Affidavit of DM Crutchfield in support of motion for addl 
extension of time until 840727 to respond to Joint 
Intervener amended &. supplemental motion to reopen 
Contention 22. Certif i cate of Sve end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/07/05. 5pp. 

25522:347. 24X Fiche : 50-382, 84/07/05, 84071 10268. 


8407230105 Forwards SSER 6. W/o end. Related correspondence. 

TURK.S. E. Hearing Branch 3. DSB 410. 84/07/18. KOHL,C. N. , 

JOHNSON, W. R. , WILBER, H, A. Atomic Safety and Licensing Appeal Panel, 
ip. 25706:086. 24X Fi ch e: 50-382, 84/07/18, 8407230105, 


8407270176 Motion for extension of time, until S40807, in which to 
respond to Joint Intervenor amended S; supplemental motion 
to reopen Contention 22. 

TURK.S. E. Hearing Branch 1. DSB 548. 84/07/25. Atomic Safety 

and Licensing Appeal Panel. 2pp. 25784:244. 24X 

Fiche: 50-382, na/nT/o*x. mqo 7270176. 


I. Financial information 


S407100117 Forwards final prospectus for pollution control bonds it 
preliminary prospectus for 2 million shares of Louisiana 
Power it Light preferred s t oc k , up da t ing util 840529 Itr. 

COOK, K, W, Louisiana Power fy. Light Co, 84/07/03. KNIGHTON, G. W. 
Licensing Branch 3. 153pp. \. 25511:001. 24X 

Fiche: 50-382, 84/07/03, 84071001 17. 


Q Inspection reports, IE Bulletins correspondence 


8407100120 Forwards IE Insp Rept 50-382/84-12 on 840301-0430. No 
violations or deviations noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/06/08. 

LEDDICK, R.S. Louisiana Power S; Light Co. 2pp. 25519:316. 24X 

Fiche-: 50-382. 8^/06/08, S4O7100120. 


— 8407100138 IE Insp Rept 50-382/84-12 on 840301-0430, No violations 
noted. Major areas inspec ted: Tech Spec review, human engineer 
wal kd own, test results e va 1 uati on , survei 1 lance St maint 
procedure review 8< THI open items. 

CONSTABLE, G. L. < FLIPPO, T. A. , WHITTLESEY, K. A. Region 4, Office of 
Director. 84/06/06. 9pp. 25519:318. 24X Fi c he : 50-382, 84/06/08, 

8407100120. 


8406250214 IE Info Notice 84-51, "Independent Ver if icat i on. " Sve list 
end, 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160, 24X Fi c he : 50-000, 84/06/26 , 8406250214, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S. Vendors. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 0406280311, 


8407100569 Significant Const Deficiency SS rept re refueling water 
storage pool nozzle/liner overstressed cond it ion. Related 
info, per IE Insp Rept 84-29, encl. 

OERRETTS, T. F. Louisiana Power & Light Co. 84/06/29. COLLINS. J. T. 
Region 4, Office of Director. 135pp. 25465:071. 24X 

Fiche: 50-382. 84/06/29, 9407100569. 


8407230193 Advises of inaccuracy in Const Appraisal Team Insp Rept 
50-382/84-07 re Peden Steel. Peden Steel was not 
subcontractor of American Br idge. Correc tion of Const 
Appraisal Team insp rept requested by American Bridge. 

DOBSON, D. E. Louisiana Power it Light Co. 34/07/03. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. 7pp, 
25710:001. 24X Fiche ; 50-382, 84/07/03, 8407230193. 


8407260005 Forwards IE Insp Rept 50-382/84-24 on 840514-18. Potential 
violation x dent if ied. Ap pr opr ia te enforcement action will be 
included in task force findings. 

GAGLIARDO, J. E. Region 4. Office of Director, 84/07/03. 
LEDDICK.R.S. Louisiana Power & Light Co. 2pp. 25781:243. 24X 

Fiche: 50-382, 84/07/03, 8407260005. 


— 8407260008 IE Insp Rept 50-382/84-24 on 840514-18. Major areas 
inspected : const deficiencies 8< independent insp effort. 

Potential enforcement issue will be addressed in task force 
findings. 

BOARDMAN, J. R. , BESS, J. E. , HALL.R.E. Region 4, Office of Director. 
84/07/02. 21pp. 25781:245. 24X Fiche: 50-382, 84/07/03, 8407260005. 


8407030085 IE Info Notice 84—53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
encl, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. “ Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 
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8407170382 Forwards vendor insp repts for info & ac t ion. Re qu ests 
evaluation of significance of reported findings re quality 
acceptability of product or svc provided by vendors. W/o 
enc Is. 

JOHNSON, E, H. Region 4, Office of Director. 84/07/12. LEDDICK, R. S. 
Louisiana Power & Light Co. 3pp. 25612:292. 24X 

Fiche: 50-382. 84/07/12, 8407170382. 


8407310392 Ac k receipt of 840523 response to open items noted in IE 
Emergency Preparedness Insp Rept 50-382/84-10. Open items 
uill be addressed in future site insp, 

GAGLIARDQ, J. E. Region 4, Office of Director. 84/07/23. 

LEDDICK, R, S. Louisiana Power 8< Light Co. 2pp. 25830:272. 24X 

Fiche; 50-382, 84/07/23, 8407310392. 


— 8407310396 Responds to NRC 840405 Itr re open items noted in IE 
Emergency Preparedness Insp Rept 50-382/84-10. Correc t ive 
ac t i ons : imp 1 ement ing instructions for procedures re 
emergency classif ication revised. 

LEDDICK, R.S. Louisian? Power Zf. Light Co, 84/05/23. JOHNSON, E. H. 
Region 4, Office of Director. 9pp. 25830:274. 24X 

Fiche; 50-382, 84/07/23, 8407310392. 


8407310409 Ack receipt of 840525 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness Insp 
Rept 50-382/84-23. Rad iati on monitoring sys practical factors 
guide adequate. 

OAGLIARDO, J. E. Region 4, Office of Director. 84/07/23. 

LEDDICK, R.S. Louisiana Power Light Co. 2pp. 25831:146. 24X 

Fiche: 50-382, 84/07/23, 8407310409, 


— 8407310411 Responds to IE Emergency Preparedness Insp 50-382/84-23. 
Radiation monitoring sys practical factors guide end, per 
util commitment during insp. 

COOK, K. W. Louisiana Power & Light Co. 84/05/25, JOHNSON. E. H. 
Region 4, Office of Director. 4pp. 25831:148. 24X 

Fiche; 50-382, 84/07/23, 8407310409. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245, 24X Fiche; 50-000. 84/07/25, 8407230079. 


S Reportable occurrences, LERs related correspondence 


8407100569 Significant Const Deficiency 88 rept re refueling water 
storage pool nozzle/liner overstressed cond ition. Related 
info, per IE Insp Rept 84-29, end. 

OERRETTS, T. F. Louisiana Power & Light Co. 84/06/29. COLLINS. J. T. 
Region 4, Office of Director. 135pp. 25465:071. 24X 

Fiche; 50-382, 84/06/29, 8407100569. 


8407130034 Final Deficiency Rept 171 re failure of emergency diesel 
generator A to start on initiation of ESF actuation signal. 
Initially reported on 840530. Eva luat i on indicates condition 
not reportable per 10CFR50. 55<e) . 

OERRETS, T. F. Louisiana Power 35, Light Co. 84/06/29. COLLINS, J.T. 
Region 4, Office of Director. 2pp. 25562:112. 24X 

Fiche: SO- 382, 84/06/29, 8407130084. 


8407130168 Rept of Significant Const Deficiencies 37,80 t-. 93. Due to 
recent changes, final repts will be provided after post-core 
hot functional testing, as listed. 

GERRETS,!. F. Louisiana Power «( Light Co. 84/06/29. COLLINS, J. T. 
Region 4, Office of Director, 2pp. 25562:307. 24X 

Fiche: 50-382, 84/06/29, 8407130168. 


8407130330 Significant Const Deficiency Repts 60,78,105,108 109 re 

turnover documentation & inadequate hanger weld problems 
TatQ h American Bridge structural steel deficiencies. 

Investigation incomp lete. Next repts delayed until 840720. 

OERRETS, T. F. Louisiana Power & Light Co. 84/06/29. COLLINS, J.T. 
Region 4, Office of Director. 2pp. 25564:156. 24X 

Fiche: 50-382, 84/06/29, 8407130330. 


8407300442 Final rept of Potentially Reportable Deficiency 174 re 
insulation blanket stitching < elec tri ca 1) . Ini tia 1 1 y reported 
on 840620. Condition not reportable per 10CFR50. 55( e ) or Part 
21 . 

OERRETS, T. F. Louisiana Power «« Light Co. 84/07/13. COLLINS, J.T. 
Region 4, Office of Director. 3pp. 25814:260. 24X 

Fiche: 50-382, 84/07/13, 8407300442. 


8407300459 First interim rept on Significant Const Deficiency 112 re 
design change via memos. Initially reported on 840612. 

Evaluation of JA Jones speed Itrs engineering info request 
performed by ESSE. Next rept expected by 840731. 

GERRErS,T. F. Louisiana Power & Light Co. 84/07/13, COLLINS, J.T. 
Region 4, Office of Director. Opp- 25814:292. 24X 

Fiche; 50-382, 84/07/13. 8407300459. 


8407310219 Final rep t, Si gn i f ic ant Const Deficiency 109 re inadequate 
design of QSPDS/PPS circuit interface. Initia 1 ly reported on 
840524. PMP 302, preparat i on of station mod pac kag es, revi sed 
to include grounding requirements for all changes. 

OERRETS, T. F. Louisiana Power St Light Co. 84/07/17. COLLINS, J.T. 
Region 4, Office of Director. 4pp. 25848:333. 24X 

Fiche: 50-382, 84/07/17, 8407310219. 


T. Hearing transcripts on non-antitrust matters 


8407270437 Transcript of 840713 meeting w/util in Bethesda.MD re util 
840628 response to assessment of QA program. Pp. 1-45. 

* NRC - No Detailed Affiliation Given. * Louisiana Power & Light 
Co. 84/07/13. 46pp. 25794:289. 24X Fiche: 50-382. 84/07/ 13. 

8407270437. 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, applicants 
for OLs.NSSS vend ors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it exams. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents 8< correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 & 83-72 Zi Board Notifications 83-128 8t 83-128A. 

Forwards Apps C 8< D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon 3k Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/ 13, 

8407130037. 


— 8407130311 Forwards potentially generic issue data sheet re Limitorque 
limit switch rotors it torque switches for info !k 
consideration. 

STAROSTECKI. R, Division of Project ?k Resident Programs. 82/01/18. 

JORDAN, E. L, Division of Engineering it Quality Assurance (Pre 
830103), 2pp. 25584:196. 24X Fiche: 50-000, 84/04/13, 8407130037. 


F. Security, medical, emergency it fire protection plans 


8407120183 Rev 3 to Emergency Plan Procedure EP-iP-030, "Actuation it 
Functional Operation of Emergency Operations Facility it 
Transfer of Control From Technical Support Ctr. " W/840611 
transmittal form. 

* Pennsylvania Power & Light Co. 84/06/09. 3pp. 25550; 358. 24X 

Fiche; 50-387, 84/06/09, 8407120183. 


8407120625 Forwards IE Insp Rept 50-387/84-19 on 840521-24. No 
violations noted. 

MARTIN, T, T, Division of Engineering it Technical Programs. 84/06/14. 

KENYON, B.D. Pennsylvania Power & Light Co. 2pp. 25555:311. 24X 

Fiche: 50-387, 84/06/14. 8407120625. 


— 8407120629 IE Insp Rept 50-387/84-19 on 840521-24. No violations noted. 
Major areas inspected: IE Insp Procedures 82205 re shift 
staff ing, 82209 re public info program, 82210 re licensee 
audits 82211 re emergency worker protection. 

WOLTNERiE. Region I, Office of Director. CROCKER, H. W, Division 
of Eng inuLTinj Technical Programs. 84/06/06. 3pp. 25555:313. 

24X '^-.cne 50-307, 84/36/ 14, 8407120625. 


8407160160 Revised emergency plan implementing procedures, including 
Rev O to eP-IP-'048, "Estimation of Core Damage During 
Emergency" it Rev 2 to EP-IP-102, "Surveillance Testing of 
Emergency Communications Equipment. " W/840710 ltr. 

KENYON. B. D, Pennsy 1 vania Po w’er & Li g h t Co , 84/07/10. 32pp. 

25600: 168. 24X Fiche: 50-387, 84/07/10, 8407160160. 


8407250290 Informs of 840630 action placing safety parameter display 
sys in operational status, per requirements of License 
NPF-22 it Commission 840614 order. 

CURTIS, N. W. Pennsylvania Power Jk Light Co. 84/07/20. SCHWENCER.A. 
Licensing Branch 2. Ip. 25736:358, 24X Fich e; 50-387. 84/07/20, 

8407250290 . 
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S407310147 Revised emergency plan imp i etnent i ng proceduresj including 
table of contents* forms index St Er-1P~ZL2 rt- onsite 
eaergency mcni torlng. W/840720 transmittal form. 

* Pennsylvania Power i Light Co. 84/07/20. 39pp, 25835:261. 24X 

Fiehe: 50-397* 84/07/20, 8407310147, 


— 8407260228 Chapter 10 of Susquehanna Steam Electric Sta t i o n< Un i ts 1 8* 2 
FSAR/ "Steam & Power Conversion Sys. " 

* Pennsylvania Power S< Light Co. 84/07/31. 98pp. 26166:348. 

24X Fiche: 50-387, 84/07/ 31, 8407260 1 55. 


8407310356 Revised emergency plan imp I ementing procedures, including 
Rev 47 to table of contents S; Rev 2 to EP-IP-019 re mgt of 
offsite emergency monitoring teams. W/S40725 transmittal 
memo- 

* Pennsylvania Power 1: Light Co. 84/07/25. 22pp. 25831:154. 24X 

Fiche: 50-387, 84/07/25, 8407310356. 


K Utility Final Safety Analysis Report (FSAR) ?< amends 


-8407260234 Chapter 11 of Susquehanna Steam Electric Sta t ion . Uni ts 1 t 2 
FSAR, "Radwaste Ilgt. " 

* Pennsylvania Power 5. Light Co. 84/07/31. 200pp. 26167:102. 

24X Fiche: 50-387, 84/07/31, 8407260 1 55. 


--8407260241 Chapter 12 of Susquehanna Steam Electric Sta t i on, Uni ts I 2 
FSAR, "Radiation Protection. " 

* Pennsylvania Power 8< Light Co. 84/07/31 250pp. 26167:323. 

24X Fiche: 50-387, 84/07/31, 8407260 1 55. 


3407310361 Fcruards Rev 35 to FSAR. Two areas of FSAR not updated: GE 
drawings containing design changes to be implemented but 
net co.mpleted it diesel generator loading tables, Sub j areas 
will be incorporated In 1985 FSAR update. 

CURTIS-N. W, Pennsy Ivanxa Power ^ Light Co. 84/07/25. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25833:106 . 24X Fiche: 50-387, 84/07/25, 

8407310361. 


—8407310364 Rev 35 to FSAR. 

* Pennsylvania Power it Light Co. 84/07/25. 42pp 25833' 108 
24X Fiche: 50-387. 84/07/25, 8407310361. 


840726C155 FSAR for Susquehanna Steam Electric Stat ion, Units 1 St 2. 
* Pennsylvania Power 6 Light Co. 84/07/31. 8, 174pp 26150- 001 

24X Fiche: 50-387, 84/07/31, 8407260155. 


8407260249 Chapter 13 of Susquehanna Steam Electric Sta tion* Units 1 6 
FSAR, "Conduct of Operations. " 

* Pennsylvania Power S- Light Co. 84/07/31. 136pp, 26168:273. 

24X Fiche: 50-387, 84/07/31, 8407260155. 


8407260255 Chapter 14 of Susquehanna Steam Electric Sta 1 1 o n, Un i ts I S' 
FSAR, "Initial Test Program. '* 

* Pennsylvania Power 6. Light Co. 84/07/31. 2e4pp, 26169:059. 

24X Fiche: 50-387,84/07/31, 8407260155. 


8407260260 Chapter 15 of Susquehanna Steam Electric Sta t i o n, Un i ts 1 & 
FSAR, "Accident Analysis. " 

♦ Pennsylvania Power it Light Co. 84/07/31. 3S0pp. 26169:347. 

24X Fiche: 50-387, 84/07/31 , 8407260155. 


3407260160 Chapter 1 of Susquehanna Steam Electric Station, Uni ts 1 
FSAR. "Introduction 5 General Description of Plant. " 

♦ Pennsylvania Power !t Light Co. 84/07/31. 400pp 26150- 007 

24X Fiche: 50-387, 84/07/31, 8407260155. 


8407260263 Chapter 16 of Susquehanna Steam Electric Sta t i on, Un i ts 
FSAR, "Tech Specs. " 


* Pennsylvania Power 6 Light Co. 84/07/31. 6pp. 26171' 180 
Fiche: 50-387, 84/07/31, 


I S* 2 
24X 


—6407260167 Chapter 2 of Susquehanna Steam Electric Station, Units I & : 
FSAR, “Site Character istic s. " 

* Pennsylvania Power Light Co. 84/07/31 
24X Fiche: 50-387,84/07/31, 8407260155. 


1,050pp. 26150:345. 


Chapter 17 of Susquehanna Steam Electric Sta 1 1 on, Un i t® 1 
FSAR, "QA. " 


* Pennsylvania Power it Light Co. 84/07/31, 
24X Fiche: 50-387,84/07/31, 8407260155. 


48pp. 26171:183. 




-840260177 Chapter 3 of Susquehanna Steam Electric Station, Units 1 Sc 2 
FSAR, Design or Structure s, Components, Equipment & Sys " 

^ Co. 84/07/31. 1,152pp. 26154' 046 

24X Fiche: 50-387, 84/07/31, 8407260155 ' ®' 


" 0^ Susquehanna Steam Electric Station, Units 1 

FSAR, Responses to Tiil-Related Requirements. " 

** S4/07/31. 1,500pp. 26171:230 

24X Fiche: 50-387, 84/07/31. 8407260155. 


Susquehanna Steam Electric Station , Uni ts 1 «< 

''®'^°‘-RCs'’rc:nnL?,'/syr station, g„it, . i 


S»S4o«hanna Steam Electric Station. Units 1 2c 

Power Light Co. 84/07/31. 700pD 26159-223 

24X Fiche. 50-387, 84/07/31, 8407260155. 223. 


Chapter 7 of Susquehanna Steam El. 
F&AK, Instrumentation & Control. “ 

Light Co, 84/07/31 
24X Fiche: 50-:::M7, 84/07/31, 8407260155. 


ic Station, Units 1 & 2 
700pp, 26161:151. 


Operating license sbage documents it corr espondenc 


offsite dose calculation manual. 

ENYON, B. D. Pennsylvania Power it Light Co. 84/06/13 
nanagement Information Branch. Ip. 25217; 1A5. 24X 

Fiche; 50-387, 84/06/13, 8407020432. 


BEEBE, M. R, 


--8407020437 Revised offsite 
WIDNER, T. E. , SHANK, K. E 
12pp. 252i7: 156. 24X Fi 


dose calculation manual. 
Pennsylvania Power «< Light Co. 
Che: 50-387, 84/06/13, 8407020432. 


84/05/14 


J’tt" ""I •PPUc.tlon. 

const completion date «< Tech Spec chanaes 

aoDrooriat operating temp 1 imi ts. Ref und 

Mlt[Eri n r application, 

MILLER. W.O. License Fee Management Branch 
Pennsylvania Power 8c Light Co. 2 pp. 

Fiche: 50-387, 84/06/28, 8407050455. 


84/06/28. 
25431:334. 24X 


CURTIS, N. W. 


Station, unit. . 


|^;,,So.,„.nanna St.ao Si 


ic Station, Units 1 8c 
700pp. 26164:308. 


2 


—8407260219 App 9A 
FSAR, “Analysis 


of Susquehanna 
foF Nonseismic 


Steam Electric Station, 
Spent Fuel Pool Cooling 


1 & 2 


"OTAPOUS.U. V.n.o. 

8407200222 25693.011. 24X Fic h e : 50-387. 84/06/29, 


applicants for OLs 8c holders of ( 
actions to improve 8c maintain dii 
avc list end. 

EISENHUT, D. <5. Division of Liceni 
Edison Co. of New York, Inc. 36( 
Fiche: 50-000, 84/07/02, 8407020206. 


censees of operating reactors, 
ne proposed staff 
generator reliability. 

84/07/02. Consolidated 
25601:340. 24 X 


ElS^m? n licenses ) 

Division of Licensing. 

Fiche. 50-000, 84/07/06, 8407060097. 


« amends. Svc 
84/07/06. 
25602: 012. 


list end. 

Consol idated 

24X 
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8407100261 ForuJards TR-5352 a-1j "Executive Summary . Waterhammer Analysis 
for Susquehanna Units I Z>. 2. CRD Insert S'. Withdrawal Lines. " 
per 820405 request. Rept provides response to listed Items 
2,4 & 5. 

CURTIS, N.W. Pennsylvania Power S'. Light Co. 84/07/06. SCHWENCER, A. 
Licensing Branch 2. 2pp. 25511:308. 24X Fi ch e ; 50-387 . 84/07/06, 

8407100261. 


— 8407100268 "Executive Summar y , Waterhammer Analysis for Susquehanna 
Units 1 S< 2 CRD Insert Withdrawal Lines," technical rept. 

* Teledyne Engineering Services. TR-5352A-1. 84/05/30. 21pp. 

25511:310. 24X Fiche: 50-387, 84/07/06, 8407100261. 


8407240317 Requests permission to discharge 10 cubic yards of river 
silt & sediment from plant discharge diffuser into 
Susquehanna River. 

FIELDS, U. S. Pennsylvania Power 8 < Light Co. 84/07/18. LEEDOM, T. 
Army, Dept. of. 2pp. 25714:167. 24X Fi ch e: 50-387, 84/07/ 18, 

8407240317. 


8407240113 Outlines water treatment program which util intends to use Ik 
anticipated effects on cooling tower blowdown (Outfall 071) 
water qual ity. Contributing waste stream not identified in 
NPDES permit application also provided. 

FIELDS. J, S. Pennsylvania Power Light Co. 84/07/19. SWERDQN, P. 
Pennsylvania, Commonwealth of, . 5pp. 25723; 161. 24X 

Fiche: 50-387, 84/07/19, 8407240113. 


8407250211 Endorses BWR Owners Group Ltr BWROG-8420, "Transmittal of 
Addl Info on Scram Discharge Pipe Breaks Requested by NRC at 
840223 Meeting W/BWR Owners Group," Util walkdown of scram 
discharge vol sys preempts NUREG-0803. 

CURTIS, N. W. Pennsylvania Power in Light Co. 84/07/20. SCHWENCER, A. 
Licensing Branch 2. Ip. 25735:037. 24X Fiche; 50-387, 84/07/20. 

8407250211. 


Q. Inspection reports, IE Bulletins correspondence 


8407020342 Forwards IE Insp Repts 50-387/84-20 ^ 50-388/84-24 on 
840517-18. No violations noted. 

MARTIN. T. T. Division of Engineering ^ Technical Programs. 84/06/08. 

KENYON, B. D. Pennsylvania Power & Light Co. 2pp. 25260:267. 24X 

Fiche: 50-387, 84/06/08, 8407020342. 


—8407020421 IE Insp Repts 50-387/84-20 Z, 50-388/34-24 on 840517-18. No 
violations noted. Major areas inspec t ed : post-ac c id ent 
sampling monitoring capability. 

MILLER, M.T., SHANBAKY, M. M. Region 1 , Office of Director. 

84/06/05. 4pp. 25260:269. 24X Fi c he: 50-387. 84/06/08, 8407020342. 


8407120625 Forwards IE Insp Rept 50-387/84-19 on 840521-24. No 
violations noted. 

MARTIN, T. T. Division of Engineering S( Technical Programs. 84/06/14. 

KENYON, B.D. Pennsylvania Power S'. Light Co. 2pp. 25555:311. 24X 

Fiche: 50-387, 84/06/14, 8407120625. 


--8407120629 IE Insp Rept 50-387/84-19 on 840521-24, No violations noted. 
Major areas inspected: IE Insp Procedures 82205 re shift 
staff ing, 82209 re public info program, 82210 re licensee 
audits S'. 82211 re emergency worker protection. 

WOLTNER.E. Region I, Office of Director. CROCKER, H. W. Division 
of Engineering & Technical Programs. 84/06/06. 3pp. 25555:313. 

24X Fiche: 50-387, 84/06/14, 8407120625. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i ties. Response 
requested within 60 days. 

EBNET£R,S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities ~ GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Ss Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche : 50-000. 84/06/29, 8406280311. 


8407090283 EN-84-03S; on 840706, notice of violation 84 proposed 
imposition of civil penalty in amount of *75,000 will be 
issued. Action based on violation involving inoperability of 
source range monitor during initial fuel loading. 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/02. 2 pp, 25448:342. 24X Fiche; 50-387, 84/07/02, 

8407090283. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, “Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274. 


84071901S4 Forwards notice of violation St proposed imposition of civil 
penalty for violation noted in IE Insp Repts 50-387/83-24, 
50-387/84-11 St 50-383/84-19. 

MURLEY, T. E. Region 1. Office of Director. 84/07/06. CALHOUN, J. 
Pennsylvania Power St Light Co. 4pp. 25685:346. 24X 

Fiche: 50-387. 84/07/06. 8407190184. 


— 8407190191 Notice of violation St proposed imposition of civil 
penalty in amount of * 75 , 000 . Noncomp 1 iance noted ; inoperable 
Source Range Monitor A during core alterations. 

MURLEY, T. E. Region 1, Office of Director. 84/07/06. 4pp. 
25685.350. 24X Fiche: 50-387, 84/07/06, 8407190184. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. '* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


R. Periodic operating reports St related correspondence 


8407020432 Forwards monthly operating repts for May 1984 & revised 
offsite dose calculation manual. 

KENYON, B. D. Pennsylvania Power St Light Co. 84/06/13. BEEBE, M. R. 
Management Information Branch. Ip, 25217:145. 24X 

Fiche; 50-387, 84/06/13, 0407020432. 


— 8407020436 Monthly operating repts for May 1984, 

KUCZYNSKI, L. A. Pennsylvania Power St Light Co. 84/05/31. 10pp. 

25217:146, 24X Fiche : 50-387, 84/06/13, 8407020432. 


--8407020437 Revised offsite dose calculation manual. 

WIDNER. T. E. , SHANK, K. E. Pennsylvania Power 8 < Light Co. 84/05/14. 
12pp. 25217:156. 24X Fiche: 50-387, 84/06/13, 8407020432. 


8407230268 "Drinking Water Monitoring Rept for June 1984. " W/840711 
ltr. 

ORTZ, D. G. , FIELDS, J.S. Pennsylvania Power 8 < Light Co. 84/06/30. 
2pp. 25709:273. 24X Fi c h e ; 50-387, 84/06/30, 8407230268. 


8407270443 Monthly operating repts for June 1984. W/840712 ltr. 
KUCZYNSKI, L. A. , KENYON, B. D. Pennsylvania Power St Light Co. 
84/06/30. BEEBE, M. R. Management Information Branch. 9pp. 
25794: 186. 24X Fiche; 50-387, 8^/06/30, 8407270443. 


S. Reportable occurrences, LERs St related correspondence 


8407200288 LER 84-028-00; on 840613, startup transformer T-10 isolated, 
causing reactor protection sys trip. Caused by lightening 
strike on 230 kV transmission line. Breaker components St 
entire transformer tested. W/840713 ltr. 

STANLEY, R. W. , KEISER, H. W. Pennsylvania Power St Light Co. 84/07/13. 
3pp. 25697:195. 24X Fiche: 50-387, 84/07/13, 8407200288. 


U. Congressional/Executive Correspondence 


8407160130 Responds to 840601 ltr re NRC review of Grand Gulf Tech 
Specs for license app 1 icat ion. Listed actions initiated for 
near-term OLs. Reviews do not indicate significant weakness 
in Tech Spec development process. 

PALLADINO, N. J. Commissioners, 84/07/09. MARKEY, E. J, House of 
Rep., Interior 8 « Insular Affairs, 9pp. 25625:304. 24X 

Fiche: 50-000. 84/07/09, 8407160130. 
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S407160133 Requests that subcommittee be in-Formed in detail of all 

instances similar to Grand Gulf experience since TMI 
accident re discovery of errors in Tech Specs subsequent to 
NRC approval. 

MARKEY- £. J. House of Rep.* Interior t/. Insular Affairs. 84/06/01. 
PAU-ADINO. N. J, Commissioners. Ip. 25625:312. 24X 

Fiche: 50-000. 84/07/09, 8407160130. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISSNHUT, D. G Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


3407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISSNHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of Neu York, Inc. Idjpp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097, 


8407310356 Revised emergency plan implementing pr oced ur es , in c 1 ud ing 
Rev 47 to table of contents & Rev 2 to EP-IP-Ol? re mgt of 
offsite emergency monitoring teams. W/840725 transmittal 
memo. 

Pennsylvania Power Light Co. 84/07/25. 22pp. 25831 ' 154 04 X 

Fiche: 50-387, 84/07/25, 8407310356. 


K. Utility Final Safety Analysis Report CFSAR) & amends 


8407310361 Forwards Rev 35 to FSAR. Two areas of FSAR not updated; GE 
drawings containing design changes to be implemented but 
not completed Zi diesel generator loading tables. Subj areas 
will be incorporated in 1985 FSAR update. 

CURTIS, N. W. Pennsylvania Power S,. Light Co. 84/07/25. SCHWENCER. A. 
Licensing Branch 2 . 2pp. 25833:106. 24X Fi che: 50-387, 84/07/25 

8407310361. 


—8407310364 Rev 35 to FSAR. 

* Pennsylvania Power St Light Co. 84/07/25, 42pp 25833-108 
24X Fiche; 50-387, 84/07/25, 8407310361. 


8407260155 FSAR for Susquehanna Steam Electric Stat i on, Un i ts I ?< 2 
# Pennsylvania Power Light Co. 84/07/31. 8 , 174pp 26150 001 

24X Fiche: 50-387, 84/07/31, 8407260155. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 
A. Application/construction stage documents St correspondence 


--8407260160 Chapter 1 of Susquehanna Steam Electric Sta t i on , Uni ts I Si 2 
FSAR, "Introduction Z< Genera! De s c r : p t; 1 on of Plant. " 

Pennsylvania Power &, Light Co, 84/07/31. 400pp 26150- 007 

24X Fiche. 50-387, 84/07/31, 8407260155. 


B407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 £t 83-72 S, Board Notifications 83-128 & 83-12aA. 

Forwards Apps C D doc unents. Sear ch continuing. 

FELTON. U,(1. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon ?y. Weiss. 7pp. 25584:078. 24X Fi ch e; 50-000, 84/04/ 13, 

8407130037, 


— 8407130311 Forwards potentially generic issue data sheet re Limitorque 
limit switch rotors it torque switches for info i: 
consideration. 

STAROSTECKI, R. Division of Project S,. Resident Programs. 82/01/18. 

JORDAN, E.L. Division of E-r ' rpp- : -g t Atourance (Pre 

830103>, 2pp. 25584:196. f e L,":-::,: . =:-/C--.'i3, 8407130037. 


— 8407260167 Chapter 2 of Susquehanna Steam Electric Stat ion , Units 1 It 
FSAR, "Site Characteristics. " 

# Pennsylvania Power 5. Light Co. 84/07/31. l,050pp 261S0- 34S 

24X Fiche; 50-387, 84/07/31, 8407260155. 


— 8407260177 Chapter 3 of Susquehanna Steam Electric Stat ion, Units 1 i, 
FSAR, "Design of Structures, Components, Equipment & Sys. " 

* Pennsylvania Power V. Light Co. 84/07/31. l,152pp 26154-046 

24X Fiche: 50-387, 84/07/31, 8407260155. 


— 8407260185 Chapter 4 of Susquehanna Steam Electric Stat Ion, Units 1 & -n 
FSAR, "Reactor. " * « * 

« Pennsylvania Power V. Light Co. 84/07/31. 204pp 26158' 103 

24X Fiche: 50-387, 84/07/31, 8407260155. 


E. NRC Safety Evaluation Report <SER), suppls & correspondence 


8407110249 Ack receipt of 840330 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-388/83-19, 

Corrective action will be examined during future insp. 

MARTIN, T. T. Division of Engineering & Technical Pr 34/06/26. 

KENYON, B. D. Pennsylvania Power Light Co. Ip. 255?- 2u<. 24X 

Fiche: 50-388, 84/06/26, 84071 10249, 


8407110259 Responds to NRC 840228 ltr re violations noted in IE Insp 
Rept 50-388/83-19. Corrective acti ons: resolution of relief 
request for ueld DCA-220-2-FW-2 satisfactorily addressed in 
SSER issued in Mar 1984. 

KENYON, B. D. Pennsylvania Power St Light Co, 84/03/30. MARTIN, T. T. 

Division of Engineering S; Technical Programs. 4pp, 25539:235. 

24X Fiche; 50-388. 84/06/26, 8407110249. 


— 8407260190 Chapter 5 of Susquehanna Steam Electric Stat i on , Units 1 
FSAR, "RCS Zt Connected Sys. " 


* Pennsylvania Power & Light Co. 84/07/31. 
24X Fiche; 50-387, 84/07/31, 8407260155. 


125pp. 26158:304. 


I 


2 


— 8407260195 Chapter 6 of Susquehanna Steam Electric Stat ion, Units 1 
FSAR. "ESF, " * 


* Pennsylvania Power it Light Co. 84/07/31, 700pp 

24X Fiche; 50-387, 84/07/31, 8407260155, 


26159; 223. 


& 2 


8407260202 Chapter 7 of Susquehanna Steam Electric Station, Units 
FSAR, "Instrumentation 8 < Control. " 

Pennsylvania Power 61 Light Co. 84/07/31, 700pp 26161-15 

24X Fiche: 50-387. 84/07/31, 8407260155, 


1 


1 


& S 


F. Security, medical, emergency & fire protection plans 


S4071201Q3 Rev 3 to Emergency Plan Procedure EP-lP-030, "Actuation it 
Functional Operation of Emergency Operations Facility 
Transfer of Control From Technical Support Ctr. " W/a40611 
transmittal form. 

* Pennsylvania Power & Light Co. 84/06/07. 3pp. 25550*358 24X 

Fiche: 50-387, 84/06/09, 8407120183. 


— 8407260209 Chapter 8 of Susquehanna Steam Electric Sta t i on , Uni t s 1 
FSAR, "Electric Power. " 


* Pennsylvania Power Light Co. 84/07/31, 230pp 

24X Fiche: 50-387,84/07/31, 8407260155. 


26164; 032, 


S. S 






FSAR, "Auxiliary Sys," 

* Pennsylvania Power 5, Light Co. 84/07/31 
24X Fiche; 50-387, 84/07/31, 8407260155. 


700pp, 26164; 30a, 


8407160160 Revised emergency plan implementing procedures, includ in 
Rev 0 to EP-rp-048, "Estimation of Core Damage During 
Emergency" Rev 2 to EP-IP-102, "Surveillance Testing of 
Emergency Com.munications Equipment. " W/840710 ltr. 

KENYON, B. D. Pennsylvania Power !< Light Co 84/07/10. 32pD 
25600:168. 24X Fiche: 50-387, 84/07/10. 8407160160 


— 8407260219 App 9A of Susquehanna Steam Electric Station, Un its 1 
FSAR, "Analysis for Nonseismic Spent Fuel Pool Coolino 
Sys, " 


* Pennsylvania Power Ilk Light Co. 84/07/31, 9pp 
Fiche; 50-387, 84/07/31 , 84072601 55, 


26166:329. 


tt 2 


a4ic 


-8407260222 App 9B of Susquehanna Steam Electric Station, Unit 
FSAR, "Compliance W/14RC Branch Technical Position aSQ 9-1 
Susquehanna Steam Electric Station Unit I Reactor Bldg 
Crane. " 


s i 5k 2 


* Pennsylvania Power Light Co. 84/07/31. 
24X Fiche: 50-387, 84/07/31 , 84072601 55, 


12pp. 26166:337*. 


—8407260228 Chapter 10 of Susquehanna Steam Electric Station, Uni-fc* 1 ■ 
FSAR, "Steam Ik Power Conversion Sys. ' * 

* Per'nt.^.ivaria Pcwe- .5 Light Co. 84/07/31. 98pp. 26166 340 

24X P : : ! c- 50-38-' I"-'. ,■ .3 / 1 - 1 84072601 55. ^ ® ' 
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— 8407260234 Chapter 11 o-f Susquehanna Steam Electric Station/ Units 1 & 2 
FSARi "Radwaste Mgt. " 

* Pennsylvania Power ?/. Light Co, 84/07/31. 200pp. 26167:102. 

24X Fiche; 50-387, 84/07/31, 8407260155. 


--8407260241 Chapter 12 of Susquehanna Steam Electric Station, Units 1 & 2 
FSAR, "Radiation Protection. " 

* Pennsylvania Power Light Co. 84/07/31. 250pp. 26167:323. 

24X Fiche: 50-387, 84/07/31, 8407260155. 


— 8407260249 Chapter 13 of Susquehanna Steam Electric Station, Units 1 St 2 
FSAR. "Conduct of Operations." 

* Pennsylvania Power 2/. Light Co. 84/07/31. 156pp. 26168:273. 

24X Fiche: 50-387, 84/07/31, 8407260155, 


— 8407260255 Chapter 14 of Susquehanna Steam Electric Station. Units 1 St 2 
FSAR, "Initial Test Program. " 

Pennsylvania Power 5. Light Co. 84/07/31. 2S4pp. 26169- 059 
24X Fiche: 50-387. 84/07/31, 8407260155, 


— B407260260 Chapter 15 of Susquehanna Steam Electric Station, Units 1 2 

FSAR, "Accident Analysis. " 

* Pennsylvania Power 5, Light Co. 84/07/31. 350pp 26169:347. 

24X Fiche: 50-387, 84/07/31, 8407260155. 


— 8407260263 Chapter 16 of Susquehanna Steam Electric Station, Units 1 S; 2 
FSAR, "Tech Specs. " 

Pennsylvania Power Light Co. 84/07/31. 6pp. 26171:180. 24X 

Fiche: 50-387, 84/07/31, 8407260155. 


--8407260270 Chapter 17 of Susquehanna Steam Electric Station, Units 1 & 2 
FSAR. "QA. " 

«■ Pennsylvania Power «< Light Co. 84/07/31. 48pp. 26171:183, 

24X Fiche: 50-387. 84/07/31, 8407260155. 


— 8407260280 Chapter 18 of Susquehanna Steam Electric Station, Units 1 2 

FSAR, "Responses to Ttil-Related Requirements. " 

■» Pennsylvania Power Zi Light Co. 84/07/31. l.SOOpp, 26171:230. 

24X Fiche: 50-387, 84/07/31, 8407260155. 


P. Operating license stage documents correspondence 


8407020432 Forwards monthly operating repts for May 1984 & revised 
offsite dose calculation manual. 

KENYON, B. D. Pennsylvania Power Light Co. 84/06/13. BEEBE, M. R. 
Management Information Branch. Ip. 25217: 145. 24X 

Fiche: 50-387, 84/06/13, 8407020432. 


— 8407020437 Revised offsite dose calculation manual. 

WIDNER, T. E. , SHANK, K. E. Pennsylvania Power Light Co, 84/05/14. 
12pp. 25217:156. 24X Fiche: 50-387, 84/06/13, 8407020432, 


8407110481 Forwards Amend 1 to License NPF-22 & notice of issuance & 
avai lab i 1 ity , Amend authorizes operation at power levels up 
to 1007. full rated power. 

EISENHUT, D. G. Division of Licensing. 84/06/27. CURTIS, N. W. 
Pennsylvania Power Zt Light Co. 2pp. 25547:313. 24X 
Fiche: 50-388, 84/06/27, 8407110481. 


8407110483 Amend 1 to License NPF-22, author i z ing operation at power 
levels up to 1007. full rated power. 

EISENHUT, D. G, Division of Licensing. 84/06/27. 2pp. 25547:315. 
24X Fiche; 50-388, 84/06/27, 8407110481. 


— 8407110486 Notice of issuance 8< availability of Amend 1 to License 
NPF~22. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/27, 3pp. 25547:317. 

24X Fiche: 50-388, 84/06/27, 8407110481. 


8407050455 Discusses actions taken re fees for review of applications 
for extension of const completion date i'. Tech Spec changes 
concerning spray pond operating temp 1 imi ts. Ref und 
appropriate for const completion date application. 

MILLER, W. 0. License Fee Management Branch. 84/06/28. CURTIS, N. W. 
Pennsylvania Power it Light Co. 2pp. 25431:354. 24X 

Fiche-: 50-387, 84/06/28, 8407050455. 


8407120418 Requests publication of FR notice of consideration of 
issuance of amend to License NPF-22 8< proposed NSHC 
determination Zt opportunity for hearing on 840410 request to 
change Tech Spec Table 3. 6. 3-1 re nitrogen makeup sys. 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/29. MILLER, J.R. 

Operating Reactors Branch 3. 4pp. 25556:329. 24X 

Fiche: 50-388, 84/06/29, 8407120418. 


8407200222 Requests response re state agency requirements of pre-award 
evaluations S', post-award audits if agency certified by NBS 
that purchaser requires calibr svcs. 

ANTONICH, P., KESEL,G. P. DravoCorp. 84/06/29. POTAPOVS, U. Vendor 
Program Branch. Ip. 25693:011. • 24X Fiche: 50-387, 84/06/29, 

8407200222. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D; G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407110442 Requests publication of FR notice of consideration of 
issuance of amend to License NPF~22 St proposed NSHC 
determination it opportunity for hearing re core thermal 
hydraulic stability. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/02. MILLER- J. R. 

Operating Reactors Branch 3, 5pp. 25548:026. 24X 

Fiche: 50-388, 84/07/02, 8407110442. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list end. 
EISENHUT, D. G Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407100261 Forwards TR-5352A-1, "Executive Summary , Waterhammer Analysis 
for Susquehanna Units 1 Zt 2 CRD Insert &■. Withdrawal Lines, " 
per 820405 request. Rept provides response to listed Items 
2,4 & 5. 

CURTIS. N.W. Pennsylvania Power it Light Co. 84/07/06. SCHWENCER. A. 
Licensing Branch 2. 2pp. 25511:308. 24X Fiche: 50-387, 84/07/06. 

8407100261. 


— 8407100268 "Executive Summar y , Water hammer Analysis for Susquehanna 
Units 1 it 2 CRD Insert it Withdrawal Lines, " technical rept. 

Teledyne Engineering Services. TR-3352A-1. 84/05/30. 21pp. 

25511:310. 24X Fiche; 50-387. 04/07/06, 8407100261. 


8407240317 Requests permission to discharge 10 cubic yards of river 
silt & sediment from plant discharge diffuser into 
Susquehanna River. 

FIELDS, J.S. Pennsylvania Power it Light Co. 84/07/18. LEEDOM, T. 
Army, Dept. of. 2pp. 25714:167. 24X Fiche: 50-387, 84/07/18, 

8407240317. 


8407240113 Outlines water treatment program which util intends to use it 
anticipated effects on cooling tower blowdown (Outfall 071 > 
water quality. Contributing waste stream not identified in 
NPDES permit application also provided. 

FIELDS, J.S. Pennsylvania Power 8t Light Co. 84/07/19. SWERDON, P. 
Pennsy 1 vania. Commonwealth of,. Spp- 25723:161. 24X 

Fiche: 50-387, 84/07/19, 8407240113. 


8407250211 Endorses BWR Owners Group Ltr BWROG-8420, "Transmittal of 
AddI Info on Scram Discharge Pipe Breaks Requested by NRC at 
840223 Meeting W/BWR Owners Group." Util walkdown of scram 
discharge vol sys preempts NUREG-0803. 

CURTIS, N. W. Pennsylvania Power it Light Co, 84/07/20. SCHWENCER, A. 
Licensing Branch 2. Ip. 25735:037. 24X Fiche: 50-387, 84/07/20, 

840725021 1, 


Q. Inspection reports, IE Bulletins & correspondence 


8407020342 Forwards IE Insp Repts 50-387/84-20 it 50-388/84-24 on 
840517-18. No violations noted. 

MARTIN, T, T. Division of Engineering it Technical Programs, 84/06/08. 

KENYON, B.D. Pennsylvania Power it Light Co. 2pp. 25260:267. 24X 

Fiche: 50-387, 84/06/08, 8407020342. 


--8407020421 IE Insp Repts 50-387/84-20 it 50-388/84-24 on 840517-18. No 
violations noted. Major areas inspected: post-accident 
sampling ?< monitoring capability. 

MILLER, M. T. , SHANBAKY, M. M. Region 1, Office of Director. 

84/06/05. 4pp. 25260:269. 24X Fich e: 50-387, 84/06/08, 8407020342, 


8407100674 Forwards IE Insp Rept 50-388/84-21 on 8404232-24 it 0507-10. 
No violations noted, 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/15. 

KENYON, B.D. Pennsylvania Power it Light Co. 2pp. 25518:331. 24X 

Fiche: 50-388, 84/06/15, 8407100674. 


—8407110073 IE Insp Rept 50-38B/84-21 on 840423-24 it 0507-10. No 
violations noted. Major areas inspected: startup test program, 
including preparations for initial criticality, startup 
procedure, test witness ing, test results 8< evaluation. 

FLOREK.D. J. , BETTENHAUoEN, L. Region 1, Office of Director. 

84/06/14. llpp. 25518:333. 24X Fiche; 50-388, 84/06/15, 8407100674. 
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8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i ti es. Resp onse 
requested within 60 days. 

EBNETER,S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche; 50-000, 84/06/18, 8407050035. 


8407110566 Forwards IE Mgt Meeting Rept 50-388/84-25 on 840531. 

STARQSTECKI, R. Region 1. Office of Director. 84/06/20. KENYON, B. D. 

Pennsylvania Power &. Light Co. 2pp. 25539:001. 24X 

Fiche; 50-388, 84/06/20, 8407110566. 


— 8407110571 IE Mgt Meeting Rept 50-388/84-25 on 840531. Major areas 
discussed: licensee review of 840528 power level transient 
which apparently exceeded 57. licensed limit. 

KELLY, E., MCCABE, E. Region 1, Office of Director. 84/06/19. 
17pp. 25539:003. 24X Fiche: 50-388, 84/06/20. 8407110566. 


— 8406260398 Forwards detailed description 8,. evaluation of turbine 
bypass transient on 840528, per 840531 meeting w/NRC Z>. util 
840606 Rept 7-84, "Investigation of Unit 2 Power Transient 
of 840528. " 

KENYON, B. D. Pennsylvania Power & Light Co. 84/06/08. MURLEY, T. E. 

Region 1, Office of Director. 6pp. 25539:020. 24X 

Fiche: 50-388. 84/06/20, 8407110566. 


— 8406260401 "Investigation of Unit 2 Power Transient of 840528. " 
Related info end. 

WILLENBERGER, J. Pennsylvania Power & Light Co. 7-84. 84/06/06. 

25pp. 25539:026. 24X Fic he: 50-388, 84/06/20. 9407110566. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8407110249 Ack receipt of 840330 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-388/83-19, 

Corrective action will he examined during future insp. 

MARTIN, T. T. Division of Engineering it. Technical Pro-rams. 34/06/26. 

KENYON, B.D. Pennsylvania Power 8-. Light Co. Ip. 25539 23^ 24X 

Fiche: 50-388.84/06/26, 8407110249. 


— 8407110259 Responds to NRC 840228 Itr re violations noted in IE Insp 
Rept 50-388/83-19. Corrective ac t i ons : reso lu tion of relief 
request for weld DCA-220-2-FW-2 sat isfactor ily addressed in 
SSER issued in Mar 198^. 

KENYON, B.D. Pennsylvania Power & Light Co. 84/03/30. MARTIN, T. T. 

Division of Engineering it Technical Programs. 4pp. 25539:235. 

24X Fiche: 50-388. 84/06/26, 8407110249. 


' — 8407110276 Responds to NRC 840228 Ibr re weaknesses noted in IE Insp 
Rept 50-388/83-19. Corrective actions: operational (3A program 
implemented it all documents reviewed for code compliance 
to existing plant design documents. 

KENYON, B.D, Pennsylvania Power Light Co. 84/03/30. MARTIN, T. T, 
Division of Engineering S'. Technical Programs. 3pp. 25539:239. 
24X Fiche: 50-388, 84/06/26, 8407110249. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees it Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407090283 EN-84-03a; on 840706, not ic e of violation it proposed 
imposition of civil penalty in amount of *75,000 will be 
issued. Action based on violation involving inoperability of 
source range monitor during initial fuel loading. 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/02. 2pp. 25448:342. 24X Fiche: 50-387. 84/07/02, 

8407090283. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Svc list end, 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. il9pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation It Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc, I22pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness i. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274, 


8407190184 Forwards notice of violation it proposed imposition of civil 
penalty for violation noted in IE Insp Repts 50-387/83-24, 
50-387/84-11 it 50-388/84-19. 

MURLEY, T. E. Region 1, Office of Director. 84/07/06, CALHOUN, J. 
Pennsylvania Power & Light Co. 4pp. 25685:346. 24)( 

Fiche: 50-387, 84/07/06. 8407190184. 


— 8407190191 Notice of violation & proposed imposition of civil 
penalty in amount of *75, 000. Noncomp 1 iance noted : inoperab le 
Source Range Monitor A during core alterations. 

MURLEY, T. E. Region 1, Office of Director. 84/07/06. 4pp, 
25685:350. 24X Fi ch e : 50-387, 84/07/06, 8407190184. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/ 10. 8407060251. 


8407300213 Forwards IE Insp Rept 50-388/84-23 on 840514-0601 . No 
violations observed. 

MARTIN, T, T. Division of Engineering it Technical Programs. 84/07/11. 

KE^4Y0N, B. D. Pennsylvania Power it Light Co. 2pp. 25815:283. 24X 

Fiche: 50-388, 84/07/11, 8407300213. 


— 8407300221 IE Insp Rept 50-388/84-23 on 840514-0601 . No violations or 
deviations noted. Major areas inspected: preoperational test 
program fol lowup, startup test program, witnessing i. results 
it 840528 startup transient. 

CHUNG, J. W. , NICHOLAS, H. H. , FLOREK, D. J. Region 1, Office of 
Director. 84/06/25. 13pp. 25815:285. 24X Fi che: 50-388, 84/07/11. 

8407300213. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fiche : 50-000. 84/07/25, 0407230079. 


R. Periodic operating reports related correspondence 


8407020432 Forwards monthly operating repts for May 1984 it revised 
offsite dose calculation manual. 

KENYON. B.D. Pennsylvania Power it Light Co. 84/06/13. BEEBE, M. R, 
Management Information Branch. Ip. 25217: 145. 24X 

Fiche: 50-387,84/06/13, 8407020432. 


— 8407020436 Monthly operating repts for May 1984. 

KUCZYNSKI, L. A. Pennsylvania Power it Light Co. 84/05/31. 10pp. 

25217:146. 24X Fiche: 50-387, 84/06/13, 8407020432. 


8407230268 "Drinking Water Monitoring Rept for June 1984. " W/840711 
Itr. 

ORTZ.D.G. , FIELDS, J. S. Pennsylvania Power it Light Co. 84/06/30. 
2pp. 25709:273. 24X Fic h e : 50-387, 84/06/30, 8407230268. 


8407270443 Monthly operating repts for June 1984. W/840712 Itr. 
KUCZYNSKI, L. A. , KENYON, B. D. Pennsylvania Power St Light Co. 
84/06/30. BEEBE, M.R. Management Information Branch. 9pp. 
25794: 186. 24X Fiche: 50-387, 84/06/30, 8407270443. 


S. Reportable occurrences, LERs St related correspondence 


8407060006 RO: on 840528, turbine bypass valve malfunctioned, causing 
reactor to exceed max allowable power of 5X by 0.9X. Caused 
by debris found in turbine bypass va Ive. Contro 1 rods 
inserted . 

KENYON, B.D. Pennsylvania Power it Light Co. 84/06/08. MURLEY, T. E. 
Region 1, Office of Director. 14pp. 25429:346. 24X 

Fiche; 50-388, 84/06/08, 8407060006. 


8407020487 Final deficiency rept re clamps on CRD inser t/wi t hdrawal 
lines. Initially reported on 831209. Outer pedestal support 
modified due to lack of sufficient axial restraint capacity 
of inner pedestal support. Also reportable per Part 21. 

CURTIS, N. W. Pennsylvania Power St Light Co. 84/06/18. MURLEY, T. E. 
Region 1, Office of Director. 10pp. 25217:222. 24X 

Fiche: 50-388, 84/06/18, 8407020-187. 


8407060184 LER 84-006-00: on 840521, LPCI valve HV-2F015B closed 8< 
de-energized following dual indication on testable check 
valve HV-2F05B. Reactor shut down on 840528. Caused by loose 
plate connector on valve HV-2F122B. W/840627 Itr. 

WILKS, B.L., KEISER, H. W. Pennsylvania Power St Light Co. 84/06/27. 
6pp. 25426:178. 24X Fiche: 50-388, 84/06/27, 8407060184. 
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8407060237 LER 84-008-00:00 840527, tur fa ine bypass valve 1 failed to 
close below open pos i t i on, resu It ing in reactor protection 
sys manual scram. Caused by chipping hammer wedged between 
bypass valve seat & valve disc. Disc r ep lac ed . W/S40627 Itr. 

WILKS, B.L., KEISER,H. W. Pennsylvania Power Light Co, 84/06/27. 
3pp. 25422:155. 24X Fi c h e : 50-388, 84/06/27, 8407060227. 


8407190407 Final deficiency rept re electrical separation inside 
multiple div junction ic pull boxes. Initia 1 ly reported on 
030721, Drawings revised to clarify &!/or def ine , sparat i on 
requirements for use w/junction 8< pull boxes. 

CURTIS, N. W. Pennsylvania Power Light Co. 84/06/28. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 25681:274, 24X 

Fiche: 50-388, 84/06/28, 8407190407. 


8407190376 LER 84-009-00: on 840611, dual position indication received 
for one suppression chamber drywell vacuum breaker St 
containment vacuum breaker Div 1 open alarm received. Caused 
by loose locking rut Actuating bolts ad justed. W/84071 1 Itr. 
KUCZYNSKI, L. A. , KEILFR , :-i, w Pennsylvania Power Z>. Light Co. 

84/07/11. 3pp. 25685:001. 24X Fi c h e : 50-388. 84/07/1 1 , 8407190376. 


8407310258 PNO- 1 -84-062: on 840726, during planned loss of offsite power 
startup test, ac power lost for 11 minutes. Diesel generators 
failed to start automatical ly. Power restored by manually 
reenergizing ac buses from offsite supply. 

FERLIC.K. , ESELOROTH.P, Region 1. Office of Director. 84/07/26. 

Ip. 25832:187. 24X Fi ch e : 50-388, 84/07/26, 8407310258. 


U. Congressional/Executive Correspondence 


8407160130 Responds to 840601 Itr re NRC review of Grand Gulf Tech 
Specs for license app 1 i cat i on. Listed actions initiated for 
near-term OLs. Reviews do not indicate significant weakness 
in Tech Spec development process. 

PALLADINO, N. J. Commissioners. 84/07/09. MARKEY, E. J, House of 
Rep., Interior Zi Insular Affairs. 9pp. 25625:304, 24X 

Fiche: 50-000, 84/07/09, 8407160130. 


--8407160133 Requests that subcommittee be informed in detail of all 
instances similar to Grand Gulf experience since TKI 
accident re discovery of errors in Tech Specs subsequent to 
NRC approval. 

HARKEY, E. J. House of Rep., Interior Z>. Insular Affairs. 84/06/01. 
PALLADINO, N. J. Commissioners. Ip. 25625:312. 24X 

Fiche: 50-000, 84/07/09, 8407160130. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Zt holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants, Svc list 
end. 

EISENHUT, D. G. Division of Licensing 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs,NSSS vendors, reactor vendors 8i AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications It exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


A. Application/construction stage documents Z\ correspondence 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses 8t amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp, 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


F. Security, medical, emergency Z<. fire protection plans 


8407310077 Forwards IE Insp Repts 50-335/84-15 Z>. 50-389/84-17 on 
840513-0609. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/07/02, WILLIAMS, U. W. 
Florida Power U Light Co. 2pp. 25849:222. 24X 

Fiche: 50-335. 84/07/02, 8407310077. 


“0407310133 IE Insp Repts 50-335/84-15 Zn 50-389/84-17 on 840513-0609. No 
noncomp 1 iance noted. Major areas inspected : p lant operation, 
surveillance observation, maint ob servation, IE c irculars, LERs 
Z( calibr. 

FEIERABEND, C. D. Region 2, Office of Director. 84/06/29. 11pp. 

25849:224. 24X Fiche: 50-335. 84/07/02, 8407310077. 


8407300117 Forwards IE Insp Repts 50-335/84-22 & 50-389/84-24 on 
840618-22. No violations or deviations noted. 

DANCE.H.C. Region 2, Office of Director. 84/07/05. WILLIAMS, J. W. 
Florida Power Light Co. 2pp. 25815:347, 24X 

Fiche: 50-335, 84/07/05, 8407300117.’ 


— 8407300134 IE Insp Repts 50-335/84-22 Z>. 50-389/84-24 on 840618-22. No 
violations or dev'iations noted. Major areas inspected: 
transportation of radioactive matls, solid radwaste mgt.QA 
audits & area radiation monitoring sys. 

WRAY, J. R. Region 2, Office of Director. 84/07/03. 6pp. 

25815:349. 24X Fi che : 50-335, 84/07/05. 84073001 17. 


8407130082 Rev 2 to Offnormal & Emergency Operating Procedure 
2-0210030, "Changing & Letdown — Offnormal Operation." 
W/840709 ltr. 

HALLER, WETHY, C. M. Florida Power & Light Co. 84/07/09, 0pp. 
25562: 104. 24X Fiche: 50-389, 84/07/09, 8407130082. 


8407130280 Forwards rept for S40306 exercise of offsite radiological 
emergency preparedness p Ians . Def ic i enc ies observed did not 
detract from State of FL & St Lucie & Martin Counties 
overall demonstrated capability. 

KRIMM, R. W. Federal Emergency Management Agency. 84/07/09. 

JORDAN, E. L. Division of Emergency Preparedness Sk Engineering 
Response (Post 830103). 2pp. 25565:256. 24X Fiche; 50-335, 84/07/09, 

8407130280. 


— 8407130285 "St Lucie Nuclear Power Plant Exercise Conducted on 840306. " 
* Federal Emergency Management Agency. 84/03/24. 91pp, 

25565:258. 24X Fiche: 50-335, 84/07/09, 8407130280. 


8407170564 Responds to 840328.0412,24,0504 8s 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO, N. J. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep. , Interior 8s Insular Affairs. 5pp. 25864: 145, 24X 

Fiche; 50-000, 84/07/13, 8407170564. 


— 8407310179 Responds to Congressman Markey 840504 request for account of 
communications u/Executive Branch re emergency planning or 
facility proceeding. Federal emergency response at St Lucie 
impress ive, but limited. 

ASSELSTINE, J. K. Commissioners. 84/05/14. PALLADINO 
Commissioners. 2pp. 25864:259. 24X Fiche: 50-000. 84/07/13, 

8407170564. 


B407270223 Revised plant procedure indexes, includ ing administrative 
procedure, chemistry p rocedures, emergency plan implementing 
procedure, environ test procedures &s general maint procedure. 
W/S40713 transmittal ltr. 

WETHY, C.M. Florida Power & Light Co. 84/07/31. 100pp. 25789:009. 

24X Fiche: 50-335» 84/07/31,8407270223. 


P. Operating license stage documents 8< correspondence 


8407160021 Ack receipt of application for amend to License NPF-16i 
replacing figures currently in Tech Specs re Cycle 2 reload. 

Good reproducible figure on 8 1/2 X 11 paper requested. 

Specific figures listed in end table. 

MILLER, J.R. Operating Reactors Branch 3. 84/06/21. WILL lAMS. J. W. 

Pennsylvania Power Light Co. 4pp. 25624:225. 24X 

Fiche: 50-389,84/06/21, 8407160021. 


8407020338 Forwards responses to Structural Engineering Branch 
questions re pressurirer heater transformer barrier. 

WILLIAMS, J. W. Florida Power & Light Co. 84/06/27. MILLER, J. R. 
Operating Reactors Branch 3. 5pp. 25214: 276, 24X 

Fiche; 50-389, 84/06/27, 0407020338. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs r© proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407240588 Forwards request for addl info re application to expand 
spent fuel pool capac ity. Verbal response requested as soon 
as possible. 

MILLER. J. R. Operating Reactors Branch 3. 84/07/13. WILLIAMS. J. W. 

Florida Power & Light Co. 7pp. 25734:314. 24X 

Fiche: 50-389, 84/07/13, 8407240588. 


8407300366 Forwards safety evaluation re pressuriier heater transformer 
barrier des ign. Barr ier considered adequate to contain 
postulated missiles acc eptab le. License Condition 2. C. 9 
closed. No further action required. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/17. WILLIAMS, J. W. 

Florida Power Jlt Light Co. 2PP. 25816; 100. 24X 

Fiche: 50-389. 84/07/17, 8407300366. 
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8407300371 Safety evaluation re pressuriier heater transformer barrier 

design. Design adequate to prevent potential missiles from 
exiting barrier. 

» Office of Nuclear Reactor Regulation, Director. 84/07/17. 6pp. 
25816; 102 24X Fiche: 50-3S9, 84/07/17, 8407300366. 


8407270223 Revised plant procedure ind e x es, i nc lud ing administrative 
procedure, chemistry procedures, emergency plan implementing 
procedure, environ test procedures general maint procedure. 

W/840713 transmittal Itr. 

WETHY, C.fl. Florida Power Light Co, 84/07/31. 100pp. 25789:009. 

24X Fiche: 50-335. 84/07/31, 8407270223. 


8407190053 Forwards IE Insp Repts 50-335/84-20 & 50-389/84-21 on 
840604-07. No violations or deviations noted, 

DANCE, H.C. Region 2, Office of Director. 84/06/22. WILLIAMS, J. Ul. 
Florida Power it Light Co. 2pp. 25687:099. 24X 

Fiche: 50-335, 84/06/22, 8407190053. 


— 8407190059 IE Insp Repts 50-335/84-20 h. 50-389/84-21 on 840604-07. No 
violations or deviations noted. Major areas inspected; 
licensee action on previous enforcement matters, inservice 
insp (Unit l ) , 10CFR50. 55 < e ) S; LER items IE bulletins. 

CRDWI. EV, B. R. , BLAKE, J. U. Region 2, Office of Director, 84/06/21- 

8pp. 25687:101. 24X Fi c h e : 50-335, 84/06/22, 8407190053. 


Q. Inspection reports, IE Bulletins h. correspondence 


8407060297 Forwards IE Insp Repts 50-335/84-19 & 50-389/84-20 on 
840514-18. No violations noted. 

DANCE, H C. Region 2, Office of Director 84/06/05. WILLIAMS, J. W. 
Florida Power h Light Co. 2pp 25440:346, 24X 

Fiche: 50-335, 84/06/05, 8407060297. 


—8407060303 IE Insp Repts 50-335/84-19 50-389/84-20 on 840514-18. No 

violations noted. Major areas inspec ted; radwaste mgt, 
radioactive effluent treatment, process effluent 
radiological instrumentation ?e chemistry. 

STODDART, P. G. , .MONTGOMERY, D. Region 2, Office of Director. 
84/06/01. 6pp. 25440:348. 24X Fi c he: 50-335, 84/06/05. 8407060297, 


8407100029 Forwards IE Insp Repts 50-335/84-16 V. 50-389/84-18 on 
840514-15 17-19. No violations noted. 

DANCE.H. C. Region 2. Office of Director. 84/06/06. WILLIAMS, J. W. 
Florida Power h Light Co. 2pp. 25519:341. 24X 

Fiche; 50-335, 84/06/06, 8407100029. 


—8407100033 IE Insp Repts 50-335/84-16 50-389/84-18 on 840514-15 h. 

17-19. No violations noted. Major areas inspec ted : nuc 1 ear 
operators storage procedure, op erator training, reactor 
startups & power ascension testing. 

DAVENPORT, K. E, r JAPE, F. Region 2, Office of Director. 84/06/01. 
4pp. 25519:343. 24X Fiche: 50-335, 84/06/06, 8407100029. 


8407060017 Forwards IE Insp Repts 50-335/84-13 h. 50-389/84-15 on 
840411-051 1. No violations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/07. WILLIAMS, J. W. 
Florida Power & Light Co, 2pp. 25441:150. 24X 

Fiche: 50-335, 84/06/07, 8407060017. 


—8407060019 IE Insp Repts 50-335/84-13 V. 50-389/84-15 on 840411-0511. No 
noncomp liance noted. Major areas insp ected : p lant operation, 
surveillance observation, maint observation, eng ineered safety 
sys, headquarters requests & IE circulars. 

FEIERABEND, C. D. , BIBB,H.E,, ELROD, S. A. Region 2, Office of 
Director. 84/06/06. 6pp. 25441:152. 24X Fi che : 50-335. 84/06/07, 

8407060017. 


8407090001 Ack receipt of 840523 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-335/84-09 & 
50-389/84-12, 

LEWIS.R.C. Division of Project & Resident Programs. 84/06/15, 
WILLIAMS, J. W, Florida Power & Light Co. Ip. 25454- HO. 24X 

Fiche; 50-335, 84/06/15, 8407090001. 


—8407090004 Responds to N-RC 840423 Itr re violations noted in IE Insp 
Repts 50-335/84-09 & 50-389/84-12, Correct ive actions; util 
preparing instructions for temporary storage files to meet 
QA manual requirements. 

WILLIAMS, J. U. Florida Power & Light Co. 84/05/23. O 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 25454:111, 24X 

Fiche; 50-335, 84/06/15, 8407090001. 


-8407090006 Forwards IE Insp Repts 50-335/84-09 & 50-389/84-12 on 
840319—23 notice of violation, 

LEWIS.R.C. Division of Project & Resident Programs. 84/04/23. 
WILLIAMS, J. W. Florida Power 5« Light Co. 2pp, 25454-114 24X 
Fiche; 50-335,84/06/15,8407090001. HA. 24X 


8407090007 Notice of violation from 
-* Region 2, Office of Director. 
Fiche: 50-335, 84/06/15. 8407090001. 


insp on 840319-23. 

84/04/23. Ip. 25454; 116. 24X 


H09 8,. 50-389/84-12 on 840319-23. 

* collection &: storage of QA 
icy of cabinets storing 

i'C. F. Region 2, Office of 
454:117. 24X Fiche; 50-335, 84/06/15, 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. I54pp. 25535:160. 24X Fic h e ; 50-000, 84/06/26, 84062502 1 4 . 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8. Vendors," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8, Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche ; 50-000, 84/06/29, S4O62S031 1 


8407310077 Forwards IE Insp Repts 50-335/84-15 8. 50-389/84-17 on 
840513-0609. No violations or deviations noted, 

DANCE, H.C. Region 2, Office of Director. 84/07/02. WILL I AMS, J. W. 
Florida Power 8 Light Co. 2pp. 25849:222. 24X 

Fiche: 50-335, 84/07/02, 8407310077. 


— 8407310133 IE Insp Repts 50-335/84-15 8. 50-389/84-17 on 840513-0609 No 
noncomp 1 ianc e noted Major areas inspected ; p lant operation, 
surveillance observation, maint observat ion, IE c irculars, LERs 
8 calibr. 

FEIERABEND, C. D. , BIBB,H. E. , ELROD, S. A. Region 2, Office of 
Director. 84/06/29. 11pp. 25849:224. 24X Fiche; 50-335. 84/07/02. 

8407310077. 


B407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8 Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neui 

York, Inc. 119pp. 25602:276, 24X Fic he : 50-000, 84/07/05, 840703008S 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8 Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neut 

York, Inc. 122pp. 25602:032. 24X Fiche ; 50-000, 84/07/05, 8407030089 


8407300117 Forwards IE Insp Repts 50-335/84-22 8 50-389/84-24 on 
840618-22. No violations or deviations noted, 

DANCE, H.C, Region 2, Office of Director. 84/07/05. WILL lAMS, J. W. 
Florida Power 8 Light Co. 2pp. 25815:347. 24X 

Fiche: 50-335, 84/07/05, 8407300117. 


— 8407300134 IE Insp Repts 50-335/84-22 8 50-389/84-24 on 840618-22. Na 
violations or deviations noted. Major areas inspected: 
transportation of radioactive matls, solid radwaste mgt,QA 
audits 8 area radiation monitoring sys. 

WRAY, J. R. , JENKINS, G. R. Region 2, Office of Director, 84/07/03 
6pp. 25815:349. 24X Fiche: 50-335, 84/07/05, 8407300117. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche : 50-000, 84/07/06, 8407050274 


8407060251 IE Info Notice 84—56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. '* Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche; 50-000, 84/07/10, 8407060251 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Functfiors 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. *’ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8 Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407a3007«f 


R. Periodic operating reports 8 related correspondence 


8407020341 Forwards monthly operating repts for Turkey Point Units 
3 8 4 8 St Lucie Units 1 8, 2 for May 1984. 

WILLIAMS, J. W. Florida Power 8 Light Co. 84/06/15. Office of 
Resource Management, Director. Ip, 25215:014. 24X 

Fiche: 50-000, 84/06/15, 8407Q20341. 
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— 8407020348 Monthly operating repts for May 1984. 

GRAh4r,N. W. Florida Pouer &>. Light Co. 84/05/31, 8pp, 25215:023. 
24X Fiche: 50-000. 84/06/15, 8407020341, 


8407190141 Monthly operating repts for Jun;,- 1984. W/840716 Itr. 

GRANT, N.W. Florida Power Light Co. 84/06/30. 20pp. 25673:347. 

24X Fiche: 50-000, 84/06/30, 8407190141. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactors, 
applicants for OLs 8« holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icense es , app 1 icants 
for OLs, NSSS vendors, reac tor vendors 8,. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications %<, exams, Svc list end, 

EISENHOT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co, of Neu York, Inc. 16pp. 25601:326, 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. App 1 icat i on/cons true t ion stage documents ?■: correspondence 


8403160193 Forwards "Mechanical Equipment Qua 1 i f icat i on Program Summary 
of Evaluation, " per util 830727 program plan, in response to 
NRC 830401 & 1004 requests to establish compliance w/GDC 4 
requirements. 

MILLS, L.M. Tennessee Valley Authority. 84/03/09. ADENSAM, E. 
Licensing Branch 4. 3pp, 22656:001, 24X Fiche; 50-390, 84/03/09, 

8403160193, 


— 8403160195 "Mechanical Equipment Qualification Program Summary of 
Evaluation. " 

WITMER, T. R. , HODGES, J. Tennessee Valley Authority. 84/02/08, 
901pp. 22656:004. 24X Fiche: 50-390, 84/03/09, 8403160193. 


8407020165 ACOUSTIC EMISSION MONITORING OF HOT FUNCTIONAL TESTING, Watts 
Bar Unit I Nuclear Reactor, 

HUTTON, P.H., DAWSON, U. F. , FRIESEL,M.A. Battelle Memorial Institute, 
Pacific Northuest Laboratories. FIN 3-2088. ■NUREG/CR-3693. 

84/06/30. Division of Engineering Technology. 52pp, Available at 
NRC. $4.00. 25275:181. 24X Fi ch e : 50-390, 84/06/30, 8407020165. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S: holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160123 Forwards computerized lists entitled "Watts Bar Mechanical 
Equipment Qual if ication Equipment List, for Balance of Plant'* 

"Watts Bar Mechanical Ec:.: i r;.~'P'’t Ql;.?, 1 icat ion Equipment 
List far NSSS." Summary ^ -a -t: : c - evaluation end. 

MILLS, L.M, Tennessee Valley Authority. 84/07/09. ADENSAM, E. 
Licensing Branch 4. 3pp. 25600:357. 24X Fiche: 50-390, 84/07/09. 

8407160123. 


— 8407160129 Rev 1 to "Watts Bar Mechanical Equipment Qua 1 if ication 
Equipment List for Balance of Plant, " 

WITMER, T.R., HODGES, U.W, Tennessee Valley Authority. 84/06/20. 
15pp. 25600:360. 24X Fiche; 50-390, 84/07/09, 8407160123. 


--8407160131 Rev, 1 to "Watts Bar Mechanical Equipment Qua lif ication 
Equipment List for NSSS. " 

WITMER, T.R., HODGES, U.W. Tennessee Valley Authority. 84/06/20. 
13pp. 25601:013. 24X Fiche: 50-390, 84/07/09, 8407160123. 


8407170247 Provides info resulting from discussions between util 8,. NRC 
re 830920 response to Criterion 10 of NUREG-0737, Item II. B. 3 
concerning post-accident sampling, 

KAMMER. D. S. Tennessee Valley Authority. 84/07/13, ADENSAM. E. 
Licensing Branch 4. 2pp. 25612:254, 24X Fiche: 50-390, 84/07/13, 

8407170247. 


8407230145 Forwards response to NRC 840306 request for addl info re use 
of containment high-range monitor r ead ing s. Rad iat ion 
monitors will be used u/other plant parameters to determine 
emergency action level of event. 

MILLS, L.M. Tennessee Valley Authority. 84/07/19. ADENSAM, E. 
Licensing Branch 4. 2pp. 25705:117. 24X Fic he: 50-390, 84/07/19, 

8407230145. 


8407250233 Forwards initial leak test results for waste gas sys St 
associated special test instruct ion, per 820611 commitment re 
NUREG-0737, Item III. D. 1, 1, "Integrity of Sys Outside 
Containment. " 

KAMMER, D. S. Tennessee Valley Authority. 84/07/20. ADENSAM, E. 
Licensing Branch 4. 4pp. 25736:194. 24X Fiche: 50-390, 84/07/20, 

8407250233. 


— 8407250235 Rev 0 to Special Test Instruction STEAR WB-83-01, "Gross 
Leakage Rate of Waste Gas Sys. " 

LINGINFELTER, S. Tennessee Valley Authority. 83/08/09. 12pp. 

25736:198. 24X Fic h e; 50-390, 84/07/20, 8407250233. 


8407310100 Forwards affidavit certifying 840723 svc of Amend 52 to 
FSAR. 

MILLS, L.M. Tennessee Valley Authority. 84/07/23. ADENSAM, E. 
Licensing Branch 4. 2pp. 25837:044. 24X Fi che: 50-390, 84/07/23, 

8407310100. 


8407300176 Forwards response to NRC 940418 request for evaluation of 
applicability of 50 F increase above ambient temp for 
resistance temp detectors (RTD). Use of capped RTDs & 
adequate air venting justify 200 F temp for RTD heads. 

MILLS, L.M. Tennessee Valley Authority. 84/07/24. ADENSAM, E. G. 
Licensing Branch 4. 3pp. 25805:176. 24X Fiche; 50-390, 84/07/24, 

8407300176. 


8407300219 Advises of schedule change re fuel load dates. Fuel load 
dates of Oct 1984 Aug 1986 anticipated for Units 1 & 2, 
respectively. 

MILLS. L.M. Tennessee Valley Authority. 84/07/24, ADENSAM, E. 
Licensing Branch 4. Ip, 25803:001. 24X Fiche: 50-390, 84/07/24, 

8407300219. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8407090101 Forwards updated status rept of items specified by SER App D 
concerning fuel load, per LM Mills 840507 ltr. 

KAMMER, D.S. Tennessee Valley Authority. 84/06/26, ADENSAM, E. 
Licensing Branch 4. 6pp. 25442:004. 24X Fiche; 50-390, 84/06/26, 

8407090101. 


F. Security, medical, emergency & fire protection plans 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure lP-3 re alert site area emergency & general 
emergency ^ Emergency Radiological Monitoring Procedure IP-9 
re site maps environ monitor ing. W/B4070? ltr. 

MILLS, L.M. Tennessee Valley Authority. 84/07/02. 25pp. 25443:001, 

24X Fiche: 50-000. 84/07/02. 8407090204. 


8407170217 Forwards Rev 8 to physical security plan, Rev withheld 
(ref 10CFR73. 21). 

MILLS, L.M. Tennessee Valley Authority. 84/07/11. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 25612:289. 24X 

Fiche: 50-390, 84/07/11, 8407170217. 


8407170360 Revised radiological emergency plan implementing procedures, 
including IP-B re accountability 8,. evacuation of personnel 8e 
IP-11 re security /access control. W/840711 ltr, 

MILLS, L.M. Tennessee Valley Authority. 84/07/11. Q 'REILLY, J, P. 
Region 2, Office of Director. 15pp. 25615:031. 24X 

Fiche: 50-390, 84/07/11, 8407170360. 


I. Financial information 


8407100478 Forwards responses to 840529 request for addl info re util 
financial qualification to operate units. 

MILLS, L.M. Tennessee Valley Authority. 84/07/06. ADENSAM, E. 
Licensing Branch 4. llpp. 25458:177. 24X Fiche: 50-390, 84/07/06. 

8407100478. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407050298 Forwards Amend 53 to FSAR. Amend affects Chapters 10. 12-15 
& misce 1 laneous questions. 

KAMMER. D. S, Tennessee Valley Authority. 84/06/26. ADENSAM, E. 
Licensing Branch 4. 2pp. 25415:035, 24X Fi che; 50-390, 84/06/26, 

8407050298. 
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--8407050301 Amend 53 to FSAR, W/36 oversize f igures. Aperture cards 
available in PDR. 

* Tennessee Valley Authority. 84/06/26. 412pp. 25415:037. 24X 

Fiche: 50-390. 84/06/26, 8407050298. 


0. Inspection reports, IE Bulletins correspondence 


8407190325 Forwards exam rept on 840213-17 & exam results. Results 
withheld (ref 10CFR2. 790>. 

VERRELLI, D. M. Region 2, Office of Director. 84/04/25. PARRIS, H. G, 
Tennessee Valley Authority, 5pp. 25685:186. 24X 

Fiche: 50-390, 84/04/25, 8407190325. 


--8407190343 Exam rept on 840213-17. Exam results: oral exams passed by 15 
of 16 candidates S< written exams passed by all five 
candidates. 

NORRIS, T.L., WILSON, BA, Region 2, Office of Director. 84/04/20. 
3pp. 25685:188. 24X F i c h e : 50-390, 84/04/25, 8407190325. 


8407050333 Forwards IE Insp Rept 50-390/34-41 on 840507-11. No 
violations noted. 

VERRELLI, D. K. Region 2, Office of Director. 84/06/04. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25416:314, 24X 

Fiche: 50-390,84/06/04, 8407050333. 


— 8407050337 IE Insp Rept 50-390/84-41 on 840507-11. No violations noted. 
Major areas inspected : p reop erat iona 1 testing of radwaste 
sys, ventilation exhaust air cleanup sys TMI action items. 

HOSEY, C.M. , JENKINS, G.R. Region 2, Office of Director. 34/05/30. 
5pp. 25416:316. 24X Fiche: 50-390, 84/06/04, 8407050333. 


8407300251 Ack receipt of 840524 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-25 & 
50-391/84-20. 

LEWIS, R. C. Region 2, Office of Director. 84/06/06. PARRIS, H.G. 
Tennessee Valley Authority Ip. 25815:244. 24X 

Fiche: 50-390, 84/06/06, 8407300251. 


— 8407300259 Responds to NRC 840424 Itr re violations noted in IE Insp 
Repts 50-390/84-25 St 50-391/84-20. Corrective actions: sump 
cleaned & cover replaced. Insp of line from annulus drain 
sump down to isolation valve conducted. 

MILLS, L.M. Tennessee Valley Authority. 84/05/24, 0 'REILLY. J. P. 

Region 2, Office of Director. 4pp. 25815:245. 24X 

Fiche; 50-390, 84/06/06, 840 7300251 . 


—8407300265 Formards IE Insp Repts 50-390/84-25 & 50-391/84-20 on 
840326-29 & notice of violation. 

LEWIS, R.C, Region 2, Office of Director. 84/04/24. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25815:248. 24X 

Fiche: 50-390, 84/06/06, 8407300251. 


— 8407300266 Notice of violation from insp on 840326-29. 

■» Region 2, Office of Director. 84/04/24. 2pp, 25815:250. 24X 

Fiche; 50-390, 84/06/06, 8407300251. 


--8407300269 IE Insp Repts 50-390/84-25 50-391/84-20 on 830326-29. 

Noncompliance noted ; inadequate corrective action re welds on 
structural steel in main steam valve rooms t- inadequate 
instructions re cleanliness of annulus floor drain sump. 

COLEY, J.L. Region 2, Office of Director. BLAKE, J. J. Division of 
Engineering Zt Operational Programs. 84/04/17. 5pp. 25815:252. 
24X Fiche: 50-390,84/06/06, 8407300251. 


8407190128 Forwards IE Insp Repts 50-390/84-32 & 50-391/84-27 on 
840426—0504 i>. 03-11- No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/11. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25687:023. 24X 

Fiche: 50-390, 84/06/11, 8407190128. 


— 8407190135 IE Insp Repts 50-390/84-32 &! 50-391/84-27 on 840426-0504 & 
08-11. No violations or deviations noted. Major areas 
inspected : previous enforcement matters & preoperational test 
procedures. 

THOMAS, M. , BURRIS'S, p. , JAPE, F. Region 2, Office of Director, 
84/06/04, 8pp. 25687:025. 24X Fiche: 50-390, 84/06/11, 8407190128. 


8407190138 Forwards IE Insp Repts 50-390/84-40 Zt 50-391/84-34 on 
840521—25. No violations or deviations noted. 

VERRELLI, D. N. Region 2, Office of Director, 84/06/12. PARRIS,H.O. 
Tennessee Valley Authority. 2pp. 25686:264. 24X 

Fiche: 50-390,84/06/12, 0407190138. 


—8407190143 IE Insp Repts 50-390/84-40 & 50-391/84-34 on 840521-25. No 
violations or deviations noted. Major areas inspected: 
verification of as-bui Its, insulation, licensee action on 
previous enforcement matters licensee identified items. 

WRIGHT, R.W., JACKSON, L. H. , ypRIGHT, C, M. Region 2, Office of 
Director. 84/06/07. 8pp. 25686:266. 24X Fich e: 50-390, 84/06/12, 

8407190138, 


8407190157 Forwards IE Insp Repts 50-390/84-34 50-391/84-29 on 

840501-04. No violations or deviations noted. 

VERRELLI, D. M, Region 2, Office of Director. 84/06/12. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25686:202. 24X 

Fiche: 50-390, 84/06/12, 8407190157. 


—8407190165 IE Insp Repts 50-390/84-34 ?y 50-391/84-29 on 840501-04, No 
violations or deviations noted. Major areas inspected : pip e 
support base plate designs using concrete expansion anchor 
bolts & piping sys seismic analysis. 

LIU'W.C., ANGiW.P., BLAKE, J. J. Region 2, Office of Director. 
84/06/07. 7pp. 25686:204. 24X Fi c h e: 50-390, 84/06/ 1 2, 84071901 57. 


8407200117 Forwards SALP ev'aluation for Jan 1983 - Feb 1984. C omments 
requested within 20 days. 

LEWIS, R.C. Division of Project Resident Programs. 84/06/12. 
PARRIS, H. G. Tennessee Valley Authority. 3pp. 25692:028. 24X 
Fiche ; 50-000, 84/06/12, 84072001 17. 


--8407200125 SALP Board Assessment Repts 50-259/84-09.50-260/84-09. 
50-296/84-09, 50-327/84-08, 50-32S/S4-0S, 50-390/84-24, 

50-391/84-19, 50-438/84-07 8,. 50-439/84-07 for Jan 1983 - 
Feb 1984. 

* Region 2, Office of Director. 84/02/29, S9pp. 25692:031, 24X 

Fiche: 50-000, 84/06/12, 84072001 17. 


8407190024 Forwards IE Insp Repts 50-390/84-36 50-391/84-30 on 

840507-11. No violations or deviations noted. 

VERREL-LI. D. M. Region 2, Office of Director. 84/06/13. PARRIS, H.G. 
Tennessee Valley A-.t*-, r- t ?p: 25687:068. 24X 

Fiche: 50-390, 84/06/ 1 3. 3'. 07: 


—8407190031 IE Insp Repts 50-390/84-36 50-391/84-30 on 840507-11. No 

violations or deviations noted. Major areas inspected: 
procurement control , rec e i p t, storag e ii handling of equipment 
& matls, records control program & document control. 

BELISLE, G. A. , FOSTER, L. E , UPRIGHT, C. M. Region 2, Office of 
Director. 84/06/12. 15pp. 25687:071. 24X Fich e: 50-390, 84/06/13, 

8407190024. 


8407190284 Forwards IE Insp Repts 50-390/84-43 Ss 50-391/84-35 on 
840521-25. No violations or deviations identified. 

VERRELLI, D. M, Region 2, Office of Director. 84/06/13. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25685:223. 24X 

Fiche: 50-390,84/06/13, 8407190284. 


—8407190287 IE Insp Repts 50-390/84-43 & 50-391/84-35 on 840521-25. No 
violations or deviations i d enti f i ed , Major areas inspected: 
independent insp effort, observation of work activities on 
RCPB piping t- followup on identified items. 

CALEY, J.L. , BLAKE, J, J. Region 2, Office of Director, 84/06/11, 
5pp. 25685:225. 24X Fiche: 50-390, 84/06/13, 8407190284. 


8407190417 Forwards IE Insp Repts 50-390/84-38 Zt 50-391/84-32 on 
840508— 11. No violations or deviations noted. 

VERRELLI. D. M. Region 2, Office of Director, 84/06/19, PARRIS, H.G. 
Tennessee Valley Authority. 3pp, 25684:300. 24X 

Fiche: 50-390, 84/06/19, 8407190417, 


--8407190424 IE Insp Repts 50-390/84-38 fk 50-391/84-32 on 840503-11. No 
violations or deviations noted. Major areas inspected; 
licensee identified items, previous enforcement i terns, damag ed 
cable, independent insp effort & worker concerns. 

GIBBONS. T. P, , CONLON, T. E. Region 2, Office of Director. 84/06/18. 
4pp. 25684:303. 24.X Fi c he : 50-390, 84/06/ 19, 840719041 7. 


84070202.38 Forwards revised final response to IE Bulletin 79-02 re pipe 
support base plate designs using concrete expansion anchor 
bolts. W/o end. 

MILLS, L.M, Tennessee Valley Authority. 84/06/20. O 'REILLY. J. P. 
Region 2. Office of Director. Ip, 25217:341. 24X 

Fiche: 50-390, 84/06/20, 8407020238. 


8407190148 Forwards IE Insp Repts 50-390/84-35 50-391/84-33 on 

840421— 0525. No violations or deviations noted. 

VERRELLI, D, M. Region 2, Office of Director. 84/06/21. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 25686:274. 24X 

Fiche: 50-390, 84/06/21. 8407190148. 


-8407190160 IE Insp Repts 50-390/84-35 Z>. 50-391/84-33 on 840421-0525. No 
violations or deviations noted. Major areas inspected: 
previous enforcement matters, TMI task items, f ol lowup on 
licensee identified items Si IE bulletin closeout. 

SHYMLOCK, M. B, , SWAN, W.B., HOLLAND, W. E. Region 2, Office oF 
Director. 84/06/20. 11pp. 25686:276. 24X Fi ch e; 50-390, 84/06/21 , 

8407190148. 


8407180120 Forwards IE Insp Repts 50-390/84-44 Ik 50-391/84-37 on 
840604-08, No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/25. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25667:147. 24X 

Fiche - 50-390, 84/06/25, 8407180120. 
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--S4071S0122 IE Insp Repts 50-390/84-44 fy. 50-391/84-37 on 840604-08. No 
violations or deviations noted. Major areas inspected : p lant 
chemistry inservice testing of pumps valves. 

ROES) W. vl. . BLAKE) J. J. Region 2> Office of Director. 84/06/22. 
15pp. 25667:149. 24;< Fiche: 50-390, 84/06/25- 8407180120. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05; Consolidated Edison Co. of Neui 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000- 84/07/05, 8407030085. 


8406250214 IE Info Notice 84-51, "Independent Verification, " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co, of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadeq,uate Matl Procurement Controls 
on Part of Licensees Xt Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Bast 
Documentation SU Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of Now 

York, Inc. 236pp. 25865:286. 24X Fiche : 50-000. 84/07/06. 8407050274. 


8407190106 Forwards corrected cover page for IE Insp Repts 
50-390/84-36 Zt 50-391/84-30 on 840507-11, 

VERRELLI, D. M. Region 2, Office of Director. 84/06/29. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 25687:143. 24X 

Fiche; 50-390, 84/06/29, 8407190106. 


--8407190112 Corrected cover page to IE Insp Repts 50-390/84-36 Zt 
50-391/84-30 on 840507-11. No violations or deviations note.d. 
BELISLE, G. A. , FOSTER, L. E. , UPRIGHT. C. M. Region 2, Office of 
Director, 84/06/25. 2pp. 25687:145. 24X Fiche: 50-390. 84/06/29, 

8407190106. 


8407160149 Responds to IE Bulletin 80-24 re prevention of damage doe to 
water leakage inside containment. Damage unlikely to occur 
due to drainage sys St instrumentation provided for 
operators. 

KAMMER.D.S. Tennessee Valley Authority. 84/07/02. 0 'REI LLY. J. P. 

Region 2. Office of Director. 10pp. 25600:247. 24X 

Fiche: 50-390. 84/07/02. 8407160149. 


8407180004 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-11 Sc 
50-391/84-09, Withdraws listed example of deviation re 
nuclear operator training program, 

LEWIS, R.C. Region 2, Office of Director. 84/07/03. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 25667:239. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


—8407180007 Supplemental response to NRC 840306 Itr re deviations noted 
in IE Insp Repts 50-390/84-11 S« 50-391/84-09; Correc tive 
actions: p lant sys walkthrough exam signoffs Sc sys break-ins 
on file in operations training file. 

MILLS, L, M. Tennessee Valley Authority. 84/06/07. 0 'RE ILLY. J. P, 

Region 2, Office of Director. 2pp. 25667:241. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


— 8407180009 Ack receipt of 840409 Itr informing NRC of steps taken to 
correct violations & deviations noted in IE Insp Repts 
50-390/84-11 ty 50-391/84-09. Supp lemental response re 
deviation recLuested, 

LEWIS, R.C, Region 2, Office of Director. 84/05/04, PARRIS. H.O. 
Tennessee Valley Authority. 2pp. 25667:243. 24X 

Fiche : 50-390, 84/07/03, 8407180004. 


— 8407180012 Responds to NRC 840306 Itr re violations S; deviations noted 
in IE Insp Repts 50-390/84-11 50-391/-09. Correc tive 

actions: operator candidates scheduled for Apr 1984 NRC exam 
completed walkthrough exams. 

MILLS, L.M. Tennessee Valley Authority. 84/04/09. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25667:245. 24X 

Fiche; 50-390, 84/07/03, 0407180004. 


—8407100020 Forwards IE Insp Repts 50-390/84-11 Jk 50-391/84-09 on 
840131-0203 tf. notices of violation & deviation. 

LEWIS, R.C. Division of Project 8c Resident Programs. 84/03/06. 
PARRIS, H.O. Tennessee Valley Authority. 2pp. 25667:248. 24X 
Fiche: 50-390, 84/07/03, 8407180004. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JO.RDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103), S4/07/10, Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407160152 Forwards revised retiuests for relief from inservice insp 
program ISI-4, -il & -13 ISI-7 Sc -12 withdrawn. ISI-10 will be 
revised to incorporate current state-of-the-art exam 
capabilities after fabrication of ultrasonic calibr block. 

MILLS, L.M. Tennessee Valley Authority. 84/07/10. ADENSAM, E. 
Licensing Branch 4. 12pp. 25596:116. 24X Fiche: 50-390, 84/07/10, 

8407160152. 


8407260326 Forwards response to IE Bulletin 84-02 re failures of OE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energ iied, Type HFA 51 series ac 
relay s. Seguoyah does not need relays replaced. 

MILLS.L.M. Tennessee Valley Authority. 84/07/10. 0 'REILLY, J, P. 

Region 2, Office of Director. 5pp. 25778:011. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407230079 IE Info Notice 84-38, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/23, 8407230079. 


S. Reportable occurrences, LERs 8< related correspondence 


8407020293 Interim deficiency rept re Westinghouse main steam line 
break tc energy release analysis not considering effects of 
steam superheating. Initially reported on 840322. Alto 
reported per Part 21. 

MILLS.L.M. Tennessee Valley Authority. 84/06/21. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25214:259. 24X 

Fiche; 50-390, 84/06/21 , 3407020283. 


8407120146 Final Deficiency Rept NCR W-174-P re failure of 
anti— reversing ratchet pins to disengage on ERCW pumps mfg 
by Siernans-Al 1 is. Initially reported on 840330.011 baffle 
8c seal installed around pins. Also reportable per Part 21. 
MILLS.L.M. Tennessee Valley Authority. 84/06/20. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25550:297. 24X 

Fiche: 50-390. 84/06/28. 8407120146. 


8407120213 Final deficiency rept re design location of auxiliary 
feedwater sys HVAC flow switches. Initially reported on 
840518. Drawings revised relocating flow switches on 
respective cooler housings. 

MILLS.L.M. Tennessee Valley Authority. 84/07/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25550:108. 24X 

Fiche; 50-390, 84/07/03. 8407120213. 


— 8407180026 Notice of violation from insp on 840131-0203. 

* Region 2, Office of Director. 84/03/06. Ip. 25667:250. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


-8407180030 Notice of deviation from insp on 840131-0203. 

Region 2, Office of Director. 84/03/06. Ip. 25667:251. 24X 

Fiche; 50-390, 84/07/03, 8407180004. 


— 8407180035 IE Insp Repts 50-390/84-11 4, 50-391/84-09 on 840131-0203. 
Violation 8c deviation noted: plant sys familiarixation 
walkthroughs not performed per plant instructions 8c two 
fami 1 iar i jcation sys walkthrough sheets unavailable. 

DEBS-B.T., CARROLL, R, Region 2, Office of Director. JULIAN, C. A. 
Division of Engineering i>. Operational Programs. 84/03/05. 8pp. 
25667:252. 24X Fiche; 50-390, 04/07/03, 8407180004. 


8407120315 Final deficiency rept re unc^ualified Limitor<iue valve 
operator (NUREO-0588 ) . Initially reported on 840515. 

UncLualified Buchanan 0824 terminal block replaced w/ 
q.ualif ied Curtis Type L, per Field Change Notice WATM-10706. 
MILLS.L.M. Tennessee Valley Authority, 84/07/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25549:062. 24X 

Fiche: 50-390, 84/07/03. 8407120315. 


8407120396 Final deficiency rept re instrument line movement data on 
drawings not matching analysis, Initially reported on 840418. 

All supports not agreeing w/new drawings will be modified 
w/completion expected by 840712. 

MILLS.L.M. Tennessee Valley Authority. 84/07/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25549:055. 24X 

Fiche: 50-390, 84/07/03, 0407120396. 
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8407120400 First interim deficiency rept re erratic operation of steam 
generator bloudoun isolation valves. Initially reported on 
840611. Valve control circuits to remove limit switches from 
present series connection coils revised. Next rept by 840907. 

MILLS; L. M. Tennessee Valley Authority, 84/07/03. 0 'REILLY# J. P. 

Region 2# Office of Director. 2pp. 25549:060. 24X 

Fiche: 50-390- 84/07/03, 8407120400. 


V. Operator Examinations 


84071903P5 Forwards exam rept on 840213-17 I-, exam results. Results 
withheld (ref 10CFR2. 790). 

VERRELLI# D. M. Region 2# Office of Director. 84/04/25. PARRIS# H.G. 
Tennessee Valley Authority, 5pp. 25685:186. 24X 

Fiche; 50-390# 84/04/25,8407190325. 


— 8407190343 Exam rept on 840213-17. Exam results: oral exams passed by 15 
of 16 candidates 5; written exams passed by all five 
card i dates 

NORRIS, T.L., WILSON# B. A. Region 2, Office of Director. 84/04/20. 
3pp. 25685:188. 24X Fi ch e : 50-390, 84/04/25# 8407190325. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors# 
applicants for OLs S* holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT# D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co of Neu York# Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es# app licants 
for 0L3#NSSS vendors# reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training# 
qualifications h exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


8407180004 Ac k receipt of 840607 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-11 & 
50-391/84-09. Withd raws listed example of deviation re 
nuclear operator training program, 

LEWISiH C ‘’eg-cn ?• r-^ice of Director. 84/07/03. PARRIS.H.G. 
Tennessor- a-u c - ; r ■ c .j . 2pp. 25667:239. 24X 

F i c h e : 5 ■ 3=0 ■ S-:/07 / O; a-- 7180004, 


— S4071S0007 Supplemental response to NRC 840306 ltr re deviations noted 
in IE Insp Repts 50-590/84-11 50-391/84-09. Corrective 

actions: plant sys walkthrough exam signoffs & sys break-ins 
on file in operations training file. 

MILLS. L.M, Tennessee Valley Authority, 84/06/07. 0 ^REILLY# J. P. 

Region 2, Office of Director. 2pp. 25667:241, 24X 

Fiche; 50-390, 84/07/03, 8407180004. 


--8407180012 Responds to NRC 840306 ltr re violations deviations noted 
in IE Insp Repts 50-390/84-11 5O-391/-09. Corrective 

actions : op erator candidates scheduled for Apr 1984 NRC exam 
completed walkthrough exams. 

MILLS, L. M. Tennessee Valley Authority. 84/04/09. 0 'RE ILLY, J. P. 

Region 2, Office of Director. 3pp. 25667:245. 24X 

Fiche; 50-390, 84/07/03# 8407180004. 


8407180026 Notice of violation from insp on 840131-0203. 

Region 2, Office of Director. 84/03/06. Ip, 25667:250. 24X 

Fiche; 50-390, 84/07/03, 8407180004. 


8407180030 Notice of deviation from insp on 840131-0203. 

# Region 2, Office of Director. 84/03/06. Ip. 25667:251. 24X 

Fiche: 50-390,84/07/03,8407180004. 


8407180035 IE Insp Repts 50-390/84-11 Z/. 50-391/84-09 on 840131-0203. 

Violation S-. deviation noted: plant sys fami liari ration 
walkthroughs not performed per plant instructions & two 
familiarization sys walkthrough sheets unavailable, 

DEBS.B. T. , CARROLL, R. Region 2, Office of Director. JULIAN, C. A. 
Division of Engineering Operational Pi^ograms. 84/03/05. 8pp. 
25667:252, 24X Fiche ; 50-390, 34/07/03, 8^,07180004. 


©407100441 Responds to 840503 ltr re experience levels of operating 
creu per s onne 1 . Sh i f t advisors will not augment operating 
shifts. 

MILLS# L.M. Tennessee Valley Authority. 84/07/06. EISENHUT, D. G. 
Division of Licensing. Ip. 25464:332. 24X Fiche: 50-390, 84/07/06, 

8407100441. 
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A. Application/construction stage documents Z>. correspondence 


8403160193 Forwards "Mechanical Equipment Qua 1 i f i ca t i on Program Summary 
of Evaluation," per util 830727 program plan, in response to 
NRC 830401 ?#. 1004 requests to establish compliance w/GDC 4 
requirements. 

MILLS, L.M. Tennessee Valley Authority. 84/03/09. ADENSAM, E. 
Licensing Branch 4, 3pp, 22656:001. 24X Fi c h e : 50-390, 84/03/09. 

8403160193. 


— 8403160195 "Mechanical Equipment Qualification Program Summary of 
Evaluation , “ 

WITMER.T. R., HODGES, J Tennessee Valley Authority, 84/02/08. 
901pp. 22656:004. 24X F i c h e : 50-390, 84/03/09, 8403160 193. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve fy maintain diesel generator reliability. 

Svc list enc 1 , 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 

Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S#. amends. Svc list end. 
EISFNHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407160123 Forwards computerized lists entitled "Watts Bar Mechanical 
Equipment Qualification Equipment List for Balance of Plant" 

St "Watts Bar Mechanical Equipment Qua 1 i f i ca t i on Equipment 
List for NSSS. " Summary of qualification evaluation encl. 

MILLS, L.M. Tennessee Valley Authority, 84/07/09. ADENSAM, E. 
Licensing Branch 4. 3pp. 25600:357. 24X Fiche: 50-390. 84/07/09# 

8407160123. 


--8407160129 Rev 1 to "Watts Bar Mechanical Equipment Qua 1 if i c at i on 
Equipment List for Balance of Plant. " 

WITHER, T, R. , HODGES# J, W. Tennessee Valley Authority. 84/06/20. 
15pp, 25600:360. 24X Fic he; 50-390, 84/07/09# 8407160123. 


— 8407160131 Rev 1 to "Watts Bar Mechanical Eq.uipment Qua 1 i f i ca t i on 
Equipment List for NSSS. " 

WITMER, T, R. , HODGES, J. W. Tennessee Valley Authority, 84/06/20. 
13pp. 25601:013. 24X Fi c h e : 50-390, 84/07/09, 84071601 23. 


8407170247 Provides info resulting from discussions between util & NRC 
re 830920 response to Criterion 10 of NUREG-0737, Item II. B. 3 
concerning post-accident sampling. 

KAMMER-D, S. Tennessee Valley Authority. 84/07/13, ADENSAM, E, 
Licensing Branch 4. 2pp, 25612:254. 24X Fiche; 50-390# 84/07/13, 

8407170247. 


8407230145 Forwards response to NRC 840306 request for addl info re use 
of containment high-range monitor read ings. Rad iation 
monitors will be used u/other plant parameters to determine 
emergency action level of event. 

MILLS, L.M. Tennessee Valley Authority. 84/07/19. ADENSAM, E. 
Licensing Branch 4. 2pp. 25705:117. 24X Fiche: 50-390# 84/07/|, *7, 

8407230145. 


8407250233 Forwards initial leak test results for waste gas sys !c 
associated special test ins tr uc t i on# p er 820611 commitment re 
NUREG-0737, Item III. D, 1, 1, "Integrity of Sys Outside 
Containment. " 

HAMMER, D.s. Tennessee Valley Authority. 84/07/20. ADENSAM, E. 
Licensing Branch 4. 4pp. 25736:194, 24X Fi c he ; 50-390, 84/07/20# 

8407250233. 


■8407250235 Rev 0 to Special Test Instruction STEAR WB-a3“01, "Gross 
Leakage Rate of Waste Oas Sys. " 

LINGINFELTER, S. Tennessee Valley Authority. 03/08/09. i2pp. 
25736:198. 24X Fi ch e: 50-390, 84/07/20, 8407250233. 


8407310100 Forwards affidavit certifying 840723 svc of Amend 52 to 
FSAR. 

MILLS, L.M. Tennessee Valley Authority. 84/07/23, ADENSAM, E. 
Licensing Branch 4. 2pp. 25837:044, 24X Fi che: 50-390# 84/07/23# 

8407310100. 
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8407300219 Advises of schedule change re fuel load dates. Fuel load 
dates of Oct 1984 Z/. Aug 1986 anticipated for Units 1 2i 
respectively. 

MILLS, L. ti. Tennessee Valley Authority. 84/07/24. ADENSAM. E. 
Licensing Branch 4. Ip. 25803:001. 24X Fiche: 50-390. 84/07/24. 

8407300219. 


E. NRC Safety Ev-aluation Report (SER), suppls & correspondence 


8407090101 Forwards updated status rept of i terns ' sp ec if i ed by SER App D 
concerning fuel load, per LM Mills 840507 Itr. 

KAMMER. D. S. Tennessee Valley Authority. 84/06/26. ADENSAM. E. 
Licensing Branch 4. 6pp. 25442:004. 24X Fiche: 50-390. 84/06/26. 

8407090101. 


F. Security, medical, emergency & fire protection plans 


8407090204 Revised Central Emergency Control Ctr Implementing 
Procedure IP-3 re alert site area emergency & general 
emergency P. Emergency Radiological Monitoring Procedure IP— 9 
re site maps Z/. environ non i t or ing . Ul/840702 Itr. 

MILLS. L.M. Tennessee Valley Authority. 84/07/02, 25pp. 25443:001. 

24X Fiche: 50-000, 84/07/02, 8407090204. 


8407170217 Forwards Rev 8 to physical security plan. Rev withheld 
(ref 10CFR73,21). 

MILLS. L.M. Tennessee Valley Authority. 84/07/11. DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director. Ip. 25612:289. 24X 

Fiche: 50-390, 84/07/11, 8407170217. 


9407170360 Revised radiological emergency plan implementing procedures, 
including IP-a re accountability evacuation of personnel 
IP-11 re secur ity/access control. W/840711 Itr. 

MILLS, L.M. Tennessee Valley Authority. 84/07/11. 0 'REILLY, J. P. 

Region 2, Office of Director. 15pp. 25615:031. 24X 

Fiche: 50-390. 84/07/11, 8407170360. 


I. Financial information 


8407100478 Forwards responses to 840529 request for addl info re util 
financial qualification to operate units. 

MILLS, L. M, Tennessee Valley Authority, 84/07/06. ADENSAM. E. 
Licensing Branch 4. 11pp. 25458:177. 24X Fiche: 50-390. 84/07/06. 

8407100478. 


K Utility Final Safety Analysis Report (FSAR) amends 


8407050298 Forwards Amend 53 to FSAR. Amend affects Chapters 10.12-15 
& miscellaneous questions. 

RAMMER, D. S. Tennessee Valley Authority. 84/06/26. ADENSAM. E. 
Licensing Branch 4. 2pp, 25415:035. 24X Fiche: 50-390. 84/06/26. 

8407050298. 


-8407050301 Amend 53 to FSAR. W/36 oversize f igures. Aperture cards 
available in PDR. 

* Tennessee Valley Authority. 84/06/26. 412pp. 25415:037. 24X 

Fiche: 50-390, 84/06/26, 8407050298. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8407190325 Forwards exam rept on 840213-17 Sc exam results. Results 
withheld (ref 10CFR2. 790). 

VERRELLI, D. M. Region 2, Office of Director. 84/04/25. PARRIS.H. O. 
Tennessee Valley Authority. 5pp. 25685: 186. 24X 

Fiche: 50-390. 84/04/25. 8407190325. 


--8407190343 Exam rept on 840213-17. Exam results; oral exams passed by 15 
of 16 candidates written exams passed by all five 
candidates. 

NORRIS, T, L. , WILSON, B. A. Region 2, Office of Director. 84/04/20. 
3pp. 25685:188. 24X Fiche: 50-390, 84/04/25, 8407190325. 


8407300251 Ack receipt of 840524 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-25 & 
50-391/84-20. 

LEWIS, R.C. Region 2, Office of Director. 84/06/06. PARRIS.H. 0. 
Tennessee Valley Authority. Ip. 25815:244. 24X 

Fiche: 50-390, 84/06/06. 8407300251. 


--8407300259 Responds to NRC 840424 Itr r# violations noted in IE Insp 
Repts 50-390/84-25 ?c 50-391/84-20. Corrective actions: sump 
cleaned Z.: cover replaced. Insp of line from annulus drain 
sump down to isolation valve conducted. 

MILLS, L.M. Tennessee Valley Authority. 84/05/24. 0 'REILLY. J. P, 

Region 2, Office of Director. 4pp. 25815:245. 24X 

Fiche: 50-390. 84/06/06, 8407300251. 


— 8407300265 Forwards IE Insp Repts 50-390/84-25 St 50-391/84-20 on 
840326-29 Z. notice of violation, 

LEWIS, R.C. Region 2, Office of Director. 84/04/24, PARRIS. H. G. 
Tennessee Valley Authority. 2pp. 25815:248. 24X 

Fiche; 50-390.84/06/06, 8407300251. 


—8407300269 IE Insp Repts 50-390/84-25 & 50-391/84-20 on 830326-29. 
Noncompliance noted : inadequate corrective action re welds on 
structural steel in main steam valve rooms & inadequate 
instructions re cleanliness of annulus floor drain sump. 

COLEY, J. L. Region 2, Office of Director. BLAKE, U. J. Division of 
Engineering Z Operational Programs. 84/04/17. 5pp. 25815:252. 
24X Fiche: 50-390, 84/06/06, 8407300251. 


8407190128 Forwards IE Insp Repts 50-390/84-32 50-391/84-27 on 

840426-0504 it 08-11. ^4o violations or deviations noted. 

VERRELLI, D, M. Region 2. Office of Director. 84/06/11. PARRIS. H. O. 
Tennessee Valley Authority. 2pp. 25637:023. 24X 

Fiche; 50-390, 84/06/11. 8407190128. 


--8407190135 IE Insp Repts 50-390/84-32 50-391/84-27 on 840426-0504 8c 

08-11. No violations or deviations noted. Major areas 
Inspected : previous enforcement matters Sc preoperati onal test 
procedures. 

THOMAS.M. . BURRIS.S.P., JAPE. F. Region 2. Office of Director. 
84/06/04. 8pp. 25687:025. 24X Fi che: 50-390, 84/06/1 1 , 8407190128. 


8407190138 Forwards IE Insp Repts 50-390/84-40 Sc 50-391/84-34 on 
840521-25. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/12. PARRIS.H. G. 
Tennessee Valley Authority. 2pp. 25686:264. 24X 

Fiche: 50-390. 84/06/12. 8407190138. 


—8407190143 IE Insp Repts 50-390/84-40 Sc 50-391/84-34 on 840521-25. No 
violations or deviations noted. Major areas inspected: 
verification of as-bui Its. insulation, licensee action on 
previous enforcement matters Sc licensee identified items. 

WRIGHT, R.W., JACKSON, L. H. . UPRIGHT. C.M. Region 2, Office of 
Director. 84/06/07. 0pp. 25606:266. 24X Fiche; 50-390, 84/06/12, 

8407190138. 


8407190157 Forwards IE Insp Repts 50-390/84-34 S< 50-391/84-29 on 
840501-04. No violations or deviations noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/06/12. PARRIS, H.G, 
Tennessee Valley Authority. 2pp. 25686:202. 24X 

Fiche: 50-390, 84/06/12, 8407190157. 


—8407190165 IE Insp Repts 50-390/84-34 S« 50-391/84-29 on 840501-04. No 
violations or deviations noted, Major areas inspected; pipe 
support base plate designs using concrete expansion anchor 
bolts Sc piping sys seismic analysis. 

LIU.W.C., ANG.W.P., BLAKE. J.J. Region 2, Office of Director. 
84/06/07. 7pp. 25686:204. 24X Fi che: 50-390. 84/06/12. 8407190157. 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS. R.C. Division of Project Sc Resident Programs. 84/06/12. 
PARRIS. H.G. Tennessee Valley Authority. 3pp. 25692:028. 24X 
Fiche: 50-000, 84/06/12. 8407200 117. 


— 8407200125 SALP Board Assessment Repts 50-259/84-09.50-260/84-09. 
50-296/84-09, 50-327/84-08. 50-328/84-08, 50-390/84-24. 
50-391/84-19,50-438/84-07 S< 50-439/84-07 for Jan 1983 - 
Feb 1984. 

* Region 2, Office of Director. 84/02/29. 89pp. 25692:031. 24X 

Fiche: 50-000. 84/06/12, 84072001 17. 


8407190024 Forwards IE Insp Repts 50-390/84-36 Sc 50-391/84-30 on 
840507-11. No violations or deviations noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/06/13. PARRIS. H. G. 
Tennessee Valley Authority. 3pp. 25687:068. 24X 

Fiche: 50-390, 84/06/13, 8407190024. 


— 8407190031 IE Insp Repts 50-390/84-36 Sc 50-391/84-30 on 840507-11. No 
violations or deviations noted. Major areas inspected: 
procurement control, receip t, storage Sc handling of equipment 
Sc matls, records control program S< document control. 

BELISLE, G. A. , FOSTER. L. E. , UPRIGHT, C.M. Region 2. Office of 
Director. 84/06/12. 15pp. 25687:071. 24X Fiche; 50-390, 84/06/13. 

8407190024. 


0407190284 Forwards IE Insp Repts 50-390/84-43 Sc 50-391/84-35 on 
840521-25. No violations or deviations identified. 

VERRELLI. D. K. Region 2, Office of Director. 84/06/13. PARRIS. H. G. 
Tennessee Valley Authority. 2pp. 25685:223. 24X 

Fiche: 50-390. 84/06/13. 0407190284. 


— 8407190287 IE Insp Repts 50-390/84-43 Sc 50-391/84-35 on 840521-25. No 
violations or deviations identified. Major areas inspected: 
independent insp effort. observation of work activities on 
RCPB piping Sc followup on identified items, 

CALEY. J. L. . BLAKE. J.J. Region 2. Office of Director. 84/06/11. 
5pp. 25685:225. 24X F i che : 50-390, 84/06/13, 8407190284. 
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8407190417 Forwards IE Insp Repts 50-390/84-38 Zi 50-391/84-32 on 
840508-11. No violations or deviations noted. 

VERRELLI* D. M. Region 2i Office of Director. 84/06/19. PARRISiH. G. 
Tennessee Valleg Authority. 3pp. 25684:300. 24X 

Fiche: 50-390. 84/06/19, 8407190417. 


— 8407190424 IE Insp Repts 50-390/84-38 5-. 50-391/84-32 on 840508-11. No 
violations or deviations noted. Major areas inspected; 
licensee identified items. previous enforcement items, damaged 
cable. independent insp effort & worker concerns. 

GIBBONS. T P . CONLON, T. F ^egicn ?. O-^fice of Director. 84/06/18. 
4pp, 25684:303. 24.X F:':‘'.c- 5<:- -:T7.:. .:5.,/C6/19. 8407190417. 


8407190148 Forwards IE Insp Repts 50-390/84-35 & 50-391/84-33 on 
840421-0525. No violations or deviations noted. 

VERRE'-LI. D. M. Region 2, Office of Director. 84/06/21. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 25686:274, 24X 

Fiche: 50-390. 84/06/21, 8407190148. 


— 8407190160 IE Insp Repts 50-390/84-35 !k 50-391/84-33 on 840421-0525. No 
violations or deviations noted. Major areas inspected; 
previous enforcement matters. TMI task items, followup on 
licensee identified items & IE bulletin closeout. 

SHYMLOCK. M. B. . SWAN, W. S. . HOLLAND. W. E. Region 2, Office of 
Director. 84/06/20. 11pp. 25686:276. 24X Fiche: 50-390, 84/06/21. 

8407190148. 


8407180120 Forwards IE Insp Repts 50-390/84-44 & 50-391/84-37 on 
840604-08. No violations or deviations noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/06/25. PARRIS. H. G. 
Tennessee Valley Authority. 2pp. 25667: 147. 24X 

Fiche: 50-390. 84/06/25, 8407180120. 


— 8407180122 IE Insp Repts 50-390/84-44 & 50-391/84-37 on 840604-08. No 
violations or deviations noted. Major areas inspec ted ; p lant 
chemistry inservice testing of pumps & valves. 

ROSS, W. . BLAKE, V. J. Region 2, Office of Director. 84/06/22. 
15pp. 25667:149. 24X Fi che : 50-390. 84/06/25, 8407180120. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29, 8406280311. 


8407190106 Forwards corrected cover page for IE Insp Repts 
50-390/84-36 50-391/84-30 on 840507-11. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/29. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25687: 143. 24X 

Fiche: 50-390. 84/06/29, 8407190106. 


— 8407190112 Corrected cover page to IE Insp Repts 50-390/84-36 Z( 
50-391/84-30 on 840507-11. No violations or deviations noted. 
BELISLE. G. A. , FOSTER, L. E. . UPRIGHT, C. M. Region 2, Office of 
Director. 84/06/25. 2pp. 25687:145. 24X Fiche; 50-390, 84/06/29. 

8407190106. 


8407160149 Responds to IE Bulletin 80-24 re prevention of damage due to 
water leakage inside containment. Damage unlikely to occur 
due to drainage sys & instrumentation provided for 
operators. 

KAMMER, D. 5. Tennessee Valley Authority. 84/07/02, 0 'REILLY, J. P. 

Region 2, Office of Director. 10pp. 25600:247. 24X 

Fiche: 50-390, 84/07/02, 8407160149. 


8407180004 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-11 & 
50-391/84-09. Withdraws listed example of deviation re 
nuclear operator training program. 

LEMIS,R. C. Region 2, Office of Director. 84/07/03. PARRIS,H.G. 
Tennessee Valley Authority. 2pp. 25667:239. 24X 

Fiche: 50-390. 84/07/03, 8407180004. 


— 8407180009 Ack receipt of 840409 Itr informing NRC of steps taken to 
correct violations tk deviations noted in IE Insp Repts 
50-390/84-11 S< 50-391 /84-09. Supp lementa 1 response re 
deviation requested. 

LEWIS, R.C. Region 2, Office of Director, 84/05/04. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25667: 243. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


--8407180012 Responds to NRC 840306 Itr re violations St deviations noted 
in IE Insp Repts 50-390/84-11 St 50-391/-09. Correc ti ve 
actions : operator candidates scheduled for Apr 1984 NRC exam 
completed walkthrough exams. 

MILLS, L.M. Tennessee Valley Authority. 84/04/09. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp, 25667:245. 24X 

Fiche; 50-390, 84/07/03. 8407180004. 


— 8407180020 Forwards IE Insp Repts 50-390/84-11 S< 50-391/84-09 on 
840131-0203 tt notices of violation S< deviation. 

LEWIS, R.C. Division of Project S< Resident Programs. 84/03/06. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 25667:248. 24X 
Fiche: 50-390, 84/07/03, 8407180004. 


— 8407180026 Notice of violation from insp on 840131-0203. 

* Region 2, Office of Director. 84/03/06. Ip. 25667:250. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


— 8407180030 Notice of deviation from insp on 840131-0203. 

* Region 2, Office of Director. 84/03/06. Ip. 25667:251. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


— 8407180035 IE Insp Repts 50-390/84-11 S-. 50-391/84-09 on 840131-0203, 
Violation St deviation noted: plant sys f am i 1 iar i ration 
walkthroughs not performed per plant instructions ?< two 
famil iari ration sys walkthrough sheets unavailable. 

DEBS. B. T. , CARROLL, R. Region 2, Office of Director. JULIAN, C. A. 
Division of Engineering & Operational Programs. 84/03/05. 8pp. 
25667:252. 24X Fi c h e : 50-390, 84/07/03, 8407180004. 


8407030085 IE Info rJotice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030005. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E. L, Division of Emergency Preparedness l>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi c he : 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 83010.3). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he : 50-000, 84/07/06. 8407050274 . 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Xt Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251 , 


84072603R6 Forwards response to IE Bulletin 84-02 re failures of GE— 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energ i i ed, Ty pe HFA 51 series ac 
relays. Sequoyah does not need relays replaced. 

MILLS, L.M. Tennessee Valley Authority. 84/07/10. 0 'REILLY, J. P, 

Region 2, Office of Director. 5pp. 25778:011. 24X 

Fiche: 50-000, 84/07/10, 8407260326. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fi c he ; 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs 4t related correspondence 


8407020283 Interim deficiency rept re Westinghouse main steam line 
break tc energy release analysis not considering effects of 
steam superheating. Initia 1 ly reported on 840522. Also 
reported per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/06/21. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25214:259. 24X 

Fiche: 50-390, 84/06/21, 8407020283. 
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8407020379 Ninth interim deficiency rept re foam seals in mechanical 
pipe si eeves . Initial ly reported on 811204, Due to work 
efforts on Unit !< measurement of pipe movements at sleeves 
incomp lete. Next rept will be submitted by 851101. 

MILLSjL. M, Tennessee Valley Authority. 84/06/21. 0 'REILLY> J. P. 

Region 2. Office of Director. Ip. 25214:353. 24X 

Fiche: 50-391 . 84/06/21 . 8407020379, 


8407120214 Third interim deficiency rept re calculation of support 
design loads in TPIPE. Ini t ia 1 1 y reported on 830714. Sp ec ia 1 
hand procedure incorporated into rigorous analysis handbook 
on 831130. Next rept expected by 850419. 

MILUB. L. M. Tennessee Valley Authority. 84/06/25, 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 25550:066. 24X 

Fiche: 50-391. 84/06/25. 8407120214. 


8407120258 Fourth interim deficiency rept re incorrect modulus of 
elasticity used in piping analysis of auxiliary feedwater 
sys. Initial ly reported on 820330, Support design will be 
modified. Next rept will be submitted by 850830. 

MILLS. L.M, Tennessee Valley Authority. 84/06/26. O 'REILLY. J. P. 
Region 2, Office of Director. 2pp. 25549:351. 24X 

Fiche: 50-391.84/06/26. 8407120258, 


8407120146 Final Deficiency Rept NCR W-174-P re failure of 
anti-reversing ratchet pins to disengage on ERCW pumps mfg 
by Siemans-Allis. Initially reported on 840530. Oil baffle 
seal installed around pins. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/06/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25550:297. 24X 

Fiche: 50-390. 04/06/28. 8407120146. 


8407120273 Fifth interim deficiency rept re improper overlapping 
analysis techniques. Initially reported on 830111. 

Investigation incomplete due to concentrated work efforts 
on Unit 1. Next rept will be submitted by 851019. 

MILLS. L.M. Tennessee Valley Authority. 84/06/28. Q 'REILLY, U. P. 
Region 2, Office of Director. Ip. 25549:362. 24X 

Fiche: 50-391 , 84/06/28. 8407120273. 


8407120379 Eighth interim deficiency rept re unconservative loads on 
pipe support design mods. Initially reported on 801217. 

Affected pipe supports identified. Supports to sys transfer 
packages for design evaluation assigned. Next rept by 851009, 

MILLS, L.M. Tennessee Valley Authority. 84/07/02. Q 'REILLY, J. P. 
Region 2. Office of Director. Ip. 25549:025. 24X 

Fiche; 50-391, 84/07/02, 8407120379. 


8407120213 Final deficiency rept re design location of auxiliary 
feedwater sys HVAC flow switches. Initially reported on 
840518. Drawings revised relocating flow switches on 
respective cooler housings, 

MILLS. L.M. Tennessee Valley Authority. 84/07/03. 0 'REILLY, U. P. 

Region 2, Office of Director. 3pp. 25550:108. 24X 

Fiche; 50-390. 84/07/03, 8407120213. 


8407120400 First interim deficiency rept re erratic operation of steam 
generator bloudown isolation valves. Initial ly reported on 
840611. Valve control circuits to remove limit switches from 
present series connection coils revised. Next rept by 840907. 

MILLS. L.M. Tennessee Valley Authority. 84/07/03. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25549:060. 24X 

Fiche; 50-390, 84/07/03, 8407120400. 


V. Operator Examinations 


8407190325 Forwards exam rept on 840213-17 exam resul ts. Results 
withheld (ref 10CFR2. 790). 

VERRELLI, D. M. Region 2, Office of Director. 84/04/25. PARRIS. H.O. 
Tennessee Valley Authority. 5pp. 25685:186. 24X 

Fiche; 50-390, 84/04/25. 0407190325. 


— 8407190343 Exam rept on 840213-17. Exam results; oral exams passed by 15 
of 16 candidates written exams passed by all five 
candidates. 

NORRIS, T.L, Region 2, Office of Director. 84/04/20. 3pp. 

25605:188. 24X Fiche: 50-390, 84/04/25, 8407190325. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term QL applicants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees. applicants 
for OLs, NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT. D. (5. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


8407180004 Ac k receipt of 840607 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/84-11 & 
50-391/84— 09. Withdraws listed example of deviation re 
nuclear operator training progr.am. 

LEWIS. R.C. Region 2. Office of Director. 84/07/03. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25667:239. 24X 

Fiche: 50-390, S4/07/03. 8407180004. 


— 8407180007 Supplemental response to NRC 840306 ltr re deviations noted 
in IE Insp Repts 50-390/84-11 & 50-391/84-09. Correc tive 
act ions : p lant sys walkthrough exam signoffs & sys break-ins 
on file in operations training file. 

MILLS, L. M. Tennessee Valley Authority. 84/06/07. 0 'REILLY. J, P. 

Region 2, Office of Director. 2pp. 25667:241. 24X 

Fiche: 50-390, 84/07/03, 8407180004. 


8407180012 Responds to NRC 840306 ltr re violations & deviations noted 
in IE Insp Repts 50-390/84-11 8< 50-391/-09. Corrective 
actions; operator candidates scheduled for Apr 1984 NRC exam 
completed walkthrough exams. 

MILLS, L. M. Tennessee Valley Authority. 84/04/09. 0 'REILLY. U. P. 

Region 2. Office of Director. 3pp. 25667:245. 24X 

Fiche: 50-390. 84/07/03, 8407180004. 


— 8407180026 Notice of violation from insp on 840131-0203. 

* Region 2. Office of Director. 84/03/06. Ip. 25667:250. 24X 

Fiche: 50-390. 84/07/03. 8407180004. 


— 8407180030 Notice of deviation from insp on 840131-0203. 

* Region 2. Office of Director. 84/03/06. Ip. 25667:251. 24X 

Fiche: 50-390. 84/07/03, 8407180004. 


— 8407180035 IE Insp Repts 50-390/84-11 50-391/84-09 on 840131-0203. 

Violation & deviation noted: plant sys fami 1 iar i zati on 
walkthroughs not performed per plant instructions St two 
familiarization sys walkthrough sheets unavailable. 

DEBS, B. T. Region 2, Office of Director. 84/03/05. 8pp. 
25667:252. 24X Fiche; 50-390. 84/07/03. 8407180004, 


8407100441 Responds to 840503 ltr re experience levels of operating 
crau personnel. Sh if t advisors will not augment operating 
shifts. 

MILLS, L.M. Tennessee Valley Authority. 84/07/06. EISENHUT, D. G. 
Division of Licensing. Ip. 25464:332. 24X Fiche: 50-390. 84/07/06. 

8407100441. 


8407260269 Discusses arrangements for 841022-26 operator & senior 
operator licensing exams, per C Brewer St T Norris telcon. 

Ref matl listed in end requested by 840820 in order to 
meet schedule. Requirements for conducting exams also end. 

VERRELLI, D. M. Region 2. Office of Director. 84/07/17. PARRIS, H.O. 
Tennessee Valley Authority. 4pp. 25777:281. 24X 

Fiche: 50-390. 84/07/17. 8407260269. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION. UNIT 1 
f. Security, medical, emergency Ik fire protection plans 


8407110071 Forwards supplemental page to Amend 3 to safeguards 
contingency plan. Page withheld (ref 10CFR2. 790). 

DIXON, 0. W. South Carolina Electric & Gas Co. 84/06/20. 

0 'REILLY. J. P. Region 2. Office of Director. Ip. 25522:253. 24X 

Fiche: 50-395. 84/06/20. 8407110071. 


8407300369 Forwards IE Insp Rept 50-395/84-16 on 840611-14. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2. Office of Director. 84/06/27. DIXON. O.W. 
South Carolina Electric Gas Co. 2pp. 25815: 190. 24X 

Fiche-: 50-395, 84/06/27. 8407300369. 


— 8407300376 IE Insp Rept 50-395/84-16 on 840611-14. No violations or 
deviations noted. Major areas inspected; training, 
organization, external St internal exposures, control of 
radioactive matls. contamination, surveys monitoring. 

PEERY, W.W. , JENKINS, O.R. Region 2, Office of Director. 84/06/27. 
4pp. 25815:192. 24X Fiche: 50-395. 84/06/27. 8407300369. 


8407170250 Advises that Amend 3 to safeguards contingency plan 
consistent w/provisions of lOCFRSO. 54 ( p ) 8,. acceptable. 

LEWIS. R.C, Region 2, Office of Director.- 84/07/12. DIXON. 0. W, 
South Carolina Electric Zt Gas Co. 2pp. 25612:256. 24X 

Fiche: 50-395. 84/07/12. 8407170250. 


8407190245 Advises that fire resistant filing cabinets w/1 h fire 
rating equipped u/Sergeant St Greenleaf three position 
changeable combination locks utilized for safeguards info 
storage, per 10CFR73, 21. 

DIXON, O.W. South Carolina Electric & Gas Co. 84/07/16. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25682:071, 

24X Fiche; 50-395, 84/07/16. 8407190245. 
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P. Operating license stage documents & correspondence 


8407020206 Oeneric Ltr 84-15 to all licensees o-f operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions, to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York. Xnc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407090286 Returns 840619 Check 203706. paid for application to amend 
Tech Specs re RCS f lou). Revised 10CFR170 requires only eiSO 
down payment for amend requests. NRC ufill bill at 6-month 
intervals for actual cost of review. M/o end. 

DIGGS, R.M. License Fee Management Branch. 84/07/02. DIXON. O.W. 
South Carolina Electric Gas Co. Ip. 25457:358. 24X 

Fiche; 50-395, 84/07/02, 8407090286. 


8407110492 Forwards Amend 25 to License NPF~12 & safety evaluation. 
Amend adds surveillance requirement for channel check ?; 
action statement for inoperable hydrogen monitors. 

ADENSAM, E. G. Licensing Branch 4. 84/07/02. DIXON, O.W. South 

Carolina Electric Zt Gas Co. 3pp. 25547:304, 24X 
Fiche: 50-395, 84/07/02,8407110492. 


--8407110495 Amend 25 to License NPF-12, mod if y ing Tech Specs to add 
surveillance requirement for channel check performed once 
per 12 h Z. action statement for inoperable hydrogen monitors 
Zt deleting exception for performance of initial criticality. 

ADENSAM, E. G. Licensing Branch 4. 84/07/02. 4pp, 25547:306. 24X 

Fiche: 50-395, 84/07/02. 8407110492. 


— 8407110497 Safety evaluation supporting Amend 25 to License NPF-12. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 2pp. 
25547:310. 24X Fiche: 50-395. 84/07/02, 8407110492. 


8407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses Zt amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of tJeu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06,8407060097. 


8407160115 Responds to NRC request for addl info re util 840123 request 
for approval of proposed spent fuel pool rerack mod. Seismic 
inputs for rack design S* analysis in conformance u/Reg 
Guide 1. 92. 

DIXDN. 0, W. South Carolina Electric St Gas Co. 84/07/10. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 9pp. 25600:311. 

24X Fiche; 50-395, 84/07/10. 8407160115. 


8407250176 Forwards "Natural Circulation Demonstration Comparison 
Between VC Summer Station St South Carolina Electric S, Gas 
Training Simulator," per License Condition 2. C.23b. 

DIXON, O.W, Sooth Carolina Electric St Gas Co. 84/07/16. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 25750: 162. 

24X Fiche: 50-395. 84/07/16, 8407250176. 


— 8407250177 "Natural Circulation Demonstration Comparison Between VC 
Summer Station t« South Carolina Electric St Gas Training 
Simulator. " 

* South Carolina Electric St Gas Co, 84/07/16. 23pp. 25750:163. 

24X Fiche: 50-395, 84/07/16. 8407250176, 


8407240103 Forwards fee for 840620 application to amend Tech Specs re 
RCS flow. 

DIXON, O.W. South Carolina El.ectric St Gas Co. 84/07/19. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25723:158. 

24X Fiche; 50-395, 84/07/19, 8407240103. 


8407240260 Application to amend License NPF-12, revising Tech Spec 
6.3,1. "Unit Staff Qualif ications, " to clarify educational 
requirements for senior reactor operators. Change refs 
NUREG-0737 St 1021. Fee end. 

DIXON, O.W. South Carolina Electric S< Gas Co. 84/07/19. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director, 2pp. 25719:083. 

24X Fiche: 50-395, 84/07/19, 8407240260. 


— 8407240269 Proposed changes to Tech Spec 6.3. 1, "Unit Staff 
Qualif ications, " to clarify educational requirements for 
senior reactor operators. 

* South Carolina Electric Sk Gas Co. 84/07/19. Ip. 25719:085. 
24X Fiche: 50-395, 84/07/ 1 9, 8407240260. 


8407310294 Application to amend License NPF-12, revising Tech Spec 
3/4. 3. 3, Section 3. 3. 3. 3, "Seismic Instrumentation," to move 
one triaxial peak accelerograph form pressurizer surge line 
to accumulator safety injection line. Fee end. 

DIXON, O.W. South Carolina Electric Ik Gas Co. 84/07/24, DENTON.H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25833*094 
24X Fiche: 50-395, 84/07/24, 8407310294. 


— 8407310298 Proposed Tech Spec Table 3.3-7, "Seismic Monitoring 
Instrumentation" & Table 4.3-4, "Seismic Monitoring 
Instrumentation Surveillance Requirements. " Requested change 
relocates triaxial peak ac c e lero grap h for operability. 

* South Carolina Electric U Gas Co. 84/07/24. 2pp. 25833:056. 
24X Fiche: 50-395, 84/07/24, 8407310294. 


Q. Inspection reports, IE Bulletins correspondence 


8407090058 Forwards IE Meeting Rept 50-395/84-13 on 840503. Meeting held 
to demonstrate ability of ultrasonic exam procedure & 
equipment to detect, locate i>. size crack flaws propagating 
from pipe inside diameter. 

VERRELLI, D. M. Region 2, Office of Director. 84/05/29. DIXON, O.W. 
South Carolina Electric Gas Co. 2pp. 25454:238. 24X 

Fiche; 50-395, 84/05/29, 8407090058. 


--8407090061 IE Meeting Rept 50-395/84-13 on 840503. Major areas 
d iscussed : abi li ty of ultrasonic exam procedure *< equipment 
to detect, locate & size actual flaws & artificial reflectors 
In steel. 

COLEY, s/.L., NEWSOME, R. W. , BLAKE, J. J. Region 2, Office of Director. 
84/05/23. 5pp. 25454:240. 24X Fi che: 50-395, 84/05/29, 8407090058. 


8407050317 Forwards IE Insp Rept 50-395/84-14 on 840515-18. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/07. DIXON, O.W. 
South Carolina Electric ti Gas Co. 2pp. 25417:008. 24X 

Fiche: 50-395, 84/06/07, 8407050317. 


--8407050319 IE Insp Rept 50-395/84-14 on 840515-18. No violations or 
deviations noted. Major areas inspected: snubber surveillance 
program & licensee identified items. 

LENAHAN, J. 0. , JAPE, F. Region 2, Office of Director. 84/06/05. 
6pp. 25417:010. 24X Fich e : 50-395, 84/06/07, 040705031 7. 


8407190079 Forwards IE Insp Rept 50-395/84-15 on 840604-07. No 
violations or deviations identified. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/25. DIXON, O.W. 
South Carolina Electric & Gas Co. 2pp. 25687: 199. 24X 

Fiche: 50-395, 84/06/25. 8407190079. 


—8407190083 IE Insp Rept 50-395/84-15 on 840604-07. No violations or 
deviations noted. Major areas insp ected: 1 iquid i>. gaseous 
raduiaste mgt. 

STODDART, P. G. , MONTGOMERY, D. M. Region 2, Office of Director. 
84/06/22. 7pp. 25687:201. 24X Fiche: 50-395. 84/06/25. 8407190079. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

VDRDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407300369 Forwards IE Insp Rept 50-395/84-16 on 840611-14. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/27. DIXDN,0. W. 
South Carolina Electric It Gas Co. 2pp. 25815:190. 24X 

Fiche; 50-395. 84/06/27, 8407300369. 


—8407300376 IE Insp Rept 50-395/84-16 on 040611-14. No violations or 
deviations noted. Major areas inspected: training, 
organ! zation, external ?< internal exposures, control of 
radioactive matls, contamination, surveys St monitoring. 

PEERY, W. W. , JENKINS, 0. R. Region 2, Office of Director. 04/06/27. 
4pp. 25815:192. 24X Fiche: 50-395, 84/06/27, 8407300369. 


8406280311 IE Info Notice 64-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche : 50-000, 84/06/29, 840620031 1 , 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 S< Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche ; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 34/07/05, Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New 

York, Inc. 236pp. 25865: 286. 24X Fiche : 50-000. 84/07/06, 8407050274. 
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8407060251 IE Info Notice 84-56» "Respirator Users Notice for Certain 
5-t1inute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDANi E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York- Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10- 8407060251. 


8407200220 Forwards Technical Meeting Rept 50-395/84-13 on 840503. Util 
demonstrated ability of ultrasonic exam procedure S: 
equipment to d etect, locate S-, size actual flaws Z>. artificial 
reflectors in vol subj to exam in weldments. 

DIXON- O.W. South Carolina Electric Gas Co. 84/07/16. DENTON- H. R. 

Office of Nuclear Reactor Regulation- Director. 2pp. 25692:343. 

24X Fiche: 50-395, 84/07/16, 8407200220. 


8407260235 Ac k receipt of 840702 Itr i^-crrmi n g MPC nf steps taken to 
correct violations noted in IE Insp i 50 3-5. r4 -11 . 

LEWISiR.C. Division of Project & Resident Programs. 84/07/16. 
DIXON, O.W. South Carolina Electric Z: Gas Co. Ip. 25777:327. 24X 

Fiche: 50-395, 84/07/16, B407260235. 


— 8407260238 Responds to NRC 840604 Itr re violations noted in IE Insp 
Rept 50-395/84-11. Corrective actions: discharge valve 
XVG-8485A for charging pump A opened Z. operator to verify 
boron flow patH operability placed on every shift. 

DIXON, O.W. South Carolina Electric Gas Co. 84/07/02. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 25777:328. 24X 

Fiche : 50-395, 84/07/16, 8407260235. 


—8407260242 Forwards IE Insp Rept 50-395/84-11 on 840401-30 & notice of 
violation. 

LEWIS, R. C. Division of Project Resident Programs, 84/06/04. 

DIXON- O.W. South Carolina Electric & Gas Co. 2pp. 25777:332. 

24X Fiche: 50-395- 84/07/16, 8407260235. 


— 8407260246 Notice of violation from insp on 840401-30. 

* Region 2, Office of Director, 84/06/04. 2pp. 25777:334. 24X 

Fiche: 50-395, 84/07/16, 8407260235. 


"8407260253 IE Insp- Rept 50-395/84-11 on 840401-30. Violation noted: 
inadequate implementation of four pr oced ures , inc 1 ud ing 
Procedure 115.033 re boron injection path. 

HFHL-C.W, Region 2- Office of Director. CANTRELL. F. S. Division 
of Project li Resident Programs. 84/05/18. 11pp. 25777:336. 24X 

Fiche: 50-395, 84/07/16, 8407260235. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche : 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports ?< related correspondence 


8407020397 Monthly operating rept for May 1984, W/S40612 Itr. 

LOIONDN, G, A. , DIXON, 0. W. South Carolina Electric & Gas Co. 

84/05/31. BARRY, L. W, Office of Resource Management, Director. 6pp. 
25214:328. 24X Fic h e : 50-395, 84/05/31 - 8407020397. 


8407120297 Forwards "Seismic Activity Near VC Summer Nuclear Station," 
Technical Rept 84-1 for Jan-Mar 1984. 

DIXON, O.W. South Carolina Electric S-, Gas Co. 84/07/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. ipp. 25550:036. 

24X Fiche; 50-395. 84/07/06, 8407120297. 


— 8407120304 "Seismic Activity Near VC Summer Nuclear Station," 
Technical Rept 84-1 for Jan-Mar 1984. 

TALWANI.P. , RAWLINS, J. South Carolina, Univ. of, Columbia, SC. 
84-1. 84/07/06. 17pp, 25550:037. 24X Fic he: 50-395, 84/07/06. 

8407120297. 


8407300344 Forwards monthly operating rept for June 1984 errata to 
repts for Jan-May 1984. ' 

DIXON. O.W. South Carolina Electric «<. Gas Co. 84/07/U. BARRY, L. W. 
Office of Resource Management, Director. Ip. 25815:178, 24X 

Fiche: 50-395, 84/07/1 1 , 8407300344. 


— 8407300348 Monthly operating rept for June 1984. 

LOIONON, 0. A. South Carolina Electric Jk Oas Co. 84/06/30. 5pp. 
25815:179. 24X Fiche: 50-395, 84/07/11, 8407300344. 


— 8407300351 Errata to monthly operating rept for Jan 1984. 

LQIONON.G. A. South Carolina Electric Gas Co, 84/01/31. Ip. 
25815:184. 24X Fiche; 50-395, 84/07/11, 8407300344. 


— 8407300359 Errata to monthly operating rept for Mar 1984. 

L0IGr4QN, G. A, South Carolina Electric Z>. Gas Co. 84/03/31. Ip. 
25815:186. 24X Fi ch e : 50-395. 84/07/1 1 , 8407300344. 


--8407300361 Errata to monthly operating rept for Apr 1984. 

LOIONON, G. A. South Carolina Electric Gas Co. 84/04/30. Ip. 
25815:187. 24X Fi c he : 50-395, 84/07/ 1 1 , 8407300344. 


— 8407300364 Errata to monthly operating rept for May 1984. 

LOIGNON, G. A, South Carolina Electric «< Gas Co. 84/05/31. Ip. 
25815:188. 24X Fi c h e : 50-395, 84/07/ 1 1 . 8407300344. 


S. Reportable occurrences, LERs & related correspondence 


8407020293 Special Rept SPR 84-008. on 840522, fire wall penetration seal 
1707 declared inoperable when top layer of five-layer 
Kaowool wrap protecting penetration determined degraded. 

Caused by persons brushing against wrap. Wrap replaced. 

DIXON. O.W. South Carolina Electric t-. Gas Co. 84/06/20. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 25215:347. 24X 

Fiche; 50-395. 84/06/20, 8407020293. 


8407120191 Special Rept SPR 84-009; on 840531. dry wel 1 fire barrier 
between intermediate bldg Rooms IB-51-01 S'. IB-51-01A removed 
to facilitate implementation of mod. Barrier reinstalled 
operable on 840614, 

DIXON, O.W. South Carolina Electric i>. Gas Co. 84/06/27. 

O'REILLY, J. P. Region 2, Office of Director. 2pp, 25551:005. 24X 

Fiche; 50-395, 84/06/27, 8407120191. 


8407030169 Updated LER 83-136/03L- 1 : on 831112, during shutdown, w/Train A 
RHR sys in svc, suction valve XVG-8701A closed. Caused by 
power transient in associated ESF instrumentation bus. Power 
distribution list will be generated. W/840629 Itr. 

MCKINNEY, C. J, , DIXON, O.W. South Carolina Electric Sk Gas Co. 

84/06/29. 3pp. 25238:144. 24X Fiche; 50-395, 84/06/29, 8407030169. 


8407090295 LER 84-025-01; on 840425, rea c tor tripped from lOOX indicated 
power as result of main turbine trip. Caused by personnel 
error. Importance of fully understanding job emphasized. 

W/840702 Itr. 

KOON, A. R., DIXON, O.W. South Carolina Electric St Gas Co. 84/07/02. 
3pp. 25448:335. 24X Fic h e : 50-395, 84/07/02, 8407090295. 


8407100122 Revised LER 84-024-01: on 840422 St 29, reactor tripped due to 
low main turbine shaft oil pump discharge pressure. Caused by 
conservative switch settings & loss of suction on motor 
suction pump. Switch setpoint will be changed . W/840702 Itr. 

KOON, A. R., DIXON, O.W. South Carolina Electric 8t Gas Co. 84/07/02. 
4pp. 25512:106. 24X Fic he : 50-395, 84/07/02, 8407100122. 


8407300457 NPDES noncompliance not i f i cat i on : on 840718, oil & grease from 
Discharge Point 003 (radwaste) exceeded 29 mg/1 limit per 
release, Caused by excessive amounts of soaps or cleaning 
agents. 

DIXON, O.W. South Carolina Electric & Gas Co. 84/07/23. THOMAS, S. 
South Carolina, State of. 2pp. 25814:290, 24X 

Fiche: 50-395, 84/07/23, 8407300457. 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants . Svc list 
end . 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs, NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end. 

EISENHUT, D. O. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407260283 Advises that administration of operator licensing exams 
scheduled for wks of 840924 U 1001, Ref matls, adequate space 
facilities «< submission of license applications requested 
60 days prior to exam date. 

VERRELLI. D. M. Division of Project Zf. Resident Programs. 84/07/17. 
DIXON, W.O, South Carolina Electric Si Gas Co. 4pp. 25777:300. 24X 

Fiche: 50-395, 34/07/17, 8407260283. 


-8407300356 Errata to monthly operating rept for Feb 1984. 
LQIONON.G. A, South Carolina Electric Gas Co. 84/02/29. 
25815:185. 24X Fiche; 50-395, 84/07/11, 8407300344. 


Ip. 
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DOCKET 50-396 UN IV. OF V IRQ INI A CAVALIER REACTOR 


F. Security, medical, emergency & fire protection plans 


8407180160 Forwards revised "Univ of Virginia Reactor Facility 
Emergency Plan. “ per NRC request. 

MULDER. R.U. Virginia. Univ, of- Charlottesville. VA. 84/07/12. 
THOMAS. C. 0. Standard! zation 8< Special Projects Branch. Ip. 
25635:216. 24X Fiche; 50-062. 84/07/12, 8407180160. 


— 8407180162 Revised "Univ of Virginia Reactor Facility Emergency Plan." 
* Virginia. Univ. of. Charlottesvi lie. VA. 84/07/31. 107pp. 

25635:218. 24X Fiche: 50-062, 84/07/12, 8407180160. 


H. General correspondence 


8407130004 Notifies of personnel changes, effective 840701. 

RE/NOLDS, A. B. Virginia, Univ, of. Char lottesvi 1 le. VA. 84/07/06. 
THOMAS, C. 0. Standard! zation & Special Projects Branch. Ip. 
25562:135. 24X Fi ch e; 50-062, 84/07/06, 8407130004. 


8407120317 Forwards Rev 6 to physical security plan. Rev describes 
changes made to improve physical protection sys at 
alternate access point & addresses other admini strative 
Jfc procedural changes. Rev withheld ref (ref 10CFR73. 21}. 

SORENSEN, G. C. Washington Public Power Supply System. 84/07/03. 
MARTIN, J. B. Region 5, Office of Director. 2pp. 25549:067. 24X 

Fiche; 50-397. 84/07/03. 8407120317. 


8407130266 Forwards "WNP-2 Rep t, Emergency Response Plan Exercise" for 
joint exercise performed on 840516. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/09. 

JORDAN, E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). Ip. 25567:017. 24X Fiche: 50-397, 04/07/09. 

8407130266. 


—8407130272 "WNP-2 Rept, Emergency Response Plan Exercise." for joint 
exercise performed on 840516. 

Federal Emergency Management Agency. 34/06/15. 120pp. 

25567:018. 24X Fich e: 50-397, 84/07/09, 8407130266. 


G. Adjudicatory correspondence 


I. Financial information 


8407020188 Application to renew License R-123 for 20-yr p eri od. Forwards 
updated SAR. financial qualifications to continue operation, 
environ data & discussion, Tech Specs & operator 
requal if ication program. 

BRENIZER, J. S. Virginia, Univ. of. Charlottesville, VA, 84/06/22. 
THOMAS. C.O. Standardization & Special Projects Branch. 3pp. 

25261: 130. 24X Fiche; 50-396, 84/06/22, 8407020188. 


8407170574 Objects to proposed change to Tech Spec Special Test 
Requirement 3. 10.5 exemption from 10CFR5O. 44<C ) C3) ( i ) 
requirements. Track record of WPPSS reflects inept 
performance, 

CALDWELL. L. Affiliation Not Assigned. DSB 275. 84/07/13. 

Docketing & Services Branch. Ip. 25627: 018. 24X 

Fiche; 50-397, 84/07/13, 8407170574. 


J. Insurance indemnity information 


P. Operating license stage documents Zt correspondence 


8407020188 Application to renew License R-123 for 20-yr p eriod. Forwards 
updated SAR, financial qualifications to continue operation, 
environ data & discussion. Tech Specs 8« operator 
requalif ication program. 

BRENIZER. J. S. Virginia, Univ. of, Charlottesville. VA. 84/06/22. 
THOMAS, C.O. Standardization 4: Special Projects Branch. 3pp. 

25261: 130. 24X Fiche: 50-396. 84/06/22, 8407020188. 


8407230274 Discusses 10CFR140. 21 requirement of proof of ability to pay 
retrospective premium established as second layer of 
financial protection. Prepara ti on of cash flow statement per 
Reg Guide 9.4 meaningless because util nonprofit. 

SORENSEN, G. C. Washington Public Power Supply System. 84/07/12. 
DINirZ, I. Assistant Director for State & Licensee Relations. 22pp. 
25709:180. 24X Fic he; 50-397. 84/07/12. 8407230274. 


K. Utility Final Safety Analysis Report (FSAR) S( amends 


--8407020192 Updated SAR in support of License R-123 renewal. 

e Virginia. Univ. of, Charlottesville, VA. 84/06/22. 125pp. 

25261:133. 24X Fiche: 50-396. 84/06/22, 8407020188. 


--S407020198 Revised Tech Specs for application to renew License R-123. 
» Virginia. Univ. of, Charlottesville, VA. 84/06/22. 38pp. 

25261:258. 24X Fiche: 50-396, 84/06/22, 8407020188. 


V, Operator Examinations 


0407020188 Application to renew License R-123 for 20-yr peri od. Forwards 
updated SAR. financial qualif ications to continue operation, 
environ data «e discuss ion, Tech Specs 4 operator 
requalification program. 

BRENIZER. J. S. Virginia, Univ. of, Char lo ttesvi 1 le, VA. 84/06/22. 
THOMAS, C. O. Standard! zat ion & Special Projects Branch. 3pp. 
25261:130. 24X Fiche; 50-396, 84/06/22, 8407020188. 


8407130100 Forwards Amend 34 to FSAR. Amend updates technical «< 
equipment qualifications, incorporates preoperat ional test 
results, fai lure analyses 4 safe shutdown analyses previously 
reported & incorporates Tech Specs values for startup test. 
SORENSEN, G. C. Washington Public Power Supply System. 84/06/25. 
SCHWENCER.A. Licensing Branch 2. Upp. 25568:356. 24X 

Fiche: 50-397. 84/06/25, 8407130100. 


—8407130104 Forwards Amend 34 to FSAR. 

SORENSEN, G. C. Washington Public Power Supply System. 84/02/15. 
SCHWFNCER A Licensing Branch 2. 13pp. 25569:005. 24X 

Fiche; 50-3^7, 04/06/25, S4:,7130100. 


—8407130109 Amend 34 to FSAR. 

* Washington Public Power Supply System. 84/01/31. 1.378pp. 

25569:018. 24X Fi Che; 50-397. 84/06/25, 8407130100. 


P. Operating license stage documents 4. correspondence 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency 4 fire protection plans 


8407190393 Forwards IE Insp Rept 50-397/84-10 on 840514-18. No 
violations noted. 

NORDERHAUG, L. R. Region 5. Office of Director, 84/06/21. 
SORENSEN. G. C. Washington Public Power Supply System. 2pp. 
25604: 261. 24X Fiche; 50-397. 84/06/21, 8407190393, 


— 8407190399 IE Insp Rept 50-397/84-10 on 840514-18. No violations 
noted. Major areas inspected: 840516 emergency preparedness 
exercise. 

FISH, R.F. . TEMPLE. G. M. . IVEY. L.W. Region 5. Office of Director. 
84/06/21. 6pp. 25684:263, 24X Fiche: 50-397. 84/06/21- 8407190393. 


8407180256 Forward* IE Insp Rept 50-397/84-13 on 840501-0605 & notice 
of violation. 

BISHOP. T.W. Region 5. Office of Director. 84/06/29. SOR ENSEN, G. C. 
Washington Public Power Supply System. 2pp. 25666:336. 24X 

Fiche: 50-397, 84/06/29, Q407180256. 


—8407180259 IE Insp Rept 50-397/84-13 on 840501-0605, Vi o lat ions noted: 
Tags CRD-C-112< 101. 102 & 113 added to Clearance Orders 
84—3-317,318.318 8 t 319 for CRD sys work w/o changes being 
initialed by shift manager. 

WH, A. D. . WAITE. R.S., DODDS. R. T. Region 5, Office of Director. 
84/06/27. 15pp. 25666:340. 24X Fic he: 50-397. 04/06/29. 8407180256. 


8407120124 FOIA request for documents re all conversations or 
communication u/A Par ker. e lectrical designer at facility 
from 1980-1982. 

BELL. N. Nuclear Information & Resource Service. 84/02/20. Office 
of Administration, 2pp. 25557:163. ‘ 24X Fic he: 50— 397. 84/02/20. 
8407120124. 


8407120126 Responds to FOIA request for documents re all conversations 
or communications w/A Par ker. electrical designer at facility 
from 1980-1982. Request denied (ref FOIA Exemptions 6 & 7c). 

FELTON. J. M. Division of Roles and Records. 84/05/18, BELL. M. 
Nuclear Information & Resource Service. 2pp. 25557:165. 24X 

Fiche: 50-397, 84/05/18. 8407120126. 


8407100290 Forwards info re effluent radiation monitors per Licensing 
Condition 2. C. (27). Li cens ing Condition 2. C. (27) satisfied, 

SORENSEN. G. C. Washington Public Power Supply System. 84/06/29. 
SCHWENCER.A. Licensing Branch 2. 109pp. 25462:253. 24X 

Fiche; 50-397, 84/06/29. 8407100290. 


8407100581 Informs that items listed in Attachment 1 of License 
Condition 2. C < I ) of License NPF-21. Amend 1 completed. 

SORENSEN, G. C. Washington Public Power Supply System. 84/06/29. 
SCHWENCER.A. Licensing Branch 2. Ip. 25465:028. 24X 

Fiche: 50-397, 84/06/29. 8407100581. 
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8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc, 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses i-. amends. Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/07/06.. Consolidated 
Edison Co. of Neu York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enq.<Jirer article by 
S Stecklow re hardware d ef i c i enc i es , mi smanagement 8< safety 
problems in nuclear industry. End identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing, 84/07/10. ZERBE. U. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fi c he : 50-000, 84/07/ 10, 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal req,uest for review 8< response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G, Office of Policy Evaluations. 84/06/28, REHM, T. 

Office of the Executive Director for Operations. Ip, 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094. 


--8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware d ef ic i enc ies. mi smanagement safety 
prob lems, 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE. J. Office of 
Policy Evaluations. 8pp, 25779:214. 24X Fiche: 50-000, 84/07/10, 

8407250094. 


8407230286 Forwards Amend 2 to License NPF-21 safety evaluation. 
Amend deletes Surveillance Requirements b S; d in Paragraph 
4. 4, 3. 2. 2 of Tech Specs for certain RCS pressure isolation 
valves. 

SCHWENCER.A. Licensing Branch 2. 84/07/13. SORENSEN, G. C. 

Washington Public Power Supply System, 2pp. 25726:323. 24X 
Fiche: 50-397, 84/07/13, 8407230286, 


--S407230292 Amend 2 to License NPF-21, deleting Surveillance Requirements 
b d in Paragraph 4. 4. 3. 2. 2 of Tech Specs for certain RCS 
pressure isolation valves. 

SCHWENCER.A. Licensing Branch 2. 84/07/13, 4pp. 25726:325. 24X 

Fiche: 50-397, 84/07/13, 8407230286. 


— 8407230297 Safety evaluation supporting Amend 2 to License NPF-21. 

Office of Nuclear Reactor Regulation, Director. 84/07/13. 2pp. 
25726:329. 24X Fiche: 50-397, 84/07/13, 8407230286. 


8407250381 Discusses replacement of vinyl asbestos tiled floor 
w/carpeting to enhance control room condition &t improve 
human performance. Proposed carpeting meets or exceeds 
critical radiant flux rating, per ASTM E-648 test. 

SORENSEN, G. C. Washington Public Power Supply System. 04/07/17. 
SCHWENCER.A. Licensing Branch 2. 8pp. 25739:288. 24X 

Fiche: 50-397, 84/07/17, 8407250381. 


8407250342 Notifies that Preop erational Test 22. 0-B of nitrogen 
inerting sys completed. Results reviewed & accepted by 
plant operations committee. 

SORENSEN, G. C. Washington Public Power Supply System. 84/07/18. 
SCHWENCER.A. Licensing Branch 2. Ip. 25736:323. 24X 

Fiche: 50-397, 04/07/18, 8407250342. 


Q. Inspection reports, IE Bulletins correspondence 


8407190393 Forwards IE Insp Rept 50-397/84-10 on 840514-18. No 
violations noted. 

NCRDERHAUG, L. R. Region 5, Office of Director. 84/06/21. 
SORENSEN, G. C. Washington Public Power Supply System. 2pp, 
25684:261. 24X Fiche; 50-397, 84/06/21, 8407190393. 


--8407190399 IE Insp Rept 50-397/84-10 on 840514-18, No violations 
noted. Major areas inspected: 840516 emergency preparedness 
exercise. 

FISH, R. F. , TEMPLE, G. M. , IVEY, L. W. Region 5, Office of Director. 
84/06/21. 6pp. 25684:263. 24X Fiche: 50-397, 84/06/21, 8407190393. 


8406250214 IE Info Notice 84-51, “Independent Verification. '* Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, “Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of Neui 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29, 8406280311. 


8407180256 Forwards IE Insp Rept 50-397/84-13 on 840501-0605 & notice 
of violation. 

BISHOP, T.W. Region 5, Office of Director. 84/06/29, SORENSEN. 0. C. 
Washington Public Power Supply System, 2pp. 25666:336. 24X 

Fiche: 50-397, 84/06/29, 8407180256. 


— 8407180257 Notice of violation from insp on 840501-0605. 

DODDS, R.T. Region 5, Office of Director. 84/06/29. 2pp. 
25666:338. 24X Fiche; 50-397, 84/06/29, 8407180256. 


— 8407180259 IE Insp Rept 50-397/84-13 on 840501-0605. Violations noted: 
Tags CRD-C-112, 101, 102 113 added to Clearance Orders 

84-3-317,318,318 St 319 for CRD sys work u/o changes being 
initialed by shift manager. 

TOTH. A. D. , WAITE, R.S., DODDS, R.T. Region 5, Office of Director. 
84/06/27. 15pp. 25666:340. 24X Fiche: 50-397. 84/06/29, 8407180256. 


8407060127 Ack receipt of 840510 & 0615 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-397/84-07. 

SCARANO, R. A. Region 5, Office of Director. 84/07/02. SORENSEN, 0. C. 

Washington Public Power Supply System. Ip. 25422:001. 24X 

Fiche: 50-397, 84/07/02. 8407060127. 


— 8407060132 Sub.mits addl info to 840510 response to NRC 831121 ltr re 
violations noted in IE Insp Rept 50-397/84-07, Correc t ive 
actions: misidentified QA documents will be reviewed & 
reclassif led. 

MARTIN, J. D. Washington Public Power Supply System. 84/06/15. 

SCARANO, R. A. Region 5, Office of Director. 10pp. 25422:002. 24X 
Fiche; 50-397, 84/07/02, 8407060127. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche ; 50-000. 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407230120 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " Plant maint procedure 
for relay coil replacement it contact adjustment revised to 
prohibit use of HFA 51 relays. 

SORENSEN, G. C. Washington Public Power Supply System. 84/07/10. 
MARTIN, J.B. Region 5, Office of Director. 2pp. 25706:163. 24X 

Fiche: 50-397, 84/07/10. 8407230120. 


8407260078 Forwards IE Insp Repts 50-397/84-17 it 30-19390/84-01 on 
840625-29 it notice of violation. 

WENSLAWSKI. F. A. Region 5, Office of Director. 84/07/11. 
SORENSEN, G. C. Washington Public Power Supply System. 2pp. 
25781:071. 24X Fiche: 50-397, 84/07/11, 8407260078. 


--3407260083 Notice of violation from insp on 840625-29. 

YUHAS.G.P, Region 5, Office of Director. 84/07/11. Ip. 
25781:073. 24X Fiche: 50-397, 84/07/U, 8407260078. 


— 0407260093 IE Insp Repts 50-397/84-17 it 30-19590/84-01 on 840625-29. 
Noncompliance noted : fai lure to maintain records of quarterly 
inventories of licensed matl per license condition. 

SHERMAN, C. I, , YUHAS.G.P. Region 5. Office of Director. 84/07/10. 
5pp. 25781:074. 24X Fiche: 50-397. 84/07/11, 8407260070. 
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S407230143 Responds to, NRC 840613 Itr re violations noted in IE Insp 
Rapt 50-397/84-09. Correct ive actions:air lock door relocked/ 
air lock repaired plant removed from Tech Spec Action 
Statement 3. 6, 1,3, 9. 1. 

SORENSEN, G. C. Washington Public Power Supply System, S4/07/13. 
BISHOP,!. W. Region 5, Office of Director. 6pp. 25705:111. 24X 

Fiche; 50-397. 84/07/12, 8407230143. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused fay Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post S30I03). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245, 24X Fi che : 50-000. 84/07/25, 8407230079. 


8407310086 Ac k receipt of 840712 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-397/84-09. 

Response to Violation A unac ceptab le. Response should be 
amended to comply u/Tech Specs re containment entry. 

BISHOP. T.W. Region 5. Office of Director. 84/07/25. SORENSEN, G. C. 
Washington Public Power Supply System. Ip. 25835:300. 24X 

Fiche; 50-397, 84/07/25, 8407310036. 


8407310108 Ac k receipt of 840622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-397/84-11, 

BISHOP, T.W. Region 5. Office of Director. 84/07/26. SORENSEN. G. C. 
Washington Public Power Supply System. Ip. 25837:046. 24X 

Fiche: 50-397,84/07/26. 8407310108. 


R. Periodic operating reports & related correspondence 


8407020099 Monthly operating rept for May 1984. W/B40615 Itr. 

COWAN, K. D. I MARTIN, J, D. Washington Public Power Supply System. 
84/05/31, 7pp. 25220:042. 24X Fi ch e : 50-397, 84/05/31 , S407020099. 


8407270435 Monthly operating rept for June 1984, W/840705 Itr. 

COWAN, K. D. , MARTIN, J. D. Washington Public Pr'iie" Suncly System, 
84/06/30, 6pp. 25794:140, 24X Fi c h e ; SO-S'’'? F*: 3407270435. 


S. Reportable occurrences, LERs & related correspondence 


8407020367 LER 84-04S-00: on 840530- fuses used in Class IE 250-volt dc 
sys discovered inappropriately app 1 ied. Par tions of fuses 
required to return 250-volt sys to within design basis 
immediately replaced Balance fuses rescheduled. W/840625 Itr. 

POWERS, C. M, , MARTIN, J.D. Washington Public Power Supply System. 
84/06/25. 3pp. 25217:314. 24X Fiche: 50-397, 84/06/25, 8407020367. 


8407020416 LER 84— 054— 00; on 840529, turbine governor Sc intercept valves 
tripped c losed. Caused by incorrect overspeed protection 
control test techniques. Procedure deviation issued to secure 
testing function, W/S40625 Itr. 

POWERS, C, M, , MARTIN, J.D. Washington Public Power Supply System. 
84/06/25. 3pp. 25217:295. 24X Fic he: 50-397, 84/06/25, B407O2O416 


8407030161 LER 84-056-00: on 840601 , reac tor protection sys tripped on 
high reactor pressure due to closure of all four main 
turbine bypass valves. Caused by failure of electronic 
circuit card. Defective card replaced. W/840628 Itr. 

POWERS, C, M, , MARTINS, J.D. Washington Public Power Supply System. 
84/06/28. 3pp. 25267:327. 24X Fi che: 50-397, 84/06/28, 8407030161. 


8407030226 LER 84-058-00: on 840607, contro 1 room emergency filtration 
unit inadver tently initiated doe to technician performing 
naint on associated radiation monitoring sample rack. Caused 
by voltage transient. Alarms reset. M/840628 Itr. 

POWERS, C.M., MARTIN, J. D. Washington Public Powp- Su'-’ y System 
84/06/28. 3pp. 25238:071. 24X Fiche; 50-397. 94 , .■’, 6 / 2 --. S«r7L3-:2Dn 


8407030260 LER 84-057-00: on 840605 & 12, false high chlorine signal from 
ventilation chlorine detector. on sample rack WOA-SR- 15 , 
started control room emergency filtration sys. Caused by 
depletion of paper tape. Tape rep laced. W/840628 Itr. 

PDWERS.C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/06/28. 3 pp. 25239:345. 24X Fiche: 50-397, 84/06/28, 8407030260. 


8407120182 Advises that AEOD Case Study C404, “Operating Experience re 
Moisture Intrusion in Electrical Equipment at Commercial 
Power Reactors, " reviewed. Recommends IE revise insp 
requirement to ensure licensee adherence to NRC regulations. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. HELTEMES, C. J. Director's Office. Ip, 25559:007 24X 

Fiche: 50-000, 84/07/05, 8407120182. 


8407120265 "Operating Experience re Moisture Intrusion in Electrical 
Equipment at Commercial Power Reactors, " case study rept. 
EL-ZEFTAWY, M. Director's Office. 84/06/30. 46pp. 25559:009. 

24X Fiche: 50-000, 84/07/05, 84071201S2. 


8407120266 LER 84-060-00: on 840613 , reactor low water level trip 
occurred due to loss of feedwater flow. Caused by low suction 
pressure trip of condensate booster pumps. RCIC sys manually 
initiated to restore 1 eve 1 . W/840706 Itr. 

PDWERS.C.M., MARTIN. J.D. Washington Public Power Supply System. 
84/07/06. 3pp. 25549:353. 24X F i c h e : 50-397, 84/07/06, 8407120266. 


8407120328 LER 84-061-00: on 840614, floor drain on 522-ffc level of 
reactor bldg opened to 501-ft level in violation of fire 
barrier.Fire watch ini t ia t ed . Dra i n will be sealed w/concrete 
& other areas of reactor bldg inspected , W/840706 Itr. 

PDWERS.C.M., MARTIN, J. D. Washington Public Power Supply System. 
84/07/06. 3pp. 25549:205. 24X Fi ch e: 50-397, 84/07/06, 8407120328. 


8407120384 RO: on 840602, w/reac tor operating in Mode 1, increase in 
coolant conductivity noted S', measures taken to reduce 
1 evels. Caused by steam imp ingement. Condenser repaired. 
Preparations made for startup. 

MARTIN, J. D. Washington Public Power Supply System. 84/07/06. 
Record Services Branch (Document Control Desk). 5pp. 25549:032. 
24X Fiche: 50-397, 84/07/06, 84071203S4. 


8407160190 LER 84-059-00; on 840608 S'. 18, sur ve i 1 lane e performed on 
standby diesel generators 2 S>. 1, resp ec t ive 1 y , w/o prelube/ 
warmup. Caused by changes to Tech Specs. Tech Specs changed to 
allow starting w/o pre 1 ub e /warmup , W/840709 Itr. 

POWERS, C.M,, MARTIN, J.D. Washington Public Power Supply System. 
84/07/09. 3pp. 25591:277. 24X F i c h e : 50-397, 84/07/09, 8407 160190. 


8407200057 LER 84-063-00; on 840617, c ontro 1 room emergency filtration 
unit au toma tica 11 y actuated due to spike on control room 
outside air radiation men i tor. Caus ed fay starting of svc 
water pump. Alarm reset. W/840712 Itr. 

POWERS, C. M. , MARTIN, J. D. Washington Public Power Supply System. 
84/07/12. 3pp, 25697:212. 24X Fic he : 50-397, 84/07/12, 8407200057. 


8407200075 LER 84-062-00: on 840620, Tech Spec surveillance requirements 
on rod sequence control sys not performed in required time 
frame. Caused by personnel error. Survei 1 lance tests 
performed. W/840712 Itr. 

PDWERS.C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/07/12. 3pp, 25696:358, 24X Fiche : 50-397, 84/07/12, 8407200075. 


8407200262 LER 84-067-00: on 840620, control room emergency filtration 
units automatically ac tua ted . Caused by spike on 
corresponding radiation monitoring sys. Rad iation levels 
verified S>. radiation monitors reset. W/S40712 Itr. 

PDWERS.C.M., MARTIN, J. D. Washington Public Power Supply System. 
84/07/12. 3pp. 25697:235. 24X Fi c h e : 50-397, 84/07/12, 8407200262. 


8407200265 LER 84-064-00: on 840623, 100 amp circuit breaker CB2B in 
reactor protection sys power distribution panel C72-P001 
tripped twice. Caused by bad connection on cable BPRPS— 9026. 

Connection reworked S', breaker res et . W/840712 Itr. 

MARTIN. J.D. Washington Public Power Supply System. 84/07/12. 39pp. 

25697:220. 24X Fiche : 50-397. 84/07/12, 8407200265. 


8407200267 LER 84-066-00: on 840620, control room filtration unit 
ac tuated . Caused by spike on corresponding radiation 
monitor. Radiation S>. chlorine levels verified S>. radiation 
monitors reset & returned to normal lineup. W/840712 Itr. 
PDWERS.C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/07/12. 3pp. 25697:223. 24X Fi ch e : 50-397, 84/07/12, 8407200267, 


8407200283 LER 8^-065-00: on 840623, fo 1 1 owing startup of pump RHR-P-2B. 
pump motor current determined to be high 3^ pump secured & 
i solated. Caused by loose pump motor half coupling retaining 
nut. Pump repaired S/. other pumps mod if ied. W/840712 Itr. 

PDWERS.C.M., MARTIN, J.D. Washington Public Power Supply System. 

84/07/12. 3pp. 25697:198. 24X Fich e: 50-397, 84/07/12, 8407200283. 

8407250591 LER 84-070-00: on 840630-071 1 , sur ve i 1 lane es of standby diesel 
generator performed, w/o prelube/warmup in violation of Tech 
Spec. Caused by change requiring prelube/warmup per 
manufacturer recommendati ons . Chang e ini tiated . W/840719 Itr. 
PDWERS.C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/07/19. 4pp. 25764:248. 24X “i c e ■ SO-397, 84/07/19, 8407250591 . 


8407250S93 LER 84-069-00; on 840628, c on tro X room emergency filtration 
unit automatically actuated due to spike on corresponding 
control room outside air radiation monitor . Caused by maint 
on undervoltage relays. Alarm reset. W/840719 Itr, 

POWERS, C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/07/19. 3pp. 25764:252. 24X Fic he : 50-397, 84/07/19, 8407250593. 


8407260033 Revised LER 84-008-01: on 840128, sup press ion pool level 
indicator S. pool level fell below Tech Spec 1 im i ts. Caus ed by 
simultaneous loss of control room indication & operation of 
Loop A of RHR sys. Indication reenerg ized. W/840719 Itr. 

POWERS, C.M., MARTIN, J.D. Washington Public Power Supply System. 
84/07/19. 4pp, 25781:274. 24X Fi c he ; 50-397, 84/07/19, 8407260033. 
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8407260043 Revised LER 84-027-01: on 840322. main steam relief valve 
solenoids failed due to grounding in solenoid coi Is. Vol tag e 
spike suppression diodes installed across each solenoid 
circuit. GE conducting review of fai lures. W/840719 Itr. 

POWERS. L. M. . MARTIN. J. D. Washington Public Power Supply System. 
84/07/19. 2pp. 25781:315. 24X Fi ch e : 50-397, 84/07/19, 8407260043. 


B407260145 LER 84-068-00: on 840628, c ontr o 1 room emergency filtration 
unit automatically actuated due to spike on corresponding 
control room outside air radiation moni tor . Caused by RCIC 
valve closing during test ing . Alarm reset. W/840719 Itr, 

POWERS, C. M. , MARTIN, J. D. Washington Public Power Supply System. 
84/07/19. 3pp. 25781:357. 24X Fi che: 50-397, 84/07/19, 8407260145. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i can ts . Svc list 
end. 

EIS6NHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i cens ees, app 1 icants 
for OLs, NSSS vendors, reac tor vendors &•. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03. 8407030097. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents 5,. correspondence 


8407060369 Forwards Amend 3 to CPPR-158 Z>. notice of issuanc e . Amend 
reflects name change of co-owner to North Carolina Eastern 
Municipal Power Agency. 

EISENHUT, D.G Division of Licensing. 84/06/11. UTLEY, E. E. 
Carolina Power & Light Co, 5pp. 25434: 129. 24X 

Fiche; 50-400, 84/06/ 1 1 . 8407060369. 


--8407060371 Amend 3 to CPPR-1 58, r ef 1 ec t ing name change of co-owner to 
North Carolina Eastern Municipal Power Agency. 

EISENHUT, D. G. Division of Licensing. 84/06/11. 2pp. 25434:134. 
24X Fiche: 50-400, 04/06/ 1 1 , 8407060369. 


—8407060372 Notice of issuance of Amend 3 to CPPR-158. 

KNIGHTON, G. W, Licensing Branch 3. 84/06/11. 3pp. 25434:136. 

24X Fiche: 50-400, 84/06/ 11, 8407060369. 


8407090147 Notification of 840703 meeting w/util 5< Ebasco in Bethesda, 
MD to discuss environ equipment qualification issues. 

BUCKLEY, B. Licensing Branch 3. 84/06/25. KNIGHTON, G. Licensing 

Branch 3. 6pp. 25513:248. 24X Fiche: 50-400, 84/06/25, 8407090147. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407100375 Confirms RW Prunty 840412 telcon stating that polyethlene 
used as insulation on electrical containment penetration 
pigtails which are part of vendor-supplied component wiring. 

ZIMMERMAN, S. R. Carolina Power Light Co, 84/07/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 25510:359. 24X 

Fiche: 50-400. 84/07/05, 8407100375. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses &! amends. Svc list end. 
EISEN.HUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407240142' Notification of 840724 meeting w/util in Bethesda, MD to 
discuss resolution schedule re steam generator tube 
rupture issue, 

BUCKLEY, B. Licensing Branch 3. 84/07/17. KNIGHTON, G. W. Licensing 

Branch 3. 4pp, 25752:194. 24X Fiche: 50-400, 84/07/17, B407240142. 


8407270429 Notification of contract execution, Mod 2, to "Radiation 
Monitoring Program Requirements." Contrac tor : State of NC. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8406, 
84/07/23. MALEY, R. J. Region 2, Office of Director. Ip. 25794:350. 
24X Fiche: 50-400, 84/07/23, 8407270429, 


— 8407270433 Mod 2, inc orp orat i ng TLD program participation at Shearon 
Harris, to "Radiation Monitoring Program Requirements. " 

* North Carolina, State of. SMITH, P. A, Division of Contracts. 
FIN B-8406. 84/07/23. 2pp. 25794:351. 24X Fiche: 50-400, 

84/07/23, 8407270429. 


E. NRC Safety Evaluation Report (SER), suppls ^ correspondence 


8407030102 Forwards "Kept on Operability of Pressurizer Safety Relief 
Valves, PORVs Zi Electrical Motor Operated Block Valves," per 
Mechanical Engineering Branch SER Confirmatory Item 6. 

ZIMMERMAN, S. R. Carolina Power Light Co. 84/06/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp, 25269:163. 
24X Fiche: 50-400, 84/06/28, 8407030102. 


— 8407030108 "Rept on Operability of Pressurizer Safety Relief Valves, 
PORVs Si Electrical Motor Operated Block Valves. " 

■» Carolina Power t-. Light Co. 84/04/30. 225pp. 25269:165. 24X 

Fiche: 50-400, 84/06/28, 8407030102. 


8407030288 Forwards addl info re load sequencer reliability, in response 
to Power Sys Branch SER Confirmatory Item 20. 

ZIMMERMAN. S. R. Carolina Power Light Co. 84/06/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 73pp. 25272:178. 

24X Fiche: 50-400, 84/06/28, 8407030288. 


8407180053 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF SHEARON 
HARRIS NUCLEAR POWER PLANT, UNIT 1. Docket No. STN 50-400. 

(Carolina Power And Light Company , Nor th Carolina Eastern 
Municipal Power Agency) 

* Division of Licensing. NUREG-1038 SOI. 84/06/30. 52pp. 

Available at NRC. $4.50. 25665:341, 24X Fic h e : 50-400. 84/06/30. 

8407180053. 


8407110257 Forwards addl info re post-accident sampling sys, per SER 
License Condition 3 concerning acc urac y , rang e it sensitivity 
of radionuclide fit chemical analysis. 

ZIMMERMAN, S, R. Carolina Power fit Light Co. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25527:202. 
24X Fiche: 50-400, 84/07/03, 8407110257. 


8407100423 Forwards corrected addl info re post-accident sampling sys. 
previously submitted on 840706. Info responds to SER Subitem 
3 concerning accuracy, range fit sensitivity of each 
radionuclide fit chemical analysis. 

Z IMMERMAN, S. R. Carolina Power fit Light Co. 84/07/06. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 25464:283. 

24X Fiche: 50-400, 04/07/06. 8407100423. 


8407120089 Submits addl info re SER Open Item 9 on condense?- discharge 
during startup operations. Util commits not to discharge via 
Vent Lines 7AE12-19-1 through 7AE-S9-1 unless plant shut 
down for at least 30 days. 

ZIMMERMAN, S. R. Carolina Power fit Light Co. 84/07/09. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. Ip. 25550:197. 24X 

Fiche: 50-400, 84/07/09, 8407120089. 


8407160020 Forwards SSER 1 re application for OL. W/o end. 

KNIOHTON, G. w. Licensing Branch 3. 84/07/09. UTLEY, E. E. Carolina 

Power fit Light Co. 3pp. 25624:229. 24X Fiche: 50—400,84/07/09, 

8407160020. 


8407170187 Forwards addl info re leak reduction program in response to 
SER Open Item 14<f). 

ZIMMERMAN, S. R. Carolina Power fit Light Co. 84/07/11. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25609:142. 

24X Fiche; 50-400, 84 / 07 / 1 1 , 8407170187. 


8407190142 Forwards emergency planning public info brochure, in response 
to SER Open Item 12 re emergency preparedness. Addl info 
provided in SER Section 13.3.2.7. 

ZIMMERMAN, S, R. Carolina Power fit Light Co. 84/07/16. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 18pp. 25673:281. 

24X Fiche: 50-400, 84/07/16, 8407190142. 


F. Security, medical, emergency St fire protection plans 


8407130273 Forwards draft public info brochure to be distributed to 
persons within plume exposure pathway. Info for Pages 6,7 fit 9 
will be available at later date. W/svc list. Related 
correspondence. 

HOLLAR, D. E. Carolina Power fit Light Co. DSB 213. 84/07/09. 

KELLEY, U. L. , BRIGHT, G. 0. . CARPENTER, J, H. Atomic Safety and Licensing 
Board Panel, 15pp. 25566:018. 24X Fiche : 50-400, 84/07/09, 

0407130273. 


0407240337 Forwards draft design verification audit plan for safety 
parameter display sys, per Suppl 1 to NUREG-0737 (Generic Ltr 
82-33). Audit tentatively scheduled for 841001-05. 

KNIGHTON, G. W, Licensing Branch 3. 84/07/13. UTLEY, E. E. Carolina 

Power fit Light Co. 13pp. 25753:008. 24X Fiche; 50-400, 84/07/13, 

8407240337 . 
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8407190142 Forwards emergency planning public in-Po brochure^ in response 
to SER Open Item 12 re emergency preparedness. Addl info 
provided in SER Section 13. 3. 2. 7. 

ZIMHERMAN. S. R, Carolina Power Light Co. 84/07/16. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 18pp. 25673:281. 

24X Ficbe: 50-400. 84/07/16. 8407190142. 


8407190375 Forwards response to NRC request for addl info re SRP 
Section 9, 5. 1, "Fire Protection Program." W/17 oversize 
drawings. Aperture cards available in PDR. 

ZIMMERMAN. S. R. Carolina Power & Light Co. 84/07/16. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 34pp. 25681:222. 

24X Fiche: 50-400. 84/07/16, 8407190375. 


8407110232 Response opposing W Eddleman 840614 proffered Contentions 
65A Z( 65B re integrity of containment concrete. Content! ons 
shou no good cause for late f i 1 i ng . Exh i b i ts 1.2 & 4 
Certificate of Svc end. 

BARTH, C. A. Hearing Branch 1. DSB 181. 84/07/03. Atomic Safety 

and Licensing Board Panel. 20pp. 25527: 144. 24X 

Fiche: 50-400, 84/07/03, 8407110232. 


8407180319 Response in opposition to W Eddleman proffered Contentions 
65A 8< 65B re integrity of containment concrete. Admission of 
contentions should be den ied . Certi f i cate of Svc encl. 

BARTH, C. A, Hearing Branch 1. DSB 309. 84/07/03. Atomic Safety 

and Licensing Board Panel. 20pp. 25651:292. 24X 

Fiche; 50-400, 84/07/03, 8407180319. 


8407230310 Forwards replacement pages for 840709 draft public info 
brochure. Related correspondence. 

HOLLAR, D.E. Carolina Power «< Light Co. DSB 442. 84/07/19. 

RELLET. J. L. , BRIGHT,©. 0., CARPENTER, J. H. Atomic Safety and Licensing 
Board Panel. 5pp. 25711:001. 24X Fi che; 50-400. 84/07/19, 8407230310. 


0. Adjudicatory correspondence 


8407130273 Forwards draft public info brochure to be distributed to 
persons within plume exposure pathway. Info for Pages 6, 7 & 9 
will be available at later date W/svc list. Related 
c orresp ondenc e. 

HOLLAR, D. E. Carolina Power & Light Co. DSB 213. 84/07/09. 

KELLEY, J. L. , BRIGHT, G.O., CARPENTER, J. H. Atomic Safety and Licensing 
Board Panel. 15pp. 25566:018. 24X Fiche: 50-400, 84/07/09, 

8407130273. 


S407030209 Fourth set of interrogatories re Eddleman contentions & 
request for production of documents. Related correspondence. 
EDDLEMAN, W. Eddleman, IJ. DSB 971. 84/06/29. Office of the 

Executive Legal Director. I2pp. 25238:319. 24X 

Fiche: 50-400, 84/06/29, 8407030209. 


— 8407030211 General interrogatories (ninth set) request for 
production of documents. Related correspondence. 

EDDLEMAN, W. Eddleman, W. 84/06/29. Carolina Power & Light Co. 
16pp. 25238:330. 24X Fiche: 50-400, 84/06/29, 8407030209. 


— 8407030213 Response to summary disposition on Eddleman Contention 11 re 
cable insulation degradation. Recent study of LOCA dose-rate 
problems encl. Related correspondence. 

EDDLEMAN, W. Eddleman, W, 84/06/29, Atomic Safety and Licensing 
Board Panel. 13pp. 25238:346. 24X Fiche: 50-400, 84/06/29, 

8407030209, 


— 8407030221 Response to ASLB 840614 order requiring addl spec of 
Contention 215 re conservatisms in evacuation time 
estimates. Certificate of Svc encl. Related correspondence. 
EDDLEMAN, W. Eddleman, W. 84/06/29. 2pp. 25238:359. 24X 

Fiche: 50-400, 84/06/29, 8407030209. 


8407030471 Response to Eddleman proposed Contentions 65-A & 65-B re 
questionable structural integrity due to voids from 
out-of-spec sump & improper vibration technique. 

Certificate of Svc encl. 

BAXTER, T, A. Carolina Power & Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts ts Trowbridge. DSB 017. 84/06/29. Atomic Safety and 

Licensing Board Panel. 277pp. 25277:201. 24X Fiche : 50-400, 

84/06/29, 8407030471. 


8407180300 Response in support of applicant 840525 motion for summary 
disposition of W Eddleman Contention 45 re water hanwner. 

Motion should be granted. Related correspondence. 

BARTH, C, A. Hearing Branch 1. DSB 315. 84/07/02. Atomic Safety 

and Licensing Board Panel. 7pp. 25652:077. 24X 

Fiche: 50-400, 84/07/02, 8407180300. 


— 8407180303 Affidavit of AW Serkiz in support of staff response to 
applicanli 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. 

SERKIZ, A. W. Generic Issues Branch. 84/07/02. 9pp. 25652:084. 
24X Fiche: 50-400, 84/07/02, 8407180300. 


8407130314 Comments on W Eddleman response to order requiring addl 
spec of Contention 215 re conservatism in evacuation time 
estimates. Certificate of Svc encl. 

BAXTER, T. A, Carolina Power S: Light Co. BAXTER, T. A. Shaw, Pittman. 
Potts Xi Trowbridge. DSB 211. 84/07/09. Upp. 25565:034. 24X 

Fiche: 50-400, 84/07/09, 8407130314. 


8407160303 Motion for substitution of contention for rev of schedule 
to file direct written testimony on Eddleman Contention 9. 

Certificate of Svc encl. Related correspondence. 

BAXTER, T. A. Carolina Power & Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts it Trowbridge. DSB 247. B4/07/12. Atomic Safety and 

Licensing Board Panel. 14pp. 25601:296. 24X Fiche: 50-400, 84/07/ 12, 

8407160303. 


8407170561 Motion to amend Eddleman Contention 116 to substitute 
proposed text re fire barriers. Certificate of Svc end. 

0 'NEIL L, J. H. Carolina Power «c Light Co. 0 '^4EILL, J. H, Shaw, 
Pittman, Potts & Trowbridge. DSB 282. 84/07/16. Atomic Safety 

and Licensing Board Panel. 6pp. 25625:326. 24X 

Fiche: 50-400, 84/07/16, 8407170561. 


8407230134 Forwards admitted emergency planning contentions. ASLB will 
rule on remaining proffered contentions. Discovery must be 
filed by 840809. 

BARTH, C. A. Hearing Branch 1. DSB 415. 84/07/16. PERRY. S. Federal 

Emergency Management Agency. lOpp. 25705:042. 24X 

Fiche: 50-400, 84/07/16, 8407230134. 


8407230003 Forwards motion for reconsideration or clarif icat ion of 
ASLB memorandum & order on Joint Contention IV. 

O'NEILL, J.H. Shaw, Pittman, Potts ^ Trowbridge. O'NEILL, J.H. 
Carolina Power Light Co. DSB 375. 84/07/18. KELLEY, J. L. , 

BRIGHT, G. 0. , CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 
2pp. 25705: 236. 24X Fiche: 50-400, 84/07/18, 8407230003. 


— 8407230014 Motion for recons iderat ion or clarif ication of ASLB 840413 
aemorandum Zt order on Joint Contention IV re use of TLDs 
as dosimeters of record for monitoring radiation exposure 
to personnel. Certificate of Svc encl. 

ANDERSON, P. H. Carolina Power & Light Co. ANDERSON, P. H. Shaw. 

Pittman, Potts Zi Trowbridge. 84/07/18. Atomic Safety and 

Licensing Board Panel. 21pp. 25705:288. 24X 

Fiche; 50-400, 84/07/18, 8407230003. 


— 8407180305 Affidavit of EC Marinos in support of staff response to 
applicant 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. 

MARINOS, E.C. Reactor Systems Branch. 84/07/02. 3pp. 25652:093. 
24X Fiche; 50-400, 84/07/02, 8407180300. 


S407230123 Forwards NUREG-1038, Sup p 1 1, "SER re Operation of Shearon 
Harris Nuclear Power Plant, Unit 1. " W/o encl. Related 
correspondence. 

BARTH, C. A. Hearing Branch 1. DSB 419, 84/07/18. KELLEY, J. L. . 

CARPENTER, J. H. , BRIGHT, O. 0. Atomic Safety and Licensing Board Panel. 
Ip. 25706:076. 24X Fiche: 50-400, 84/07/18. 8407230123. 


— 8407180306 Affidavit of NH Wagner in support of staff response to 
applicant 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. Certificate of Svc 
end. 

WAGNER, N. H. Auxiliary Systems Branch. 84/07/02. 6pp. 25652:096. 
24X Fiche: 50-400, 84/07/02, 8407180300. 


8407230310 Forwards replacement pages for 840709 draft public info 
brochure. Related correspondence. 

HOLLAR, D.E. Carolina Power & Light Co. DSB 442. 84/07/19. 

KELLEY, J.L., BRIGHT,©. 0., CARPENTER, J. H. Atomic Safety and Licensing 
Board Panel. 5pp. 25711:001. 24X Fiche: 50-400, 84/07/19, 8407230310. 


8407180314 Response opposing W Eddleman 840329 motion to compel 
discovery from staff on Joint Intervener Contention I re mgt 
qualif ications. Motion u/o merit & should be denied. 

Certificate of Svc encl. Related correspondence. 

BARTH, C. A. Hearing Branch 1, DSB 314. 84/07/02. Atomic Safety 

and Licensing Board Panel. 7pp. 25652:049. 24X 

Fiche: 50-400, 84/07/02, 8407180314. 


8407230318 Proposed findings of fact tf. conclusions of law on environ 
matters. Environ contentions do not constitute challenge to 
FES adequacy. Certificate of Svc encl. 

BAUSER, D. B. Carolina Power & Light Co, BAUSER, D. B. Shaw, Pittman, 
Potts Trowbridge. DSB 441. 84/07/20. 84pp. 25711:272. 24X 

Fiche: 50-400, 84/07/20, 8407230318. 


8407230331 Proposed findings Z/. conclusions of law on Eddlemen 
Contention 8F1 re health effects of coal parti culates. NRC 
consideration of effects in FES inadequate. 

EDDLEMAN, W. Eddleman, W. DSB 429. 84/07/20. 5pp. 25711:224. 24X 

Fiche: 50-400, 84/07/20, 8407230331. 
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— 8407230335 Response in support of preamble to revised Contention 9 re 
environ qualification of electrical equ i pment. Cer t if i cat e 
of Svc end. 

EDDLEMAN^ W. Eddleman; W. 84/07/20, Atomic Safety and Licensing 
Board Panel. 5pp. 25711:230. 24X F ich e : 50-400, 84/07/20, 

8407230331. 

8407240232 Motion for transcript correction of RL Ballard testimony 
re Eddleman Contention 8F( 1 ) . Cert i f icate of Svc end. 

MOORE, J. E, Hearing Branch 1. DSB 447. 84/07/20. Atomic Safety 

and Licensing Board Panel. 4pp. 25719:249. ■24X 

Fiche: 50-400, 84/07/20, 8407240232. 


8407240278 Response to applicant 840712 motion for substitution of 
Eddleman Contention 9 by restatement for extension until 
840831 to file direct written testimony on contention. 

Certificate of Svc end. Related correspondence. 

MDORE, J. E. Hearing Branch 1. DSB 452. 84/07/20. Atomic Safety 

and Licensing Board Panel. 6pp. 25719:234. 24X 

Fiche: 50-400, 84/07/20. 8407240278. 


8407240291 Proposed findings of fact i,-. conclusions of law re Eddleman 
Contention 8F(1), Joint Contention 11(c) & Joint 
Contention 11(e). Certificate of Svc end. 

MDDRE, J. E. Hearing Branch 1. DSB 448. 84/07/20. 56pp. 25715:288. 

24X Fiche: 50-400, 84/07/20. 8407240291. 


8407250206 Forwards final paragraph containing proposed order omitted 
from 840720 proposed findings of fact & conclusions of law 
re environ issues. Certificate of Svc end. 

BAUSER, D. B. Shaw. Pittman, Potts Trowbridge. BAUSER, D. B. 

Carolina Power Light Co. DSB 487, 84/07/23. KELLEY, J. L. , 

CARPENTER, J. H. , BRIGHT, 0.0. Atomic Safety and Licensing Board Panel. 
4pp. 25735:025. 24X Fi che : 50-400, 84/07/23, 8407250206. 


8407250417 Joint motion to implement settlement agreement on Joint 
Intervenor Contention VII (4) re operator response time in 
event of steam generator tube rup ture. Cert i f icate of Svc 
end. 

O'NEILL, J.H. Carolina Power & Light Co. O'NEILL, J.H. Shaw, 

Pittman, Potts it Trowbridge. PAYNE, M. T. Joint Intervenors - Shearon 
Harris. DSB 505. 84/07/23, Atomic Safety and Licensing Board 
Panel. 7pp. 25753:116. 24X Fiche: 50-400, 84/07/23, 8407250417. 


8407260126 Memorandum order granting applicant 840712 motion to 
revise text of Eddleman Contention 9 fU authorizing filing of 
testimony by 840831. Summary disposition on Eddleman 
Contentions 45 it 67 granted. Served on 840724. 

KEt LY, J. L. , BRIGHT, G.O., CARPENTER. J, H. Atomic Safety and Licensing 
Board Panel. DSB 519. 84/07/24. Carolina Power & Light Co. 8pp. 

25777; 256. 24X Fiche: 50-400. 84/07/24, 8407260126. 


8407300026 Response to W Eddleman general interrogatories to 
applicants (ninth set ). Cer ti f icate of Svc end. Related 
correspondence. 

HOLLAR, D. E, Carolina Power & Light Co. DSB 576. 84/07/25. 

Eddleman. W. 49pp. 25807:016. 24X Fi che: 50-400, 84/07/25, 

8407300026. 


8407300404 Memorandum & order approving of settlement re Joint 
Intervenor Contention VII (4) on steam generator tube 
failure & amending language of Eddleman Contention 116 as 
stated. Served on 840727. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 591. 
84/07/27. Carolina Power Light Co. 5pp. 25812:135. 24X 

Fiche; 50-400, 84/07/27, 8407300404. 


S407310267 Motion for issuance of order establishing procedures for 
requesting extensions of time. Motion made necessary by 
instances where intervenors requested extensions by 
telephone. Certificate of Svc end. 

BAXTER, T, A. Carolina Power S: Light Co. BAXTER, T. A. Shaw, Pittman, 
Potts Trowbridge. DSB 643. 84/07/27. Atomic Safety and" 

Licensing Board Panel, 7pp. 25832:237. 24X Fiche: 50-400, 84/07/27, 

8407310267. 


H. General correspondence 


8406250001 Informs that j George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY,C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/19. 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 2pp, 
25121:352. 24X Fiche: 50-000, 84/06/19, 84062S000X. 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8407050195 Forwards Amend 15 to FSAR, ref lecting cancellation of Unit 2. 
CUTTER, A. B. Carolina Power Light Co. 84/06/29. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25528:221. 

24X Fiche: 50-400, 84/06/29, 8407050195. 


— 8407050206 Amend 15 to FSAR. 

* Carolina Power & Light Co. 84/06/29. 2047pp. 25528:223. 24X 

Fiche; 50-400, 84/06/29, 8407050195. 


8407100446 Informs that Afnend 15 to FSAR distributed per end list. 
ZIMMERMAN, S. R. Carolina Power St Light Co. 84/07/06. EISENHUT, D. G. 
Division of Licensing. 4pp. 25464:112. 24X Fiche: 50-400, 84/07/06, 

8407100446. 


M. Antitrust correspondence 


9407060369 Forwards Amend 3 to CPPR-158 St notice of issuance. Amend 
reflects name change of co-owner to North Carolina Eastern 
Municipal Power Agency. 

EISENHUT, D. G. Division of Licensing. 84/06/11. UTLEY, E. E. 
Carolina Power Light Co. 5pp. 25434; 129. 24X 

Fiche: 50-400, 84/06/11, 8407060369. 


— 8407060371 Amend 3 to CPPR-1 58, ref lec t ing name change of co-owner to 
North Carolina Eastern Municipal Power Agency. 

EISENHUT, D. G. Division of Licensing. 84/06/11. 2pp. 25434:134, 
24X Fiche; 50-400, 84/06/11, 8407060369. 


— 8407060372 Notice of issuance of Amend 3 to CPPR-158. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/11, 3pp. 25434:136. 

24X Fiche; 50-400, 84/06/11, 8407060369. 


8407090155 Forwards notice of receipt of antitrust info, submitted per 
Reg Guide 9. 3, to be published in FR, "Electric Light St 
Power," "Public Power," "Public Utils Fortnightly" 8« "Rural 
Electrification. " 

KNIGHTON, G. W. Licensing Branch 3. 84/06/15. UTLEY, E. E. Carolina 

Power St Light Co. Ip. 25513:243. 24X Fi che: 50-400, 84/06/15, 

8407090155. 


— 8407090159 Notice of receipt of antitrust info. 

NERSES, V, Licensing Branch 3. 84/06/15. 2pp. 25513:244. 24X 

Fiche; 50-400, 84/06/15, 8407090155. 


Q. Inspection reports, IE Bulletins & correspondence 


8407160194 Supplemental response to IE Bulletin 83-06, "Nonconforming 
liatls Supplied by Tube-Line Corp. " Improved receipt insp 
capabilities will be provided by including addl visual insp 
criteria, training St alloy verification. 

CUTTER, A. B. Carolina Power 8t Light Co. 84/06/01. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25592:040. 24X 

Fiche: 50-000, 84/06/01 , 8407160194. 


8407050249 Forwards IE Insp Rept 50-400/84-15 on 840420-0520. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/05. UTLEY. E. E. 
Carolina Power St Light Co. 2pp, 25417:171. 24X 

Fiche; 50-400, 84/06/05, 8407050249. 


— 8407050253 IE Insp Rept 50-400/84-15 on 840420-0520. No violations or 
deviations noted. Major areas inspected: licensee action on 
previous findings, IE bulletins St circulars, electrical, 
welding St preoperational test program. 

MAXWELL, G. F. , PREVATTE, R. L. , BEMIS, P. R. Region 2, Office of 
Director. 84/06/04. 6pp. 25417:173. 24X Fiche: 50-400, 84/06/05« 

8407050249. 


8407190215 Forwards IE Insp Rept 50-400/84-13 on 840515-18, No 
violations or deviations identified, 

VERRELLI, D. M. Region 2, Office of Director. 84/06/U. UTLEY. E. E. 

Carolina Power Sc Light Co. 2pp. 25685:244. 24X 

Fiche: 50-400, 84/06/11, 8407190215. 


— 8407190225 IE Insp Rept 50-400/84-13 on 840515-18. No violations or 
deviations noted. Major areas inspected: const progress, 

RCPB piping, safety-related p ip ing, safety-related HVAC sys 
Sc inspector followup items. 

KLEINSORGE, W. P. , BLAKE, J. J. Region 2, Office of Director. 

84/06/08, 11pp. 25685:246. 24X Fiche: 50-400. 84/06/1 1, 8407190215. 


8407050398 Ack receipt of 840608 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-400/84-12. 

VERRELLI. D. M. Region 2, Office of Director. 84/06/22. UTLEY, E. E. 
Carolina Power St Light Co. Ip. 25416:253. 24X 

Fiche: 50-400, 84/06/22, 8407050398. 


— 0407050401 Responds to NRC 840516 Itr re violations noted in IE Insp 
Rept 50-400/84-12. Corrective actions: reinsp of motor 
control ctr 1A34-SA performed S< documented. 

PARSONS, R.M. Carolina Power St Light Co. 84/06/08. O'REILLY, J, P. 
Region 2, Office of Director. 2pp. 25416:254. 24X 

Fiche; 50-400, 84/06/22, 8407050398. 
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— 8407050404 Foruards IE Insp Rept 50-400/84-12 on 840416-20 & notice 
of violation. 

VERRcLLI. D. li. Region 2- Office of Director. 84/05/16. UTLEY, E. E. 

Carolina Power h. Light Co. 2pp. 25416; 256. 24X 

Fiche: 50-400, 84/06/22, B407050398 


— 8407050407 Notice of violation from insp on 840416-20. 

•» Region 2, Office of Director, 84/05/16. Ip. 25416; 258. 24X 

Fiche; 50-400, 84/06/22, 8407050398. 


— B407050408 IE Insp Rept 50-400/84-12 on 840416-20. None omp I i anc e noted 
failure to retrieve GC insp rept for work performed on 
motor control ctr 1A34~S4. 

MERRIWEATHER, N. , CONLDN, T, E. Region 2, Office of Director. 

84/05/10. 7pp. 25416. 259. 24X Fi ch e; 50-400, 84/06/22, 8407050398. 

8406250214 IE Info Notice 84-51, "Independent Verification." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 94/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535,160. 24X Fiche; 50-000, 84/06/26, S406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
an Part of Licensees Vendors, " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc, 124pp. 25602; 151. 24X Fiche; 50-000, 84/06/29, 840628031 1. 


8407270402 Forwards IE Insp Rept 50-400/84-17 on 840520-0620. No 
violations or deviatio'ns noted, 

VERRELLI, D. M, Region 2, Office of Director. 84/07/03. UTLEY, E. E. 

Carolina Power Zt Light Co. 2pp. 25794.067. 24X 

Fiche; 50-400,84/07/03, 8407270402, 


—8407270408 IE Insp Rept 50-400/84-17 on 840520-0620. No violations 
noted. Major areas inspected: licensee action on previous 
enforcement natters, inspec tor followup unresolved items, 
weld ing, electrical, storage instrumentation & controls. 

MAXWELL, G. F. , PREVATTE, R. L . , BEMIS, P. R, Region 2, Office of 
Director. 84/07/02. llpp, 25794:069. 24X Fich e; 50-400. 84/07/03, 

8407270402. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants, " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness 4- Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 94/07/05, 8407030085. 


8407030089 IE Info Notice S4-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design, " Sve list end, 

JORDAN, E. L, Division of Emergency Preparedness S*. Engineering 
Response (Post 030103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 122pp. 25602:032. 24X F i che ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
enc 1. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, “Respirator Users Notice for Certain 
5-Minute Emergency Escape Se 1 f-C on ta ined Breathing 
Apparatus, " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co., of New 

York, Inc. 120pp. 25865:166. 24X Fi che; 50-000, 84/07/10, 8407060251. 


8407170097 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys," Four HFA-51 relays 
in diesel generator control panel will be replaced prior to 
fuel load. 

CUTTER, A. B. Carolina Power it Light Co. 84/07/13. O 'REILLY, J. P, 
Region 1, Office of Director, Ip. 25618:114. 24X 

Fiche: 50-400, 84/07/13, 8407170097. 


0407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Sve list end, 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York/ Inc, lOSpp. 26057:245, 24X Fiche; 50-000, 84/07/25, 8407230079, 


perating reports it related correspondence 


seismic rept for Second Quarter 1984. Rept includes 
tween Apr-June 1984. 

arolina Power i Light Co. 84/07/17, DENTON, H. R. 
r Reactor Regulation, Director. 2pp. 25736:351. 

0- 84/07/17, 8407250318, 


S. Reportable occurrences, LERs & related correspondence 


8407030139 FQIA request for documents re TDI diesel generators at 
facilities i> list of problems i>. defects which have occurred 
u/use or testing of generators. 

BELL, N. Nuclear Information i: Resource Service. 84/04/10. Office 
of Administration. 2pp. 25409:317. 24X Fi ch s: 50-400. 84/04/10, 

8407030139. 


8407030144 Response to FQIA request for documents re TDI diesel 
generators list of problems it defects which have occurred 
w/use or testing of generators. 

FELTON, J. M. Division of Rules and Records. 84/05/22. BELL, N, 
Nuclear Infor.mation & Resource Service. 2pp. 25409:319. 24X 

Fiche; 50-000, 84/05/22, 8407030144. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm ca p screws , c y 1 in der head studs, air 
start valve capscrews, fue 1 oil injection tub i ng, DSR-48 
connecting rods it crankshaft, 

RAY,C.L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20. 
BERLINGER.C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fi ch e : 50-000. 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fi c he : 50-000, 84/06/20, 84071 20321 . 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-4B. " 
YANG. R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144, 

24X Fiche. 50-000, 84/06/20, 8407120321, 


— 8407120425 "Rocker Arm Suppl Calculation," 

D'AMATO, J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fich e : 50-000, 84/06/20, 8407120321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants i. NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707: 172 24X Fiche; 50-000, 84/06/20, 8407230126. 


--8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants it 
NRC, " 

RAY.C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
2Spp. 25707:174. 24X Fi che; 50-000, 84/06/20, 8407230126. 


8407120070 Second interim deficiency rept, Item ISO, re mi s interpretation 
of untiervoltage attachments on main reactor trip breakers. 

Initially reported on 830427. Westinghouse will replace 
attachnents. Next rept by 840930. Also reported per Part 21. 

PARSDNS/R. K. Carolina Power t>. Light Co. 84/06/27. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 25551:041. 24X 

Fiche; 50-400, 84/06/27, B<07120070. 


8407120205 Final deficiency rept, Item 77 re shop welding defects on 
seismic Class 1 cable tray, conduit ?/. HVAC h ang ers. Ini t i al I y 
reported on 820802.411 Peden Steel matl inspected prior to 
shipment. Also reportable per Part 21, 

PARSONS- R.M, Carolina Power & Light Co. 84/06/27, 0 ' REILLY, J. P. 

Region 2, Office of Director. 4pp. 25550:073. 24X 

Fiche: 50-400, 84/06/27, 8407120205. 


8407090106 Comments on BNWL draft rept, "Review it Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate i. logical structure for dealing w/problems In 
TDI diesel engines. 

HEYWOOD, J. B. Massachuset ts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340, 24X Fi che: 50 - 000 , 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review i. BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi ch e : 50-000, 84/07/05, 

8407110433. 


8407170440 Forwards interim Part 21 rept re cal culationa 1 errors for 
missile doors. Initial ly reported on 840629. Further redesign 
req.uirecl to determine extent of exceeding specified design 
a 1 lowab les. Nex t rept will be submitted by 840801. 

OODFREY-D. A. Wooley Manufacturing Div. 84/07/05. KEPPLER, J. G. 
Region 3* Office of Director. 3pp. 25608:129. 24X 

Fiche: 50-000, 84/07/05, 8407170440. 
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04O726O4&8 Interim deficiency rept* Item 177 re welding defects in 
process IZ‘.C sys cabinets. Util awaiting Westinghouse 
evaluation, Extension requested until S40930 to submit next 
rept. Also reportable per^ Part 21. 

PARSONS- R. Carolina Power e-. Light Co. 84/07/05. 0 'REILLY, J. P. 

Region 2- Office of Director. ip. 25780; 164. 24X 

Fiche; 50-400, 84/07/05, 8407260468. 


8407170143 Part 21 rept re potential defect in Qendix HPI pumps of DSR 
or DSRV standby diesel g enerator. Caused by matl defect in 
delivery valve ho 1 d er . Eva 1 ua t i on completed on ,840713. No 
corrective action required. 

BOYER-R.E Transanerica Delaval, Inc, 84/07/13. Director's 
Office, Office of Inspection and Enforcement, 6pp. 25608:002. 24X 

Fiche: 50-000, 8d/07/13, 8407170143. 


0407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfect ion. No corrective action required. 

Evaluation completed on 840713, 

BOYER, R.E Transanerica Delaval, Inc, 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component coaling sy s • c on f i r ming 840712 t e 1 c on. C 1 osur e of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load, 

RAHE, E. P, Westinghouse Electric Corp. 84/07/13. DEYOUNG. R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp, 
25739:009. 24X F i c h e : 50-000, 84/07/ 13, 8407250326. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C. L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director, 2pp, 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


--8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

Stone h. Webster Engineering Corp. S4/07/31. 29pp. 25668:296. 

24X Fiche: 50-000. 84/07/16, 8407190249. 


8407260465 Forwards "Review & Evaluation of TDI Diesel Generator 
Owners Group Program Plan, " 

EISENHUT.D 0. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
( Transamer ica Delaval, Inc, ) Owners Group. 2pp 25791:167. 24X 

Fiche; 50-000, 84/07/16, 8407260465. 


--840724C442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-29S2, PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169, 24X Fiche : 50-000, 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
cran ksh af t, c y 1 i nd er heads S', connecting rods, 

BEHLINOER. C, H. Division of Licensing, 84/07/23, GEORGE, J. B. TDI 
( Transamer i ca Delaval, Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000. 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group, 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc,) Owners Group. 84/07/24. 
DENror4, H, R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fi che ; 50-000, 84/07/24, 8407300301 , 


■ — 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone Webster Engineering Corp. 84/07/31. 29pp, 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be tak#n within 4 h 
after shutdown, 

RAY, C, L. TDI ITransamerica Delaval, Inc. ) Owners Group. 84/07/26. 
BERLIMGER, C. H, Office of Nuclear React.-” Rr-g.^afic- Director. 4pp. 
25928:239. 24X Fic h e ; 50-000. 84/07/26, U'-C / J 1 D2-'.iE; 


T. Hearing transcripts on non— antitrust matters 


8407160179 Transcript of 840712 hearing in Bethesda, MD. Pp 2,164-2,204. 
■» Atomic Safety and Licensing Board Panel, 84/07/12, 43pp. 

25592:099, 24X Fiche: 50-400, 84/07/12, 8407160179, 


8407230119 Proposed transcript corrections for 840614,15,18 & 19 
evidentiary hearings, ASLB should issue order directing that 
evidentiary record be amended to incorporate changes. 

Certificate of Svc end 

BAUSER, D. B. Carolina Pouer 1: Light Co. BAUSER, D. B Shaw, Pittman, 
Potts & Trowbridge. DSB 422. 84/07/19. 6pp. 25706:157. 24X 

Fiche: 50-400, 84/07/19, 84072301 19. 


Y. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Z'. holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp. 25535:018 . 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es, app 1 ican ts 
for OLs, NSSS vend ors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications exams. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 8d/07/03, 840 7030097, 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency Zt fire protection plans 


8407130273 Forwards draft public info brochure to be distributed to 
persons within plume exposure pathway. Info for Pages 6, 7 & 9 
will be available at later date. W/svc list. Related 
correspondence. 

HOLLAR, D. E. Carolina Power & Light Co. DSB 213. 84/07/09, 
KELLEY, J. L. Atomic Safety and Licensing Board Panel. 15pp. 
25566:018. 24X Fi ch e : 50-400, 84/07/09, 8407130273. 


8407230310 Forwards replacement pages for 840709 draft public info 
brochure. Related correspondence. 

HOLLAR. D.E. Carolina Power Light Co. DSB 442. 84/07/19. 

KEI.LEY, J. L. Atomic Safety and Licensing Board Panel. 5pp. 
25711:001. 24X Fiche; 50-400, 84/07/19, 8407230310. 


C. Adjudicatory correspondence 


8407030471 Response to Eddleman proposed Contentions 65-A & 65-B re 
questionable structural integrity due to voids from 
out-of-spec sump 2< improper vibration technique. 

Certificate of Svc end. 

BAXTER, T. A. Carolina Pouer & Light Co. BAXTER, T. A, Shaw, Pittman, 
Potts Trowbridge. DSB 017. 84/06/29. Atomic Safety and 

Licensing Board Panel. 277pp, 25277:201. 24X Fi che: 50-400, 

84/06/29, 8407030471. 


B407180300 Response in support of applicant 840525 motion for summary 
disposition of W Eddleman Contention 45 re water hammer. 

Motion should be granted. Re lated correspondence. 

BARTHiC.A. Hearing Branch 1. DSB 315. 84/07/02. Atomic Safety 

and Licensing Board Panel. 7pp. 25652:077. 24X 

Fiche: 50-400, 84/07/02, 8407180300, 


--8407180303 Affidavit of AW Serkiz in support of staff response to 
applicant 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. 

SERKIZ, A, W. Generic Issues Branch. 84/07/02. 9pp. 25652:084. 
24X Fiche: 50-400, 84/07/02, 0407180300. 


— 8407180305 Affidavit of EC Marinos in support of staff response to 
applicant 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. 

MARINOS, E.C. Reactor Systems Branch, 84/07/02. 3pp. 25652:093. 
24X Fiche; 50-400, 84/07/02, 8407180300. 


— 8407180306 Affidavit of NH Wagner in support of staff response to 
applicant 840525 motion for summary disposition of 
Eddleman Contention 45 re water hammer. Certificate of Svc 

WAGNER, N. H. Auxiliary Systems Branch. 84/07/02. 6pp. 25652:096. 
24X Fiche 50-400, 84/07/02, 8407180300. 


8407180314 Response opposing W Eddleman 840329 motion to compel 
discovery from staff on Joint Intervenor Contention I re mgt 
qualif ications. Motion u/o merit Zt should be denied. 

Certificate of Svc end. Related correspondence. 

BARTH, C. A. Hearing Branch 1. DSB 314. 84/07/02. Atomic Safety 

and Licensing Board Panel. 7pp. 25652:049. 24X 

Fiche: 50-400, 84/07/J2, 8407180314. 
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8407H0232 Response opposing W Eddleman 840614 proffered Contentions 
65A &! 65B re integrity of containment concrete. Contentions 
shou no good cause for late filing. Exhibits li2 8? 4 
Certificate of Svc end. 

BARTH. C. A. Hearing Branch 1. DSB 181. 84/07/03. Atomic Safety 

and Licensing Board Panel. 20pp. 25527: 144. 24X 

Fiche; 50-400, 84/07/03. 8407110232. 


8407250206 Forwards final paragraph containing proposed order omitted 
from 840720 proposed findings of fact fy. conclusions of law 
re environ issues. Cert if icate of Svc end. 

BAUSER, D. B. Shaw, Pittman. Potts Trowbridge. BA'JSER. D. B. 

Carolina Power Light Co. DSB 487. 84/07/23. KELLEY, J. L, . 

CARPENTER, J. H, , BRIGHT, G.O. Atomic Safety and Licensing Board Panel 
4pp. 25735:025. 24X Fi c he : 50-400. 84/07/23. 0407P50206,. 


8407180319 Response in opposition to W Eddleman proffered Contentions 
65A 65B re integrity of containment c oner ete. Admi ss i on of 

contentions should be den i ed . Cert i f icate of Svc end. 

BARTH. C. A. Hearing Branch 1. DSB 309. 84/07/03. Atomic Safety 

and Licensing Board Panel. 20pp. 25651:292. 24X 

Fiche: 50-400, 84/07/03. 8407180319. 


8407130273 Forwards draft public info brochure to be distributed to 
persons within plune exposure pathway. Info for Pages 6, 7 & 9 
will be available at later date. W/svc list. Related 
correspondence. 

HOLLAR. D. E. Carolina Power & Light Co. DSB 213. 84/07/09. 

KELLEY, J. L. . BRIGHT, G. a. , CARPENTER. J. H. Atomic Safety and Licensing 
Board Panel. 15pp. 25566:018. 24X Fiche: 50-400. 84/07/09. 

8407130273. 


8407130314 Comments on W Eddleman response to order reci.uiring addl 
spec of Contention 215 re conservatism in evacuation time 
estimates. Certificate of Svc end. 

BAXTER, T. A. Carolina Power 4: Light Co. BAXTER. T. A. Shauj. Pittman. 
Potts 4 Trowbridge. DSB 211. 84/07/09, 11pp. 25565:034. 24X 

Fiche: 50-400,84/07/09, 8407130314, 


8407260126 Memorandum 8; order granting applicant 840712 motion to 
revise text of Eddleman Contention 9 8,. authorizing filing of 
testimony by 840S31. Summary disposition on Eddleman 
Contentions 45 8. 67 granted. Served on 840724. 

KELLY, J, L , BRIGHT, G.O., CARPENTER, J. H. Atomic Safety and Licensing 
Board Panel. DSB 519. 84/07/24, Carolina Power 4 Light Co. 8pp 

25777:256. 24X Pic h e : 50-400, 84/07/24, 8407260 126, 


8407300026 Response to W Eddleman general interrogatories to 
applicants (ninth set ). Cer t i f i cate of Svc encl. Related 
c orresp ondence, 

HOLLAR, D. E. Carolina Power 4 Light Co. DSB 576. 84/07/25. 

Eddleman, W, 49pp. 25907:016. 24X Fi ch e; 50-400, 84/07/25, 

8407300026. 


8407300404 Memorandum 4. order approving of settlement re Joint 
Intervener Contention YII (4) on steam generator tube 
failure 4. amending language of Eddleman Contention 116 as 
stated. Served on 840727. 

KELLEY. J. L. Atomic Safety and Licensing Board Panel. DSB 591. 
84/07/27. Carolina Power 4 Light Co. 5pp. 25812:135. 24X 

Fiche: 50-400, 84/07/27, 8407300404. 


8407160303 Motion for substitution of contention 4 for rev of schedule 
to file direct written testimony on Eddleman Contention 9. 

Certificate of Svc encl. Related correspondence. 

BAXTER, T. A. Carolina Power 4 Light Co. BAXTER, T. A. Shaui, Pittman. 
Potts 4 Trowbridge, DSB 247. 84/07/12. Atomic Safety and 

Licensing Board Panel. 14pp. 25601:296. 24X Fi che: 50-400, 84/07/12, 

8407160303. 


8407170561 Motion to amend Eddleman Contention 116 to substitute 
proposed text re fire barriers. Certificate of Svc encl. 

O'NEILL. J.H. Carolina Power 4 Light Co, O'NEILL, J.H. Shaw, 
Pittman, Potts 4 Trowbridge. DSB 282. 84/07/16. Atomic Safety 

and Licensing Board Panel, 6pp. 25625:326. 24X 

Fiche: 50-400, 84/07/16. 8407170561. 


8407230134 Forwards admitted emergency planning contentions. ASLB will 
rule on remaining proffered contentions. Discovery must he 
filed by 840809. 

BARTH, C. A. Hearing Branch 1. DSB 415. 84/07/16. PERRY. S. Federal 

F^e^Tenci; A-en':!.' iQop. 25705:042. 24X 

F ] r. ■;).* 5C--- !! C 3*; /07 ■ i ™.'. c ■. 


8407230003 Forwards motion for reconsideration or clarification of 
ASLB memorandum 4 order on Joint Contention IV. 

O'NEILL, J.H. Shaw, Pittman, Potts 4. Trowbridge. O'NEILL. J.H, 
Carolina Power 4 Light Co. DSB 375. 84/07/18. KELLEY. J. L. , 

BRIGHT, G. 0. . CARPENTER , J. H, Atomic Safety and Licensing Board Panel. 
2 pp. 25705:236. 24X Fiche : 50-400. 84/07/18, 8407230003. 


— 8407230014 Motion for reconsideration or clarification of ASLB 840413 
memorandum 4 order on Joint Contention IV re use of TLDs 
as dosimeters of record for monitoring radiation exposure 
to personnel. Certifi cate of Svc end. 

ANDERSON, P. H. Carolina Power 4 Light Co, ANDERSON. P. H. Shaw. 
Pittman. Potts 4 Trowbridge. 84/07/18. Atomic Safety and 
Licensing Board Panel. 21pp. 25705:288, 24X 

Fiche: 50-400, 84/07/18, 8407230003. 


8407230310 Forwards replacement pages for 840709 draft public info 
brochure. Re lated correspondence. 

HOLLAR, D. E. Carolina Power 4 Light Co. DSB 442. 84/07/19 

KELLEY, J. L.. . BRIGHT, G. 0. , CARPENTER, J, H. Atomic Safety an d' Licens ing 

Board Panel. 5pp. 25711:001. 24X Fic he : 50-400, 84/07/19, 8407230310. 


8407240232 Motion for transcript correction of RL Ballard testimony 
re Eddleman Contention 8FC 11 . Certificate of Svc encl. 

MOORE, J.E. Hearing Branch 1. DSB 447. 84/07/20. Atomic Safety 

and Licensing Board Panel. 4pp. 25719:249. 24X 

Fiche: 50-400, 84/07/20, 8407240232. 


8407240278 Response to applicant 840712 motion for substitution of 
Eddleman Contention 9 by restatement 4 for extension until 
840331 to file direct uritten testimony on contention 
Certificate of Svc encl. Related correspondence. 

MQORpj.E, Hearing Branch 1. DSB 452. 84/07/20. Atomic Safety 

and Licensing Board Panel. 6pp. 25719' 234 24X 

Fiche: 50-400, 84/07/20, 8407240278. 


8407310267 Motion for issuance of order establishing procedures for 
requesting extensions of time. Motion made necessary by 
instances where intervenors requested extensions by 
telephone. Certificate of Svc encl. 

BAXTER, T. A. Carolina Power 4; Light Co. BAXTER, T. A, Shaw. Pittman* 
Potts 8*. Trowbridge. DSB 643, 84/07/27. Atomic Safety and 

Licensing Board Panel. 7pp. 25832:237. 24X Fiche: 50-400. 84/07/27. 

8407310267. 


H. General correspondence 


8406SS0001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAYiC.L. TDI (Transamerica Delaval. Inc. ) Owners Croup. 84/06/19 
DEMT0r4, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352, 24X Fiche : 50-000, 84/06/ 19, 8406250001. 


S. Reportable occurrences, LERs 4. related correspondence 


8407030139 FOIA request for documents re TDI diesel generators at 
facilities 4 list of problems 4 defects which have occurred 
w/use or testing of generators. 

BELL* N. Nuclear Information 4 Resource Service. 84/04/10. OffiC'i> 

of Administration. 2pp. 25409:317. 24X Fi c he: 50-400. 84/04/10* 

8407030139. 


8407030144 Response to FOTA request for documents re TDI diesel 
generators 4 list of problems 4 defects which have occurred 
w/use or testing of generators. 

FELTON, J. M, Division of Rules and Records. 84/05/22. BELL. N. 
Nuclear Information 4. Resource Service. 2pp. 25409:319. 24X 

Fiche: 50-000. 84/05/22. 8407030144. 


B407120321 Forwards response to questions posed in BNWL 840604 Itr, 
Topics include rocker arm capscrews, c yl inder head studs. air 
start valve cap screws, fue 1 oil injection tub ing, DSR-48 
connecting rods St crankshaft. 

RAY.C.L. TDI (Transamer ica Delaval. Inc. ) Owners Group. 84/06/20, 
BERLINGERfC. Director's Office, Office of Inspection and 
Enforcement. 51pp. 255^19:087. 24X Fi ch e : 50-000, 84/06/20* 

8407120321. 


■8407120350 Rev 0 to Procedure NDE 11. 10* "Eddy Current Insp Procedwr*# 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B. Failure Analysis Associates. 84/05/17. 3pp. 

25549:140 . 24X Fiche: 50-000* 84/06/20. 8407120321. 


■8407120410 ”Rept on Crankshaft Torsional Stresses, TDI Model DSR-4a. 
YANG, R. Transamerica Delaval, Inc, 84/04/04. 36pp. 25549:144 

24X Fiche: 50-000. 84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Sup pi Calculation, *' 

D'AMATD,J. Stone Sc Wehste- En g i "epi' ir.q Corp. 84/06/19. 17pp. 

25549: 180, 24X Fiche; s-u -OC'J, 8-^/ r,6,'k': , n407l2032l. 


SW7240291 Proposed findings of fact conclusions of law r 
Contention 8F(l), Joint Contention IKc) & Joint 
Contention 1 1 (e ) . Certi f icate of Svc encl. 

84/07/20. 56pp. 


Eddleman 

25715: 288. 
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8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co> TDI Diesel Generator Owners Technical Program 
Consultants Z>. NSC." Document will be updated as necessary to 
assist communications between all parties involved. 

RAY* C. L. TDI (Transamer i ca Delaval* Inc. ) Owners Group. 84/06/20. 
DENTON* H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172. 24X Fiche : 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to ‘‘Project Interface Document Between Duke Power Co* 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAY.C.L- TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/20. 
2Spp. 25707:174. 24X Fi c he: 50-000, 84/06/20, 8407230126. 


8407090106 Comments on draft rept, ‘‘Review ?< Evaluation of TDI 

Diesel Generator Owners Program Plan. " Rept provides 
appropriate k logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge, «A. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation* 
Director. 2pp. 25448: 3<10. 24X Fi c h e : 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review S; BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05, BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000. 84/07/05, 

8407110433. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator, Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action required. 

BOYER, R.E Transamerica Delaval, Inc, 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER. R.E. Transamerica Delaval, Inc. 84/07/13, Director's 
Office, Office of Inspection and Enforcement, 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13* 8407200101. 


8407190249 Forwards ‘‘Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY.C L. Duke Power Co. 94/07/16. DENTON, H„R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249, 


— 8407190274 ‘‘Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. ’’ 

* Stone if. Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16, 8407190249, 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing, 84/07/16. GEORGE. J.B. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche; 50-000, 84/07/16, 8407260465, 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

•» Battelle Memorial Institute, Pacific Northwest Lab ora tori es. 

FIN B-2952. •PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000, 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cyl inder heads X< connecting rods. 

BERLINGER, C. H. Division of Licensing, 84/07/23, GEORGE. J. B. TDI 
(Transamer ica Delaval* Inc. ) Owners Group. lOpp. 25816:305. 24X 

Fiche: 50-000, 84/07/23. 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAY.C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/07/24, 
DENTON. H. R. Office of Nuclear Reactor Regulation* Director. 2pp. 
25802:061. 24X Fiche: 50 - 000 * 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

■» Stone S'. Webster Engineering Corp. 84/07/31. 29pp. . 25802:063. 

24X Fiche: 50-000, 84/07/24, 8^107300301. 


8407310248 Comments on PNl Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. • 

RAY.C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp, 
25828: 239. 24X Fiche: 50-000, 84/07/26, 8407310248. 


T. Hearing transcripts on non-anti trust matters 


8407160179 Transcript of 8A0712 hearing in Bethesda, MD, Pp 2.164-2.204, 
* Atomic Safety and Licensing Board Panel. 84/07/12. 43pp. 

25592:099. 24X F i c he : 50-400, 84/07/ 1 2, 8407160179. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8407120303 Forwards ‘‘Emergency Plan Evaluation Rept.Univ of Utah," 
based on revised May 1934 emergency plan. Plan acceptable. 

Full implementation should be completed within 120 days of 
Itr date NRC should be so informed. 

THOMAS, C. 0. Standardization 8< Special Projects Branch. 84/06/28. 
BRGPHY, J. J. Utah, Univ. of, Salt Lake City, UT, 2pp. 25558:021. 
24X Fiche: 50-072, 84/06/28, 8407120303. 


— 8407120309 "Emergency Plan Evaluation Rept, Univ of Utah." 
* NRC - No Detailed Affiliation Given. 84/06/30, 3pp. 
25553:023. 24X Fi ch e : 50-072, 84/06/28, 84071 20303. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 


8407030458 Ac k receipt of 840406 Itr re proposed scope V. objectives for 
Q40619 LACBWR full-scale e x er c is e. I n f o adequate. 

PAPERIELLO* C. J, Region 3, Office of Director. 84/05/02. 

LINOER.F.W, Dairyland Power Cooperative. Ip. 25278:153, 24X 

Fiche; 50-409, 84/05/02, 8407030458, 


— 8407030460 Forwards proposed scope 5*. objectives for 1984 LACBWR full- 
scale e xerc ise. States of WI & MN offsite objectives end. 

MAROSE, R. Dairyland Power Cooperative. 84/04/06. HIND, J, A. 

Region 3, Office of Director. 22pp. 25278:154. 24X 

Fiche: 50-409* 84/05/02, 8407030458. 


8407100230 Forwards Addendum 1 to "LACBWR Detailed Control Room Design 
Review, " per 840413 request for addl info S; Generic Ltr 
82-33 re NUREO-0737, Item I. D. 1. 

LINDER, F, Dairyland Power Cooperative. 84/06/22. EISENHUT* D. G. 
Division of Licensing, Ip, 25512:308. 24X Fi che: 50-409, 84/06/22, 

8407100230. 


—8407100241 Addendum 1 to "LACBWR Detailed Control Room Design Review. ' 
GOODMAN, L. S. , CHR ISTI ANS, R . , DUNNUN, G. Dairyland Power 
Cooperative. LAC-TR-123 ADD 01. 84/06/30. 41pp. 25512:309, 24X 

Fiche: 50-409, 84/06/22, 8407100230. 


8407190350 Requests extensions until 1985 refueling outage to complete 
addition of second shutdown condenser level control sys & 
until 840901 for consequence study re wind 5< tornado 
1 oad ing s, tornad o missiles seismic design considerations. 

LINDER, F. Dairyland Power Cooperative. 84/07/10. CRUTCHFIELD, D. 
Operating Reactors Branch 5, 2pp. 25681:220. 24X 

Fiche: 50-409, 84/07/10, 8407190350. 


8407300140 Ack receipt of 840702 ltr informing NRC of steps taken to 
correct violations h. emergency preparedness weaknesses noted 
in IE Insp Rept 50-409/84-05. Corrective actions will be 
examined during future insp. 

PAPERIELLO, C. J. Region 3, Office of Director, 04/07/25. 

LINDER," W Da'.r-. :.T:d ^cjrr Cncoerative. Ip. 25806:328. 24X 

Fiche: 8.1,'C7/.”y. G-1CV30C:40 


— 8407300168 Responds to NRC 840531 ltr re violations noted in IE Insp 
Rept 50-409/84-05. Corrective ac t ions ; Emer gene y Plan 
Procedure EPP-ll, "Radiological Medical Emergenc ies. First 
Aid It Initial Medical Assistance," revised on 040521. 

UNDER, F. Dairyland Power Cooperative. 84/07/02. PAPERIELLO, C. J. 

Region 3, Office of Director. 6pp. 25806:329. 24X 

Fiche: 50-409, 84/07/25, 8407300140. 


J. Insurance & indemnity information 


8407180213 Forwards Endorsements 56 57 to NELIA Policy NF-217. 

DEVINE, H. F. Dairyland Power Cooperative. 84/07/12. DINITZ, I. 
Office of Nuclear Reactor Regulation, Director. 3pp, 25636:133. 
24X Fiche: 50-409, 84/07/12. 8407180213. 
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P. Operating license stage documents correspondence 


B407110258 Forwards response to request for addl info & clar if ication 
of Section 4.11 of SEP Topics II1-5 A. 4. 1 1 1-5. A, 5 
III-5. A.6ias part of comr^itments under NL!REG-0827. 

LINDER, F. Dairyland Power Cooperative. 84/06/29. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 25pp. 25527:206 . 24X 

Fiche; 50-409, 84/06/29, S<1071 10258, 


S407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. . Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02. 8407020206, 


8407120067 Forwards response to 840426 request for addl info re SEP/ 
SER on capability of plant structures to withstand effects 
of flooding described in SEP (NUREG-0a27) , 

LINDER, F. Dairyland Power Cooperative, 84/07/03. CRUTCHFIELD, D. 
Operating Reactors Branch 5. 5pp, 25551:036. 24X 

Fiche: 50-409, 84/07/03, 8407120067. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses ^ amends. Svc list end. 
EISENKUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co, of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8407190272 Application for amend to License DPR-45, chang ing Tech Specs 
to establish addl requirements on containment bldg 
S'entilation isolation inlet exhaust dampeps. Fee encl. 

LINDER, F. Dairyland Power Cooperative. 84/07/11. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 3pp. 25680:354. 24X 

Fiche: 50-409, 84/07/11. 8407190272, 


— ^8407190275 Proposed Tech Specs, estab 1 ishing addl requirements on 
containment bldg ventilation isolation inlet & exhaust 
dampers. 

* Dairyland Power Cooperative. 84/07/11. Ip. 25680:357. 24X 

Fiche: 50-409, 84/07/11, 8407190272. 


S407230315 Comments on 840320 application for amend to Tech Specs re 
10CFR50. 72 fy. 73 reporting re qu ir emen t s , c lar i f icat i on of term 
operability St online functional listing frequency of reactor 
protective sys, Fee requested. 

MILLER, W. Q, License Fee Management Branch. 84/07/16. LINDER. F. 
Dairyland Power Cooperative, 2pp. 25726:210. 24X 

Fiche; 50-409, 84/07/16, 8407230315 


8407310146 Discusses results of dynamic test re containment isolation 
dependability, per util 840201 ltr. External valve will be 
kept in normally dosed position until internal valve 
mod if ied. 

LINDER, F. Dairyland Power Cooperative, 84/07/18. CRUTCHFIELD, D. 
Operating Reactors Branch 5, 2pp. 25834:349. 24X 

Fiche; 50-409, 8^/07/18. 8407310146. 


8407270170 Advises that Class II fee appropriate for 831219 Ic 840321 
applications for Tech Spec changes re safety-related water 
supply fy water purity of BWR primary coolant. Fee assessment 
info encl. 

MILLER. W. 0, License Fee Management Branch. 84/07/20. LINDER. F. 
Dairyland Power Cooperative. 3pp. 25811: 179. 24X 

Fiche: 50-409, 84/07/20, 8407270170. 


Q- Inspection reports, IE Bulletins 8,. correspondence 


8407030044 Forwards IE Insp Rept 50-409/84-08 on 840521-24. No 
noncomp 1 iance noted. 

PAPER lELLQ, C. J. Region 3. Office of Director. 84/06/15. 

LINDER, F.W. Dairyland Power Cooperative. 2pp, 25278:340, 24X 

Fiche: 50-409, 84/06/15. 8407030044. 


— 8407030050 IE Insp Rept 50-409/84-08 on 840521-24, No noncompliance 
noted. Major areas inspected: operational radiation protection 
program. 

PAUL. R. A. , GREGER.L.R. Region 3, Office of Director. 84/06/15. 
9pp. 25278:342 24X Fiche: 50-409, 84/06/15, 8407030044. 


8407020403 Remits fee for civil penalty in amount of *10, 000, per NRC 
840529 order (EA 83-61). 

LINDER. F, Dairyland Power Cooperative, 84/06/25, DEYOUNG.R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp 
25214:340. 24X Fiche: 50-409. 84/06/25, 8407020403. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, I54pp. 25535:160, 24X Fiche: 50-000. 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z'. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X F i c h e : 50-000, 84/06/29, 840628031 1 , 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 h Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fi c he : 50-000 , 84/07 / 05, 8407030085. 


B4070300S9 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation t. Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032, 24X Fi c he : 50-000. 84/07/05, 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E, L. Div'ision of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc, 236pp. 25865:286. 24X Fi c he : 50-000, 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of ‘Jew 

York, Inc. 120pp. 25865:166. 24X Fi c h e : 50-000, 84/07/ 10, 8407060251 , 


8407170192 Ack receipt of 840625 ltr w/fee for 840529 civil penalty. 
Corrective actions responding to notice of violation fy 
proposed civil penalty will be examined during future insps. 
AXElRAD, J. A, Director's Office, Office of Inspection and 
Enforcement. 84/07/11, LINDER, F. W. Dairyland Power Cooperative. 
2pp. 25631:320. 24X F i c he ; 50-409, 84/07/ 11 , 8407 170192, 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. I03pp, 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


8407300140 Ack receipt of 840702 ltr informing NRC of steps taken to 
correct violations 5< emergency preparedness weaknesses noted 
in IE Insp Rept 50-409/8^ -05. Correc t i ve actions will be 
examined during future insp. 

PAPERIELLO, C. J, Region 3, Office of Director, 84/07/25. 

LINDER, F. W. Dairyland Power Cooperative. Ip, 25806:328. 24X 

Fiche: 50-409, 84/07/25, 8407300140. 


— 8407300168 Responds to NRC 840531 ltr re violations noted in IE Insp 
Rept 50-409/84-05. Corrective ac t i ons : Emer g enc y Plan 
Procedure EPP~11, "Radi o 1 og i cal Medical Emer gene i es. F irs t 
Aid fy Initial Medical Assistance, " revised on 840521, 

LINDER, F. Dairyland Power Cooperative. 84/07/02. P APER lELLO, C . J 
Region 3, Office of Director. 6pp. 25806:329. 24X 

Fiche: 50-409, 84/07/25. 8407300140, 


R. Periodic operating reports related correspondence 


8407020465 Monthly operating rept for May 1984, W/S40607 ltr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/05/31, 
7pp. 25216:352. 24X Fic h e ; 50-409, 84/05/31 , 8407020465, 


8407300063 Monthly operating rept for June 1984. W/840706 ltr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/06/30, 
7pp. 25815:340. 24X Fi c h e : 50-409, 84/06/30, 8407300063. 


S. Reportable occurrences, LERs 4; related correspondence 


8407030101 LER 84-007-00: on 840529, d ur i ng 967. power opera tion, forced 
circulation pump lA flow decreased w/o operator action, 
leading to automatic reactor shutdown, Caused by faulty 
pinion gear. Bushing rep lac ed . W/840627 ltr. 

GOODMAN, L. S. , LINGER, F. Dairyland Power Cooperative. 84/06/27, 
4pp. 25269:159. 24X F i c h e : 50-409, 84/06/27, 840703010 1 . 


8407120201 LER 84—003—00: on 840609, during testing, emergency svc water 
supply sys pump suction hose 2 4 spare hose leaked. Caused by 
aging of gasketing matl. Hose shank coupling gasket replaced 
in both hoses, W/840705 ltr. 

GOODMAN, L, S. , LINDER, F. Dairyland Power Cooperative, 84/07/05. 

3pp. 25550:100. 24X Fi c h e: 50-409, 84/07/05, 84071 2020 1 . 
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8407190392 LER 84-009— 00; on 840611fdoor between machine shop 
electrical penetration room blocked open to allow 
ventilation w/o hourly fire watch patro 1. Caused by 
personnel error. Air conditioner instal led. W/840710 Itr. 

COQDKANi L. S. ( LINDER/ F. Dairy land Power Cooperative. 84/07/10. 
3pp. 256S4;25S. 24X F i c h e : 50-409/ 84/07/ 1 0, 8407 190392. 


8407200192 PNO-1 1 1-84-055; on 840714 15/ seal injection flow to CRD 

seals partially lost/ increasing seal temp from 370 F to 
between 450 %/. 490 F control rod 13 would not fully 
withdraw past 44-inch mar k / r espec t i ve 1 y , 

BOYD/ D. / NORELIUS/C. Region 3/ Office of Director, 84/07/16. Ip. 
25693:078. 24X Fiche; 50-409. 84/07/16/ 8407200192. 


8407200024 PNQ-1 1 1-84-056; on 840716. when lightning struck in station 
switchyard causing loss of offsite power, diesel generator IB 
did not close onto emergency bus. Caused by faulty output 
breaker, Generator placed in manual. 

BOYD. D. , SHAFER. W, Region 3, Office of Director. 84/07/17. Ip. 
25693:155, 24X Fi che: 50-409. 84/07/ 17, 840 7200024. 


B407200073 Confirmatory action Itr re listed actions to be taken prior 
to commencing reactor startup after failure of Control Rods 
13 h 29 on 840714 Zi 1 5, r e s p e c t ive 1 y . C oncurr enc e requested. 

KEPPLER.J. G. Region 3, Office of Director. 84/07/17. LINDER. F.W. 
Dairyland Power Cooperative. 2pp. 25692:296. 24X 

Fiche: 50-409. 84/07/17. 8407200073, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8.. holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I icants. Svc list 
end. 

EISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018, 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407060086 Lists practices used in implementing provisions of 
NUREG-1021, "Operator Licensing Examiner Stds," re 
administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director. 84/07/02, LINDER. F. W. 
Dairyland Power Cooperative. 2pp. 25427:100. 24X 

Fiche: 50-409, 84/07/02. 8407060084. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es , app 1 i cants 
for QLs/ NSSS vendors, reac tor vendors Z>. aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications 4. exams. Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326, 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-410 NINE MILF POINT NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents correspondence 


8407020582 Advises that extension of proposed instrument tubing it 
supports program from 1/2 to 1-inch tubing unacceptable. 

Table 3. 9A-15 of FSAR should be revised to indicate max 1/2- 
inch tubing 

SCHHEKiCER. A. Licensing Branch 2. 84/06/26. HOOTEN, B. G. Niagara 

Mohawk Power Corp. 2pp. 25229:108. 24X Fiche; 50-410. 84/06/26, 

B407020582. 


B407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve Z. maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of Neu York. Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


9407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses ?< amends. Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/07/06, Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407130180 Forwards S^fW rept "Control of Heavy Loads at Nine Mile Point 
Unit 2* " in response to NRC Question 410. 28. 

MANGA^4. C.V. Niagara Mohawk Power Corp, 84/07/10. SCHWENCER, A. 
Licensing Branch 2. Ip. 25567:203. 24X Fi che: 50-410, 84/07/10, 

8407130180. 


— 8407130187 "Control of Heavy Loads at Nine Mile Point Unit 2. *’ 
■» Stone Webster, Inc. 84/07/10. 50pp. 25567:204. 24X 

Fiche: 50-410, 84/07/10, 8407130180. 


8407170140 Summarizes 840515 meeting w/NOAA %\ util re clarification of 
use of hydrometeorology Repts 51 52 as design basis for 

PHP. 

EISENHUT. D. 0. Division of Licensing. 84/07/10. MANGAN, C.V. 

Niagara Mohawk Power Carp, 2pp. 25632:334. 24X 

Fiche: 50-410, 84/07/10, 8^07170140. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware d ef i c ienc i es, mi smanag ement Z>. safety 
problems in nuclear industry . Enc 1 identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office of 
Policy Evaluations. 8pp, 25779:205. 24X Fiche: 50-000. 34/07/10, 

8407250094, 


— 84072.50113 Forwards Commissioner Bernthal request for review respons 
to S Stecklow 840624 article in Philadelphia Enqu irer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G, Office of Policy Evaluations. 84/06/28. REHM, T. 
Office of the Executive Director for Operations. ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 0407250094. 


-8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def i c i enc i es. mi smanag ement 8,. safety 
prob lems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J, Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000 . 84/07/10, 

8407250094. 


8407230426 Forwards certificate of certification of pollution control 
f ac i 1 i t i es , p er 840529 request. Fac i 1 ities satisfy 
requirements for furtherance of purpose of abating or 
controlling pollutant or contaminant to water or atmosphere. 

DE^4T□^4, H. R. Office of Nuclear Reactor Regulation, Director, 
84/07/13, HOOTEN, B. Niagara Mohawk Power Corp. 24pp. 25726:168. 

24X Fiche; 50-410, 84/07/13, 8407230426. 


8407260330 Forwards draft changes to FSAR, per NRC 840628 &c 29 reviews 
re power sys open items, Info will be incorporated into 
future FSAR amend, W/f ive oversize drawings. Aperture cards 
available in POR. 

MAN0Ah4. C. V. Niagara Mohawk Power Corp, 84/07/23, SCHWENCER, A. 
Licensing Branch 2. 235pp, 25774:097. 24X Fiche: 50-410, 84/07/23, 

8407260350. 


E. NRC Safety Evaluation Report (SER>, suppls Z. correspondence 


8407020145 Notification of 840705-06 meetings w/util in Bethesda.MD to 
discuss open items in draft SER. 

HAUGHEY, K.F. Licensing Branch 2, S4/06/25. SCHWENCER, A. Licensing 

Branch 2. 4pp. 25276; O'tO. 24X Fiche: 50-410, 84/06/25, 8407020145. 


8407130481 Summary of 840605-07 meetings w/utils, SW St GE in 
Cherry Hill.NJ re Mechanical Engineering Branch review of 
SER open Z. confirmatory items. 

HAUGHEY, M.F, Licensing Branch 2. 84/07/05. Licensing Branch 2. 

6pp. 25579:357. 24X Fic h e : 50-410, 84/07/05, 8407130481 . 


8407120203 Forwards info to close out open issues of NRC structural 
audit. Info also closes SER Open Items 27,30 St 31. SER Item 34 
re load verification should be changed to confirmatory. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/07/06. SCHWENCER, A. 
Licensing Branch 2. 23pp. 25550:077. 24X Fiche: 50-410, 84/07/06, 

8407120203. 


8407160011 Notification of 840711-12 meetings w/util in Bethesda.MD to 
discuss open items in draft SER. 

HAUGHEY, M.F. Licensing Branch 2. 84/07/06. SCHWENCER. A. Licensing 

Branch 2. 4pp. 25624:291. 24X Fiche: 50-410, 84/07/06. 8407160011. 


F, Security, medical, emergency 8t fire protection plans 


8407030270 Forwards "Emergency Operating Procedures Writers Guide." 
"Procedures Generation Package" S; draft "Emergency 
Procedure Guidelines," in response to FSAR commitment 
per NRC Question 640.41. 

LEMPGE8, T. E. Niagara Mohawk Power Corp. 84/06/29. SCHWENCER. A. 
Licensing Branch 2. Ip. 25271:254. Q4X Fiche: 50-410. 84/06/29, 
8407030270. 


— 8407030277 "Emergency Operating Procedures Writers Guide." 

•* Niagara Mohawk Power Corp. 84/05/31. 26pp. 25271:255. 24X 

Fiche; 50-410, 84/06/29. 8407030270. 


— 8407030283 "Procedures Generation Package. " 

♦ Niagara Mohawk Power Corp. 84/05/31. 31pp. 25271:281. 24X 

Fiche; 50-410, 34/06/29, 8407030270. 


— 8407030292 Draft "Emergency Procedure Guidelines. " 

•* Niagara Mohawk Power Corp. 84/05/31. 63pp. 25271:312. 24X 

Fiche : 50-410, 84/06/2f . 8407030270. 
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8407050197 Forwards "Program Plan Rept< Detai led Control Room Design 
Review. " per Suppl 1 to NUREG-0737 (Generic Ltr P2-33> it 
830414 commitment. Review rescheduled to Feb 1985 for listed 
reasons. Concurrence requested by 840730. 

LEHPGES. T,E. Nia .ara Mohawk Power Corp. 84/06/29. SCHWENCER. A. 
Licensing Branch . . 2pp. 25284:262 , 24X Fiche; 50-410. 84/06/29, 

8407050197. 


— 8407050199 “Program Plan Rept Beta i 1 ed, Contro 1 Room Design Revieui. " 
Stone S'. Webster Engineering Carp. 84/06/30. 86pp. 25284:264. 

"24X Fiche: 50-410, 84/06/29, 8407050197. 


H. General correspondence 


8407230038 Requests removal from mailing list re facility. 

BONO.G. D. Transportation, Dept, of, 84/07/05. HAUGHEY. M. NRC - No 
Detailed Affiliation Given. Ip. 25706:009. 24X 

Fiche: 50-410, 84/07/05, 8407230038. 


I. Financial information 


8407100481 Forwards, for written cone urr ence, cert if icate of pollution 
control facilities td meet Internal Revenue Sve 
requirements for tax exenpt bond financing. 

LEMPGES, T, E. Niagara Mohawk Power Corp. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 23pp. 25459:073. 

24X Fiche; 50-410, 84/07/03, 8407100481. 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8407230184 Forwards Affidavit of Sve of Amend 12 to FSAR. 

MANOAN, C.V. Niagara Mohawk Power Carp. 84/07/12. EISENHUT. D. G. 
Division of Licensing. Ip. 25710:011. 24X Fiche: 50-410, 84/07/12. 

8407230184. 


Q. Inspection reports, IE Bulletins -V. correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Ite,m 4 re app 1 icab i 1 i ty of fraudulent 
products received from Ray Miller, Inc at fac i 1 ities. Response 
requested within 60 days. 

EBNETER, S. D, Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. I9pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18, 8407050035. 


8407100308 Forwards IE Insp Rept 50“410/a4“07 on 840514-18. No 
violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/18. 

HQQTEN, B, G, Niagara Mohawk Power Corp. 2pp. 25518:271. 24X 

Fiche: 50-410, 84/06/18, 8407100308. 


--8407100317 IE Insp Rept 50-410/84-07 on 840514-18, No violations noted. 
Major areas inspected : programs for installation t: insp 
of pipe supports, so le: ted small &: large bore pipe supports 
It qualifications of personnel preparing control drawings. 

NARROW, L. Region 1, Office of Director. DURR, J. P. Division of 
Engineering & Technical Programs. 84/06/07. 5pp. 25518:273. 24X 

Fiche: 50-410, 84/06/18, 8407100308. 


8406250214 IE Info Notice 84-51, “Independent Verification." Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 15<?pp. 25535:160. 24X Fi che : 50-000, 84/06/26, 8406250214. 


8407020062 Ack receipt of 840504 ltr it payment of $180,000 for 840320 
civil penalties. Corrective actions under review. 

AXELRAD, J, Director's Office, Office of Inspection and Enforcement. 
84/06/26, DQNLON, W. Niagara Mohawk Power Corp. 2pp. 25225:361. 
24X Fiche: 50-220, 84/06/26, 8407020062. 


— 8407240062 IE Insp Rept 50-410/84-06 on 840409-051 1 . Noncomp 1 iance 
notediQC insp acceptance of nonconforming items, fai lure to 
maintain adequate insp status records i>. inadequate 
corrective action to rectify deficient housekeeping. 

GRAMM, R. A. , BATEMAN, W. H. Region 1, Office of Director. 84/06/15, 
13pp 25730:321. 24X Fi c h e : 50-4 1 0, 84/06/29, 8407240054. 


8407030035 IE Info Noti'ce 84-53, “Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post S30103). 84/07/05, Consolidated Edison Co, of New 

York, Inc. I19pp. 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design." Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post S30103). 84/07/05. Consolidated Edison Co. of New 

York, Inc 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089, 

8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness i>. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407170077 Notification of Significant Licensee Meeting 84-63 on 
840716 w/util in Scriba.NY to discuss response to 
Enforcement Action 83-137. 

COLLINS. S. J. Division of Project it Resident Programs, 84/07/09. 
Division of Project Resident Programs. Ip. 25634:353. 24X 

Fiche: 50-410, 84/07/09, 8407170077. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Sve list encl, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407260232 Informs that response to IE Bulletin 84-02 will be submitted 
by 841231 rather than 840716, per 840706 telcon. 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/07/13. STAROSTECKI . R. 
Region 1, Office of Director. Ip. 25777:299. 24X 

Fiche: 50-410, 84/07/13, 8407260282. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 109pp. 26057:245. 24X Fiche: 50-000. 84/07/25, 8407230079. 


S. Reportable occurrences, LERs i>. related correspondence 


8407030298 Final deficiency rept re Agastat relay bases, Listed 
corrective actions will be completed by 8407X3 rather than 
840601 as previously committed, per 840529 telcon, 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/06/05. STAROSTECKI , R. 
Division of Project it Resident Programs. Ip. 25271:118. 24X 

Fiche: 50-410, 84/06/05, 8407030298. 


8407020234 Final deficiency rept re mechanical snubbers supplied by 
Pacific Scientific Co Initially reported on 831 1 17. Vendor 
will replace snubbers if springs contain microcracks. 

Condition not reportable under 10CFR50. 55 ( e ) . 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/06/15, STAROSTECKI, R, 
Division of Project Resident Programs, 2pp. 25217:339. 24X 

Fiche: 50-410, 84/06/15, 8407020234. 


8407020402 Final deficiency rept re unqualified matl used to fabricate 
ITT Grinnell feedwater piping spools. Initially reported on 
840201. Invest! gation indicated spool piece did not meet 
ASME III requirements It. will be replaced by 840914. 

MANGAN. C.V. Niagara Mohawk Power Corp. 84/06/15. STAROSTECKI, R. 
Division of Project it Resident Programs, 2pp. 25214:338. 24X 

Fiche: 50-410, 84/06/15, 8407020402. 


8407020413 Interim deficiency rept re Conax Corp electrical penetration 
assemb 1 i es. Ini tlally reported on 840516. Invest igat ion 
incomp lete, Final rept will be submitted by 840015. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/06/15, STAROSTECKI, R, 
Division of Project it Resident Programs. 2pp. 25217:265, 24X 

Fiche: 50-410, 84/06/15, 8407020413. 


8407030368 Interim deficiency rept re WJ Woolley Co QA documentation. 
Extension granted via 040616 telcon w/T Loomis 8< S Collins. 

Final rept will be submitted on 841031. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/21. STAROSTECKI, R. 
Division of Protect it. Resident Proorams lo 2S27S> 
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8407030434 Final deficiency rept re Rosemount 510 DU racks not attached 
to rear unistrut sup p or ts . In i t ia 1 1 y reported on 840402. Racks 
uill be attached to supports by 840831. Item not reportable 
per 10CFR50. 55(e). 

LEHFGES.T.E. Niagara Mohauk Power Corp. 84/06/21. STAROSTECKI, R. 
Division of Project 8< Resident Programs. 2pp. 25239:062. 24X 

Fiche; 50-410< 84/06/21. 8407030434. 


8407030331 Interim deficiency rept re undersized structural steel shop 
uel ds. Extension granted via B40621 telcon u/T Loomis 
S Collins. Final rept will be submitted by 840921. 

LEHP<5ES, T. E. Niagara Mohawk Power Corp. 84/06/25. STAROSTECKI. R. 
Division of Project S; Resident Programs. Ip. 25272:097. 24X 

Fiche: 50--410. 84/06/25. 8407030331. 


8407190410 Final Deficiency Rept 84-18 re HPCS diesel generator control 
panel uir ing. Init ia 11 y reported on 840601 , Caused by improper 
crimping/damage to termination lug connector. Improperly 
crimped wires will be corrected by 840930. 

LEMPGES.T, E. rjiagara Mohawk Power Corp. 84/06/29, STAROSTECKI# R. 
Division of Project Resident Programs. 2pp. 25684:294. 24X 

Fiche: 50-410. 84/06/29. 8407190410. 


8407230326 Final deficiency rept re Anchor Darling valves in HPCS sys. 
Initially reported on 840127. Corrective action consists of 
staking ant irotat iona 1 screws. Act ion completion expected by 
841231. Also reported per Part 21. 

LEMPGES. T. E. Niagara Mohawk Power Corp. 84/06/29. STAROSTECKI. R. 
Division of Project Resident Programs. 2pp. 25710:303. 24X 

Fiche: 50-410. 84/06/29. 8407230326. 


8407190369 Interim Deficiency Rept 84-20 re silicon controlled 
rectifiers in ITE Broun-Boveri trip d evices. Initially 
reported on S4060S. Investigation continuing. Final rept will 
be submitted by 841231. 

LEMPGES. T. E, Niagara Mohawk Power Corp. 84/07/06. STAROSTECKI. R. 
Region 1. Office of Director, 2pp. 25685:174. 24X 

Fiche: 50-410. 84/07/06. 8407190369. 


8407190394 Interim Deficiency Rept 84-22 re Velan Valve Corp failure to 
document test coupon heat treatment duration temp for 
feedwater va 1 ves. I ni t ia 1 1 y reported on 840613. Investigation 
continuing. Next rept expected by 841126. 

LEMPGES. T.E. Niagara Mohawk Power Corp. 84/07/06. STAROSTECKI. R. 
Region 1. Office of Director. 2pp. 25684:269. 24X 

Fiche: 50-410. 84/07/06. 8407190394. 


S407190406 Final Deficiency Rept 84-19 re insulation damage in certain 
reels of Rockbestos multi-conductor cable. Initially reported 
on 840608. Reels returned to vendor. Also reported per 
Part 21. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/07/06. STAROSTECKI. R. 
Region 1. Office of Director. 2pp. 25684:292. 24X 

Fiche: 50-410, 84/07/06. 8407190406. 


8407270378 Interim Deficiency Rept 5S(s)-84-23 re Gulf ^ Western MSIV 
natl test repts not documenting test coupon heat treatment 
duration St temp . In i t ia 1 1 y reported on 840615. Heat treatment 
not performed. Final rept will be issued by 841014. 

MANGAM. C.V, Niagara Mohawk -Power Corp. 84/07/13. STAROSTECKI . R. 
Division of Project Resident Programs. 2pp. 25793:358. •24X 

Fiche: 50-410. 84/07/13, 8407270378, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of Cps re adeq,uacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees. applicants 
for OLs.NSSS vend ors • reac tor vendors t- AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants *for OLs & holders of CPs re proposed staff 
actions to improve S', maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. •36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02. 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Xe amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06. 8407060097.- 


8407230170 Forwards addl revised responses to Power Sys Branch 
q.uestions, including response to Question 311.9 re 
probability analysis for relocated Mobil p ipel ine. W/six 
oversize figures. Aperture cards available in PDR. 

WOOLEVER, E. J. Duquesne Light Co. 84/07/16. KNIGHTON, G. W. 
Licensing Branch 3. 83pp. 25704:189. 24X Fiche: 50-412, 84/07/16, 

8407230170. 


8407240471 Forwards proprietary WCAP 10565 & nonpropr iatary WCAP 10564, 
"Technical Bases for Eliminating Large Primary Loop Rupture 
as Structural Design Basis for Beaver Valley Unit 2." 

WCAP 10565 withheld (ref 10CFR2. 790>. 

WOOLEVER, E. U. Duquesne Light Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25713:319. 24X 

Fiche: 50-412, 84/07/16, 8407240471. 


— 8407240474 Requests that WCAP 10565, "Technical Bases for Eliminating 
Large Primary Loop Rupture as Structural Design Basis for 
Beaver Valley Unit 2," be withheld from public disclosure, 
per iOCFR2. 790. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/06/06. DENTON, H.R. 

Office of Nuclear Reactor Regulation. Director, 7pp. 25713:321. 
24X Fiche: 50-412,84/07/16,8407240471. 


— 8407240477 "Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for Beaver Valley Unit 
2 . " 

CHIRIGQS, J, N. . JOHNSON. E. R. . MC INERNEY, J. J. Westinghouse Electric 
Corp. WCAP 10564. 84/05/31. 42pp. 25713:328. 24X 

Fiche: 50-412, 84/07/16. 8407240471. 


B407240036 Forwards responses to issues identified in 840117 techinical 
evaluation rept for Phase I review of control of heavy 
loads. per 840615 meeting. West inghouse will perform 
point-by-point review of special lifting devices. 

WOOLEVER, E, J. Duquesne Light Co. 84/07/17. KNIGHTON, G. W. 

Licensing Branch 3. 4pp. 25723:114. 24X Fiche: 50-412, 84/07/17, 

8407240086. 


8407250293 Notification of 840726 meeting w/util in Bethesda.MD to 
discuss util presentation of ASME Code baseline document. 

LEY. M Licensing Branch 3. 84/07/18. KNIGHTON, G. W. Licensing 

Branch 3. 2pp. 25778:138. 24X Fiche: 50-412. 84/07/18. 8407250293. 


8407310366 Forwards responses to NRC Structural Engineering Section 
Questions 220.13 220. 14, re Structural Design Audit Action 

Item 25. 

WOOLEVER. E. J. Duquesne Light Co. 84/07/26. KNIGHTON. G. W. 
Licensing Branch 3. 13pp. 25830:158, 24X Fiche; 50-412, 84/07/26. 

8407310366. 


E. NRC Safety Evaluation Report <SER>, suppls & correspondence 


8407020295 Forwards response schedule for draft SER outstanding issues 
Identified in Table 1.3. per 840608 request & 840618 
commitment. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/28. KNIGHTON. 0. W. 

Licensing Branch 3. 14pp. 25215:349. 24X Fiche; 50—412. 84/06/28. 

8407020295. 


8407060067 Forwards draft "ASME Code Baseline Document. " in response to 
Mechanical Engineering Branch Question 210,34 & draft SER 
Open Item 42. Requests meeting w/NRC on 840726 to present 
final form of rept, 

WOOLEVER, E. J. Duquesne Light Co. 84/06/29. KNIGHTON, 0. W. 

Licensing Branch 3. 2pp. 25427:006. 24X Fiche: 50-412. 84/06/29. 

8407060067. 


— 8407060068 Draft "ASME Code Baseline Document. " 

Stone & Webster Engineering Corp. 84/06/05, 34pp. 25427:008. 

24X Fiche: 50-412. 84/06/29, 8407060067. 


0407090019 Forwards addl info re 11 SER open items identified during 
Mechanical Engineering Branch 840403-05 audit 8< responses 
or related info to listed questions. 

WOOLEVER. E. J. Duquesne Light Co. 84/07/02. KNIGHTON, G. W. 
Licensing Branch 3. 25pp. 25442:053. 24X Fiche: 50-4 !.2, 84/07/02. 

8407090019. 


8407090104 Forwards responses to 24 of 28 Auxiliary Sys Branch draft 
SER open items. Responses to four remaining items will be 
submitted shortly. 

WOOLEVER, E. J. Duquesne Light Co. 84/07/02. KNIGHTON. G. W. 
Licensing Branch 3. 20pp. 25442:153. 24X Fi che: 50-412. 84/07/02, 

0407090104. 
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8407180047 Notification of 840719 meeting w/util in Bethesda.MD to 
discuss potuer sys (electrical) open items identified in 
draft SER. 

LEY. t1 Licensing Branch 3 84/07/09. KNIGHTON. G, W. Licensing 

Branch 3. 4pp. 25654 354 24X Fi che: 50-412, 64/07/09, 8407180047. 


8407170134 Forwards response to draft SER Outstanding Issues 44,45.47 
a 73 re fuel rod b owi ng , c r u d dep o s i t i on, inad equate core 
cooling instrumentation RCS loop isolation valve 
interlocks, respectively 

WODLEVER.E.J Duquesne Light Co. 84/07/12. KNIGHTON. G. W. 

Licensing Branch 3. 6pp, 25609 152. 24X Fic he: 50-412. 84/07/ 12. 

8407170134. 


8407200254 Summary of 840515 meeting u/util 5.. SS/.W in Bethesda.MD re 
accident evaluation open items previously identified in 
draft SER. 

LEY. M Licensing Branch 3. 84/07/16. Licensing Branch 3. 7pp. 

25697:333. 24X Fiche ; 50-412. 84/07/16, 8407200254. 


8407200257 Summary of 840629 meeting u)/util.S&.W & Westinghouse in 
Bethesda.MD re instrumentation Zr control open items 
previously identified in draft SER. 

LEY, ri. Licensing Branch 3. 84/07/16. Licensing Branch 3. 7pp. 

25697:326. 24X Fich e : 50-412, 84/07/ 1 o, S-;0720C257. 


8407260107 Forwards response to Accident Evaluation Branch draft SER 
Open Item 102 re radiological consequences of small line 
break DBA St associated FSAR revs. 

WQCLEVER. E. J. Duquesne Light Co. 84/07/23. KNIGHTON, G. W. 
Licensing Branch 3. llpp 25777:132. 24X Fich e : 50-412, 84/07/23, 

8407260107. 


K. Utility Final Safety Analysis Report (FSAR) St amends 


8407170117 Forwards Certificate of Svc re distribution of Amend 7 to 
FSAR. per end distribution list. 

WOOLEVER, £. J, Duquesne Light Co. 84/06/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director 3pp. 25618: 124. 24X 

Fiche: 50-412, 84/06/13. 8407170117. 


Q. Inspection reports, IE Bulletins Zt correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received from Ray Miller, Inc at f ac i 1 i t i es. Res ponse 
requested within 60 days. 

EENETER.S D Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18. 9407050035. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S'. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-58, "Inadequate Matl Procurement Controls 
on Part of Licensees S' Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness S? Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche : 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design, " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. *' Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness ic Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Past 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407310115 Informs that no GE Type HFA relays installed or planned for 
installation in saf ety-re lated sys. Actions w/respect to IE 
Bulletin 84-02 comp lete, Addl reviews performed, 

WOOLEVER. E J Cu^uesne Light Co. 34/07/13. MURLEY, T, E. Region 1, 
Office of D-.recto’' Bpp. 25838:001. 24X Fi c h e : 50-412, 84/07/13, 

8407310115. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fiche : 50-000, 84/07/25, 8407230079. 


S Reportable occurrences, LERs &■. related correspondence 


8407190401 Interim Rept 2 to Significant Deficiency Rept 84-03 re GE 
Type HEA lockout relays w/tendency to misoperate under 
certain conditions. Initially reported on 840127. Relays 
failing test returned. Add 1 rept anticipated by 841031. 

WOOLEVER, E. J. Duquesne Light Co. 84/06/29. MURLEY, T. E, Region I, 
Office of Director. 4pp, 25684:277. 24X Fiche: 50-412. 84/06/29, 

8407190401. 


8407190416 Final Significant Deficiency Rept 84-05 re misapplication of 
solenoid operated valves in safety-related app 1 icat ions . 

Initially reported on 840314. Caused by valves sensitive to 
change in pressure d i fferent ia 1. Twenty-two valves replaced. 

WOOLEVER, E. J. Duquesne Light Co, 84/06/29. MURLEY, T. E. Region I, 
Office of Director. 4pp, 25684:296. 24X Fi c h e: 50-412, 84/06/29. 

8407190416. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 ican ts. Svc list 
end. 

EISENHUT, D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp, 25535:018. 24X 

Fiche: 50-000,84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ensees. ap p 1 icants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 8<I/07/03, 8407030097. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents correspondence 


8407030294 Forwards nonpropr ietary ti proprietary "Technical Basis for 
Eliminating RHR Line Rupture as Structural Design Basis for 
Catawba Units I Zt 2 Z^. McGuire Units 1 2, " per request for 

exemption from GDC 4. 

TUCKER. H.B. Duke Power Co. 84/06/27. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 9pp. 25233:269. 24X Fi c h e: 50-000. 84/06/27, 8407030294. 


--8407030297 Requests withholding proprietary matl, per 10CFR2, 790, 
Affidavit CAUI-83-80 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/06/13. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director, 6pp. 25233:278. 
24X Fiche; 50-413, 84/06/27, 8407030294. 


— 8407030300 Nonpropr ietary "Technical Basis For Eliminating RHR Line 
Rupture As Structural Design Basis For Catawba Units 1 8< 2 <k 
McGuire Units I Z/t 2. " 

SWAMY.S.A., SCHMERTZ, J. C. , YANG. C. Y. Westinghouse Electric Corp. 
WCAP 10576. 84/06/30. 94pp. 25233:284. 24X 

Fiche; 50-000. 84/06/27. 8407030294. 


8407030353 Forwards response to 840618 addl info request re compliance 
u/GDC 51, "Fracture Prevention of Containment Pressure 
Boundary. " 

TUCKER, H. B. Duke Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 62app. 25232:001. 24X Fiche; 50-413. 84/06/28, 8407030353. 


8407030422 Suppls 840626 request for partial exemption from GDC 17 re 
fuel load Z/. precritical testing activities, per 10CFR50. 12. 

TUCKER. H.B. Duke Power Co. 84/06/28. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. C. Licensing Branch 
4. 6pp. 25239:160. 24X Fi ch e: 50-413, 84/06/28. 8407030422.“ 
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8407060087 Responds to 840618 rec|.uest for addl info re Item HI.D. 1. 1 & 
proposed use of methyl cellulose bags in ice cond enser. I tem 
uill be revised in future FSAR amend to include refueling 
water sys ice loading u/o use of bags, 

TUCKER. H, B. Duke Poicer Co. 84/06/28. DENTON, H, R. Office of 

riuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 

4. 2pp. 25427:102. 24X F i c h e: 50-41 3, 84 /06/28, 8407060087, 


8407020065 Board Notification 84-123; forwards info re Westinghouse 
reactor coolant pump (RCP) s ea Is. El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp Z-. leakage flow rate in pumps w/o seal cooling. 
EISENHUT, D. 0. Division of Licensing. 84/06/29. PALLADINO 
Commissioners, 7pp. 25-165:299. 24X Fiche: 50-000, 84/06/29, 

8407020065. 


8407030348 Forwards marked-up proposed changes to draft Tech Specs. 
Changes clarify certain statements Z. correct errors. 

TUCKER, H.B. Duke Power Co. 8<1/06/29. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 

4. 9pp. 25239:033. 24X F i c h e : 50-4 13, 84/06/29, 8407030348. 


8407020206 Generic Ltr 84-15 to all licensees of op>erating reactors, 
applicants for OLs St holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche-: 50-000,84/07/02, 8407020206. 


8407030060 Board Notification 84-126; d i sc uss.es equipment qua 1 i f icat ion 
of equipment located in d og h ouses. Li sts applicant reasons 
uhy consequences of main steam line break less severe than 
analyzed in FSAR Section 15. 15. Reviews underway. 

NOVAK, T. M. Assistant Director for Licensing. 84/07/02. KELLEY, J. P, 
PURDOM, P. , FOSTER, R. Atomic Safety and Licensing Board Panel. 4pp. 
25465:308. 24X Fiche : 50-413, 84/07/02, 8407030060. 


8407060072 Certifies that Unit 1 draft Tech Specs revised & accurately 
reflect as-built plant ?< FSAR. No conflicts between draft 
Tech Specs Z. NRC SER analyses identified. 

TUCKER, H. B. Duke Power Co. 84/07/03. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4, 5pp. 25427:001. 24X Fi c h e: 50-413. 84/07/03, 8407060072. 


8407060076 Forwards addl revs to FSAR resulting from NRC review of 
Rev 11 to FSAR filed on 840627. Steps will be put in filter 
testing procedures to run sys w/preheaters energized at 
least 10 h following test to drive off excess refrigerant. 

TUCKER, H. B. Duke Power Co. 84/07/03. DENTON- H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 15pp. 25429:138. 24X Fiche : 50-413, 84/07/03. 8407060076, 


8407090128 Forwards results of containment atmosphere hydrogen level 
transmitter penetration leak rate test Z>. effect on 
integrated leak rate test. 

TUCKER, H. B. Duke Power Co. 84/07/05. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 

4. 2pp. 25442:361. 24X Fi che; 50-413, 84/07/05. 8407090128. 


8407110262 Submits addl change to be included in Rev 12 to FSAR, per 
840703 ltr, re detection method for unidentified leakage 
inside c onta inment. Revi sed FSAR pages end. 

TUCKER, H. 0, Duke Power Co. 84/07/05, DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 25527:231. 24X Fi c h e: 50-413, 84/07/05, 84071 10262. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co, of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407100327 Informs that response confirming results of telcon re GDC 
51 uill be provided by 8^10713. Justification clarification 
for compliance u/criteria acceptable. 

TUCKER. H.B. Duke Power Co, 84/07/06. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25465:345. 24X Fiche: 50-413, 84/07/06, 8407100327. 


8407110284 Forwards rev to Table 1.9-1 re TMI Item II.K. 3. 17, “Rept 
on Outages of ECCS" Z. proposed Tech Spec changes. Util will 
develop & implement plan to compilate ECCS. 

TUCKER, H.B. Duke Power Co. Sd/O7/06. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25522:359. 24X Fi che; 50-413, 84/07/06, 84071 102B4. 


8407110412 Requests partial exemption from requirement of lOCFRSO.App A 
GDC 3 re fuel load Zi precritical testing activities. 

TUCKER, H. B. Duke Power Co. 84/07/06 DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25523:141, 24X 

Fiche: 50-413, 84/07/06, 8407110412. 


8407240336 Forwards Director's Decision DD-84-16 under 10CFR2. 206, per 
830914 petition on behalf of Palmetto All iance, requesting 
NRC initiate independent reviews of const design & mgt of 
p lant. Request denied. FR notice of issuance also encl. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/06, GARDE, B.P. Government Accountability 
Project. 2pp. 25752:001. 24X F i c he : 50-413. 84/07/06, 8407240336. 


— 8407240343 Director's Decision DD-84-16 re BP Garde 830914, request on 
behalf of Palmetto Alliance. to initiate independent reviews 
of const design & mgt of p lant. Request denied . Program 
adequate to ensure acceptable design Z. const of facility. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/0.6, Duke Power Co, 87pp. 25752:003. 24X 

Fiche: 50-413, 04/07/06, 8407240336. 


— 8407240349 Notice of issuance of Director's Decision DD-84-16 under 
10CFR2. 206 re 840914 petition by Govt Accountability Project 
on behalf of Palmetto Alliance requesting NRC require mgt 
audit of util. Request denied. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/06. Ip. 25752:090 . 24X Fiche : 50-4 13, 
84/07/06, 8407240336. 


8407120234 Rev 3 to "Offsite Dose Calculation Manual for Duke Power 
Nuclear Station." W/one oversize figure. Aperture card 
available in PDR. W/840709 ltr. 

TUCKER, H.B. Duke Power Co. 84/07/09. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. Licensing Branch 
4. 99pp. 25551:173. 24X F i c he ; 50-413, 84/07/09, 840712023 4. 


8407170189 Forwards info re compliance w/GDC 51, "Fracture Prevention 
of Containment Pressure Boundary," per 840706 commitment. 

TUCKER, H.B. Duke Power Co. 84/07/09. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 145pp. 25608:349, 24X Fi ch e ; 50-413, 84/07/09, 84071701 89. 


8407170161 Rev 1 to "Inservice Testing Program for Pumps &, Valves. " 
W/a40710 ltr. 

TUCKER, H.B. Duke Power Co. 8<l/07/10. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 75pp. 25608:228. 24X 

Fiche: 50-413. 84/07/10, 8407170161. 


8407130300 Advises that Confirmatory Item 12, "Main Steam Line Break, " 
reviewed w/respect to pending request to load fuel & 
perform precritical test ing . Consequenc es less severe than 
FSAR Section 15.1.5 analysis. 

TUCKER, H.B. Duke Power Co. 84/07/11. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 2pp. 25564:212. 24X Fi c h e: 50-413, 84/07/1 1 , 8407130300. 


8407170213 Requests exemption from GDC 64 re fuel load & precritical 
testing activities. Exempt ion would allow process tubing mods 
for containment air particulate, gas S-. iodine monitors to be 
implemented prior to Mode 4 entry. 

TUCKER, H. B. Duke Power Co. 84/07/13. DENTON, H. R. Office of 
Nuclear Reactor Regul,=»tion, Director. 3pp. 25612:280. 24X 

Fiche: 50-413, 84/07/13, 8407170213. 


8407170278 Requests exemption from requirement of lOCFRSO.App A. GDC 4 
54 re fuel load precritical testing activities. 

Considerable margin exists for pressure drop during LOCA. 

OWEN, W. H. Duke Power Co. 84/07/13. DENTON, H. R. Office of Nuclear 
Reactor Regulation. Director. 3pp. 25618:308. 24X 

Fiche: 50-413. 84/07/13, 8407170279. 


8407170295 Submits supplemental arguments re 840711 application for 
exemption from lOCFRSO.App J concerning bellows testing on 
mechanical penetrations, vent ing &« draining of certain 
penetrations during Type A tests Z. containment airlock test. 
aWEr4,W, H. Duke Power Co. 84/07/13. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 4pp. 25618:298. 24X 

Fiche: 50-413, 84/07/13, 8407170295. 


8407170334 Requests partial exemption from GDC 16,38,3 S< 50 concerning 
fuel load & precritical testing activities, based on 840620 
?< 23 requests for exemption from GDC 17 to permit diesel 
generators to be inoperable until initial criticality. 

TUCKER, H.B. Duke Power Co. 84/07/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25613:046. 24X 

Fiche; 50-413, 84/07/13, 8407170334. 


8407170337 Requests exemption from requirement of lOCFRSO.App A, GDC 4 
re fuel load precritical testing activities. Prior to 
initial criticality, no fission product inventory in-core 3k 
moderator temp coefficient b eg inning-of-lif e positive. 

OWEN, W. H, Duke Power Co 84/07/13. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 3pp. 25614:089. 24X 

Fiche: 50-413. 84/07/13, 8407170337. 
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B407170406 Req.uests partial exemption from requirements of lOCFRSOiApp 
A. GDC 41i60 61 re fuel load ?< precritical testing 

activities involving filter sys. Listed filter sys will be 
operable prior to initial criticality, 

TUCKER. H. D. Duke Power Co. 84/07/13. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 25618:087. 24X 

Fiche: 50-413, 84/07/13. 8407170406. 


8407230169 Forwards Rev 2 to "Inservice Testing Program for Pumps & 
Valves, " 

TUCKER, H, B. Duke Power Co. 84/07/13. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. aDENSAM. E.' G. Licensing Branch 
4. 2pp. 25704:349. 24X Fi c he: 50-413, 84/07/ 1 3, 8407230169. 


— 8407230172 Rev 2 to "Inservice Testing Program for Pumps U Valves. *' 
♦ Duke Power Co. 84/07/13. 12pp. 25704:351. 24X 
Fiche: 50-413. 84/07/13, 8407230169. 


8407230149 Requests partial exemption from requirement of 10CFR50, 
App A, GDC 1. permitting diesel generators to be inoperable 
until initial criticality to support fuel load & precritical 
testing. 

TUCKER, H. B. Duke Power Co. 84/07/16. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25705:222. 24X 

Fiche: 50-413, 84/07/16. 8407230149. 


8407230133 Advises that draft Unit 1 Tech Specs accurately reflect 
as-built plant FSAR. 

TUCKER, H. B. Duke Power Co. 84/07/17. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 25705:039. 24X Fiche: 50-413, 34/07/17, 8407230133. 


8407240240 Forwards Rev 3 to "Inservice Testing Progam for Pumps it 
Valves. " 

TUCKER, H. B. Duke Power Co. 84/07/10, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25718:296. 24X Fi ch e; 50-413, 84/07/ 18, S407240240. 


— 8407240244 Rev 3 to "Inservice Testing Program for Pumps it Valves. " 
* Duke Power Co. 84/07/18. 8pp. 25718:297. 24X 

Fiche: 50-413,84/07/18, 8407240240. 


8407250156 Forwards DPC-NF-2010, “Nuclear Physics Methodology for 
Reload Design. " Reload design for core will be completed in 
June 1985, w/Cycl© 3 startup approx Dec 1986. Approval of rept 
requested by Jan 1985. Fee end. 

TUCKER, H. B. Duke Power Co. 84/07/18. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25744:188. 24X Fiche: 50-000, 84/07/18, 8407250156. 


--8407250158 “Nuclear Physics Methodology for Reload Design. " 
FLORES, L.H., JEFFERIES, W. G. , RANDLES, J, H. Duke Power Co. 
DPC-NF-2010. 84/04/30. 23app. 25744:189. 24X 

Fiche: 50-000, 84/07/18, 8407250156. 


8407270055 Forwards response to 840627 request for action under 
10CFR2. 206, on behalf of Palmetto Alliance, to modify. suspend 
or revoke plant CPs. Action unwarranted, based on Director's 
Decision DD-84-16. Notice of receipt of request end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/20. GUILD, R. Affiliation Not Assigned. 3pp. 
25811:273. 24X Fiche: 50-413, 84/07/20, 8407270055. 


— 8407270057 Notice of receipt of 840627 request for action under 
10CFR2. 206, on behalf of Palmetto Alliance, to mod ify , susp end 
or revoke plant CPs. Dir ec toe 's Decision DD-84-16 concluded 
no breakdown in QA program. Action unwarranted, 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/20. 2pp. 25811:276. 24X 

Fiche: 50-413, 84/07/20, 8407270055. 


8407300227 Forwards radial peaking factor limit rept for Cycle l.per 
Tech Spec 6. 9. 1. 9. 

TUCKER. H.B. Duke Power Co. 84/07/23. DENTON, H- R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 25803:175. 24X Fiche: 50-413, 84/07/23, 8407300227. 


E. NRC Safety Evaluation Report (SER), suppls Si correspondence 


8407030357 Advises that pr e cr i t i ca 1 , 1 ow power St power ascension 
procedures reviewed by Westinghouse per NUREG— 0660 Si SER 
Section 13.5.3. Item identified in IE Insp Rept 50-413/84-29. 

TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 25272:280. 24X Fi ch e: 50-413, 84/06/27. 8407030357. 


8407030399 Forwards addl info re cold shutdown analysis Si adequacy of 
standby makeup pump to assist NRC in review of SER, Section 
9. 5.1, Open Issue 14 concerning fire protection program. 

Annotated draft Tech Specs end. 

TUCKER, H. B. Duke Power Co. 84/06/28, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 8pp. 25239:264. 24X Fi ch e: 50-413, 84/06/28, 8407030399. 


8407030336 Advises that fire protection program will be complete & in 
place inside Unit 1 protected area prior to Unit 1 fuel 
load, per SER Section 9. 5. 1 . 2. Exc ep t i ons to requirements 
1 is ted. 

TUCKER, H. B. Duke Power Co. 84/06/29. DENTON, H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 25272:130. 24X Fi ch e: 50-413, 84/06/29, 8407030336. 


8407130504 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS 1 AND 2. Docket Nos. 50-413 And 50-414. 

(Duke Power Company, et al. ) 

* Division of Licensing. NUREG-0954 S02. 84/06/30. 134pp. 

Available at NRC. *5 50. 25578:156. 24X Fiche: 50-413, 84/06/30, 

8407130504. 


8407060014 Advises that while power removed manually from three of four 
RHR suction isolation valves for App R i>. security reasons, 
deviation from branch technical position described in SER, 

Section 5. 4. 4. 1 justified. 

TUCKER, H.B. Duke Power Co. 84/07/03. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25429:295. 24X Fi che: 50-413, 84/07/03, 8407060014. 


8407120043 Forwards SSEK 2 re application for OLs. W/o end. 

NOVAK, T.M. Assistant Director for Licensing. 84/07/03. TUCKER, H. D. 

Duke Power Co. 3pp. 25572:345. 24X Fich e: 50-413, 84/07/03, 

8407120043. 


B407130291 Forwards Rev 13 to Table P-2 of crisis m'gt plan, in response 
to SSER 2, Section 13. 3. 2. 1 <2 ) . Rev lists procedures used by 
dose assessment group. Rev effective 840815. 

TUCKER, H. B. Duke Power Co. 84/07/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 5pp. ■ 25565:071. 24X Fi che: 50-413, 84/07/1 1 , 8407130291 . 


8407170219 Confirms SER Section 3. 5. 1. 3 commitment to submit turbine 
sys It turbine steam valve malnt program within 3 yrs of 
obtaining OL. 

TUCKER, H. B. Duke Power Co. 84/07/13. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25612:283. 24X Fiche: 50-413, 84/07/13, 8407170219. 


8407250087 Board Notification 84-130: provides info re exemption from 
GDC 17 for Unit 1 diesel generators for fuel load 8t 
precritical testing. NRC review discussed in SSER 3. 

EISENHUT, D. G. Division of Licensing. 84/07/24. PALLADINO 
Consolidated Edison Co. of New York, Inc. ROBERTS, ASSELSTINE 
Commissioners. 5pp. 67467:095. 24X Fich e : 50-413, 84/07/24, 

8407250087. 


8407270258 Forwards "Description of Deviations from Generic Emergency 
Response Guidelines (Westinghouse Owners Group ERG-Basxc 
Edition)," per Suppl 1 to NUREO-0737 it Section 13. 5. 3 of 
SER. Rept suppls 840618 Itr. 

TUCKER.H. B. Duke Power Co. 84/07/25. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 2pp. 25789:144. 24X Fi che: 50-413, 84/07/25, 8407270258. 


— 8407270351 “Description of Deviations from Generic Emergency Response 
Guidelines (Westinghouse Owners Group ERG-Basic Edition). '' 

* Duke Power Co. 84/07/31. 20pp. 25789:146. 24X 

Fiche: 50-413, 84/07/25, 0407270258. 


F. Security, medical, emergency it fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5.3.2, "McGuire/Catawba Crisis News 
Oroup" S'. Rev 10 to Procedure 5.3.5, "Design Const Support 
Group Plan. " 

TUCKER. H.B. Duke Power Co. 83/08/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25751:311. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 
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--8407240384 Public version of Rev 3b to Emergency Plan Implementing 
Procedure 5. 3. 2i "McGuire/Catauba Crisis News Group" Rev 
10 to Procedure 5. 3. 5i "Design Const Support Group Plan." 

U/Jfl Felton 840717 release memo. 

♦ Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche: 50-000, 83/08/10, 8407240377. 


8407120100 FOIA request for records re emergency planning for facility. 
AHLER3, D, M. Palmetto Alliance. 84/04/02. Office of 
Administration. Ip, 25557:175, 24X Fiche: 50-413, 84/04/02, 

8407120100, 


8407120104 Responds to FOIA request for records re emergency planning 
for fac i 1 ity. Forwards listed d oc uments . Revi ew of remaining 
documents subj to request continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/30. AHLER, D. M. 
Palmetto Alliance. Ip. 25557:176. 24X Fiche: 50-413, 84/04/30, 

8407120104, 


— 8407120105 Forwards final "Evaluation Rept on Catawba Emergency Plan 
Dtd (Aug 1780), 810331. " 

HICKEY, E. E, Battelle Memorial Institute, Pacific Northwest 
Laboratories. 81/10/26. KEVERN, T. Emergency Preparedness 
Development Branch <Pre 820201). Ip, 25557:177. 24X 

Fiche; 50-413, 84/04/30, 8407120104. 


— 8407120110 "Evaluation Rept on Catawba Emergency Plan Dtd (Aug 1980), 
810331. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 
81/10/26, NRC - No Detailed Affiliation Given. 25pp, 

25357:178. 24X Fiche: 50-413. 84/04/30. 8407120104. 


— 8407120113 Forwards portions of facility emergency preparedness 
appraisal rept completed by CD Corbit.MH Malmros ?< UIH 
Knox. Minor editorial changes made to draft given to NRC 
prior to leaving site List portions of appraisal conducted. 
MARTIN, J. B. , CGRBIT.C D. Battelle Memorial Institute, Pacific 
Northwest Laboratories. 83/12/02. HUFFMAN, G. NRC - No Detailed 
Affiliation Given. 52pp. 25557:203. 24X Fiche : 50-413, 84/04/30. 

8407120104. 


8407090025 Forwards IE Insp Repts 50-413/84-46 50-414/84-22 on 

840424— 27, No violations or deviations noted. 

DANCE, H. C, Division of Project 8 *. Resident Programs. 84/06/01. 
TUCKER, H. B. Duke Power Co, 2pp. 25454:198. 24X 

Fiche: 30-413, 84/06/01. 8407090025. 


—8407090028 IE Insp Repts 50-413/84-46 8 ,. 50-414/84-22 on 840424-27. No 
violations or deviations noted. Major areas ■ inspected : 
licensee action on previous enforcement matters, stand by 
shutdown facility S', standby shutdown sys. 

HUNT, K. D. , MILLER, U. H. . TAYLOR. P. A, Region 2, Office of Director. 
84/05/25. 15pp. 25451:200. 24X Fiche: 50-413, 84/06/01, 8407090025. 


8407160192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5. 3. 6 , "Nuclear Technical Svcs 
Group" 8 « 5.3.16, "Quarterly Inventor y /Commun icat ions 
Equipment Check" & design 8 ,. const support group plan. 

TUCKER, H.B. Duke Power Co. 81/06/13. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 25625:244. 24X Fiche: 30-000, 84/06/13. 

8407160192. 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 3.3.6, "Nuclear Technical Svcs Group" 81 5.3.16, 
"Quarterly Inventory/Communications Equipment Check" 8 < 
design 84 const support group p Ian. W/840709 release memo. 

* Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000, 84/06/13, 8407160192, 


8407190114 Forwards IE Insp Repts 50-413/84-62 8 < 50-414/84-29 on 
840322-25. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/15. TUCKER, H. B. 
Duke Power Co. 2pp. 25687:013. 24X Fiche: 50-413. 84/06/1 5, 

8407190114. 


—8407190120 IE Insp Repts 50-413/84-62 8c 50-414/84-29 on 840522-25. No 
violations or deviations noted. Major areas inspected : fir e 
protection. 

MILLER, W. H. , CONLON.T.E. Region 2, Office of Director. 84/06/11. 
8 pp. 25687:015.' 24X Fi ch e: 50-413, 84/06/15, 84071901 1 4. 


8407180130 Forwards IE Insp Repts 50-413/84-54 8 < 50-414/84-24 on 
840514-18. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/22. TUCKER, H. B. 
Duke Power Co. 2pp. 25667:050. 24X Fic he : 50-413, 84/06/22, 

8407180130. 


— 8407180135 IE Insp Repts 50-413/84-54 & 50-414/84-24 on 840514-18. No 
violations or deviations noted. Major areas inspected; 
evaluation of licensee response Sc corrective actions re 
d efic i enc i es, improvement items 8 ! emergency preparedness. 

KREH, J. L. , CUNNINGHAM, A. , CLINE, W.E. Region 2, Office of Director. 

84/06/20. 13pp. 25667:052. 24X F i ch e : 50-413, 84/06/22, 

8407180130. 


8407190178 Forwards IE Insp Rept 50-413/84-53 on 840514-18. No 
violations or deviations noted . Summary of commitments to 
correct significant findings identified during review also 
end, per 830530 telcon. 

LEWIS, R.C. Region 2, Office of Director. 84/06/25. TUCKER, H. B. 
Duke Power Co. 4pp. 25685:306. 24X Fiche; 50-413, 84/06/25, 

8407190178. 


—8407190188 IE Insp Rept 50-413/84-53 on 840514-18. No violations or 
deviations noted. Major areas inspected: emergency , abnorma 1 , 
op erat ion, ma int, ins trument 8 performance procedure review 8 
implementation of independent verification. 

KRUG, H. , GIBSON, A. F. Region 2, Office of Director. 84/06/21. 
19pp. 25685:310, 24X Fic he; 50-413, 84/06/25, 8407190178. 


8407020485 Forwards supplemental responses to NRC 840523 questions 
re vital areas/equipment identification contained in 
security plan. Info withheld (ref 10CFR73.21>. 

TUCKER, H. B. Duke Power Co. 84/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25217:220. 24X 

Fiche: 50-413, 84/06/28, 8407020485. 


8407030399 Forwards addl info re cold shutdown analysis 8 adequacy of 
standby makeup pump to assist NRC in review of SER, Section 
9. 5.1, Open Issue 14 concerning fire protection program. 

Annotated draft Tech Specs end. 

TUCKER, H. B, Duke Power Co. 84/06/28. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4. 8 pp. 25239:264. 24X Fiche: 50-413, 84/06/28, 8407030399. 


8407030336 Advises that fire protection program will be complete 8 in 
place inside Unit 1 protected area prior to Unit 1 fuel 
load, per SER Section 9. 5. 1. 2. Exceptions to requirements 
listed. 

TUCKER. H.B. Duke Power Co. 84/06/29. DENTON, H.R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 25272:130. 24X Fiche: 50-413, 84/06/29, 8407030336. 


8407060014 Advises that while power removed manually from three of four 
RHR suction isolation v'alves for App R 8 security reasons, 
deviation from branch technical position described in SER, 

Section 5. 4. 4. 1 justified. 

TUCKER, H. B. Duke Power Co. 84/07/03. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25429:295, 24X Fiche: 50-413, 84/07/03, 8407060014. 


8407110181 Forwards addl pages to Rev 5 to security plan. Addl pages 
withheld (ref 10CFR73. 21). 

TUCKER. H. B. Duke Power Co. 84/07/03. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25522:001. 24X 

Fiche: 30-413, 84/07/03, 8407110181. 


8407130291 Forwards Rev 13 to Table P-2 of crisis mgt plan, in response 
to S 8 ER 2, Section 13.3.2. 1 ( 2 ). Rev lists procedures used by 
dose assessment group. Rev effective 840815. 

TUCKER. H.B. Duke Power Co, 84/07/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 5pp. 25565:071. 24X Fiche: 50-413, 84/07/11, 8407130291, 


8407300481 Forwards SALP Repts 50-413/84-59 8 50-414/84-28 for 
May 1983 - Feb 1984, 

O'REILLY. U. P. Region 2, Office of Director. 84/07/12. TUCKER, H.B. 
Duke Power Co, 3pp. 23814:312. 24X Fiche : 50-413, 84/07/12. 

8407300481. 


— 8407300485 SALP Repts 50-413/84-59 8 50-414/84-28 for May 1983 - 
Feb 1984. Category 2 assigned in areas of preoperational 
testing 8 emergency preparedness. 

* Region 2, Office of Director. 84/06/01. 26pp. 25814:317, 24X 

Fiche; 50-413, 84/07/12, 8407300481, 


8407170564 Responds to 840328.0412,24,0504 8 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717, 

PALLADINO, N. U. Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep., Interior 8 Insular Affairs. 5pp. 25864:145. 24X 

Fiche: 50-000, 04/07/13, 8407170564. 


“-8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes 8 related info 
end. 

PRESTEMQN, D. L. Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 8 pp, 
25864:188. 24X Fiche: 50-000, 84/07/13, 8407170564. 
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8407220174- Fcrii'ards 18 Safeguards Insp Rept 50-413/84-74 on 840625-29. 
Uo viclaticns or deviations noted. 

DANCE. H C Region 2. Office of Director 84/07/18. TUCKER. H. B. 
Duke Fewer Cc 2pp. 25704,346 24X Fich e : 50-4 13, 84/07/ 1 B. 

8407230174 


— S407220175 IE Safeguards Insp Rept 50-413/84-74 on S40625— 29. No 
vialaticns cr deviations noted Major areas inspected: 
security plan ir.p le.nent mg procedures organization. 

Details wittheid (ref 1 0CFR2. 790 ( d i ?,■ iCCFR73. 21). 

M20RE, D E. . TDBIN. W.J. . MCGuI.RE, D. R. Region 2, Office of Director. 
64/07/12. Ip, 25704:348 24X Fic he. 50-412, 84/07/18. 8407230174, 


8407130250 Informs of designation of JL Riley to assist in litigation 
of diesel generator issues, per ASLB 840622 directive fy. 

contention. 


R Anderson as source of expert assistance on 
GUILD, R Guild. R. GUILD, R. Palmetto Alliance. DbB 230 
84/07/06. KELLEY. J.L,. PURDOM. P. W, , FOSTER 
Licensing Board Panel. 2pp. 25567:145 
8407130750. 


F. Atomic Safety and 
24X Fiche: 50-413. 84/07/06, 


3407100602 Proposed findings of fact in form of supplemental partial 
initial decision. Certificate of Sve end. 

liCCARRY, J M. Duke Po‘4)er Co, MCGARRY, J. M. Bishop, Liberman. Cook. 
Purcell S-, Reynolds. DSB 126. 84/07/09. 369pp. 25515:001, 24X 

Fiche: 50-413, 84/07/09, 8407100602. 


8407270083 Revised emergency plan implementing procedures, inc lud ing 
RP/0/B/5CC0/ 13 re NRC notification r eq_u ir eraents 
HP/O/B/1 009/12 re quantifying gaseous release through steam 
relief valves under pas t-ac c i d en t cond i ti ons . W/840723 Itr. 

TUCKER. H,B. Duke Power Co. 84/07/23, 74pp. 25789:296. 24X 

Fiche: 50-413. B4/07/23, 84C727C0S3. 


8407270253 Forwards “Description of Deviations from Generic Emergency 
Response Guidelines ( West ing h ouse Cuners Group ERG-Basic 
Edition)," per Suppl 1 to NUREG-0737 h. Section 13.5.3 of 
SER. Rest suppis 340618 Itr. 

TUCKER. H,E Duke Power Co, S4/D7/25, DENTON, H, R. Office of 

Nuclear Reactor ,eegula:icn. Director. ADENSAM, E. G. Licensing Branch 
4, 2pp. 25789: :4'-:. 2-x Fiche. 50-413. 84/07/25. 8407270258. 


— 8407270351 “Description of Deviations from Generic Emergency Response 
Guidelines (Westinghouse Cuners Group ERG-Basic Edition)." 

* Duke Power Co, 84/07/31. BOpp. 25789:146. 24X 

Fiche: 50-413, 84/07/25, 8407270258. 


G. Adjudicatory corresp or.d enc e 


8406200372 Forwards applicant Exhibits EP-22. EP-23 EP-24. Three 

oversize maps enc 1. Aperture cards are available in FDR. 
SHEARIN.R.V, Duke Power Co DSB 75S. 84/06/14. MARGULIES, M. E. . 
LAZO. R. M. , HOOPER. F.F. Atomic Safety and Licensing Board Panel. 
5pp. 25G50.347. 24X Fiche : 50-412, 84/06/14. 8406200372. 


S407030223 Partial initial decision authorizing issuance of lew power 
testing license for Unit 1 4' issuance of licenses for fuel 
loading & operation of Unit 2. Served on 840702. 

FOSTER. R. F. , FURDOfI, P. W. , KELLEY. U. L. Atomic Safety and Licensing 
Board Panel DSB 97?. 84/06/22. 2e4pp. 25235:043. 24X 

Fiche: 50-413, 84/06/22, 8407030223. 


8407030295 Notice of wi thdrawa 1 of appearance in proceeding. Certificate 
of Sve end 

RAW30M, R. -J, Hearing Branch 4, DSB 003. 84/06/26. 3pp. 25271:237. 

24X Fiche: 50-413. 84/06/26, 3407030295, . 


8407170527 Request for action under 10CFR2. 206 to institute proceeding 
to modify. suspend or revoke CP re alleged instances of 
harassment Si intimidation of QC inspectors S< numerous 
violations of 10CFR50. App B. 

GUILD. R. Guild- R. GUILD, R, Palmetto Alliance. DSB 280. 

S4/06/27, DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 6pp. 25625:348. 24X Fiche : 50-413, 84/06/27. B407170537. 


8407020510 Answer opposing Palmetto Alliance S. Carolina Environ Study 
Group 840531 motion to compel discovery re TDI diesel 
g enerators. Certificate of Sve end. Related correspondence. 

CARR. A. V, Duke Pouer Co. CARR. A. V. Bishop. Liberman. Cook. Purcell 
Zl Reynolds. DSB 951. 84/06/28. Atomic Safety and Licensing Board 

Panel, 22 pp 25226:056. 24X Fiche • 50-413, 84/06/28, 8407020510. 


84O7C90157 Notice of appeal from ASLB 840622 partial initial decision. 
Certificate of Sve end. 

GUILD. P.. Palmetto Alliance. GUILD. R. Guild. R, DSB 050. 

84/07/02, 3pp. 25443:233. 24X Fi c h e : 50-4 13, 84/07/02, S4070901 57. 


8407110240 Advises that time for Commission to review ALAB-768 expired. 
Commission declined review. Dec ision became final agency 
action on 840703. Served on 840710. 

CHILK, S. U. Office of the Secretary of the Commission. DSB 174. 
84/07/10, Atomic Safety and Licensing Board Panel. Ip. 

25527:235. 24X Fi ch e : 50-41 3. 84/07/ 10, 84071 1 0240. 


8407130256 Memorandum order denying fy. dismissing 840530 joint 
supplemental petition for admission of proposed Contention 
20 re adequacy of emergency planning for city of Charlotte. 

NC. Served on 840712. 

MAROULIES, M. B. Atomic Safety and Licensing Board Panel. DSB 216. 
84/07/11. Carolina Environmental Study Group. 17pp. 25567:171. 

24X Fiche: 50-413. 84/07/11. 8407130256. 


8407160277 Forwards util 840629 followup rept re TDI diesel generators. 
Insp of Diesel lA co.mplete except for insps that must be 
performed during or following engine reas semb 1 y . W/o encl. 

Related correspondence. 

CARR. A. U. Duke Pouer Co. DSB 252. 84/07/11. KELLEY. U. L. , 

PURDOM. P.W., FOSTER. R. F. Atomic Safety and Licensing Board Panel. 

2pp. 25601:206. 24X Fi c h e : 50-413, 84/07/ 1 1 , 8407160277. 


8407180290 Forwards Suppl 2 to NUREG-0954, c ons i s t i ng of SER issued 
June 1984 fy application for SNM 1 i c ense. Ap p 1 i c at i on Z 
license previously transmitted. W/o encl. Related 
correspondence. 

JOHNSON, G. E. Hearing Branch 4, DSB 304. 84/07/12. KELLY, J. L. . 

FOSTER. R. F. , HOOPER, F. F. Atomic Safety and Licensing Board Panel. 
2pp. 25651:354. 24X Fi c h e : 50-413. 84/07/ 12. 8407180290, 


8407170088 Order on 840713 request for extension until 840801 to file 
proposed findings of fact Z. conclusions of 1 aw. Ex tens i on 
until 840727 granted. Served on 840716. 

MAROULIES, M. B, Atomic Safety and Licensing Board Panel. DSB 264. 
84/07/13. Government Accountability Project. Ip. 25610:073. 24X 

Fiche: 50-413.84/07/13. 8407170088. 


8407170564 Responds to 840328,0412,24.0504 fy 10 Itrs re emergency 
planning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low pouer operation. Served on 840717, 

PALLADINO, N. J. Commissioners. DSB 285, 84/07/13, KARKEY, E. J, 

House of Rep. , Interior St Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13. 8^07170564. 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes related info 
encl. 

PRESTEMQN, D. L, Atomic Safety and Licensing Board Panel. 84/03/15. 

COTTER. B.P. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fi c h e ; 50-000. 84/07/ 13, 8407 1 70564. 


8407180304 Forwards applicant 840706 Itr to NRC describing Diesel 
Engine IB insp, Ltr also provides NRC w/applicant plans for 
return to sve testing of diesel eng ine. Re lated 
correspondence, 

CARR. A. V. Duke Pouer Co. DSB 327. 84/07/16. KELLY. J. L. . 

PURDOM, P. W. , FOSTER. R. F. Atomic Safety and Licensing Board Panel. 
9pp. 25651:276. 24X Fi c h e : 50-413, 84/07/ 16. 84071 80304. 


8407100252 Forwards listed documents inadvertently omitted from 
applicant^suppiementai response to Palmetto Alliance & 


8407200253 Forwards motion for extension of time for filing of briefs 
to ensure that all briefs would be filed after rendering of 
remaining partial initial decisions expected in Oct. 

GUILD. R. Guild. R. GUILD. R. Duke Power Co. DSB 395 . 84/07/16. 

ROSENTHAL. A. S, . WILBEK. H. A. . MOORE. T. S. Atomic Safety and Licensing 
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8407240305 Joint notion for extension of time to file briefs re 
840702 appeal of 840622 partial initial decision on 
emergency p lanning. Granted on 840720 by ASLAB. 

GUILD. R. Palmetto Alliance. GUILD. R. Guild. R. RILEY, J. C. 

Carolina Environmental Study Group. DSB 474. 84/07/16^ Atomic 

Safety and Licensing Appeal Panel. 2pp. 25718: 181. 24X 

Fictie: 50-413, 84/07/16, 8407240305. 

8407190477 Notice of appearance in proceeding. Certificate Svc end. 

WHITE, M D Duke Power Co. WHITE, M. D. Bishop, Liberman, Cook, 
Purcell 4,. Reynolds. DSB 360. 84/07/18. 3pp. 25684:117. 24X 

Fiche: 50-413, 84/07/18, 8407190477. 

8407190511 Forwards applicant interrogatories request for production 
of documents directed to R Anderson on newly admitted 
contention re diesel generator engine prob 1 ems . Re lated 
correspondence. 

HCOARRY, J. li Bishop, Liberman, Cook, Purcell & Reynolds. 

MCGARRY. J. M. Duke Power Co. DSB 359. 84/07/18. KELLEY, J. L. . 

FOSTER, R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 

Ip. 25684:196. 24X Fi c h e : 50-413, 84/07/18, 8407 19051 1 

— 8407190514 Interrogatories 4. requests for production directed to 
R Anderson on newly admitted contention re dj.esel generator 
engine pr ob 1 ems. Cert i f i cat e of Svc end. Related 

correspondence. - , 

MCGARRY, J. M. Duke Power Co. MCGARRY, J. M. Bishop, Liberman, Cook, 
Purcell Jk. Reynolds. 84/07/18. Carolina Environmental Study 

Group. 34pp, 25684:197. 24X Fi c h e : 50-413, 84/07/18, 840719051 1 . 

8407230106 Forwards interim Insp Repts 50-413/84-73 & 50-414/84-32 
following up on Welder B issue. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 411. 84/07/18, KELLY, J. L. , 

FOSTER, R. F. , PURDOM, P.W. Atomic Safety and Licensing Board- Panel. 
5pp. 25706:087. 24X Fiche: 50-413, 84/07/18, 8407230106. 

8407230320 Memorandum order establishing hearing schedule & 
associated dates tf. expert assistance for diesel generator 
content i on, Served on 840723, 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 436. 

84/07/20. Office of the Executive Legal Director, 6pp. 

25711:266. 24X Fi c h e : 50-413, 84/07/20, 8407230320. 

8407310330 Forwards Ofc of Investigations rept, "Catawba Nuclear 
Station : Alleged Harassment fy. Intimidation of QC Welding 
Inspectors. " W/o encl. Served on 840730. 

KELLEY, J.L. Atomic Safety and Licensing Board Panel. 

84/07/27. Office of the Executive Legal Director. 

24X Fiche; 50-413. 84/07/27, 8407310330. 


DSB 621. 
ip. 25828:199. 


H. General correspondence 

0406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

PAY, C.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/19. 
DE14T0PJ, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fiche: 50-000, 84/06/ 19, 8406250001 . 

P. Operating license stage documents correspondence 

0407270001 Forwards Rev 4 to pump valve inservice testing program. 
TUCKER, H. B. Duke Power Co. 84/07/23. DENTON, H. R, Office 
Nuclear Reactor Regulation, Director. ADENSAM. E, G. Licensing Branch 
4. Spp. 25786:216. 24X F i c h e: 50-413, 84/07/23, 8407270001 . 

Q. Inspection reports, IE Bulletins correspondence 

8407050332 Forwards IE Insp Rept 50-413/84-51 on 840507-11. No 

DANCE, H. C. Region 2, Office of Director, 84/06/01. TUCKER, H. B. 

Duke Power Co. 2pp. 25416:283. 24X Fiche: 50-413, 84/06/01, 

8407050382. 


--8407090028 IE Insp Repts 50-413/84-46 ?y 50 414/84-22 on 840424 27. No 
violations or deviations noted. Major areas inspected^ 
licensee action on previous enforcement matters, stand by 
shutdown facility S', standby shutdown sys. niT.«.rfnr 

8407050394 Forwards IE Insp Repts 50-413/84-55 & 50-414/84-25 on 
840326-0511. No violations noted. u r 

DANCE, H C Region 2, Office of Director. 84/06/06. TUCKER, H. B. 
DuTePcJir Co®2pp- 25.16:266. 24X Fic h e : 50-413, 84/06/06, 

8407050394. 

-8407050397 IE ln»p 50-413/94-55 5. S0-414/B4-25 on 840384-051 1. No 

violations notaU Major areas ‘ " = P j. 
licensee identified items, site tours, personnel interviews « 
oreoperational test program implementation. n4t 

" 84^4/or%:p” ■ 24X 84/04/06, 

8407050394. 

8407050253 For»ar4s IE Insp Rept 50-413/84-60 on 840515-18. No 

Violations or deviations noted. oA/nA/nT TUCKER, H B 

DANCE, H C Region 2, Office of Director. ^ 4 / 06 / 07 ^ TUCK6K , M. u. 

D^ke Power Co. 2pp. 25417:179. 24X Fiche : 50-413, 84/06/07. 

8407050255. 

-8407050259 IE Insp Rept 50-413/84-60 on 840515 - 18 . No vi olations or 
deviations noted. Major areas insp ec ted : se i smi c analysis for 
as-built, safety-related piping pipe support baseplate 
design using concrete expansion anchors. PA/nA/n4 

Awr w P , BLAKE, J.J. Region 2, Office of Director, 84/06/04. 

Spp! 25417:181. 24 X Fiche: 50-413, 84/06/07, 8407050255. 

8407050363 Act receipt of 840531 Itr 

correct violations noted in IE Insp Rept u r 

LEWIS R C Region 2. Office of Director. 84/06/15. TUCKER, H. B. 

Duki P^er CO ' ip. 25416:201, 24X Fich e: 50-413, 84/06/15, 

8407050363. 

—8407050369 Responds to NRC 840424 Itr re 

Rept 50-413/84-35. Corrective ac t i one : va Ive replaced i 
technicians Z>. supervisors instructed that no maint 

8407050363. 

—8407050372 Forward, IE Insp Rept 50-413/84-35 on 840326-30 8. notice 

LEWIS°R^C^°"Region 2. OPPice of Director. 84/04/24. 

Do^e pier CO ’ Ipp. 25416:205. 24 X Ficde: 50-413, 84/06/15. 

8407050363. 

Fiche : 50-413, 84/06/15. 8407050363. 

-8407050378 IE Insp Rept 50-413/84-35 on 040326-30. Viola t i on noted: 
diesel generator maint performed w/o work request^ 94/04/16 
nuRRIS I P , JAPE, F. Region 2, Office of Director. 84/04/16. 

Ip 5 is416: 209. 24X Fiche: 50-413, 84/06/15, 8407050363. 

8407190114 Forwards IE Insp Rept. 50-413/84-62 I, 50-414/84-29 on 
840522-25. NO violations or ^ = TUCKER, H B 

nrp^.^r c:-^2pp" “-2rx‘^ich.^r-ti^?84/j^5f5"'^' " 

8407190114. 


--8407050384 IE Insp Rept 50-413/84-51 on 840507-11. No violations noted 
Major areas inspected : 1 icensee action on previous 
enforcement matters, preoperational test results evaluation 
St plant tour. /Acyv,- 

TAYL-OR. P. A. . JAPE, F. Region 2, Office of Director. 84/05/25. 

4pp. 25416:285. 24X Fich e : 50-413, 84/06/01, 8407050382. 


8407090025 Forwards IE Insp Repts 50-413/84-46 St 50-414/84-22 on 
840424— 27. No violations or deviations noted. ^ 

DANCE, H. C. Division of Project S< Resident Programs, 84/06/01. 
TUCKER, H. B. Duke Power Co. 2pp. 25454:198. 24X 

Fiche: 50-413, 84/06/01, 8407090025. 


07190267 Forwards IE Insp Rept 50-913/94-67 en 840604-06. No 
violations or deviations identified. QA/nA/in TUCKER, H B 


■8407190273 IE Insp Rapt ^Ic r.d^ra dva;?t' sSsT* " 

preo^^ational^testing Tfollowup on previously identified 

■ 3^r -K; “232: -rFicS. a:/r/t'5rr407190267. 
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8407190108 Forwards IE Insp Rept 50-413/84-61 on 840521-23 & 29-0601. 
No violations or deviations noted. 

DANCE. H. C. Region 2. Office of Director. 84/06/19. TUCKER. H.B. 
Duke Pouier Co. 2pp. 25687:166. 24X Fic ha : 50-413. 84/06/ 1 9. 

8407190108. 


8407020412 Ack receipt of 840521 Itr jnforniine NRC o-p steps taken to 
correct violations noted in IE Insp ‘>0- "/"4 ">5 & 

50-414/84-10. 

LEWIS, R.C. Region 2. Office of Director. 84/06/25. TUCKER. H.B, 
Duke Power Co. Ip. 25217:244. 24X Fi ch e : 50-4 13, 84/06/25, 

8407020412. 


—8407190119 IE Insp Rept 50-413/84-61 on 840521-23 Jk 29-0601. No 
violations or deviations noted. Major areas inspected; 
followup of licensee action on previous insp findings, 
reactor protection sys test witnessing & plant tour. 

TAYLOR, P. A., JAPE. F. Region 2, Office of Director. 84/06/15. 
4pp. 25687:168. 24X Fiche: 50-413. 84/06/19, 8407190108. 


8407190121 Forwards IE Insp Rept 50-413/84-64 on 840604-06. No 
violations or deviations identified. 

DANCE, H. C. Region 2. Office of Director. 84/06/19. TUCKER. H. B. 
Duke Power Co, 2pp. 25687:001. 24X Fiche: 50-413, 84/06/19, 

8407190121: 


—8407190126 IE Insp Rept 50-413/84-64 on 840604-06. No violations or 
deviations noted. Major areas inspected: counting room 
procedures, counting room facilities i>. results of capability 
tests. 

KUZO.G. B. , MONTGOMERY, D. M. Region 2, Office of Director. 

84/06/18. 10pp. 25687:003, 24X Fiche: 50-413, 84/06/19. 8407190121. 


--8407020444 Responds to NRC 840418 Itr re violations deviations noted 
in IE Insp Repts 50-413/84-25 8* 50-414/84-10. Correc tive 
actions: operator training records audited & corrections made 
to reflect training received. 

TUCKER, H.B. Duke Power Co. 84/05/21. 0 'REILLY, J. P, Region 2, 

Office of Director. 3pp, 25217:245. 24X Fi c he: 50-4 13. 84/06/25, 

8407020412, 


— 8407020449 Forwards IE Insp Repts 50-413/84-25 Z< 50-414/84-10 on 
840221-23 fy. notices of violation 8< deviation. 

0 'REILLY, J. P. Region 2, Office of Director. 84/04/18. 

TUCKER, H. B. Duke Power Co. 2pp. 25217:248. 24X 

Fiche; 50-413, 84/06/25, 8407020412. 


— 8407020454 Notice of violation from insp on 840221-23. 

* Region 2, Office of Director. 84/04/18. Ip. 25217:250. 24X 

Fiche: 50-413, 84/06/25, 8407020412. 


8407190314 Forwards IE Insp Repts 50-413/84-57 ik. 50-414/84-27 on 
840529— 0601, No violations noted. 

DANCE. H, C. Region 2, Office of Director. 84/06/19. TUCKER, H. B. 
Duke Power Co. 2pp. 25685:158. 24X Fiche; 50-413, 84/06/19, 

8407190314. 


— 8407190320 IE Insp Repts 50-413/84-57 k 50-414/84-27 on 840529-0601 . No 
violations noted. Major areas inspected: action on previously 
identified enforcement matters, instrumentati on components fc 
sys, ob servation of work & inspector followup item. 

RUFF, A. S. , CONLON, T, E. Region 2, Office of Director, 84/06/14 
5pp. 25685:160. 24X Fiche; 50-413, 84/06/19, 840719031 4. 


84071S0130 Forwards IE Insp Repts 50-413/84-54 & 50-414/84-24 on 
840514-18, No violations or deviations noted. 

DANCE, H. C, Region 2, Office of Director. 84/06/22. TUCKER, H B 
Duke Power Co. 2pp. 25667:050. 24X Fiche: 50-413, 84/06/22, 

8407180130, 


—8407180135 IE Insp Repts 50-413/84-54 t,. 50-414/84-24 on 840514-18. No 
violations or deviations noted. Major areas inspected: 
evaluation of licensee response & corrective actions re 
defic ienc ies, improvement items & emergency preparedness 
KREH, J. L, , CUNNINGHAM, A. , CLINE, W.E. Region 2. Office of Director 
84/06/20. 13pp. 25667:052. 24X Fiche: 50-413, 84/06/22, 

8407180130. 


8407190016 Forwards IE Insp Rept 50-413/84-66 on 840604-07. No 
violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/22. TUCKER, H B 
Duke Power Co, 2pp. 25687:239, 24X Fiche: 50-413, 84/06/22, 

S407190016. 


8407190025 IE Insp Rept 50-413/84-66 on 840604-07. No violations or 
deviations noted. Major areas inspec ted; preparat ion for Fuel 
loading k review of startup test procedures. 

BURNETT, P. T. , JAPE, F. Region 2, Office of Director. 84/06/20. 
5pp. 25687:241. 24X Fi ch e; 50-413, 84/06/22, 8407190016. 


— 8407020462 Notice of deviation from insp on 840221-23. 

* Region 2, Office of Director. 84/04/18. Ip. 25217:251. 24X 

Fiche; 50-413, 84/06/25, 8407020412. 


— 8407020473 IE Insp Repts 50-413/84-25 Z>. 50-414/84-10 on 840221-23. 
Violation deviation noted; inaccurate info submitted re 
training hours, class attendance course descriptions as 
part of certification for operator license applications. 

DEBS, B. T, , WILSON, B. Region 2, Office of Director, 84/03/29. 
7pp. 25217:252 . 24X Fiche: 50-413, 84/06/25, 8407020412. 


B407190156 Forwards IE Insp Rept 50-413/84-68 on 840605-08. No 
violations or deviations noted. 

DANCE. H.C. Region 2, Office of Director. 84/06/25. TUCKER. H.B. 
Duke Power Co. 2pp. 25686:224. 24X Fich e : 50-413. 84/06/25, 

8407190156. 


--8407190166 IE Insp Rept 50-413/84-68 on 840605-08. No violations or 
deviations noted. Major areas inspected: IE Bulletins 79-14 & 
79-02 re seismic analysis for as-bui It, safety-related piping 
sys ii pipe support baseplate design, respectively. 

ANG, W. P. , BLAKE, J.J. Region 2, Office of Director. 84/06/22. 
5pp. 25686:226. 24X Fiche: 50-413, 84/06/25, 8407190156, 


8407190178 Forwards IE Insp Rept 50-413/84-53 on 840514-18. No 
violations or deviations noted. Summary of commitments to 
correct significant findings identified during review also 
end. per 830530 telcon. 

LEWIS, R.C. Region 2, Office of Director. 84/06/25. TUCKER, H. B. 
Duke Power Co. 4pp. 25685:306. 24X Fiche: 50-413, 84/06/25. 

8407190178. 


8407190188 IE Insp Rept 50-413/84-53 on 840514-18, No violations or 
deviations noted. Major areas inspected: emergency, abnorma 1, 
op era t ion, ma i nt, instrument & performance procedure review St 
implementation of independent ver if ication. 

KRUG. H. , GIBSON, A. F. Region 2, Office of Director. 84/06/21. 
19pp. 25685:310. 24X Fiche; 50-413, 84/06/25. 8407190178. 


8407190023 Forwards IE Insp Rept 50-413/84-63 on 840521-25. No 
violations or deviations identified. 

DANCE, H.C. Region 2. Office of Director. 84/06/22 TUCKER, H B 
Duke Power Co. 2pp. 25687:252. 24X Fiche : 50-413, 84/06/22, 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 04/06/26. Consolidated Edison Co. of Mew 

York. Inc. I54pp. 25535:160. 24X F i c he ; 50-000, 84/06/26, 8406250214. 


8407190030 IE Insp Rept 50-413/84-63 on 840521-25. No violations or 
deviations noted. Major areas inspec ted: TMI action item 
followup S; plant tour. 

WAGNER, A.G., BROWNLFE, V. L. Region 2, Office of Director. 

84/06/21. 5pp. 25687:254. 24X Fi qh e: 50-413. 84/06/22, 8407190023. 


8407190136 Ack receipt of 840529 S: 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-413/84-44 & 50-414/84-21. 

LEWIS, R.C. Region 2, Office of Director, 84/06/26. TUCKER, H. B, 
Duke Power Co. 2pp. 25686:248. 24X Fiche: 50-413, 84/06/26, 

8407190136. 


8407190042 Forwards IE Insp Rept 50-413/84-65 on 840605-08. No 
violations dr deviations identified. 

DANCE, H. C. Region 2, Office of Director. 84/06/22, TUCKER.H B 
Duke Power Co. 2pp. 25687:120. 24X Fich e : 50-413, 84/06/22, 

8407190042, 


—8407190048 IE Insp Rept 50-413/84-65 on 840605-08. No violations or 
deviations noted. Major areas inspec ted: ver if ication of 
as-faui Its. 

Region 2, Office of Director. 

84/06/19. 5pp. 25687:122. 24X Fiche: 50-413, 84/06/22, 8407190042. 


—8407190147 Responds to NRC 840427 Itr re violations noted in IE Insp 
Repts 50-413/84-44 k 50-41 4/84-21 . Cor rect ive actions: 

Form 302.2 will be reviewed updated St Form P-3A issued for 
Unit 2 pumps. 

TUCKER, H, B. Duke Power Co. 84/06/08. Q 'REILLY, J. B. Region 2, 
Office of Director. 3pp. 25686:250. 24X Fic h e : 50-413. 84/06/26* 

8407190136. 


8407190161 Informs oF delay in responding to IE Insp Repts 
50-413/84-44 50-414/84—21 due to heavy schedular demands. 

Response expected by 840611. 

TUCKER, H. B. Duke Power Co. 84/05/29. 0 'REILLY, J. P . Region 2, 

Office of Director. ip. 25686:253. 24X Fic he: 50-413, 84/06/26, 

8407190136. 
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— 8407180155 Responds to NRC 840524 Itr re violations noted in IE Insp 
Repts 50-413/84-49 Z>. 50-414/84-23. Correc tive actions: QA 
Procedure M-2. "Insp or Design Concrete< " will be revised to 
clearly state requirements for future work, 

TUCKER, H.B, Duke Power Co. 84/06/22, Q 'REILLY, J. P , Region 2, 
Office of Director. 2pp. 25667:041. 24X Fiche: 50-413, 84/07/06. 

8407180116. 


—8407180159 Forwards IE Insp Repts 50-413/84-49 50-414/84-23 on 

840501-04 5,. notice of violation. 

LFWIS.R, C. Region 2, Office of Director, 84/05/24. TUCKER. H. B. 
Duke Power Co. 2pp. 25667; 043. 24X Fiche; 50-413, 84/07/06. 

8407180116. 


--8407180163 Notice of violation from insp on 840501-04. 

» Region 2. Office of Director, 84/05/24. Ip. 25667; 045. 24X 

Fiche; 50-413, 84/07/06, 8407180116, 


—8407180165 IE Insp Repts 50-413/84-49 t». 50-414/84-23 on 840501-04. 
Violation noted ; fa i 1 ure to identify concrete honeycomb. 

HARRIS, J.R., CQNLCN.T. E. Region 2- Office of Director. 84/05/16. 
4pp. 25667:046. 24X Fi ch e : 50-413. 84/07/06, 84071801 16. 


8407270392 Forwards IE Insp Rept 50-413/84-70 on 840612-15. No 
violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/07/06. TUCKER, H. B. 
Duke Power Co. 2pp. 25794:047. 24X Fic he: 50-413. 84/07/06, 

8407270392. 


--8407270396 IE Insp Rept 50-413/84-70 on 840612-15. No violations or 
deviations noted. Major areas insp ec ted : operator shift 
experience 8< manning shift advisor program. 

DEBS, 3. T, , KRUG, H. P, Region 2, Office of Director. 84/07/03. 
11pp. 25794:049. 24X Fic he: 50-413, 84/07/06, 8407270392. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25065:166. 24X Fiche; 50-000, 84/07/10. 8407060251. 


8407300481 Forwards SALP Repts 50-413/84-59 h. 50-414/84-28 for 
May 1983 - Feb 1984. 

O'REILLY, J. P. Region 2, Office of Director. 84/07/12, TUCKER. H.0. 
Duke Power Co. 3pp. 25914:312. 24X Fiche : 50-413, 84/07/12. 

8407300481. 


— 8407300484 Forwards SALP Repts 50-413/84-59 50-414/84-28 for 

May 1983 - Feb 1984, 

LEWIS, R.C. Region 2, Office of Director, 84/06/01. TUCKER, H. B. 
Duke Power Co. 2pp. 25814:315. 24X Fiche; 50-413, 84/07/12, 

8407300481. 


— 8407300485 SALP Repts 50-413/84-59 if 50-414/84-28 for May 1983 - 
Feb 1984. Category 2 assigned in areas of preop erational 
testing emergency preparedness. 

* Region 2, Office of Director. 84/06/01, 26pp. 25814:317. 24X 

Fiche: 50-413, 84/07/12, 8407300481. 


— 8407300488 Submits comments re SALP Repts 50-413/84-39 35< 50-414/84-28. 
Operational OA program appropriately implemented to address 
preoperational activities. Actions taken to strengthen 
content 8t documentation of licensed operator training. 

TUCKER, H.B. Duke Power Co. 84/06/21. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 25814:343. 24X Fiche; 50-413, 04/07/12. 

8407300481. 


8407260332 Responds to IE Bulletin 84-02 re failure of GE-Type HFA 
relays in use in Class IE safety sys. No relays described 
in bulletin used in safety-related app 1 ications. 

TUCKER, H. B. Duke Power Co. 8^/07/13. 0 'REILLY, J. P. Region 2. 

Office of Director. Ip, 25777:357. 24X Fiche ; 50-413, 84/07/13. 

8407260332. 


8407270259 Submits plans for periodic maint, insp S,. surveillance of 
Diesel Engines lA S< IB. Program will be reevaluated when 
TDI Owners Group recommended program issued. 

TUCKER, H. B, Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 16pp. 25789:108. 24X Fiche: 50-413. 84/07/16, 8407270259. 


8407230106 Forwards interim Insp Repts 50-413/84-73 «« 50-414/84-32 
following up on Welder B issue. Related correspondence. 

UOHNSON.G.E. Hearing Branch 4. DSB 411. 84/07/18. KELLY, J. L. . 

FOSTER. R. F. , PURDOM, P. W. Atomic Safety and Licensing Board Panel. 
5pp. 25706:087. a4X Fiche: 50-413, 84/07/18, 8407230106. 


— 8407190167 Forwards IE Insp Repts 50-413/84-44 & 50-414/84-21 on 
840410-13 notice of violation, 

LEWIS, R.C. Region 2. Office of Director 84/04/27. TUCKER, H. B. 
Duke Power Co. 2pp, 25686:254. 24X Fi che: 50-413, 84/06/26, 

8407190136. 


--8407190169 Notice of violation from insp on 840410-13. 

* Region 2. Office of Director. 84/04/27. 2pp. 25686:256. 24X 

Fiche: 50-413, 84/06/26, 8407190136. 


— 8407190177 IE Insp Repts 50-413/84-44 S,. 50-414/84-21 on 840410-13. 
Violations noted : fai lure to comply w/atorage insp 
requirements for component coolant pump shafts & hydrogen 
recombiner. 

ECONOMOS-N. , BLAKE, J.J. Region 2, Office of Director. 84/04/25. 
6pp. 25686:258. 24X F i c h e ; 50-413, 84/06/26. 8407190136. 


8407030357 Advises that precritical, low power & power ascension 
procedures reviewed by Westinghouse per NUREG-0660 ii SER 
Section 13. 5. 3. Item identified in IE Insp Rept 50-413/84-29. 

TUCKER, H.B. Duke Power Co. 84/06/27. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 25272:280. 24X Fiche: 50-413, 84/06/27. 8407030357. 


8407190093 Forwards IE Insp Repts 50-413/34-69 St 50-414/84-30 on 
840611-12. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/28. TUCKER, H. B. 
Duke Power Co. 2pp. 25687:304. 24X Fiche; 50-413, 84/06/28, 

8407190093. 


— 8407190094 IE Insp Repts 50-413/84-69 8< 50-414/84-30 on 840611-12. No 
violations or deviations noted. Major areas inspected: 
procedures St operations for control Si accountability of SNM. 

Details withheld (ref 10CFR2. 790 St 73.21). 

TQDD.G.A., BATES. J. W. , MCALP INE, E. J. Region 2. Office of Director. 
84/06/27. Ip. 25687:306. 24X Fiche: 50-413, 84/06/28, 8407190093. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311. 


0407030454 Forwards "Catawba Nuclear Station Diesel Engine lA 
Component Revalidation Insp Final Rept" describing insp St 
evaluations performed. Results indicate TDI diesel 
generators provide reliable source of backup power. 

TUCKER. H.B. Duke Power Co. 84/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. 0. Licensing Branch 
4. 2pp. 25276:228. 24X Fi c he: 50-413, 84/06/29. 8407030454. 


--8407030456 "Catawba Nuclear Station Diesel Engine lA Component 
Revalidation Insp Final Rept. " 

* Duke Power Co. 84/06/29. 19Spp. 25276:230. 24X 

Fiche: 50-413,84/06/29, 8407030454. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8< Other 
Anaerobic Adhesive/Sealants, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post B30103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche; 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche; 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L, Division of Emergency Preparedness in Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co. of New 

York, Inc. 236pp. 29865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407110316 Submits plans for insp of TDI diesel engine IB & return to 
svc testing of engine lA following reassembly after insp. 

Vital engine parameters will be monitored on 15-minute basis 
during 1 h run at power to assure proper operation. 

TUCKER, H.B. Duke Power Co. 84/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 8pp. 25523:098. 24X Fi c he: 50-413, 84/07/06, 84071 10316. 


8407180116 Ack receipt of 840622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-49 Sk 
50-414/84-23. 

LEWIS, R.C, Region 2, Office of Director. 84/07/06. TUCKER, H.B. 
Duke Power Co. Ip. 25667:040. 24X Fiche: 50-413. 84/07/06, 

8407180116. 
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8407230174 Forujards IE Safeguards Insp Rept 50-413/84-74 on 840625-29. 
No violations or deviations noted. 

DANCE.H. C. Region 2< Office of Director. 84/07/18. TUCKER. H.B. 
Duke Pouer Co. 2pp. 25704:346. 24X F ic h e : 50-413, 84/07/ 1 8, 

8407230174. 


— 8407230175 IE Safeguards Insp Rept 50-413/84-74 on 840625-29. No 
violations or deviations noted. Major areas inspected: 
security plan implementing procedures & organization. 

Details withheld (ref 10CFR2. 790 ( d ) h 10CFR73. 21). 

MOORE, D.E.. TOBIN, W.J., MCGUIRE, D. R. Region 2, Office of Director. 
84/07/12. Ip. 25704:348. 24X F i c h e: 50-4 13. 84/07/ 1 8, 8407230174. 


B407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs S<. related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs, air 
start valve capscrews, fue 1 oil injection tub ing, DSR-48 
connecting rods & crankshaft. 

RAYfC.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
BERLINGER.C, Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fi che : 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON.D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche: 50-000, 84/06/20. 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48." 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000, 84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO.J. Stone Si Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fiche: 50-000, 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants St NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172, 24X Fiche: 50-000. 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAY, C.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fi c h e: 50-000, 84/06/20, 8407230 126. 


8407250226 Supplemental Deficiency Rept 413-414/84-03 re overspeed 
governor ?■; fuel transfer pump drive hubs of diesel 
generators. Insp of Unit 1 diesels in progress. Completion of 
corrective action anticipated prior to initial criticality. 
TUCKER, H. B. Duke Power Co. 84/07/02. O'REILLY, J. P. Region 2, 
Office of Director. Ip. 25754:305. 24X Fiche: 50-413, 84/07/02, 

8407250226. 


S407090106 Comments on BNWL draft rept, "Review & Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate it logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03, 8407090106. 


8407120389 Board Notification 84-127: forwards info re TDI Owners Group 
repts & conflict of interest determination concerning PNL. 

EISENHUT, D. G. Division of Licensing. 84/07/05. PALLADINQ 
Consolidated Edison Co. of New York, Inc. 5pp. 25730: 149. 24X 

Fiche: 50-000, 84/07/05, 8407120389. 


8407260015 Significant Deficiency Rept 413-414/84-05 re defective 
turbochargers on Unit 1 d iesels. Resolution proposed by TDI 
involves mod of turbocharger drip line to allow lubrication 
u/full flow keep warm lube oil. 

TUCKER. H.B. Duke Power Co. 84/07/05. 0 'REILLY, J. P, Region 2, 

Office of Director. Ip. 25781:321. 24X Fiche: 50-413, 84/07/05, 

8407260015. 


8407250401 Significant deficiency rept re failure to field install 
Lioitovque T-drains. Initially reported on 840608. T-dra ins 
being procured 8t will be installed prior to criticality on 
Unit I fy. prior to fuel load on Unit 2. 

TUCKER, H.B. Duke Power Co. 84/07/09. 0 'REILLY. J. P. Region 2, 

Office of Director. 5pp. 25754:185. 24X Fiche: 50-413, 84/07/09, 

8407250401. 


8407250526 Significant deficiency rept re unconsidered effects of 
superheated steam generated by steam generator for main 
steam line break ana ly sis , re su 1 t ing in increased doghouse 
temps outside containment. Ne x t rept expected by 840831. 

TUCKER. H.B. Duke Power Co. 84/07/09. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 25764:211. 24X Fiche: 50-413. 84/07/09. 

8407250526. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel g enerator. Caused by matl defect in 
delivery valve hoi der . Eva 1 ua t i on completed on 840713. No 
corrective action required. 

BOYER. R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 9407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13. 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review." 

RAY, C.L. Duke Power Co. 84/07/16. DENTON, H, R. Office of Nuclear 
Reactor Regulation. Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


■8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

Stone it Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16. 8407190249. 


8407260465 Forwards "Review & Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Lab ora tor i es. 

FIN B-2952. PNL-5161. 84/06/30, Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000, 84/07/16. 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Croup repts covering 
crankshaf t, cy 1 inder heads it connecting rods. 

BERLINGER, C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc, > Owners Group. lOpp. 25816:305. 24X 

Fiche: 50-000, 84/07/23. 8407300214. 
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8407310248 Comments on PMi. Rept Ph4L-516l , dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken luithin 4 h 
after shutdown. 

RAY, C.L. TDI C Transamer i ca Delaval, Inc. ) Owners Group. RAY. C. L. 
Duke Power Co. 84/07/26. BERLINGER, C. H. Office of Nuclear Reactor 
Regulation, Director. 4pp. 25828:239. 24X Fic he: 50-000. 84/07/26, 

8407310248. 


T. Hearing transcripts on non-anti trust matters 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents S; correspondence 


8407030294 Forwards nonproprietary proprietary "Technical Basis for 
Eliminating RHR Line Rupture as Structural Design Basis for 
Catawba Units 1 2 & tIcGuire Units 1 JU 2. " per request for 

exemption from GDC 4. 

TUCKER. H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 9pp. 25233:269. 24X Fi c he: 50-000, 84/06/27, 8407030294. 


8407170170 Transcript of 840713 hearing in Bethesda.MD re Palmetto 
Alliance req,uest to extend time to file proposed findings 
of fact conclusions of law. Pp 4,623-4,639. 

Commissioners. 84/07/13. 19pp. 25608:308. 24X 

Fiche: 50-413,84/07/13, 8407170170. 


8407190337 Transcript of 840716 telephone conference in Bethesda, MD. 
Pp 12, 718-12, 770. 

♦ Atomic Safety and Licensing Board Panel. 84/07/16. 54pp. 

25680:299. 24X Fiche; 50-413. 84/07/16. 8407190337. 


8407300011 Transcript of 840716 closed meeting in Wash ing t on . DC re 
facil it ies. Pp 1-61, 

•» Commissioners. DSB 573. 84/07/16. 62pp. 25805:180. 24X 

Fiche: 50-413.84/07/16, 8407300011. 


8407230109 Forwards corrected Page 12, 737 of 840716 telcon transcript. 
Remarks of Guild incorrectly attributed to author. 

Correction requested. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 425. 84/07/19. KELLEY, J. L. . 

PURDOH. P. W. , FOSTER, R.F. Atomic Safety and Licensing Board Panel. 
2pp. 25706:093, 24X Fi c h e ; 50-4 13, 84/07/ 19, 8407230109. 


— 8407030300 Nonproprietary "Technical Basis For Eliminating RHR Line 
Rupture As Structural Design Basis For Catawba Units 1 5k 2 & 
McGuire Units 1 & 2, *’ 

SWAMY.S.A. , SCHMERTZ, J. C, , YANG, C. Y. Westinghouse Electric Corp. 
WCAP 10576. 84/06/30. 94pp. 25233:284. 24X 

Fiche: 50-000, 84/06/27, 8407030294. 


8407030353 Forwards response to 840618 addl info request re compliance 
u/GDC 51, "Fracture Prevention of Containment Pressure 
Boundary. " 

TUCKER. H.B. Duke Power Co. 34/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 62app. 25232:001. 24X Fi ch e : 50-413. 84/06/28, 8407030353. 


8407060087 Responds to 840618 request for addl info re Item III, D. 1.1 
proposed use of methyl cellulose bags in ice condenser. Item 
will be revised in future FSAR amend to include' refuel ing 
water sys 2,. ice loading u/o use of bags. 

TUCKER, H.B. Duke Power Co. S4/06/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25427:102. 24X Fi che: 50-413, 84/06/28, 8407060087. 


V. Operator Examinations 


8407020412 Ack receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-25 5k 
50-414/84-10. 

LEWIS, R.C. Region 2. Office of Director. 84/06/25. TUCKER, H. B. 
Duke Power Co. Ip. 25217:244, 24X Fiche: 50-413, 84/06/25, 

8407020412. 


— 8407020444 Responds to NRC 840418 Itr re violations Sk deviations noted 
in IE Insp Repts 50-413/84-25 50-414/84-10. Correc t ive 

actions : operator training records audited & corrections made 
to reflect training received. 

TUCKER, H.B. Duke Power Co, 84/05/21. O 'REILLY, J. P . Region 2, 
Office of Director. 3pp, 25217:245. 24X Fic he : 50-4 13, 84/06/25, 

8407020412. 


— 8407020454 Notice of violation from insp on 840221-23. 

* Region 2, Office of Director. 84/04/18. Ip. 25217:250. 24X 

Fiche: 50-413, 84/06/25, 8407020412. 


8407020065 Board Notification 84-123: forwards info re Westinghouse 
reactor coolant pump CROP) sea Is , El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp ?k leakage flow rate in pumps w/o seal cooling. 
EISFNHUT, D. 0. Division of Licensing. 84/06/29. PALLADINO 
Commissioners. 7pp, 25^65:299. 24X Fiche: 50-000, 84/06/29, 

8407020065. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 51: holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. 0. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche-; 50-000, 84/07/02, 8407020206, 


8407030060 Board Notification 84-126: d iscusses equipment qualification 
of equipment located in doghouses. Lists applicant reasons 
why consequences of main steam line break less severe than 
analyzed in FSAR Section 15. 15. Reviews underway. 

NOVAK, T. M. Assistant Director for Licensing. 84/07/02. KELLEY, J. P, 
PURDOM, P., FOSTER, R. Atomic Safety and Licensing Board Panel. 4pp. 
25465:308, 24X Fi ch e : 50-413, 84/07/02, 8407030060. 


--B407020462 Notice of deviation from insp bn 840221-23, 

* Region 2, Office of Director, 84/04/18. Ip. 25217:251, 24X 

Fiche; 50-413, 84/06/25, 8407020412. 


— 8407020473 IE Insp Repts 50-413/84-25 8, 50-414/84-10 on 840221-23. 
Violation deviation noted : inac curate info submitted re 
training hours, class attendance course descriptions as 
part of certification for operator license applications, 

DEBS, B.T. , WILSON, B, Region 2, Office of Director, 84/03/29. 
7pp. 25217:252. 24X Fiche: 50-413, 84/06/25, 8407020412. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift ^ 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISFNHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407190319 Requests end ref matl requirements for r eac tor /s en ior 
reactor operator licensing e xams, scheduled for 840910, be 
provided by S40723. 

DANCE, H.C. Region 2, Office of Director, 84/06/27. TUCKER, H. B. 
Duke Power Co. 4pp. 25685:180. 24X Fiche: 50-413, 84/06/27, 

8407190319. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, ap p i icants 
for OLs,NSSS vendors, reac tor vendors &: AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if i cat i ons Zi exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co, of New York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


8407060076 Forwards addl revs to FSAR resulting from NRC review of 
Rev 11 to FSAR filed on 840627. Steps will be put in filter 
testing procedures to run sys w/preheaters energized at 
least 10 h following test to drive off excess refrigerant. 

TUCKER. H.B. Duke Power Co. 84/07/03, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, 0. Licensing Branch 
4, 15pp. 25429:138. 24X Fiche: 50-413, 84/07/03, 8407060076. 


8407110262 Submits addl change to be included in Rev 12 to FSAR, per 
340703 Itr, re detection method for unidentified leakage 
inside containment. Revised FSAR pages end. 

TUCKER, H. B. Duke Power Co. 84/07/05. DENTON. H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G, Licensing Branch 
4. 4pp. 25527:231. 24X Fi c h e; 50-413, 84/07/05, 84071 10262, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407100327 Informs that response confirming results of telcon re GDC 
51 will be provided by 840713. Justificati on & clarification 
for compliance w/criteria acceptable. 

TUCKER, H. B, Duke Power Co. 84/07/06. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Directc- ADENFAM. E. G Licensing Branch 

4. Ip, 25465:345. 24X Fiche: 50-4 1 3 84 /C'-/'j6 8407100327. 


8407240336 Forwards Director's Decision DD-84-16 under 10CFR2. 206, p er 
830914 petition on behalf of Palmetto All iance, requesting 
NRC initiate independent reviews of const design mgt of 
p lant. Request denied. FR notice of issuance also end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/06. GARDE, B.P. Government Accountability 
Project. 2pp. 25752:001. 24X Fi ch e : 50-413, 84/07/06, 8407240336, 
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— 8407240343 Director's Decision DD-B4-16 re BP Oarde 830914i request on 
behalf of Palmetto Alliance. to initiate independent reviews 
of const design &i mgt of p lant. Request denied. Program 
adequate to ensure acceptable design const of facility. 

DEYQUNO. R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/06. Duke Power Co. 87pp. 25752:003. 24X 

Fiche: 50-413, 84/07/06. 8407240336. 


— 8407240349 Notice of issuance of Director's Decision DD-84-16 under 
10CFR2. 206 re 840914 petition by Govt Accountability Project 
on behalf of Palmetto Alliance requesting NRC require mg t 
audit of util. Request denied. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/07/06. Ip. 25752:090. 24X Fi c he : 50-4 13. 

84/07/06, 8407240336. 


8407120234 Rev 3 to "Offsite Dose Calculation Manual for Duke Power 
Nuclear Station." W/one oversize figure. Aperture card 
available in PDR. W/840709 Itr. 

TUCKER, H. B. Duke Power Co. 84/07/09. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. Licensing Branch 
4. 99pp. 25551:173. 24X Fiche: 50-413, 84/07/09, 8407120234. 


8407170189 Forwards info re compliance w/GDC 51, "Fracture Prevention 
of Containment Pressure Boundary, " per 840706 commitment. 

TUCKER, H. B. Duke Power Co. 84/07/09, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 145pp. 25608:349. 24X Fiche: 50-413. 84/07/09, 8407170189. 


8407250156 Forwards DPC-NF-2010, "Nuclear Physics Methodology for 
Reload Design. " Reload design for core will be completed in 
June 1985, w/Cycle 3 startup approx Dec 1986, Approval of rept 
requested by Jan 1985. Fee end. 

TUCKER, H. B. Duke Power Co, 84/07/18, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip, 25744:188. 24X 

Fiche: 50-000. 84/07/18, 8407250156. 


— 8407250158 "Nuclear Physics Methodology for Reload Design. " 

FLORES, L.H. Duke Power Co. DPC-NF-20t0. 84/04/30. 238pp. 

25744:189. 24X Fiche: 50-000, 84/07/18, 8407250156, 


8407270055 Forwards response to 840627 request for action under 
10CFR2. 206, on behalf of Palmetto Alliance, to modify, suspend 
or revoke plant CPs. Action unwarranted, based on Director's 
Decision DD-S4- 16. Notice of receipt of request end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement, 84/07/20. GUILD, R. Affiliation Not Assigned. 3pp. 
25811:273. 24X Fiche: 50-413, 84/07/20. 8407270055, 


— 8407270057 Notice of receipt of 840627 request for action under 
10CFR2. 206. on behalf of Palmetto Alliance, to mod i fy , susp end 
or revoke plant CPs, Director 's Decision DD-84-16 concluded 
no breakdown in QA program. Action unwarranted. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/07/20. 2pp. 25811:276. 24X 

Fiche: 50-413, 84/07/20, 8407270055, 


8407250087 Board Notification 84-130: provid es info re exemption from 
GDC 17 for Unit 1 diesel generators for fuel load 
precritical testing. NRC review discussed in SSER 3. 

EISENHUT, D. G. Division of Licensing. 84/07/24. PALLADINO 
Consolidated Edison Co, of New York, Inc. ROBERTS, ASSELSTINE 
Commissioners. 5pp. 67467:095. 24X Fiche: 50-413, 84/07/24, 

8407250087. 


E. NRC Safety Evaluation Report CSER), suppls & correspondence 


8407030357 Advises that precritical, low power power ascension 
procedures reviewed by Westinghouse per NUREG-0660 SER 
Section 13. 5. 3. Item identified in IE Insp Rept 50-413/84-29. 

TUCKER, H.B. Duke Power Co. 84/06/27. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E, G, Licensing Branch 
4. 4pp. 25272:280. 24X Fiche: 50-413, 84/06/27, 8407030357. 


8407030399 Forwards addl info re cold shutdown analysis St adequacy of 
standby makeup pump to assist NRC in review of SER, Section 
9. 5.1, Open Issue 14 concerning fire protection program. 

Annotated draft Tech Specs end. 

TUCKER, H. B. Duke Power Co. 84/06/28. DENTON, H. R. Office of 


8407130504 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UrilTS 1 AND 2. Docket Nos. 50-413 And 50-414. 

(Duke Power Company, et al. ) 

* Division of Licensing. NUREG-0954 S02. 84/06/30. 134pp. 

Available at NRC. *5 50. 25578:156. 24X Pic he: 50-413, 84/06/30, 

8407130504, 


8407060014 Advises that while power removed manually from three of four 
RHR suction isolation valves for App R V. security reasons, 
deviation from branch technical position described in SER, 

Section 5. 4. 4. 1 justified. 

TUCKER, H.B. Duke Power Co. 84/07/03, DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2pp. 25429:295. 24X F i c h e ; 50-4 13, 84/07/03, 8407060014. 


8407120043 Forwards SSER 2 re application for OLs. W/o encl. 

NOVAK, T.M. Assistant Director for Licensing. 84/07/03. TUCKER, H. D. 

Duke Power Co. 3pp. 25572:345. 24X Fi c h e : 50-413, 84/07/ 03, 

8407120043. 


8407130291 Forwards Rev 13 to Table P-2 of crisis mgt plan, in response 
to SSER 2, Section 13. 3. 2. 1 ( 2 1 . Rev lists procedures used by 
dose assessment group. Rev' effective 840815, 

TUCKER, H. B. Duke Power Co. 84/07/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. 5pp. 25565:071. 24X Fi c h e: 50-4 13, 84/07/ 1 1 . 8407130291 . 


8407170219 Confirms SER Section 3. 5. 1. 3 commitment to submit turbine 
sys St turbine steam valve maint program within 3 yrs of 
obtaining OL. 

TUCKER, H. B. Duke Power Co. 84/07/13. DENTON, H, R, Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 25612:283, 24X Fi c h e : 50-41 3, 84/07/ 13, 8407170219. 


8407270258 Forwards "Description of Deviations from Generic Emergency 
Response Guidelines (Westinghouse Owners Group ERG-Basic 
Edition)," per Suppl 1 to NUREC-0737 h. Section 13.5.3 of 
SER. Rept suppls 840618 Itr. 

TUCKER, H.B. Duke Power Co. 84/07/25. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25789: 144. 24X 

Fiche: 50-413, 84/07/25, 8407270258. 


--8407270351 "Description of Deviations from Generic Emergency Response 
Guidelines (Westinghouse Owners Group ERG-Basic Edition)." 

* Duke Power Co. 84/07/31, 20pp, 25.789: 146, 24X 

Fiche: 50-413, 84/07/25, 8407270258. 


F. Security, medical, emergency St fire protection plans 


8407240377 Forwards public version of Rev 3b to Emergency Plan 
Implementing Procedure 5.3.2, "McGu ire/Catawba Crisis News 
Group" St Rev 10 to Procedure 5.3.5, "Design S« Const Support 
Group Plan. " 

TUCKER, H.B. Duke Power Co. 83/08/10, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 25751:311. 24X 

Fiche; 50-000. 83/08/10, 8407240377. 


--8407240384 Public version of Rev 3b to Emergency Plan implementing 
Procedure 5,3.2, "McGuire/Catawba Crisis News Group" S« Rev 
10 to Procedure 5.3.5, "Design 8< Const Support Group Plan." 

W/JM Felton 840717 release memo. 

* Duke Power Co. 83/06/15. 18pp. 25751:313. 24X 

Fiche; 50-000, 83/08/10, 8407240377. 


8407120100 FOIA request for records re emergency planning for facility. 
AHLERS, D. M. Palmetto Alliance. 84/04/02. Office of 

Administration. Ip. 25557:175. 24X Fiche : 50-413, 84/04/02, 

8407120100. 


8407120104 Responds to FOIA request for records re emergency planning 
for faci lity. Forwards listed doc uments. Revi ew of remaining 
documents subj to request continuing, 

FELTON, J.M, Division of Rules and Records. 84/04/30. AHLER,D. M. 
Palmetto Alliance. Ip. 25557:176, 24X Fi c h ®: 50-413, 84/04/30, 

8407120104. 


— 8407120105 Forwards final "Evaluation Rept on Catawba Emergency Plan 
Dtd (Aug 1980), 810331. " 

HICKEY, E.E, Battelle Memorial Institute, Pacific Northwest 
Laboratories. 81/10/26. KEVERN, T. Emergency Preparedness 
Development Branch (Pre 820201). Ip. 25557:177. 24X 

Fiche: 50-413, 84/04/30, 8407120104. 


— 8407120110 "Evaluation Rept on Catawba Emergency Plan Dtd (Aug 1980), 
810331. " 

* Battelle Memorial Institute, Pacific Northwest Lab ora tor i es. 
81/10/26. NRC - No Detailed Affiliation Given. 25pp. 

25557:178. 24X Fiche: 50-413, 84/04/30, 8407120104. 
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— 8407130113 FoT'jards portions of facility emergency preparedness 
appraisal rept completed by CD CorbitiMH Malmros St WH 
Knox. Minor editorial changes made to draft given to NRC 
prior to leaving site. List portions of appraisal conducted. 
MARIIN.J. B., CORBITiC.D. Battelle Memorial Institute* Pacific 
^ 4 orthUJest Laboratories. 83/12/02 HUFFMAN, G. NRC - No Detailed 
Affiliation Given. S2pp, 25557:203. 24X Fiche : 50-413. 84/04/30* 

8407120104. 


8407090025 Forwards IE Insp Repts 50-413/84-46 St 50-414/84-22 on 
840424-27. No violations or deviations noted. 

DANCE, H. C. Division of Project Resident Programs. 84/06/01. 
TUCKER* H. B. Duke Power Co, 2pp. 25454:198, 24X 

Fiche: 50-413, 84/06/01* 8407090025. 


— 8407090028 IE Insp Repts 50-413/84-46 *,. 50-414/84-22 on 840424-27. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters* stand by 
shutdown facility St standby shutdown sys. 

HUNT, M, D. * WISEMAN.G. R , CONLON* T, E. Region 2, Office of Director, 
84/05/25. 15pp. 25454:200. 24X Fiche: 50-413, 84/06/01. 

8407090025. 


8407160192 Forwards public version of revised Crisis Mgt Plan 
Implementing Procedures 5.3.6, "Nuclear Technical Svcs 
Group" 8t 5.3.16* "Quarterly Inventory /Communications 
Equipment Check" «t design i>. const support group plan, 

TUCKER* H. F. Duke Power Co. 84/06/13. 0 'REILLY* J. P. Region 2, 

Office of Director. 3pp. 25625: 244. 24X Fiche: 50—000* 84/06/13* 

8407160192. 


— 8407160198 Public version of revised Crisis Mgt Plan Implementing 
Procedures 5.3.6* "Nuclear Technical Svcs Group" 5.3.16* 
"Quarterly Inventory/Communications Equipment Check" 8t 
design const support group p Ian. U/840709 release memo. 

•» Duke Power Co. 84/06/15. 57pp. 25625:247. 24X 

Fiche: 50-000, 84/06/13* 8407160192. 


8407190114 Forwards IE Insp Repts 50-413/84-62 !*. 50-414/84—29 on 
840522-25. No violations or deviations noted. 

DANCE. H.C. Region 2* Office of Director. 84/06/15. TUCKER.H. B, 
Duke Power Co. 2pp. 25687:013. 24X Fic he : 50-413* 84/06/1 5* 

8407190114. 


—8407190120 IE Insp Repts 50-413/84-62 &t 50-414/84-29 on 840522-25. No 
violations or deviations noted. Major areas inspected : fir e 
protect ion. 

MILLER* W.H. Region 2* Office of Director. 84/06/11. 8pp. 

2568/: 015. 24X Fich e : 50-413* 84/06/ 15* 84071901 14. 


8407190130 Forwards IE Insp Repts 50-413/84-54 ?< 50-414/84-24 on 
840514-18. No violations or deviations noted. 

DANCE* H.C. Region 2* Office of Director. 84/06/22. TUCKER, H.B. 
Duke Power Co. 2pp. 25667:050. 24X Fiche: 50-413, 84/06/22* 

8407180130. 


— 9407180135 IE Insp Repts 50-413/84-54 50-414/84-24 on 840514-18. No 

violations or deviations noted. Major areas inspected: 
evaluation of licensee response S* corrective actions re 
deficienc ies* improvement items *4 emergency preparedness. 

KREH, J.'L, Region 2* Office of Director. 84/06/20. 13pp. 

25667:052. 24X Fiche; 50-413* 84/06/22, 8407180130. 


8407020485 Forwards supplemental responses to NRC 840523 questions 
re vital areas/equipment identification contained in 
security plan. Info withheld (ref 10CFR73. 21). 

TUCKER, H. B. Duke Power Co. 84/06/28, DENTON* H. R, Office of 
Nuclear Reactor Regulation* Director. 2pp. 25217:220. 24X 

Fiche: 50-413* 84/06/28* 8407020485. 


8407030399 Forwards addl info re cold shutdown analysis Zn adequacy of 
standby makeup pump to assist NRC in review of SER, Section 
9. 5. l*Qpen Issue 14 concerning fire protection program, 

Annotated draft Tech Specs end. 

TUCKER, H.B. Duke Power Co. 84/06/28. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 8pp, 25239:264, 24X 

Fiche: 50-413* 84/06/28, 8407030399. 


8407030336 Advises that fire protection program will be complete It in 
place inside Unit I protected area prior to Unit 1 fuel 
load* per SER Section 9. 5. 1. 2. Exceptions to requirements 
listed. 

TUCKER.H, B. Duke Power Co, 84/06/29. DENTON* H. R, Office of 
Nuclear Reactor Regulation* Director. aDENSAM* E. G. Licensing Branch 
4. 3pp. 25272:130. 24X Fi ch e: 50-413, 84/06/29* 8407030336. 


B407060014 Advises that while power removed manually from three of four 
RHR suction isolation valves for App R Zt security reasons, 
deviation from branch technical position described in SER* 

Section 5. 4. 4, 1 justified. 

TUCKER, H. B. Duke Power Co. 84/07/03. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director, 2pp. 25429:295. 24X 

Fiche: 50-413. 84/07/03* 8407060014. 


8407110181 Forwards addl pages to Rev 5 to security plan. Addl pages 
withheld (ref 10CFR73. 21). 

TUCKER* H. B. Duke Power Co. 84/07/03. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Dir.ector. 2pp. 25522:001. 24X 

Fiche: 50-413, 84/07/03, 8407110181. 


8407130291 Forwards Rev 13 to Table P-2 of crisis mgt plan, in response 
to SSER 2, Section 13. 3. 2. 1 ( 2 ) . Re v lists procedures used by 
dose assessment group. Rev effective 840815. 

TUCKER.H, B. Duke Power Co. 84/07/11. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 5pp. 25565:071. 24X 

Fiche: 50-413* 84/07/11* 8407130291. 


8407300481 Forwards SALP Repts 50-413/84-59 Z>. 50-414/84-28 for 
May 1983 - Feb 1984. 

O'REILLY. J. P. Region 2. Office of Director. 84/07/12. TUCKER.H. B. 
Duke Power Co. 3pp. 25814:312. 24X Fiche : 50-413, 84/07/12* 

8407300481. 


—8407300485 SALP Repts 50-413/84-59 50-414/84-28 for May 1983 - 

Feb 1984. Category 2 assigned in areas of preoperationa 1 
testing & emergency preparedness. 

Region 2* Office of Director. 84/06/01. 26pp. 25814:317. 24X 

Fiche; 50-413, 84/07/12, 8407300481. 


8407170564 Responds to 840328*0412,24*0504 Zt 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO. N. J, Commissioners. DSB 285. 84/07/13. MARKEY, E. J. 

House of Rep. * Interior & Insular Affairs. 5pp. 25864: 145. 24X 

Fiche: 50-000, 84/07/13, 8407170564, 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes Zt related info 
end. 

PRESTEMQN, D. L. Ato.nic Safety and Licensing Board Panel. 84/03/15. 

COTTER, BP. Atomic Safety and Licensing Board Panel. 8pp. 
25864:188. 24X Fiche; 50-000. 84/07/ 13. 8407170564. 


8407270083 Revised emergency plan implementing procedures* including 
RP/O/B/5000/13 re NRC notification requirements Zt 
HP/a/B/1009/12 re quantifying gaseous release through steam 
relief valves under post-accident c ond i ti one. W/840723 Itr. 
TUCKER.H. B. Duke Power Co. 84/07/23. 74pp. 25789:296. 24X 

Fiche; 50-413. 84/07/23. 8407270083. 


8407270258 Forwards "Description of Deviations from Generic Emergency 
Response Guidelines ( Wes t ing house Owners Group ERG-Basie 
Edition)*" per Suppl 1 to NUREO-0737 Zt Section 13.5.3 of 
SER. Rept suppls 840618 Itr. 

TUCKER.H. B. Duke Power Co. 84/07/25. DENTON* H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM* E. 0. Licensing Branch 
4. 2pp. 25789:144, 24X Fiche: 50-413* 84/07/25, 8407270258. 


— 8407270351 "Description of Deviations from Generic Emergency Response 
Cuidelines (Westinghouse Owners Group ERG-Basic Edition)." 

* Duke Power Co. 84/07/31. 20pp. 25789:146. 24X 

Fiche: 50-413* 84/07/25* 8407270258. 


0. Adjudicatory correspondence 


8406200372 Forwards applicant Exhibits EP-22. EP-23 Sc EP-24. Three 
oversize maps end. Aperture cards are available in PDR. 

SHEAR1N*R. V. Duke Power Co, DSB 758. 84/06/14. MARGULIES* M. B. • 
LAZO*R. M. , HOOPER* F. F. Atomic Safety and Licensing Board Panel. 
5pp. 25050:347. 24X Fiche: 50-413* 84/06/14* 0406200372. 


8407030223 Partial initial decision authorizing issuance of low power 
testing license for Unit 1 Z>. issuance of licenses for fuel 
loading Zt operation of Unit 2. Served on 840702. 

FOSTER* R.F.* PURDQM* P. W. , KELLEY, J. L. Atomic Safety and Licensing 
Board Panel. DSB 97?. 84/06/22. 2a4pp. 25235:043. 24X 

Fiche; 50-413, 84/06/22* 8407030223. 


8407030295 Notice of withdrawal of appearance in proceed ing. Cert if icate 
of Svc end. 

RAWSOM, R. J. Hearing Branch 4, DSB 003, 84/06/26, 3pp- 25271:237. 

24X Fiche: 50-413* 84/06/26- 8407030295. 


8407170537 Request for action under 10CFR2. 206 to institute proceeding 
to modify* suspend or revoke CP re alleged instances of 
harassment Zt intimidation of QC inspectors Zt numerous 
violations of 10CFR50*App B. 

GUILD* R. Guild* R. GUILD* R. Palmetto Alliance. DSB 280. 

84/06/27. DEYOUNG* R.C. Director's Office* Office of Inspection and 
Enforcement. 6pp. 25625:348. 24X Fiche; 50-413* 84/06/27* 0407170537. , 
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8407020510 Answer opposing Palmetto Alliance Zr. Carolina Environ Study 
Group 840531 motion to compel discovery re TDI diesel 
g enerators. Certificate of Svc encl. Related correspondence. 

CARR. A, V. Duke Power Co. CARR. A. 0. Bishop. Liberman, Cook, Purcell 
&■. Reynolds. DSB 951. B'1/06/28. Atomic Safety and Licensing Board 

Panel. 22pp. 25226:056. 24X Fi c h e . 50-4 1 3, 84/06/28, 840702051 0. 


8407090157 Notice of appeal from ASLB 840622 partial initial decision. 
Certificate of Svc end. 

GUILD. R. Palmetto Alliance. GUILD. R. Guild. R. DSB 050. 

84/07/02. 3pp. 25443:233 24X Fi ch e: 50-4 13. 84/07/02. 840 7 0 90157. 


8407100252 Forwards listed documents inadvert ently omitted from 
applicant supplemental response to Palmetto Alliance fy. 

Carolina Environ Study Ci'oup interr og at or i e s Z. request for 
documents. W/Cer t i f i ca te of Svc. Related correspondence. 

CARR. A V, Duke Power Co. DSB 115 84/07/06. KELLY. J. L. . 

PURDOH. P. W, , foster. R.F. Atomic Safety and Licensing Board Panel. 
44pp, 25513:006. 24X F i c h e : 50-4 13, 84/07/06. 8407100252. 


8407110265 Informs that SSER on emergency diesel generators will not 
be completed by 840716 due to late submittal of applicant 
rspt on Diesel Generator lA. Staff reassessing workload 
resources Z new SSER issuance date. Related correspondence. 

GRAY. J. R. Hearing Branch 4. DSB 180. 84/07/06. KELLEY. J. L. , 

PURDOH, P. W. , FOSTER, R. F. Atomic Safety and Licensing Board Panel. 
Ip. 25522:341. 24X Fi che: 50-413, 84/07/06, 84071 10265. 


8407130250 Informs of designation of UL Riley to assist in litigation 
of diesel generator issues, per ASLB 840622 directive fy 
R Anderson as source of expert assistance on contention. 

GUILD. R. Guild. R. GUILD, R. Palmetto Alliance. DSB 230. 

84/07/06. KELLEY. J. L. . PURDOM.P. W. , FOSTER. R. F. Atomic Safety and 
Licensing Board Panel, 2pp 25567:145. 24X Fi che; 50-413. 94/07/06, 

8407130250. 


8407100602 Proposed findings of fact in form of supplemental partial 
initial dec i si on. Cer t i f i ca te of Svc encl. 

liCGARRY. U. M. Duke Power Co. MCGARRY, J. M. Bishop, Liberman. Cook, 
Purcell Reynolds. DSB 126. 84/07/09. 369pp. 25515:001. 24X 

Fiche: 50-413. 84/07/09, 8407100602. 


8407110240 Advises that tine for Commission to review ALAB-768 expired. 
Commission declined revi ew. Dec isi on became final agency 
action on 840703. Served on 840710. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 174. 
84/07/10. Atomic Safety and Licensing Board Panel. Ip. 

25527:235. 24X Fi ch e; 50-413, 84/07/ 10. 84071 10240. 


8407130256 Hemorandum Z order denying Z. dismissing 840530 joint 
supplemental petition for admission of proposed Contention 
20 re adequacy of emergency planning for city of Charlotte. 

NC, Served on 840712. 

MARCULIES, M, B. Atomic Safety and Licensing Board Panel. DSB 216. 
84/07/11. Carolina Environmental Study Group. 17pp. 25567:171. 

24X Fiche: 50-413,84/07/11,8407130256. 


B407160277 Forwards util 840629 followup rept re TDI diesel generators, 
Insp of Diesel lA complete except for insps that must be 
performed during or following engine reassemb 1 y. W/o encl. 

Related correspondence. 

CARR, A V. Duke Power Co. DSB 252. 84/07/11. KELLEY, U.L., 

PURDQH. P, W. , foster, R. F, Atomic Safety and Licensing Board Panel. 
2pp. 25601:206. 24X Fiche: 50-413. 84/07/1 1 . 8407160277. 


8407180290 Forwards Suppl 2 to NUREG-0954. cons isting of SER issued 
June 1984 Z. application for SNH 1 ice’nse. App lication & 
license previously transmitted, W/o end. Related 
correspondence, 

JOHNSON, G, E, Hearing Branch 4. DSB 304, 84/07/12, KELLY. U. L. , 

FOSTER, R.F., HOOPER, F.F. Atomic Safety and Licensing Board Panel. 
2pp. 25651:354, 24X Fiche; 50-413, 84/07/12, 8407180290. 


8407170088 Order on 840713 request for extension until 840801 to file 
proposed findings of fact fy. conclusions of law. Extension 
until 840727 granted. Served on 840716, 

MAROUL lES. M, B, Atomic Safety and Licensing Board Panel. DSB 264. 
84/07/13. Government Accountability Project, Ip. 25610:073. 24X 

Fiche: 50-413,84/07/13. B407170088, 


8407180304 Forwards applicant 840706 Itr to NRC describing Diesel 
Engine IB insp. Ltr also provides NRC w/applicant plans for 
return to svc testing of diesel eng ine. Re lated 
corresp ondence. 

CARR, A. V Duke Power Co, DSB 327. 84/0 7/16, KELLY, J, L. . 

PURDOii, P. W. , FOSTER. R. F. Atomic Safety and Licensing Board Panel. 
9pp. 25651.276. 24X Fi c h e : 50-413, 84/07/ 16. 8407 1 80304. 


8407200253 Forwards motion for extension of time for filing of briefs 
to ensure that all briefs would be filed after rendering of 
remaining partial initial decisions expected in Oct. 

GUILD. R. Guild. R. GUILD, R. Duke Power Co. DSB 395. B4/07/16. 

ROSEhJTHAL, A. S. , WILBER, H. A., MOORE, T, S. Atomic Safety and Licensing 
Board Panel. Ip. 25694:291. 24X Fi ch e : 50-4 1 3, 84/07/ 16, 8407200253. 


--8407200255 Motion for extension of time for filing of briefs to provid 
that briefs of all parties would be filed after rendering of 
remaining partial initial decisions now expected in Oct. 

Certificate of Svc encl. 

GUILD, R. Duke Power Co. GUILD, R. Guild, R. 84/07/16. Atomic 

Safety and Licensing Board Panel. 4pp, 25694; 292. 24X 

Fiche; 50-413. 84/07/16. 8407200253. 


8407240305 Joint motion for extension of time to file briefs re 
840702 appeal of 840622 partial initial decision on 
emergency p lanning. Granted on 840720 by ASLAB. 

GUILD, R. Palmetto Alliance. GUILD, R. Guild, R. RILEY, J. C. 
Carolina Environmental Study Group. DSB 474. 84/07/16. Atomic 

Safety and Licensing Appeal Panel. 2pp. 25718:181. 24X 

Fiche: 50-413, 84/07/16, 8407240305. 


8407190477 Notice of appearance in pr oc eed i ng . Cer t i f i cate of Svc encl. 
WHITE, M.D. Duke Power Co. WHITE, M. D. Bishop, Liberman, Cook, 
Purcell .V. Reynolds. DSB 360. 84/07/18. 3pp. 25684:117, 24X 

Fiche; 50-413, 84/07/18. 8*107190477. 


8407190511 Forwards applicant interr ogatori es S< request for production 
of documents directed to R Anderson on newly admitted 
contention re diesel generator engine prob 1 ems. Re lated 
c orresp ondence. 

MCGARRY, J. M Bishop. Liberman, Cook. Purcell Z. Reynolds. 

MCCARRY, J. M. Duke Power Co. DSB 359. 84/07/18. KELLEY, J. L. , 

FOSTER, R.F. , PURDOM, P.W. Atomic Safety and Licensing Board Panel. 

Ip. 25684:196. 24X Fi ch e : 50-413, 84/07/18, 8407190511 . 


— 8407190514 Interrogatories Z. requests for production directed to 
R Anderson on neuly admitted contention re diesel generator 
engine pr ob lems . Cert i fi cat e of Svc encl. Related 
correspondence. 

MCGARRY, J.M. Duke Power Co. MCGARRY, J.M. Bishop, Liberman, Cook, 
Purcell Z. Reynolds. 84/07/18. Carolina Environmental Study 
Croup. 34pp. 25684:197. 24X Fi c h e : 50-413 , 84/07/18, S40719051 1. 


8407230106 Forwards interim Insp Repts 50-413/84-73 & 50-414/84-32 
following up on Welder B issue. Related correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 411, 84/07/18. KELLY, J. L. , 

FOSTER. R.F. , PURDOM, P.W. Atomic Safety and Licensing Board Panel, 
5pp. 25706:087. 24X F i c h e : 50-4 13, 84/07/ 1 8, 8407230 106, 


8407230330 Memorandum order establishing hearing schedule & 
associated dates S', expert assistance for diesel generator 
c ontent i on. Served on 840723. 

KELLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 436. 

84/07/20, Office of the Executive Legal Director. 6pp. 

25711:266. 24X Fiche : 50-413, 84/07/20, 8407230320, 


8407310330 Forwards Qfc of Investigations rept, "Catawba Nuclear 
Station ; A1 leg ed Harassment ?< Intimidation of QC Welding 
Inspectors. " W/o encl. Served on 840730. 

KElLEY, J. L. Atomic Safety and Licensing Board Panel. DSB 621. 

84/07/27. Office of the Executive Legal Director. Ip. 25828:199, 

24X Fiche; 50-413, 84/07/27, 8407310330. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C. L. TDI (Tnansamer i ca Delaval, Inc. ) Owners Group. 84/06/19. 
DENTOrT, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121: 352. 24X Fiche; 50-000, 84/06/19. 8406250001. 


Q. Inspection reports, IE Bulletins Zy correspondence 


8407090025 Forwards lE Insp Repts 50-413/84-46 & 50-414/84-22 on 
840424-27. No violations or deviations noted. 

DANCE, H. C. Division of Project !k Resident Programs. 84/06/01. 
TUCKER, H.B. Duke Power Co, 2pp. 25454:198. 24X 

Fiche: 50-413, 84/06/01, 8407090025. 
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--8407090028 IE Insp Repts 50-413/84-46 50‘-414/84-22 on 840424-27. No 

violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters/ stand by 
shutdoujn facility standby shutdouin sys. 

HUNT/ M. D. , MILLER. W. H. . TAYLOR. P. A. Region 2. Office of Director. 
84/05/25. 15pp. 25451:200. 24X F i c he : 50-4 1 3. 84/06/01 . 8407090025. 


— 8407020473 IE Insp Repts 50-413/84-25 & 50-414/84-10 on 840221-23. 
Violation fy. deviation no te d : inac c urate info submitted re 
training hours. class attendance & course descriptions as 
part of certification for operator license applications. 

DEBS. S.T. , WILSON. B. Region 2. Office of Director, 84/03/29. 
7pp. 25217:252. 24X Fiche: 50-413. 84/06/25, 8407020412. 


8407050394 Forwards IE Insp Repts 50-413/84-55 50-414/84-25 on 

840326-0511. No violations noted. 

DANCE, H.C. Region 2. Office of Director, 84/06/06. TUCKER. H. B. 
Duke Power Co, 2pp. 254 16:266. 24X Fiche: 50-413. 84/06/06, 

8407050394. 


—8407050397 IE Insp Repts 50-413/84-55 50-414/84-25 on 840326-0511. No 

violations noted. Major areas inspected: followup of NRC 
licensee identified* items, site tours, personnel interviews it 
preop erat ional test program implementation, 

VAhJDQQRN, P. K. . SKlNr4ER, P. H. . BROWNLEE. V. L. Region 2. Office of 
Director, 84/06/06. 5pp. 25416:268. 24X Fi c h e : 50-41 3 , 84/06/06, 

8407050394. 


8407190114 Forwards IE Insp Repts 50-413/84-62 S'. 50-414/84-29 on 
840522-25 No violations or deviations noted. 

DANCE. H.C. Region 2. Office of Director. 84/06/15. TUCKER. H. B. 
Duke Power Co. 2pp. 25687:013. 24X Fiche ; 50-413, 84/06/1 5, 

8407190114. 


— 8407190120 IE Insp Repts 50-413/84-62 ?y 50-414/84-29 on 840522-25. No 
violations or deviations noted. Major areas insp ec ted ; f ir e 
protect ion. 

MILLER. W.H., CONLON.T. E, Region 2, Office of Director, 84/06/11. 
8pp. 25687:015. 24X F i c h e : 50-413. 84/06/ 1 5. 84071 901 1 4. 


8407190314 Forwards IE Insp Repts 50-413/84-57 fy 50-414/84-27 on 
840529-0601 . No violations noted. 

DANCE. H.C. Region 2. Office of Director. 84/06/19, TUCKER. H.B. 
Duke Power Co. 2pp. 25685:158. 24X Fic he : 50-413, 84/06/ 1 9, 

0407190314. 


—8407190320 IE Insp Repts 50-413/84-57 fy 50-414/84-27 on 840529-0601. No 
violations noted. Major areas insp ec ted : ac t i on on previously 
identified enforcement mat ters, in str umentat i on components & 
sys. observation of work inspector followup item. 

RUFP.A. B,. CONLQN. T, E, Region 2, Office of Director. 84/06/14. 

5pp. 25685:160. 24X F i ch e : 50-413, 84/06/ 19, 8407190314. 


8407100130 Forwards IE Insp Repts 50-413/84-54 50-414/84-24 on 

840514-18. No violations or deviations noted. 

DANCE. H.C. Region 2. Office of Director. 94/06/22. TUCKER. H.B. 
Duke Power Co. 2pp. 25667:050. 24X Fiche: 50-413. 84/06/22, 

8407180130. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S; Engineering 
Response (Post B30103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fi che: 50-000, 84/06/26, 8406250214. 


8407190136 Ack receipt of 840529 !« 0608 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-413/84-44 h 50-414/04-21. 

LEWIS.R.C. Region 2. Office of Director. 84/06/26. TUCKER. H.B. 
Duke Power Co. 2pp. 25686:248. 24X Fic h e : 50-413, 84/06/26. 

8407190136. 


— 8407190147 Responds to NRC 840427 Itf re violations noted in IE Insp 
Repts 50-413/84-44 50-414/84-21. Corrective actions: 

Form 302.2 will be reviewed & updated iJt Form P-3A issued for 
Unit 2 pumps. 

TUCKER, H.B. Duke Power Co. 84/06/08. 0 'REILLY, J. B. Region 2, 

Office of Director, 3pp. 25686:250. 24X Fiche: 50-413. 84/06/26, 

8407190136. 


— 8407190161 Informs of delay in responding to IE Insp Repts 

50-413/84-44 Jk 50-414/84-21 due to heavy schedular demands. 
Response expected by 840611. 

TUCKER, H.B. Duke Pouer Co. 84/05/29. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 25686:253. 24X Fi ch e: 50-413, 84/06/26, 

8407190136. 


— 8407190167 Forwards IE Insp Repts 50-413/84-44 & 50-414/84-21 on 
840410-13 S', notice of violation. 

LEWIS.R.C. Region 2. Office of Director. 84/04/27. TUCKER, H.B. 
Duke Power Co. 2pp. 25686:254. 24X Fi c he : 50-413, 84/06/26. 

8407190136. 


— 8407190169 Notice of violation from insp on 840410-13. 

* Region 2, Office of Director. 84/04/27. 2pp. 25686:256. 24X 

Fiche: 50-413, 84/06/26. 8407190136. 


— 8407190177 IE Insp Repts 50-413/84-44 50-414/84-21 on 840410-13. 

Violations no ted : f a i 1 ur e to comply w/storage insp 
requirements for component coolant pump shafts S< hydrogen 
recomb iner . 

ECONOMOS. N, . BLAKE, J. J. Region 2. Office of Director. 84/04/25. 
6pp. 25686:258. 24X Fiche: 50-413, 84/06/26, 8407190136. 


—3407180135 IE Insp Repts 50-413/84-54 S', 50-414/84-24 on 840514-18. No 
violations or deviations noted. Major areas inspected: 
evaluation of licensee response corrective actions re 
defic ienc ies, improvement items fy emergency preparedness. 

KREH. J. L. , CUNNINGHAM. A. , CLINE, W. E. Region 2, Office of Director. 

84/06/20, 13pp. 25667:052. 24X Fiche : 50-413, 84/06/22, 

8407100130 


8407020412 Ack receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-25 8< 
50-414/84-10, 

LEWIS.R.C. Region 2. Office of Director. 84/06/25. TUCKER, H.B. 
Duke Power Co. Ip. 25217:244. 24X Fiche ; 50-413. 84/06/25, 

8407020412. 


— 8407020444 Responds to NRC 840418 Itr re violations S: deviations noted 
in IE Insp Repts 50-413/84-25 & 50-414/84-10. Correct! ve 
actions : operator training records audited 8< corrections made 
to reflect training received. ' 

TUCKER, H.B. Duke Pouer Co. 84/05/21. 0 'REILLY. J. P. Region 2, 

Office of Director. 3pp. 25217:245. 24X Fiche: 50-4 13, 84/06/25. 

8407020412 


—8407020449 Forwards IE Insp Repts 50-413/84-25 50-414/84-10 on 

840221-23 fy notices of violation deviation. 

O'REILLY, J. P. Region 2, Office of Director. 84/04/18. 

TUCKER. H.B. Duke Pouer Co. 2pp. 25217:248. 24X 

Fiche; 50-413. 84/06/25, 8407020412. 


—8407020454 Notice of violation from insp on 840221-23. 

Region 2, Office of Director, 84/04/18. Ip. 25217:250. 24X 

Fiche; 50-413, 84/06/25. 8407020412. 


8407190093 Forwards IE Insp Repts 50-413/84-69 50-414/34-30 on 

840611-12. No violations or deviations noted. 

DANCE. H. C. Region 2. Office of Director. 84/06/28. TUCKER, H. B. 
Duke Power Co. 2pp, 25687:304. 24X Fiche; 50-413, 84/06/28, 

8407190093. 


— 8407190094 IE Insp Repts 50-413/84-69 ?< 50-414/84-30 on 840611-12. No 
violations or deviations noted. Major areas inspected: 
procedures U operations for control accountability of SNM. 
Details withheld (ref 10CFR2. 790 t'. 73.21). 

TODD. 0. A. , BATES, J. W. . MCALPINE, E. J. Region 2. Office of Director. 
84/06/27. Ip. 25687:306, 24X Fiche: 50-413. 84/06/28. 8407190093. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 5c Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5t Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fiche: 50-000. 84/06/29, 8406200311. 


8407030454 Forwards "Catawba Nuclear Station Diesel Engine lA 
Component Revalidation Insp Final Rept" describing insp «< 
evaluations performed. Resu Its indicate TDI diesel 
generators provide reliable source of backup power. 

TUCKER. H.B. Duke Power Co. 8^/06/29. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E, G. Licensing Branch 
4. 2pp. 25276:228. 24X Fiche: 50-413, 84/06/29, 8407030454. 


— 8407030456 "Catawba Nuclear Station Diesel Engine lA Component 
Revalidation Insp Final Rept." 

* Duke Power Co. 04/06/29. 190pp, 25276:230. 24X 

Fiche: 50-413, 84/06/29. 8407030454. 


— 8407020462 Notice of deviation from 
* Region 2, Office of Director. 
Fiche; 50-413, 84/06/25. 8407020412. 


insp on 840221—23. 

84/04/18. Ip. 25217:251. 24X 


8407030085 IE Info Notice 84-53. "In 
Anaerobic Adhesive/Sealants. " Svc 
JORDAN, E. L. Division of Emergency 
Response (Post 830103), 84/07/05. 

York. Inc. 119pp. 25602:276. 24 


■o re Use of Loctite 242 it Other 
ist end. 

Preparedness 5< Engineering 

Consolidated Edison Co. of New 
: Fiche: 50-000.84/07/05. 8407030085. 
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8407030089 IE Int*o ^4otlCe 84-54. “Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list end 

JORDAN. E. L. Division of Emergency Preparedness &; Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 12?pp. 25602:032. 24X Fi che; 50-000. 84/07/05. 84070300B9. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post S30103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi c he ; 50-000, 84/07/06, 8407050274, 


8407110316 Submits plans for insp of TDI diesel engine IB & return to 
svc testing of engine lA following reassembly after insp. 

Vital engine parameters will be monitored on 15-minute basis 
during 1 h run at power to assure proper operation. 

TUCKER, HB. Duke Power Co. 84/07/06. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 8pp. 25523:098. 24X Fi che: 50-413, 84/07/06. 84071 10316. 


8407180116 Ack receipt of 840622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-49 S. 
50-414/84-23. 

LEWIS, R. C Region 2, Office of Director. 84/07/06. TUCKER, H.B 
Duke Power Co, Ip, 25667:040. 24X Fiche: 50-413, 84/07/06, 

8407180116. 


8407180155 Responds to MRC 840524 Itr re violations noted in IE Insp 
Repts 50-413/84-49 & 50-414/84— 23. Corrective actions:QA 
Procedure M-2i "Insp of Design Concrete, " will be revised to 
clearly state reciuirenents for future work. 

TUCKER, H.B. Duke Power Co. 84/06/22. 0 'REILLY, J. P , Region 2. 

Office of Director. 2pp. 25667:041. 24X Fiche; 50-413, 84/07/06, 

8407180116. 


■8407180159 Forwards IE Insp Repts 50-413/84-49 & 50-414/84-23 on 
840501-04 Zr. notice of violation. 

LEWIS, R. C. Region 2, Office of Director, 84/05/24, TUCKER, H B 
Duke Power Co. 2pp. 25667:043. 24X Fich e; 50-413, 84/07/06. 

8407180116, 


—8407180163 Notice of violation from insp on 840501-04. 

■» Region 2. Office of Director. 84/05/24. Ip. 25667:045 24X 

Fiche: 50-413, 84/07/06, 8407180116. 


—8407180165 IE Insp Repts 50-413/84-49 i: 50-414/84-23 on 840501-04. 
Violation noted : fai lure to identify concrete honeycomb. 

HARRIS, U. R. , CDNLON, T. E. Region 2, Office of Director. 84/05/16 
4pp. 25667:046. 24X Fich e ; 50-413, 84/07/06, 84071801 1 6. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5~Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co of New 

York, Inc. 120pp. 25865:166. 34X Fiche: 50-000, 84/07/ lO. 8407060251 


8407300481 Forwards SALP Repts 50-413/84-59 & 50-414/84-28 for 
May 1983 - Feb 1984. 

0 'REILLY. J. P, Region 2, Office of Director. 84/07/12. TUCKER, H S 
Duke Power Co. 3pp, 25814:312. 24X Fiche: 50-413, 84/07/12, 
S407300481. 


-S4073004S4 Forwards SALP Repts 50-413/84-59 & 50-414/84—28 for 
May 1983 - Feb 1984. 

LEWIS, R.C. Region 2, Office of Director. 84/06/01. TUCKER, H B 
Duke Power Co. 2pp, 25814:315. 24X Fiche: 50-413, 84 / 07 / 12 , 

8407300481. 


—8407300485 SALP Repts 50-413/84-59 1-. 50-414/84-28 for Nay 19S3 - 
Feb 1984. Category 2 assigned in areas of preoperational 
testing & emergency preparedness. 

Region 2, Office of Director. 84/06/01. 26pp. 25814-317 24X 

Fiche: 50-413, 84/07/12, 8407300481. 


-8407300488 Submits comments re SALP Repts 50-413/84-59 St 50-414/84-28. 
Operational QA program appropriately implemented to address 
preop erati onal activities. Actions taken to strengthen 
content documentation of licensed operator training. 

TUCKER, H.B. Duke Power Co. 84/06/21. 0 'REILLY, J. P, Region 2, 

Office of Director. 2 pp, 25814:343. 24X Fiche : 50-413. 84/07/12, 

8407300481 . 


8407260332 Responds to IE Bulletin 84-02 re failure of GE-Type HFA 
relays in use in Class IE safety sys. No relays described 
in bulletin used in saf et y— re lated appl ications. 

TUCKER, H.B. Duke Power Co. 84/07/13. 0 'REILLY. J. p. Region 2, 

Office of Director. Ip. 25777:357. 24X Fiche: 50-413, 84/07/13, 

8407260332. 


8407270259 Submits plans for periodic maint, insp 15< surveillance of 
Diesel Engines lA ?y. IB. Program will be reevaluated when 
TDI Owners Group recommended program issued. 

TUCKER, H.B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E. G. Licensing Branch 
4. I6pp. 25789:108. 24X F i c he : 50-41 3, 84/07/ 1 6, 8407270259 . 


8407230106 Forwards interim Insp Repts 50-413/84-73 50-414/84-32 
following up on Welder B issue. Related correspondence. 

JOHNSON, G.E. Hearing Branch 4. DSB 411, 84/07/18. KELLY, J. L, 
Atomic Safety and Licensing Board Panel. 5pp. 25706; 087. 24X 
Fiche; 50-413, 84/07/18, 8407230106. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused fay Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E L Division of Emergency Preparedness Zi Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fi c he; 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs 4: related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr, 
Topics include rocker arm cap screws , c y 1 inder head studs, air 
start valve capscrews, fue 1 oil injection tub ing, DSR-4S 
connecting rods & crankshaft. 

RAY.C. L. TDI (Transameri ca Delaval. Inc.) Owners Group. 84/06/20, 
BERLINGER,C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 255^9, 087, 24X Fiche; 50-000, 84/06/20, 

S407120321, 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B, Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fi c h e : 50-000, 84/06/20, 8407 120321 , 


8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. 
YANG, R. Transamerica Delaval, Inc, 84/04/04. 36pp. 25549:144. 

24X Fiche; 50-000, 84/06/20, 8407120321, 


8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO, J. Stone Webster Engineering Corp. 84/06/19, 17pp. 

25549:180. 24X Fiche; 50-000, 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants fy. ^4RC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY,C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp, 
25707:172. 24X Fiche : 50-000, 84/06/20, 8407230126, 


8407230130 Rev 1 to "Project Interface Document Between Duke Power Co 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. *• 

RAY,C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20, 
28pp. 25707:174. 24X Fi ch e; 50-000, 84/06/20. 8407230 126. 


8407250226 Supplemental Deficiency Rept 413-414/84-03 re overspeed 
governor fuel transfer pump drive hubs of diesel 
generators. Insp of Unit 1 diesels in progress. Completion of 
corrective action anticipated prior to initial criticality. 
TUCKER, H.B. Duke Power Co. 84/07/02, 0 'REILLY, J, P, Region 2, 

Office of Director, Ip. 25754:305. 24X Fiche; 50-413, 84/07/02, 

8407250226. 


8407090106 Comments on BNUL draft rept, "Review S-, Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate logical structure for dealing w/problems in 
TDI diesel feng ines. 

HEYWOOD, J. B. Massac hoset ts Institute of Technology, Cambridge, MA. 
84/07/03. DENION, H. R. Office of Nuclear Reactc" "eg :.) ! at i on ■ 
Director. 2pp. 25443; 3<iO. 24X Fi c h e : 50-000, •'DT/: ,-j. 84C 7070 1 Oi 


8407250356 Supplemental Deficiency Rept 413-414/83-17 re special weld 
boss restrictor appl ications. Due to addl rework reguired, 
anticipated corrective action completion date extended to 
840824. 

TUCKER, H.B. Duke Power Co. 84/07/03. O 'REILLY, J. P, Region 2, 
Office of Director. Ip. 2-5754:146. 24X Fich e: 50-413, 84/07/03, 

8407250356. 


S407110'133 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05, BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi ch e : 50-000, 84/07/05, 

84071 10433. 
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8407120339 Board Notification 84-127: foriuards info re TDI Owners Group 
repts &! conflict of interest determination concerning PNL. 

EISfe-NHUTi D, G. Division of Licensing. 84/07/05. PALLADINO 
Consolidated Edison Co. of Ney York» Inc. 5pp. 25730: 149. 24X 

Fiche: 50-000. 8<l/07/05. 8^07120339. 


8407260015 Significant Deficiency Rept 413-414/84-05 re defective 
turbochargers on Unit 1 d i es e 1 s. Reso 1 u t ion proposed by TDI 
involves mod of turbocharger drip line to allow lubrication 
u/full flow keep warm lube oil. 

TUCKER. H. B. Duke Power Co. 84/07/05, 0 ' RE ILLY, J. P, Region 2. 

Office of Director. Ip. 25781:321. 24X Fiche: 50-413, 84/07/05. 

B407260015. 


8407250401 Significant deficiency rept re failure to field install 
Lioitorque T-drains. Initially reported on 840608. T-dra i ns 
being procured Z>. uill be installed prior to criticality on 
Unit 1 ?■: prior to fuel load on Unit 2, 

TUCKER, H. B. Duke Power Co. 84/07/09. 0 'REILLY, U. P, Region 2, 

Office of Director, 5pp, 25754:185. 24X Fiche: 50-413. 84/07/09, 

8407250401. 


B407250526 Significant deficiency rept re unconsidered effects of 
superheated steam generated by steam generator for main 
s'eam line break ana 1 y s is , r e sul t ing in increased doghouse 
temps outside containment. Ne xt rept expected by 840831. 

TUCKER, H. B. Duke Power Co. 84/07/09. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp, 25764:211. 24X Fiche: 50-413. 84/07/09. 

8407250526. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRv/ standby diesel generator. Caused by matl defect in 
delivery valve h o Id er . Eva 1 ua t i on completed on 840713. No 
corrective action required. 

BOYER. R.E. Transanerica Delaval. Inc. 84/07/13, Director's 
Office. Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 04/07/13. 8407170143. 


8407310248 Comments on PNl Rept PNL-5161. dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. > Owners Group. RAY,C.L. 
Duke Power Co, 84/07/26. BERLINGER. C. H. Office of Nuclear Reactor 
Regulation, Director. 4pp. 25828:239 . 24X Fi ch e : 50-000, 84/07/26, 

8407310248. 


T, Hearing transcripts on non-anti trust matters 


8407170170 Transcript of 840713 hearing in Bethesda.MD re Palmetto 
Alliance request to extend time to file proposed findings 
of fact S', conclusions of law. Pp 4,623-4.639. 

* Commissioners. 84/07/13. 19pp. 25608:308. 24X 

Fiche: 50-413. 84/07/13. 8407170170. 


8407190337 Transcript of 840716 telephone conference in Bethesda.MD. 
Pp 12.718-12.7/0. 

* Atomic Safety and Licensing Board Panel. 84/07/16. 54pp. 

25680:299. 24X Fi c h e : 50-413, 84/07/ 1 6, 8407190337. 


8407300011 Transcript of 840716 closed meeting in Wash ing ton . DC re 
facilities. Pp 1-61. 

* Commissioners. DSB 573. 84/07/16. 62pp. 25805:180. 24X 

Fiche: 50-413, 84/07/16, 8407300011. 


8407230109 Forwards corrected Page 12,737 of 840716 telcon transcript. 
Remarks of Guild incorrectly attributed to author. 

Correction requested. Related correspondence. 

JOHNSON. G, E. Hearing Branch 4. DSB 425. 84/07/19. KELLEY, J. L. . 

PURDOM. P. W. , FOSTER, R.F. Atomic Safety and Licensing Board Panel. 
2pp. 25706:093. 24X Fiche : 50-413, 84/07/19. 8407230109. 


V. Operator Examinations 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER.R.E. Transanerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY. C.L. Duke Power Co. 84/07/16. DENTON, H. R, Office of Nuclear 
Reactor Regulation. Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16. 8407190249. 


8407020412 Ac k receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-413/84-25 8e 
50-414/84-10, 

LEWIS, R.C. Region 2, Office of Director. 84/06/25. TUCKER. H.B. 
Duke Power Co. Ip. 25217:244. 24X Fiche: 50-413, 84/06/25. 

8407020412, 


— 840702044<l Responds to NRC 840418 Itr re violations & deviations noted 
in IE Insp Repts 50-413/84-25 8< 50-414/84-10. Correc tive 
actions: operator training records audited Ik corrections made 
to reflect training received. 

TUCKER. H.B. Duke Power Co. 84/05/21, 0 'REILLY, J. P. Region 2. 

Office of Director, 3pp. 25217:245. 24X Fiche: 50-413. 84/06/25, 

3407020412. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. *’ 

* Stone 4; Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000. 84/07/16. 8407190249. 


— 8407020454 Notice of violation from insp on 840221-23. 

•» Region 2. Office of Director, 84/04/18. Ip. 25217:250. 24X 

Fiche; 50-413, 84/06/25, 8407020412. 


8407260465 Forwards "Review 8,. Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EIS&NHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
{ Transamer ica Delaval, Inc. ) Owners Group. 2pp. 25791:167 . 24X 

Fiche: 50-000,84/07/16, 8407260465. 


--8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

•tt Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952, PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fi ch e ; 50-000, 84/07/ 16, 8407260465. 


- -8407020462 Notice of deviation from insp on 840221-23. 

Region 2. Office of Director. 84/04/18, Ip. 25217:251. 24X 

Fiche: 50-413. 84/06/25,8407020412. 


— 8407020473 IE Insp Repts 50-413/84-25 50-414/84-10 on 840221-23, 

Violation 8; deviation noted; inaccurate info submitted re 
training hours, class attendance «« course descriptions as 
part of certification for operator license appl ications. 

DEBS. B. T. Region 2, Office of Director. 84/03/29, 7pp. 
25217:252, 24X Fiche; 50-413. 84/06/25, 8407020412. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
cran k shaft, c y 1 ind er heads S', connecting rods. 

BERt INGER, C, H, Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamerica Delaval. Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000, 84/07/23, 8407300214. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs &t holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018 . 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis. " prepared for TDI Diesel 
Generator Owners Group. 

RAY# C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/07/24. 
DENTON. H. R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fiche: 50-000. 84/07/24, 8407300301, 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

Stone Sk Webster Engineering Corp, 84/07/31. 29pp. 25802:063, 

24X Fiche: 50-000. 84/07/24, 8407300301. 


B407190319 Requests end ref matl requirements for reactor/s enior 
reactor operator licensing exams, scheduled for 840910, be 
provided by 840723. 

DANCE. H. C, Region 2. Office of Director. 84/06/27. TUCKER. H.B. 
Duke Power Co. 4pp. 25685: 180. 24X Fiche: 50—413.84/06/27. 

8407190319. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs.NSSS vendors, reac tor vendors 8,. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications Ik exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326, 24X 

Fiche: 50-000, 84/07/03. 0407030097. 
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DOCKET 50-416 GRAND NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency •!< fire protection plans 


8407120541 Forwards IE Safeguards Insp Rept 50-416/84-14 on 
840429-0503 4. notice of violation. Notice of violation 
withheld (ref 10CFR2. 790 t. 73.21). 

VERRELLI . D. fi. Region 2. Office of Director, 84/05/16. RICHARD. J.B. 

Mississippi Power Light Co. 2pp. 25555:150, 24X 

Fiche: 50-416. 84/05/16, 8407120541. 


— 8407120557 IE Safeguards Insp Rept 50-416/84-14 on 840429-0503. 
Noncomp 1 iance noted in areas of visitor escort & control of 
licensee-designated vehicle key. Details withheld 
(ref 10CFR2. 790 73. 21 ). 

ErJNIS. U. D. . MCGUIRE. D, R. oegior 2 of Director. 84/05/15. 

Ipp, 25555:152. 24X Fichc.- CL--:;.:: S-' jO/ 16. 8407120541 . 


8407190261 Forwards IE Insp Rept 50-416/84-13 on 840430-0504. No 
violations or ,da%'iations identified. 

VERRELLI . D. M. Region 2, Office of Director. 84/06/12. RICHARD, J.B. 

Mississippi Power &: Light Co. 2pp. 25685:329. 24X 

Fiche: 50-416, 84/06/12. 8407190261. 


-8407190265 IE Insp Rept 50-416/84-13 on 840430-0504. No violations or 
deviations noted. Major areas inspected: emergency 
preparedness. 

KREH. J. L. . CLINE. W, E, Region 2. Office of Director. 84/06/08. 

Spp. 25685:331. 24X Fi c h e : 50-416, 84/06/ 12. 8407190261 . 


8407060041 Ack receipt of 840525 Itr informing NRC of steps taken to 
correct violations noted in IE Insp .Repts 5C-416/84-0I it 
50-417/84-02. 

LEWIS, R.C. Region 2, Office of Director. 84/06/19. RICHARD, J.B. 
Mississippi Power it Light Co. Ip. 25441:109. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


— 8407060045 Responds to NRC 840503 Itr re violations noted in IE Insp 
Repts 50-416/84-01 is 50-417/84-02. Correct ive actions: rev to 
Emergency Plan Procedure lO-S-01-05, "General Emergency, " 
prepared for issuance by 840615. 

DfALE, L, F. Mississippi Power & Light Co. 84/05/25. Q 'REILLY, J. P. 
Region 2, Office of Director. 2pp, 25441:110. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


— 8407060048 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 it 
50-417/84-02. In i tia 1 protective action recommendation of 
sheltering general emergency not incorporated in procedure. 

LEWIS, R.C. Region 2, Office of Director. 84/05/03. RICHARD, J.B. 
Mississippi Power St Light Co. Ip. 25441:112. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


— 8407060052 Responds to NRC 840229 Itr re violations noted in IE Insp 
Repts 50-416/84-01 i. 50-417/84-02. Corrective actions: 

Emergency Plan Procedure lO-S-01-05, "General Emergency, " 
revised. 

DALE, L. F. Mississippi Power & Light Co. 84/03/28. Q 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 25441:113. 24X 

Fiche: 50-416, 84/06/19, 8407060041, 


— 8407060065 IE Insp Repts 50-416/84-01 it 50-417/84-02 on 840116-17. 
Violation noted: no mechanism or requirement incorporated 
into implementing procedures for determining recommended 
offsite protective action. 

CLINE, W. E. , JENKINS, G.R. Region 2, Office of Director. 84/02/14 
Spp. 25441:119. 24X Fiche:-50-4l6, 84/06/19, 8407060041. 


8407120518 Ack receipt of 840615 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
50-416/84-14. 

VERRELLI , D. M. Region 2, Office of Director. 84/06/26. DALE, L. F. 
Mississippi Power it Light Co. Ip. 25555:123. 24X 

Fiche: 50-416. 84/06/26, 8<I07120518. 


—8407120529 Responds to NRC 840516 Itr re violations noted in IE 
Safeguards Insp Rept 50-416/84-14. Oetai Is withheld. 

DALE, L. F. Mississippi Power Light Co. 84/06/15. 0 'REILLY, U. P. 

Region 2, Office of Director. Ip. 25555:124, 24X 

Fiche: 50-416, 84/06/26, 8407120518. 


8407310295 Expresses concern that no license be granted to facility 
until full evidentiary hearing held to ensure public that 
all unresolved issues affecting health it, safety addressed. 

Certificate of Svc end. 

OUSTE, W.J Louisiana, State of. DSB 617. 84/07/25. PALLADINO, N. J. 

Commissioners. 4pp. 25833.017. 24X Fi c h e : 50-416, 84/07/25, 

8407310295. 


8407310338 Responds to WJ Guste 840725 Itr re intention to file 
petition to intervene Si request for h earing . Request for 
hearing opposed as being e x traord inar i 1 y late. No 
justification shown, 

KNOTTS, J. B. Bishop, Liberman- Cook, Purcell it Reynolds. KNOTTS, J, B. 

Mississippi Power Light Co. DSB 618. 84/07/30. PALLADINO, N, J. 

Commissioners, 4pp. 25330:264. 24X Fiche: 50-416, 84/07/30, 

8407310388. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAy,C.L. TDI (Transamer i ca Delaval, Inc, > Owners Group. RAY, C. L. 
Duke Power Co. 84/06/19. DENTON, H, R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 25121:352. 24X Fi c he ; 50-000, 84/06/19, 

8406250001. 


8407130334 Forwards detailed discussion of onsite it offsite 
organization changes i. new positions. 

DALE, L F. Mississippi Power S: Light Co. 84/07/11. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 8pp. 25564:204. 
24X Fiche: 50-416, 84/07/ 1 1 , 8407130334. 


P. Operating license stage documents i>. correspondence 


8407020319 Forwards marked-up Tech Specs (NUREG-0926) for docketing as 
part of Tech Spec review, 

RINTNERiL. L, Licensing Branch 1. 84/06/29. Licensing Branch 1. 

57lpp. 25213:045. 24X F i c h e : 50-4 16, 84/06/29, 840702031 9. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for DLs it holders of CPs re proposed staff 
actions to improve 4: maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D, G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060005 Describes design change problems i>. provides commitment 
dates for resolution of Tech Spec problem sheets, per 
review. 

DALE, L. F. Mississippi Power Light Co. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 4pp. 25429:324, 
24X Fiche: 50-416, 84/07/03, 8407060005. 


8407060125 Forwards suppl to monthly operating rept for May 1984 St 
Revs 2 it 3 to "Offsite Dose Calculation Manual, " describing 
change to radwaste treatment sys. 

CESARE, J. G Mississippi Power it Light Co. 84/07/03. DEYOUNG, R, C. 
Director's Office, Office of Inspection and Enforcement. 2pp, 
25421:190. 24X Fiche: 50-416, 84/07/03, 8407060125. 


— 8407060135 Rev 2 to "Offsite Dose Calculation Manual. " 

* Mississippi Power it Light Co. 84/07/03. 11pp. 25421:194. 24X 

Fiche: 50-416, 84/07/03. 8407060125. 


—8407060136 Rev 3 to "Offsite Dose Calculation Manual - Safety-Related. 
SMIIH, G. 0. , WALLACE, J. E. < MCKAY, L. R. Mississippi Power St Light Co. 

84/05/31. 160pp. 25^21:205. 24X Fiche: 50-416. 84/07/03, 

8407060125, 


8407060165 Forwards proposed changes to offsite S-. unit organization 
charts contained in Tech Specs St resumes of individuals 
holding positions shown in organization charts, per NRC 
telron request. 

DALE, L. F. Mississippi Power St Light Co. 84/07/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 24pp. 25421:113. 

24X Fiche: 50-416, 84/07/03, 8407060165. 


8407090077 Forwards response to Jacksonians United for Livable Energy 
Policies 10CFR2. 206 petition, per DG Eisenhut 840530 request. 
Response filed per 10CFR50. 54 ( f ) . Pe t i t ion should be denied 
in entirety, 

DALF, L F. Mississippi Power St Light Co. 84/07/05. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 38pp, 25442:181. 

24X Fiche: 50-416, 84/07/05, 8407090077. 
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8407100480 Advises that util completed comprehensive review of Tech 
Specs. Pend ing incorporation of proposed changes. Tech Specs 
accurately reflect plant as-built condition Z>. will support 
full power operation. 

RICHARO, J, B. Mississippi Power S'. Light Co. 84/07/05. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 25459:071. 
24X Fiche; 50-416. 84/07/05. 8407100480, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S-.. amends. Svc list end. 
EISFNHUT. D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc, 17pp. 25602:012. 24X 

Fiche- 50-000. 84/07/06, 8407060097. 


8407100488 Forwards info re 1/4-scale test program to define thermal 
environ due to combustion of hydrogen as diffusion flame 
resulting from postulated degraded core scenario. 

HOBBS. S. H. Hydrogen Control Owners Group. HOBBS, S. H. Mississippi 
Power !< Light Co. 84/07/06. DENTON. H, R. Office of Nuclear Reactor 
Regulati-'". Director. 67pp. 25459:226. 24X Fiche: 50-416, 84/07/06, 

8407; OO-lTiE: 


8407250094 Forwards review of 840624 Philadelphia Enq.uirer article by 
S Stecklow re hardware d e f i c i enc i e s. mi s.-nanag ement safety 

problems in nuclear indus tr y . Enc 1 identifies inaccurate it 
incomplete statements. 

EISENHUT. D. G. Division of Licensing. 84/07/10. ZERBE.J. Office of 
Policy Evaluations. 8pp, 25779:205. 24X Fiche: 50-000, 84/07/10, 

8407250094. 


— 8407250113 Forwards Commissioner Sernthal request for review it response 
to 8 Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER. G. Office of Policy Evaluations. 84/06/28. REHM. T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000. 84/07/10. 8407250094. 


--8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware d ef i c i enc i es . mi smanag ement & safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE.J. Office of 
Policy Evaluations. 8pp, 25779:214. 24X Fich e: 50-000, 84/07/10, 

8407250094, 


8407160178 Responds to request for addl info re Tech Specs Problem 
Sheet 181 concerning channel functional test frequency for 
reactor protection sys electric power monitoring assemblies. 
HOBBS, S.H, Mississippi Power Light Co. 84/07/13. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25592:208. 
24X Fiche: 50-416. 84/07/13. 8407160178. 


8407190152 Responds to request re instrumentation review conducted 
concurrent w/Tech Spec review pr o gram. I ns tr umentat ion 
requirements will be adequately it accurately addressed by 
Tech Specs when proposed changes incorporated. 

HOBBS, S. H. Mississippi Power &; Light Co. 84/07/13. DENTON. H. R, 
Office of Nuclear Reactor Regulation, Director. 2pp. 25674:004. 
24X Fiche: 50-416, 84/07/13. 8407190152. 


0407230185 Responds to 840615 request for info re nature of review 
of facilities it nonconformity recently discovered in standby 
SVC water sys. Passive siphon sys installed to transfer water 
from Basin A to Basin B, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/07/13. ASSELSTINE Commissioners, 9pp, 25727:219, 24X 

Fiche: 50-416, 84/07/13, 8407230185. 


— 0407230189 Requests explanation re previously unknown dependency of 
Unit 1 operation on Unit 2 component. 

ASSELSTINE, J. K. Com.nissioners. 84/06/15. DIRCKS, W.J. Office of 
the Executive Director for Operations, Ip. 25727:242. 24X 

Fiche: 50-416, 04/07/13, 0407230185, 


-“8407230198 Forwards listed documents in response to 840510 memo re 
restart decision. 

DIRCKS, W.J, Office of the Executive Director for Operations. 
84/07/13. PALLADINO, ROBERTS, ASSELSTINE Commissioners. 5pp. 
25727:139. 24X Fi c he : 50-416, 84/07/ 13, 84072301 85. 


8407240196 Suppls util 840604 application for part ial , temp or ary 
exemption from requirements of lOCFRSO.App A, GDC 17 re 
offsite i. onsite power ava i 1 ab i 1 i ty . Respons es to NRC 840622 
request for addl info end. 

RICHARD, J.B, Mississippi Power i>. Light Co, 84/07/19. DENTON, H. R. 
Office of Nuclear Reactc" g _ la t : Director, 25pp, 25719:189. 

24X Fiche: 50-416. 84/07/19 H-;C72-*C : 96 


8407260163 Application for amend to License NPF-13. re vis ing Tech Specs 
to reduce required loading during testing, for Diesel 
Generators 11 it 12, per NRC 840717 concerns. Marked-up Tech 
Specs end, 

RICHARD, J. B. Mississippi Power it Light Co. 84/07/20. DENTON, H. R. 
Office of Nuclear Reactor P e q u la t i on . Director. 9pp. 25777:182. 

24X Fiche: 50-416, 84/07/20, 8407260163 


8407310214 Submits addendum to 840713 addl inf o, support ing Tech Spec 
Problem Sheet 181 re channel functional test frequency for 
reactor protection sys electric power monitoring assemblies. 

Time interval increase will not degrade sys. 

HOBBS, S. H. Mississippi Power i. Light Co. 84/07/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 25834:322. 
24X Fiche: 50-416, 84/07/25, 8407310214. 


8407300131 Forwards response to J Lehr 840724 request for addl info re 
environ impact of gas turbine generator sys presently 
installed at plant. Info includes results of sound level 
surv'ey conducted in generator area. 

DALE, L. F, Mississippi Power i Light Co. 84/07/26. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 4pp, 25806:046. 

24X Fiche: 50-416, 84/07/26, 8407300131. 


8407300235 Forwards revised responses, amend ing 840719 responses to NRC 
Questions 2 3 re application for partial temporary 

exemption from ODC 17 of App A to 10CFR50. 

DALE.L F, Mississippi Power i Light Co. 84/07/26. DENTON, H. R. 
Office of Nuclear Reactr- R ■ q . c- . Director. 5pp. 25803:002. 

24X Fiche: 50-416, 84/07/3'j, £■' CVjC 


8407310245 Forwards justification for required exemption from certain 
regulations implied by proposed OL c ond itions, per 
10CFR50, 12(a) concerning Div I-III diesel generators. 

Conditions may be incorporated into OL amend. 

DALE, L. F. Mississippi Power i Light Co. 84/07/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 17pp. 25832:074. 

24X Fiche: 50-416, 84/07/28, 8407310245. 


8407310359 Requests explicit exemption from 10CFR50, App J, Section 
1 1 1. D. 2. b < i i ) re containment air lock test ing. Justificat ion 
for request end. 

DALE, L. F. Mississippi Power i Light Co. 84/07/28, DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 7pp. 25930:151 
24X Fiche: 50-416, 84/07/23, 8407310359. 


Q. Inspection reports, IE Bulletins correspondence 


8407120541 Forwards IE Safeguards Insp Rept 50-416/84-14 on 
840429-0503 i notice of violation. Notice of violation 
withheld (ref 10CFR2. 790 it 73.21). 

VERRELLI, D. M. Region 2, Office of Director. 84/05/16. RICHARD, J.B, 
Mississippi Power it Light Co. 2pp. 25555:150. 24X 

Fiche: 50-416, 84/05/16, 8407120541. 


— 8407120557 IE Safeguards Insp Rept 50-416/84-14 on 840429-0503, 
Noncompliance noted in areas of visitor escort i control of 
licensee-designated vehicle key. Details withheld 
(ref 10CFR2. 790 i 73.21), 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Office of Director. 84/05/15. 
1pp. 25555:152. 24X Fi c h e : 50-41 6, 84/05/ 16, 8407120541 . 


8407050202 Forwards IE Insp Rept 50-416/84-17 on 840502-04. No 
violations or deviations noted. 

VERRElLI, D. M. Region 2, Office of Director. 84/06/01. RICHARD, J.B. 

Mississippi Power it Light Co. 2pp. 25417:186. 24X 

Fiche: 50-416, 84/06/01 , 8407050202. 


— 8407050207 IE Insp Rept 50-416/84-17 on 840502-04. No violations or 
deviations noted. Major areas insp ec ted : p i pe stress analysis, 
pipe thermal expansion ca 1 c ulat i ons , hang er /sup p or t i. 
weld fabrication i. NDE records, 

ECONGMOS, N. , ANO, W. P, , WHITENER. H. L. Region 2, Office of Director, 
84/05/30. 14pp. 25417:188. 24X Fiche: 50-416, 84/06/01 , 

8407050202. 


0407050261 Forwards IE Insp Rept 50-416/84-18 on 840522-23, No 
violations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/05. RICHARD, J.B. 

Mississippi Power i Light Co. 2pp, 25417:065. 24X 

Fiche: 50-416. 84/06/05, 8407050261. 


— 8407050264 IE Insp Rept 50-416/84-18 on 840522-23. No violations noted 
Major areas insp ec ted ; p Ian t f^ccrii-q 

HARRIS, J.R., CONLON.T.E. Reg'-c 2 □■■- ■.rt- of Director. 84/05/31, 

3pp, 25417:067. 24X Fiche: 50-416, 84/06/05, 8407050261. 


8407050313 Forwards IE Insp Rept 50-416/84-20 on 840514-18. No 
violations noted. 

VERRELLI, D. M, Region 2, Office of Director. 84/06/05. RICHARD, J.B. 

Mississippi Power i Light Co. 2pp. 25416:339. 24X 

Fiche: 50-416, 84/06/05, 8407050313. 


— 8407050315 IE Insp Rept S0-416/B4-20 on 840514-18, No violations noted 
Major areas insp ec ted : e x ternal exposure contro 1, training 
i qual if icat ions , interna 1 exposure c ontro I, surveys i 
posting, labe ling S; control. 

ALBRIGHT, R. H. , JENKINS, G.R. Region 2, Office of Director. 

84/06/01. 5pp. 25416:341. 24X Fiche: 50-416, 84/06/05, 8407050313. 
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8407050330 Forwards IE Insp Rept 50-416/84-15 on 840430-0504. No 
violations or deviations noted. 

VERRELLIi D. M. Region 2. Office of Director. 84/06/07. RICHARD. J.B. 

Mississippi Power & Light Co. 2pp. 25416:230. 24X 

Fiche: 50-416. 84/06/07, 8407050330. 


— 8407050385 IE Insp Rept 50-416/84-15 on 840430-0504. No violations or 
deviations noted. Major areas inspec ted; preservice insp of 
snubbers, thernal expansion test results vibration test 
results. 

WHITENER, H. L. , JAPE- F. Region 2, Office of Director. 84/06/06. 
5pp. 25416:232. 24X Fi ch e: 50-416, 84/06/07, 8407050380. 


8407020340 Submits partial response to IE Bulletin 83-08, "Electrical 
Circuit Breakers W/Undervoltage Trip Feature in Use in 
Saf ety-Related Applications Other Than Reactor Trip Sys. " 

Eight breakers used in Unit 1 electrical assemblies. 

RICHARD- J.B. Mississippi Power & Light Co. 84/06/08. 0 -'REILLY- J. P. 

Region 2- Office of Director. 4pp, 25214:281. 24X 

Fiche: 50-416- 84/06/08- 8407020340. 


8407190261 Forwards IE Insp Rept 50-416/84-13 on 840430-0504. No 
violations or deviations identified. 

VERRELLI. D. N. Region 2, Office of Director. 84/06/12. R ICHARD, J, B. 

Mississippi Power St Light Co. 2pp. 25685:329. 24X 

Fiche: 50-416. 84/06/12- 8407190261. 


— 8407190265 IE Insp Rept 50-416/84-13 on 840430-0504. No violations or 
deviations noted. Major areas inspected: emergency 
preparedness. 

KREH. J. L. . CLINE- W. E. Region 2. Office of Director. 84/06/08. 

8pp. 25685:331. 24X Fiche: 50-416. 34/06/12, 8407190261. 


8407060041 Ack receipt of 840525 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 & 
50-417/84-02. 

LEWIS- R.C. Region 2. Office of Director. 84/06/19. RICHARD- J, B. 
Mississippi Power h Light Co. Ip. 25441:109. 24X 

Fiche: 50-416- 84/06/19- S<107060041. 


-—8407060045 Responds to NRC 840503 Itr re violations noted in IE Insp 
Repts 50-416/84-01 50-417/84-02. Corrective actions; rev to 

Emergency Plan Procedure lO-S-01-05, "General Emergency, " 
prepared for issuance by 840615. 

DALE-L, F. Mississippi Power «< Light Co. 84/05/25. 0 'REILLY, J. P. 

Region 2. Office of Director, 2pp. 25441:110. 24X 

Fiche: 50-416, 84/06/19,8407060041. 


— 8407060048 Ack receipt of 840328 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 
50-417/84-02. Initial protective action recommendation of 
sheltering general emergency not incorporated in procedure. 

LEWIS. R.C. Region 2, Office of Director. 84/05/03. RICHARD- J.B. 
Mississippi Power St Light Co. Ip. 25441:112. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


8407060052 Responds to NRC 840229 Itr re violations noted in IE Insp 

Repts 50-416/84-01 «t 50-417/84-02. Corrective actions: 

Emergency Plan Procedure lO-S-01-05, "General Emergency, '* 
revised. 

DALE, L. F. Mississippi Power & Light Co. 84/03/28, 0 'REILLY. J. P. 

Region 2- Office of Director. 2pp. 25441: 113. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


8407060060 Forwards IE Insp Repts 50-416/84-01 St 50-417/84-02 on 

840116-17 S', notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/02/29. RICHARD. J.B. 
Mississippi Power St Light Co. 2pp. 25441: 115, 24X 

Fiche; 50-416, 84/06/19, 8407060041. 


8407060062 Notice of violation from insp on 840116-17. 

* Region 2, Office of Director. 84/02/29. 2pp. 25441:117. 24X 

Fiche: 50-416, 04/06/19, 8407060041. 


S407060065 IE Insp Repts 50-416/84-01 S« 50-417/84-02 on 840116-17. 

Violation noted: no mechanism or requirement incorporated 
into implementing pi-ocedures for determining recommended 
offsite protective action. 

CLINE.W.E, , JENKINS, 0. R. Region 2- Office of Director. 84/02/14. 

5pp. 25441:119.- 24X Fiche: 50-416, 84/06/19, 8407060041. 


B-4O6250214 IE Info Notice 84-51, "Independent Verificat ion. " Svc list 
•ncl. 

-JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


84-07120518 Ack receipt of 840615 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
30-416/84-14. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/26. DALE, L. F. 
Mississippi Power S« Light Co. Ip. 25555: 123. 24X 

Fiche: 50-416, 84/06/26, 8^07120518. 


--S407120529 Responds to NRC 840516 Itr re violations noted in IE 
Safeguards Insp Rept 50-416/84-14. Detai 1 s withheld. 

DALE-L. F. Mississippi Power S: Light Co, 84/06/15. 0 'REILLY, J. P. 

Region 2- Office of Director. - Ip. 25555: 124. 24X 

Fiche. 50-416, 84/06/26, 8407120518, 


8406280311 IE Info Notice 84-52- "Inadequate Matl Procurement Controls 
on Part of Licensees 5t Vendors." Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness S-. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000- 84/06/29, 840628031 1 . 


8407030088 Forwards requests for relief from ASME Section XI Code 
requirements for inservice insp of 11 i terns . Requests 
submitted in accordance u/requirements of 
10CFR50. 55aCg ) (5) (IV). 

DALE-L. F. Mississippi Power ?■•. Light Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 46pp. 25267:195. 

24X Fiche: 50-416- 84/06/29, 8407030088. 


8407050024 Documents understanding of preop erat iona 1 testing 
requirements per Section IV. A of standby diesel generator 
insp order. To assure adequate loading during test- test load 
will be at min 707. load. 

DALE, L. F. Mississippi Power & Light Co. 84/07/02. DENTON- H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25299:354. 
24X Fiche: 50-416, 84/07/02, 8407050024. 


8407160226 Advises that- per 840629 telcon w/C Jul ian, request for 
extension until 840801 for supplemental response to Rev 1 to 
IE Bulletin 81-01 granted. 

DALE-L. F. Mississippi Power S: Light Co. 84/07/02. 0 'REILLY- J. P. 

Region 2, Office of Director. Ip. 25590:350. 24X 

Fiche: 50-416, 84/07/02, 8407160226. 

8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 8-. Other 
Anaerobic Adhes ive/Sealants. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness 8t Engineering 
Response (Post 83-0103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 . IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation V. Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05. 8407030089. 


8407100267 Forwards "Phase IB Program, Div I Diesel Generator 
Di sassemb ly , Re insp tx Verification of Div 11 Diesel Generator 
As-Mfg Similarity," per 840522 or der. preoperat ional 
testing will be completed by 840707. 

DALE-L.F. Mississippi Power 8- Light Co. 84/07/05. DENTON- H. R. 
Office of Nuclear Reactor Regulation- Director. 2pp, 25463:108. 
24X Fiche: 50-416- 84/07/05- 8407100267. 


— 840710-3271 "Phase IB Program, Div I Diesel Generator Di sass emb 1 y- Re insp 
Verification of Div II Diesel Generator As-Mfg 
Similarity. " 

■» Mississippi Power Light Co. 84/07/31. 200pp. 25463:110. 

24X Fiche. 50-416, 84/07/05- 8407100267. 


8407100593 Responds to NRC concerns noted in IE 840328-30 insp 8« 

IE Insp Rept 50-416/84-11 on 840424 re Tech Spec review 
program activj ties. Reviewer comments thoroughly reviewed 
& responsively d i spos i ti oned . STS appropriate as resource. 

DALE/L. F. Mississippi Power 8< Light Co. 84/07/05. DENTON- H. R. 
Office of Nuclear Reactor Regulation- Director. 17pp. 25465:001. 

24X Fiche; 50-416, 84/07/05, 8407100593. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN- E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8-. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co, of New 

York- Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407260338 Provides final response to IE Bulletin 83—08- "Electrical 
Circuit Breakers w/Undervol tag e Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys. " 

Eight saf ety-related breakers planned for use in Unit 2. 

MCGAUGHY, J P, Mississippi Power Light Co. 84/07/13. 

□ 'REILLY. J, P. Region 2, Office of Director. 3pp. 25777:360, 24X 

Fiche: 50-416, 84/07/13- 8407260338, 
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84072400S7 Forwards supplemental info re satisfactory completion of 
NRC-ordered insp of Div I diesel generator St similarity 
verification of Div II generator key components. Crankshaft 
torsiograph test uill be completed by 840723. 

DALE. L. F. Mississippi Power St Light Co. 84/07/18. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 25723:118. 
24X Fiche; 50-416. 84/07/lS. 8407240087. 


8407020408 Special Rept 84-025/0; on 840509. smoke detector N534C alarmed 
St uioulct not reset. Caused by accumulation of dust particles 
on ionization detector. Detector replaced St functional check 
performed. Zone reset. 

DALE. L. F. Mississippi Power & Light Co. 84/06/20. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 25217:302. 24X 

Fiche: 50-416. 84/06/20, 8407020408. 


8407250181 Forwards response to NRC 840717 request for addl info re TDI 
engine i nsp . Augmented ma i nt/surve i 1 lane e program (Table A-1) 
supersedes all previous commitments for augmented program 
requirements. 

DALF.L.F. Mississippi Power S/. Light Co. 84/07/20. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 22pp. 25736:213. 

24X Fiche: 50-416. 84/07/20, 8407250181. 


— 0407250192 "Metallurgical Evaluation of Diesel Generator Turbocharger 
Guide Vane Holddown Bolts at Grand Gulf Nuclear Station 
Unit 1. " 

BRIHIiADESAM. J. Middle South Service. Inc. 84/07/31. 52pp. 

25736:235. 24X Fi c he : 50-416, 84/07/20, 8407250181 . 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, c y 1 ind er head studs. air 
start valve capscrews, fuel oil injection tu b ing . DSR-48 
connecting rods it crankshaft. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. RAY. C.L. 
Duke Power Co. 84/06/20. BERLINGER, C. Director's Office, Office of 
Inspection and Enforcement. 51pp- 25549:087. 24X 

Fiche; 50-000. 84/06/20. 8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure 
High Pressure Fuel Lines - Carbon Steel, " 

JOHNSON, D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fi c h e : 50-000. 84/06/20, 8407120321 . 


— 8407250195 "Metal Xur g ica 1 Evaluation of Diesel Generator Cylinder Head 
Valve Seat Cracks at Grand Gulf Nuclear Station - Unit 1." 
BRIHMADESAM. J. Middle South Service, Inc. 84/06/30. 25pp. 

25736:287. 24X Fiche ; 50-416. 84/07/20. 8407250181. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 103pp. 26057:245. 24X Fi che; 50-000, 84/07/25, 8407230079. 


8407300141 Forwards 10-yr inservice insp plan for piping, welds 
supports. Vols I-III. 

DALE.L.F. Mississippi Power Light Co. 84/07/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 25807:347. 
24X Fiche; 50-416. 8<1/07/25, 8407300141, 


— 8407300149 Vols I-III to "Inservice Insp 10-Yr Program." 

BAILEY.E. P., borders. J. M. , YODER, M. A. General Electric Co. 
84/06/29. 118pp. 25807:352. 24X Fi ch e : 50-416, 84/07/25. 

8407300141 


8407300166 Forwards addl info to 840720 response to NRC 840717 request 
re TDI engine insp. Enel augmented maint/survei 1 lance program 
modified to add fuel oil piping sys insp. 

DALE.L.F. Mississippi Power & Light Co, 84/07/26. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 24pp. 25805:275. 

24X Fiche: 50-416.84/07/26, 8407300166. 


R. Periodic operating reports it related correspondence 


8407200250 Monthly operating rept for June 1984, W/840713 Itr. 

CESARE, J. G. , DALE.L.F. Mississippi Power fy. Light Co. 84/06/30. 
DEYOUNG. R.C, Director's Office, Office of Inspection and 
Enforcement. 7pp. 25697:226. 24X Fiche : 50-416, 84/06/30, 8407200250. 


0407060125 Forwards suppl to monthly operating rept for May 1984 it 
Revs 2 & 3 to "Offsite Dose Calculation Manual," describing 
change to radwaste treatment sys, 

CESARE. J. G. Mississippi Power it Light Co. 84/07/03. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25421.- 190. 24X Fiche; 50-416, 84/07/03, 8407060125. 


--8407060130 Supplemental monthly operating rept for May 1984. 

* Mississippi Power i? Light Co. 84/05/31. 2pp, 25421:192. 24X 

Fiche ; 50-416. 84/07/03. 8407060125. 


— B407060135 Rev 2 to "Offsite Dose Calculation Manual." 

* Mississippi Power it Light Co, 84/07/03, 11pp. 25421:194. 24X 

Fiche; 50-416, 84/07/03, 8407060125. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48." 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000,84/06/20,8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO, J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fi c h e : 50-000, 84/06/20, 8407120321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants fy NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY. C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY. C. L. 
Duke Power Co. 84/06/20, DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 2pp. 25707:172. 24X Fiche: 50— 000. 84/06/20. 

8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co 
TDI Diesel Generator Owners Technical Program Consultants h 
NRC. '• 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. RAY. C.L. 
Duke Power Co. 84/06/20. 28pp. 25707; 174. 24X 

Fiche: 50-000, 84/06/20. 8407230126, 


8407020274 Final Deficiency Rept PRD-84/oa re failure of WJ Woolley Co 
to seismically qualify containment personnel air lock 
pneumatic supply sys. Initially reported on 840416. Final Part 
21 rept for Unit 1 submitted on 840420, 

RICHARD. J.B. Mississippi Power £< Light Co. 84/06/21. 0 'REILLY, J. P. 

Region 2, Office of Director. 5pp. 25215:182. 24X 

Fiche: 50-416. 84/06/21 . 8407020274. 


8407250379 Updated Special Rept 84-021/1; on 840408. Fire Door 1A320 to 
nain steam tunnel blocked open to support planned maint 
activiti es. Initial ly reported on 840515, Maint outage 
continues. Fire watch to be kept until door restored. 

DALE.L.F. Mississippi Power i. Light Co. 84/06/27. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 25754:147. 24X 

Fiche: 50-416. 84/06/27, 8407250379. 


8407090117 LER 8^^-031-00: on 840601. plant shut down to complete 
evaluation of deficiency re inadequate water supply for UHS. 
Capacity of standby sve water pumps will be increased. 

W/840628 Itr. 

BYRD, R.W. . DALE.L.F. Mississippi Power it Light Co. 84/06/28. 3pp. 
25443:281. 24X Fiche: 50-416, 84/06/28, 8407090117. 


8407060191 LER 84-026-00; on 840601 . d iscovered that since 840524, fuel 
oil day tank for one gas turbine would hold only 270 
gallons. Cause not listed. Addl day tank installed to yield 
total capacity greater than 700 gallons. W/840702 Itr, 

PARKER. J. L. . DALE.L.F. Mississippi Power i. Light Co, 84/07/02. 
3pp. 25426:186. 24X Fiche: 50-416. 84/07/02. 8407060191. 


— 8407060136 Rev 3 to "Offsite Dose Calculation Manual - Safety-Related. " 
SMITH, G.Q., WALLACE. J, E. , MCKAY, L. R. Mississippi Power & Light Co. 

84/05/31. 160pp. 25421: 205. 24X Fiche : 50-416, 84/07/03. 

8407060125. 


S. Reportable occurrences, LERs & related correspondence 


8407020286 Special Rept 84-024/0; on 840522, fire-rated penetrations 
CE365G, CE379G. CE250D CE208D opened to implement design 
change package. Fire watch established until penetrations 
resealed. 

DALE.L.F. Mississippi Power fy. Light Co. 84/06/19. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 25214:258. 24X 

Fiche: 50-416. 84/06/19, 8407020286. 


8407090106 Comments on BNWL draft rept. "Review St Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate St logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD.J. B. Massachusetts Institute of Technology. Cambridge, MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 25449:340. 24 X Fiche : 50-000. 84/07/03, 8407090106. 


8407120186 Final deficiency rept re installation of noncorrosion 
resistant matl for instrument air pipe penetrations. 

Initially reported on 830315. Drawings revised to reflect use 
of stainless steel. Also reportable per Part 21. 

RICHARD. J.B. Mississippi Power i. Light Co, 84/07/03. O'REILLY, J.P 
Region 2. Office of Director. 4pp. 25551:001. 24X 

Fiche: 50-416, 84/07/03, 8407120186. 
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, 1 r.eet:-.g Owners Sroup in 

.sSL,es in Phase I con?pcnent 
.eeel 3e-. grate" Owners Sroup 

:e-sir.g, E4/G7/05, 3ERL IN5ER. C. H. 
0554' -558 04X Fi :h e : 50-000, B4/07/05< 


— 8407110456 Requests that NRC grant full OL. Two generators previously 

disassembled, inspected, ref urbished St tested. 

MONTGOMERY, 0. V. House of Rep. 84/05/14, PALLADINO, N. 
Commissioners. Ip. 25548:109. 24X Fi ch e : 50'*41 6, 84/06/22, 

8407110454. 


=srr 21 "ept re jctertial defect cn Eendis HPI pumps of DSR 
c" OEP'i 3t.3rd!:)^ diesel gereratcr , Ca jsg.d by matl defect in 
del*'. e"‘, .al.e clde” E, -a I -.a tier cample ted on 340713 No 
::--ect..e artier rgq^i*-ed 

SOfEr, r E ■■"arsare'" ica Oelaval. Inc 34/07/13 Director's 
2-*fice, E*-:re c* Irsteccicr. ard £r f cr c emer.t . 6pp. 25608:002. 24X 


4J'725:liOl "art 21 rept -e pctertial defect in Setts Spring Co valve 
sp"i”3 rr ZzP ZT C5.FV standby diesel generator Caused by 
Sta-face :rpe~rectiar f'ic .carrective action required. 

32’t£P.F £ '-arsa.re-ica Celaval. Inc. 34/07/13. Director's 

rrs-ectiar and Erf o-cement 6pp. 25692:305. 24X 


4C7:9C249 Ffwards "SuppI to E.rergency Diesel Generator Engine Dri' 
Jacket Water Furp Design Feview. " 

=fAf,-; !_ Duke Fewer .Da, £4,/-;7/i6. 

Fic.he 5*-D*;, =4 /'.C7.'':6. S4C719C249*" 


8407160130 Responds to 840601 Itr re NRC review of Grand Gulf Tech 
Specs for license ap p 1 ica t i on. Li s t e d actions initiated for 
near-term OLs. Reviews do not indicate significant weakness 
in Tech Spec development process, 

PAI. LADING, N. J. Commissioners. 84/07/09. MARKEY, E, J, House of 
Rep., Interior Z>. Insular Affairs. 9pp, 25625:304. 24X 

Fiche: 50-000, 84/07/09, 8407160130. 


— 8407160133 Requests that subcommittee be informed in detail of all 
instances similar to Grand Gulf experience since TMI 
accident re discovery of errors in Tech Specs subsequent to 
NRC approval. * 

MARKEY, E.J. House of Rep. < Interior «< Insular Affairs. 84/06/01 
PALLADINO, N. J. Commissioners. Ip. 25625:312, 24X 

Fiche: 50-000, 84/07/09, 8407160130. 


8407170136 Responds to 840601 Itr re review of Tech Specs for license 
application. Tech Spec development process in need of 
improvement. Improvements include increased sensitivity for 
f irst-of-a-k ind plants, 

PALLADINO, N. J. Commissioners. 84/07/09. MARKEY, E. J. House of 
Rep., Interior fj. Insular Affairs. 2pp. 25632:341. 24X 

Fiche: 50-416, 84/07/09, 8407170136. 


DE.NTON,H, R. Office of Nuclear 
25663:294 . 24X 


.Tjc., 4 suppi to =.rerger,cy Diesel Generator Engine Driven Jacket 
water ®u!r,p Design Review " 

* Stare !- Webster Er.g iresring Corp 94/07/31. 29pp. 25668-296 

24X F;:he 5:-DCD, S4/D7./ 16. 3407190249 


34^260465 F,:rwards ‘'Review 6 Evaluation of TDI Diesel Generator 
wiaTers Jraup Fregras. Flan “ 

EIEENHO”, D 3 Division of Licensing 34/07/16 GEORGE, J. B. TDI 
.^rarsarenca Delaval, Irc.'i Owners Group. GEORGE. J, B. Texas 
utilities Electric Cc (fcrmerly Texas Utilities Generating Co ) 
2pp 25791 167 24X F: : h e ■ 50-000. 84/07/ 16. S407260465 


—8407240442 


Pregrar. FI 
* Battel: 
FIN 2-2952 


review 
an " 
e Me.T.c: 
FNL- 
24 X .5 


Evaluation or .DI Diesel Generator Owners Group 


■al Institute, Pacific Northwest 
:16l S4/06/30. Division of 

che 50-000. 84/07/16,3407260465. 


Laboratories. 
Licensing. 26pp, 


8407230116 Forwards final responses to 840313 questions re Tech Spec 
errors. Response to Question 10(b> will be forwarded under 
separate cover. 

ROBERTS, T.M. Commissioners. DSQ 423, 84/07/17, MARKEY, E. J. Hou»# 

of Rep., Interior 6. Insular Affairs, 40p p , 25706:113. 24X 

Fiche: 50-416, 84/07/17, 84072301 16. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S« holders of CPs re adequacy of on-shift 
operating experience for neai — term OL app 1 i cants, Sve list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


S4D73DC214 Forwards 
re TDI Diesel Gene 
crankshaft, cylinde 
SERLIM3E.9. C, H Di 
C Trar.sa.rer ica Del a 
wtilities Electric 
10pp. 25S:6:3D5 


request for addl info resulting from 840622 meetin 
rater Cwners Group repts covering 
r heads & connecting reds. 

vision cf Licensing, 84/07/23. GEORGE, J B TDI 
val, Inc. ) Owners Group. GEORGE, j 8 Texas 
Co^ (formerly Texas Utilities Generating Co.). 

24X Fiche: 50~GD0, 34/07/23. 8407300214. 


8407190316 Responds to util 840518 request for exemption from operator 
experience requirements of 10CFR55. 25( b ) &; certain cold 
license training program commi tment s, per 10CFR55. 7. 

Exemptions granted upon completion of listed action items. 

VERRELLI, D. M. Region 2, Office of Director, 84/06/27, DALE, L. F, 
Mississippi Power Light Co. Ip. 25684:354, 24X 

Fiche- 50-416, 84/06/27, 8407190316. 


"Emergency Diesel Generator Rocker Arm 
prepared for TDI Diesel 


34D73D0301 Forwards Rev 1 to 
Capscrew Stress Analysis, " 

Generator Dwrers Group, 

Dde^F-Me,. = - ^ Owners Group. RAY. C. L. 
Pegu’a^^o" office of Nuclear Reactor 

S4Cr30G®.D'" ^ t 58 u*; 061 , 24 X Fic.he: 50 - 000 , 84 / 07 / 24 , 


gency 


— S4C73D22C7 Rev 1 to "Eme 
Stress Analysis " 

Webster Engineering Corp 84/07/31 
Fic.he uC-OOD, 84/07/24, 84073003*01 . 


lesel Generator Rocker Arm Capscrew 
29pp 25802:063. 


3407310348 Comments on PN^. 

endurance test 


Rept PNL-516i,dtd June 


,, -.-..g.per 840611 meeting. Hor* 

after should fae taken within 4 h 

lERlINGER, c'h, 'Sf f ic"*,I * “ - 84/07/26. 


Office 
25328 23? 24j( Fiche 


of Nuclear Reactor Regulati 
50-000. 84/07/26. 8407310248. 


on, Director. 


4pp. 


"—-ip. ™ ". 5 . 




V, ■, 0. * ruiMvan sexeuieu mauj. rrom er 

list for reactor/senior reactor operator licensing exams 
scheduled for 841015 Info required by S40815. 

VERRElLI, D. M. Region 2, Office of Director. 84/07/06, 
Mississippi Power & Light Co. 4pp. 25685: 154. 24X 

Fiche; 50-416, 84/07/06, 8407190312, 


R ICHARO, J. B 


8407030097 Generic Ltr 84-17 to all power reactor 1 i cense e s . ap p 1 1 can 
for OLs.NSSS vendors, reactor vendors t- AEs re annual meeting 
developments concerning operator training, 
qualif ications 8. exams. Sve list encl. 

Fdifnn^Jo^' Licensing. 84/07/03, Consolidated 
Fiche: 50-000, 84/07/03, 8407030097. 


NUCLEAR STATION, UNIT 2 

documents S^Torrespondence 

®407020206 Generic Ltr 84— i s-t-oaiii,- 
.ppiicnt. p,. OL^ . 

Svc”i^ en.T”''' "*‘"**‘" ■'‘“•I g.n.rator ...lUbility, 

Fiche. 50-000, 84/07/02, 8407020206. 


Cangr 


i ora I /Executive Correspondenc 
5407110454 Responds to S40S14 ltr 


oncenning Tech ^oecs licensing issues to he 

Licenset identified over loQ problem !!*!! Senerators. 

150 changes to Tech Specs, ^ areas requiring approx 

DIRCHS," W J Q'f'fir# c A. 

S4/06/22 House^^f ^ov operations. 

Fldhe 5D-416. 34/06/22. 54071104^ 


5pp- 25548:105. ’ 24X 


Office’ of NainirReai^orr DENTON, H.R. 

S4X Fiche: 50-4 iI,8”%7;m, slgrilooSS: 
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8407060165 Forwards proposed changes to offsite St unit organization 
charts contained in Tech Specs S; resumes of individuals 
holding positions shown in organization charts* per NRC 
telcon reCLuest, 

DALE* L. F. Mississippi Power Light Co. 84/07/03. DENTON* H. R. 
Office of Nuclear Reactor Regulation. Director. 24pp. 25421:113; 

24X Fiche: 50-416* 84/07/03, 8407060165, 


8407090077 Forwards response to Jacksonians United for Livable Energy 
Policies 10CFR2. 206 petition. per DO Eisenhut 840530 request. 
Response filed per 10CFR50. 54 ( f ) . Pe t i t i on should be denied 
in entirety. 

DALF, L. F, Mississippi Power & Light Co. 84/07/05, DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director, 38pp. 25442:181. 

24X Fiche; 50-416* 84/07/05, 8407090077, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses S* amends. Svc list end. 
EISENHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York* Inc. 17pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


84071004B8 Forwards info re 1/4-scale test program to define thermal 
environ due to combustion of hydrogen as diffusion flame 
resulting from postulated degraded core scenario. 

HQBQSrS. H. Hydrogen Control Owners Group. HOBBS, S. H. Mississippi 
Power ry. Light Co. 84/07/06. DENTON, H. R. Office of Nuclear Reactor 
Regulation* Director. 67pp, 25459:226. 24X Fiche: 50— 416* 84/07/06* 

8407100488. 


8407160178 Responds to request for addl info re Tech Specs Problem 
Sheet 181 concerning channel functional test frequency for 
reactor protection sys electric power monitoring assemblies. 
HOBBS, S. H. Mississippi Power Light Co. 84/07/13. DENTON, H, R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25592:208. 
24X Fiche; 50-416, 84/07/13, 8407160178. 


8407230185 Responds to 840615 request for info re nature of review 
of facilities nonconformity recently discovered in standby 
SVC water sys. Passive siphon sys installed to transfer water 
from Basin A to Basin B. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
84/07/13. ASSELSTINE Commissioners. 9pp. 25727:219. 24X 

Fiche: 50-416, 84/07/13, 8407230185. 


— 8407230189 Requests explanation re previously unknown dependency of 
Unit 1 operation on Unit 2 component. 

ASSELSTINE, J. K. Commissioners. 84/06/15. DIRCKS, W. U. Office of 
the Executive Director for Operations. Ip. 25727:242. 24X 

Fiche: 50-416* 84/07/13. 8407230185, 


— 8407230198 Forwards listed documents in response to 840510 memo re 
restart decision. 

DIRCKS, W, U. Office of the Executive Director for Operations. 
84/07/13, PALLADINO, ROBERTS, ASSELSTINE Commissioners. 5pp. 
25727: 139. 24X Fi ch e: 50-4 16, 84/07/ 13, 8407230185. 


8407310214 Submits addendum to 840713 addl info, supporting Tech Spec 
Problem Sheet 181 re channel functional test frequency for 
reactor protection sys electric power monitoring assemblies. 

Time interval increase will not degrade sys. 

HOBBS, S. H. Mississippi Power &: Light Co. 84/07/25. DENTON*H,R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25834:322. 
24X Fiche: 50-416* 84/07/25* 8407310214. 


8407300131 Forwards response to J Lehr 840724 request for addl info re 
environ impact of gas turbine generator sys presently 
installed at plant. Info includes results of sound level 
survey conducted in generator area. 

DALF* L. F. Mississippi Power Light Co. 84/07/26. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25806:046. 

24X Fiche; 50-416, 84/07/26* 8407300131, 


8407310245 Forwards justification for required exemption from certain 
regulations implied by proposed OL conditions, per 
10CFR50. I2(a ) concerning Div I-III diesel generators. 

Conditions may be incorporated into OL amend. 

DALE* L. F. Mississippi Power Se Light Co. 84/07/28. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 17pp. 25832:074. 

24X Fiche: 50-416* 84/07/23, 8407310245, 


8407310359 Requests explicit exemption from 10CFR50, App U, Section 
III. D. 2. b ( ii > re containment air lock testing. Justification 
for request end. 

DALE, L, F. Mississippi Power ?( Light Co, 84/07/28. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 7pp. 25030:151, 
24X Fiche: 50-416, 84/07/23* 8407310359. 


F. Security* medical, emergency fire protection plans 


8407060041 Ac k receipt of 840525 ltr informing NRC of steps taken to 
correct violations noted in IE Ihsp Repts 50-416/84-01 8c 
50-417/84-02. 

LEWIS, R.C. Region 2, Office of Director. 84/06/19. RICHARD* J.B. 
Mississippi Power £<. Light Co, Ip. 25441:109. 24X 

Fiche: 50-416, 84/06/19* 8407060041. 


— 8407060045 Responds to NRC 840503 ltr re violations noted in IE Insp 
Repts 50-416/84-01 S'. 50-41 7/84-02. Correc t ive actions: rev to 
Emergency Plan Procedure lO-S-01-05, "General Emergency, " 
prepared for issuance by 840615, 

DALE, L. F. Mississippi Power Sc Light Co. 84/05/25. O 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 25441:110. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


— 8407060048 Ac k receipt of 84032S ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 8« 
50-417/84-02. Initial protective action recommendation of 
sheltering general emergency not incorporated in procedure. 

LEWIS, R.C. Region 2. Office of Director. 84/05/03. RICHARD, J.B. 
Mississippi Power & Light Co. Ip. 25441:112. 24X 

Fiche; 50-416, 84/06/19, 8407060041. 


--8407060052 Responds to NRC 840229 ltr re violations noted in IE Insp 
Repts 50-416/84-01 S'. 50-417/84-02. Corrective actions; 

Emergency Plan Procedure 10-S~01-05, "General Emergency, " 
revised. 

DALE, L. F. Mississippi Power S'. Light Co. 84/03/28. O 'REILLY* J. P. 
Region 2* Office of Director. 2pp. 25441:113. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


--8407060065 IE Insp Repts 50-416/84-01 S*. 50-417/84-02 on 840116-17. 
Violation noted: no mechanism or requirement incorporated 
into implementing procedures for determining recommended 
offsite protective action. 

CLINE* W.E, Region 2, Office of Director. 84/02/14. 5pp. 
25441:119. 24X Fiche ; 50-416, 84/06/19* 8407060041. 


G. Adjudicatory correspondence 


8407310295 Expresses concern that no license be granted to facility 
until full evidentiary hearing held to ensure public that 
all unresolved issues affecting health St safety addressed. 
Certificate of Svc end. 

GUSTE, W. J. Louisiana, State of. DSB 617. 84/07/25. PALLADINO, N. J. 

Commissioners. App. 25833:017. 24X Fi ch e: 50-416, 84/07/25, 

8407310295. 


8407310388 Responds to WJ Guste 840725 ltr re intention to file 
petition to intervene S« request for hearing. Request for 
hearing opposed as being extraordinarily late. No 
justification shown. 

KNOTTS* J. B. Bishop* Liberman, Cook, Purcell ?< Reynolds. KNOTTS, J. B. 

Mississippi Power ?k Light Co. DSB 618, 84/07/30. PALLADINO, N. J. 

Commissioners. App. 25830:264. 24X Fiche ; 50-416. 84/07/30* 

8407310388. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530, 

RAY, C. L. TDI (Transamer i ca Delaval. Inc. ) Owners Group. 84/06/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352 24X Fiche: 50 - 000 . 84/06/19, 8406250001. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8407020340 Submits partial response to IE Bulletin 83-08* "Electrical 
Circuit Breakers W/Undervoltage Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys," 

Eight breakers used in Unit 1 electrical assemblies. 

RICHARD, J.B. Mississippi Power Ik Light Co. 84/06/08 . 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp, 25214:281. 24X 

Fiche: 50-416. 84/06/08* S407020340. 


8407060041 Ac k receipt of 840525 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 8t 
50-417/84-02. 

LEWIS, R. C. Region 2, Office of Director, 84/06/19, RICHARD* J.B. 
Mississippi Power Light Co. Ip. 25441:109. 24X 

Fiche: 50-416, 84/06/19, 8407060041. 


— 8407060045 Responds to NRC 840503 ltr re violations noted in IE Insp 
Repts 50-416/84-01 & 50-417/84-02. Correct ive actions: rev to 
Emergency Plan Procedure lO-S-Ol-05, "General Emergency* " 
prepared for issuance by 840615. 

DALE* L. F. Mississippi Power & Light Co. 84/05/25. 0 'REILLY* J. P. 

Region 2* Office of Director. 2pp. 25441: 110. 24X 

Fiche; 50-416* 84/06/19, 8407060041. 
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— 8407060048 Ac k receipt of 840528 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-416/84-01 & 
50-417/84-02. Initial protective action recotnmenda ti on of 
sheltering general emergency not incorporated in procedure. 

LEWIS, R.C. Region 2. Office of Director. 84/05/03. RICHARD. J. 8. 
Missi'isippi Power Light Co. Ip. 25441; 112. 24X 

Fiche; 50-416, 84/06/19. B407060041. 


— 8407060052 Responds to NRC B40229 Itr re violations noted in IE Insp 
Repts 50-416/84-01 & 50-417/84-02. Corrective actions: 

Emergency Plan Procedure lO-S-01-05. "General Emergency. " 
revised 

DALE. L. F. Mississippi Power & Light Co. 84/03/28. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 25441:113. 24X 

Fiche: 50-416. 84/06/19. 8407060041. 


— 8407060060 Forwards IE Insp Repts 50-416/84-01 & 50-417/84-02 on 
840116-17 notice of violation. 

LEWIS, R.C. Region 2. Office of Director. 84/02/29. RICHARD. J. 8. 
Mississippi Power & Light Co. 2pp. 25441:115. 24X 

Fiche; 50-416, 84/06/19, 8407060041. 


— 8407060062 Notice of violation from insp on 840116-17. 

* Region 2, Office of Director. 84/02/29. 2pp. 25441:117. 24X 

Fiche: 50-416, 84/06/19, S407060041. 


— 8407060065 IE Insp Repts 50-416/84-01 & 50-417/84-02 on 840116-17. 
Violation noted: no mechanism or req.ui rement incorporated 
into implementing procedures for determining recommended 
offsite protective action. 

CLINE, W. E, , JENKINS, G.R. Region 2, Office of Director. 84/02/14. 
5pp. 25441:119. 24X F ich e : 50-416, 84/06/19. 8407060041 . 


S406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees V. Vendors, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000. 34/06/29, 8406280311. 


8407030088 Forwards requests for relief from ASME Section XI Code 
requirements for inservice insp of 11 items. Requests 
submitted in accordance u/r equ irements of 
10CFR50. 55a(g) (5> <IV). 

DALE. L. F. Mississippi Power & Light Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 46pp. 25267: 195, 

24X Fiche: 50-416, 84/06/29 , 8407030088. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he, 50-000, 84/07/05. 8407030085, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness !< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che; 50-000. 84/07/05, 8407030089. 


8407100593 Responds to NRC concerns noted in IE 840328-30 insp & 

IE Insp Rept 50-416/S4-H on B40424 re Tech Spec review 
program activities. Reviewer comments thoroughly reviewed 
Zt responsively dispositioned. STS appropriate as resource. 

DALE, L. F. Mississippi Power «c Light Co. 84/07/05. DENTON. H.R. 
Office of Nuclear Reactor Regulation, Director. 17pp. 25465:001. 

24X Fiche: 50-416. 84/07/05. 8407100593. 


S407050274 IE Info hJotice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-liinute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S: Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc, 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


S40726033B Provides final response to lE Bulletin 83-08, "Electrical 
Circuit Breakers u/Undervoltage Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys. " 

Eight saf ety-related breakers planned for use in Unit 2. 

MCGAUGHY, J. P. Mississippi Power Z. Light Co. 84/07/13. 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 25777:360. 24X 

Fiche: 50-416, 84/07/13, 8407260338. 


8407250181 Forwards response to NRC 840717 request for addl info re TDI 
engine insp. Augmented ma int/surve i 1 lane e program (Table A-1) 
supersedes all previous commitments for augmented program 
requirements. 

DALE, L. F. Mississippi Power Light Co. 84/07/20. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 22pp. 25736:213. 

24X Fiche: 50-416, 84/07/20, 8407250181. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245. 24X Fiche; 50-000. 84/07/25, 8407230079. 


8407300166 Forwards addl info to 840720 response to NRC 840717 request 
re TDI engine insp. Encl a’ugmented maint/survei 1 lance program 
modified to add fuel oil piping sys insp. 

DALP, L. F. Mississippi Power 8,. Light Co. 84/07/26. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 24pp, 25805:275. 

24X Fiche: 50-416. 84/07/26, 8407300166. 


S. Reportable occurrences, LERs related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr, 
Topics include rocker am ca p screws, c y 1 inder head studs, air 
start valve capscrews, fue 1 oil injection tubing. DSR-4a 
connecting rods S', crankshaft. 

RAY. C.L. TDI (Transameri ca Delaval. Inc. ) Owners Group. 84/06/20. 
BERLINOER.C. Director's Office. Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fi ch e ; 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D.B. Failure Analysis Associates. 34/05/17. 3pp. 
25549:140. 24X Fiche: 50-000. 84/06/20, 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. •' 
■ YANG.R. Transamerica Delaval, Inc. 84/04/04 . 36pp. 25549:144. 

24X Fiche: 50-000, 84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation." 

D'AMATO, J. Stone Z: Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fiche: 50-000, 84/06/20, 8407120321, 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants & NRC." Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C.L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707: 172. ' 24X Fiche: 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. '■ 

RAY, C, L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
2Spp. 25707:174. 24X Fi c h e: 50-000, 84/06/20, 8407230 126. 


8407020274 Final Deficiency Rept PRD— 84/08 re failure of WJ Woolley Co 
to seismically qualify containment personnel air lock 
pneumatic supply sys. Init ia 1 1 y reported on 840416. Final Part 
21 rept for Unit 1 submitted on 840420. 

RICHARD, J.B. Mississippi Power St Light Co. 84/06/21. 0 'REILLY, J. P- 

Region 2, Office of Director. 5pp. 25215: 182. 24X 

Fiche; 50-416, 84/06/21, 8407020274. 


8407090106 Comments on BNWL draft rept, "Review & Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate Z. lo'gical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOOi J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:3^0. 24X Fi che; 50-000, 84/07/03, 8407090106. 


8407120186 Final deficiency rept re installation of noncorrosion 
resistant matl for instrument air pipe penetrations. 

Initially reported on 830315. Drawings revised to reflect use 
of stainless steel. Also reportable per Part 21. 

RICHARD, J.B. Mississippi Power Light Co. 84/07/03. 0 ' REILLY, J. P. 

Region 2, Office of Director. 4pp. 25551:001, 24X , 

Fiche: 50-416, 84/07/03, 8407120186. 
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8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte* NC to discuss open issues in Phase 1 component 
review •'*: BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAEL S. T, S. Division of Licensing. 84/07/05. BERLINGER. C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000* 84/07/05* 

8407110433. 


8407250465 Interim Deficiency Rept 1 re defective pieces of steel 
received for use from DuBase Stee 1 . Inc . In i t ia 1 1 y reported 
on 840601, Final determination underway . Final rept expected 
by 841031. 

RICHARD, J.B. Mississippi Power Light Co. 84/07/06. 0 ' REILLY, J. P. 

Region 2* Office of Director. 4pp. 25764: 172, 24X 

Fiche: 50-417, 84/07/06* 8407250465. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV' standby diesel generator. Caused by matl defect in 
delivery valve holder . Eva luation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc, 84/07/13, Director's 
Office* Office of Inspection and Enforcement, 6pp. 25608:002, 24X 

Fiche: 50-000, 84/07/13* 8407170143, 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel g enerator. Caused by 
surface imperfection. No corrective action req.uired. 

Evaluation completed on 840713, 

BOYER* R.E. Transamerica Delaval* Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000. 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C. L. Duke Power Co. 84/07/16, DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294, 24X 

Fiche: 50-000, 84/07/16* 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone f* l.'obs^P" Frg in?e’'ir.T Cir? 84/07/31. 29pp. 25668:296. 

24X Fiche: DO-GOO. 8*1/07/’:,. 840/ 19 


8407260465 Forwards "Review 8,. Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT* D. G. Division of Licensing. 84/07/16. GEORGE. J.B. TDI 
(Transamer ica Delaval* Inc. ) Owners Group. 2pp. 25791:167 , 24X 

Fiche: 50-000, 84/07/16* 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161, 84/06/30, Division of Licensing, 26pp. 

25791:169. 24X Fi ch e . 50-000, 84/07/ 16, 8407260465. 


84073002 1 4 Forwards req.uest for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft* cyl inder heads S', connecting rods. 

BERLINGER. C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
< Transamer ica Delaval, Inc. ) Owners Group. lOpp, 25816:305. 24X 

Fiche-: 50-000* 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/24. 
DEN^D^4, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061, 24X Fi ch e : 50-000, 84/07/24, 8407300301 . 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

# Stone Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24. 8407300301. 


B40731024S Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
coimponent endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY.C.L. TDI (Transamerica Delaval, Inc, ) Owners Group. 84/07/26, 
BERLINGER* C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828:239. 24X Fiche: 50-000, 84/07/26* 8407310248. 


8407310222 Discusses util conclusion re conformance of TDI diesel 
generators to reliability requirements of GDC 17. Diesel 
generators inspected at least once w/sati sf ac tory results. 

DALE, L. F. Mississippi Power 8< Light Co. 84/07/28. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25835:132. 
24X Fiche: 50-416* 84/07/23* 8407310222. 


U. Congressional/Executive Correspondence 


8407160130 Responds to 840601 Itr're NRC review of Grand Gulf Tech 
Specs for license app 1 ication. Lis ted actions initiated for 
near-term OLs. Reviews do not indicate significant weakness 
in Tech Spec development process, 

PALLADINO* N. J. Commissioners. 84/07/09. MARKEY, E. J. House of 
Rep. , Interior St Insular Affairs. 9pp. 25625:304. 24X 

Fiche: 50-000,84/07/09, 8407160130, 


— 8407160133 Requests that subcommittee be informed in detail of all 
instances similar to Grand Gulf experience since TMI 
accident re discovery of errors in Tech Specs subsequent to 
h4RC approval. 

MARKEY, E. J. House of Rep. * Interior St Insular Affairs. 84/06/01. 
PALLADINO* N, J. Commissioners. Ip. 25625:312. 24X 

Fiche: 50-000, 84/07/09, 8407160130. 


8407170136 Responds to 840601 Itr re review of Tech Specs for license 
application. Tech Spec development process in need of 
improvement. Improvements include increased sensitivity for 
first— of-a-kind plants. 

PALLADINO, N. J, Commissioners. 84/07/09. MARKEY* E. J. House of 
Rep.* Interior St Insular Affairs. 2pp. 25632:341. 24X 

Fiche: 50-416, 84/07/09, 8407170136. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants . Svc list 
end. 

EISBNHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018 . 24X 

Fiche-: 50-000, 84/06/27, 8406270142. 


8407190316 Responds to util 840518 request for exemption from operator 
experience requirements of 10CFR5S. 25(b ) & certain cold 
license training program commitments , per 10CFR55. 7. 

Exemptions granted upon completion of listed action items. 

VERRElLI. D, M. Region 2* Office of Director. 84/06/27. DALE, L. F. 
Mississippi Power Light Co. Ip. 25684:354. 24X 

Fiche: 50-416, 84/06/27, 8407190316. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i censees, ap p 1 i cants 
for OLs.NSSS vendors, reactor vendors S: AEs re annual meeting 
to discuss recent developments concerning operator training* 
qualif ications & exams. Svc list end. 

EISPNHUT* D. G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of h4eu York* Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03* 8407030097. 


8407190312 Requests that util furnish selected matl from end approved 
list for reactor/senior reactor operator licensing exams 
scheduled for 841015. Info required by 840815. 

VERRELLI , D. M. Region 2* Office of Director, 84/07/06. RICHARD* J.B. 

Mississippi Power Light Co. 4pp. 25685:154 . 24X 

Fiche: 50-416, 84/07/06, 8407190312. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A. Application/construction stage documents correspondence 


8407090030 Forwards summary of 840614 meeting w/S«<W 8< Structural St 
Geotechnical Engineering Branch in response to structural 
audit Confirmatory Items 41 & 15. 

COUNSIL*W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL*W.G, Northeast Utilities, 84/06/26. 
YOUNGBLOOD, B. J, Licensing Branch 1. 4pp. 25442:222. 24X 

Fiche: 50-423, 84/06/26, 8407090080. 


8407090105 Identifies St justifies addl deviation from Rev 2 to Reg 
Guide 1. 97* in revised response to 831003 Question 420.6. 

Direct containment sump sample capability uses pumps in 
recirculation spray sys. 

COUNSIL*W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL*W. G. Northeast Utilities. 84/06/27. 
YOUNGBLOOD, B. J. Licensing Branch I, 3pp. 25442:001. 24X 

Fiche: 50-423, 84/06/27* 8407090105. 


8407130112 Forwards revised response to Mechanical Engineering Branch 
Question 210.31 re piping' vibration levels. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL* W, G. Northeast Utilities. 84/06/28. 
YOUNGBLOOD. B, J, Licensing Branch 1, 4pp. 25562:309. 24X 

Fiche; 50-423, 84/06/28, 84071301 12. 
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8407130336 Forwards responses to Structural Audit Items 17 it 38 re 
vertical flexibility of floor slabs peak broadening 
pr oced ur €■ r esp ec t i vei y . Items closed. List of attendees from 
S40615 meeting also encl, 

COONS IL/ W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities) COUNSIL, W. G. Northeast Utilities. 84/06/29. 
YOUNGBLOOD. B. J. Licensing Branch 1. 40pp. 25564:158. 24X 

Fiche; 50-423, 84/06/29, 8407130336. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve Z-. maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407110599 Responds to 840531 request for c er t i f i ca t i on that facility 
capable of controlling atmospheric po 1 lution. Certificates 
encl. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
84/07/02. COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 12pp. 25545:335. 24X Fiche: 50-423. 84/07/02, 

8407110599. 


8407160100 Discusses Tech Specs for limiting overtime for staff 
personnel. based on UR Miller 840611 Ltr. Listed sections 
elaborate on util concerns re issue. 

COUNSIL, W.G, Connecticut Yankee Atomic Power Co. 84/07/02. 
EISENHUT, D. G. Division of Licensing. Spp. 96543:001. 24X 

Fiche; 50-000, 84/07/02. 8407160100. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06- 8407060097. 


D. NRC Draft/Final Environmental Statements, suppls &•. correspondence 


8407240586 Forwards DES re facility operation. W/o encl. 

YOUNGBLOOD, B, U, Licensing Branch 1. 84/07/17. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
25734:259, 24X Fiche: 50-423. 84/07/17, 3407240586. 


E. NRC Safety Evaluation Report CSER), suppls & correspondence 


8407090160 Forwards summary of 840613 meeting w/S3,W it NRC Geotechnical 
Engineering Branch re status it resolution of remaining open 
V. confirmatory geotechnical items identified in FSAR St draft 
SER. Addl inf 0 , defining items as c onf i rmator y , to be provided. 

COUNSIL, W. G Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W.O. Northeast Utilities. 84/06/26. 

YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 25443:236. 24X 

Fiche: 50-423, 84/06/26, 8407090160. 


8407130050 Forwards rev to Effluent Treatment Sys Branch SER Open Item 
1.9 (2) on mechanical vacuum pump, per discussion ui/NRC. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/29. 

YOUNGBLOOD, B. U. Licensing Branch 1. 4pp. 25563:175. 24X 

Fiche: 50-423, 84/06/29. 8407130050. 


8407130295 Forwards revised response to Radiological Assessment Branch 
draft SER Open Item RAB-8 re radiation protection manager 
{RPID.RPM need not be reg ular . member of plant operations 
review committee. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W, G. Northeast Utilities, 84/06/29. 

YOUNGBLOOD, B. U. Licensing Branch 1. 4pp. 25565:143. 24X 

Fiche: 50-423, 84/06/29, 8407130295. 


8407160199 Forwards Rev 0 to "Millstone Nuclear Power Station Emergency 
Plan. " Submittal sufficient to make draft SER Open Item 172, 
contained in Section 13. 3a, c onf irmatory . 

COUNSIL, W. G. , FEE, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/29. 
YOUNGBLOOD, B. U. Licensing Branch 1. 2pp. 25591:014. 24X 

Fiche: 50-423, 84/06/29, 8407160199. 


•8407160201 Rev 0 to "Millstone Nuclear Power Station Emergency Plan." 
■» Northeast Nuclear Energy Co. (subs, of Northeast Utilities). * 
Northeast Utilities. 85/09/01. 211pp. 25591:016 24X 

Fiche: 50-423, 84/06/29,8407160199. 


8407160165 Forwards revised responses to draft SER, Section 8.3.3.3.14, 
Item 220, "Separation of Cables at Entry, Exit it Crossing of 
•ays" Z-. Section 8. 3. 3. 3. 10, Item 218, "Transformers 
' Isolation Devi'r-«t „ 


8407170282 Forwards response to Mechanical Engineering Branch draft SER 
Open Item MEB-25 re testing requirements for RCS relief 
safety valves. Items considered confirmatory. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G. Northeast Utilities. 84/07/11, 
YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 25618:303. 24X 

Fiche: 50-423, 84/07/11, 8407170282, 


8407300187 Forwards revised response to Effluent Treatment Branch draft 
SER open items re ESfF atmosphere cleanup sys. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G. Northeast Utilities. 84/07/13. 
YOUNGBLOOD, B. U. Licensing Branch 1. 9pp. 25803:077. 24X 

Fiche: 50-423, 84/07/13, 8407300187. 


8407300170 Forwards proposed rev to draft SER re Reg Guide 1.75 
c lar if ications, per 840531 meeting it 840612 ltr. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W, G. Northeast Utilities. 84/07/18. 
YOUNGBLOOD, B. J. Licensing Branch 1. 4pp. 25805:271. 24X 

Fiche: 50-423, 84/07/18, 8407300170. 


8407300261 Forwards second revised response to SER, Item 21S re 
transformers used as isolation devices. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 84/07/18. 
YOUNGBLOOD, B. u. Licensing Branch 1. 4pp. 25803:018. 24X 

Fiche: 50-423, 84/07/18, 8407300261. 


F. Security, medical, emergency Z. fire protection plans 


8407190032 Forwards IE Insp Rept 50-423/84-06 on 840415-0519. No 
violations observed. 

STAROSTECKI, R. Division of Project i>. Resident Programs. 84/06/26. 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25687:033. 24X Fi c h e: 50-423, 84/06/26, 84071 90032. 


— 8407190036 IE Insp Rept 50-423/84-06 on 84041 5-0519. No violations 
noted. Major areas inspected : structure settlement monitoring 
program, potential generic items, fire protection review, 
review of const deficiencies plant tours. 

REBELOWSKI, T. A. , ELSASSER, T. Region 1, Office of Director. 
84/06/22. 8pp. 25687:035. 24X Fi c h e: 50-423, 84/06/26, 8407190032. 


8407130179 Forwards revised responses Z. backup refs to listed Power Sys 
Branch mechanical series questions re emergency illumination 
levels. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/06/29. 

YOUNGBLOOD, B. U. Licensing Branch 1. llpp. 25563:071. 24X 

Fiche: 50-423, 84/06/29, 8407130179. 


--8407130186 Responds to RH Beadle inquiry re potential limitations or 
problems imposed on operation of engine generator sets for 
extended periods. No limitations exist. 

STONEHOCKER, V. Colt Industries, Inc. 75/09/11. CLEMENSON, F. 
Atomic Energy Commission, Deputy Director for Technical Review 
<PrB-1975). 4pp, 25563:082. 24X Fiche: 50-423, 84/06/29, 

8407130179. 


8407160199 Forwards Rev 0 to "Millstone Nuclear Power Station Emergency 
Plan." Submittal sufficient to make draft SER Open Item 172, 
contained in Section 13. 3a, confirmatory. 

COUNSIL, W. G. , fee, W. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W.G, Northeast Utilities. 84/06/29. 
YOUNGBLOOD, B. U. Licensing Branch 1. 2pp, 25591:014. 24X 

Fiche: 50-423, 84/06/29, 8407160199. 


--8407160201 Rev 0 to "Millstone Nuclear Power Station Emergency Plan." 
♦ Northeast Nuclear Energy Co. (subs, of Northeast Utilities). » 
Northeast Utilities 85/09/01. 211pp. 25591:016. 24X 

Fiche: 50-423, 84/06/29, •8407160199. 


8407110518 Responds to 840413 ltr transmitting draft physical security 
plan. Rev to p Ian, incorporat ing certain changes in encl, 
required before plan approval. Encl withheld 
(ref 10CFR73, 21 ). Revised plan requested within 30 days. 

YOUNGBLOOD, B, U. Licensing Branch 1. 84/07/03. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
25547:266. 24X Fiche: 50-423, 84/07/03, 84071 10518 . 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407300148 Forwards Amend 9 to FSAR it responses to 830131,0503,31, 
1205 & 840116 requests for info. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/07/24. 
YOU.NGBLOOD, B J. Licensing Branch 1. 3pp. 25800:001. 24X 

Fiche: 50-423, 84/07/24, 8407300148. 


th east 

2 . 

24X 



DOCKETED ITEMS 


315 


--8407300152 Foruards Amend 9 to FSAR. Comp 1 et i on of enc 1 form requested 
to verify receipt. 

SHAFFER. C.J. Northeast Utilities, 83/07/13, Office of Nuclear 
Reacto" R7;.l-.t-'7- 4pp. 25800:004. 24X 

Fiche : n:: ■■U/:;. =■■■ : 3--: 48, 


—8407300153 Amend 9 to FSAR. 

* Northeast Utilities, 84/07/31. 475pp. 25800:008. 24X 

Fiche : 50-423. 84/07/24, 8407300148. 


Q, Inspection reports. IE Bulletins correspondence 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re ap p 1 i cab i 1 i ty of fraudulent 
products received from Ray Miller. Inc at fac i 1 ities. Response 
requested within 60 days, 

EBNETER.S. D. Region 1, Office of Director. 84/06/18, General 

Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche: 50-000. 84/06/18, 8407050035. 


8407110141 Foiuards IE Insp Rept 50-423/84-11 on 840514-18. No violations 
noted . 

MARTIN. T. T. Division of Engineering Technical Programs. 84/06/20. 

COUNSIL. U, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25539.048, 24X Fiche: 50-423, 84/06/20, 84071 10141. 


--8407110491 IE Insp Rept 50-423/84-11 on 840514-18. No violation noted. 
Major areas insp ec ted : i ns ta 1 lat i on S,. testing of safety- 
related instru.mentation S'. HVAC sys, 

FINKEL, A. E. , HODSON. J. Region 1. Office of Director. 

ANDERSON. C . J. Division of Engineering Technical Programs. 
84/06/10. 9pp. 25539:050. 24X F i c h e : 50-423. 84/06/20. 84071 10141 . 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
enc 1, 

JORDAN. E. L. Division of Emergency Preparedness fy. Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

Vork. Inc, 154pp. 25535:160. 24X Fi che : 50-000, 84/06/26, 8406250214. 


8407190032 Forwards IE Insp Rept 50-423/84-06 on 840415-0519. No 
violations observed. 

STARQSTECKI, R. Division of Project Resident Programs. 84/06/26. 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25687:033. 24X Fiche; 50-423, 84/06/26, 8407190032. 


— 8407190036 IE Insp Rept 50-423/84-06 on 840415-0519. No violations 
noted. Major areas inspected ; structure settlement monitoring 
program, p otentia 1 generic items, fire protection review, 
review of const deficiencies & plant tours. 

REBELOWSKI, T, A, , ElSASSER.T, Region 1, Office of Director. 
84/06/22, 8pp, 25687:035. ' 24X F i c h e: 50-423, 84/06/26, 8407190032. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29. 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E, L, Division of Emergency Preparedness {k Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X F i c he : 50-000, 84/07/06, 8407050274, 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5~Minute Emergency Escape Self-Contained Breathing 
Apparatus," Svc list end. 

JORDAN, E, L, Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York. Inc, 120pp. 25865:166. 24X Fiche; 50-000, 84/07/10, 8407060251. 


8407260290 Responds to IE Bulletin 84-02. Si x undervdtage protection 
sys relays at Haddam Neck Plant replaced w/GE Century Series 
relays during 1983 refueling outag e, Rep lacement program 
status for. Mi 1 Istone. Units 1 & 2 end. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). SEARS, C. F. Connecticut Yankee Atomic Power 
Co. 84/07/10. MURLEY.T, E. Region 1, Office of Director. 4pp. 
25776:341. 24X Fi ch e ; 50-000, 84/07/ 10, 8407260290, 


S407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOSpp. 26057:245. 24X Fi c he ; 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs fy related correspondence 


8407060119 Final Significant Deficiency Rept SD-54 re potential 
hardware interference w/ITT Grinnell sway struts. Initia 1 ly 
reported on 840316. Item not reportable per 10CFR50. 55 ( e ) . 

COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/04/13. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 25429:030. 24X 

Fiche: 50-423, 84/04/13, 8407060119. 


8407020130 Interim Deficiency Rept SD-56 re Tubeco weld radiographs. 
Initially reported on 8^0519. SlfW Engineering reviewing 
rad iographs. Next rept will be provided by 840920. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 84/06/18. 

MURLEY. T. E, Region 1, Office of Director. 2pp. 25220:100. 24X 

Fiche: 50-423, 84/06/18, 8407020130. 


8407020324 Interim Deficiency Rept SD-50 re phase-to-phase electrical 
fault in motor control ctr supplied by Gou 1 d , Inc . In it ia 1 1 y 
reported on 840116. Next rept will be provided by 840302. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W, G. Northeast Utilities. 84/06/20. 

MURLEY, T. E. Region 1, Office of Director. 2pp. 25215:225. 24X 

Fiche: 50-423, 84/06/20, 8407020324. 


8407100517 Part 21 rept re potentially defective welds on retaining 
bolt studs on display panel box on radiation monitors. 

Initially reported on 840619. Vend or will replace weld studs 
for listed customers by 841231. 

STANLEY, L, A. Kaman Co. 84/06/21. POTAPOVS, U. Region 4. Office of 
Director. 3pp. 25465:325. 24X F i c h e : 50-000, 84/06/2 1 , 8407100517. 


8407190322 Interim Significant Deficiency Rept SD-57 re design & const 
of high energy line breaks outside containment ?< reactor 
coolant pumps. Initially reported on 840605. Eva 1 uat i on of 
high energy line breaks c ont inui ng . Ne x t rept due by 840919. 

C0UT4SIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 84/07/05. 

MURLEY, T. E 3‘’fice of Director. 2pp. 25685:184. 24X 

Fiche: 50-=;.:; u-’-'/C7 r. .C/190322. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs fy. holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants, Svc list 
enc 1. 

EISENHUT, D, G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp, 25535:018. 24X 

Fiche. 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, ap p 1 icants 
for DLSfNSSS vendors, reac tor vendors fy AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications fy. exams. Svc list end. 

EISENHUT, D. 0, Division of Licensing. 84/07/03, Consolidated 
Edison Co. of New York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097, 


DOCKET 50-424 VQGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents fy correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Zi holders of CPs re proposed staff 
actions to improve S-. maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses fy. amends. Svc list end. 
EISENHUT, D. G, Division of Licensing. 04/07/06. Consolidated 
Edison Co. of Neu York, Inc. i7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


B407160143 Responds to 840618 request for info on federally listed 
threatened fy endangered species that may be affected by 
facility fy transmission c or r i dors. Statu s of red-cockaded 
woodpecker should be determined during evaluations. 

WESLEY, D. J. Interior, Dept, of. Fish fy. Wildlife Service. 84/07/11- 
ADEr4SAM, E. G. Licensing Branch 4. 3pp, 25600:293, 24X 

Fiche: 50-424. 84/07/11, 8407160143. 
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a<4’072602&7 Foruia-rds rept documenting compliance u/GDC 51^ "Fracture 
Prevention of Containment Pressure Boundary/" per 831215 
meeting. Supporting documentation encl. 

FOSTER' D.O. Georgia Pouer Co. 84/07/16. ADEN3AM, E. G. Licensing 
Branch 4. DE^4T0N Office of Nuclear Reactor Regulation/ Director, 
225pp. 25775:261. 24X F ic he ; 50-424. 84/07/16. 8407260267. 


C, Utility Environmental Report (ER). amends &: correspondence 


8407260150 Forwards Amend 4 to environ rept - OL stage. 

FOSTER. D 0. Georgia Pouer Co. 84/07/20. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 5pp. 25775:001. 24X 

Fiche; ‘JG-i24, 84/07/20. 3'i0726:i5D 


— 8407260153 Amend 4 to environ rept - OL stage. 

■» Georgia Pouer Co. 84/07/31. 45pp. 25775:006. 24X 

Fiche: 50-424. 84/07/20. 8407260150. 


F. Security, medical, emergency & fire protection plans 


8407190323 Forwards "Emergency Operating Procedure Generation Package. 
Vogtle Electric Generating Plant." per Supp 1 1 to 
NLfREG-0737i Sec t ion 7.2b re method of developing 
plant-specific emergency operating procedure. 

FOSTER. D. 0. Georgia Pouer Co. 84/05/01. ADENSAM. E. G, Licensing 
Branch 4. Ip. 25601:130. 24X Fiche : 50-424. 84/05/01 . 8407 190323. 


— 8407190326 "Emergency Operating Procedure Generation Pac ka ge. Vog tl e 
Electric Generating Plant. " 

* Georgia Power Co. 84/04/30. S7pp. 25681: 131, 24X 

Fiche; 50-424. 84/05/01. 8407190323. 


S407190137 Ac k receipt of 840611 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/84-09 h 
50-425/84-09. 

DANCE. H. C. Region 2, Office of Director. 84/06/28. KELLY, R. J. 
Georgia Power Co. Ip. 25686:191. 24X Fiche: 50-424, 84/06/28. 

8407190137, 


— 8407190154 Forwards IE Insp Repts 50-424/84-09 fy. 50-425/84-09 on 
840417-20 9y notice of violation. 

DANCE, H. C. Region 2. Office of Director. 84/05/11. KELLY.R.J. 
Georgia Power Co. 2pp. 25686:194. 24X Fiche; 50-424, 84/06/28. 

8407190137. 


— 8407190158 Notice of violation from insp on 840417-20. 

* Region 2, Office of Director. 84/05/11. Ip. 25686:196. 24X 

Fiche: 50-424, 84/06/28, 8407190137. 


— 8407190164 IE Insp Repts 50-424/84-09 & 50-425/84-09 on 840417-20. 
Violation noted : fa i I ure to document surveillance insps on 
fire water protection sys. 

HARRIS, J.R., CONLON, T. E. Region 2. Office of Director. 84/05/08. 
5pp. 25686:197. 24X Fi ch e: 50-424, 84/06/28, 84071 90137. 


8407020500 Forwards Westing house proprietary rept, "Technical Bases for 
Eliminating Large Primary Loop Pipe Ruptures as Structural 
Design Basis for AU Vogtle, Units 1 2. " Encl withheld, 

Certificate of Svc encl. Related correspondence. 

LEWIS, D.R. Shaw, Pittman, Potts -St Trowbridge. LEWIS, D. R. Georgia 
Power Co. DSB 953. 84/06/29. FOWLER, L. Legal Environmental 

Assistance Foundation. 2pp. 25226:028. 24X F i che : 50-424, 84/06/29, 

8407020500. 


8407020545 Forwards Westinghouse proprietary rept. "Technical Bases for 
Eliminating Large Primary Loop Pipe Ruptures as Structural 
Design Basis for AW Vogtle Units 1 ?< 2. " Rept withheld. 

Svc list encl. Related correspondence. 

LEWIS, D.R. Shaw, Pittman, Potts Trowbridge. LEWIS, D. R. Georgia 
Power Co. DSB 954. 84/06/29. TEPER, D. C. Georgians Against Nuclear 

Energy. 2pp. 25227:360. 24X Fi ch e: 50-424, 84/06/29, 8407020545. 


8407160270 Reciuests response on whether Board Notification S2-122A 
& followup NUREG/CR-3756 re seismic hazard c lar i f i cat i on 
constitute substantial new info & affect info has on staff 
position re proposed c ontent i on. Served on 840713. 

MAROULIES, H. B. Atomic Safety and Licensing Board Panel. DSB 255. 
84/07/12. PERLIS.R. G. Hearing Branch 3. Ip. 25601:191. 24X 

Fiche: 50-424, 84/07/12, 8407160270. 


8407250179 Response to ASLQ 840712 request for add! info on Joint 
Contention 5 re seismic d esi gn. Supporting documentation 
Certificate of Svc encl. 

PERLIS. R. G, Hearing Branch 3. DSB 494. 84/07/23. 33pp, 

25750:219. 24X Fiche: 50-424, 84/07/23, 8407250179. 


84073102/0 Comments on ASLP 840712 question re whether Board 
Notification 82-122A Py NUREG/CR-3756 constitute substantial 
new info on seismic design Py effect on position re 
Contention 5. Related correspondence. 

BLAKE, E. L. Shaw, Pittman, Potts Py Trowbridge. BLAKE, E.L. Georgia 
Power Co, DSB 639. 84/07/27. MARGUL lES, M. B. , LINENBERGER, G. , 

PARIS, D. H. Atomic Safety and Licensing Board Panel. 29pp. 

25832: 206. 24X Fiche : 50-424, 84/07/27, 8407310270. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530, 

RAY, C. L. TDI <Transsmer i ca Delaval. Inc, ) Owners Group. 84/06/19. 
DENTON. H, R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fi ch e : 50-000, 84/06/19, 8406250001 . 


K. Utility Final Safety Analysis Report (FSAR) Zi amends 


8407260114 Forwards Amend 8 to application for OLs, consisting of Amend 
8 to FSAR py responses to NRC questions transmitted in 
Adensam 840430 Itr. 

FOSTER, D.O. Georgia Pouer Co. 84/07/16. DENTON Office of Nuclear 
Reactor Regulation, Director. ADENSAN, E. G. Licensing Branch 4. 

2pp. 25772:190. 24X Fiche: 50-424, 84/07/16, 8407260114. 


G. Adjudicatory correspondence 


9407030264 Response opposing Campaign for Prosperous Georgia second 
amend to suppl to petition for leave to intervene & request 
for hearing fy filing re Georgians Against Nuclear Energy 
amended basis for Contention 2. W/Cert if icate of Svc. 

BORDENICK, B. M. Hearing Branch 3. DSB 985. 84/06/27. Atomic 

Safety and Licensing Board Panel. 7pp. 25267:351, 24X 

Fiche: 50-424. 84/06/27, 8407030264. 


8407020.506 Forwards applicant response to Georgians Against Nuclear 
Energy (GAME) 84062B amend to Contention 2, 

TROWBRIDGE, G. F, Shaw, Pittman, Potts Py. Trowbridge. TROWBRIDGE, G. F. 
Georgia Power Co, DSB 947. 84/06/28. MARGULIES, M. B. , 

L INENBERGER, G, , PARIS, O.H. Atomic Safety and Licensing Board Panel. 
2pp. 25226:039. 24X Fic he : 50-424, 84/06/28. 8407020506. 


8407020508 Response oor,os:-g Gec-gians Against Nuclear Energy <GANE> 
840628 amend to GA-J- C ron-. : c;-. 2. GANE late-filed amend to 
Contention 2 should be disallowed Py. contention rejected, 

Certificate of Svc encl. 

TROWBRIDGE, 0. F. Georgia Power Co. TROWBRIDGE, G. F. Shaw. Pittman, 
Potts py. Trowbridge, S<?/06/2S. Atomic Safety and Licensing Board 
Panel. j 24X Fiche: 50-424, 84/06/28, 8407020506. 


— 8407260116 Amend 8 to FS.AR. 

■» Georgia Power Co. 84/07/31. 625pp. 25772; 192. 24X 

Fiche; 50-424, 84/07/16, 8407260114. 


Q. Inspection reports, IE Bulletins correspondence 


S4071903B4 Forwards IE Insp Repts 50-424/84-12 & 50-425/84-12 on 
840521— 24. No violations noted. 

DANCE.H.C. Region 2, Office of Director. 84/06/13. KELLY.R.J. 
Georgia Power Co. 2pp. 25684:244, 24'X Fiche: 50-424, 84/06/13, 

8407190384. 


— 8407190391 IE Insp Repts 50-424/84-12 Py 50-425/84-12 on 840521-24. No 
violations noted. Major areas inspected : 1 icensee action on 
previous enforcement matters & RCPB & saf ety-rela ted piping. 

GIRARD, E. H. , BLAKE, J. J. Region 2, Office of Director. 84/06/12. 
7pp. 25684:246. 24X Fiche : 50-424, 84/06/13, 8407190384, 


8407090024 Ack receipt of 831114 & 840110 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-424/83-13 & 50-425/83-13. Concurs w/denial of Violation D. 

LEWIS, R. C. Division of Project Resident Programs. 84/06/15. 
KELLY.R.J. Georgia Power Co. Ip. 25454:148. 24X 

Fiche: 50-424,84/06/15, 8407090024. 


— 8407090029 Responds to 
Repts 50-424/83-13 it 
previously inspected 
FOSTER, D.O. Georgia 
Office of Director. 
8407090024. 


NRC 831230 Itr re violations noted in IE Insp 
50-425/83-13. Cor rec t i ve actions : a 1 1 
double nutted connections reinspected. 

Power Co. 84/01/10. LEWIS, R.C. Region 2, 
2pp, 25454:149. 24X Fi c he : 50-424, 84/06/15, 



DOCKETED ITEMS 


— 8407090032 Ack receipt ot= 831114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/83-13 
50-425/83-13- 

LEWISi R. C. Division of Project Resident Programs. 83/12/30. 
KELLY, R. J. Georgia Pouer Co, Ip. 25454:151, 24X 

Fiche: 50-424, 84/06/15, 8407090024. 


--8407090039 Responds to NRC 831014 Itr re violations noted in IE Insp 
Repts 50-424/83-13 S'. 50-425/83- 13. Correc t i ve ac t ions ; p ip ing 
contractor reinspecting Category I supports. Deni es Violation 
50-424/83-13-04 re approval to issue field memo. 

FOSTER, D. 0. Georgia Pouer Co. 83/11/14. LEWIS, R.C. Region 2, 
Office of Director, 3pp. 25454:152. 24X Fiche: 50-424, 84/06/15. 

8407090024. 


8407050323 Ack receipt of 840409 0518 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Repts 
50-424/84-04 & 50-425/84-04. Unresolved Item 50-424/84-04-01 
re validity of anchor bolt insp criteria assigned. 

LEWIS. R.C. Region 2, Office of Director. 84/06/20. KELLY, R.J. 
Georgia Power Co. Ip. 25416:321. 24X Fiche; 50-424, 84/06/20, 

8407050323. 


--8407050326 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-424/84-04 50-425/84-04. Ut i 1 maintains that 

results of tests performed 1 month after installation not 
valid justification to question installation. 

FOSTER, D. 0. Georgia Power Co. 84/05/18. LEWIS, R. C. Region 2, 
Office of Director. 2pp, 25416:322. 24X Fiche: 50-424, 84/06/20, 

8407050323. 


--8407050328 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-424/84-04 50-425/84-04. Correc tive actions: util 

will conduct evaluation to determine if relaxation of wedge 
anchors contributed to discrepancies. 

FOSTER, D. 0. Georgia Power Co. 84/04/09, LEWIS, R, C. Region 2, 
Office of Director. 2pp. 25416:324. 24X Fiche: 50-424, 84/06/20, 

8407050323, 


— 8407050331 Forwards IE Insp Repts 50-424/84-04 fy. 50-425/84-04 on 
840221-24 S', notice of violation, 

DANCE, H.C. Region 2, Office of Director. 84/03/09. KELLY, R. J. 
Georgia Pouer Co. 2pp. 25416:326. 24X Fi c h e : 50-424, 84/06/20, 

8407050323, 


— 8407050332 Notice of violation from insp on 840221-24, 

Region 2, Office of Director. 84/03/09, Ip, 25416:328. 24X 

Fiche: 50-424, 84/06/20, 8407050323. 


— 8407050334 IE Insp Repts 50-424/84-04 S; 50-425/84-04 on 840221-24. 
Noncompliance noted : fa i 1 ur e to follow procedures for 
concrete expansion anchor bolt installation. 

LIU, W.C. , BLAKE, J. J. Region 2, Office of Director. 84/03/08. 
6pp. 25416:329. 24:< F i c h e : 50-424, 84/06/20, 8407050323. 


8407180188 Foruards 840111 memo inadvertently omitted from end to IE 
Insp Repts 50-424/84-05 & 50-425/84-05. 

DANCE, H, C. Region 2, Office of Director, 84/06/22. KELLY, R. U. 
Georgia Power Co. Ip. 25667:013. 24X Fic he : 50-424, 84/06/22, 

8407180188. 


--8407180191 Identifies areas requiring addl investigation re work 
performed onsite by contractor Pullman Power Products, in 
response to 831207 request. 

HERDT,A. R. Region 2, Office of Director. 84/01/11, URYC, B. 
Region 2, Office of Director. 2pp. 25667:014. 24X 

Fiche: 50-424, 84/06/22, 8407180188. 


— 8407180197 Forwards IE Insp Repts 50-424/84-05 «< 50-425/84-05 on 
840221-24, No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/14. KELLY, R. U. 
Georgia Power Co. 2pp. 25667:016. 24X Fiche: 50-424, 84/06/22, 

8407180188. 


— 8407180199 IE Insp Repts 50-424/84-05 50-425/84-05 on 840221-24. No 

violations or deviations noted, Major areas inspected: 
licensee action on previous enforcement matters followup 
on NRC investigation of QC welding. 

OIRARD,E. H. Region 2. Office of Director. BLAKE, J. J. Division of 
Engineering fU Operational Programs. 84/06/08. 22pp. 25667:018, 

24X Fiche: 50-424, 84/06/2?, 8407180188, 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness S', Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi c he : 50-000, 84/06/26, 8406250214. 


8407160141 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Miller, Inc. " No metis supplied by Ray 
Miller, Inc used in or provided for safety-related 
applications. Investigation complete. 

FOSTER, D.Q. Georgia Power Co, 84/06/26. 0 'REILLY, J. P . Region 2, 

Office of Director. 8pp. 25600:285. 24X Fi c h e : 50-424, 84/06/26, 

8407160141. 


8407190137 Ack receipt of 840611 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/84-09 it 
50-425/84-09. 

DANCE, H.C. Region 2, Office of Director. 84/06/28. KELLY, R. J. 
Georgia Power Co. Ip. 25686:191. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


--8407190145 Responds to NRC 840511 Itr re violations noted in IE Insp 
Repts 50-424/84-09 S' 50-425/84-09. Corrective actions: Rev 2 
to Procedure QC-T-11, "Failure to Document Surveillance 
Insps on Fire Water Protection Sys," issued on 840118. 

FOSTER, D.O. Georgia Pouer Co. 84/06/11. LEWIS, R. C. Region 2, 
Office of Director. 2pp. 25686:192. 24X Fiche : 50-424, 84/06/28, 

8407190137. 


— 8407190154 Forwards IE Insp Repts 50-424/84-09 it 50-425/84-09 on 
840417-20 S', notice of violation. 

DANCE, H.C. Region 2, Office of Director. 84/05/11. KELLY, R. J, 
Georgia Power Co. 2pp. 25686:194, 24X Fiche: 50-424, 84/06/28, 

8407190137. 


— 8407190158 Notice of violation from insp on 840417-20. 

* Region 2, Office of Director. 84/05/11. Ip. 25686:196. 24X 

Fiche: 50-424, 84/06/28, 8407190137. 


— 8407190164 IE Insp Repts 50-424/84-09 S: 50-425/84-09 on 840417-20. 
Violation no ted : f a i 1 ure to document surveillance insps on 
fire water protection sys. 

HARRIS, J.R., CONLQN, T. E. Region 2, Office of Director. 84/05/08. 
5pp. 25686:197. 24X Fi ch e: 50-424, 84/06/28. 8407190137. 


8407260304 Forwards IE Insp Repts 50-424/84-13 St 50-425/84-13 on 
840611-15. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/28. KELLY, R. J. 
Georgia Power Co. 2pp. 25779:233. 24X Fiche: 50-424, 84/06/28. 
8407260304. 


— 8407260314 IE Insp Repts 50-424/84-13 it 50-425/84-13 on 840611-15. No 
violations or deviations noted. Major areas inspected: 
structural backf i 1 1, struc tural concrete S< previously 
identified inspector followup item. 

HARRIS, J.R. , CONLQN, T. E. Region 2, Office of Director. 84/06/26. 
4pp. 25779:235. 24X Fiche: 50-424, 84/06/28, 8407260304. 


8406280311 IE Info Notice 84-52, "Inadequate Mat! Procurement Controls 
on Part of Licensees S« Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8c Other 
Anaerobic Adhesive/Sealants, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8c Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fic he: 50-000, 84/07/05, 8407030089. 


8407260258 Clarifies 840626 response to IE Bulletin 83-07, 

"Apparently Fraudulent Products Sold by Ray Miller, Inc." 

Sump lining assembly, containing 1 inch p ipe, scrapped 

for failure to meet spec requirements. 

FOSTER, D. 0. Georgia Power Co. 84/07/05. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25777:347. 24X Fiche: 50-424, 84/07/05, 

8407260258. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness it. Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
S-Mlnute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 
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840726027S Responds to IE Bulletin 84-02, "Failures of OE-Tupe HFA 
Relays in Use in Class lE Safety Sys. •' HFA relay coils mfo 
prior to 1979 replaced. ^ 

FOSTER, D.O, Georgia Pouer Co. 84/07/10. O'REILLY, jp Reaion2 
Office of Director. 2pp, 25777; 294. 24X Fi che. 50-424. fi 4 / 07 /in 


8407110433 Notification of 840711 meeting w/TDI Qujners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review S; BNWL review of TDI Diesel Generator Owners Group 
.program plan. 

MICHAEL S, T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing, 4pp 25547:358. 24X Fiche; 50-000, 84/07/05. 

S4071 10433. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

ivision of Emergency Preparedness Enqineerino 
S301Q3). 84/07/25. C»osoli4aUa erisorjo’ 


JORDAN, E.L, Divis 
Response (Post 
York, Inc. 103pp- 


of New 

24X Fiche: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs 4: related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder . Eva luation completed on 840713. No 
corrective action req.uir6d. 

BOYER, R.E. Transanerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


3407120289 Corrected interim deficiency rept re location of coolino 
water tower basin intertie piping in areas affected hu 
liquefaction of in situ soil under SSE cond i t i ons. Init ia 1 1 u 
reported on 840323. Also reportable per Part 21, 

FOSTER, D.O. Georgia Power Co. 84/06/04. O'REILLY, jp Reaion2 
Office of Director. 9pp. 25550:011. 24X Fi ch e: 50-424^ 84 / 06 / 04 , 

8407120289. B4/06/O4, 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel g enerator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transanerica Delaval, Inc. 84/07/13, Director's 
Office, Office of Inspection and Enforcement. 6pp, 25692:305. 24X 

Fiche; 50-000, 84/07/13, 8407200101, 


9407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs. air 
start valve cap screws, fue 1 oH injection tub ing, DSR-qg 
connecting rods crankshaft. 

PAY, C.L. TDI ( Transamer i ca Delaval, Inc. ) Owners Grouo 84 / 06/20 
BERLINGER. C. Director's Office, Office of Inspection and 
Enforcement. 51pp, 255^9:087. 24X Fi ch e: 50-000, 84/oa/po 

8407120321. “'♦/06/20, 


—8407120350 Rev 0 to Procedure NDE 11. 10 , "Eddy Current 
High Pressure Fuel Lines - Carbon Steel, " 

JOHNSON, D.B, Failure Analysis Associates. 84/05/17 

25549:140. 24X Fiche; 50-000, 84/06/20, 8407120321 . 


Insp Procedure ; 
3pp. 


8407120410 "Rept on Crankshaft Torsional Stresses, TDl Model DSR- 4 S ' 
YANG, R. Transamerica Delaval, Inc. 34/04/04. 36pD 25549-144 
24X Fiche: 50-000, 84/06/20,8407120321, ^ 4554V. 


--S407120425 "Rocker Arm Suppl Calculation, " 

D 'AMATO, J. Stone St Webster Engineering Corp. 84 / 0 a /19 
25549:180, 24X Fiche; 50-000, 84/06/20, 8407120321, 


17pp. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C.L, Duke Power Co. 84/07/16. DENTON, H. R, Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16. 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

4 Stone i',. Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche; 50-000, 84/07/16, 8407190249. 


8407260465 Forwards "Review S-. Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G, Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. > Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161, 84/06/30. Division of Licensing, 26pp. 

25791:169, 24X Fiche: 50-000, 84/07/16, 8407260465. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants 5. NRC. " Document will be updated as necessaru to 
assist communications between all parties involved. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Grouo 94 / 06/20 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director 2dd 
25707:172, 24X Fiche: 50-000, 84/06/20, 8407230126. ‘ 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cyl inder heads connecting rods. 

BERLINGER, C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. ) Owners Group. 10pp. 25816:305, 24X 

Fiche; 50-000, 84/07/23, 8407300214. 


-8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Ouners Technical Program Consultants & 


RAY, C. L. 

28pp. 


TDI (Transamer 
25707:174, 24 X 


ica Delaval, Inc. ) Owners Group 
Fiche; 50-000, 84/06/20. 8407230126, 


84/06/20. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis," prepared for TDI Diesel 
Generator Owners Group, 

RAY, C. L. TDI (Transamerica Delaval. Inc. ) Owners Group. 84/07/24. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fiche: 50-000. 84/07/24, 8407300301. 


S407120341 Interim deficiency 
acoustical 1 iners. Ini tial 1 y 
order issued for liners. Eng 
Final rept fay 840810. 
FOSTER, D. 0. Georgia Power 
Office of Director. 2pp, 
8407120341. 


rept re defective Pullman HVAC ductwork 
reported on 840529. Stop uork 
ineering evaluation underway. 


Co. 84/06/28. 
25549:223. 24X 


O'REILLY, J. p. Region 2, 
Fiche; 50-424, 84/06/28. 


8407120252 Final deficiency rept re quality of welds radiooraohs 
Evaluation by Anchor Darling complete. Breakdown in vendor QA 
program did not occur. Next rept by 840928. Item not 
reportable per Part 21 or 10CFR50 55(e) 

FOSTER, D.Q. Georgia Power Co. 84/06/29. Q 'REILLY, j. p. Region 2, 

24X Fiche; 50-424. 84/06/29. 


Office of Director. 
8407120252. 


2pp. 25549:349. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis, " 

* Stone Zt Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301, 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984. re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER. C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828:239. 24X Fiche: 50-000, 84/07/26, 8407310248, 


V. Operator Examinations 


8407090106 Comments on BNWL draft rept, "Review t-. Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides “ 

appropriate ?y. logical structure for dealing w/prohlems in 
TDI diesel engines. ^ 

HEYWOOD.J. B. Massachusetts Institute of Technology, Camhrtrin^ 
84/07/03. DENTON. H.R. Offic, o, Nucl.ar 

Director. 2pp. 25448:310. a4X Ficho: 50-000, 34/07/11^^7290106. 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G, Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25335:018. 24X 

Fiche; 50-000. 84/06/27, 8406270142. 


8407260022 Part 21 & interim deficiency rept re broken capstan sori 
tang in Pacific Scientific shock arrestors. Initially ^ 

reported on 840119. All shock arrestors returned to vendor 
for insp, Defec tive springs replaced, 

FOSTER, D^O^ Georgia Power Co, 84 / 07 / 03 . O'REILLY, up Redon 

8^072^2^ 24X Fiche: 50.424’, S4%7)SS, 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ense es, app 1 i cants 
for DLs.NSSS vendors, reac tor vendors S,. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications 8,. exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 
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A. App 1 i cat ion/c onstroc t i on stage documents %>. correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end, 

EISFNHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000.84/07/02, 8407020206, 


8407060097 Generic Ltr 84-18 to all nonpouier reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06, 8407060097. 


8407160143 Responds to 840618 re(iuest for info on federally listed 
threatened S', endangered species that may be affected by 
facility transmission corridors. Status of red-cockaded 
woodpecker should be determined during evaluations, 

WESLEY. D. J, Interior, Dept. of. Fish & Wildlife Service. 84/07/11. 
ADENSAH. E.G, Licensing Branch 4, 3pp. 25600:293. 24X 

Fiche; 50-424,84/07/11. 8407160143. 


C. Utility Environmental Report (ER). amends & correspondence 


8407260150 Forwards Amend 4 to environ rept - OL stage. 

FOSTER, D.O. Georgia Power Co. 84/07/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 5pp, 25775:001. 24X 

Fiche: 50-424, 84/07/20, 8407260150. 


— 8407260153 Amend 4 to environ rept - OL stage. 

♦ Georgia Power Co. 84/07/31. 45pp. 25775:006, 24X 

Fiche: 50-424. 84/07/20, B407260150. 


F. Security, medical, emergency St fire protection plans 


8407190323 Forwards "Emergency Operating Procedure Generation Package, 
V'ogtle Electric Generating Plant," per Suppl 1 to 
NUREO-0 737, Section 7.2b re method of developing 
plant-specific emergency operating procedure. 

FOSTER, D. 0. Georgia Pouer Co. 84/05/01. ADENSAM, E, G. Licensing 
Branch 4. Ip. 25681:130. 24X Fi ch e ; 50-424, 84/05/01 , 8407190323. 


— 8407190326 "Emergency Operating Procedure Generation Pac kage, Vogtle 
Electric Generating Plant. " 

♦ Georgia Power Co. 84/04/30. 87pp. 25681:131. 24X 

Fiche: 50-424. 84/05/01 , 0407 190323. 


0407190137 Ack receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/84-09 8t 
50-425/84-09. 

DANCE. H.C. Region 2. Office of Director. 84/06/28. KELLY, R. J. 
Georgia Power Co. Ip. 25686:191. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


— 8407190145 Responds to NRC 840511 ltr re violations noted in IE Insp 
Repts 50-424/84-09 50-425/84-09. Correct ive actions: Rev 2 

to Procedure QC-T-11, "Failure to Document Surveillance 
Insps on Fire Water Protection Sys, " issued on 840118. 

FOSTER, D.O. Georgia Power Co. 84/06/11, LEWIS, R. C. Region 2, 
Office of Director. 2pp. 25686:192. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


—8407190154 Forwards IE Insp Repts 50-424/84-09 & 50-425/84-09 on 
840417-20 notice of violation. 

DANCE, H.C. Region 2, Office of Director. 04/05/11. KELLY, R. J. 
Georgia Power Co. 2pp. 25686:194. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


— 8407190158 Notice of violation from insp on 840417-20. 

# Region 2, Office of Director. 84/05/11. Ip. 25686:196. 24X 

Fiche; 50-424, 84/06/28, 8407190137. 


—8407190164 IE Insp Repts 50-424/84-09 50-425/84-09 on 840417-20. 

Violation noted : fai lure to document surveillance insps on 
fire water protection sys. 

HARRIS, J.R, Region 2, Office of Director. 84/05/08. 5pp. 
25686:197. 24X Fiche: 50-424, 84/06/28, 8407190137. 


G. Adjudicatory correspondenc e 


8407030264 Response opposing Campaign for Prosperous Georgia second 
amend to suppl to petition for leave to intervene request 
for hearing S', filing re Georgians Against Nuclear Energy 
amended basis for Contention 2. W/Certif icate of Svc. 

BORDENICK, B. M, Hearing Branch 3. DSB 985. 84/06/27. Atomic 

Safety and Licensing Board Panel. 7pp. 25267:351. 24X 

Fiche: 50-424, 84/06/27, 8^07030264. 


8407020506 Forwards applicant response to Georgians Against Nuclear 
Energy (GANE) S4062S amend to Contention 2. 

TROWBRIDGE, G. F, Shaw, Pittman, Potts Trowbridge, TROWBRIDGE, G. F. 
Georgia Power Co. DSB 947. 84/06/28, MARGULIES, M, B. , 

L INENBERGER , G. , PARIS, O.H. Atomic Safety and Licensing Board Panel. 
2pp. 25226:039. 24X F i c h e : 50-424, 04/06/28, 8407020506. 


■840702050S Response ocposir.g Gac-gians Against Nuclear Energy <GANE) 
840628 amend to te-. ; c' 2. GANE late-filed amend to 

Contention 2 should be disallowed S', contention rejected. 

Certificate of Svc end, 

TROWBRIDGE, G, F. Georgia Power Co. TRDWBR IDGE, G. F. Shaw, Pittman, 
Potts Trowbridge. 84/06/28. Atomic Safety and Licensing Board 
Panel. 14pp. 25226:041. 24X Fi ch e : 50-424, 84/06/28, 8407020506. 


8407020540 Response to Campaign for Prosperous Georgia 840613 second 
amend to suppl to petition for leave to intervene &: request 
for hearing. Amend untimely, but acceptab le. Certificate of Svc 
end. 

TROWBRIDGE, G. F. Georgia Power Co. TROWBRIDGE, G, F. Shaw, Pittman, 
Potts & Trowbridge. DSB 946. 84/06/28. Atomic Safety and 

Licensing Board Panel. 4pp. 25228:123. 24X Fiche: 50-424, 84/06/28, 

8407020540. 


8407020500 Forwards Westinghouse proprietary rept, "Technical Bases for 
Eliminating Large Primary Loop Pipe Ruptures as Structural 
Design Basis for AW Vogtle, Units 1 «( 2. " Enel withheld. 

Certificate of Svc end. Related correspondence. 

LEWIS, D. R, Shau, Pittman, Potts Trowbridge. LEWIS, D. R. Georgia 
Power Co. DSB 953. 84/06/29, FOWLER, L. Legal Environmental 

Assistance Foundation. 2pp. 25226:028. 24X Fiche: 50-424, 84/06/29, 

8407020500. 


8407020545 Forwards Westinghouse proprietary rept, "Technical Bases for 
Eliminating Large Primary Loop Pipe Ruptures as Structural 
Design Basis for AW Vogtle Units 1 ?k 2. " Rept withheld. 

Svc list end. Related correspondence. 

LEWIS, D. R. Shaw, Pittman, Potts & Trowbridge. LEWIS, D.R. Georgia 
Power Co. DSB 954. 84/06/29. TEPER,D.C. Georgians Against Nuclear 

Energy. 2pp. 25227:360. 24X Fiche; 50-424, 84/06/29, 8407020545. 


8407160270 Requests response on whether Board Notification 82-122A 
tt. followup NUREO/CR-3756 re seismic hazard clarification 
constitute substantial new info & affect info has on staff 
position re proposed contention. Served on S40713. 

HARGULIES, M. B. Atomic Safety and Licensing Board Panel. DSB 255. 
84/07/12. PERLIS, R. G. Hearing Branch 3. Ip. 25601:191. 24X 

Fiche; 50-424,84/07/12, 8407160270. 


8407250179 Response to ASLQ 840712 request for addl info on Joint 
Contention 5 re seismic design. Supporting documentation 8c 
Certificate of Svc end. 

PERLIS, R. G, Hearing Branch 3. DSB 494. 84/07/23. 33pp. 

25750: 219. 24X Fiche; 50-424, 84/07/23, 8407250179. 


8407310270 Comments on ASLP 840712 question re whether Board 
Notification 02-12PA 4c NUREG/CR-3756 constitute substantial 
new info on seismic design 4< effect on position re 
Contention 5. Related correspondence. 

BLAKE, E.L. Shaw. Pittman, Potts 8c Trowbridge. BLAKE, E,L. Georgia 
Pouer Co. DSB 639. 84/07/27. MARGULIES, M. B. , LINENDEROER, 0. , 

PARIS, 0. H. Atomic Safety and Licensing Board Panel, 29pp, 

25832: 206. 24X Fiche: 50-424, 84/07/27, 8407310270. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY«C.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/06/19. 
DENTON, H.R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fiche: 50-000, 84/06/19, 8406250001, 


K, Utility Final Safety Analysis Report (FSAR) Sc amends 


8407260114 Forwards Amend 8 to application for OLs, consisting of Amend 
8 to FSAR 8 responses to NRC questions transmitted in 
Adensam 840430 ltr. 

FOSTER, D. 0. Georgia Pouer Co. 84/07/16. DENTON Office of Nuclear 
Reactor Regulation, Director, ADENSAM, E. G. .Licensing Branch 4. 

2pp. 25772:190. 24X Fic he: 50-424, 04/07/16, 8407260114. 
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— 8407260116 Amend 8 to FSAR. 

•» Georgia Pouer Co. 84/07/31. 625pp. 25772:192. 24X 

Fiche; 50-424. 84/07/16.8407260114. 


G Inspection reports. IE Bulletins %>. correspondence 


8407190384 Foru/ards IE Insp Repts 50-424/84—12 8t 50—425/84—12 on 
840521-24. No violations noted. 

dance. H. C. Region 2. Qrfice of Director. 84/06/13. KELLY. R.J, 
Georgia Power Co. 2pp. 25684:244. 24X Fiche : 50-424. 84/06/13, 

8407190384. 


—8407190391 IE Insp Repts 50-424/84-12 S. 50-425/84-12 on 840521-24. No 
violations noted. Major areas i nspec t ed : 1 i c ensee action on 
previous enforcement matters 1-. RCPB saf ety-related piping. 

GIRARD, E. H. . BLAKE, J. J. Region 2, Office of Director. 84/06/12. 
7pp. 25684:246. 24X Fiche: 50-424, 84/06/13, 8407190384. 


8407090024 Ac k receipt of 831114 & 840110 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-424/83-13 & 50-425/83-13. Concurs w/denial of Violation D. 
lewis. R.C. Division of Project Resident Programs. 84/06/15, 
KELLY, R.J Georgia Pouer Co. Ip. 25454:148 . 24X 

Fiche: 50-424. 84/06/15, 8407090024. 


— 8407090029 Responds to NRC 831230 Itr re violations noted in !E Insp 
Repts 50-424/83-13 50-425/83-13, Cor rec t ive actions; all 

previously inspected double nutted connections reinspected. 

FOSTER. D.O. Georgia Power Co. 84/01/10. LEWIS, R. C. Region 2, 
Office of Director. 2pp. 25454:149. 24X Fiche; 50-424. 84/06/15. 

8407090024, 


— 8407090032 Ack receipt of 831114 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/83-13 8t 
50-425/83-13. 

LEWIS, R.C. Division of Project 5t Resident Programs. 83/12/30. 
KELLY, R.J. P:-?” "c -a- 25454:151. 24X 

Fiche; 50-424, n.:.. : I;., E4v:709C;?24 


— 8407090039 Responds to NRC 831014 Itr re violations noted in IE Insp 
Repts 50-424/83-13 S: 50-425/83-13. Corrective actions: pip ing 
contractor reinspecting Category I supports. Denies Violation 
50-424/83-13-04 re approval to issue field memo, 

FOSTER, D.O. Georgia Power Co. 83/11/14. LEWIS, R. C. Region 2, 
Office of Director. 3pp. 25454:152. 24X Fic he: 50-424, 84/06/15, 

8407090024. 


8407050323 Ack receipt of 840409 Ss 0518 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-424/84-04 Ss 50-425/84-04. Unresolved Item 50-424/84-04-01 
re validity of anchor bolt insp criteria assigned. 

LEWIS, R.C. Region 2, Office of Director, 84/06/20. KELLY, R. J. 
Georgia Power Co. Ip. 25416:321. 24X Fiche; 50-424, 84/06/20, 

8407050323. 


--8407050326 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-424/84-04 4: 50-425/84-04. Ut i I maintains that 
results of tests performed 1 month after installation not 
valid justification to question installation. 

FOSTER, D.O. Georgia Power Co. 84/05/18. LEWIS, R.C. Region 2, 
Office of Director. 2pp. 25416:322. 24X Fiche; 50-424, 84/06/20, 

8407050323. 


•8407030328 Responds to NRC 840309 Itr re violations noted in IE Insp 
Repts 50-424/84-04 50-425/84-04. Correc tive actions; util 

uill conduct evalu.ation to determine if relaxation of wedge 
anchors contributed to discrepancies. 

FOSTER, D.O. Georgia Power Co. 84/04/09. LEWIS. R. C. Region 2, 
Office of Director. 2pp. 25416:324. 24X Fiche; 50-424, 84/06/20. 

8407050323. 


8407050331 Forwards IE Insp Repts 50-424/84-04 & 50-425/84-04 on 
840221-24 fy. notice of violation. 

DANCE, H. C. Region 2. Office of Director. 84/03/09. KELLY, R.J. 
Georgia Power Co. 2pp. 25416:326. 24X Fiche: 50-424. 84/06/20, 

8407050323. 


8407050334 IE Insp Repts 50-424/84-04 iSt 50-425/84-04 on 840221-24. 
Noncompliance noted : fax lure to follow procedures for 
concrete expansion anchor bolt installation. 

Liy.W.C., BLAKE, J. J. Region 2, Office of Director, 84/03/08. 
6pp. 25416:329. 24X Fiche: 50-424, 84/06/20, 8407050323. 


8407180188 Forwards 840111 memo inadvertently omitted from end to IE 
Insp Repts 50-424/84-05 fy. 50-425/84-05. 

DANCE, H.C. Region 2, Office of Director. 84/06/22. KELLY, R. J. 
Georgia Power Co. Ip. 25667:013. 24X Fiche: 50-424, 84/06/22, 

8407180188, 


--84071S0191 Identifies areas requiring addl investigation re work 
performed onsite by contractor Pullman Power Products, in 
response to 831207 request. 

HEROT.AR, Region 2, Office of Director. 84/01/11. URYC.B. 
Region 2, Office of Director, 2pp. 25667:014. 24X 

Fiche; 50-424, 84/06/22, 84071801SS. 


— 8407180197 Forwards IE Insp Repts 50-424/84-05 4; 50-425/84-05 on 
840221-24. No violations or deviations noted. 

DANCE, HC, Region 2, Office of Director. 84/06/14. KELLY, R. J. 
Georgia Power Co. 2pp. 25667:016. 24X Fic he: 50-424, 84/06/22. 

8407180188. 


— 8407180199 IE Insp Repts 50-424/84-05 ?.•. 50-425/84-05 on 840221-24. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters S: followup 
on NRC investigation of QC welding. 

GIRARD, E. H. Region 2, Office of Director, BLAKE, J. J. Division of 
Engineering •%>. Operational Programs. 84/06/08. 22pp. 25667:018. 

24X Fiche: 50-424,84/06/22, 8407180188. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi che ; 50-000, 84/06/26, 8406250214. 


8407160141 Responds to IE Bulletin 83-07, "Apparently Fraudulent 
Products Sold by Ray Mi 1 1 er , Inc. " No matls supplied by Ray 
Miller, Inc used in or provided for saf ety-related 
applications. Investigation complete, 

FOSTER, D.O. Georgia Pouer Co. 84/06/26. 0 'REILLY, J. P. Region 2, 

Office of Director. 8pp. 25600:285! 24X Fiche: 50-424, 84/06/26, 

8407160141. 


8407190137 Ack receipt of 840611 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-424/84-09 ?< 
50-425/84-09. 

DANCE, H.C. Region 2, Office of Director. 84/06/28, KELLY, R. J. 
Georgia Power Co. Ip. 25686:191. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


—8407190145 Responds to NRC 840511 Itr re violations noted in IE Insp 
Repts 50-424/84-09 50-425/84-09. Correc tive actions; Rev 2 

to Procedure QC-T-11, "Failure to Document Surveillance 
Insps on Fire Water Protection Sys, " issued on 840118. 

FOSTER, D.O. Georgia Power Co. 84/06/11. LEWIS, R.C, Region 2. 
Office of Director. 2p p 25686:192. 24X Fiche: 50-424, 84/06/28, 

8407190137. 


—8407190154 Forwards IE Insp Repts 50-424/84-09 ^ 50-425/84-09 on 
840417-20 S( notice of violation. 

DANCE, H.C. Region 2, Office of Director. 84/05/11. KELLY, R. J. 
Georgia Power Co. 2pp. 25686:194. 24X Fic he; 50-424, 84/06/20, 

8407190137. 


— 8407190158 Notice of violation from insp on 840417-20. 

* Region 2, Office of Director. 84/05/11. Ip. 25686: 196. 24X 

Fiche: 50-424, 84/06/28, 8407190137, 


— 8407190164 IE Insp Repts 50-424/84-09 50-425/04-09 on 840417-20. 

Violation no ted ; fai 1 ure to document surveillance insps on 
fire water protection sys. 

HARRIS. J.R., CONLON, T. E. Region 2, Office of Director. 84/05/08. 
5pp, 25686:197, 24X F i c h e ; 50-424. 84/06/28, 8407190137. 


8407260304 Forwards IE Insp Repts 50-424/84-13 8< 50-425/84-13 on 
840611-15. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/28. KELLY, R. J, 
Georgia Power Co. 2pp. 25779:233. 24X Fiche : 50-424, 84/06/28, 

8407260304, 


— 8407260314 IE Insp Repts 50-424/84-13 50-425/84-13 on 840611-15. No 

violations or deviations noted. Major areas inspected: 
structural backfill, structural concrete & previously 
identified inspector followup item. 

HARRIS, J.R., CDNlQN, T. E, Region 2, Office of Director. 84/06/26. 
4pp. 25779:235, 24X Fiche: 50-424, 84/06/28, 8407260304. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S; Vendors. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S-. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he ; 50-000, 84/07/05. 8407030085. 
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S4070300S9 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York- Inc. I23pp. 25602:032, 24X F i c he : 50-000. 84/07/05- 84070300B9. 


8407260258 Clarifies 840626 response to IE Bulletin 83-07. 

"Apparently Fraudulent Products Sold by Ray Mi 1 1 er. Inc . 

Su.mp lining assemb ly . c onta i n ing 1 1/4 inch p i p e. s crap ped 
for failure to meet spec req.ui rements, 

FOSTER. D.Q. Georgia Pouer Co. 84/07/05. Q 'REILLY. J. P. Region 2. 
Office of Director. 2pp. 25777: 347. 24X Fiche: 50-424. 84/07/05. 

8407260258. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche : 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407260275 Responds to IE Bulletin 84-02. "Failures of GE-Type HFA 
Relays in Use in Class IE Safety Sys. " HFA relay coils mfg 
prior to 1979 replaced. 

FOSTER. D. 0. Georgia Power Co. 84/07/10. 0 'REILLY, J. P. Region 2. 

Office of Director. 2pp. 25777:294. 24X Fic h e : 50-424. 84/07/10. 

8407260275. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN. E L. Division of Emergency Preparedness t>. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079, 


S. Reportable occurrences, LERs related correspondence 


8407120289 Corrected interim deficiency rept re location of cooling 
water tower basin intertie piping in areas affected by 
liquefaction of in situ soil under SSE cond i tions, Initial 1 y 
reported on 840323. Also reportable per Part 21. 

FOSTER. D.Q. Georgia Pouer Co. 84/06/04. 0 'REILLY. J. P. Region 2. 

Office of Director. 9pp. 25550:011. 24X Fiche: 50-424, 84/06/04. 

8407120289. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs, air 
start valve capscr ews, f ue 1 oil injection tub ing, DSR-48 
connecting rods 8< crankshaft. 

RAY.C.L. TDI (Transameri ca Delaval. Inc.) Owners Group. 84/06/20. 
BERLINGER, C. Director's Office. Office of Inspection and 
Enforcement. 51pp. 25549:087, 24X Fiche: 50-000. 84/06/20. 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON. D.B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fi c h e : 50-000, 84/06/20, 8407120321 . 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. " 
YANG. R. Transanerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000, 84/06/20. 8407120321. 


— 0407120425 "Rocker Arm Suppl Calculation." 

D'AMATO. J. Stone Webster Engineering Corp. 84/06/19. 17pp. 

25549:180, 24X Fiche: 50-000. 84/06/20. 8407120321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants Si NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20, 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 2pp, 
25707: 172. 24X Fiche: 50-000. 84/06/20. 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants Si 
NRC. •’ 

RAY.C.L, TDI (Transanerica Delaval, Inc.) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fi c he: 50-000, 84/06/20, 8407230126. 


8407120341 Interim deficiency rept re defective Pullman HYAC ductwork 
acoustical 1 iners. In i t ia 1 1 y reported on 840529. Stop work 
order issued for 1 iners, Eng i neer ing evaluation underway. 

Final rept by 840810. 

FOSTER. D. 0. Georgia Power Co, 84/06/28. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25549:223. 24X Fiche: 50-424. 84/06/28, 

8407120341. 


8407120252 Final deficiency rept re quality of welds St radiographs. 
Evaluation by Anchor Darling complete. Breakdown in vendor QA 
program did not occur. Next rept by 840928. Item not 
reportable per Part 21 or 10CFR50. 55 ( e ) . 

FOSTER, D. 0. Georgia Power Co. 84/06/29. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 25549:349. 24X Fic h e ; 50-424. 84/06/29. 

8407120252. 


8407090106 Comments on BNWL draft rept. "Review Si Evaluation of TDI 
Diesel (Generator Owners Program Plan. " Rept provides 
appropriate & logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWQOD.J. B. Massachusetts Institute of Technology. Cambridge, MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation. 
-Director. 2pp. 25448:3^0. 24X Fi c h e: 50-000. 84/07/03. 8407090106. 


8407260022 Part 21 8i interim deficiency rept re broken capstan spring 
tang in Pacific Scientific shock arrestors, Initially 
reported on 840119. All shock arrestors returned to vendor 
for insp. Defective springs replaced. 

FOSTER. D. Q. Georgia Power Co. 84/07/03. □ 'REILLY, J. P. Region 2. 

Office of Director, 8pp. 25782:289. 24X Fiche: 50-424. 84/07/03. 

8407260022. 


8407110<I33 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte. NC to discuss open issues in Phase 1 component 
review & BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLI NGER, C. H. 
Division of Licensing. 4pp. 25547:358, 24X Fiche : 50-000. 84/07/05. 

8407110433. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R. E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office. Office of Insp'ection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 8<J/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co v«|lve 
spring on DSR or D3RV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche; 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY.C.L. Duke Power Co. 84/07/16. DENTON, H, R, Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000. 84/07/16. 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

♦ Stone Webster Engineering Corp, 84/07/31. 29pp, 25668:296. 

24X Fiche: 50-000,84/07/16.8407190249. 


8407260465 Forwards "Review & Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
( Transamer ica Delaval. Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories, 

FIN B-2952. PNL-5161, 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000. 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, c y 1 inder heads & connecting rods. 

BERLINOER. C. H. Division of Licensing. 84/07/23. GEORGE. J. B. TDI 
(Transamerica Delaval. Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000. 84/07/23, B<I07300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis. " prepared for TDI Diesel 
Generator Owners Group. 

RAV.C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/24. 
DENTON. H, R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fiche : 50-000, 84/07/24, 8407300301 . 
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— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscreu; 
Stress Analysis. " 

Stone 'iv Uefaster Engineering Corp, 84/07/31 29pp 25302:063. 
24X Fic he - 50-000, B4/ 07/24, 8407300301. 


8407310248 Comments on PMi. Rept PNL-516l,dtd June 1984, re key engine 
conponent endurance testing, per 840611 meeting Hot 
crankshaft deflection readings s.hould be taken uithin 4 h 
after shutdown, 

RAYiC.L. TDI (Transamer 1 ca Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINGER , C . H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828:239. 24.X F ic he : 50-000, 84/07/26, 840731 0248. 


V. Operator Examinations 


S406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 2,. holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app I i cants. Svc list 
enc 1. 

EISENHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of Neu York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


B407030097 Generic Ltr 64-17 to all power reactor 1 icensees, applicants 
for OLs.NSSS vendors , reac tor vendors h. AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. I6pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-433 UC -SANTA BARBARA RESEARCH REACfOR 


Q. Inspection reports, IE Bulletins ?< correspondence 


B407260002 Forwards IE Insp Rept 50-433/84-02 on 840613-14 It notice 
of violation. 

SCARANO, R. A. Division of Radiological Safety it Safeguards Program. 
84/07/06. KRCES-R.J. California, Univ. of, Santa Barbara, CA. 2pp. 
25781:267 24X Fic he: 50-433, 84/07/06, 8407260002. 


8407260003 Notice of violation from insp on 840613-14. 

YUHAS, G. P. Region 5, Office of Director. 84/07/06. Ip. 
25781:269. 24X Fi che : 50-433, 84/07/06. S407260002. 


8407260006 IE Insp Rept 50-433/84-02 on 840613-14. Violation noted: 

facility routinely operated during 820801-840516 by 
individual u/expired NRC license. 

JOHNaON. A, , CILLISiM. , YUHAS, G. P, Region 5, Office of Director. 
84/07/06. 4pp. 25781:270. 24X Fi ch e; 50-433, 84/07/06, 8407260002. 


U'. Operator Examinations 


S40710032S Notifies that written St oral exams for operator S« senior 
operators scheduled for 840807, Fac i 1 i ty should furnish 
approved ref matl listed in Encl 1 by 840722. 

PATE, R.J. Region 5, Office of Director. 84/07/06. KROESiR.J. 
California, Univ. of, Santa Barbara, CA. 5pp. 25509:285. 24X 

Fiche: 50-433. 84/07/06- 8407100528, 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. App 1 i ca t i on /cons tr uc ti on sta-ge documents ?t correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactor-s, 
applicants for OLs S: holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees ^y. Vendors." Svc list encl. 

JO.RDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29 Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che ; 50-000, 84/06/29, 840628031 1 , 


8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Ad h es ive /Sea 1 an ts . " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fi che: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "De f i c i enc i e s in Design Base 
Documentation & Calculations Supporting Nuclear Powsr’Plant 
Design." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness 5-. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000, 84/07/05, 8407030089. 


84070502/4 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi che : 50-000, 84/07/06, 8407050274 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 83010-3). 84/07/10. Consolidated Edison Co. of New 

York, Inc 120pp. 25865:166. 24X Fi che: 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit.tJrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245, 24X Fiche: 50-000, 34/07/25, 8407230079. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs t: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i can ts. Svc list 
encl. 

EISENHUT, D. G Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535: 018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ensees. ap pi icants 
for OLsiNSSS vendor s , r ea c tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exa.ms. Svc list encl. 

EISENHUT, D. G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326 . 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


DOCKET 50-438 BELLEFONTt .NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 Zc 83-72 «« Board Notifications 83-128 & S3-128A. 

Forwards Apps C Si D documents. Search continuing. 

FELTON, J. M, Division of Rules and Records, 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fich e; 50-000, 84/04/ 13, 
8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries is Target Rock failed to close. 

DHANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407030121 Notification of contract execution. Mod I, to "Use of TVA 
Reactor Simulator Facilities at Ch a ttanooga , TN for Training 
on Brauns Ferry , Sequoyah St Sellefonte Simulators. " 

Contractor: TVA. 
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3407030^32 Submits tii/o developments reported by pressure vessel 
research committee to be utilized in future seismic analysis 
of rigorously analyzed piping at facilities. 

MILLS, L K, Tennessee Valley Authority, 84/06/27, ADENSAM, E. 
Licensing Branch 4. 4pp. 25239:058. 24X Fi c h e : 50-438, 84 /06/27. 

8407030432. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S.; holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc 1 i s t enc 1 . 

EISENHOT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu Vork, Inc 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpoojer reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT. D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407170343 Responds to 810303 request for realistic up-to-date 
projected const date Z>. quarterly updates Scheduled fuel load 
date remains Oct 1987, 

KANMER, D. S. Tennessee Valley Authority. 84/07/13. EISENHUT, D. G. 
Division of Licensing. ip, 25614:142. 24X Fiche: 50-438 , 84/07/13, 

B407170343. 


H General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Ouners Group on 840530. 

RAY, C. L. TDI C Tr ans amer i c a Delaval, Inc. ) Ouners Group, 84/06/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. ' 2pp. 
25121:352. 24X Fich e: 50-000. 84/06/19, 8406250001 , 


!1 Antitrust correspondence 


8407230214 Forwards FR notice re receipt of antitrust info from 
1 icsnsee, 

ADENSAM, E. G. Licensing Branch 4. 84/06/18. PARRIS, H.G. Tennessee 

Valley Authority. 2pp. 25727:085, 24X Fi che: 50-438, 84/06/18, 

8407230214. 


— 8407230218 Notice of receipt availability of antitrust info. 

ADENSAM, E, G. Licensing Branch 4. 84/06/18. 2pp. 25727:087. 24X 

Fiche: 50-438, 84/06/18, 8407230214. 


Q. Inspection reports, IE Bulletins correspondence 


0407180291 Informs that Item 1 violation noted in IE Insp Repts 
50-438/83-31 ?< 50-439/83-31 deleted as violation, per 
concurrence ui/S40210 basis for denial. 

LEWIS, R.C. Division of Project Resident Programs, 84/04/04. 
PARRIS, H.G. Tennessee Valley Authority. Ip. 25666:051. 24X 

Fiche: 50-438, 84/04/04, 8407180291. 


-8407180301 Responds to MRC 840104 ltr re violations noted in tE Insp 
Repts 50-438/83-31 S'. 50-439/84-31 . Correc t ive actions: 

Procedure IDP 52.05 re control St handling of vendor manuals 
uiil be issued by 840720, per Generic Ltr 83-28. 

MILLS, L.M. Tennessee Valley Authority. 84/03/30. 0 'REILLY, J. P, 

Region 2, Office of Director. 2pp. 25666:052 , 24X 

Fiche; 50-438, 84/04/04, 8407180291, 


— 8407180308 Ack receipt of 840210 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/83-31 St 
50-439/83-31. Response meets requirements of 10CFR2. 201. 

Evaluation continuing, 

LEWIS, R.C, Division of Project St Resident Programs, 84/03/02. 
PARRIS, H.G. Tennessee 'Val ley Author ity. Ip. 25666:054 . 24X 

Fiche: 50-438, 84/04/04, 8407180291. 


— 8407180313 Responds to NRC 840104 ltr re violations noted in IE Insp 
Repts 50-438/83-31 St 50-439/83-31, Correc t ive ac t ions : ven d or 
drawings will be revised to reflect correct solenoid 
orientation. Item 1 denied as violation. 

MILLS, L. M, Tennessee Valley Authority. 8^/02/10, 0 'REILLY, J. P. 

Region 2, Office of Director. Spp. 25666:055. 24X 

Fiche; 50-438, 84/04/04, 840/180291. 


—0407180315 Forwards IE Insp Repts 50-438/83-31 «/, 50-439/83-31 on 
831101-1206 notice of violation, 

LEWIS, R. C. Division of Project 8< Resident Programs. 84/01/04. 
PARRIS, H.G. Tennessee Valley Authority, 2pp. 25666:060. 24X 

Fiche: 50-438, 84/04/04, 8407180291. 


-8407180318 Notice of violation from insp on 831101-1206. 

Region 2, Office of Director, 84/01/04. 2pp, 25666:062. 24X 

Fiche: 50-438, 84/04/04, 8407180291, 


--8407180322 IE Insp Rept 50-438/83-31 50-439/83-31 on 831101-1206. 

Violations noted: failure to specify ?, maintain insp S, 
naint program to control temp of solid state equipment St 
failure to prescribe criteria 'to orient solenoid valves. 

BRANCH. M. W. Region 2, Office of Director. JULIAN, C. A. Division 
of Project V. Resident Programs. 84/01/03. 6pp. 25666:064. 24X 
Fiche: 50-438, 84/04/04, 8407180291. 


8407060148 Forwards IE Insp Repts 50-438/84-11 S', 50-439/84-11 on 
840401-30. No violations or deviations noted. 

VERRELLI, D. M. Division of Project Resident Programs. 84/05/29. 
PARRIS, H.G, Tennessee Valley Authority. 2pp. 25441:084. 24X 

Fiche: 50-438, 84/05/29, e'507060148. 


--840706015S IE Insp Repts 50-438/84-11 Z>. 50-439/84-11 on 840401-30. No 
violations or deviations noted. Major areas inspected; 
licensee action on previous enforcement matters, 1 ic ensee 
identified items action on previous insp findings. 

YORK, J, W, , JULIAN, C. A, Region 2, Office of Director, 84/05/15. 
4pp. 25441:036. 24;< F i c h e : 50-438, 84/05/29, 84070601 48 . 


8407060035 Forwards IE Insp Repts 50-438/84-10 & 50-439/84-10 on 
840430— 0504. No violations or deviations noted. 

VERRELLI, DM. Region 2, Office of Director. 84/06/05. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25441; 166. 24X 

Fiche. 50-438, 84/06/05, 8407060035. 


— 8407060038 IE Insp Repts 50-438/84-10 50-439/84-10 on 840430-0504, No 

violations or deviations noted. Major areas inspected : des ign 
activities, drawing con t ro 1 , se i smi c support installation & 
licensee action on prev'ious enforcement matters. 

WRIGHT, R.W., UPRIG.4T, C, M. Region 2, Office of Director. 84/05/31. 
8pp, 25441:168. 24:< Fi c h e : 50-438, 84/06/05, 8407060035. 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS. R.C. Division of Project Resident Programs. 84/06/12. 
PARRIS. H. G. Tennessee Valley Authority. Spp. 25692:028. 24X 
Fiche; 50-000, 84/06/12, 8407200117. 


— 8407200125 SALP Board Assessment Repts 50-259/84-09,50-260/84-09, 
50-296/84-09, 50-327/84-08, 50-328/84-08, 50-390/84-24, 

50-391/84-19, 50-438/84-07 8/. 50-439/84-07 for Jan 1983 - 
Feb 1984 

•» Region 2, Office of Director, 84/02/29. 89pp. 25692:031. 24X 

Fiche 50-000, 84/06/12, 8407200117. 


8407060318 Ack receipt of 840330 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/84-03 & 
50-439/84-03. Add 1 insp required to determine validity of 
denial of Examples 2,3 5. 

LEWIS, R.C. Division of Project Resident Programs. 84/06/18. 
PARRIS. H. G. Tennessee Valley Authority. 2pp. 25441:032. 24X 

Fiche: 50-438, 84/06/18, 8407060318. 


— 8407060319 Responds to NRC 840229 ltr re violations noted in IE Insp 
Repts 50-438/84-03 & 50-439/84-03. Correc t i ve actions: 
procedures to be revised to provide design c 1 ar i f icat i on 
that bolt torques not required to be reproducible. 

KAMMER. D. S. Tennessee Valley Authority. 84/03/30, □ 'REILLY, J. P. 

Region 2, Office of Director, 4pp. 25441:034. 24X 

Fiche; 50-438, 84/06/18, 8407060318. 


— 8407060323 Forwards IE Insp Repts 50-438/84-03 & 50-439/84-03 on 
840207—10 notice of violation. 

LEWIS, R.C. Division of Project & Resident Programs. 84/02/29. 
PARRIS, H.G. Tennessee Valley Authority. 2pp. 25441:038. 24X 
Fiche: 50-438, 84/06/18, 8407060318. 


— 8407060325 Notice of violation from insp on 840207-10, 

* Region 2, Office of Director. 84/02/29. 2pp. 25441:040. 24X 

Fiche: 50-438, 84/06/18, 8407060318. 


— 8407060328 IE Insp Repts 50-438/84-03 fy 50-439/84-03 on 840207-10. 
Noncompliance noted : fai lure to follow procedure for concrete 
expansion anchor bolts & pipe support insps. 

LIU, W.C. Region 2, Office of Director, BLAKE, J. J. Division of 
Engineering Operational Programs. 84/02/23. 6pp. 25441:042. 
24X Fiche: 50-438, 84/06/18, 8407060318. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness fy. Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fi c he : 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors. " Svc list end. 

JORDAN, E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co, of New 

York, Inc. 124pp. 25602:151. 24X Fi c he : 50-000, 84/06/29, 840628031 1 . 
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34070300^ IE I,,, 
Anaerobic Adh 


jord«,e,l 


84-53, "Info re Use of Loctite 242 & Other 
Svc list enc 1 , 

Emergency Preparedness 2; Engineering 
84/07/05, Consolidated Edison Co. of New 
25602. 276 24X Fi c he ; 50-000, 84/07/05, 8407030085. 


Notice 84-54, "Deficiencies in Design Base 
Design " Sv°" Supporting Nuclear Power Plant 

JORDAN, E l'^'" end, 

Resoonse (p Emergency Preparedness 2- Engineering 

Yor! Inr 830103). 84/07/05. Consolidated Edison Co. of New 

^22pp. 25602:032. 24X Fi c he ; 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 

JORDAN, E,L ni ■ • n ^ 

ResDonse (P ^^'’'^sion of Emergency Preparedness S: Engineering 
York, Inc n 830103). 84/07/06 Consolidated Edison Co. of New 

236pp, 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IP 

5-Minute Notice 84-56, "Respirator Users Notice for Certain 

A i „ ’'Sency Escape Self-Contained Breathing 

Response <Pn o<= Emergency Preparedness Engineering 

York, Inc in 84/07/10. Consolidated Edison Co. of New 

. 20 pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 

Type ilFA response to IE Bulletin 84-02 re failures of OE- 

failures invo?^ Class IE safety sys. Browns Ferry 

relays SequoulK®'^ normally energ i led, Ty pe HFA 51 series ac 
MILLS, L M T " need relays replaced. 

Reoion 2, ' 84/07/10. 0 'REILLY, J. P. 

Fi?he.50-000 5pp. 25778:011. 24X 

84/07/10, 8407260326. 


8407270388 Ac k rece,„^ 
correct ° 

50-439/84-05 
LEWIS, R.C. R-„. 

Tennessee Vanr°? Director. 

Fiche; 50-438, 25793:361. 24X 

° 84/07/13, 8407270388. 


840627 Itr informing NRC of steps taken to 


84/07/13. PARRIS/H. Q. 


—8407270395 Ree. 

Rept 50-4i!ryE!"^® 840320 Itr re violations noted in IE Insp 

be used Corrective ac ti ons: SNP-QCP-10, 6 wi 1 1 not 

MILIS,L M drawing changes. 

Region 2, nJ?""®®®®® a4''D6/27. 0 'REILLY. U, P. 

Fiche; 50 - 43 o^i"® ^P- 25793:362. 24X 

84/07/13. 8407270388. 


8407230079 IE ^ . 

Caused by 8^-58* "Inadvertent Defeat of Safety Function 

Wrong Sus " e " Error Involving Wrong Unit, Wrong Train or 

JORDAN, U list end. 

Response (Posf Emergency Preparedness «< Engineering 

York, Inc, 84/07/25. Consolidated Edison Co. of New 

''opp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


S. Reportable orr, 

'•‘-'J^rences, LERs &: related correspondence 

8407020375 Final . ^ 

insp program i i«ncy rept re inconsistent establishment 

manual issued reported on 810324. Const requirements 

MILLS. L.M, 

Region 2, *’®®see Valley Authority 

Fiche: 50-438, Director. 2 pp 

84/06/20, 8407020375. 


84/06/20. O'REILLY, 
25219:039. 24X 


8407120321 Forward. 

Topics include * response to questions posed in BNWL 840604 Itr. 
start valve c cap screws, cy 1 inder head studs, air 

connecting rod***'^^®’'^®' injection tub ing , DSR-48 
RAY.C.L. TDI f ^ CT-ankshaft. 

BERLINOER.c i ca Delaval. Inc.) Owners Oroup. 84/06/20. 

Enforcement 's Office, Office of Inspection and 

8407120321 ' 25549:087. 24X Fiche; 50-000, 84/06/20, 


•8407120350 Rey n „ 

High Pressure Procedure NDE 11. 10. "Eddy Current Insp Procedure: 
JOHNSON, D.B t Lines - Carbon Steel." 

25549:140 ,^'^ailure Analysis Associates. 84/05/17 3pp 
Fiche; 50-000,84/06/20, 8407120321. 


-8407120410 "Rg.. 

yang, R. Tran Crankshaft Torsional Stresses, TDI Model DSR-48." 
24X Fiche 5 q Delaval, Inc. 84/04/04. 36pp, 25549:144 

''"“000, 84/06/20, 8407120321. 


—8407120425 "Rq,., 

D'AMATO, v. Suppl Calculation. " 

25549:180 ^ Webster Engineering Carp. 84/06/19. 17pp 

Piche: 50-000.84/06/20,8407120321, 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants 8<. NRC. " Document will be updated as necessary to 
• assist communications between all parties involved. 

RAY.C.L. TDI (Transamer i ca Delaval, Inc, ) Owners Oroup. 84/06/20. 
DENTON, H, R, Office of Nuclear Reactor Regulation, Director. 2pp 
25707:172 24X Fiche : 50-000, 84/06/20, 8407230126. 


■8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAV', C.L. TDI ( Tran samer i ca Delaval, Inc. ) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fi c h e : 50-000, 84/06/20. 8407230126. 


8407020301 Third interim deficiency rept re incorrect thermal data in 
Problem N4-1RK-A from Program EZ. Initially reported on 
830216 Investigation disclosed no problems w/thermal data. 

Problem reanalyzed Next rept will be sent by 841221. 

MILLS, L. M, Tennessee Valley Authority. 84/06/21. 0 'REILLY, J, P, 

Region 2, Office of Director. 2pp, 25214:256. 24X 

Fiche; 50-438, 84/06/21, 8407020301. 


8407020365 Thirteenth interim deficiency rept re failure of main steam 
lines due to main feedwater overfill. Initially reported on 
800319. Next rept expected to be submitted by 851218. Also 
reportable per Part 21, 

MILLS, L. M. Tennessee Valley Authority. 84/06/21. □ 'REILLY, J. P, 

Region 2, Office of Director. 2pp. 25217:311. 24X 

Fiche' 50-438, 84/06/21, 8407020365. 


8407020149 Final Deficiency Rept NCR 2927 re shrinkage/splits in Dow 
Corning foam penetration sea 1 s. In i t ia lly reported on 840319. 

More foam will be added to seals. Instruction BNP-QCP 5. 18 
being revised to require periodic seal insps, 

MILLS, L. M. Tennessee Valley Authority. 84/06/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25218:357. 24X 

Fiche: 50-438, 8^/06/22, 8407020149. 


8407020152 Second supplemental final deficiency rept re auxiliary bldg 
fuel handling zone ventilation fans, Initially reported on 
810506 Corrective action will be completed by 840917. Delay 
due to extended cold weather. 

MILLS, L. M. Tennessee Valley Authority. 84/06/22. □ 'REILLY, J. P. 

Region 2, Office of Director. Ip. 25217:362. 24X 

Fiche: 50-438, 84/06/22, 8407020152. 


8407120296 Fifth interim deficiency rept re undersized fillet welds 
made before mi d-1980. Ini t ia 1 1 y reported on S20722. Eva luat i on 
of previously collected weld insp data cont inu ing . Nex t rept 
expected by 851220. 

MILLS, L.M. Tennessee Valley Authority, 84/06/22. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 25550:035. 24X 

Fiche: 50-438,84/06/22, 8407120296. 


8407120055 Second interim deficiency rept re length of in-core 
monitoring sys piping it gauge. Initially reported on 831230, 

All deficient in-core tubes remeasured. Final rept expected 
by 841120. 

MILLS, L. M. Tennessee Valley Authority. 84/06/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25551:022. 24X 

Fiche; 50-438,84/06/28, 8407120055. 


8407120382 Tenth interim deficiency rept re seismic qualification of 
BI*W equipment in free s tand i ng, op en, 1 ocal instrument panels. 
Initially reported on 801 124. Equ i pment will be seismically 
tested to higher g values. Next rept expected by 841217. 

MILLS, L, M. Tennessee Valley Authority. 84/06/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 25549:030. 24X 

Fiche; 50-438,84/06/28, 8407120382. 


8407090106 Comments on BNNL draft rept, "Review S? Evaluation of TDI 
Diesel Generator Owners Program Plan, " Rept provides 
appropriate logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWQOn, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H, R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448: 3'iO. 24X Fi c h e: 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review it BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi che: 50-000, 84/07/05, 

8407110433. 


8407250352 First interim deficiency rept re omission of water weight in 
valves in Teledyne piping analysis. Initially reported on 
840607. Problems being invesi tigated to determine need for 
reanalysis. Next rept expected by 850208. 

MILLS, L.M. Tennessee Valley Authority, 84/07/06. □ 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 25754: 167. 24X 

Fiche: 50-438, 84/07/06, 8^07250352. 
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8407250542 Tenth interim deficiency rept re inconsistency between pipe 
breaks in LOCA analysis structural analysis of connecting 
pipes in broken 1 oop . In i t ia 1 1 y reported on 801121, Next rept 
uill be submitted by 850628, Also reportable per Part 21. 

MILLS/ L- M. Tennessee Valley Authority. 84/07/06. Q 'REILLY/ J. P. 
Region 2< Office of Director. 2pp. 25764.214, 24X 

Fiche: 50-438/ 84/07/06, 8407250542. 


8407250346 Final Deficiency Rept NCR 2390 re overtorqued studs on 
Borg-Warner gate valve motor operators. Initially reported on 
831 121. Vendor determined torque value on Drawing 79760 
incor rect. Also reportable per Part 21. 

MILLS/ L. M. Tennessee Valley Authority. 84/07/10, 0 'REILLY/ J. P. 

Region 2, Office of Director. 2pp. 25754:160. 24X 

Fiche: 50-438, 84/07/10, 8407250346. 


8407250553 Second interim deficiency rept re adaptor keyway on S-inch 
Borg~Warner globe valves. Initially reported on 840131 , Caus ed 
by duplication of keyway design. Next rept expected by 
841026. Also reportable per Part 21. 

MILLS, L. M. Tennessee Valley Authority. 84/07/10, 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25764:216. 24X 

Fiche: 50-438, 84/07/10. 8407250553. 


3407260018 First Interim Rept NCR 3180 re discontinuities on shear log 
to piping welds. Initial ly reported on 8406 1 1 . I nves t igat ion 
underway re consequences of using welds as is. Next rept 
expected by 841030. 

MILLS. L. M. Tennessee Valley Authority. 84/07/10, 0 'REILLY. J. P. 

Region 2, Office of Director. 2pp. 25782:287. 24X 

Fiche: 50-438, 84/07/10, 8407260018. 


8407250506 Final Deficiency Rept NCR 2922 re stiffeners not installed 
to revised drawing r equ ir ements. In i t ia 1 ly reported on 
840308, Defic iency limited to addition of stiffeners on 14 
MK8C MK8D supports, St if feners installed. 

MILLS/L. M. Tennessee Valley Authority. 84/07/11. 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 25764:190. 24X 

Fiche: 50-438, 84/07/11, 8407250506. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder, Eva luation completed on 840713, No 
corrective action required, 

BOYER, R.E. Transanerica Delaval, Inc, 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche; 50-000, 84/07/13. 8407170143. 


8407200101 Part 21 rept re potential defect in Detts Spring Co valve 
spring on DSR or DSRV standby diesel g enerator . Caus ed by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R. E. Transanerica Delaval, Inc. 84/07/13, Director's 
Office, Office of Inspection and Enforcement, 6pp, 25692:305. 24X 

Fiche; 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C. L. Duke Power Co. 84/07/16. DENTON, H. R, Office of Nuclear 
Reactor Regulation, Director. 2pp, 25668:294, 24X 

Fiche: 50-000, 84/07/16, 8407190249, 


--8407170274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone Webster Engineering Corp, 84/07/31. 29pp. 25668:296. 

24X Fiche; 50-000, 84/07/16, 8407190249. 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISFNHUT, D, G, Division of Licensing, 84/07/16. GEORGE, J. B. TDI 
CTransamerica Delaval, Inc, ) Owners Group, 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Lab ora t or ies. 

FIN B-2952, PNL-5161. 84/06/30, Division of Licensing. 26pp. 

25791:169. 24X Fiche : 50-000, 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crank shaft, cy 1 ind er heads S; connecting rods. 

BERl INOER, C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. > Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000, 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/07/24, 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp, 
25802:061. 24X Fiche: 50-000, 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

•* Stone St Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown, 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINOER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828:239. 24X Fic h e : 50-000, 84/07/26, 8407310248, 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs &: holders of CPs re adequacy of on-shift 
operating experience for neai — term OL app 1 i cants, Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018, 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ense es, app 1 i cants 
for OLsiNSSS vendors, reactor vendors h. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications h exams. Svc list end. 

EISFNHUT, D. G, Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-439 BELLEFONTt NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents S*. correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 83-72 V. Board Notifications B3-128 Si 83-12SA. 

Forwards Apps C St D documents. Sear c h continuing. 

FELTON, J.M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon S; Weiss, 7pp. 25584:078. 24X Fi ch e : 50-000, 84/04/ 13, 

8407130037, 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORYs. ERRI tests on PORYj showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNIfD. C, Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given, Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


8407030121 Notification of contract execution, Mod 1, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferry, Sequoyah Bellefonte Simulators." 

Contractor; TVA. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8717, 
84/06/18. SHOWE, S. K. Director's Office, Office of Inspection and 
Enforcement. Ip, 25411:143. 24X Fic he: 50-000, 84/06/18, 0407030121 , 


— 8407030128 Mod 1, changing start date to 840723, to "Use of TVA Reactor 
Simulator Facilities at Chattanooga, TN for Training on 
Browns Ferry , Sequoyah & Bellefonte Simulators." 

JOHN.SON, R. J. Tennessee Valley Authority. FIN B-8717. 84/06/18. 

Ip. 25411:144. 24X Fiche ; 50-000, 84/06/ 18, 8407030121 . 


8407030432 Submits two developments reported by pressure vessel 
research committee to be utilized in future seismic analysis 
of rigorously analyzed piping at facilities. 

MILLS, L.M. Tennessee Valley Authority. 84/06/27. ADENSAM, E. 
Licensing Branch 4. 4pp, 25239:058. 24X Fiche: 50-438, 84/06/27, 

8407030432. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISFNHUT, D, G, Division of Licensing. 84/07/02, Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02, 8407020206, 


8407060097 Generic Ltr B4-1S to all nonpower reactor licensees re 
filing of applications for licenses S: amends. Svc list end. 
EISFNHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097. 
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H General c : r r e s p ie n c e 


£4GcG5 IC'O : iT'-fzrr-s tr-.at J Gec-ge Pecarr.e Chairman of TDI Diesel 

RAV, 0 L TD! ' Transarer i ca Celaial. Ire. i u-jners Greup. 84/06/19. 
CE^TuU. .H, .=? Gffiee cf ‘Jjciear Reacter Regulation, Director. 2pp. 
25121:352 24X Rich e. 5C-GC0. e4/Cs.-'19, 3406250001 


M Antitrust ■: or ? esp enp sne e 


340723G214 roruards FR notice -e receipt of antitrust mfo from 
I icensee 

ADEr^SA/., E, G Licensing Branch 4. e4,.'06/lB. PARRIS. H.G. Tennessee 

Valley Aurho-ity 2pp 25727 CSS 24X Fi che ' 50-438, 84/06/18, 
340723021 4 


--S40723021S Notice cf receipt availability of antitrust info. 

ADENSAM, E G. Licensing Eranch 4 34/06/18. 2pp 25727:087. 24X 

Fiche- 50-433, 34, ■06/ 13, 3407230214. 


Q Inspecticn reports, EE Bulletins correspondence 


S4071S0291 Infcr.ns that Item 1 violation noted in IE Insp Repts 
5C-433/S3-31 S; 5'0-439/33-3l deleted as vi o 1 at i on, p er 
concurrence 'jj/S 4C21C basis for denial. 

LEWIS, R C Division cf Project ^ Resident Programs. 84/04/04. 
PARRIS, H G Tennessee Valley Authority, Ip 25666:05!. 24X 

Fiche: 50-433, 34/04/04, 3407130291, 


--3407180301 Responds to ri-RC 340104 itr re violations noted in IE Insp 
Repts 50-433/33-31 50-429/34-31 Corrective actions: 

Procedure ID? 52 05 re control 0 handling of vendor manuals 
uill be issued by S40720, per Generic Ltr 83-28. 

MILLS,’ L M. Tennessee Valley Authority. 84/03/30 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp 25666:052, 24X 

Fiche- 50-438, 34/04/04.3407180291 


— 840718030S Ack receipt of 840210 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/83-31 ^ 

50-439..' 33-31 . Response meets r ei^ui r aments of 10CFR2. 201. 

E'valuaticn continuing 

LEWIS, R,C. Division of Project 2, Resident Programs. 84/03/02. 
PARRIS, H.G. Tennessee Valley Authority Ip. 25666:054. 24X 

Fiche 50-438, S4/C4/04, 8407180291 


—8407060038 IE Insp Repts 50-438/84-10 50-439/84-10 on 840430-0504. No 

violations or deviations noted Major areas inspected: design 
ac tivi ti es , drawing c on t r o 1 , s e i s m i c support installation S.: 
licensee action on previous enforcement matters, 

WRIGHT, R.W , UPRIGHT, C.M. Region 2, Office of Director. 84/05/31. 

Spp. 25441 168 24X Fi c h e ■ 50-438, 84/06/05, 8407060035. 


8407200117 Forwards SALP evaluation for Jan 1983 - Feb 1984. Comments 
requested within 20 days. 

LEWIS, R. C Division of Project Z'. Resident Programs. 84/06/12. 
PARRIS, H.G Tennessee Valley Authority. 3pp, 25692:028. 24X 
Fiche: 50-000, 84/06/12, 8407200117, 


— 8407200125 SALP Board Assessment Repts 50-259/84-09,50-260/84-09, 
50-296/84-09, 50-327/84-08, 50-328/84-08, 50-390/84-24, 
50-391/84-19,50-438/84-07 50-439/84-07 for Jan 1983 - 

Feb 1984. 

•* Region 2, Office of Director. 84/02/29. 89pp. 25692:031, 24X 

Fiche; 50-000, 84/06/12, 8407200117, 


8407060318 Ac k receipt of 840330 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/84-03 ?< 
50-439/84-03. Add 1 insp required to determine validity of 
denial of Examples 2,3 5. 

LEWIS, R.C. Division of Project Resident Programs, 84/06/18. 
PARRIS, H. G. Tennessee Valley Authority. 2pp. 25441:032, 24X 

Fiche; 50-438, 84/06/18, 8407060318. 


— 8407060319 Responds to NRC 840229 ltr re violations noted in IE Insp 
Repts 50-438/84-03 5-. 50-439/84-03, Correc t ive actions: 
procedures to be revised to provide design clarification 
that bolt torques not required to be reproducible. 

KAMMER, D. S. Tennessee Valley Authority. 84/03/30. 0 'REILLY, J. P , 

Region 2, Office of Director. 4pp. 25441:034. 24X 

Fiche; 50-438, 84/06/18, 8407060318. 


--8407060323 Forwards IE Insp Repts 50-438/84-03 Z'. 50-439/84-03 on 
840207-10 Z>. notice of violation. 

LEWIS, R.C. Division of Project Z. Resident Programs. 84/02/29, 
PARRIS, H.G. Tennessee Valley Authority. 2pp, 25441:038. 24X 
Fiche ; 50-438, 84/06/18, 8407060318. 


■8407060325 Notice of violation from insp on 840207-10. 

* Region 2, Office of Director. 84/02/29. 2pp. 25441:040. 24X 

Fiche; 50-438, 84/06/18, 8407060318. 


--84071S0313 Responds to NRC S4C104 ltr re violations noted in IE Insp 
Repts 50-433/83-31 50-439/33-31 . Correc " ive ac ti ons ; vendor 

drawings uill be revised to reflect correct solenoid 
or lentat ion. Iten 1 denied as violation. 

MILLS. L M Tennessee Valley Authority. 34/02/10. 0 'RE ILLY, J. P. 

Region 2, Office of Director Spp 25666:055. 24X 

Fiche: 50-433, 84/04/04, 24071S0291, 


--8407180315 Forwards !£ Insp Repts 50-438/83-31 50-439/83-31 on 
831101-1206 tr notice of violation. 

LEWIS, R, Division of Project Z Resident Programs. 84/01/04. 
PARRIS. H,G Tennessee Valley Authority. 2pp. 25666:060 24X 
Fiche; 50-438, S4/G4/04, 8407180291 


—8407060328 IE Insp Repts 50-438/84-03 Z. 50-439/84-03 on 840207-10. 
Noncomp 1 iancB noted ; fa i 1 ur e to follow procedure for concrete 
expansion anchor bolts & pipe support insps. 

LIU,W. C. Region 2, Office of Director, BLAKE, J, J, Division of 
F-g:-..-'?-- » Operational Programs. 84/02/23, 6pp 25441:042. 
.;:—:38, 84/06/18, 8407060318, 


8406250214 IE Info Notice 84-51, "Independent Verification. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of Neuj 

xork, Inc. 154pp. 25535.160. 24X Fi c he : 50-000, 84/06/26, 8406250214 . 


8407180318 Notice of violation from 
Region 2, Office of Director. 
Fiche 5&-A28, 84/04/04, S4071S0291. 


insp on 831101-1206. 

34/01/04 2pp. 25666:062. 24X 


8406230311 IE Info Notice 84-52, "Inad' 
on Part of Licensees Vendors. " Sve 
JORDAN, E, L, Division of Emergency P' 
Response (Post 830103), 84/06/29, 

York, Inc. 124pp, 25602: 151, 24X I 


quate Matl Procurement Controls 
list enc 1 . 

eparedness Z-. Engineering 
Consolidated Edison Co. of Neu) 
iche; 50-000, 84/06/29, 8406280311 


8407160322 IE Insp Rent 50-438/83-31 S- 50-439/83-31 on 831101-1206 
Violations noted- failure to specify maintain insp 
naint program to control temp of solid state equipment S- 
failure to prescribe criteria to orient solenoid valves. 

BRANCH; W Region 2i Office of Director, JULIAN? C A 
of Project >!.; Resident Programs. 84/01/03 
Fiche, 50-438, 84/04/04, 8407130291. 


6pp 


1 s i on 
25666: 064. 24X 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants, " Sve list encl, 

J0.1DAN. E. L Division of Emengenc,, PrepareOness t. Engineering 
Voir"?L 3^^07/05. Consolidated Edison Co of fd.u, 

k, Inc. I19pp. c.5602:276. 24X Fi che : 50-000, 84/07/05, 84070300S5, 


84070601 4S Forwards IE I 
840401—30 No violation 
VERRELLI. D. M. Divisio 
PARRIS, H.G. Tennessee 
Fiche; 50-438.84/05/29, 


nsp Repts 50-43S/S4-11 50-439/84-11 on 

s or deviations noted. 

of Project Z' Resident Programs. 84/05/29. 
Valley Authority 2pp, 25441:'084. 24X 

8407060148. 


3407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Z Calculations Supporting Nuclear Power Plant 
Design. Sve list end. 

Resn^nlif'Vp Emergency Preparedness Engineering 

Response (Post 830103), 84/07/05. Consolidated Edison 


York, Inc. 


i—,, __ — wuiisui J. ua ueu coison uo. or rveu/ 

le.2pp. 25602:032. 24X Fi c he : 50-000, 84/07/05, B4O7O3OO09. 


-“8407060158 IE 
violations 
licensee ac 


Insp Repts 50-438/84-11 50-439/84-11 on 840401-30 

or deviations noted Major areas inspected.- 
tion on previous enforcement ma tters, 1 icensee 
^ action on previous insp findings 
^ Director. 84/05/15. 
v36. ci4X F’^ha ' -so_43B, 84/05/29, 8407060148. 


iC mtO NO V 1 C 6 






I <ao uea k s at 






encl. 

JORDAN, E.L Division of Emergency Preparedness Engineering 
Rddponsd <P„,t S3 .d, 03K 84/07/06, Consolidated Edison L' of Neu, 

' Inc. c.36pp, B.5865:286. 24X Fi c h e : 50-000, 84/07/06, 8407050274 . 


"'’'^I’Vator Users Notice for Certain 
3 Minute Emergency Escape Self-Contained Breathino 
Apparatus, Sve list end, 

bo Emergencg Preparedness 8. Engineering 

Response (Post 830103,^ 34,07/10. Consolidated E^son Co' of Neu, 

Ici-Opp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251 . 
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8407260326 Fartuards response to IE Bulletin 84-02 re failures of GE- 
Type HFA relays in use in Class IE safety sys. Browns Ferry 
failures involved normally energ i zed< Ty pe HFA 51 series ac 
relays. Seq.uoyah does not need relays replaced, 

MILLS. L.M. Tennessee Valley Authority, 84/07/10. 0 'REILLY. J. P. 

Region 2. Office of Director, 5pp, 25778:011. 24X 

Fiche: 50-000. 84/07/10. 8407260326. 


8407270338 Ac k receipt of 840627 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-438/84-05 It 
50-439/84-05. 

LEWIS. R.C Region 2, Office of Director, 84/07/13. PARRIS. H.G. 
Tennessee Valley Authority, Ip. 25793:361. 24X 

Fiche: 50-438. 84/07/13. 8407270388. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc, 103pp. 26057:245. 24X Fi c he : 50-000. 84/07/25. 8407230079. 


S. Reportable occurrences, LERs .!.! related correspondence 


8407020375 Final deficiency rept re inconsistent establishment of const 
insp program. Ini t ia 1 1 y reported on 810324. Const requirements 
manual issued. 

MILLS. L.M. Tennessee Valley Authority. 84/06/20, 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 25219:039. 24X 

Fiche: 50-438. 84/06/20, 8407020375. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm cap s crews , c y 1 ind er head studs, air 
start valve capscrews, fue 1 oil injection tub ing , DSR-48 
connecting rods S< crankshaft. 

RAY, C. L. TDI (Transamerica Delaval. Inc, ) Owners Group. 84/06/20. 
BERLINGER.C. Director's Office. Office of Inspection and 
Enforcement. 51pp. 25549:087, 24X Fi ch e ; 50-000. 84/06/20. 

8407120321. 


--8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel, " 

JOHNSON, D, B, Failure Analysis Associates, 84/05/17. 3pp. 
25549:140. 24X Fi c h e : 50-000. 84/06/20, 8407120321 , 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48." 
YANG. R. Transamerica Delaval, Inc. 84/04/04. 36pp, 25549:144, 

24X Fiche; 50-000. 84/06/20, 8407120321. 


— B407120425 "Rocker Arm Suppl Calculation, " 

D 'AMATO. J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fi c h e : 50-000, 84/06/20. 8407120321 , 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants Xt NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY. C.L. TDI (Transamer i ca Delaval. Inc, ) Owners Group. 84/06/20, 
DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172. 24X Fi ch e : 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants 3k 
NRC. " 

RAY. C, L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fiche: 50-000, 84/06/20. 8407230126. 


8407020365 Thirteenth interim deficiency rept re failure of main steam 
lines due to main feedwater overfill. Initially reported on 
800319. Next rept expected to be submitted by 851218. Also 
reportable per Part 21, 

MILLS. L.M, Tennessee Valley Authority, 84/06/21, 0 'REILLY, J. P, 

Region 2. Office of Director, 2pp, 25217:311. 24X 

Fiche-: 50-438. 84/06/21. 8407020365. 


8407020149 Final Deficiency Rept NCR 2927 re shrinkage/splits in Dow 
Corning foam penetration seals. Initially reported on 840319. 

More foam will be added to seals, Instruction BNP-QCP 5, 18 
being revised to require periodic seal insps, 

MILLS. L.M. Tennessee Valley Authority. 84/06/22, 0 'REILLY. J. P. 

Region 2. Office of Director, 2pp, 25218:357. 24X 

Fiche: 50-438. 84/06/22, 8407020149. 


8407020152 Second supplemental final deficiency rept re auxiliary bldg 
fuel handling zone ventilation fans, Initially reported on 
810506, Corrective action will be completed by 840917. Delay 
due to extended cold weather. 

MIU_S. L. M. Tennessee Valley Authority, 84/06/22. 0 'REILLY, J. P. 

Region 2. Office of Director, Ip, 25217:362. 24X 

Fiche; 50-438.84/06/22, 8407020152, 


8407120296 Fifth interim deficiency rept re undersized fillet welds 
made before mid-1980. In i t ia 1 1 y reported on 820722. Eva 1 uat i on 
of previously collected weld insp data cont inuing. Next rept 
expected by 851220, 

MILLS, L.M. Tennessee Valley Authority, .84/06/22. 0 'REILLY, J, P. 

Region 2, Office of Director. Ip. 25550:035. 24X 

Fiche: 50-438, 84/06/22, 8407120296. 


8407120238 Final deficiency rept re damage to liquid waste sys motor 
operator valve ZWL-IFC V- 068-B by flooding of reactor bldg 
normal sump tank room. Initially reported on 831201, Motor 
operator will be returned to Limitorque for rework, 

MILLS. L.M. Tennessee Valley Authority. 84/06/27. 0 'REILLY, J, P. 

Region 2, Office of Director, 2pp. 25550:033. 24X 

Fiche: 50-439, 84/06/27, 8407120288. 


8407120196 Second interim Deficiency Rept NCR 2815 re defective dc 
amplifiers in safety-related panels mfg by El-Tex. Initially 
reported on 840214. Defect ive amplifiers returned to vendor 
for analysis. Next rept will be submitted by 841016. 

MILLS, L.M. Tennessee Valley Authority. 84/06/28. Q 'REILLY, J. P, 
Region 2, Office of Director. 2pp. 25550: 199. 24X 

• Fiche: 50-439, 84/06/28, 8407120196. 


8407120382 Tenth interim deficiency rept re seismic qualification of 
B?cW equipment in free s tend i ng , op en, 1 ocal instrument panels. 
Initially reported on SOI 124, Equ i p men t will be seismically 
tested to higher g values. Next rept expected by 841219. 

MILLS, L.M. Tennessee Valley Authority, 84/06/28. 0 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 25549:030, 24X 

Fiche: 50-438, 84/06/28. 8407120332. 


8407090106 Comments on BhUvL draft rept, "Review Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate Jk. logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOO, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fi c h e ; 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review k BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS. T. S. Di vis i on o f L i c ens i ng . 84/07/05. BERLINGER. C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000, 84/07/05, 

8407110433. 


8407250352 First interim deficiency rept re omission of water weight in 
valves in Teledyne piping ana ly s i s. In i t ia 1 1 y reported on 
840607. Profa lems being i nves i t i gated to determine need for 
reanaly s is. Next rept expected by 850208. 

MILLS, L.M, Tennessee Val ley Authority. 84/07/06. 0 'REILLY, J, P. 

Region 2, Office of Director. 2pp. 25754:167, 24X 

Fiche: 50-438, 84/07/06, 8407250352. 


8407250542 Tenth interim deficiency rept re inconsistency between pipe 
breaks in LOCA analysis k structural analysis of connecting 
pipes in broken loop. Initially reported on 801121. Next rept 
will be submitted by 850628, Also reportable per Part 21. 

MILLS, L, M, Tennessee Valley Authority, 84/07/06. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25764:214. 24X 

Fiche; 50-438, 84/07/06, 8407250542. 


8407250346 Final Deficiency Rept NCR 2390 re overtorqued studs on 
Borg-Warner gate valve motor operators. Initially reported on 
831121. Vendor determined torque value on Drawing 79760 
incorrect, Also reportable per Part 21, 

MILLS, L.M. Tennessee Valley Authority. 84/07/10. 0 'REILLY, J, P. 

Region 2, Office of Director. 2pp. 25754; 160. 24X 

Fiche: 50-438, 84/07/10, B407250346, 


8407250553 Second interim deficiency rept re adaptor keyway on 8-inch 
Borg-Warner globe valves. Initially reported on 840131 . Caus ed 
by duplication of keyway design. Next rept expected by 
841026 Also reportab le per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/07/10. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 25764:216. 24X 

Fiche: 50-438, 84/07/10. 8407250553. 


8407250506 Final Deficiency Rept NCR 2922 re stiffeners not installed 
to revised drawing requirements. Initial ly reported on 
840308. Deficiency limited to addition of stiffeners on 14 
MK8C 8< MK8D supports. Stiffeners installed. 

MILLS, L.M. Tennessee Valley Authority. 84/07/11. 0 'REILLY, J. P. 

Region 2, Office of Director, 2pp, 25764:190. 24X 

Fiche: 50-438, 84/07/11, 8407250506. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve ho Ider. Eva lua t ion completed on 840713. No 
corrective action required. 

BOYER, R.E, Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13. 8407170143, 
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8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or D3RV standby diesel generator. Caused by 
surface iijiperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYERiR.E. Transanerica Delaval. Inc, 84/07/13, Director's 
Office- Office of Inspection and Enforcement. 8pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13. 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY-C.L. Duke Power Co. 84/07/16. DENTON. H. R. Office of Nuclear 
Reactor Regulation. Director. 2pp.. 25668:294. 24X 

Fiche: 50-000. 84/07/16. 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

Stone Webster Engineering Corp, 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000. 84/07/16. 8407190249. 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing, 84/07/16. GEORGE. J. B. TDI 
<Transamerica Delaval. Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000. 84/07/16. S407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

Battelle Me.morial Institute. Pacific Northwest Laboratories 
FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp 

25791:169. 24X Fi ch e: 50-000. 84/07/16, 8407260465 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaf t. cylinder heads connecting rods. 

BERL INGER. C. H. Division of Licensing. 84/07/23. GEORGE. J. B. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000. 84/07/23. 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis. " prepared for TDI Diesel 
Generator Owners Group. 

RAYiC. L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/07/24. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director 2pp 
25802:061. 24X Fiche: 50-000. 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone 8.. Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000.84/07/24. 8407300301, 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY. C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/26. 
BERL INGER, C. H. Office of Nuclear Reactor Regulation, Director 4-pp 
25828: 239. 24X Fiche: 50-000, 84/07/26, 8407310248. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs. NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications b, exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03, Consolidated 
Edison Co. of New York. Inc. I6pp, 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. App lication/construc tion stage documents 8- correspondence 


8407030107 Forwards "Environ Qualif ication of Harsh Environ 
Safety-Related Mechanical Equipment" & qual if ications review 
1 ist. 

EDELMAN. M. R, Cleveland Electric Illuminating Co. 84/06/29. 
YOUNGBLOOD. B, J. Licensing Branch 1. ip. 25270'030 24X 

Fiche: 50-440, 84/06/29. 8407030107. 


—8407030114 "Environ Qualification of Harsh Environ Safety-Related 
Mechanical Equipment. '* 

■* Cleveland Electric Illuminating Co. 84/06/29, 273pp. 

25270:031. 24X Fiche: 50-440. 84/06/29, 8407030107. 


8407100132 Forwards draft FSAR changes to Section 14.2. 12. 1.25 & Table 
1. 8-l> ref lecting rev to p r eo p erat i ona 1 testing method of 
HVAC It emergency recirculation sys.per 840607 t e 1 c on, Ch ang es 
will be incorporated in future FSAR amend. 

EDEJMAN,M. R. Cleveland Electric Illuminating Co. 84/06/29. 
YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 25512:039. 24X 

Fiche: 50-440, 84/06/29, 8-107100132. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 4: holders of CPs re proposed staff 
actions to improv'e maintain diesel generator reliability, 

Svc list end 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc 36pp. 25601:348, 24X 

Fiche: 50-000, sg/07/02, 8407020206. 


8407060192 Confirms 840702 discussion between CM Schuster S( JA Grobe 
scheduling 840727 meeting at Region III ofc re 
preoperational it startup program controls. 

WALKER. R. D. Region 3, Office of Director. 84/07/03. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. Ip. 25426:189. 24X 

Fiche: 50-440, 84/07/03, 8407060192. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware de f i c i enc i es, mi smanag ement & safety 
problems in nuclear industry . Enc 1 identifies inaccurate h 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office o 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review 8t response 
to S Stecklo'j 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

OALLAGHER.G. Office of Policy Evaluations. 84/06/28, REHM. T. 
Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10. 8407250094. 


— 8407250157 Requests review of S Stecklow 040624 Philadelphia Enquirer 
article re hardware d ef i c i enc i es . m i smanag ement 8< safety 
problems. 

BERNTHAL, F, M, Commissioners. 84/06/26. ZERBE. J. Office of 
Policy Evaluations 8pp. 25779:214. 24X Fic he : 50-000. 84/07/10, 

8407250094. 


8407230128 Provides updated info re results of Mar 1984 Caseload 
Forecast Panel visit, basis for 1985 completion projection. 

TDI diesel generator r equa 1 i f i ca t i on program underway. Mods 
will be completed or identified by end of 1984. 

EDEi M.AN. M. R. Cleveland Electric Illuminating Co. 84/07/17. 
YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 25706:079. 24X 

Fiche: 50-440. 84/07/17, 8407230128. 


8407270236 Forwards "Hydrogen Control Program Plan for Perry Nuclear 
Power Plant," in support of full power OL. Plan updates 
earlier info submitted in response to FSAR Question 480. 40, 
as discussed w/NRC during 840619 meeting. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/07/19. 
YOUNGBLOOD. B. J. Licensing Branch 1. 2pp, 25788:195. 24X 

Fiche: 50-440, 84/07/19, 8407270236. 


--S407270244 "Hydrogen Control Program Plan for Perry Nuclear Power 
Plant. “ 

* Cleveland Electric Illuminating Co. 84/07/19. 55pp. 

25788:197. 24X Fi ch e: 50-440, 84/07/ 19, 8407270236. 


E. N.RC Safety Evaluation Report CSER). suppls correspondence 


8407200205 Forwards addl info to clarify four topics discussed during 
NRC 840502 meeting re SER Outstanding Issue 9, "LOCA-Re lated 
Pool Dynamic Loads." Existing design load definitions 
bound effects of conditions, 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/11. 
YOUNGBLOOD, B. J. Licensing Branch 1. I'spp. 25692:215. 24X 

Fiche: 50-440. 84/07/11, 8407200205. 


F, Security, medical, emergency & fire protection plans 


8407250077 Forwards proposed additions to security p Ian. inc 1 ud ing 
provisions for security while const work in progress. 

Additions withheld (ref 10CFR2. 790). 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/18. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 25745:307. 24X 

Fiche: 50-440, 84/07/18, 8407250077. 
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0. Adjudicatory correspondence 


B407030475 Argues against Ohio Citizens for Responsible Energy 840625 
brief on Commission financial qualifications policy 
statement. Certificate of Svc encl. Related correspondence. 

SILRERG. J. E. Sha'jji Pittman. Potts Trowbridge. SILBERG. J. E. 
Cleveland Electric Illuminating Co. DSB 015. 84/06/28. BLOCH. P, B. . 

KLINE. J, R. I BRIGHT. G 0. Atomic Safety and Licensing Board Panel. 

4pp. 25277:069. 24X Fi c h e : 50-440. 84/06/28. 8407030475. 


8407090360 Memorandum 2.-. order denying Sunflower Alliance. Inc 840214 
notion to readmit Issue 2 re financial qualifications. 

Served on 840709. Related correspondence, 

BLOCH. P.B.. Kline. J. R. . bright. G.O. Atomic Safety and Licensing 

Board Panel. DSB 081. 84/07/06. Sunflower Alliance. 3pp. 

25454:245, 24X Fi c h e : 50-440. 84/07/06, 8407090360. 


8407100617 Motion for summary disposition of Issue 6 re ATWS. No genuine 
issue of matl fact exists .2.. Ohio Citizens for Responsible 
Energy entitled to favorable d ec i s i on. Related 
corresp ondence . 

HIATT, S.L. Ohio Citizens for Responsible Energy. DSB 131. 

84/07/06. Atomic Safety and ! ■icpr'^irr; Bc.nrd »anel, 3pp. 

25514:036. 24X Fi c he: 50-440. 8-'.0/ .• 1 C Cd : ^ 


— 8407100622 Statement of matl facts as to which there is no genuine 
issue re Issue 6 on ATWS. Cert if i cate of Svc encl, 

* Ohio Citizens for Responsible Energy. 84/07/06. Atomic 
Safety and Licensing Board Panel. 14pp. 25514:039. 24X 

Fiche: 50-440, 84/07/06. 8407100617. 


8407120099 Brief opposing applicant 840626 motion for particularization 
of Issue 1 re emergency evacuation p Ians. Par t i cu larizat ion 
should be delayed until after emergency planning exercise. 

W/svc list. Related correspondence. 

HIATT. S,L Ohio Citizens for Responsible Energy. DSB 130. 

04/07/06. 3pp. 25550:212. 24X F i c h e : 50-440, 84/07/06, 8407120099. 


8407130276 Forwards 840630 newspaper article entitled “CEI Seeks $1 
Billion Cushion for Perry." Article relevant to motion to 
readmit financial qua 1 i f i cat i ons issue currently before 
ASLB. Related correspondence, 

HIATT. S.L. Ohio Citizens for Responsible Energy. DSB 227. 

84/07/07, BLOCH, P.B., KL INE. J, R. , BRIGHT. G. 0. Atomic Safety and 
Licensing Board Panel, 3pp. 25566:015. 24X Fiche : 50-440. 84/07/07, 

8407130276, 


8407160266 Order canceling oral argument scheduled for 84080S. Sunflower 
Alliance appeal will be decided on basis of brief s, Served on 
840716, 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 249. 
84/07/13. Ip. 25601:190, 24X Fiche: 50-440, 84/07/13, 8407160266. 


8407190220 Response in support of applicant 840626 motion for Sunflower 
Alliance to particularize Issue 1 re emergency evacuation. 

Certificate of Svc end. 

WOODHEAD, C. P. Hearing Branch 4. DSB 340, 84/07/16. Atomic 

Safety and Licensing Board Panel. 5pp, 25682:009. 24X 

Fiche: 50-440. 84/07/16, 8407190220. 


8407200252 Response in opposition to applicant motion for 
particularization of Issue 1. Motion should be denied. 

Certificate of Svc end. Related correspondence. 

LODGE, T.J, Sunflower Alliance. DSB 396. 84/07/16. Atomic Safety 

and Licensing Board Panel. 3pp. 25694:288. 24X 

Fiche; 50-440. 84/07/16. 8407200252. 


8407250199 Reply to interveners answers to applicant 840626 motion for 
particularization of Issue 1 . Cert i f i cate of Svc encl. 

SILBERG, J.E. Cleveland Electric Illuminating Co. SILBERO.J.E. 

Shaw, Pittman, Potts St Trowbridge. DSB 486. 84/07/23, Atomic 

Safety and Licensing Board Panel. 7pp, 25735:015. 24X 

Fiche: 50-440, 84/07/23, 8407250199, 


8407270171 Memorandum order requiring submission re inadequacies 
alleged to exist in draft local St state emergency plans, 
per util 840626 motion for part i c u lar i zat i on of Issue 1. 

Served on 840726. 

BLOCH. P.B., KLINE, J. R. , BRIGHT, G.O, Atomic Safety and Licensing 

Board Panel. DSB 558, 84/07/26, Sunflower Alliance. Spp. 

25786:357. 24X Fi che: 50-440, 8^/07/26, 8407270171. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/19. 
DEh4T0N, H, R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fiche: 50-000, 84/06/19. 8406250001. 


8407270256 Protests policy change discussed in Board Notification 
84-127 dtd 840705, end ing direct transmittal of TDI Owners 
Group repts to parties in proceedings via board 
notifications. PDR slow in providing copies. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 84/07/23. 
EISENHUT. D. G. Division of Licensing. Ip. 25786:351, 24X 

Fiche; 50-440. 84/07/23, 8407270256. 


Q. Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fi c he : 50-000, 84/06/26. 8406250214. 


8407190028 Forwards IE Insp Repts 50-440/84-12 %■. 50-441/84-12 on 
840611-15, No noncompliance noted. 

LITTLE. W.S. Region 3, Office of Director. 84/06/28. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 25686:358. 24X 

Fiche; 50-440, 84/06/28, 8407190028. 


— 8407190037 IE Insp Repts 50-440/84-12 50-441/84-12 on 840611-15. No 

noncompliance or deviations noted. Major areas inpected: 
observation of work & record review for saf ety-related 
structures it licensee actions on open 10CFR50. 55(e) items. 

KEATING. D., DANIELSON. D. H. Region 3, Office of Director. 

84/06/28. 4pp. 25686:360. 24X Fiche; 50-440, 84/06/28, 8407190028. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees JU Vendors. '* Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X F iche : 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants,*' Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276, 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation Si Calculations Supporting Nuclear Power Plant 
Design." Svc list encl. 

JORDAN, E, L. Division of Emergency Preparedness ?i Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New. 

York, Inc. 236pp. 25865:286. 24X Fiche; 50-000, 84/07/06. 0407050274, 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5—Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN. E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407200036 Responds to IE Bulletin 84-02 re HFA relays in use in 
Class IE safety sys. Unit 1 coil spools will be replaced by 
840901. Unit 2 relays will be replaced prior to turnover of 
affected safety sys. 

EDELMAN, M.R, Cleveland Electric Illuminating Co. 84/07/10. 
KEPPLER.J.G. Region 3, Office of Director. Ip. 25693:127. 24X 

Fiche: 50-440. 84/07/10, 8407200036. 


8407260174 Forwards IE Insp Repts 50-440/84-11 Z>. 50-441/84-11 on 
840521-0608. No noncompliance noted. 

WALKER, R. D. Region 3, Office of Director. 84/07/10. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 25781:001. 24X 

Fiche: 50-440, 8^/07/10, 8407260174. 


— 8407260175 IE Insp Repts 50-440/84-11 & 50-441/84-11 on 840521-0608. No 
noncamp liance noted. Major areas inspected: preoperational 
test program administration S: organ i zat ion. document control, 
design changes ?< mod control ^ plant maint. 

LANKSBURY. R, D. . 0 'DWYER. G. F. . VANDENBURGH. C. Region 3, Office of 
Director. 84/07/06. 20pp.' 25781:003. 24X Fiche: 50-440, 84/07/10. 

8407260174. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25. 8407230079. 
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S. Reportable occurrences# LERs S: related correspondence 


8407100258 Final Deficiency Rept CROC 70(83)3 re restart of control 
complex chiller following LQCA. Eng ineer ing Change Notices 
5383-033-2613 Ic 15384-036-248 issued to document design 
mods. Implementation anticipated by 841101. 

EDELMAM. M. R . Cleveland Electric Illuminating Co. 84/06/07. 
KEPPLER.J. G. Region 3, Office of Director. Ip. 25511:331. 24X 

Fiche: 50-440. 84/06/07, 8407100258. 


8407100294 Supplemental final Deficiency Rept CROC 72(83)3 re cooling 
of RCIC room during LOCA. Eng ineer ing Change Notice 
18848-86-314 issued to document design mod for Unit 1 by 
Gilbert Assoc. Imp lementation of mods expected by 841101. 

EDELMAN.K. R. Cleveland Electric Illuminating Co. 84/06/07. 
KEPPLER.J. G. Region 3, Office of Director. Ip. 25511:298. 24X 

Fiche: 50-440, 84/06/07, 8407100294. 


8407100436 Interim Deficiency Rept CROC 106(84)3 re direct indication 
or annunciation in control room in event of loss of 120-volt 
ac/24-volt dc power supply Initially reported on 840508. 
Investigation ongoing. Next rept will be provided by S40914. 

EDELMAN. M. R. Cleveland Electric Illuminating Co. 84/06/07. 
KEPPLER.U. G. Region 3, Office of Director. 2pp. 25464:318. 24X 
Fiche: 50-440, 84/06/07, 8407100436. 


8407100419 Final Significant Deficiency Rept CROC 99(84)3 re HPCS 
interfaces to suppression pool cleanup sys. Initially 
reported on 840216. Evaluation indicated no reduction in 
ability of HPCS to perform. 

EDELKAN.M. R. Cleveland Electric Illuminating Co. 84/06/08. 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 25464:278. 24X 

Fiche: 50-440, 84/06/08, 8407100419. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr, 
Topics include rocker arm capscrews, cyl inder head studs, air 
start valve capscrews, fue 1 oil injection tub ing , DSR-48 
connecting rods ?< crankshaft. 

RAY, C, L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 255^9:087. 24X Fi ch e : 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B. Failure Analysis Associates. 84/05/17, 3pp. 
25549:140. 24X Fich e; 50-000, 84/06/20. 8407120321. 


—3407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000. 84/06/20. 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO, J. Stone ii Webster Engineering Corp. 84/06/19, 17pp. 

25549:180. 24X Fi ch e: 50-000, 84/06/20, 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI (TransaiT.er ica Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707: 172. 24X Fiche: 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants ^ 

NRC. " 

RAY, C.L TDI (Transamer ica Delaval, Inc. ) Owners Group, 84/06/20. 
28pp, 25707:174. 24X Fi che: 50-000, 84/06/20, 8407230126, 


8407100141 Deficiency Rept CROC 80 (83)3 re use of non-Class IE control 
power ti control components in field wiring for diesel 
generator bldg ventilation sys. Documentation review for 
rewiring expected to be completed by 840715. 

EDE( MAN, M. R. Cleveland Electric Illuminating Co, 84/06/26. 
KEPPLER.J. 0, Region 3, Office of Director. Ip. 25512:289. 24X 

Fiche: 50-440, 84/06/26, 8407100141. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review 8, BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing, 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi c h e : 50-000, 84/07/05, 

8407110433. 


8407120339 Board Notification 84-127. forwards info re TDI Owners Group 
repts & conflict of interest determination concerning PNL. 

EISFNHUT, D. G. Division of Licensing. 84/07/05. PALLADINO 
Consolidated Edison Co. of New York, Inc. 5pp. 25730: 149. 24X 

Fiche: 50-000, 84/07/05, 8407120589. 


8407190418 Final deficiency rept re premature failure of Pacific Air 
Products Co linear converters on multi-blade dampers 
louvers used in HVAC sys. Initially reported on 840216. 

Maint program in i t iated . A 1 s o reported per Part 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/07/10, 

KEPPLER,J. G. Region 3, Office of Director, 2pp. 25681:288. 24X 

Fiche: 50-440, 84/07/10, 8407190418. 


8407190269 Deficiency Rept CROC 45(82)3 re location of governor lube 
oil cooler in standby diesel generator. Tubing rework 
completed for Unit 1 & scheduled for completion on 840901 
for Unit 2. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/11. 
KEPPLER,J. G. Region 3, Office of Director. Ip. 25682 : 090. 24X 

Fiche: 50-440, 84/07/11, 8407190269. 


8407190398 Suppls Final Deficiency Rept RDC 26(81) re NAMCD Controls 
limit switches. Gi Ibert/Commonwealth approved Z>. released 
qualif ication plan on 830909. Testing of limit switches 
underway . Qua 1 i fication testing will be completed by 840928. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/11. 
KEPPLER,J. G. Region 3, Office of Director. Ip. 25681:273, 24X 

Fiche: 50-440, 84/07/11, 8407190398. 


8407170143 Part 21 rept re potential defect in Bendix HP I pumps of DSR 
or DSRV standby diesel g ene rator , Caused by matl defect in 
delivery valve ho 1 der. Eva 1 ua t i on completed on 840713, No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002 24X 

Fiche: 50-000, 84/07/13. 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or D3RY standby diesel gen’erator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E, Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13. 8407200101 . 


8407250327 Final Deficiency Rept C(RDC 104(84)3 re failure to meet 
single failure criteria in MSIV c i r c u i try . I n i ta i 1 1 y reported 
on 840424, Review deter, mined wiring meets min requirements. 

Item not reportable per 10CFR50. 55 ( e ) , 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/13. 
KEPPLER.J.G. Region 3, Office of Director, 2pp. 25754:275. 24X 

Fiche: 50-440, 84/07/13, 8407250327. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C.L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
React-’.- Rfeguia-::::-. Director. 2pp. 25668:294. 24X 

Fiche SC-COC. b-a/l,'7/:6. /190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone «/. Webste” Eng i "ee” i ng Cn-n 84/07/31. 29pp. 25668:296. 

24X Fiche: oC-COO. fc:4/r:-7/;i> Eic:-’: . 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D, G, Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc.) Owners Group. 2pp. 25791:167. 24X 

Fiche; 50-000, 84/07/16, 8407260465. 


■8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

♦ Battelle Memorial Institute, Pacific Northwest Laboratories, 

FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169, 24X Fich e : 50-000, 84/07/16, 8407260465. 
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8407300301 Forujards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscreuj Stress Analysis," prepared for TDI Diesel 
Generator Ouiners Group, 

RAY, C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061, 24X Fi ch e: 50-000, 84/07/24, 8407300301 , 


8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 

Stress Analysis. " 

* Ston'e y. Webster Engineering Corp, 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL~5161,dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C.L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25328:239. 24X Fiche: 50-000, 84/07/26, 8407310248, 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S', holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
enc I . 

EISFNHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp, 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


B407060107 Lists practices used in implementing provisions of 
NUREO-1021, "Operator Licensing Examiner Stds," re 
administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 84/07/02. EDELMAN, H. R. 
Cles'eland Electric Illuminating Co, 2pp, 25429:123, 24X 

Fiche: 50-440, 84/07/02, 8407060107. 


8407030097 Generic Ltr 84-17 to all power reactor 1 ic ense es, appl icants 
for OLs,NSSS vend OTS, reac tor vendors 8, AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications y. exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. l^>pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8<;07030097, 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents y. correspondence 


8407030107 Forwards "Environ Qua 1 i f i ca t i on of Harsh Environ 
Safety-Related Mechanical Equipment" y qua 1 i f i cat i ons review 
list. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/29, 
YOUNGBLOOD, B. J, Licensing Branch 1. Ip. 25270:030, 24X 

Fiche: 50-440, 84/06/29, 8407030107. 


__g407030114 "Environ Qualification of Harsh Environ Safety-Related 
Mechanical Equipment. " 

* Cleveland Electric Illuminating Co. 84/06/29. 273pp. 

25270:031. 24X Fiche: 50-440, 84/06/29, 8407030107. 


8407100132 Forwards draft FSAR changes to Section 14,2,12.1.25 & Table 
1 . 8-1, r e f 1 ec t i n g rev to preop erat iona 1 testing method of 
HVAC y. emergency recirculation sys,per 840607 te 1 c on. Chang es 
will be incorporated in future FSAR amend, 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/29. 
YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 25512:039. 24X 

Fiche: 50-440, 84/06/29, 8407100132, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8; holders of CPs r® proposed staff 
actions to improve %>. maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206, 


8407060192 Confirms 840702 discussion between CM Schuster & JA Grobe 
scheduling 840727 meeting at Region III ofc re 
preoperational y startup program controls. 

WALKER, R.D. Region 3, Office of Director, 84/07/03, EDELMAN, M. R. 
Cleveland Electric Illuminating Co, Ip, 25426: 189. 24X 

Fiche: 50-440, 84/07/03, 8407060192. 


8407060097 Generic Ltr 84-18 to all nonpbwer reactor licensees re 
filing of applications for licenses y amends. Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


B407230128 Provides updated info re results of Mar 1984 Caseload 
Forecast Panel visit, basis for 1985 completion projection. 

TDI diesel generator r equa 1 i f i ca t i on program underway. Mods 
will be completed or identified by end of 1984. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/07/17. 
YOUNGBLOOD. P J !=-.-.nrh 1, 5pp, 25706:079. 24X 

Fiche: 50-4'iL 


8407270236 Forwards "Hydrogen Control Program Plan for Perry Nuclear 
Power Plant," in support of full power OL. Plan updates 
earlier info submitted in response to FSAR Question 480.40, 
as discussed u/NRC during 840619 meeting. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/07/19. 
YOUNGBLOOD P J ■ice-'-.i-g Rrc-'-h 1. 2pp. 25788:195. 24X 

Fiche: 50-4-:0. /c; >.■> 


— 8407270244 “Hydrogen Control Program Plan for Perry Nuclear Power 
Plant. " 

■» Cleveland Electric Illuminating Co. 84/07/19. 55pp, 

25788:197. 24X Fi c h e : 50-440, 84/07/ 19, 8407270236. 


E. NRC Safety Evaluation Report (SER), suppls y correspondence 


8407200205 Forwards addl info to clarify four topics discussed during 
NRC 840502 meeting re SER Outstanding Issue 9, "LOCA-Re lat ed 
Pool Dynamic Loads. " Existing design load definitions 
bound effects of conditions. 

EDELMAN, M.R. Cleveland Electric Illuminating Co, 84/07/11. 
YOUNGBLOOD, B J, Licensing Branch 1. 18pp. 25692:215, 24X 

Fiche: 50-440, 84/07/11, 8407200205. 


F. Security, medical, emergency y fire protection plans 


8407250077 Forwards proposed additions to security p Ian, inc 1 ud ing 
provisions for security while const work in progress, 

Additions withheld <ref 10CFR2. 790). 

EDELMAN. M.R, Cleveland Electric Illuminating Co, 84/07/18. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 25745:307. 24X 

Fiche: 50-440, 84/07/18, 8407250077, 


G. Adjudicatory correspondence 


8407030475 Argues against Ohio Citizens for Responsible Energy 840625 
brief on Commission financial qua I i f i cati ons policy 
statement. Certi ficate of Svc end. Related correspondence. 

SILBERO.J, E. Shaw, Pittman, Potts y Trowbridge. SILBERG, J, E. 
Cleveland Electric Illuminating Co, DSB 015, 84/06/28. BLOCHiP.B., 

KLINE. J.R., BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 

4pp. 25277:069, 24X Fi c h e : 50-440, 84/06/28, 8407030475. 


8407090360 Memorandum y order denying Sunflower Alliance, Inc 840214 
motion to readmit Issue 2 re financial qualifications, 

Served on 840709. Re lated correspondence. 

BLOCH, P.B., KLINE, J.R., BRIGHl.G. 0. Atomic Safety and Licensing 
Board Panel. DSB 081. 84/07/06. Sunflower Alliance. 3pp. 

25454:245. 24X F i c h e : 50-440, 84/07/06, 8407090360. 


8407100617 Motion for summary disposition of Issue 6 re ATWS. No genuine 
issue of matl fact exists y. Ohio Citizens for Responsible 
Energy entitled to favorable d ec i s i on. Related 
correspondence. 

HIATT.S.L. Ohio Citizens for Responsible Energy. DSB 131. 

84/07/06. Atomic Safety and Licensing Board Panel. 3pp. 

25514:036. 24X Fiche: 50-440, 84/07/06, 8407100617. 


--8407100622 Statement of matl facts as to which there is no genuine 
issue re Issue 6 on ATWS. Certificate of Svc end. 

■» Ohio Citizens for Responsible Energy. 84/07/06. Atomic 
Safety and Licensing Board Panel. I4pp. 25514:039, 24X 

Fiche: 50-440, 84/07/06, 8407100617. 


8407120099 Brief opposing applicant 840626 motion for par t ic u lar i zat i on 
of Issue 1 re emergency evacuation p Ians. Par ti c u lar i zat i on 
should be delayed until after emergency planning exercise. 

W/svc list- Related correspondence. 

HIATT, S.L, Ohio Citizens for Responsible Err-ri i D3E 130 
84/07/06. 3pp. 25550:212, 24X Fi c h e : nO-----. fM G-L". /120099. 


0407130276 Forwards 840630 newspaper article entitled "CEI Seeks *1 
Billion Cushion for Perry." Article relevant to motion to 
readmit financial qualifications issue currently before 
ASLB, Related correspondence. 

HIATT, S. L. Ohio Citizens for Responsible Energy. DSB 227. 

84/07/07, BLOCH, P. B, , KLINE, J.R., BRIGHT, G.O, Atomic Safety and 

Licensing Board Panel, 3pp. 25566:015. 24X Fiche: 50-440, 84/07/07, 

0407130276, 


8407160266 Order canceling oral argument scheduled for 840808. Sunflower 
Alliance appeal will be decided on basis of br iefs. Served on 
840716. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 249. 
04/07/13. Ip 25601:190. 24X Fiche: 50-440, 84/07/13, 8407160266, 
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S407190230 Response in support of applicant 840626 motion for Sunflower 
Alliance to par ti cular i ze Issue 1 re emergency evacuation. 

Certificate of Svc end. 

WQODHEAD. C. P. Hearing Branch 4. DSB 340. 84/07/16. Atomic 

Safety and Licensing Board Panel. 5pp. 25682:009. 24X 

Fiche- 50-440. 84/07/16. 8407190220. 


8407200252 Response in opposition to applicant motion for 
particulari zati on of Issue 1. Motion should be denied. 

Certificate of Svc end. Related correspondence. 

LODGE. T, J. Sunflower Alliance. DSB 396. 84/07/16. Atomic Safety 

and Licensing Board Panel. 3pp. 25694:288. 24X 

Fiche: 50-440, 84/07/16. 8407200252. 


8407250199 Reply to interveners answers to applicant 840626 motion for 
particular! lation of Issue 1 . Cer t i f i ca te of Svc end, 

SILBERO, J. E. Cleveland Electric Illuminating Co. SILBERG. J. E. 

Shau, Pittman, Potts Trowbridge. DSB 486. 84/07/23. Atomic 

Safety and Licensing Board Panel. 7pp. 25735:015. 24X 

Fiche; 50-440, 84/07/23, 8407250199. 


8407270171 Memorandum order requiring submission re inadequacies 
alleged to exist in draft local S: state emergency plans, 
per util 840626 motion for particularization of Issue 1. 

Served on 840726. 

BLOCH. P.B., KLINE. J.R.. BRIGHT. G.O. Atomic Safety and Licensing 

Board Panel. DSB 558. 84/07/26. Sunflower Alliance. Spp. 

25786:357. 24X F i c h e ; 50-440, 84/07/26, 8407270171 . 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAV, C,L, TDI ( Transamer i ca Delaval, Inc. > Owners Group. 84/06/19. 
DENT0r4, H. R. Office of Nuclear Reactor Regulation, Director, 2pp, 
25121:352. 24X Fiche : 50-000. 84/06/19, 8406250001. 


8407270256 Protests policy change discussed in Board Notification 
84-127 dtd 840705. end i ng direct transmittal of TDI Owners 
Group repts to parties in proceedings via board 
notifications. PDR slow in providing copies. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 84/07/23. 
EISENHUT, D. G. Division of Licensing. Ip. 25786:351. 24X 

Fiche; 50-440, 84/07/23. 8407270256. 


Q. Inspection reports. IE Bulletins 8< correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification. '* Svc list 
end. 

JORDAN. E, L. Division of Emergency Preparedness & Engineering 
Response (Post S30103>. 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407190028 Forwards IE Insp Repts 50-440/84-12 S-. 50-441/84-12 on 
840611-15. No noncompliance noted 

LITTLE, W. S, Region 3. Office of Director. 84/06/28. EDELMAN, K. R. 
Cleveland Electric Illuminating Co, 2pp. 25686:358. 24X 

Fiche: 50-440,84/06/28. 8407190028 


—8407190037 IE Insp Repts 50-440/84-12 Zt 50-441/84-12 on 840611-15. No 
noncompliance or deviations noted. Major areas inpected: 
observation of work & record review for safety-related 
structures S. licensee actions on open 10CFR50. 55( e ) items. 

KEATING, D. , DANIELSON, D, H. Region 3, Office of Director. 

84/06/28. 4pp, 25686:360. 24X Fi c he: 50-440, 84/06/28, 8407190028. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Ss Vendors." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151, 24X Fiche; 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-t1inute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post S30103). 84/07/10. Consolidated Edison Co. of Neu 

York, Inc. I20pp. 25865:166. 24X F i c he : 50-000, 84/07/ 10, 8407060251. 


8407200036 Responds to- IE Bulletin 84-02 re HFA relays in use in 
Class IE safety sys.Unit 1 coil spools will be replaced by 
840901. Unit 2 relays will be replaced prior to turnover of 
affected safety sys. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/10. 
KEPPLER.J.G, Region 3, Office of Director. Ip, 25693:127 . 24X 

Fiche: 50-440, 84/07/10, 8^107200036. 


8407260174 Forwards IE Insp Repts 50-440/84-11 S-. 50-441/84-11 on 
840521-0608. No noncompliance noted. 

WALKER, R.D. Region 3, Office of Director, 84/07/10. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 25781:001. 24X 

Fiche: 50-440, 84/07/10, 8407260174. 


--8407260175 IE Insp Repts 50-440/84-11 Z,-. 50-441/84-11 on 840521-0608. No 
noncompliance noted. Major areas i nsp ec ted : p reop erat i ona 1 
test program administration Zi organ! zation, document control, 
design changes 2< mod control & plant maint. 

LANKS3URY, R. D. , 0 'DWYER , G. F. , VANDENBURGH, C. Region 3, Office of 
Director. 84/07/06. 20pp. 25781:003. 24X Fiche. 50-440, 84/07/10, 

8407260174. 


8407230-079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E L. Division of Emergency Preparedness 4; Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X Fi c he ; 50-000, 84/07/ 25, 8407230079. 


S. Reportable occurrences, LERs i'. related correspondence 


8407100258 Final Deficiency Rept CROC 70(83)3 re restart of control 
complex chiller follo'ning LOCA. Eng ineer ing Change Notices 
5383-033-2613 15384-036-248 issued to document design 

mods. Implementation anticipated by 841101. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/06/07. 
KEPPLER,J.G. Region 3, Office of Director. Ip. 25511:331. 24X 

Fiche: 50-440, 84/06/07, 8407100258, 


8407100294 Supplemental final Deficiency Rept CRDC 72(83)3 re cooling 
of RCIC room during LOCA Engineering Change Notice 
18848-86-314 issued to document design mod for Unit 1 by 
Gilbert Assoc. Imp lementa t i on of mods expected by 841101. 

EDELMAN, M.R, Cleveland Electric Illuminating Co. 84/06/07. 

KEPPLER, J. G. Region 3, Office of Director. Ip. 25511:298. 24X 

Fiche: 50-440, 84/06/07. 8407100294. 


8407100436 Interim Deficiency Rept CRDC 106(84)3 re direct indication 
or annunciation in control room in event of loss of 120-volt 
ac/24-volt dc power supply, Initially reported on 840508. 
Investigation ongoing. Next rept will be provided by 840914. 

EDEl_MAN, M. R. Cleveland Electric Illuminating Co. 84/06/07. 

KEPPLER, J G .Region 3. of Director, 2pp. 25464:318. 24X 

Fiche: 34/C6/C/. 8407100436. 


8407100419 Final Significant Deficiency Rept CRDC 99(84)3 re HPCS 
interfaces to suppression pool cleanup sys. Initially 
reported on 840216. Eva 1 ua t i on indicated no reduction in 
ability of HPCS to perform. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/06/08. 
KEPPLER.J.G. Region 3, Office of Director. 2pp. 25464:278. 24X 

Fiche: 50-440. 84/06/08, 8407100419. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy 1 inder head studs, air 
start valve capscrews, fue 1 oil injection tub ing, DSR-48 
connecting rods Zr. crankshaft. 

RAY, C.L. TDI (Transame r i ca Delaval, Inc. ) Owners Group. 84/06/20. 
BERLINGER, C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087, 24X Fi che ; 50-000, 84/06/20, 

8407120321. 


■8407120350 Rev O to Procedure NDE 11. 10, "Eddy Current Insp Procedure; 
High Pressure Fuel Lines - Carbon Steel, " 

JOHNSON, D, B. Failure Analysis Associates, 84/05/17, 3pp, 
25549:140. 24X Fi ch e : 50-000, 84/06/20, 8407120321 . 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-4a, 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000,84/06/20.8407120321, 


— 8407120425 “Rocker Arm Suppl Calculation. " 

D'AMATO/J. Stone & Webster Engineering Corp. 84/06/19, 17pp. 

25549:180. 24X Fiche : 50-000, 84/06/20, 8407120321 . 
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0407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power CO( TDI Diesel Generator Owners Technical Program 
Consultants S-, NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY< C. L. TDI (Transamerica Delaval. Inc. ) Owners Group. 84/06/20. 
DEMTONi H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25707:172. 24X F i c h e : 50-000. 84/06/20, 8407230 1 26. 


--8407230130 Rev 1 to "Project Interface Document Between Duke Power Co. 
TDI Diesel Generator Owners Technical Program Consultants 
NRC. " 

RAY, C.L TDI ( Transamer ica Delaval, Inc. ) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fiche: 50-000, 84/06/20, 8407230126. 


8407100141 Deficiency Rept CRDC 80 (83)3 re use of non-Class IE control 
power control components in field wiring for diesel 
generator bldg ventilation sys, Documentation review for 
rewiring expected to be completed by 840715. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/06/26. 

KEPPLER.J. G. Region 3. Office of Director. Ip. 25512:289. 24X 

Fiche: 50-440. 84/06/26, 8407100141. 


8407100253 Final Deficiency Rept CRDC 100(84)3 re Phase III Limitorq,ue 
actuator rework program. Init ially reported on 840316. 

Limitorq.ue actuators corrected in accordance w/provisions of 
Special Project Plan 1607. 

EDELMAN, M, R. Cleveland Electric Illuminating Co. 84/06/29. 

KEPPLER.J. 0 Rr-gion 3. Office of Director. 2pp. 25465:361. 24X 

Fiche: 50-44(:, l:»4/C6/2-“. 8407100253. 


8407090106 Comments on BNNL draft rept, "Review h. Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate fy. logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOO, J. B. Massachusetts Institute of Technology, Cambridge. MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review S< BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS. T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi che : 50-000, 84/07/05. 

8407110433, 


S4071203S9 Board Notification 84-127: forwards info re TDI Owners Group 
repts It conflict of interest determination concerning PNL. 

EISENHUT, D. G, Division of Licensing, 84/07/05. PALLADINO 
Consolidated Edison Co, of New York, Inc. 5pp, 25730:149, 24X 

Fiche: 50-000, 84/07/05, 8407120389. 


8407190418 Final deficiency rept re premature failure of Pacific Air 
Products Co linear converters on multi-blade dampers 
louvers used in HVAC sys. Initially reported on 840216. 

Maint program ini t ia bed , A1 s o reported per Part 21. 

EDELMAN, M.R. Cleveland Electric Illuminating Co, 84/07/10. 

KEPPLER.J, G. Region 3, Office of Director, 2pp. 25681:288. 24X 

Fiche: 50-440, 84/07/10, 8407190418. 


8407190269 Deficiency Rept CRDC 45(82)3 re location of governor lube 
oil cooler in standby diesel generator, Tub ing rework 
completed for Unit 1 scheduled for completion on 840901 
for Unit 2. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/11. 
KEPPLER.J. 0. Region 3, Office of Director. Ip, 25682:090. 24X 

Fiche: 50-440, 84/07/11, 8407190269. 


8407190398 Suppls Final Deficiency Rept RDC 26(81) re NAMCO Controls 
limit s wi tc hes. Gi 1 ber t/Commonuea 1 th approved released 
qual if ication plan on 830909, Testing of limit switches 
underway. Qualification testing will be completed by 840928. 
EDELMAN, M.R. Cleveland Electric Illuminating Co. 84/07/11. 
KEPPLER, J. G. Region 3, Office of Director. Ip. 25681:273. 24X 

Fiche: 50-440, 84/07/11, 8407190398. 


B407170143 Part 21 rept re potential defect in Bendix HP I pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luati on completed on 840713. No 
corrective action required, 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407250327 Final Deficiency Rept C(RDC 104(84)3 re failure to meet 
single failure criteria in MSIV circuitry. Initailly reported 
on 840424. Review determined wiring meets min r equirements. 

Item not reportable per 10CFR50. 55 ( e ) . 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/07/13. 
KEPPLER, J. G. Region 3, Office of Director, 2pp. 25754:275. 24X 

Fiche: 50-440, 84/07/13, 8407250327. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY, C.L. Duke Power Co. 84/07/16. DENTON, H, R. Office of Nuclear 
Reactor Regulation, Director, 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone Webster Engineering Corp, 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16, 8407190249. 


8407260'fl65 Forwards "Review iSt Evaluation of TDI Diesel Generator 
Owners Group Program Plan." 

EISENHUT, D. G, Division of Licensing. 84/07/16. GEORGE. J. B. TDI 
( Transamer ica Delaval, Inc, ) Owners Group. 2pp. 25791:167 . 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fich e : 50-000, 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaf t, c y 1 inder heads S,. connecting rods. 

BERLINGER, C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000, 84/07/23, 8^07300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners Group. 84/07/24, 
DENTON, H, R. Office of rJuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fiche: 50-000, 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone fy. Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000,84/07/24, 8407300301. 


8407310243 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C. L. TDI (Transa.meri ca Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828: 239. 24X Fiche: 50-000, 84/07/26. 8407310248. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
enc 1. 

EISENHUT, D. G, Division of Licensing, 84/06/27. Consolidated 
Edison Co, of New York, Inc. 23pp, 25535:018. 24X 

Fiche: 50-000, 84/06/27. 8406270142. 


8407060107 Lists practices used in implementing provisions of 
NUREG~1021, "Operator Licensing Examiner Stds. " re 
administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director, 84/07/02. EDELMAN, M. R. 
Cleveland Electric Illuminating Co, 2pp. 25429:123. 24X 

Fiche: 50-440, 84/07/02. 8407060107. 


8407030097. Generic Ltr 84-17 to all power reactor 1 ic ensees, app 1 i cants 
for OLs, NSSS vendors, reac tor vendors AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications ty exams. Svc list end. 

EISENHUT, D. G, Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326 . 24X 

Fiche: 50-000, 84/07/03, 8407030097. 
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DOCKET 50-443 SEABRQOK NUCLEAR STATION, UNIT 1 


A. Ap p 1 ica ti on/c onstruc t i on stage documents ?■: correspondence 


8407020065 Board Notification 84-123 forwards info re Westinghouse 
reactor coolant pump (RCP) s ea 1 s. El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp St leakage flow rate in pumps w/o seal cooling. 
EISFNHUT, D. 0. Division of Licensing, 84/06/29, PALLADINO 
Commissioners. 7pp. 25465:299. 24X Fiche: 50-000, 84/06/29, 

8407020065. 


8407050191 Completes response to Section 2.2 2 of Generic Ltr 83-28 re 
vendor interface program, per 830906 ?•: 1104 commitments. 

Specific implementation items presented in Nuclear Util Task 
Action rept clarified. 

DEVr.NCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/29. EISENHUT, D. G. Division of 
Licensing. 4pp. 25296:347. 24X Fiche: 50-443, 84/06/29, 8407050191. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs &; holders of CPs re proposed staff 
actions to improve &; maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co, of New York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407200148 Cbnfirms 840309 meeting in Bethesda, MD to discuss status of 
eng ineer ing , 1 icens ing, cons t, s tar tup operations, QA, mgt 

actions since 840301 . s c h e d u 1 e projections for Unit 1 const & 
future plans for transferring responsibility to mgt. 

DERRICKSON, W. S, Public Service Co. of New Hampshire. 84/07/12. 
NERSES, V. Licensing Branch 3. Ip. 25692:175. 24X 

Fiche: 50-443, 84/07/12, 8407200148. 


8407250148 Notification of 840809 meeting w/util in Bethesda<MD to 
discuss util presentation on status of engineering, 

1 icensing, const startup, operat ions S'. QA, 

NERSES, V. Licensing Branch 3. 84/07/18. KNIGHTON, G. W. Licensing 

Branch 3, 2pp. 25755:157. 24X Fi ch e; 50-443, 84/07/18, 8407250148. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8407050271 Notifies that plant-specific design test info will be 
submitted by 841231, instead of Uul 1984, due to lack of 
Westinghouse prepared field change instructions 
recommended test procedure, per Generic Ltr 83-28 & SER. 

DEVINCENTIS, U. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/29. KNIGHTON, G. W. Licensing 
Branch 3. 3pp. 25410:009. 24X Fi ch e : 50-443, 84/06/29, 8407050271. 


F. Security, medical, emergency h fire protection plans 


8407180051 Notification of 840711 12 meetings w/util in Bethesda, HD 

to discuss revs to fire protection rept. 

NERSES, V. Licensing Branch 3. 84/07/02. KNIGHTON, G. W. Licensing 
Branch 3. 6pp. 25654:345. 24X Fiche: 50-443, 84/07/02, 8407180051. 


G. Adjudicatory correspondence 


8407030314 Notice of appearance in proceeding. Certificate of Svc end. 
GODDARD, R.U. Hearing Branch 3, DSQ 005. 84/06/27. 4pp. 

25272:013, 24X Fiche : 50-443, 84/06/27, 8407030314. 


84071102S7 Infor.Tis that due to tour size constraints, 840712 site visit 
re const work & plans to complete const work will be dosed 
to public, Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 160. 84/07/10. Amesbury, MA. 

Ip. 25523.234. 24X Fi c h e : 50-443. 84/07/10, 84071 10287. 


S407110291 Informs that due to tour size constraints, 840712 site visit 
re const work Z>. plans for completing const work will be 
closed to public. Trip rept will be issued. 

ASSELSTINE. J. K, Com.mi ss i oners. DSB 168. 84/07/10. PEVEAR.R.C. 

Hampton Falls, NH. Ip, 25527:039. 24X Fiche; 50-443, 84/07/10, 

8407110291. 


8407110298 Informs that due to tour size constraints, 840712 site visit 
re const work & plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE. J. K. Commissioners. DSD 164. 84/07/10, HETT.L. 

Brentwood, NH. Ip. 25523:233. 24X Fiche; 50-443, 84/07/10. 

8407110298. 


8407110307 Informs that due to tour size cons tra i nts, 840712 site visit 
re const work fy plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 165. 84/07/10. TAN2ER, J. B. 

Hampton, NH. Ip, 25523:232. 24X F i c h e : 50-443, 84/07/ 1 0, 84071 1 0307. 


8407110314 Informs that due to tour size con s tra i nts , 8407 12 site visit 
re const work plans to complete const work will be dosed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Com.mi ssi oners. DSB 167. 84/07/10. NADEAU, O.P, 

Rye, NH. Ip. 25523:231. 24X Fi c h e ; 50-443, 84/07/ 1 0, 84071 1031 4. 


8407110315 Informs that due to tour size constra ints, 840712 site visit 
re const work & plans to complete const work will be closed 
to public. Trip rept willl be prepared. 

ASSELSTINE, J. K. Commissioners. DSB 166. 84/07/10. GAVUTIS, S. 

Kensington, NH. Ip. 25523:097, 24X Fic h e ; 50-443, 84/07/ 1 0, 

8407110315. 


8407110318 Informs that due to tour size constraints, 840712 site visit 
re const work .!< plans to complete const work will be closed 
to public-Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 157. 84/07/10. SARGENT, A, V. 

Salisbury, KA. Ip. 25523:126. 24X Fi ch e : 50-443, 84/07/ 10, 

8407110318, 


8407110323 Informs that due to tour size cons tra in ts, 8407 12 site visit 
re const work plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 154. 84/07/10. CHICK, D, E. 

Exeter, NH. Ip. 25523:230. 24X Fi c he ; 50-443, 84/07/1 0, 84071 1 0323, 


8407110324 Informs that due to tour size cons tra ints , 840712 site visit 
re const work Zt plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J K. Commissioners. DSB 156. 84/07/10. HOLMES, G. W. 

Holmes Ellis. Ip. 25523:130. 24X Fic h e : 50-443, 84/07/1 0, 

8407110324. 


8407110325 Informs that due to tour size constraints, 840712 site visit 
re const work .?< plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSI INE, J. K, Commissioners. DSB 161. 84/07/10. MACHIROS, A. 

Newbury. MA. ip. 25523:131. 24X Fiche: 50-443. 84/07/10, 8407110325- 


8407110331 Informs that due to tour size cons tra ints, 840712 site visit 
re const work plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 162. 84/07/10. VERGE, A. South 

Hampton. NH. ip. 25527:141. 24X F i c h e . 50-443, 84/07/ 1 0, 8407110331 . 


8407110339 Informs that due to tour size contraints, 840712 site visit 
re const work plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 163. 84/07/10. CANNEY, C. A. 

Portsmouth, NH. Ip. 25527:113. 24X Fiche; 50-443, 84/07/10, 

8407110339. 


8407110347 Informs that due to tour size constra ints, 840712 site visit 
re const work 2< plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 155. 84/07/10. SULLIVAN, R. E. 

Newburyport, ,MA ip. 25523:229. 24X Fiche; 50-443, 84/07/10, 

8407110347. 


8407110355 Informs that due to tour size constra ints, 840712 site visit 
re const work plans to complete const work will be closed 
to public Trip rept will be issued. 

ASSELSTINE. U. K. Commissioners. DSB 159. 84/07/10. LORMER.W. 

Northampton County, PA. Ip. 25523:220. 24X Fiche; 50-443, 84/07/10, 

8407110355. 


8407110399 Informs that due to tour size cons tra ints, 8407 12 site visit 
re const work plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K, Commissioners, DSB 158. 84/07/10. STILES, N. 

Durham. NH. Ip. 25523:228. 24X Fi c h e : 50-443, 84/07/10, 84071 10399. 


8407250220 Trip rept of S40712 briefing site tour. R Backus questioned 
status of financial qua 1 i f i cat ion rule. 

ASSELSI INE, J. K. Commissioners. DSB 485. 84/07/20. 

Com.missioners, 27pp. 25735:121. 24X Fich e; 50-443, 84/07/20, 

8407250220. 
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Q. Inspection reports. IE Bulletins t-. correspondence 


8407020332 Suppls 840327 response to IE Bulletin 83-07 re possibly 
fraudulent products supplied by Ray Mi 1 1 er . Inc , Di ese 1 fuel 
oil storage tanks nfg by Norwalk Fabricators. Inc did not 
include any Ray Miller products. 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 84/06/06. MURLEY. T E. Region 1. 
Office of Director. 2pp. 25214:345. 24X F i c h e : 50-443. 84/06/06. 

8407020332. 

8406290541 Forwards IE Insp Rept 50-443/84-06 on 840430-0504. No 
violations noted. 

martin. T. T. Division of Engineering Technical Programs. 84/06/11. 

HARRISON. R. vJ. Public Service Co. of New Hampshire. 2pp. 

25210:048. 24X Fi che : 50-443. 84/06/ 1 1 . 8406290541 . 


B407020012 IE Insp Rept 50-443/84-06 on 840430-0504. No violations 

noted. Major areas inspected : preservice insp program review, 
observations of work in progress, review of NDE procedures t: 
review of data. 

MCBRFARTY. R. A. . DURR. J. P. Region 1, Office of Director. 84/06/06. 
6pp. 25210:050. 24X F i c h e : 50-443, 84/06/ 1 1 . 8406290541 . 


8407030066 Forwards IE Safety Insp Rept 50-4^3/84-03 on 840312-16. No 
violations noted. 

MARTIN. T. T. Division of Engineering Technical Programs. 84/06/13. 

HARRISON. R. J. Public Service Co. of New Hampshire. 2pp. 

25279:016. 24X Fi c h e : 50-443. 84/06/ 1 3, 8407030066. 

0407030071 IE Insp Rept 50-443/84-03 on 840312-16. No violations noted. 

Major areas i nspec ted : p r oc ed ur es . wor k activities q.uality 

records for i nsta 1 lat i on, insp 4; testing of electrical 
equipment. 

PAOLINO. R. J. . PAULITZ, E. P. . ANDERSON, C. J. Region 1. Office of 
Director. 84/05/23. 6pp. 25279:018. 24X F i c h e : 50-443 , 84/06/ 13. 

8407030066. 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Ite.m 4 re ap p 1 i c ab i 1 i ty of fraudulent 
products received from Ray Miller. Inc at f ac i 1 i t i es . Res pon se 
requested within 60 days. 

EBNETER.S. D. Region 1, Office of Director. 84/06/18. General 
Public Utilities - GPU Service Corp. 19pp. 25432:072. 24X 

Fiche' 50-000. 84/06/18, 8407050035. 


8406270148 Forwards "Unit 1 , Ba lane e-of-P lant, Pres ervi ce Insp Program 
Plan" tA "Unit 1, Reactor Pressure Vessel , Preservice Insp 
Program Plan," in response to SER Outstanding Issue 4. 

"Preservice Inservice Testing Programs." W/o ends. 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIS, U. Public 
Service Co, of New Hampshire. 84/06/21. KNIGHTON. G. W, Licensing 
Branch 3. 3pp, 25262:001, 24X Fi c h e : 50-443, 84/06/21 , 8406270148. 


— 8407033032 "Balance-of-Plant Preservice Insp Program Plan, Vol 1. " 
AHMED. A. Nuclear Energy Services. Inc. 83/12/09. 708pp. 

25262:009. 24X Fi c h e : 50-443, 84/06/21 , 8406270148, 


— 8407030038 "Reactor Pressure Vessel Preservice Insp Program Plan. " 
AHMED, A, Nuclear Energy Services, Inc, 82/09/01. 531pp. 

25263:357, 24X Fi c h e : 50-443. 84/06/21 , 8406270148, 


8406250214 IE Info Notice 84-51. "Independent Verification." Sve list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response <Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc, 154pp. 25535:160. 24X Fic he ; 50-000, 84/06/26, 8406250214. 


8407030312 Ack receipt of 840619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/84-04 h. 
50-444/84-02. 

STAROSFECKI, R. Division of Project Jk Resident Programs. 84/06/20. 
HARRISON, R. J. Public Service Co, of New Hampshire. Ip. 25271:107. 
24X Fiche: 50-443, 84/06/23, 8407030312. 


— 8407030315 Responds to NRC 840524 Itr re violations noted in IE Insp 
Repts 50-443/84-04 &». gO-444/84-02. Correc t i ve actions : revised 
steel supports designed to be sufficiently heat resistant 
for anticipated operational temps, 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire, 84/06/19. STAROSTECKI , R. Division 
of Project b. Resident Programs. 3pp. 25271:108. 24X 

Fiche: 50-443, 84/06/28. 8407030312, 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8*. Vendors." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response <Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc, 124pp, 25602:151. 24X Fi c he : 50-000, 84/06/29. 840628031 1 , 


8407090138 Forwards responses to Integrated Design Insp Rept 
50-443/83-23 on S31101 b 1221. Concerns re net positive 
suction head margin addressed jus t i f i cat i on provided. 

JOHNSON. W.P. Public Service Co. of New Hampshire. 84/06/29. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 

Enforcement. 174pp. 25d49: 001. 24X Fiche: 50-443, 84/06/29. 

8407090138. 


8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 b Other 
Anaerobic Adhesive/Sealants. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X F i c h e : 50-000, 84/07/05, 8407030085. 


8407030099 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation •!< Calculations Supporting Nuclear Power Plant 
Design. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fi c he : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche : 50-000. 84/07/ 10, 8407060251 . 


8407300335 Forwards IE Insp Rept 50-443/84-09 on 840612-15. No 
violations noted. 

MARTIN, T. T. Division of Engineering b Technical Programs. 84/07/11. 

HARRISON, R, J. Public Service Co. of New Hampshire. 2pp. 

25815:220. 24X Fi c he : 50-443, 84/07/ 1 1 . 8407300335. 


— 8407300340 IE Insp Rept 50-443/84-09 on 840612-15. No violations noted. 
Major areas inspected : preoperat ional test procedure review 
b ver if ication. QA interface w/pr eop erat iona 1 testing b 
facility tour. 

BRIGOS, L. < BEFTENHAUBEN, L. Division of Engineering b Technical 
Programs. 84/07/02. 4pp. 25815:222. 24X Fiche: 50-443, 84/07/11, 

8407300335, 


8407260230 Suppls response to IE Bulletin 83-07, ad dress ing 
applicability of general concerns re Ray Mi 1 1 er, Inc . Vendor 
aud it /surve i 1 lane e programs & site quality programs provide 
adequate protection from fraudulent practices. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire, 84/07/17. MURLEY, T.E. Region 1, 
Office of Director. 3pp, 25777:324. 24X Fiche: 50— 443, 84/07/17, 

8407260230. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Eng ineer ing 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs b related correspondence 


8407020361 Interim deficiency rept re Gould molded case circuit 
breakers. Initially reported on 840516, Breakers returned by 
Gould to supplier, ITE/Siemens-AU is, for insp. Response will 
determine corrective action. Next rept expected by 840914. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/07. STAROSTECKI , R. Division of 

Project Resident Programs, 3pp, 25216:341. 24X 

Fiche: 50-443, 84/06/07, 8407020361. 


8407060183 Final deficiency rept re cold pulling of mechanical pipe. 
Initially reported on 821 1 10. Pul Iman-Hi gg ins installation 
procedures revised. Item determined not reportable per 
10CFR50. 55(e). 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/11. STAROSTECKI, R, Region 1, 
Office of Director. 5pp. 25426: 173, 24X Fiche: 50— 443, 84/06/11, 

8407060183, 


8407020208 Interim deficiency rept re fuel transfer tube seam closure 
welds. Initially reported on 840326. Due to temporary 
suspension of const, corrective actions incomp lete. NRC will 
be notified when corrective action completed. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, U. Public 
Service Co. of New Hampshire. 84/06/19. STAROSTECKI, R. Division of 
Project b Resident Programs. 3pp. 25217:323. 24X 

Fiche: 50-443, 84/06/19, 8407020208. 



336 


DOCKETED ITEMS 


8407020399 Inter in deficiency rept re svc air sys non-nuclear safety 
(NNS) supports. Initially reported on 830714. All pipe 
supports that do not meet NMS-1 pipe support criteria will 
be modified to bring support up to NNS-1 design. 

DEV/IMCENTIS# J. Yankee Atomic Electric Co. DEVINCENTIS* J. Public 
Service Co. of New Hampshire. 84/06/19. STAROSTECKI, R. Division of 
Project & Resident Programs. 4pp. 25214:334. 24X 

Fiche: 50-443, 84/06/19, 8407020399. 


8407190301 Revised final deficiency rept re failure of Westinghouse 
motor operated gate valves to tightly seal against 
differential pressure uhen tested at svc conditions or 
analytical meth ods. Correc ti ve mods completed. 

DEVINCENTIS, J, Yankee Atomic Electric Co, DE9INCENTIS, J. Public 
Service Co. of Neu Hampshire. 84/06/22. STAROSTECKI, R. Division of 
Project S'. Resident Programs. 7pp. 25682:119. 24X 

Fiche; 50-443, 84/06/22, 8407190301. 


8407020252 PN0-I“a4-055: on 840623, owners voted to restart const on 
840702 under neu organization called New Hampshire Yankee, 
which will begin as div of PSC of New Hampshire eventually 
become new company. 

GALLO. R. Regie’’ 1. Office I"; re'-, tor. 84/06/26. t2pp. 25217:328. 
24X Fiche. i-zcn/;-: o-: : ,-:)zc,r5r 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S: holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 icants. Svc last 
end. 

EISPNHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of h4eu York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


S407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OusiNSSS vendors, reac tor vendors ^ aEs re annual meeting 
to discuss recent developments concerning operator training. 
q,ualif ications 3s exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents correspondence 


8407020065 Board Notification 84-123: forwards info re Westinghouse 
reactor coolant pump (RCP) s ea Is. El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp ic leakage flow rate in pumps w/o seal cooling. 
EISENHUT, D. G. Division of Licensing, 84/06/29. PALLADINO 
Commissioners, 7pp. 25465:299. 24X Fiche: 50-000, 84/06/29, 

8407020065, 


8407050191 Completes response to Section 2.2.2 of Generic Ltr 83—28 re 
vendor interface program, per 830906 3: 1104 commitments. 

Specific implementation items presented in Nuclear Util Task 
Action repi, clarified. 

DEVINCENTIS, J, Yankee Atomic Electric Co, DEVINCENTIS, J, Public 
Service Co. of Neu Hampshire. 84/06/29. EISENHUT, D. G. Division of 
Licensing. 4pp. 25296:347. 24X Fiche: 50-443. 84/06/29, 8407050191, 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain. diesel generator reliability. 

Svc list end. 

EISENHUT, D, G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of Neu York, Inc, 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Zc amends. Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co, of Neu York, Inc. 17pp. 25602:012, 24X 

Fiche: 50-000, 84/07/06, 8407060097, 


8407200148 Confirms 840809 meeting in Bethesda, MD to discuss status of 
engineering, I icens ing, const, startup 3: operations, QA, mgt 
actions since 840301, schedule projections for Unit 1 const & 
future plans for transferring responsibility to mgt. 

DERRICKSON, W. B. Public Service Co. of Neu Hampshire. 84/07/12. 
NERSES, V. Licensing Branch 3. Ip. 25692: 175. 24X 

Fiche: 50-443, 84/07/12, 8407200148. 


8407250148 Notification of 840809 meeting w/util in Bethesda, MD to 
discuss util presentation on status of engineering, 

1 icensing, const startup, operations 3. QA. 

NERSES, V. Licensing Branch 3. 84/07/iS. KNIGHTON, G, W. Licensing 

Branchs. 2pp. 25755:157. 24X Fiche: 50-443, 84/07/18, 8407250148. 


E. NRC Safety Evaluation Report (SER), suppls 3; correspondence 


8407050271 Notifies that plant-specific design S', test info will be 
submitted by 841231, instead of Jul 1984, due to lack of 
Westinghouse prepared field change instructions S' 
recommended test pr oc ed ur e, p er Generic Ltr 83-28 3 SER. 
DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/29. KNIGHTON, G. W. Licensing 
Branch 3. 3pp. 25410:009. 24X F i c h e : 50- 443, 84/06/29, 84 0 7050271. 


F. Security, medical, emergency 3, fire protection plans 


8407180051 Notification of 840711 3 12 meetings w/util in Bethesda, MD 
to discuss revs to fire protection rept. 

NERSES, V, Licensing Branch 3. 84/07/02. KNIGHTON, G. W. Licensing 

Branch 3. 6pp. 25654: 3<5 5. 24X Fa c h e ; 50-443, 84/07/02, 8407180051. 


G. Adjudicatory correspondence 


8407030314 Notice of appearance in proceeding. Certificate of Svc end. 
OOODARD, R. J. Hearing Branch 3. DSB 005. 84/06/27. 4pp. 

25272: 013. 24X Fiche: 50-443, 84/06/27, 8407030314. 


8407110287 Informs that due to tour size constra ints, 840712 site visit 
re const work 3,. plans to complete const work will be closed 
to public, Trip rept will be issued. 

ASSELSTINE, J. K. Commiss i oners. DSB 160, 84/07/10. Amesbury, MA 

Ip. 25523:234. 24X Fi c h e . 50-443, 84/07/ 10, 84071 1 0287, 


8407110291 Informs that due to tour size cons tra ints, 840712 site visit 
re const work plans for completing const work will be 
closed to public. Trip rept will be issued, 

ASSELSTINE, J. K. C om.mi s s i one r s . DSB 168. 84/07/10. PEVEAR.R.C. 

Hampton Falls, NH. Ip, 25527:039. 24X Fi che; 50-443, 84/07/10, 

8407110291. 


8407110298 Informs that due to tour size cons tra i nts, 840712 site visit 
re const work 3( plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K, Commissioners. DSB 164. 84/07/10, HETT, L. 

Brentwood, NH. Ip. 25523:233. 24X Fiche: 50-443, 84/07/10. 

8407110298. 


8407110307 Informs that due to tour size cons traints, 840712 site visit 
re const work 3< plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, U. K. Commissioners. DSB 165. 84/07/10. TANZER,U. B. 

Hampton, NH, Ip, 25523:232. 24X Fiche: 50-443, 84/07/10. B407110307. 


8407110314 Informs that due to tour size constraints, 840712 site visit 
re const work ?< plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Co.mmi ss i oners, DSB 167. 04/07/10, NADEAU* U. P. 
Rye, NH, Ip. 25523:231. 24X Fiche . 50-443, 84/07/10, 84071 10314. 


8407110315 Informs that doe to tour size constra ints, 840712 site visit 
re const work & plans to complete const work will be closed 
to public. Trip rept willl be prepared, 

ASSELSTINE, U. K. Com.mi ss i oner s. DSB 166. 84/07/10. GAVUTIS, S. 

Kensington, NH, Ip. 25523 097. 24X Fiche : 50-443, 84/07/10, 

8407110315. 


8407110318 Informs that due to tour size constra ints, 840712 site visit 
re const work Zc plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J. K. Commissioners. DSB 157. 84/07/10, SARGENT, A. V. 

Salisbury, MA. Ip. 25523:126. 24X Fi ch e : 50-443. 84/07/10, 

8407110318. 


8407110323 Informs that due to tour size constraints, 840712 site visit 
re const work & plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE. J. K. Commissioners. DSB 154. 84/07/10. CHICK. D. E. 

Exeter, NH. Ip, 25523:230, 24X Fi c he : 50-443, 84/07/10, 84071 10323. 


8407110324 Informs that due to tour size constraints, 840712 site visit 
re const work it plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE. J. K. . Commissioners. DSB 156. 84/07/10. HOLMES. G. W. 

Holmes ?, Ellis, Ip. 25523:130. 24X Fiche : 50-443, 84/07/10. 

8407110324. 


8407110325 Informs that due to tour size constraints. 840712 site visit 
re const work St plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE, J, K. Commissioners, DSB 161. 04/07/10. MACHIROS, A. 

Newbury, MA, Ip, 25523:131. 24X Fi c he; 50-443. 84/07/1 0. 84071 10325. 
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0407110331 Informs that due to tour size cons tra ints , 8407 12 site visit 
re const work h plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSTINE. J. K. Commissioners. DSB 162, 84/07/10. VERGE, A. South 

Hampton. NH. Ip. 25527:141, 24X Fi c h e : 50-443. 84/07/ 10. 84071 10331. 


B407110339 Infor.ns that due to tour size contra ints, 840712 site visit 
re const work & plans to complete const work will be closed 
to public, Trip rept will be issued. 

ASSELSTINE, J, K. Commissioners. DSB 163. 84/07/10. CAMNEY, C. A. 

Portsmouth, NH. Ip. 25527:113. 24X Fich e : 50-443, 84/07/10. 

8407110339. 


8407110347 Informs that due to tour size cons tra ints, 8407 12 site visit 
re const work plans to complete const work will be closed 
to public. Trip rept will be issued. 

ASSELSI INE, J. K Commissioners. DSB 155. 84/07/10, SULL IVAN. R. E. 

Neuburyport, hA Ip. 25523:229. 24x Fiche: 50-443, 84/07/10. 

8407110347. 


8407110355 Informs that due to tour size constraints. 840712 site visit 
re const work i/. plans to complete const work will be closed 
to public Trip rept will be issued. 

ASSELSTINE, J K. Com.m i ss i oner s . DSB 159. 84/07/10. LORMER.W. 

Northampton County, PA. Ip, 25523:220. 24X Fiche: 50-443. 84/07/10, 

8407110355. 


8407110399 Informs that due to tour size constraints, 840712 site visit 
re const work plans to complete const work will be closed 
to public Trip rept will be issued, 

ASSELSTINE, J. K. Commissioners. DSD 158. 84/07/10. STILES, N. 

Durham. NH, Ip, 25523:22b. 24X Fi c h e : 50-443, 84/07/10, 84071 10399. 


8407250220 Trip rept of 840712 briefing & site tour. R Backus questioned 
status of financial qualification rule, 

ASSELSTINE, J. K, Co.mmi s s i oner s. DSB 485, 84/07/20. 

Commissioners. 27pp. 25735:121. 24X Fi c h e : 50-443, 84/07/20. 

8407250220. 


Q. Inspection reports. IE Bulletins correspondence 


8407020332 Suppls 840322 response to IE Bulletin 83-07 re possibly 
fraudulent products supplied by Ray Mi 1 ler, Inc . Diesel fuel 
ail storage tanks mfg by Norwalk Fabr icators. Inc did not 
include any Ray Miller products, 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Ha.mpshire. 84/06/06. MURLEY.T. E. Region 1. 
Office of Director. 2pp. 25214:345. 24X Fiche : 50-443, 04/06/06. 

8407020332, 


8407050035 Informs that response to IE Bulletin 83-07 did not include 
requested info in Item 4 re applicability of fraudulent 
products received fro.m Ray Miller, Inc at fac i I iti es. Response 
requested within 60 days. 

EBNETER.S D. Region 1, Office of Director, 84/06/18. General 
Public Utilities - GPU Service Corp, I9pp. 25432:072. 24X 

Fiche: 50-000, 84/06/18. 8407050035. 


8406270148 Forwards "Unit 1 , Ba lance-of-Plant. Preservice Insp Program 
Plan" "Unit 1. Reactor Pressure Vessel. Preservice Insp 
Progra.m Plan." in response to SER Outstanding Issue 4. 

"Preservice i'. Inservice Testing Programs. " W/o ends. 

DEVINCENTIS. J. Yankee Atomic Electric Co, DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 84/06/21. KNIGHTON, G. W. Licensing 
Branch 3. 3pp. 25262:001. 24X Fiche: 50-443, 84/06/21, 8406270148. 


— 8407030032 "Balance-of-Plant Preservice Insp Program Plan, Vol 1. " 
AHMED, A. Nuclear Energy Services. Inc. 83/12/09. 708pp. 

25262:009. 24X Fiche: 50-443. 84/06/21. 8406270148. 


— 8407030038 "Reactor Pressure Vessel Preservice Insp Program Plan." 
AHMED, A. Nuclear Energy Services. Inc. 82/09/01. 531pp. 

25263:357. 24X Fi che : 50-443. 84/06/21 . 8406270148. 


0406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end, 

JORDAN. E L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. IS^pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8407030312 Ac k receipt of 840619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/84-04 
50-444/84-02. 

STAROS TECKI , R. Division of Project S< Resident Programs. 84/06/28. 
HARR ISON, R. J, Public Service Co. of New Hampshire. Ip. 25271:107. 
24X Fiche: 50-443, 84/06/28, 8407030312. 


— 8407030315 Responds to NRC 840524 Itr re violations noted in IE Insp 
Repts 50-443/84-04 %>. 50-444/84-02, C orrec t ive ac t i ons : r ev i sed 
steel supports designed to be sufficiently heat resistant 
for anticipated operational teimps, 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 84/06/19. STAROSTECKI , R. Division 
of Project Resident P^og-.’i-s 3pp. 25271:108. 24X 

F i c h e : 50- 4 « 3 . H ■■• / :: w 3 C 7 : .; C 3 3 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees t-. Vendors. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness S- Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fic he : 50-000, 84/06/29. 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Z>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X F i c he : 50-000, 84/07/05, 8407030085. 


8407030039 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation S< Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fic he : 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fic he : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus," Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407260230 Suppls response to IE Bulletin 83-07, ad dr ess ing 
applicability of general concerns re Ray Mi 1 ler, Inc. Vendor 
aud it /surve i 1 lane e programs & site quality programs provide 
adequate protection from fraudulent practices. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS. J. Public 
Service Co. of New Hampshire. 84/07/17. MURLEY, T. E. Region 1, 
Office of Director. 3pp. 25777:324, 24X Fiche: 50-443. 84/07/17, 

8407260230. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Jk Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. loapp. 26057:245, 24X Fi che: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs & related correspondence 


8407020361 Interim deficiency rept re Gould molded case circuit 
breakers. Initially reported on 840516. Breakers returned by 
Gould to supplier, ITE/Siemens-Allis, for insp. Response will 
determine corrective action. Next rept expected by 840914. 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/07. STAROSTECKI, R. Division of 
Project &: Resident Programs. 3pp. 25216:341. 24X 

Fiche; 50-443, 84/06/07, 8407020361. 


8407060183 Final deficiency rept re cold pulling of mechanical pipe. 
Initially reported on 821 1 10. Pul Iman-Hi gg ins installation 
procedures revised. Item determined not reportable per 
10CFR50. 55(6). 

DEVINCENTIS. J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/11. STAROSTECKI, R. Region 1, 
Office of Director. Spp. 25426:173, 24X Fi c he: 50-443, 84/06/11, 

8407060183. 


8407020208 Interim deficiency rept re fuel transfer tube seam closure 
welds. Initial ly reported on 840326. Due to temporary 
suspension of const, corrective actions incomp lete. NRC will 
be notified when corrective action completed. 

DEVINCENTIS, J. Yankee Atomic Electric Co, DEVINCENTIS, J. 'Public 
Service Co. of New Hampshire. 84/06/19. STAROSTECKI , R. Division of 
Project Z>. Resident Programs. 3pp. 25217:323. 24X 

Fiche: 50-443, 84/06/19, 8407020208. 


8407020399 Interim deficiency rept re svc air sys non-nuclear safety 
(NNS) supports. Initially reported on 830714. All pipe 
supports that do not meet NNS-1 pipe support criteria will 
be modified to bring support up to NNS-1 design. 

DEVINCENTIS, J. Yankee Atomic Electric Co. DEVINCENTIS, J. Public 
Service Co. of New Hampshire. 84/06/19, STAROSTECKI, R. Division of 
Project Zf. Resident Programs. 4pp. 25214:334. 24X 

Fiche: 50-443. 84/06/19, 8407020399. 
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8407190301 Revised final deficiency rept re failure of Westinghouse 
(iiotor operated gate valves to tightly seal against 
differential pressure uhen tested at svc conditions or 
analytical methods. Correc tive mods completed. 

DEVINC8NTIS, J. Yankee Atomic Electric Co. DEVINCEKTIS. J. Public 
Service Co. of New Hampshire. 84/06/22 STAROSTECKI . R. Division of 
Project Zf Resident Programs. 7pp 25682:119. 24X 

Fiche: 50-443. 84/06/2t>. 6407190301. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs 1: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27, Consolidated 
Edison Co. of Neu York. Inc 23pp- 25535:018. 24X 

Fiche: SO-OOO, 84/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor licensees, appl icants 
for OLs.NSSS vendors- reactor vendors 4 AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications 5c exams. Svc list encl. 

EISfNHL’T, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc. I6pp, 25601:326. 24X 

Fiche: 50-000, 84/07/03. S40703C097. 


DOCKET 50-445 COMANCHE PEA-K STEAM ELECTRIC STA. , UNIT 1 


A. Appl ication/construction stage documents 5; correspondence 


8407170350 Discusses 840522 conversation between D Hunnicutt & 

D Chap/nan re request for extension to 840523 deadline for 
responding to 840423 ltr concerning welding practices. 

Extension granted to 840608. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). 84/05/23. DENISE. R, P. Region 4, Office of 

Director. Ip. 25618:091. 24X Fiche: 50-445, 84/05/23, 8407170350. 


8407050411 Informs Commission of potentially significant issues for 
upcoming OL licensing cases. Uiewgraphs encl. 

DIRCKS# W. U. Office of the Executive Director for Operations. 
SECY-B4-163A. 84/06/11. 21pp. 25418:295. 24X 

Fiche; 50-000, 84/06/1 1. 8407050411. 


8407090148 Forwards portions of 830824 testimony re alleged improper 
const practices on Units 1 5; 2 main condensers. Assessment of 
extent QC program implemented during condenser fabrication & 
installation & summary of leak rate test results requested. 
BANGART.R.L. Region 4, Office of Director. 84/06/19. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 29pp. 25454:060. 24X Fiche; 50-445. 84/06/19, 8407090148. 


8407130160 Comments on operations at Waterford St Comanche Peak & other 
plants, per request made to Commissioner Gil insky. No evidence 
of Congressional pressure on NRC senior staff to have 
Waterford licensed. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/06/25. PALLADIND Commissioners. 5pp. 25579:335 24X 

Fiche: 50-000, 84/06/25, 8407130160. 


— 8407030265 "Evaluation of Paint S' Insulation Debris Effects on 
Containment Emergency Sump Performance. '* 

* Oibbs 5: Hill, Inc, (subs, of Dravo Corp. ). 84/06/30. 149pp 

25237,282. 24X Fi c h e : S0-44S, 84/06/29, 8407030261 , 


8407100216 Forwards equipment environ qualification analysis 
justif ications for interim operation required by 10CFR30. 49, 
Facilities can be safely operated until qua 1 i f i cat i on 
program completed. 

SCH.MIDT, H. C. Texas Utilities Electric Co, (formerly Texas Utilitt«?«^ 
Generating Co. ). 84/06/29. YOUNGBLOOD, S . U Licensing Branch 1 

16pp. 25464:007. 24X F i c h e : 50-445 , 84/06/29, 8407 1002 1 6 , 


8407100233 Forwards j us t i f i c a t i on for interim operation re seismic 
dynamic qua 1 i f i ca t i on program for e qu i p ment . Enc 1 analysis 
shows plant can be operated safely until equipment 
qualification programs completed. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ) 84/06/29. YOUNGBLOOD, B , J. Licensing Branch 1, 

28pp. 25512: 003. 24X Fi c he : 50-445, 64/06/29, 8407100233. 


8407100580 Forwards Suppi 2 to "Human Factors Control Room Design 
Review of Comanche Peak Steam Electric Station" describes 
present status for completing required action for all 
identified human engineering d i s cr ep en c ie s , 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/29. YOUNGBLOOD. 0. J. Licensing Branch 1 

Ip. 25465.029. 24X Fi ch e: 50-445, 84/06/29, 8407100580. 


--8407100583 Suppi 2 to "Human Factors Control Room Design Review of 
Comanche Peak Steam Electric Station. " 

■» Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/06/30. 16pp. 25465 030. 24X 

Fiche: 50-445, 84/06/29, 8407100580 


8407030418 Informs of 840611-13 review of document control ctr 
satellite distribution sys per independent assessment 
program. Phases 1 i< 2. Sys ac c e p tab 1 e , w/ 1 i s t ed 
reconmenda tion s. 

WILLIAMS, N. H. CYGNA Energy Services 84/06/30. BURWELL, 6. 

Division of Licensing. SCHMIDT, H Westinghous© Electric Corp, 4pp 
25239:146, 24X Fi c h e : 50-445. 84/06/30. 840703041 8, 


— 8407030421 Rev 0 to "Document Control Ctr Satellite Review. ** 

WILLIAMS, N. H. CYGNA Energy Services. TR-83090-02 ROO. 84/06/29 
10pp. 25239:150. 24X F ic h e : 50-445, 84/06/30. 84070304 18. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs S< holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list encl. 

EISFNHUT, D. G. Division of Licensing. 84/07/02, Consolidated 
Edison Co. of New York, Inc 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206, 


8407110545 Notification of 840703 meeting w/Cygna Energy Svcs in 
Bethesda.MD to discuss program for responding to questions 
raised in NRC 840330 ltr re independent assessment program 
BURWELL. S.B. Licensing Branch 1, 84/07/02. YOUNGBLOOD, B . J, 

Licensing Branch 1. 3pp. 25546:351, 24X Fi ch e: 50-445, 84/07/02. 

8407110545. 


8407130164 Requests info re lack of Region IV support at Fort St Vrain 
it possible Congressional pressure to license Waterford. 

Chairman Paliadino 840530 comment that EDO should comment 
directly inc luded. Comnissioner Asselstine comment encl. 

GILINSKY.V. Commissioners. ' 84/05/29. Commissioners. 2pp. 
25579:340, 24X Fi che: 50-000. 84/06/25, 8407130160. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses f/ amends, Svc list end. 
EISENHUT, D. G, Division of Licensing. 84/07/06. Con®Q 1 idated 
Edison Co. of Neu York, Inc. I7pp 25602:012 24X 

Fiche; 50-000,84/07/06, 8407060097. 


8407100262 Forwards revised schedules for installation of accident 
monitoring instrumen tation for reactor vessel water level. 
Installation scheduled prior to end of first refueling 
outage. Amend 50 to FSAR uill reflect changes. 

SCHMIDT, H. C. Texas Utilities Electric Go. (formerly Texas Utilities 
Generating Co. ). 84/06/26. YOUNGBLOOD, B. J. Licensing Branch 1. 

13pp. 25513:050. 24X Fi che; 50-445, 84/06/26, B407100262. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S StecVlow re hardware de f i c i enc i es, mi smanag ement S; safety 
problems in nuclear Indus try , Enc 1 identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE, J. Office of 
Policy Evaluations, Spp. 25779:205, 24X Fiche 50-000, 84/07/10, 

8407250094. 


8407020065 Board Notification 84-123; forwards info re Westinghouse 
reactor coolant pump (RCP) seals. Electrici te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid r 
EIS*NHUT*d"’g leakage flow rate in pumps w/o seal cool in 


. ing. 

Division of Licensing. 84/06/29. PALLADINO 
25465:299. 24X Fiche; 50-000, 84/06/29, 

840702Q065. 


84070^261 Forwards "Evaluation of Paint i: Insulation Debris Effects 
“I! Containment Emergency Sump Performance," per discussion 
at 840607 meeting . Ana lyses indicate that protective coating 
inside containment need not be safety-related 

SCHMIDT.H. C Texas Utilities Electric Co. (formerly Texas Utilities 
on/- ^<^'^®SLOQD,B.U. Licensing Branch 1. 

ip. 25237. 281. 24X Fiche; 50-445, 84/06/29, 8407030261 


a407e;5Ollw Forwards Commissioner Bernthal request for review reaphr** 
to S Stecklou 840624 article in Philadelphia Enquirer, NRR/IE 
requested to identify inaccurate or incomplete info, 

GALLAGHER, G, Office of Policy Evaluations, 84/06/28. REHM, T. 

Executive Director for Operations. Ip, 25779:213 
24X Fiche: 50-000, 84/07/10, 8407250094. 


-8407250157 Requests review of S Stecklqw 840624 Philadelphia Enquirer- 
article re hardware def i c i enc i es , mi smanag ement safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J Office of 
840725009/^^^^°*^'' 25779:214, 24X Fiche; 50-000. 84/07/10, 
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8407180145 Foru;ards Rev 1 to "Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig<Reactor Vessel Internals Lift Rig, Load 
Cell Load Cell Linkage to Requirements of NUREG-0612. . . i " 
in resolution of open items. per 840618 conference call, 

SCHiilDT. H. C . Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/12. YOUNGBLOOD. B , J Licensing Branch 1. 

2pp. 25635:325. 24X F i c h e : 50-445. 84/07/ 1 2. 8407180 145. 


--8407180146 Rev 1 to "Evaluation of Acceptability of Reactor Vessel Head 
Lift Rig. Reactor Vessel Internals Lift Rig. Load Cell Zt Load 
Cell Linkage to Requirements of NUREG-0612 for Texas Util 
Generating Co. Comanche Peak, Units 1 .’i', 2. " 

SANDNER.H. H. Westinghouse Electric Corp WCAP-10156 ROl. 

83 / 02 / 28 . 200pp. 25635:327. 24X F i c h e : 50-445. 84/07/ 12. 

8407180145. 


8407240221 Forwards Rev 1 to Procedure TRA-299, "Shift Advisor Training 
Qualifications. " Procedure revised to incorporate guidance 
provided in Generic Ltr 84-16. "Adequacy of On-Shift 
Operating Experience. ..." 

CLEMFNTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.) 84/07/12 EISENHUT. D. G. Division of Licensing. 

2pp. 25725:130. 24X F i c h e : 50-445. 84/07/ 12. 8407240221 . 


— B407240225 Rev 1 to Procedure TRA-299. "Shift Advisor Training it 
Qua! if ications. " 

Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co ). 84/07/12, 20pp. 25725:132. 24X 

Fiche; 50-445. 84/07/12, 8407240221, 


8407190525 Forwards marked-up rev to FSaR Table 17A-l.per 
10CFR50. 55( f ) (3). Editor ia 1 change removes apparent 
inconsistency involving use of safety c lass if ication IE to 
describe cable tray s , c ond u i t supports for cable trays. 

HARSHALL, J. S, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/07/13 COLLINS, J. T, Region 4, Office of 

Director. 3pp. 25687:353, 24X Fi c h e ; 50-445, 84/07/13, 8407190525. 


8407240023 Forwards request for change to FSAR Table 17A-1 to satisfy 
10CFR30. 55 ( f ) (3 ) . Chang e clarifies performance of leak 
tests on instrument tubing between instrument isolation 
valves ?y. instruments. 

f1ARSH.ALL, J, S, Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). 84/07/13. COLLINS, J, T, Region 4. Office of 

Director. 12pp. 25730:344. 24X F i c h e : 50-445. 84/07/13, 8407240023. 


8407250034 Forwards special review team rept of 840413-13 special 
review re implementation of mgt c on tr o 1 , Thr ee potential 
enforcement actions ident if ied. Ngt control of' const 
acceptab le. 

EIStrNHUT, D. G. Division of Licensing. 84/07/13, SPENCE. M. D, Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co.). 
72pp. 25779:124. 24X Fi c h e : 50-445, 84/07/ 13. 8407250034. 


8407200137 Forwards addl info addressing remaining questions from 
840609 Xy 20 meetings re action items on ASNE vs AWS t>. 
generic stiffnesses, 

SCHMIDT, H, C, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). 84/07/16. YOUNGBLOOD. B, J !.. i -■ ens in-: Branch 1, 

14pp. 25692:199. 24X Fi c h e : 50-445, 84/07/ ; = r.:;)”,?:)" ; 


8407310145 Forwards Vols 1-4 of. "Independent Assessment Program of 
Comanche Peak Steam Electric Station (Phase 3)." final 
rept, 

WILLIAMS, N, H, CYGNA Energy Services, 84/07/16. BURWELL, S. 

Division of Licensing. SCHMIDT, H, Westinghouse Electric Corp. 5pp. 
25841:048, 24X Fiche: 50-445, 84/07/16, 8407310145. 


— 8407310161 Vols 1-4 of, "Independent Assessment Program of Comanche 
Peak Steam Electric Station (Phase 3)," final rept. 

WILLIAMS, N. H. CYGNA Energy Services. TR~B4042-01. 84/07/16. 

2072pp. 25841:003. 24X F i c h e : 50-445, 84/07/ 16, 840731 0145. 


8407240532 Resolves Tech Spec Item 5 issue re environ protection plan 
documented in 840124 ltr to RJ Gary. Plan changes proposed in 
util 840406 ltr re groundwater levels station water use 
monitoring acceptable. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/07/18, SPENCE, M.D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
2pp. 25734:263, 24X F i c h e : 50-445, 84/07/ 1 8, 8407240582. 


8407240124 Commits to perform study of environ qua! if ication of 
safety-related mechanical equipment in potentially harsh 
environs, per 840426 meeting S, 831216 reques t, Program 
description end. 

SCHMIDT, H, C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/07/20, YOUNGBLOOD, B, U, Licensing Branch 1. 

13pp. 25715:265. 24X Fi c h e ' 50-445, 84/07/20, 84072401 24. 


8407310249 Responds to 840'tl9 request for supplemental info & followup 
work re revieu of Phase 1 fy. 2 independent assessment program 
draft final rept. Status of action items listed. 

WILLIAMS, N.H CYGNA Energy Services. 84/07/23. BURWELL, S. 

Division of Licensing GEORGE, J. B. Texas Utilities Electric Co, 
(for.T.erly Texas Utilities Generating Co.). 10pp. 25832:091. 24X 

Fiche: 50-445,84/07/23, 8407310249. 


8407310095 Requests that all refs to three-loop operation be deleted 
from Tech Sp ec s . Li c en s ing for three-loop operation not 
desired 

CLEMENTS, B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/25, YOUNGBLOOD. B. J. Licensing Branch 1. 

Ip. 25837 039. 24X Fi c h e : 50-445, 84/07/25, 84073 10095. 


8407310234 Forwards addl info from Westinghouse re containment sump 
performance, in response to NRC questions on 840629 
consolidated rept concerning paint S,. insulation debris 
effects on containment emergency sump performance. 

SCHMIDT, H.C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co,). 84/07/26. YOUNGBLOOD, B. J. Licensing Branch 1. 

19pp. 25832:274. 24X Fi c h e : 50-445, 84/07/26, 8407310284. 


8407310389 Forwards source range neutron flux indication backfit 
description for alternate shutdown which supercedes methods 
for removing high voltage from source range detector, 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co ), 84/07/27. YOUNGBLOOD, B. J, Licensing Branch 1. 

4pp. 25830:268. 24X Fic he : 50-445, 84/07/27, 8407310389. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8407100445 Confirms info provided to U Stefano S Diab re certain TMI 
SER confirmatory issues. Util participating in Westinghouse 
Owners Group on Items 1 1 . K. 2. 13, 1 1 , K. 2. 17, 1 1 . K. 3. 5, 1 1 . K. 3. 30 
it. 1 1. K. 3. 31 . Inf 0 re Item II.B.l, "RCS Vents," provided. 

WERNER, R, A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/06/28. YOUNGBLOOD, B. J. Division of Licensing. 

2pp 25464:333, 24X Fic he : 50-445, 84/06/28, 8407100445. 


F. Security, medical, emergency ?y fire protection plans 


8407250440 Forwards IE Insp Rept 50-445/83-39 on 830921-23. No 
violations noted, 

JOHNSON, E.H. Region 4, Office of Director, 83/11/17. GARY, R. J, 
Texas Utilities ElecLiic Co. (formerly Texas Utilities Generating 
Co.). 2pp. 25764:141. 24X Fi c h e : 50-445, 83/ 1 1 / 1 7, 8407250440. 


— 8407250446 IE Insp Rept 50-445/83-39 on 830921-23. No violations noted. 
Major areas insp ec ted : d etec t ion aids in protected area, 
detection aids in vital area h. assessment aids. Details 
withheld (ref 10CFR73.21), 

CALDWELL, R. A. , EVANS, C. A, . KELLY, J Region 4, Office of Director. 
83/11/15 Ip. 25764:143, 24X F i c h e ; 50-445, 83/ 1 1/ 17, 8407250440, 


8407020284 Forwards updated status list of scheduled completion dates 
for NRC emergency plan appraisal App A open items, 

KUYKENDALL, J. C. Texas Ut i 1 i t i es .El ec tr ic Co. (formerly Texas 
Utilities Generating Co.) 84/05/25, JOHNSON, E. Region 4, Office 
of Director, 5pp. 25214:261. 24X Fic he : 50-445, 84/05/25, 8407020284. 


84071205/4 Forwards IE Insp Rept 50-445/84-10 on 840313-041 1 , No 
violations or deviations identified. 

BANOART, R.L. Region 4, Office of Director. 84/06/21, SPENCE, M. D. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co,). 3pp 25555:210. 24X Fiche: 50-445, 84/06/21, 8407120574. 


— 8407120582 IE Insp Rept 50-445/84-10 on 84031 3-041 1 , No violations or 
deviations identified Major areas inspected: const completion 
of electrical raceway S< raceway supports, electrical cable 
routing V. terminations h fire protection/detection. 

MARTIN, L, E. , QBEKG, C.R , JOHNSON, C.E. Region 4, Office of 
Director. 84/05/31. 42pp. 25555:213. 24X Fiche: 50-445, 84/06/21 , 

8407120574. 


8407100232 Discusses first cycle emergency procedures re reactor 
vessel level instrumentat i on . Proc edur es under rev to 
eliminate ref to instrumentation i. will be revised after 
first refueling when measurement sys becomes operational. 

WOODLA^4, D, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/06/29. YOUNGBLOOD, B, J !. i rmci -- Branch 1. 

Ip. 25512:350, 24X Fi c h e : 50-445, 84/06/29, 7 ; Z;;; 


8407130292 Rev 3 to Procedure ODA-204, "Preparation of Emergency 
Response Guidelines." W/840706 ltr. 

SCHMIDTfH. C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/07/06, YOUNGBLOOD. B •} '.irr-si-g Branch 1, 

64pp. 23565:076. 24X Fi che : 50-4^ /C' ■ ::c L--:-/ ■ 
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8407200163 Confinns use ot^ App R to 10CFR50 as guidance in design & 
operation of fire protection program. Based on comparison of 
program ai/req,uirements of App R. requirements met or 
justification provided for deviation. 

SCHiilDTi H. C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/16. YOUNGBLOOD^ B. J, Licensing Branch 1. 

Ip. 256?2- 165. 24X Fi c h e ; 50-445, 84/07/1 6, 8407200 163. 


8407230158 Forwards final "Rad iolog ical Emergency Preparedness Exercise 
Rept for Commanche Peak. " Deficiencies observed did not 
detract from overall demonstrated capbility of State of TX 
& Somervell i'. Hood Counties, 

KRIMI1* R. W. Federal Emergency Management Agency. 84/07/16. 

JORDAN, E. L. Division of Emergency Preparedness Z Fn^ i ne?- i-'*; 

Response (Post 830103). Ip. 25706; 237. 24X F.c < ~ ii4/;':7/16, 

8407230158. 


— 8407230161 Final "Radiological Emergency Preparedness Exercise Rept for 
Commanche Peak. " 

* Federal Emergency Hanagement Agency. 84/06/25. 89pp. 

25706:238. 24X Fi c h e : 50-445. 84/07/ 16, 84072301 58, 


0. Adjudicatory correspondence 


8407030290 Forwards transcript of 840620 public meeting between staff 
it applicants to discuss various motions for summary 
disposition on pipe support design Zt design QA issues 
submitted by appl icants. U/o end. Related correspondence. 

MIZUNQ.G. S. Hearing Branch 1. D3B 984, 84/06/27. REYNOLDS. N. S. 

Bishop, Liberman. Cook, Purcell Reynolds. ELLIS, J. Citizens 
Association for Sound Energy. Ip. 25271: 115. 24X 

Fiche. 50-445, 84/06/27. 8407030290. 


8407090354 Forwards info re production of final witness list 2.! 
identification of inc i den ts, examp 1 es or results of 
harassment i: intimidation known to identified witnesses. 

Related correspondence. 

GARDE, B.P, Trial Lawyers for Public Justice, DSB 101. 84/06/27. 

BELTER. L, W. Bishop. Liberman, Cook, Purcell Zj. Reynolds. 61pp. 
25454:258. 24X Fiche; 50-445, 84/06/27, 8407090354. 


8407020509 Notifies of advisement by representatives of QELD that 
interveners allege that Ofc of Investigations prefers that 
aff idavits, statements, etc, not be provided to parties. Ear ly 
release of info could jeopardize case. 

HAYES. B.B. Office of Investigation. DSB 943. 84/06/29. BLOCH, P. B. 

Atomic Safety and Licensing Board Panel. Ip, 25226:055. 24X 
Fiche: 50-445, 84/06/29, 8407020509, 


8407020514 Memorandum order granting util 840406 motion for summary 
disposition of certain CASE allegations re AWS & ASMS Code 
provisions on welding issues. Issues covered by motion 
dismissed w/prejudice Served on 840702, 

BLOCH, P.B., JORDAN, W.H , MCCOLLOM, K. A. Atomic Safety and Licensing 
Board Panel. DSB 965 84/06/29. Texas Utilities Electric Co. 

(formerly Texas Utilities Generating Co.). 13pp. 25226:112. 24X 

Fiche: 50-445, 84/06/29, 8407020514. 


8407020516 Forwards applicant motion for summary disposition of CASE 
allegations re clinching down of U-bolts. Motion addresses 
Items 3, 4 8; 5 of applicant plan to respond to ASLB 831218 
order. Related correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell 8- Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 958. 84/06/29. BLOCH, P. B, , JORDAN, W, H. , MCCOLLOM, K. A. 

Atonic Safety and Licensing Board Panel. Ip, 25226: 129. 24X 

Fiche: 50-445, 84/06/29, 8407020516, 


— 8407(320518 Motion for su.mmary disposition of CASE allegations re 
clinching down of U-bolts. No genuine issue. of matl fact 
exists 8t applicant entitled to favorable d ec i sion. Re lated 
correspondence. 

PHILIPS, M.H. Texas Utilities Electric Co, (formerly Texas 
Utilities Generating Co. ). PHILIPS, M, H. Bishop, Liberman, Cook. 
Purcell it Reynolds. 04/06/29. Atomic Safety and Licensing Board 
Panel. 13pp. 25226:130, 24X Fiche: 50-445, 84/06/29, 8407020516. 


8407020527 Affidavit of RC lotti JC Finneran re clinching down of 
U-bolts Related correspondence. 

lOTTI.R. C, , FINNFRAN, J, C. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 84/06/22. 300pp 25226*143 

24X Fiche: 50-445, 84/06/29, 8407020516. 


--8407020530 Statement of matl facts as to which there is no genuine 
issue re consideration of clinching U-bolts. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/29. Atomic Safety and Licensing Board 

Panel. 9pp. 25227:033. 24X Fi c h e ; 50-445, 84/06/29, 8407020516. 


8407030248 Response to ASLB 840130 memorandum (LBP-84-8) re adequacy of 
records retrieval. Adequac y sufficiently demonstrated. 

Certificate of Sve end. 

REYNOLDS, N. S Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell 8. 
Reynolds. DSB 981. 84/06/29. Atomic Safety and Licensing Board 

Panel. 62pp. 25271:011, 24X Fiche . 50-445, 84/06/29, 8407030248. 


8407060078 Forwards listing of documents CASE obtained for use in rate 
hearing also relevant ,!< natl to OL hearings •'J, brief 
description of portions of documents of primary interest. 

W/o encl Related correspondence 

ELLIS, J. Citizens Association for Sound Energy. DSD 044. 84/06/30 

REV'NOLDS, N. S, Bishop, Liberman, Cook, Purcell Reynolds. Ip, 
25429:223. 24X Fi che; 50-445, 84/06/30, S407060078. 


8407060104 Request for admissions of truth for listed documents 
referenced in CASE S40630 Itr to N Rey nol d s. Cer t i f i cate of 
Sve encl Related correspondence. 

ELI. IS, J. Citizens Association for Sound Energy. DSB 043. 84/06/30. 

Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 5pp, 25429:019, 24X Fi c h e ■ 50~4'!5, 84/06/30, 8407060104. 


8407060098 Application for issuance of subpoenas for NRC witnesses 
B Griffin 2, R Stewart. Proposed subpoenas enc 1 , W/Certi f i cate 
of Sv'c. Related correspondence. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN, A. Z. 
Trial Lawyers for Public Justice, DSB 038. 84/07/02, Atomic 

Safety and Licensing Board Panel. 10pp. 25429: 128. 24X 

Fiche: 50-445, 84/07/02, 8407060098. 


8407060003 Forwards motion for summary disposition re allegations on QA 
program for design of piping S', pipe supports. Motion 
addresses Items 1 .?! 6 of applicant p Ian. Pr otec t i ve agreement 
u/CASE need ed. Related correspondence. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 033. 84/07/03. BLOCH, P.B., MCCOLLOM, K. A, , JORDAN, W. H. 

Atomic Safety and Licensing Board Panel, Ip. 25430:327. 24X 

Fiche: 50-445, 84/07/03, 8407060003. 


--8407060008 Motion for summary disposition re allegations concerning QA 
program for piping Sc pipe support design. No genuine issue 
of matl fact exists ,1- applicant entitled to favorable 
dec is ion, Rela ted correspondence. 

HORIN, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). HORIN, W. A. Bishop, Liberman, Cook, Purcell St 
Reynolds. 84/07/03, Atomic Safety and Licensing Board Panel. 

26pp. 25430:323, 24X F i c h e : 50- 445, 84/07 /03, 8407060003. 


— 8407060012 Affidavit of DN Chapman, JC Finneran, DE Powers, RP Deubler, 
RE Ballard AT Parker re QA program for design of piping 5< 
pipe supports. Prof qual if ications & one oversize chart 
encl. Related correspondence. 

CHAPMAN, D. N. , FINNEkAN, J. C . , POWERS, D, E Texas Uti 1 i t i e s El ectr ic 
Co. (formerly Texas Utilities Generating Co. ). 84/07/03. 266pp. 

25430:354. 24X Fi c h e : 50-445, 84/07/03, 8407060003, 


— 8407060018 Statement of matl facts as to which there is no genuine 
issue. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Conp-oti-'g Co. ). 84/07/03. Atomic Safety and Licensing Board 

25431:260. 24X Fi c h 6 : 50-445, 84/07/03, 8407060003. 


8407090191 Forwards informal discovery requests re drug-related 
terminations related deve 1 opments. Cer ti f i cate of Sve encl. 

Related correspondence. 

ELLIS. J. Citizens Association for Sound Energy, DSB 069. 84/07/04, 

HORIhl, W. A. Bishop, Liberman, Cook, Purcell ?•: Reynolds 22pp. 
25443:319. 24X Fi ch e : 50-445, 84/07/04, 84070901 91 . 


8407100601 Forwards fourth biweekly update of schedule for loading of 
fuel. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Zy. Reynolds. 

REYNOLDS, N. S, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.) DSB 133. 84/07/05 BLOCH, P, B. , JORDAN, W. H. , 

MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel 16pp. 
25514:020. 24X Fi c h e 50-445, 84/07/05, 8407100601 , 


8407100625 Forwards rept on safety significance of protective coatings 
inside containment. W/o encl. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell ?, Reynolds, 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ), DSB 1.32. 84/07/05. Atomic Safety and Licensing 

Board Panel. ip. 25514:005. 24X Fi c h e: 50-445. 84/07/05. 8407100625. 


8407110210 Response opposing CASE 040702 request for subpoena of NRC 
witnesses No matl relationship between witness activities 
applicant activities shown, Certi ficate of Sve encl. Related 
correspondence. 

MIZUNO, G, S Hearing Branch 1. DSB 182. 84/07/05, Atomic Safety 

and Licensing Board Panel. 5pp. 25527:309. 24X 

Fiche: 50-445, 8'l/07/05, 8*107110210. 
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6407090139 Memorandum order denying 840702 motion to compel testimony 
of staff witnesses. Served on 840706, 

BLOCH- P B. Atomic Safety and Licensing Board Panel, DSB 063. 
84/07/06 Citizens Association for Sound Energy, ip. 25443:186. 

24X Fiche' 50-445. 84/07/06, 8407090139. 


8407130338 Forwards curriculum vitae of IL Go 1 d s t e in. p o t e nt i a 1 expert 
witness . Re lated correspondence 

RaISMA^4,A Z. Trial Lawyers for Public Justice. DSB 229. 84/07/06. 

TREBY, S. Office of the Executive Legal Director. DOWNEY, B, Bishop, 
Liberman, Cook, Purcell Reynolds. llpp 25564:106. 24X 

Fiche: 50-445, 84/07/0A, 8407130228. 


8407180311 Forwards transcripts of interviews of CA Allen on 831121 Z>. 
JJ Lipinsky on 840104 taken by NRC staff inspector Hawkins. 

Interview summaries of six individuals also encl.W/o end. 

Related correspondence, 

MIZUNO, G.S. Hearing Branch 1 DSB 320. 84/07/06. GARDE, B. 

Citizens Association for Sound Energy. Ip, 25652:062. 24X 

Fiche: 50-445, 84/07/06, 8407180311, 


8407100640 Submits formal objection to applicant failure to fully It 
tinely respond to discovery request of CASE Sk defines 
unavoidable consequences of f a i 1 ur e , Re 1 ated correspondence. 

RQISMAM, A. Z, Trial Lawyers for Public Justice, ROISMAN, A. Z, 

Citizens Association for Sound Energy. DSB 123. 84/07/07. BLOCH, P. 

Atomic Safety and Licensing Board Panel. 3pp. 25514: 199, 24X 

Fiche: 50-445, 84/07/07, 8407100640. 


8407110281 Forwards original affidavits of LM Richman RG Tolson filed 
u/a40629 submittal re records records r e tr i eva 1 , Re la t ed 
c orrespondence, 

HARTMAN, S. L. Bishop, Liberman, Cook, Purcell <5. Reynolds. 

HARTMAN, 8, L Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). DSB 171, 84/07/07. CLEMENTS, W, L, Doc'keting /y 

Services Branch. 4pp. 25522:355. 24X Fi c h e : 50-445, 84/07 /07, 

8407110281, 


8407110227 Memorializes 840706 d iscuss i on, ad vis ing that addl time 
needed to respond to applicant motion for summary 
disposition. Delay based on applicant not providing info 
requested on timetable pr omi sed, Re lated correspondence, 

ELLIS, J. Citizens Association for Sound Energy. DSB 169. 84/07/08. 

BLOCH, P.B., MCCOLLOM, K. A, , JORDAN. W, H, Atomic Safety and Licensing 
Board Panel. 2pp. 25527,142, 24X Fiche: 50-445, 84/07/08. 84071 10227. 

8407100552 Memorandum re remedy for numbering problem w/transcript of 
840628 0702 prehearing c on ferenc es. Served on 840710, 

BLDCH-P.B. Atonic Safety and Licensing Bo.ard' Panel . DSB 146. 
84/07/09, Ip. 25514:312. 24 X F i ch e , 50-445, 84/07/09, 8407100552. 


8407110293 Forwards motion for summary disposition re allegations 
concerning consideration of force distributions in axial 
restraints, Motion addresses Item 15 of applicant plan. 

Related correspondence. 

HORIN.W.A, Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 170. 84/07/09. BLOCH, P.B., JORDAN, W. H, . MCCOLLOM, K. A. 
Atomic Safety and L.ire*'T:ng Brard Panel. Ip. 25527:040. 24X 

Fiche; 50-445, 84 /07 ■■ :: H ■: C r : : :,-r: ■■L; 


— 8407110299 Motion for summary disposition re allegations concerning 
consideration of force distribution in axial restraints. 

Wo genuine issue of matl fact exists fy. applicant entitled 
to favorable dec ision. Related correspondence. 

HORIW.W.A, Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co, ). HORIN.W.A, Bishop, Liberman, Cook, Purcell & 
Reynolds, 8''!/07/09. Atomic Safety and Licensing Board Panel, 
llpp. 25527 041. 24X Fiche: 50-445, 84/07/09, 8407110293. 


— 8407110306 Affidavit of RC lotti fy JC Finneran re consideration of 
force distribution in axial restra ints. Prof qual if ication 
statements end. Related correspondence. 

lOTTl.R.C., FINrJcRAN, J, C. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co. ). lOTTI.R.C. Ebasco Services, Inc. 
(subs, of Enserch Corp, ). 84/07/09. 49pp. 25527:051, 24X 

Fiche; 50-445, 84/07/09, 8407110293. 


--8407110311 Statement of matl facts as to which there is no genuine 
issue re allegations concerning consideration of force 
distribution in axial r es tra in ts . Re lated correspondence. 

•» Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/10, Atomic Safety and Licensing Board 

Panel. 4pp. 25527:100. 2 , 4 X Fi c h e : 50-445, 84/07/09, 8407 1 10293. 


8407120130 Protective order for witnesses granted pledges of 
c onfi d ent ia 1 i ty . Served on 840711. 

BLOCH. P. Atonic Safety and Licensing Board Panel. DSB 205. 
84/07/10, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 4pp. 25550:270, 24X Fic he : 50-445, 84/07/10, 

8407120130 . 


8407130257 Forwards responses to NRC questions posed re motions for 
summary disposition submitted as part of plan to respond to 
831228 memorandum -S', or der . Re late'd correspondence 

HORIN.W.A. Bishop, Liberman, Cook, Purcell ?< Reynolds. HORIN.W.A, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). DSB 220, 84/07/11 MIZUNO, G. Hearing Branch 1. 15pp. 

25567:188. 24X F i ch e ; 50-445, 84/07/ 1 1 , 8407130257. 


8407160250 Forwards signature page of 840709 affidavit of JC Finneran 
re allegations concerning consideration of force 
distributions in axial r e str a i nt s. Re 1 at ed correspondence. 

HORIN.W.A, Bishop, Liberman, Cook, Purcell Sc Reynolds. HORIN.W.A. 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co. ). DSB 260 84/07/12. CLEMENTS, W, L. Docketing Services 

Branch. 2pp. 25601:101. 24X F i c h e : 50-445, 84/07/ 12, 84071 60250. 


8407200256 Comments on 840709 Itr memorializing 840706 ex parte telcon 
re schedule for CASE answers to applicant outstanding 
motions for summary d i spos i t i on. Repr esentat i on inacurrate. 

Related correspondence 

HORIN.W.A. Bishop, Liberman, Cook, Purcell Reynolds. DSB 397. 
84/07/15. ELLIS, J. Citizens Association for Sound Energy. 3pp. 
25694:301. 24X Fich e ; 50-445. 84/07/ 1 5, 8407200256, 


8407190519 Responds to Roisman 8T0707 Itr re late delivery of matl, 
exit interviews, dele tion of individual names in documents & 
exclusion of other contractors or subcontractors from 
searched doc ument s. Re la fce d correspondence. 

DOWNEY, B. L. Bishop, Liberman, Cook, Purcell S; Reynolds. DSB 361. 
84/07/18. BLOCH, D.B. Atomic Safety and Licensing Board Panel, 5pp. 
25684:236 24X Fi c h e : 50-445, 84/07/ 18, 8407 190519. 


8407230332 Motion opposing applicant 840625 motion for summary 
disposition of max roughness surface preparation issue 
motion for discovery if subj applicant motion determined to 
have mer i t. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. DSB 434. 84/07/19. 

Atonic Safety and Licensing Board Panel. 5pp. 25711:205. 24X 

Fiche: 50-445, 8'1/07/19, B'T07230332. 


--8407230343 Motion requesting applicant fy NRC admission of truth of 
facts re protective coatings issue of max roughness surface 
preparation, Related correspondence, 

ELLIS, J. Citizens Association for Sound Energy, 84/07/19. 
Atomic Safety and Licensing Board Panel. 5pp- 25711:210. 24X 

Fiche: 50-445, 84/07/19, 8407230332. 


— 8407230351 Twenty-fourth set of interrogatories requests to produce 
documents re applicant 840625 motion for summary disposition 
of max roughness surface preparation issue. Certificate of 
Sve end. Related correspondence. 

ELLIS, J Citizens Association for Sound Energy, 84/07/19. 

Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 9pp. 25711:215. 24X Fi ch e ; 50-445, 84/07/ 19, 8407230332. 


8407250271 Advises that certain fire dampers installed at variance w/ 
UL test configuration. Var iance detected during normal 
testing of damp ers. Rewor k or minor mods for 33 dampers 
necessary. Related correspondence. 

REYNOLDS, N. S. Debevoise 8,. Liberman. REYNOLDS, N. S. Texas Utilities 
Electric Co, (formerly Texas Utilities Generating Co. ). DSB 482. 
84/07/20. BLOCH, P.B. , MCCOLLOM, K. A, , JORDAN, W. H. Atomic Safety and 
Licensing Board Panel. Ip, 25736:331. 24X Fi c h e : 50-445, 84/07/20. 

8407250271. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C.L TDI (Transamer ica Delaval, Inc. > Owners Group. 84/06/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25121:352. 24X Fi ch e; 50-000, 84/06/ 19, 8406250001 . 


K. Utility Final Safety Analysis Report (FSAR) Zt amends 


8407200028 Forwards Amend 50 to FSAR. Af f idavi t end. ^ 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities* 
Generating Co. ). 84/07/13, DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director, 4pp. 25690:159. 24X Fiche: 50-445, 84/07/13, 

8407200028. 


—8407200032 Amend 50 to FSAR. 

* Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). 84/07/13. 524pp. 25690:163. 24X 

Fiche: 50-445, 84/07/13, 8407200028. 
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Q. Inspection reports# IE Bulletins correspondence 


84072504^0 Forwards IE Insp Rept 50-445/83-39 on 830921-23. No 
violations noted 

JOHNSON, E H, Region 4, Office of Director. 83/11/17. GARY. R. J. 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co,). 2pp 25764:141. 24X F ic he ' 50-445, 83/ 1 1 / 17, 8407250440. 


--8407250446 IE Insp Rept 5C-445/S3-39 on 830921-23. No violations noted. 
Major areas i ns p e c ted : d e te c t ion aids in protected area, 
detection aids in vital area assessment aids. Details 
withheld (ref 10CFR73. 21). 

CALDWELL, R. A. , EUA.NS, C A. , KELLY, J. Region 4, Office of Director. 
83/11/15, Ip 25764.143 24X Fi c h e : 50-445, 83/ 1 1 / 17 , 8407250440. 


8407120602 Forwards IE Insp Rept 50-445/84-17 on 840220-0525. No 
violations or deviations identified. 

BANGART,R.L. Region 4, Office of Director. 84/06/20. SPENCE, M. D, 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co,). 2pp. 25555:285 24X F ic h e : 50-445, 84/06/20, 8407 120602. 

—8407120613 IE Insp Rept 50-445/84-17 on 840220-0525, No violations or 
deviations identified Major areas inspected : work 5<. 
documentation associated w/site portion of recertif icati on 
program implemented on Train A emergency diesel generator. 

SMITH, W.F., HUNNICUTT, D. M, Region 4, Office of Director. 

84/06/13. 12pp. 25555:287, 24X Fic he : 50-445, 84/06/20, 8407120602. 


B407120358 Forwards IE Insp Rept 50-445/84-05 on 840106-0313. No 
violations or deviations identified. 

I3ANGART,R.L Region 4, Office of Director 84/06/21. SPENCE, M. D. 

Texas Utilities Electric Co (formerly Texas Uti':ti«<- 

Co,), 2pp, 25555:161. 24X Fiche: 50-445, 84/06/:' : 3-'-, ■ ( .'’G ‘-'r--. 


--8407120569 IE Insp Rept 50-445/84-05 on 040106-0313. No violations or 
deviations i dent if led. Ma jor areas inspected: al legati ons of 
poor work practices pertaining to saf ety-re lated supports. 

Concerns unsubstantiated 

MARTIN. L.E., DBERG, C. R. , HUNNICUTT, D, Region 4, Office of 
Director. 84/04/19. 19pp. 25555:163. 24X Fiche . 50-445, 84/06/21, 

8407120558. 


84071205/4 Forwards IE Insp Rept 50-445/84-10 on 840313-041 1 . No 
violations or deviations identified. 

BANCARl.R.L, Region 4, Office of Director. 84/06/21. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 3pp. 25555:210. 24X Fich e: 50-445, 84/06/21 , 8407120574. 


— 8407120582 IE Insp Rept 50-445/84-10 on 840313-041 i. No violations or 
deviations i denti f i ed. Ma j or areas inspec ted: const completion 
of electrical raceway raceway supports, electrical cable 
routing terminations >5! fire protection /detect! on. 

MARTIN, L.E., DBERG, C R. , JOHNSON, C. E, Region 4, Office of 
Director, 84/05/31. 42pp, 25555:213. 24X Fiche: 50-445, 84/06/21, 

8407120574. 


8407120628 Forwards Ofc of Investigations Rept 4-84-006 on 830803-1027. 
No violations or deviations identified. 

BANGART.R.L Region 4, Office of Director. 84/06/21, SPENCE, M. D. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 2pp, 25555:317, 24X Fic he: 50-445, 84/06/21, 8407120628. 


— 8407120633 Rept of Investigation 4-84-006 on 830803-1027. Ma j or areas 
inves t i ga ted ; al lega t i on s re intimidation of employees. 

Status closed. 

OR IFF IN, H. B . , HERR , H. R , , WARD, W. J. Office of Investigation. 
a'T/06/21. 3pp. 25555:319. 24X F i c h e: 50-445, 84/06/2 1, 8407120628. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/06/26. Consolidated Edison Co. of New 

York, Inc, 154pp. 25535:160. 24X Fi che : 50-000, 84/06/26, 8406250214. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
t>n Part of Licensees ^ Vendors " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5, Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151, 24X Fic he : 50-000, 84/06/29, 840628031 1 , 


8407030057 Board Notification 84-1 17: forwards Errata 2 to SALP Repts 
50-445/83-49 a? 50-446/83-23, 

EIBENHUT, D. G Division of Licensing. 84/06/29. BLOCH, P. , 

JORDAN, W, , MCCOLLUM, W. Atomic Safety and Licensing Board Panel. 
3pp. 25465:245. 24X Fx c h e : 50-445, 84/06/29, 8407030057. 


— 8407100477 Requests that proposed board notification re SALP rept 
h. end errata be sent to ASLB. 

COLLINS, J. T, Region 4, Office of Director. 84/05/30. 

EISSNHUT, D. G, Division of Licensing. Ip. 25465:248. 24X 

Fiche; 50-445, 84/06/29, 8407030057, 


--8402150450 Forwards NRR SALP evaluation for Oct 1982 - Sept 19B3,Rept 
based on survey of selected reviewers w/s i g n i f i cant contact 
or involvement u/applicant over evaluation period. 

Performance rated Category 2. 

BURWELL, S. E. Licensing Branch 1. 84/02/06. E ISENHUT, D . G. 

Division of Licensing. 5pp. 25465:293. 24X Fi c he : 50-445, 

84/06/29, 8407030057. 


8407030035 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Ad h e s i ve /Sea 1 an t s " Svc list encl. 

JOR HAM. E L Division of Emergency Preparedness Z'. Engineering 
Response (Post 830103), 84/07/05, Consolidated Edison Co. of Mew 

York, Inc 119pp. 25602. 276 24X F i c h e : 50-000 , 84/07/05 , 8407030085 


8407030039 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation .5, Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness ?y. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Mew 

York, Inc 122pp, 25602:032. 24X Fiche: 50-0 00 , 84/07/05, 8407030089 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JO.RnA.N, E. L. Division of Emergency Preparedness 5,. Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of ,Mew 

York, Inc. 236pp. 25865 286. 24X F i c he : 50-000, 84/07/06, 8407050274 


8407130198 Forwards " De.mon s t ra t i on of Ultrasonic Exam Techniques 
Applied to Welds in Main Coolant Loop Piping. " 

SCH-MIDT.H C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). 84/07/06. YOUNGBLOOD, B , J. Licensing Branch 1. 

Ip. 25563.010. 24X F i c h e . 50-445, 84/07/06, 8407130 1 98. 


— 8407130204 "Demonstration of Ultrasonic Exam Techniques Applied to 
Welds in Main Coolant Loop Piping. " 

ADA.MGNIS, D. C. , MAGER.T. R. Westinghouse Electric Corp. 34/06/28, 
14pp. 25563.011 24X F i c h e : 50-445, 84/07/06, 84071301 98. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDA-N, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 84/07/10, Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166, 24X Fi che; 50-000, 84/07/ 10, 8407060251 


8407170287 Forwards Vendor insp repts for eva 1 ua t i on. W/o repts. End 
endorsements should be signed S; returned. 

HUNTER, D.R. Region 4. Office of Director. 84/07/12. SPENCE, M. D. 
Texas Utilities Electric Co (formerly Texas Utilities Generating 
Co.). 3pp. 25618:316, 24X Fi c h e : 50-445, 84/07/ 12, 8407 170287, 


8407230166 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys. " GE Type HFA relays 
not utiliied in reactor trip sys. All saf ety-re lated Class IE 
auxiliary relays qualified to pertinent requirements. 

SPENCE, fi. D Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). 84/07/16, COLLINS, J T. Region 4, Office of 

Director. 6pp. 20704'291, 24X Fi c h e ; 50-445, 84/07/16, 8407230166. 

8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl, 

JORDAN, E. L, Division of Emergency Preparedness Z/. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245. 24X F i c he : 50-000 , 84/07/25, 8407230079. 


R. Periodic operating reports Zi. related correspondence 


84070901'41 Submits fourth biweekly update on status of important 
schedule-related issues for fuel load in late Sept 1984, 

GEORGE. J. B Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.) 84/07/02. EISENHUT, D. G. Division of Licensing. 
COLLINS, J.T, Region 4. Office of Director, I5pp. 25443:215. 24)( 

Fiche: 50-445, 84/07/02, 8-107090141 . 


8407240202 Submits fifth biweekly update on status of important 
schedule-related issues for Sept 1984 fuel load, Diesel 
generator Train B operability checks completed on 840713. 

Control room HVAC now appears to be critical path, 

GEORGE. J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/16 EISENHUT, 6. G. Division of Licensing. 

COLLINS, J.T, Region 4, Office of Director. 13pp. 25723:181. 24X 

Fiche; 50-445, 84/07/16, 8407240202. 


S. Reportable occurrences. LERs ?y. related correspondence 


8407110212 Responds to request for info re Westinghouse DS-416 breaker 
moving secondary contact mounting frame we 1 d s. Separated 
bracket welds not indicative of generic issue. 

RAHE.E. P. Westinghouse Electric Corp, 84/06/14, BAER,R,L. 
Director's Jffi.r.e, Office of Inspection and Enforcement. 2pp. 
25527:303, 24X Fi c h e : 50-445, 84/06/ 1 4, 84071 1 021 2. 
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84071203?! Forwards response to questions posed in BNUR- 840604 Itr. 
Topics include rocker arm cap screws. c y 1 ind er head studs. air 
start valve cap screws, fue 1 oil injection tub i n g . DSR-48 
connecting rods crankshaft, 

RAY. C. L. TDI ( Transa.ner i ca Delaval. Inc. ) Owners Group. 84/06/20. 
BERI INGER. C Director's Office. Office of Inspection and 
Enforcement, 51pp 25519.087. 24X F i c h e ; 50-000. 84/ 06/20, 

8407120321 


0407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure: 

High Pressure Fuel Lines — Carbon Steel. " 

JOHNSON, D. 0. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X F i c h e : 50-000, 84/06/20, 8407 120321 . 


8407120389 Board Notification 84-127: forwards info re TDI Owners Group 
repts h. conflict of interest d et ermi na t : iir r-:".ccr-ir- 
EISENHUT, D. G. Division of Licensing. r-- ^ v'.- ’ Ol- ” ...AD I NO 
Consolidated Edison Co, of New York, Inc. 5pp. 25730:149. 24X 

Fiche: 50-000, 84/07/05, 8407120339. 


8407200247 Final Deficiency Rept SDAR-139 re indeterminate fluoride 
content of Manville ins u 1 a t i on . In i t ia 1 1 y reported on 840612. 

Condition not reportable under 1 0CFR50, 55 C e > . 

CLEHENTS. B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/07/11. JOHNSON. E. H. Region 4, Office of 

Director, Ip. 25697,234. 24X F i c h e : 50-445, 84/07/ 1 1 , 8407200247. 


S407120410 "Rept on Crankshaft Torsional Stresses, TOI Model DSR-48. " 

YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp, 25549:144. 

24X Fiche: 50-000, 84/06/20, 8407120321, 


— 8407120425 "Rocker Arm Suppl Calculation." 

D'AMATQ-J. Stone •'k. Webster Engineering Corp. 84/06/19, 17pp. 

25549:180. 24X F i c h e . 50-000, 84/06/20, 8407120321 , 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants ?• NRC, " Document will be updated as necessary to 
assist communications between all parties involved, 

RAYiC.L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON, H R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172 24X F i c h e . 50-000, 84/06/20, 8407230126. 


--8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants V. 

RAvic.L TDI (Transamer ica Delaval, Inc.) Owners Group. 84/06/20, 
2Bpp. 25707:174, 24X F i c h e : 50-000, 84/06/20, 8407230 126. 


8407250348 Significant Deficiency Rept SDAR-133 re diesel generator 
turbo charger thrust bearing 1 ub r i ca t i on. I nves t i gat ion 
determined item not reportable per 1 0CFR50. 55 ( e ) . 

CLEMENT S, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/12, JOHNSON, E. H. Region 4, Office of 

Director. Ip. 25/54:162. 24X Fi c h e 50-445. 84/07/ 12, 8407250348, 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713, No 
corrective action required. 

BOYER, RE. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement, 6pp. 25608:002. 24X 

Fiche: 50-000, 81/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection No corrective action rec|.uired. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 81/07/13, 8407200101. 


8407090144 Final deficiency rept re f a 1 s i f i ca t i on of vendor inspector 
eye exams. Initially reported on 840215, Investigation 
complete. Item not reportable per 10CFR50. 55 ( e ) . 

CLEMENTS, B R Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/06/27. JOHNSON, E, H. Region 4, Office of 

Director Ip 25443,280 24X Fi c h e : 50-445, 84/06/27, 8407090144. 


8407090186 Final Significant Deficiency Rept SDAR-138 re possible 
insulation damage in certain reels of Rockbestos Class IE 
multi-conductor cab 1 e. In i t ia 1 1 y reported on 840606. Matter 
not reportable under 10CFR50. 55( e ) , 

CLFMFNTS, B. R, Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co,). 84/07/02 JOHNSON, E, H, Region 4, Office of 

Direc+-or Ip 25443:150, 24X Fiche; 50-445,. 84/07/02, 8407090186. 


8407090190 Interim Significant Deficiency Rept SDAR-123 re calibr 
technique of pressure transmitters. Corrective action will be 
completed by 841231. ... .n-i.- 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
(Generating Co,). 84/07/02, JOHNSON, E. H. Region 4, Office of 

Director. Ip 25443:245, 24X Fi c h e : 50-41 5, 84/07/02, 8407090190. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review, " 

RAYiC.L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review." 

* Stone ?< Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16. 8107190249. 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G, Division of Licensing. 84/07/16. GEORGE, J.B. TDI 
( Transamer i ca Delaval, Inc. ) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000. 81/07/16, 8407260465. 


--8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952 PNI -5161. 84/06/30, Division of Licensing. 26pp. 

25791:169. 24X Fiche : 50-000, 84/07/16, 8407260465, 


8407090200 Interim Significant Deficiency Rept SDAR-137 re 
inconsistency in draft Tech Spec Sk FSAR accident analysis. 

Initially reported on 840604, Based on investigation, matter 
not reportable per 10CFR50, S5<e). 

CLEMENTS, 8. R Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,), 84/07/02. JOHNSON, E. H. Region 4. Office of 

Director, Ip 25442:344. 


24X Fiche: 50-445, 84/07/02. 8407090200. 


8407310001 Interim deficiency rept re installation of curtain fire 
dampers w/o proper provisions for thermal expansion. 

Initially reported on 810309. Eva 1 ua t i on in progress. Next 
rept expected by 840813. 

CLEMENTS. B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/07/20, JOHNSON. E. H, Region 4, Office of 

Director. Ip, 25349:156. 24X F ic h e : 50-445, 84/07/20, 8407310001. 


8407090255 Interim Significant Deficiency Rept SDAR-136 re temp 
envelope requirements on environ qual i f ications of equipment 
outside containment for high energy line breaks, Initially 


reported on 840601 Next rept by 840831 
CLEMENTS, E, R, Texas Utilities Electri 


CLEMENTS, E, R, Texas Utilities Electric Co 
Generating Co. ), 84/07/02. JOHNSON, E, H, 

Director, Ip. 25450:190. 


(formerly Texas Utilities 
Region 4, Office of 
4X Fiche; 50-445, 84/07/02, 8407090255. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cy) inrier heads S', connecting rods. 

BERLINOER.C Div'.sicr of Licensing, 84/07/23. GEORGE, J. B. TDI 

(Transamerica Delaval, Inc. ) Owners Group, lOpp. 25816:305. 24X 

Fiche: 50-000, 81/07/23, 8407300214. 


8407090106 Comments on BNWL draft rept, "Review S', Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate S', logical structure for dealing w/problems in 
TDI diesel engines, „ ^ ma 

HEYWOQD'J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director, 2pp. 25448:310, 24X Fiche ; 50-000, 84/07/03, 8407090106. 


8407110433 Notification of 
Charlotte, NC to discuss 
review S, BNWL review of 
program plan. 

MICHAELS, T, S, Division 
Division of Licensing. 
8407110433. 


840711 meeting w/TDI Owners Group in 
open issues in Phase 1 component 
TDI Diesel Generator Owners Group 

of Licensing. 84/07/05. BERLINGER, C. H. 

4pp, 25547; 358, 24X Fic he: 50-000, 84/07/05, 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis." prepared for TDI Diesel 
Generator Owners Group. 

RAY, C.L, TDI (Transamer ica Delaval, Inc.) Owners Group. 04/07/24. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061, 24X Fi che: 50-000, 84/07/24, 8407300301. 


—8407300307 Rev I to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone Webster Engineering Corp, 04/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL-516l,dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25328:239, 24X Fiche : 50-000, 84/07/26, 8407310248. 
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T. Hearing transcripts on n on-anti trus t matters 


8407020388 Transcript of 840628 hearing in Bethesdaj MD. Pp 13*598 
13. 679. 

* Atomic Safety and Licensing Board Panel. 84/06/28. 83pp. 

25215:041. 24X Fi che: 50-445, 84/06/28. 8407020388. 


8407050247 Transcript of 840702 hearing in Bethesda. MD. Pp 13.679 
13. 810. 

* Atomic Safety and Licensing Board Panel. 84/07/02 132pp. 

25297:059. 24X Fi ch e : 50-445, 84/07/02, 8407050247. 


8407160023 Forwards transcript of 840703 meeting between NRC & CYGNA as 
req.uested in 840629 telcon, W/o end. 

BURUELL. S. 8. Licensing Branch 1. 84/07/06. ELLIS, J. Citizens 

Association for Sound Energy, 2pp. 25623:360. 24X 

Fiche: 50-445, 84/07/06, 8407160023. 


8407170035 Transcript of A Vega 840709 deposition in Glen Rose.TX. 

Pp 36,500-36,659. 

* Atomic Safety and Licensing Board Panel. VEGA, A. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co. ). 84/07/09. 

225pp. 25610:097. 24X F iche: 50-445. 84/07/09, 8407170035. 


8407170065 Transcript of J Callicutt 840709 deposition in 
Glen Rose.TX. Pp 38.000-33,110. 

* Atomic Safety and Licensing Board Panel. CALLICUT.U- Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. )- 

84/07/09. 114pp. 25610:312. 24X Fic he : 50-445, 84/07/09. 8407170065. 


8407170073 Transcript of RE Kahler 340709 deposition in Glen Rose.TX. 
Pp 36. 000-36, 127B. 

* Atomic Safety and Licensing Board Panel. KAHLER, R.E- Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. 
84/07/09. 133pp. 25619:177, 24X Fiche: 50-445. 84/07/09. 8407170073. 


8407170032 Transcript of DN Chapman 840709 deposition in Glen Rose.TX. 
Pp 35. 500-35, 730. 

* Atomic Safety and Licensing Board Panel. CHAPMAN, D. N. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. 
84/07/09. 242pp. 25609:180. 24X Fi c he : 50-445, 84/07/09, 8407170082. 


8407170228 Transcript of KA Liford 840709 deposition in Glen Rose.TX. 
Pp 38. 111-38, 1S7. Related info end. 

* Atomic Safety and Licensing Board Panel. LIFORD, K. A. Broun & 

Root. Inc. (subs, of Halliburton Co. ). 84/07/09. 85pp. 25621:344. 

24X Fiche: 50-445. 84/07/09. 8407170228. 


8407170237 Transcript of J Patton 840709 deposition in Glen Rose.TX. 

Pp 37,561-37,712. 

* Atomic Safety and Licensing Board Panel. PATTON. J. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. 

84/07/09. 153pp, 25621:127. 24X Fiche: 50-445, 84/07/09. 8407170237. 


S40717O23S Transcript of LG Wilkerson 840709 deposition in Glen Rose, 
TX. Pp 37. 500-37. 560. 

* Atomic Safety and Licensing Board Panel. WILKERSON, L. G. Bishop. 
Libernan. Cook. Purcell S; Reynolds. WILKERSON. L. G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co. ). 84/07/09. 

62pp. 25621:281. 24X Fiche : 50-445, 84/07/09. 8407170238. 


8407170243 Transcript of RG Spangler 8407(39 deposition in Glen Rose.TX. 
Pp 36, 128-36, 187. 

■* Atomic Safety and Licensing Board Panel. SPANGLER. R- 0- Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. >• 

84/07/09. S7pp. 25611:136. 24X Fiche: 50-445. 84/07/09. 8407170243. 


8407170246 Transcript of JR Johnson 840709 deposition in Glen Rose.TX. 
Pp 39,001-39,065. 

* Atomic Safety and Licensing Board Panel. JOHNSON, J. R- Brown & 
Root, Inc, (sobs, of Halliburton Co.), JOHNSON. J. R. Texas Utilities 
Electric Co, (formerly Texas Utilities Generating Co, ). 84/07/09. 

70pp. 25611:194. 24X Fiche; 50-445, 84/07/09, 8407170246. 


8407170269 Transcript of F Coleman 840709 deposition in Glen Rose.TX. 
Pp 35, 079-35, 125. Supp or ting documentation end, 

•* Atomic Safety and Licensing Board Panel. COLEMAN, F. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. >• 

84/07/09. 50pp. 25617:095. 24X Fiche: 50-445, 84/07/09. 8407170269. 


8407170324 Transcript of 840709 telephone conference in Glen Rose.TX. 
Pp 38. 500-38, 542. 

♦ Atomic Safety and Licensing Board Panel. 84/07/09. 42pp. 

25613:265. 24X Fiche : 50-445, 84/07/09, 84071 70324. 


8407170327 Transcript of MG Krisher 840709 deposition in Glen Rose.TX. 
Pp 37, 000-37, 13S. Support ing documentation end, 

* Atomic Safety and Licensing Board Panel. KRISHER, M.G. 
Affiliation Not Assigned 84/07/09, 146pp. 25613:049. 24X 

Fiche: 50-445, 84/07/09. B407170327. 


8407170347 Transcript of J Green 840709 deposition in Glen Rose.TX. 

Pp 35,000-35,078. 

* Ato-mic Safety and Licensing Board Panel. GREEN. J. Brown 5< Root, 
Inc. (subs, of Halliburton Co.). GREEN, J. Texas Utilities Electric 
Co. (formerly Texas Utilities Generating Co. ). 84/07/09. B2pp. 

25615; 183, 24X Fiche; 50-445,84/07/09, 8407170347, 


8407170041 Transcript of BR Snellgrove 840710 deposition in Glen Rose, 
TX. Pp 44, 000-44, 136. 

* Atomic Safety and Licensing Board Panel. 84/07/10. 137pp. 

25617:294. 24X Fi ch e : 50-445, 84/07/ lO, 84071 7004 1 , 


8407170G'8 Transcript of CR Purdy 840710 deposition in Glen Rose, TX. 

Pp 41, 000-41 , 272. Sup p ort ing documentation encl. 

* Atomic Safety and Licensing Board Panel. PURDY, G. R, Brown St 
Root. Inc (subs, of Halliburton Co. ). 84/07/10. 340pp. 25619:310, 

24X Fiche: 50-445, 84/07/10, 8407170078. 


8407170231 Transcript of BR Clements 840710 deposition in Glen Rose-TX 
Pp 40,000-40,192. 

* Atomic Safety and Licensing Board Panel. CLEMENTS, B. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ), 
84/07/10. 194pp, 25620:294 24X F i c h e: 50-445, 84/07/10, 84071 70231 . 


8407170255 Transcript of G Krishnan 840710 deposition in Glen RossiTX. 
Pp 42,000-42-016. 

* Atomic Safety and Licensing Board Panel. KRISHNAN, G. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/10. 18pp. 25622:070. 24X Fic h e : 50-445. 84/07/10, 8407170255. 


8407170283 Transcript of TR Locke 840710 deposition in Glen Rose.TX. 

Pp 41,503-41,606 Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. LOCKE, T. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/10. 114pp. 25617:145. 24X Fi c h e: 50-445, 84/07/ 10, S407170283. 


8407170298 Transcript of RD Tolson S40710 deposition in Glen Rose.TX. 

Pp 40, 500-40, 669. Supp or t i ng documentation encl. 

* Atomic Safety and Licensing Board Panel. TOLSON, R. D. Affiliation 
Net Acs-:--- 15/07/10. 175pp, 25616:192. 24X 

t ic.’u* 50-45'.. r;.:/D-//10, 8407170298. 


8407170314 Transcript of G3 Keeley 840710 deposition in Glen Rose.TX. 

Pp 36.187-36,216 

* Atomic Safety and Licensing Board Panel. KEELEY, G. S. Affiliation 
Not Assigned. 84/07/10. 31pp. 25615:265, 24X 

Fiche; 50-445, 84/07/10, 8407170314. 


8407170319 Transcript of W Mansfield 840710 deposition in Glen Rose.TX. 
Pp 44, 500-44, 566. 

■» Atomic Safety and Licensing Board Panel. MANSFIELD, W. 

Affiliation Not Assigned. 84/07/10. 69pp. 25613; 196. 24X 

Fiche; 50-445, 84/07/10, 8407170319. 


8407180110 Transcript of M Wells 840711 deposition in Glen Rose. TX. Pp 
46, 500-46, 551. 

♦ Atomic Safety and Licensing Board Panel. WELLS, M. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
WELLS.M. Broun I Root, Inc. (subs, of Halliburton Co.). 84/07/11. 

53pp. 25647:033. 24X Fi ch e : 50-445, 84/07/ 1 1 , 84071801 10. 


8407190122 Transcript of MO Spence 840711 deposition in Dallas,TX. 

Pp 48, 000-43, 037. Supporting documentation end. 

* Atonic Safety and Licensing Board Panel. SPENCE. M. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. >. 
84/07/11. 98pp. 25672:282. 24X Fi c h e : 50-445. 84/07/ 1 1 . 8407190122. 


8407190208 Transcript of R Yockey 840711 deposition in Glen Rose.TX, 

Pp 47. 000-47, 024. 

* Atomic Safety and Licensing Board Panel. YOCKEV. R. Texas 
Utilities Electric Go. (formerly Texas Utilities Generating Co. ). 
YOCKEY. R. Broun V. Root, Inc. (subs, of Halliburton Co. ). 84/07/11. 

27pp. 25674:006. 24X Fic he : 50-445, 34/07/1 1 . 8407190208. 


8407190213 Transcript of LF Fikar deposition in Glen Rose.TX. 

Pp 46,001-46,144. 

* Atomic Safety and Licensing Board Panel. FIKAR, L.F. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/11. 148pp. 25677:304, 24X Fi c h e; 50-445, 84/07/ 1 1 , 8407190213. 


8407190222 Transcript of PG Brittain 840711 deposition in Glen Rose.TX. 
Pp 48, 501-48, 527. 

* Atomic Safety and Licensino Board Panel. BRITTAIN, P. G. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/11. 31pp. 25678:105. 24X Fiche : 50-445, 84/07/1 1, 8407190222. 
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S407190227 Transcript of BH Grier 840711 deposition in Glen Rose.TX. 

Pp 45. 500-45. 614. 

Atomic Safety and Licensing Board Panel. GRIER. B.H, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
GRIER* B.H. Gi 1 bert/Commonuiea 1 th . Inc. (formerly Gilbert Associates. 
Inc.). 84/07/11. 159pp. 25674:033. 24X Fi c h e ; 50-445. 84/07/1 1, 

B407190227. 


8407190236 Transcript of JB George 840711 deposition in Glen RosejTx 
re harassment intimidation of personnel Pp 47.500-47.542. 

Atomic Safety and Licensing Board Panel. GEORGE, J.B. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/11. 42pp. 25675:339. 24X F i c h e : 50-445. 84/07/ 1 1 . 8407190236. 


8407190240 Transcript of CT Brandt 840711 deposition in Glen Rose.TX. 
Pp 45.000-45,233. 

* Atomic Safety and Licensing Board Panel. BRANDT, C.T. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
BRANDT, C. T. Ebasco Services. Inc. (subs, of Enserch Corp. ). 
84/07/11, 240pp. 25674:196. 24X Fi c h e: 50-445, 84/07/1 1 , 8407190240. 


8407180139 Transcipt of SG Miles 840712 deposition in Glen Rose.TX. 

Pp 50,600-50,628 

* Atomic Safety and Licensing Board Panel. MILES, S. G, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/12. 30pp. 25636:259, 24X F i c h e : 50-445, 84/07/ 12, 8407180139. 


8407190132 Transcript of LL Smith 840712 deposition in Glen Rose.TX re 
verification of affidas'it signature witnessed by notary 
public. Pp 1-35. Sup port ing documentation end. 

* Atomic Safety and Licensing Board Panel. SMITH. L.L. Brown 8t 
Root. Inc. (subs, of Halliburton Co.), 84/07/12. 46pp. 25673:300. 

24X Fiche: 50-445. 84/07/12. 8407190132. 


8407190217 Transcript of D Frankum 840712 deposition in Glen Rose.TX. 
Pp 49,000-49,130. 

* Atomic Safety and Licensing Board Panel. FRANKUM, D. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co.). 
84/07/12. 134pp. 25678:136, 24X Fiche: 50-445, 84/07/12. 8407190217. 


5407190223 Transcript of BU Murray 840712 deposition in Glen Rose.TX. 
Pp 50, 500-50, 568. 

* Atomic Safety and Licensing Board Panel. MURRAY. B. J. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/12. 67pp. 25678:273. 24X Fiche: 50-445, 84/07/12, 8407190223. 


8407190230 Transcript of R Messerly 840712 deposition in Glen Rose.TX 
re harassment !l< intimidation of OC personnel. Pp 50,000- 
50, 087. Supporting documentation end. 

# Atomic Safety and Licensing Board Panel. MESSERLY, R. Brown 
Root, Inc. (subs, of Halliburton Co,), 84/07/12. 180pp. 25677:135. 

24X Fiche: 50-445. 84/07/12, 8407190230. 


8407190262 Transcript of LL Smith 840712 deposition in Glen Rose.TX re 
intimidation ?j. harass, rent of personnel. Pp 49,500-49,514. 

* Atomic Safety and Licensing Board Panel. SMITH, L. L. Brown it 
Root, Inc. (subs, of Halliburton Co.), 84/07/12. 17pp. 25675:083. 

24X Fiche: 50-445, 84/07/12, 8407190262. 


8407180085 Transcript of TR Tolson 840713 deposition in Glen Rose.TX. 
Pp 51,000-51,138. 

* Atomic Safety and Licensing Board Panel. TOLSON, R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co, >. 
84/07/13. 138pp. 25648:240. 24X Fi c h e: 50-445, 84/07/ 1 3, 8407180085. 


8407190116 Transcript of J Krolak 840713 deposition in Glen Rose.TX. 
Pp 52,500-52,604. 

* Atomic Safety and Licensing Board Panel, KROLAK, U. Citiiens 
Association for Sound Energy. 84/07/13. 105pp. 25672:099. 24X 

Fiche: 50-445, 84/07/13, S‘!1071901 16, 


8407190123 Transcript of D Stiner 840713 deposition in Glen Rose.TX re 
harassment i. intimidation at facility, Pp 52*000-52*250, 

* Atomic Safety and Licensing Board Panel, STINER, D, Brown it Root. 
Inc. (subs, of Halliburton Co, ). 84/07/13. 250pp. 25673:026. 24X 
Fiche: 50-445, 84/07/13, 8407190123, 


8407190243 Transcript of H Stiner 840713 deposition in Glen Rose, Tx re 
intimidation S< harassment of personnel, Pp 51,500-51,721. 

Supporting documentation end. 

* Atomic Safety and Licensing Board Panel, STINER, H. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/13. 239pp. 25675:100. 24X Fi ch e: 50-445, 84/07/13, 8407190243, 


8407240204 Transcript of MA Welch 840716 deposition in Glen* Rose.TX re 
"T-Shirt incident" concerning harassmen t, int imi dat i on or 
threatening of QA/QC personnel. Pp 53,000-53,264. 

•» Atomic Safety and Licensing Board Panel. WELCH, M, A. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/16. 239pp. 25725:152. 24X Fiche: 50-445, 84/07/16* 8407240204. 


8407240200 Transcript of JE Cummins 840717 deposition in Glen Rose, TX 
re harassment, int imi da t i on or threatening of QA/QC 
personnel, Pp 57, 000-57, 075. Support ing documentation encl. 

■* Atomic Safety and Licensing Board Panel. CUMMINS, U. E. NRC - No 

Detailed Affiliation Given. 84/07/17. Slpp, 25719:001. 24X 

Fiche: 50-445, 84/07/17, 8407240200. 


8407240279 Transcript of KW Whitehead 840717 deposition in Glen 
RoseiTX.Pp 55, 000-55, 164. Sup port ing documentation end. 

* Atomic Safety and Licensing Board Panel. WHI TEHEAD, K. W. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/17. 175pp. 25723:335. 24X F i c h e : 50-445, 84/07/ 17, 8407240279. 


8407240303 Transcript of RR Taylor 840717 deposition in Glen Rose, TX. 
Pp 53*500-53.553. 

Atomic Safety and Licensing Board Panel. TAY'LORiR. R. Region 4, 
Office of Director. 84/07/17. 54pp. 25717:003. 24X 

Fiche: 50-445, 84/07/17, 8407240303. 


8407250098 Transcript of F Hawkins 840718 deposition in Glen Rose, 

TX re harrassnent, intimidation or threatening of QA/QC 
■ p ersonnel. Pp 56,000-56,119 Supporting documentation encl. 

Atomic Safety and Licensing Board Panel. HAWKINS, F. Region 3, 
Office of Director. 84/07/18. 157pp. 25745: 148, 24X 

Fiche: 50-445, 84/07/18, 840725009S. 


8407250125 Transcript of H Hollis, CH Baker, M Hall C Tedder 840718 
depositions in Glen Rose, TX re posting of NRC Form 3, 

Pp 60, 500-60, 590. 

•» Atomic Safety and Licensing Board Panel. HOLLIS, H. , BAKER* C. H. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 84/07/18. 92pp, 25747:180. 24X Fi c h e : 50-445, 84/07/18* 

8407250125, 


8407250245 Transcript of 821108 interview of D Culton in Glen Rose.TX. 
Pp 1-76, Transcr ib ed on 840718, 

Atomic Safety and Licensing Board Panel. CULTON* D. Affiliation 
Not Assigned. 84/07/18. 77pp. 25736:117. 24X 

Fiche: 50-445, 84/07/18, 8407250245. 


8407250263 Transcript of BR Clements 840718 deposition in Glen Rose.TX. 
Pp 60, 000-60, 084. Supporting documentation encl. 

■* Atomic Safety and Licensing Board Panel. CLEMENTS, B. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/18 104pp. 25739:046. 24X Fi c h e: 50-445. 84/07/ 18, 8407250263. 


8407250109 Transcript of R Yockey 840719 deposition in Glen Rose, 

TX. Pp 61, 000-61, 020. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. YOCKEY, R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
YOCKEY, R. Brown It Root, Inc. (subs, of Halliburton Co. ). 84/07/19. 

32pp. 25750:186. 24X Fi c h e ; 50-445, 84/07/ 19, 8407250109. 


8407250236 Transcript of C Manning 840719 deposition in Glen Rose.TX. 
Pp 61, 500-61, 516. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. MANNING, C. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/19. 30pp, 25750:130, 24X Fiche: 50-445. 84/07/19, 8407250236. 


8407250376 Transcript of JE Hallford B40719 deposition in Glen Rose.TX. 
Pp 70/ 000-70, 059. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. HALLFORD, U. E. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
HALLFORD, J. E, Brown «*, Root, Inc. (subs, of Halliburton Co.). 
84/07/19, 62pp. 25739:296, 24X Fiche: 50-445, 84/07/19, 8407250376. 


8407250289 Transcript of RL Dempsey 840720 deposition in Glen Rose.TX. 
Pp 70,500-70,514. 

* Atomic Safety and Licensing Board Panel. DEMPSEY, R. L. Brown 8* 
Root, Inc. (subs, of Halliburton Co, >, 84/07/20. 16pp. 25736:333. 

24X Fiche: 50-445, 84/07/20, 8407250289. 


8407250375 Transcript of J McClain 840720 deposition in Glen Rose. TX. Pp 
71, 000-71 * 019. Sup p art ing documentation end. 

* Atomic Safety and Licensing Board Panel. MCCLAIN, J. D, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
MCCLAIN, U.D. Ebasco Services, Inc. (subs, of Enserch Corp,). 
84/07/20, 23pp. 25745:308. 24X Fi c h e : 50-445, 84/07/20, 8407250375. 


84073103B3 Transcript of 840723 telcon in Glen Rose, TX. Pp 38.567- 
38. 654. 

* Atomic Safety and Licensing Board Panel. 84/07/23. 91pp. 

25S30: 173. 24X Fiche: 50-445, 84/07/23, 8407310383. 


8407310139 Transcript of DM Woodyard 840724 deposition in Glen Rose.TX. 
Pp 56, 500-56, 605. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel, WOODYARD, D. M. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co,). 
WOODYARD, D. M. Brown i. Root, Inc, (subs, of Halliburton Co. ), 
84/07/24. 114pp. 25835:139. 24X Fiche; 50-445, 84/07/24. 8407310139. 
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B407310132 Transcript of Stanford B40725 deposition in Glen Rosei TX, 
Pp 57i 501-57. 587. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. STANFORD. R. Citizens 
Association for Sound Energy. STANFORD. J. R. Brown 8< Root. Inc. 

(subs, of Halliburton Co. ), 84/07/25, 96pp. 25838:102. 24X 

Fiche: 50-445. 84/07/25. 0407310132. 


8407310203 Transcript of Df, Culton 840725 deposition in Glen Rose.TX. 
Pp 58. 500-58. 591. 

Atomic Safety and Licensing Board Panel. CULTON. D. K. Citizens 
Association for Sound Energy. 84/07/25. 142pp. 25839:236. 24X 

Fiche: 50-445, 84/07/25, 8407310203. 


S407310216 Transcript of .J I Blixt 840725 deposition in Glen Rose.TX. 
Pp 57, 000-57, 076. 

* Atomic Safety and Licensing Board Panel. BLIXT, J,T, Citizens 
Association for Sound Energy, BLIXT. J.T, Brown ik Root. Inc. (subs 
of Halliburton Co.). 84/07/25. 80pp, 25835:051, 24X 

Fiche; 50-445. 84/07/25. 8407310216, 


8407310526 Transcript of R Siever 840725 deposition in Glen Rose.TX. 

Pp 58. 000-58. 139, Supporting documentation end, 

* Atomic Safety and Licensing Board Panel, SIEVER, R, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
SIEVER, R. Broun Root, Inc. (subs, of Halliburton Co. ). 04/07/25. 

151pp. 25833:156. 24X Fi c h e : 50-445, 84/07/25, 8407310526, 


8407300296 Transcript of 840726 hearing in Bethesda, MD. Pp 13.811- 
13, 963, 

* Atomic Safety and Lice"*- Pca-d «.irel .“'1/07/26 153pp 

25801:263, 24X Fiche tr-.!.'-:. C-i :!4;: V.' 0:)2‘>.6 


8407100262 Forwards revised sc 
nonitoring i ns t rumen ta t j, oti f 
Installation scheduled prior 
outage. Amend SO to FSAR uiU 
SCHHIDT. H. C, Texas Utilide 
Generating Co >, 84/06/26 

13pp 25513 050. 24X Fiche 


hedules for installation of ac c i 
01* reactor vessel water level 
to end Of first refueling 
reflect changes 

s Elt?c;tric Co (formerly Texas IJ 
YOUNOBLDao. B, J, Licensing Bran 
50-445. 04/06/26, 8407100262 


8407020065 Board Not if 
reactor coolant pump 
of seals similar to 
in seal temp .t leak a 
EISENHUr, D G Oivis 
Commi IS s i oner s 7pp 

8407020065 


ication 84d23^ forwards info re Westingb 
<H(.P) ^.eals Electricite DeFrance test 
Westinghouse RCP .ieals rapid rl 9 t^ 

ge rlow rate in pumps w/o seal cooling 

Vv' „«4/06/29, PALLADIMO 
C.5165 , 4X f ir h e : 50-000, 84/06/S9* 


interim operation required by lOCFRSO 49 
af®ly opcM-atfcMl until qua Uf icatian 


justifications far 
Facilities can be % 
program completed, 

SCHMIDT, H C Texas Utilities Electric ca (formerly Texas i* 
Generating Co ) 84/06/29 YOUNGBLOOD, 0 J Licensing Oram 

16pp. «i5464 007 24X F i r h 0 : SO-445. 84 /06/29, 84071002 16 


84071002.3J Forwards j u s 1 1 f ic a t i on far interim operation re 
dynamic qualification program for equipment E;nd anahisis 
shous plant can be operated safely until equipment ^ 
qualification programs completed 

SCHMIDT, HC Texas Utilities Electric Co (formerly Texas Ui 
Generating Co ) 8y06/29 YOUNGBLOOD. D J L U ens i ng Hr a m 

«.8pp. *-,5512 003 24X Fiche 50-445,84/06/29,0407100233 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I i can ts , Svc list 
end. 

EIS&NHUT, D. G, Division of Licensing, 84/06/27, Consolidated 
Edison Co. of Neu York, Inc. 23pp, 25535:018. 24X 

Fiche: 50-000, 34/06/27, 8406270142, 


8407030097 Generic Ltr 84-17 to all power reactor 1 icenseefl, app licants 
for OLs,NSSS vendors, reac tor vendors Z-. AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications 4., exams, Svc list end, 

EISENHUT, D, G, Division of Licensing, 84/07/03, Consolidated 
Edison Co, of Neu York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097, 


DOCKET 50-446 COMANCHE PEA.K STEAM ELECTRIC STA, , UNIT 2 
A. Application/construction stage documents 4; correspondence 


Discusses 840522 conversation between D Hunnicutt 4 
D Chapman re request for extension to 840523 deadline for 
responding to 840423 ltr concerning welding practices 
Extension granted to 840608. 

CLEMENTS, B, R, Texas Utilities Electric Co, (formerly Texas Utilitle- 
Generating Co, ), 84/05/23, DENISE, R. P, Region 4, Officrof 

Director, Ip, 25618:091, 24X Fi che: 50-445, 84/05/23, 8407170350. 


8407050411 Informs Commission of potentially significant 

j.pco|,inj OL lic.nsins c.,, f"" 

of the Executive Director for Ooeratlons 
SECY-84-163A. 84/06/11. 2ipp, 25418' 295 24X 

Fiche: 50-000, 84/06/11, 840705 o5i1, ' 


/ R, L. Region 4# Office of Director S4/06/19 fiPPwrp m n 

.^9pp, 2u454,060 24X Fiche: 50-445, 84/06/19. 0407090148, 

1407130160 Comments on operations at Waterford Comanche Peak 
commissioner GiUnsky.No eWdencI 

84/06/25' "'>ALLADINa°^Co^^^*^^''^'''® Director for Operations, 
Fich..50-000"84/06/25,M0";5JuS.*” =4* 


•“I’P-'-t 4t F.rt St 

GiLiNs.?, '■'"4!o"8r ■ 
2S5r8:340, =4X Fich e : 50-800, 8407!3Sur 


8407100S80 Forwards 
Review of Comanch 
present status fo 
identified human 
SCHMIDT, HC, Tex 
Generating Co, ), 
Ip. 23465 029 


e Peak Bteam Flectnc station” d(8st,;rib« 
r completing required at, tion for all 
eng ineer ing d iscrepent les 

as Utilities LUctrit Cu (formerly Texas 
84/06/29 VaUNCBLOOD.O J Luenamg Dr 
24X Fiche; 50''445, 84/06/i‘9. 8407100500, 


e* S 3 
* 


UI 


--84C)7100S83 Suppl 2 to '•Human Faf tora Control Room 
Comanche Peak Steam Electric Station '* 

* Texas Utilities Elec trio Co (formerly Texas 
Oeneriting Co > 84/06/30 16pp 25465 030 

Fiche 50-445. 84/06/29, 0407l{)0»e0 


Deiiign R^vi 

Uti 1 1 1 le IS 
24X 


8407030^8 Informs of 040611-13 review of document control ctr 
satellite distribution »ys per independent assessment 
program, Phases 1 & 2 Sys ac t ep tab 1 1. w/ 1 1 » ted 
recommendations 

WILLIAMS, N, H CY0^4A Energy Services B4/06/30 OWWELL, S 

Licensing SCHMIDT, H Westinghouse Electric C«r 
24X Fit he 50-445, 04/06/30, 8407030410 


25209: 146, 


“-8407030421 Rev 0 to '’Document 
WILLIAMS, N H CVCJ.'VA Energy 
lOpp. 25239 ISO 24X Fiche 


Control ctr GateJlite Review, 
Services t'R”Q3090“'02 ROO 
!50-445, 84/06/30, H407030418, 


84 


0407020206 Generic Ltr Q4“*15 to all licensees of 
applicants for OL* holders of CP* re proposed 
actionii to improve ?.• waintair* dsesel generator 
Svc Lint end 

EISfcNWUT, D. 0- Division of Licensing 84/07/02 
Edison Co of Neu York, Inc 36pp 25601 340 
Fiche: 50-000, 04/07/02, 8407020206 


operating react 
staff 

re I lab 1 1 1 ty 
Consol i 

24X 


840706009/ Generic Ltr 84-18 to all nortpower reactor luensta#, i 
applications for licensta it amends Svc list end 
EIShNHUr, D, G, Division «# Licensurg 84/07/06 Consol 
Edison Co of Neu York, inc I7pp 25602 012 24X 

Fiche: 50-000, 84/07/06, 0407060097 


tessel Head Lift Rtg, Reactor Vf»«tl lntfrnal§ Lift Rig, Load 
CtU 6 Load Cell Linkage to Rtqui remtnts of NUREG-0612 , , 
items, p#r 840610 conference call 

SCHMIDT, H C, Texas Utilities Electric Co (formerly Texas utJ 
Oenemting Co ) 84/07/12 YOUNGBLOOD, 8 4 Licensing Branch 

2pp, 2563S 325. a4X Ficht 50-443, 84/07/ 1 2, 8407180145 


"-0407180146 Rev I to '‘Evaluation of Acceptability of Reactor V4 
Lift Rig, Reactor V«m»»l Internals Lift Rig, Load Cell I, Lo#«i ■ 
Cell t.inkag# to Requirement-i of NUREC-0612 for Texas Util 
Generating CoiCnmanch# Peak, Units i 4, 2 *' 

8ANDNER,H H Westinghou## Elec trie Corp WC.AP-lOi S6 ROl 
03/02/20 aOOpp, 25635:327 24X Fiche , 90-445, 84/07/12. 

8407180145, 
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8407240221 Forwards Rev 1 to Procedure TRA-299, "Shift Advisor Training 
h Qualifications, " Procedure revised to incorporate guidance 
provided in Generic Ltr 84-16, "Adequacy of On-Shift 
Operating Experience. . , " 

CLEMENTS, G, R Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ), 84/07/12 EISENHUT, D, G. Division of Licensing. 

2pp. 25725:1,30 24X Fiche 50-445,84/07/12,8407240221. 


--8407240225 Rev 1 to Procedure TRA-299, "Shift Advisor Training 
Qualifications. " 

Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ), S4/07/12 20pp, 25725.132. 24X 

Fiche: 50-445, 84/07/12, 8407240221. 


3407190525 Forwards marked-up rev to FSAR Table 17A-1, per 
10CFR50 55(f,M,3) Editorial change removes apparent 
inconsistency involving use of safety classification IE to 
describe c.able tra y s, c ond u i t supports for cable trays, 

MARSHALL, J S Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). 84/07/13 COLLINS, J, T, Region 4, Office of 

Director, 3pp. 25687:353. 24X F i c h e : 50-445, 84/07/13, 8407190525. 


8407240023 Forwards request for change to FSAR Table 17A-1 to satisfy 
10CFR50 55 ( f ) < 3 ) . C hang e clarifies performance of leak 
tests on instrument tubing between instrument isolation 
valves 5. instruments. 

MARSHALL, U. S Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ) 84/07/13, COLLINS, J.T. Region 4, Office of 

Director 12pp. 25730:344, 24X F i c h e : 50-445, 84/07/13, 9407240023. 


8407250034 Forwards special review team rept of 840413-13 special 
review re implementation of mgt contr o 1 , Thr ee potential 
enforcement actions i d en t i f i ed . Mg t control of const 
acceptab le. 

EISFNMUT, D. G. Division of Licensing, 84/07/13, SPENCE, M. D; Texas 
Utilities Electric Co, (formerly Texas Utilities G^rn-ri t i s' Co. ). 
72pp, 25779 124. 24X Fi c h e • 50-445, 84/07/: 4 


8407200137 Forwards addl info addressing remaining questions from 
840603 5 20 meetings re action items on ASME vs AWS 
gene r ic stiffnesses, 

SCHMIDT, H C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ), 84/07/16 YOUNGBLOOD, Q. U, Licensing Branch 1. 

14pp, 25692 199, 24X Fi Che : 50-445, 84/07/16, 8407200137. 


8407310145 Forwards Uols 1-4 of, "Independent Assessment Program of 
Comanche Peak Steam Electric Station (Phase 3)," final 
rept. 

WILLIAMS, N, H, CYONA Energy Services, 84/07/16. BURWELL, S. 

Division of Licensing, SCHMIDT, H, Wostinghouse Electric Corp. Spp 
23941:048, 24X Fi c h e ; 50-445, 84/07/ 1 6. 040731 0 1 45 


--8407310161 Vols 1-4 of, "Independent Assessment Program of Comanche 
Peak Steam Electric Station (Phase 3)," final rept. 

WILLIAMS, N, H, CYGNA Energy Services, TR-84042-01. 84/07/16. 

2072pp 25841 053, 24X F i c h e : 50 -445, 84/07/ 16, 8407310145. 


8407240582 Resolves Tech Spec Item 5 issue re environ protection plan 
documented in 840124 ltr to RJ Gary. Plan changes proposed in 
util 840406 ltr re groundwater levels .’y station water use 
monitoring acceptable, 

YOUNGBLOOD, B, J, Licensing Branch 1, 84/07/18. SPENCE, M. D. Texas 

Utilities Electric Co (formerly Texas Utilities Generating Co. ). 
2pp, 25734:263, 24X Fic he ; 50-445, 84/07/18, 8407240582. 


8407240124 Commits to perform study of environ qualification of 
safety-related mechanical equipment in potentially harsh 
environs, per 840426 meeting 831216 request. Program 
description end, 

SCHMIDT, H.C. Tex, as Utilities Electric Co. (formerly Texas Utilities 

Generating Co), 84/07/20 YOUNGBLOOD, B J Licensing Branch 1 . 
13pp. 25715 265. 24X Fi c h e : 50“445, 84/07/20, 84072-101 2*. 


8407310249 Responds to 840419 request for supplemental info & followup 
work re review of Phase 1 ?■; 2 independent assessment program 
clr3^ft final rept Status of action items listed. 

WILLIAMS, N, H, CYGNA Energy Services, 84/07/23, BURWELL, S. 

Division of Li c ons ing , GEORGE, U.B, Texas Utilities Electric Co. 
(formerly Texas Utilities Generating Co. ). 10pp. 25832:091. 24X 

Fiche; S0-44S, 84/07/23, 8407310249. 


8407310095 Requests that all refs to three-loop operation be deleted 
from Tech Sp ec s . L i c ens i ng for three-loop operation not 
desired. 

CLEMENTS, D R Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ), 84/07/25, YOUNGBLOOD, B . U. Licensing Branch 1. 

Ip, 25837:039. 24X F i c h e : 50-445, 84/07/25, 8407310095, 


8407310284 Forwards addl info from Westinghouse re containment sump 
performance, in response to NRC questions on 840629 
consolidated rept concerning paint & insulation debris 
effects on containment emergency sump performance, 

SCHMIDT, H.C. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co ). 84/07/26. YOUNGBLOOD, B, U. Licensing Branch 1. 

I9pp. 25832.294. 24X Fi c h e : 50-445, 84/07/26, 8407310284. 


8407310389 Forwards source range neutron flux indication backfit 
description for alternate shutdown which supercedes methods 
for removing high voltage from source range detector. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/27, YOUNGBLOOD, B J. Licensing Branch 1, 

4pp. 25830.263. 24X F i c h e . 50-445, 84/07/27, 8407310389 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


8407100445 Confirms info provided to J Stefano S Diab re certain TMI 
SER confirmatory issues Util p ar 1 1 c i p at in g in Westinghouse 
Owners Group on Items II K. 2. 13, 1 1 . K, 2 17, 1 1 . K, 3. 5, 1 1. K. 3. 30 
8,. II. K. 3. 31 Info re Item II. B. 1, "RCS Vents, " provided. 

WERh4ER,R.A. Texas Utilities Electric Co (formerly Texas Utilities 
-Generating Co.). 84/06/28. YOUNGBLOOD, B. U. Division of Licensing. 

2pp. 25464:353, 24X Fi c he : 50-445, 84/06/28, 8407100445. 


F. Security, medical, emergency .!< fire protection plans 


8407020834 Forwards updated status list of scheduled completion dates 
for NRC emergency plan appraisal App A open items, 

KUYKENDALL, U. C . Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co, ). 84/05/25. JOHNSON, E. Region 4, Office 

of Director. 5pp. 25214:261. 24X F i c he ; 50-445, 84/05/25, 8407020284. 


8407100232 Discusses first cycle emergency procedures re reactor 
vessel level instrumentat i on. Procedures under rev to 
eliminate ref to instrumentation 8-. will be revised after 
first refueling when measurement sys becomes operational. 

WOODLAN, D. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/29 YOUNGBLOOD. B J licensing Branch 1, 

Ip. 25512:350. 24X Fiche 50-445, 84/06/29, 3^07’. C0232 


8407130292 Rev 3 to Procedure ODA-204, "Preparation of Emergency 
Response Guidelines." W/a40706 ltr. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/06. YOUNGBLOOD, B. J. Licensing Branch 1. 

64pp. 25565 076. 24X Fiche : 50-445, 84/07/06, 8407130292. 


8407200163 Confirms use of App R to 10CFR50 as guidance in design 4( 
operation of fire protection program. Based on comparison of 
program w/r equireoents of App R, requirements met or 
justification provided for deviation. 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/16. YOUNGBLOOD, B. J, Licensing Branch 1. 

Ip. 25692:165. 24X Fi ch e: 50-445, 84/07/16, 8407200163. 


8407230158 Forwards final "Radiological Emergency Preparedness Exercise 
Rept for Commanche Peak." Deficiencies observed did not 
detract from overall d end ns tra ted capbility of State of TX 
Somervell 8- Hood Counties. 

KRIMM.R.W, Federal Emergency Management Agency. 84/07/16. 

JORDAN, E L. Division of E " r r -'-Jar ednes s 8,. Engineering 

Response (Post 830103). . r." r 24X Fiche; 50-445, 84/07/16, 

8407230158. 


--8407230161 Final "Rad i o 1 o g i ca 1 Emergency Preparedness Exercise Rept for 
Commanche Peak. " 

•» Federal Emergency Management Agency. 84/06/25. 89pp. 

25706:238. 24X Fi c h e : 50-445, 84/07/ 16, 8407230158, 


G. Adjudicatory correspondence 


8407030290 Forwards transcript of 840620 public meeting between staff 
Zt applicants to discuss various motions for summary 
disposition on pipe support design Zt design (3A issues 
submitted by app 1 icants. W/o end. Related correspondence. 

MIZUNG, G. S. Hearing Branch 1. DSB 984. 84/06/27. REYNOLDS, N. S. 

Bishop, Liberman, Cook, Purcell S; Reynolds. ELLIS, J. Citizens 
Association for Sound Energy. Ip. 25271:115. 24X 

Fiche; 50-445, 84/06/27, 8407030290. 


84C7090354 Forwards info re production of final witness list 
identification of incidents, examp les or results of 
harassment S', intimidation known to identified witnesses. 

Related correspondence, 

GARDE, B.P. Trial Lawyers for Public Justice. DSB 101. 84/06/27. 

Belter, L. W. Bishop, Liberman, Cook, Purcell Reynolds. <^slpp. 
25454:258, 24X Fiche: 50-445, 84/06/27, 8407090354. 
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8407020509 Notifies of advisement by representatives of QELD that 
intervenors allege that Ofc of Investigations prefers that 
a f f idavi ts/ s ta temen t s - e tc j no t be provided to parties Early 
release of info could jeopardize case, 

HAYES. B.B Office of Investigation. DSB 943, 84/06/29. BLOCHi P. B. 

Atomic Safety and Licensing Board Panel. Ip. 25226:055. 24X 
Fiche: 50-445. 84/06/29, 8407020509. 


8407020514 Memorandum order granting util 840406 motion for summary 
disposition of certain CASE allegations re AU'S ASME Code 
provisions on uelding i ss ues . I ssues covered by motion 
dismissed w/pr e jud i c e. Served on 840702 

BLQCH.P.B., JORDAN, W. H. , MCCOLLOM. K. A Atomic Safety and Licensing 
Board Panel. DSB 965, 84/06/29. Texas Utilities Electric Co. 

(formerly Texas Utilities Generating Co. ). 13pp. 25226; 112, 24X 

Fiche: 50-445, 8d/06/29, 8407020514 


— S407060008 Motion for summary disposition re allegations concerning Qa 
program for piping pipe support design No genuine issue 
of matl fact exists i< applicant entitled to favorable 
decision. Related correspondence. 

HORirj, W. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). HQRir4, W. A. Bishop, Liberman, Cook, Purcell 8; 
Reynolds, 84/07/03. Atomic Safety and Licensing Board Panel, 

26pp. 25430:323. 24X Fi c h e : 50-445, 84/07/03, 3407060003. 


— 9407060012 Affidavit of DN Chapman, UC Finneran.DE Powers, RP Deubler. 
RE Ballard .?< AT Parker re OA program for design of piping & 
pipe supports. Prof q.ual i f i cati ons •!>' one oversize chart 
end. Related correspondence 

CHAPMAN, D. r4. , FINNEKAN, J, C , , POWERS, D. E Texas Utilities Electric 
Co (^GT-z-rlj Texas Utilities Generating Co, ). 84/07/03. 266pp, 

25*3C 35^ 2^’X Fiche; 50-445, 84/07/03,8407060003. 


8407020516 Forwards applicant motion for summary disposition of CASE 
allegations re clinching down of U-b o 1 ts. Mo 1 1 on addresses 
Items 3,4 5 of applicant plan to respond to ASLD 831218 

order. Related correspondence. 

HORINiW.A. Bishop, Liberman, Cook, Purcell &. Reynolds. HORIN, W. A. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co,). DSB 958. 84/06/29. BLQCH.P.B., JORDAN, W. H. , MCCOLLOM. K. A. 

Atomic Safety and Licensing Board Panel. Ip. 25226:129, 24X 

Fiche: 50-445, 84/06/29. 8‘;07020516, 


— S407020518 Motion for summary disposition of CASE allegations re 
clinching down of U-bolts No genuine issue of matl fact 
exists applicant entitled to favorable d ec i s i on. Re late d 
correspondence. 

PHILIPS, M.H. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co, ). PHILIPS, M.H. Bishop, Liberman, Cook, 
Purcell Zf Reynolds. 84/06/29. Atomic Safety and Licensing Board 
Panel, 13pp. 25226:130. 24X Fiche. 50-445. 84/06/29, 8407020516. 


— 8407020527 Affidavit of RC lotti S'. UC Finneran re clinc.hing down of 
U-bol ts. Re lated correspondence. 

lOTTI.R.C. , FINNERAN, J. C. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co. ). 84/06/22, 300pp. 25226:143, 

24X Fiche: 50-445. 84/06/29, 8407020516. 


— 8407020530 Statement of matl facts as to which there is no genuine 
issue re consideration of clinching U-bolts. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/06/29, Atomic Safety and Licensing Board 

Panel. 9pp. 25227:033. 24X Fiche: 50-445, 84/06/29, 8407020516. 


8407030248 Response to ASL3 840130 memorandum (LBP-84-8) re adequacy of 
records retr ieval. Adequacy sufficiently demonstrated. 

Certificate of Svc end. 

REYNOLDS. N. S- Texas Utilities Electric Co. (formerly Texas Utilities 
(Generating Co, ). REYNOLDS, N. S. Bishop, Liberman, Cook. Purcell Sc 
Reynolds. DSB 981. 84/06/29. Atomic Safety and Licensing Board 

Panel. 62pp. 25271:0n. 24X Fiche: 50-445, 34/06/29, 8407030248. 


8407060078 Forwards list^^ng of documents CASE obtained for use in rate 
hearing also relevant Si matl to OL hearings St brief 
description of portions of documents of primary interest. 

W/o end. Related correspondence 

ELL IS, U. Citizens Association for Sound Energy. DSB 044. 84/06/30. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell 4 Reynolds. Ip. 
25429:223. 24X Fiche: 50-445, 84/06/30, 8407060078. 


8407060104 Request for admissions of truth for listed documents 
referenced in CASE 840630 Itr to N Reynolds. Certificate of 
Svc end. Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy, DSB 043. 84/06/30. 

Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 5pp, 25429:019, 24X Fiche: 50-445, 84/06/30, 8407060104. 


B407060098 Application for issuance of subpoenas for NRC witnesses 
D Griffin i-. R Steuart. Proposed subpoenas enc 1. W/Certif icate 
oF Svc. Related correspondence. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN.A.Z. 
Trial Lawyers for Public Justice. DSB 038. 84/07/02, Atomic 

Safety and Licensing Board Panel. lOpp, 25429:128. 24X 

Fiche; 50-445, 84/07/02. 8407060098, 


S407060003 Forwards motion for summary disposition re allegations on QA 
program for design of piping Ze. pipe supports. Motion 
addresses Items 1 S? 6 of applicant p Ian, Protective agreement 
U//CASE need ed . Related correspondence, 

HORIN, W, A. Bishop, Liberman, Cook, Purcell & Reynolds. HORIN, W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
B 033. 84/07/03. BLOCH, P. B. , MCCOLLOM, K. A. , JORDAN, W. H. 

arri 1 icons inq Bc.:=-d Panel, Ip. 25430:327. 24X 

’^5- urt/o" ' j'!. gz::3 


— 8407060018 State, rent of matl facts as to which there is no genuine 
issue. 

■» Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/03. Atomic Safety and Licensing Board 

Panel. 7pp. 25431:260. 24X F i c h e : 50-445, 84/07/03, 8407060003. 


0407090191 Forwards informal discovery requests re drug-related 
terninations & related d eve 1 opments . Cer ti f i cate of Svc encl. 

Related correspondence, 

ELL IS, J. Citizens Association for Sound Energy. DSB 069, 84/07/04. 

HORIN, W. A Bishop, Liberman, Cook, Purcell Reynolds. 22pp. 
25443:319, 24:< Fi ch e : 50-445, 84/07/04, 84070901 9 1 . 


8407100601 Forwards fourth biweekly update of schedule for loading of 
fuel. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Z>. Reynolds. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). DSB 133. ^84/07/05, BLOCH, P. B, , JORDAN, W. H. , 

MCCOLLOM, K. A. Atonic Safety and Licensing Board Panel. l^>pp. 
25514:020. 24X Fi c h e : 50-445, 84/07/05, 84071 0060 1 . 


8407100625 Forwards rept on safety significance of protective coatings 
inside containment. W/o encl. Related correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Z>. Reynolds. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). DSB 132. 84/07/05. Atomic Safety and Licensing 

Board Panel. Ip. 25514:005. 24X Fi c h e : 50-445, 84/07/05, 8407100625, 


8407110210 Response opposing CASE 840702 request for subpoena of NRC 
uitnesses.No matl relationship between witness activities & 
applicant activities sh own. Cer ti f i ca t e of Svc end, Related 
c orresp ondence. 

MIZUNO-G. S. Hearing Branch 1, DSB 102. 84/07/05. Atomic Safety 

and Licensing Board Panel, 5pp. 25527:309. 24X 

Fiche: 50-445, 84/07/05, 8<I071 10210 


8407090139 Memorandum Z: order denying 840702 motion to 
of staff witnesses. Served on 8T0706. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel, 
84/07/06. Citizens Association for Sound Energy. 
24X Fiche: 50-445, 84/07/06, 8407090139. 


compel testimony 

DSB 063, 

Ip. 25443:186. 


8407130228 Forwards curriculum vitae of IL Go 1 d s te i n, po tent i a 1 expert 
witness. Related correspondence. 

ROISMAN.A.Z, Trial Lawyers for Public Justice. DSB 229. 84/07/06. 

TRE8Y, S. Office of the Executive Legal Director. DOWNEY. B. Bishop. 
Liberman. Cook, Purcell Zf Reynolds. 11pp. 25564:106. 24X 

Fiche: 50-445, 84/07/06. 8407130228. 


8407180311 Forwards transcripts of interviews of CA Allen on 831121 Z. 
JJ Lipinsky on 840104 taken by NRC staff inspector Hawkins. 
Interview summaries of six individuals also end. W/o encl. 

Related correspondence. 

MIZUNO, G. S. Hearing Branch 1, DSB 320, 84/07/06. GARDE, B, 

Citizens Association for Sound Energy. Ip, 25652:062. 24X 

Fiche: 50-445, 84/07/06. 8407180311. 


8407100640 Submits formal objection to applicant failure to fully 8« 
timely respond to discovery request of CASE defines 
unavoidable consequences of failure, Related correspondence. 
ROISMAN.A.Z, Trial Lawyers for Public Justice. ROISMAN.A.Z. 

Citizens Association for Sound Energy, DSB 123, 84/07/07. BLOCH, P. 

Atomic Safety and Licensing Board Panel. 3pp, 25514: 199. 24X 

Fiche. 50-445,84/07/07, 8407100640. 


8407110281 Forwards original affidavits of LM Richman Sj RG Tolson filed 
w/840629 submittal re records St records retr ieva 1, Related 
correspondence. 

HARTMAN, S. L, Bishop, Liberman. Cook, Purcell Reynolds. 

HARTMAN, S. L. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). DSB 171. 84/07/07. CLEMENTS. W, L, Docketing & 

Services Branch 4pp. ''25522:355. 24X Fi c h e : 50-445, 84/07/07, 

8407110281. 
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8407110227 tlenrior i a 1 i z es S'10706 d i sc us s i on . ad vi s X ng that addl time 
needed to respond to applicant motion for summary 
d isposi t ion. Delay based on applicant not providing info 
reciuested on timetable p r omi sed. Re lat ed correspondence. 

ELLIS/ J. Citizens Association for Sound Energy. DSB 169. 84/07/0S. 

BLOCH, P.B.. HCCOLLCM, K. A. , JORDAN, W. H. Atomic Safety and Licensing 
Board Panel. 2pp. 25527:142. 24X F i c he : 50-445, 84/07/08, 84071 10227. 


8407110293 Forwards notion for summary disposition re allegations 
concerning consideration of force distributions in axial 
restraints. Motion addresses Item 15 of applicant plan. 

Related correspondence, 

HQRIN,W. A. Bishop, Liberman, Cook, Purcell Reynolds. HORIN.W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities (Generating 
Co.). DSB 170. 84/07/09. BLOCH,P,B,, JORDAN, W, H, , MCCOLLQM, K. A. 
Atomic Safety and Licensing Board Panel. Ip. 25527:040. 24X 

Fiche: 50-445, 84/07/09, 8407110293. 


--8407110299 Motion for summary disposition re allegations concerning 
consideration of force distribution in axial restraints. 

No genuine issue of matl fact exists applicant entitled 
to favorable dec is ion. Re lated correspondence. 

HORIN, W. A. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ). HORIN, W. A. Bishop, Liberman, Cook, Purcell S: 
Reynolds. 84/07/09. Atomic Safety and Licensing Board Panel. 
11pp. 25527:041. 24X F i c h e : 50-445, 84/07/09, 84071 1 0293. 


— 8407110306 Affidavit of RC lotti JC Finneran re consideration of 
force distribution in axial restraints. Prof qualification 
statements end- Related correspondence. 

IOTTI,R.C., FINNERAN, J. C. Texas Utilities Electric Co, (formerly 
Texas Utilities Generating Co, ). IOTTI,R. C. Ebasco Services, Inc. 
(subs, of Enserch Corp, ), 84/07/09, 49pp. 2 5527:051. 24X 

Fiche; 50-445, 84/07/09, 8407110293. 


— 8407110311 Statement of matl facts as to which there is no genuine 
issue re allegations concerning consideration of force 
distribution in axial restraints, Related correspondence. 

Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co, ). 84/07/10. Atomic Safety and Licensing Board 

Panel. 4pp, 25527:100, 24X Fi che: 50-445, 84/07/09, 84071 10293. 


8407120130 Protective order for witnesses granted pledges of 
confidentiality Served on 840711. 

BLOCH, P. Atonic Safety and Licensing Board Panel. DSB 205. 
84/07/10. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 4pp. 25550:270, 24X Fic h e : 50-445, 84/07/ 10, 

8407120130, 


8407130257 Forwards responses to NRC questions posed re motions for 
summary disposition submitted as part of plan to respond to 
831223 memorandum order . Re lated correspondence. 

HORIN, W, A. Bishop, Liberman, Cook, Purcell Z>. Reynolds. HORIN. W. A. 
Texas Utilities Electric Co. (formerly Texas Utilities (Generating 
Co.). DSB 220. 84/07/11, M1ZUN0,G. Hearing Branch 1. 15pp. 

25567:188. 24X Fiche; 50-445, S4/07/1 1 , 8407130257. 


8407160250 Forwards signature page of 840709 affidavit of JC Finneran 
re allegations concerning consideration of force 
distributions in axial r es tr a int s . Re lated correspondence. 

HORIN, W. A, Bishop, Liberman, Cook, Purcell 8^. Reynolds. HQRIN.W.A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.), DSB 260. 84/07/12. CLEMENTS, W. L, Docketing Services 

Branch. 2pp. 25601:101, 24X Fi che : 50-445, 84/07/12, 84071 60250. 


84072002.56 Comments on 840709 Itr memorializing 840706 ex parte telcon 
re schedule for CASE answers to applicant outstanding 
notions for summary d i sp os i t i on. Repr esentat i on inacorrate. 

Related correspondence. 

HORIN, W. A, Bishop, Liberman, Cook, Purcell Reynolds, DSB 397. 
84/07/15, ELLIS, J. Citizens Association for Sound Energy. 3pp. 
25694:301. 24X Fi c h e ; 50-445 , 84/07/ 1 5, 8407200256. 


8407190519 Responds to Roisman 840707 Itr re late delivery of matl, 
exit interviews, deletion of individual names in documents it 
exclusion of other contractors or subcontractors from 
searched documents. Related correspondence. 

DOWNFY, B. L. Bishop, Liberman, Cook, Purcell it Reynolds. DSB 361. 
84/07/18. BLOCH, D.B. Atomic Safety and Licensing Board Panel. 5pp'. 
25684:236. 24X Fiche: 50-445, 84/07/18, 8407190519. 


8407230332 Motion opposing applicant 840625 motion for summary 
disposition of max roughness surface preparation issue it 
motion for discovery if subj applicant motion determined to 
have mer it. Re lated correspondence, 

ELLIS, J. Citizens Association for Sound Energy, DSB 434. 84/07/19. 

Atomic Safety and Licensing Board Panel. Spp. 25711:205. 24X 

Fiche: 50-445, 84/07/19, 8^07230332. 


— 8407230343 Motion requesting applicant i. NRC admission of truth of 
facts re protective coatings issue of max roughness surface 
preparation, Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy, 84/07/19. 
Atomic Safety and Licensing Board Panel, 5pp. 25711:210. 24X 

Fiche: 50-445, 84/07/19, 8407230332. 


— 8407230351 Twenty-fourth set of interrogatories i. requests to produce 
documents re applicant 840625 motion for summary disposition 
of max roughness surface preparation issue. Certificate of 
Svc end. Related correspondence. 

ElLIS, J. Citizens Association for Sound Energy. 84/07/19. 

Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 9pp. 25711:215. 24X Fiche: 50-445, 84/07/19, 8407230332. 


8407250271 Advises that certain fire dampers installed at variance w/ 
UL test conf igurat ion. Var ianc e detected during normal 
testing of damp ers. Rework or minor mods for 33 dampers 
necessary. Related correspondence, 

REYNOLDS, N. S. Debevoise i. Liberman. REYNOLDS, N. S. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co. ). DSB 482. 
84/07/20. BLOCH, P.D., MCCOLLOM, K. A. , JORDAN, W. H. Atomic Safety and 
Licensing Board Panel, Ip. 25736:331. 24X Fiche: 50-445, 84/07/20, 

8407250271, 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C, L. TDI (Transamer i ca Delaval, Inc. ) Owners (Group. 84/06/19. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25121:352. 24X Fi c h e: 50-000, 8<J/06/ 19, 8406250001 . 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8407200028 Forwards Amend 50 to FSAR . Af f i davi t end. 

CLEMENTS, B, R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/13, DENTON, H. R, Office of Nuclear Reactor 

Regulation, Director. 4pp. 25690:159. 24X Fiche: 50-445, 84/07/13, 

0407200028. 


— 8407200032 Amend 50 to FSAR. 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Opre'’a ^’>3 Cc ' 84/07/13, 524pp. 25690:163. 24X 

Fichu ‘jC 0-1 /07/13, 8407200028. 


Q. Inspection reports, IE Bulletins i correspondence 


8407120628 Forwards Ofc of Investigations Rept 4-84-006 on 830803-1027. 
No violations or deviations identified. 

BANCART, R.L. Region 4, Office of Director. 84/06/21. SPENCE, M.D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 25555:317. 24X Fiche: 50-4^5, 84/06/21, 8407120628. 


— 8407120633 Rept of Investigation 4-84-006 on 830803-1027. Major areas 
investigated ; al legat ions re intimidation of employees. 

Status closed. 

GRIFFIN, H. B. , HERR, H. R. , WARD, W. J, Office of Investigation. 
84/06/21, 3pp. 25555:319. 24X Fiche: 50-445, 84/06/21, 8407120628. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. ISdpp. 25535:160. 24X Fi che : 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees &■. Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness i, Engineering 
Response (Post 830103), 84/06/29, Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311. 


8407030057 Board Notification 84-1 1 7: forward s Errata 2 to SALP Repts 
50-445/83-49 it 50-446/83-23. 

EIStNHUT, D. (G. Division of Licensing, 84/06/29. BLOCH, P. , 

JORDAN, W. , MCCOLLUM, W. Atomic Safety and Licensing Board Panel. 
3pp. 25465:245, 24X Fic h e : 50-445, 84/06/29, 8407030057. 


— 8407100477 Requests that proposed board notification re SALP rept 
& end errata be sent to ASLB. 

COLLINS, J.T. Region 4, Office of Director. 84/05/30. 

EIStNHUT, D. 0, Division of Licensing. Ip. 25465:248. 24X 

Fiche: 50-445, 84/06/29, 8407030057. 


--8402150450 Forwards NRR SALP evaluation for Oct 1982 - Sept 1983. Rept 
based on survey of selected reviewers w/s ignif icant contact 
or involvement w/applicant over evaluation period. 

Performance rated Category 2. 

BURWELL,S. B. Licensing Branch 1, 84/02/06. EISENHUT, D. G. 

Division of Licensing. Spp. 25465:293. 24X Fiche : 50-445, 

84/06/29, 8407030057. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05, Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 



350 


DOCKETED ITEMS 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Docunentatian I- Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Past 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602.032. 24X F i c he : 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness S- Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 34/07/06, 8407050274. 


8407130198 Forwards "Demonstration of Ultrasonic Exam Techniques 
Applied to Welds in Nain Coolant Loop Piping. " 

SCHNIDT,H. C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/06. YOUNGBLOOD, B. U. Licensing Branch 1. 

ip. 25563:010. 24X Fi c h e : 50-445, 84/07/06, 84071301 98. 


--8407130204 "Demonstration of Ultrasonic Exam Techniques Applied to 
Welds in Main Coolant Loop Piping. " 

ADAMONIS. D. C. , MAGER, T. R. Westinghouse Electric Corp, 84/06/28. 
14pp. 25563:011. 24X Fi c he : 50-445, 84/07/06, 84071301 98. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 5! Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, S4/07/10, 8407060251. 


8407170237 Forwards Vendor insp repts for eva 1 uat ion. W/o repts.End 
endorsements should be signed returned. 

HUNTER, DP <'■ Office of Director. 84/07/12, SPENCE, M. D. 

Texas U-: t- ■-:t:’."ic Co. (formerly Texas Utilities Generating 

Co.). 3pp. 25618:316. 24X Fiche: 50-445, 84/07/12, 8407170287. 


8407230166 Responds to IE Bulletin 84-02, "Failures of GE Type HFA 
Relays in Use in Class IE Safety Sys, " GE Type HFA relays 
not utiliied in reactor trip sys. All saf ety-re lated Class IE 
auxiliary relays qualified to pertinent requirements. 

SPENCE, M, D. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/07/16 COLLINS, J. T, Region 4, Office of 

Director. 6pp, 25704:291. 24X Fi c h e : 50-445, 84/07/16, 840 7230166. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York, Inc. 109pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports related correspondence 


8407090141 Submits fourth biweekly update on status of important 
schedule-related issues for fuel load in late Sept 1984. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co, ). 84/07/02, EISENHUT, D. G. Division of Licensing. 

COLLINS, J. T. Region 4, Office of Director, 15pp. 25443:215. 24X 

Fiche: 50-445, 8-1/07/02, 8407090141. 


8407240202 Submits fifth biweekly update on status of important 
schedule-related issues for Sept 1984 fuel load. Diesel 
generator Train B operability checks completed on 840713. 

Control room HVAC now appears to be critical path. 

GEORGE, U. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ), 84/07/16. EISENHl|Tj D. G. Division of Licensing. 

COLLINS, J.T. Region 4, Office of Director, 13pp. 25723:181. 24X 

Fiche; 50-445, 84/07/16, 8407240202. 


S. Reportable occurrences, LERs S', related correspondence 


8407110212 Responds to request for info re Westinghouse DS-416 breaker 
moving secondary contact mounting frame we Ids. Separated 
bracket welds not indicative of generic issue. 

RARE, E P. Westinghouse Electric Corp, 84/06/14, BAER, R. L. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25527:303. 24X Fi che: 50-445, 84/06/14, 84071 10212. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-4S. 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche; 50-000, 84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO, J. Stone Webster Engineering Corp. 84/06/19. 17pp. 

25549:180, 24X Fi c h e : 50-000, 84/06/20, 8407 1 20321 , 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON, H, R. Office of Nuclear ReL^L■tL■;•• ,Pe c ■ 1 a t i o': , Director. 2pp. 
25707; 172 24X Fiche: 50-000, S4/06/2(.-,. 8^07230126 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants & 

NRC. " 

RAY, C. L. TDI (Transaner 1 ca Delaval, Inc. ) Owners Group. 84/06/20. 
28pp. 25707:174. 24X Fi c he. 50-000, 84/06/20, 8407230126. 


8407090144 Final deficiency rept re f a 1 s i f i c at i on of vendor inspector 
eye e xams , In i t ia 1 1 y reported on 84021 5. In ves t i ga t i on 
c omp lete. I tem not reportable per 1 0CFR50. 55 ( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co,). 84/06/27. JOHNSON, E. H. Region 4, Office of 

Director. Ip. 25443:230. 24X F i c h e : 50-445, 84/06/27, 8407090144. 


B4070901S6 Final Significant Deficiency Rept SDAR-13S re possible 
insulation damage in certain reels of Rockbestos Class IE 
multi-conductor cable. Initially reported on 840606. Mat ter 
not reportable under 10CFR50. 55( e ) . 

CLEMENTS, B. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/07/02. JOHNSON, E. H. Region 4, Office of 

Director. Ip. 25443:150. 24X Fic he ; 50-445, 84/07/02, 8407090186, 


8407090190 Interim Significant Deficiency Rept SDAR-123 re calibr 
technique of pressure transm i t ter s. Corr ec t i ve action will be 
completed by 841231. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/07/02. JOHNSON,, E, H, Region 4, Office of 

Director. Ip. 25443:245. 24X Fic he : 50-445, 84/07/02, 8407090190, 


8407090200 Interim Significant Deficiency Rept SDAR-137 re 
inconsistency in draft Tech Spec ?y. FSAR accident analysis. 

Initially reported on 840604. Based on inves tigation, matter 
not reportable per 10CFR50. 55( e) . 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 84/07/02. JOHNSON, E. H. Region 4, Office of 

Director Ip. 25442' 314. 24X Fi c h e : 50-445, 84/07/02, 8407090200, 


8407090255 Interim Significant Deficiency Rept SDAR-136 re temp 
envelope requirements on environ qua 1 i f ica t i ons of equipment 
outside containment for high energy line breaks. Initially 
reported on 840604. Next rept by 840831. 

CLEMENTS, B. R. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). 84/07/02, JOHNSON, E. H. Region 4, Office of 

Director. Ip. 25450:190. 24X Fi c h e : 50-445, 84/07/02, 8407090255, 


8407090106 Comments on BNWL draft rept, "Review Evaluation of TDI 
Diesel Generator Owners Program Plan, " Rept provides 
appropriate logical structure for dealing w/problems in 
TDI diesel engines, 

HEYWOOO, U. B. Massach usetts Institute o e c r 1 r , ':..imhr : dgp, MA. 

84/07/03. DENTON, H.R. Office of Nudea" ■? t-a r: ■;r- ' - o'T 1 : o'). 

Director. 2pp. 254<J8: 340, 24X Fi c h e : 5'.: -C DC . .'...'i. 'U7/ OJ b'-1C /0-VGl C.u 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review Z>. BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T, S, Division of Licensing. 84/07/05, BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi ch e : 50-000, 84/07/05, 

8407110433. 


8407120339 Board Notification 84-127: forwards info re TDI Owners Group 
repts & conflict of interest determination concerning PNL. 

EISENHUT, D, G. Division of Licensing, 84/07/05. PALLADINO 
Consolidated Edison Co. of New York, Inc. 5pp. 25730: 149. 24X 

Fiche: 50-000,84/07/05, 8407120339. 


8407200247 Final Deficiency Rept SDAR-139 re indeterminate fluoride 
content of Manvxlle insu la t i on. In i t ia 1 ly reported on 840612. 

Condition not reportable under 10CFR50. 55( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/11, JOHNSON. E. H, Region 4, Office of 

Director, Ip. 25697:234. 24X Fi c h e : 50-445, 84/07/1 1 , 8407200247. 
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B407250348 Significant Deficiency Rept SDAR-133 re diesel generator 
turbo charger thrust bearing lubrication. Investigation 
determined item not reportable per lOCFRSO. 55( e ) . 

CLEMENTS, B. R. Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co. ). 84/07/13. JOHNSON, E, H. Region 4, Office of 

Director. ip. 25754:163. 24X Fiche: 50-445, 84/07/12, 8407250348. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve ho 1 d er . Eva 1 ua t i on completed on 840713. No 
corrective action required. 

BOfER, R. E, Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6 pp. 25600:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator Caused by 
surface imperfect ion. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6 pp. 25692:305. 24X 

Fiche: 50-000. 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. *' 

RAY,C.L Duke Power Co. 84/07/16, DENTON. H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294, 24X 

Fiche: 50-000, 84/07/16, B407190249. 


--8407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone t-. Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000. 84/07/16. 8407190249, 


8407260465 Forwards "Review Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D, G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc. > Owners Group, 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16. 8407260465, 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Lab ora tories. 

FIN 8-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fi ch a : 50-000, 84/07/ 16, 8407260465. 


8407310001 Interim deficiency rept re installation of curtain fire 
dampers w/o proper provisions for thermal expansion 
Initially reported on 840309, Eva 1 uati on in pr ogres s, Ne k t 
rept expected by 840813. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/20. JOHNSON. E. H. Region 4, Office of 

Director. Ip. 25849:156. 24X Fic he : 50-445. 84/07/20, 8407310001. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cyl inder heads 8 e connecting rods. 

BERLINOER, C. H. Division of Licensing. 84/07/23. GEpRGE, J. B. TDI 
(Transamerica Delaval, Inc, ) Owners Group. lOpp. 25816:303. 24X 

Fiche: 50-000.84/07/23. 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis," prepared for TDI Diesel 
Generator Owners Croup. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 04/09724, 
DENTON. H. R, Office of Nuclear Reactor Regulation, Director. 2pp. 
25302:061. 24X Fiche: 50-000, 84/07/24, 0407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Ana lysis. " 

* Stone fy. Webster Engineering Corp, 84/07/31. S9pp. 23802:063. 
24X Fiche; 50-000,04/07/24,8407300301. 


8407310248 Comments on PWt Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown, 

RAY. C. L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINOER, C. H, Office of Nuclear Reactor Regulation, Director. 4pp. 
25828:239. 24X Fich e: 50-000, 84/07/26, 8407310248. 


T. Hearing transcripts on non-an ti trust matters 


8407020388 Transcript of 840628 hearing in Bethesda. MD. Pp 13,598- 
13. 679. 

♦ Atomic Safety and Licensing Board Panel, 84/06/28. 83pp. 

25215:041. 24X Fiche ; 50-445, 84/06/28, 8407020388, 


8407050247 Transcript of 840702 hearing in Be thesda, MD. Pp 13,679- 
13, 810. 

* Atomic Safety and Licensing Board Panel. 84/07/02. 132pp. 

25297:057. 24X Fiche; 50-445, 84/07/02, 8407050247. 


8407170035 Transcript of A Vega 840709 deposition in Glen Rose, TX. 

Pp 36,500-36,659. 

* Atomic Safety and Licensing Board Panel. VEGA, A. Texas Utilities 
Electric Co. (for.merly Texas Utilities Generating Co.). 84/07/09. 

225pp. 25610:087. 24X F ic h e : 50-445, 84/07/09, 84071 70035, 


8407170065 Transcript of J Callicutt 840709 deposition in 
Glen Rose.TX.Pp 38,000-33,110. 

* Atomic Safety and Licensing Board Panel. CALLICUT,J. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/09. 114pp. 25610:312. 24X Fi c h e: 50-445, 84/07/09, 8407170065- 


8407170073 Transcript of RE Kahler 840709 deposition in Glen Rose,TX. 
Pp 36,000-36,1278. 

♦ Atomic Safety and Licensing Board Panel. KAHLER, R.E. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/09. I33pp. 25619:177. 24X F ic h e . 50-445, 84/07/09. 8407170073. 


8407170082 Transcript of DN Chapman 840709 deposition in Glen Rose, TX, 
Pp 35, 500r35, 730. 

* Atomic Safety and Licensing Board Panel, CHAPMAN, D. N, Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co.). 
84/07/09. 242pp. 25609:180. 24X F i c h e : 50-445, 84/07/09, B4071 70082. 


8407170228 Transcript of KA Liford 840709 deposition in Glen Rose.TX. 
Pp 38, 11 1-3S, 187. Related info end. 

* Atomic Safety and Licensing Board Panel. LIFORD, K, A. Brown & 

Root, Inc. (subs, of Halliburton Co. ), 84/07/09. 35pp. 25621:344. 

24X Fiche: 50-445. 84/07/09, 840717022S. 


9407170237 Transcript of J Patton 840709 deposition in Glen Rose.TX. 

Pp 37, 561-37, 712. 

* Atomic Safety and Licensing Board Panel. PATTON, J. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co.). 
84/07/09. 153pp. 25621:127. 24X Fiche: 50-445, 84/07/09, 8407170237. 


8407170238 Transcript of LO Wilkerson 840709 deposition in Glen Rose, 
TX. Pp 37, 500-37, 560. 

* Atomic Safety and Licensing Board Panel, WILKERSON, L. G. Bishop, 
Liberman, Cook, Purcell 84 Reynolds. WILKERSON, L, G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.), 84/07/09. 

62pp. 25621:231. 24X Fi c h e ; 50-445, 84/07/09, 84071 70238. 


8407170243 Transcript of RG Spangler 840709 deposition in Olen Rose.TX, 
Pp 36, 128-36, 187. 

•* Atomic Safety and Licensing Board Panel. SPANGLER, R. 0. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/09. 57pp. 25611:136. 24X Fic he ; 50-445, 84/07/09, 8407170243, 


8407170246 Transcript of JR Johnson 840709 deposition in Glen Rose.TX. 
Pp 39,001-39,065. 

* Atomic Safety and Licensing Board Panel. JOHNSON, J. R. Brown ic 
Root, Inc (subs, of Halliburton Co,). JOHNSON, J.R. Texas Utilities 
Electric Co, (formerly Texas Utilities Generating Co. ). 84/07/09. 

70pp. 25611:194. 24X Fi c h e ; 50-445, 84/07/09, 8407170246. 


8407170269 Transcript of F Coleman 840709 deposition in Glen Rose, TX, 
Pp 35, 079-35, 125. Supporting documentation end. 

Atomic Safety and Licensing Board Panel. COLEMAN, F, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/09. 50pp. 25617:095. 24X Fi c h e : 50-445, 84/07/09, 8407170269. 


8407170324 Transcript of 840709 telephone conference in Glen Rose.TX, 
Pp 38, 500-38, 542. 

* Atomic Safety and Licensing Board Panel. 84/07/09. 42pp. 

25613:265. 24X Fiche; 50-445, 84/07/09, 8407170324. 


8407170327 Transcript of MG Krisher 840709 deposition in Olen Rose.TX, 
Pp 37, 000-37, 133. Supporting documentation end. 

* Atomic Safety and Licensing Board panel. KRISHER. M. 0. 

Affiliation Not Assigned. 84/07/09. 146pp. 25613:049. 24X 

Fiche: 50-445, 84/07/09, 8d07170327. 


8407170347 Transcript of J Green 840709 deposition in Glen Rose.TX. 

Pp 35. 000-35, 078. 

■e Atomic Safety and Licensing Board Panel. GREEN, J. Brown & Root, 
Inc, (subs, of Halliburton Co, ), GREEN, J, Texas Utilities Electric 
Co. (formerly Texas Utilities Gerr-ating Cc ' 84/07/09. B2pp. 

25615:183. 24X Fiche; 53 -4-5 :.M'07 DR i-;4C7l 


8407170041 Transcript of BR Snellgrove 840710 deposition in Olen Rose, 
T.X, Pp 44, 000-44, 136. 

* Atomic Safety and Licensing Board Panel. 84/07/10. 137pp. 

25617:294. 24X Fiche: 50-445, 84/07/10, 8407170041 . 


8407170078 Transcript of OR Purdy 840710 deposition in Glen Rose.TX. 

Pp 41 . 000-41, 272, Supporting documentation end. 

♦ Atomic Safety and Licensing Board Panel, PURDY, G.R. Brown S< 
Root, Inc. (subs, of Halliburton Co. >, 84/07/10. 340pp. 25619:310, 

24X Fiche; 50-445,84/07/10,8407170078. 
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8407170231 Transcript of BR Cleinents S40710 deposition in Glen Rosei TX. 
Pp 40,000-40,192. 

■» Atomic Safety and Licensing Board Panel. CLEMENTS, B. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ), 
04/07/10. 194pp, 25620:294 24X Fi che: 50-445, 84/07/10, 0407170231. 


8407170255 Transcript of C Krishnan 840710 deposition in Glen Rose, TX. 
Pp 42,000-42,016. 

* Atomic Safety and Licensing Board Panel. KRISHNAN, G. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/10, iSpp. 25622:070, 24X Fi c h s : 50-445, 84/07/10, 8407170255. 


8407170283 Transcript of TR Locke 840710 deposition in Glen Rose, TX. 

Pp 41, 503-41 , 606. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. LOCKE. T. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/10. 114pp. 25617:145. 24X Fi ch e : 50-445, 84/07/1 0, 8407170283. 


B407170298 Transcript of RD Tolson 840710 deposition in Glen B.ose,TX. 

Pp 40, 500-40, 669, Supporting documentation end. 

Atomic Safety and Licensing Board Panel. TOLSON, R.D. Affiliation 
Not Assigned. 94/07/10. 175pp. 25616:192. 24X 

Fiche: 50-445, 8-1/07/10, 8407170298. 


8407170314 Transcript of 03 Keeley 840710 deposition in Glen Fcose.TX. 

Pp 36,187-36,216. 

■» Atomic Safety and Licensing Board Panel. KEELEY, G. S. Affiliation 
Not Assigned. 84/07/10, 31pp, 25615:265. 24X 

Fiche: 50-445, 84/07/10, 8407170314, 


8407170319 Transcript of U Mansfield 840710 deposition in Glen Rose.TX. 
Pp 44, 500-44, 566. 

* Atomic Safety and Licensing Board Panel. MANSFIELD, W. 

Affiliation Not Assigned, 84/07/10. 69pp. 25613: 196. 24X 

Fiche: 50-445. 84/07/10, 8407170319. 


8407180110 Transcript of M Wells 840711 deposition in Glen Rose.TX. Pp 
46, 500-46, 551. 

* Atomic Safety and Licensing Board Panel. WELLS, M. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
WELLS, M. Broun 2< Root, Inc. (subs, of Halliburton Co. >. 04/07/11. 

53pp. 25647:033. 24X Fi c he : 50-445, 84/07/1 1 . 84071801 10. 


8407190122 Transcript of MH Spence 840711 deposition in Dallas, TX. 

Pp 48, 000-48, 087. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. SPENCE, M.D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/11. 98pp. 25672:282. 24X Fi c h e : 50-445. 84/07/1 1 . 8407190122. 


8407190208 Transcript of R Yockey 840711 deposition in Glen Rose.TX. 

Pp 47, 000-47, 024. 

* Atomic Safety and Licensing Board Panel. YOCKEY, R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
YOCKEY, R. Broun ts Root, Inc. (subs, of Halliburton Co. ). 84/07/11. 

27pp. 25674:006. 24X Fi c h e : 50-445, 84/07/ 1 1, 8407190208. 


8407190213 Transcript of LF Fikar deposition in Glen Rose.TX. 

Pp 46, 001-46, 144. 

* Atomic Safety and Licensing Board Panel. FIKAR. L. F. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co, ). 
84/07/11, 14Spp, 25677:304. 24X Fiche: 50-445, 84/07/1 1, 8407190213. 


8407190222 Transcript of PG Brittain 840711 deposition in Glen Rose.TX. 
Pp 48,501-48,527. 

* Atomic Safety and Licensing Board Panel. BRITTAIN, P. G. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/11. 31pp. 25678:105. . 24X Fi c he: 50-445, 84/07/1 1 , 8407190222. 


8407190227 Transcript of BH Grier 840711 deposition in Glen Rose.TX 
Pp 45,500-45,614. 

* Atomic Safety and Licensing Board Panel. GRIER, B.H. Texas 
Utilities Electric Co. (formerly T^xas Utilities Generating Co ). 
GRIER, B.H. Gi 1 bert/Com-T.onuealth, Inc. (formerly Gilbert Associates, 
Inc.). 84/07/11, 159pp. 25674:033. 24X Fi ch e : 50-445, 84/07/1 1, 

8407190227. 


8407190236 Transcript of Jfl George 840711 deposition in Glen Rose,Tx 
re harassment St intimidation of personnel. Pp 47,500-47,542. 

* Atomic Safety and Licensing Board Panel. GEORGE, J.B. Texas 
Utilities' Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/11. 42pp. 25675:339. 24X Fi c h e ; 50-445, 84/07/ 1 1 , 8407190236. 


8407190240 Transcript of CT Brandt 840711 deposition in Glen Rose.TX. 
Pp 45,000-45.238- 

* Atomic Safety and Licensing Board Panel. BRANDT, C, T. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
BRANDT, C. T. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
84/07/11. 240pp. 25674:196. 24X Fi che: 50-445, 84/07/1 1, 8407190240. 


8407180139 Transcipt of SO Miles 840712 deposition in Glen Rose, TX, 

Pp 50, 600-50, 628. 

* Atomic Safety and Licensing Board Panel. MILES, S. G. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/12. 30pp. 25636:259. 24X Fic he : 50-44 5, 84/07/12, 8407180139. 


8407190132 Transcript of LL Smith 840712 deposition in Glen Rose, TX re 
verification of affidavit signature witnessed by notary 
public. Pp 1-35. Supporting documentation encl. 

■* Atomic Safety and Licensing Board Panel. SMITH, L.L. Brown St 
Root, Inc (subs, of Halliburton Co. ). 84/07/12. 46pp. 25673:300, 

24X Fiche: 50-445, 84/07/12, 8407190132, 


8407190217 Transcript of D Frankum B40712 deposition in Glen Rose.TX. 
Pp 49,000-49,130. 

■» Atomic Safety and Licensing Board Panel. FRANKUM, D. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co.). 
84/07/12, 134pp. 25678:136. 24X Fi c he: 50-445, 84/07/ 1 2, 8407190217. 


8407190223 Transcript of BU Murray 840712 deposition in Glen Rose.TX. 
Pp 50, 500-50, 568. 

* Atomic Safety and Licensing Board Panel. MURRAY, B.U. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/12. 67pp. 25678:273 24X Fiche: 50-44 U, 84/07/12, 8407190223. 


8407190230 Transcript of R Messerly 840712 deposition in Glen Rose, TX 
re harassment intimidation of QC personnel. Pp 50,000- 
50, 087. Supp ort ing documentation encl. 

* Atomic Safety and Licensing Board Panel, MESSERLY, R. Brown & 
Root, Inc (subs, of Halliburton Co, ). 84/07/12. 180pp. 25677:135. 

24X Fiche. 50-445, 04/07/12, 8407190230. 


8407190262 Transcript of LL Smith 840712 deposition in Glen Rose.TX re 
intimidation & harassment of personnel, Pp 49,500-49,514. 

# Atomic Safety and Licensing Board Panel. SMITH. L. L. Brown & 
Root, Inc, (subs, of Halliburton Co. ). 84/07/12. 17pp. 25675:083. 

24X Fiche; 50-445, 84/07/12, 8407190262. 


8407180085 Transcript of TR Tolson 840713 deposition in Glen Rose.TX, 
Pp 51,000-51,138. 

* Atomic Safety and Licensing Board Panel. TOLSON, R, Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. )■ 
84/07/13. i38pp. 25648:240. 24X Fiche: 50-445, 84/07/13, 8407180085. 


8407190116 Transcript of J Krolak 840713 deposition in Glen Rose.TX. 
Pp 52, 500-52, 604. 

# Atomic Safety and Licensing Board Panel. KROLAK, J, Citizens 
Association for Sound Energy. 84/07/13, 105pp. 25672:099. 24X 

Fiche: 50-445. 84/07/13, 8407190116. 


8407190123 Transcript of D Stiner 840713 deposition in Glen Rose.TX re 
harassment intimidation at facility. Pp 52,000-52,250. 

♦ Atomic Safety and Licensing Board Panel, STINER, D. Brown 8< Root, 
Inc. (subs, of Halliburton Co.). 84/07/13. 2S0pp. 25673:026. 24X 
Fiche: 50-445, 84/07/13, 8407190123. 


8407190243 Transcript of H Stiner 840713 deposition in Glen Rose.Tx re 
intimidation it harassment of personnel. Pp 51,500-51,721. 

Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. STINER, H. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co. ). 
84/07/13. 239pp. 25675:100. 24X Fiche: 50-445, 84/07/13, 8407190243. 


8407240204 Transcript of M.A Welch 840716 deposition in Glen, Rose. TX re 
"T-Shirt incident" concerning harassment, in t imi da t i on qt 
threatening of QA/QC personnel. Pp 53,000-53,264. 

* Atomic Safety and Licensing Board Panel. WELCH, M. A. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/16, 239pp. 25725:152. 24X Fiche: 50-445, 84/07/16, 8407240204, 


8407240200 Transcript of Jfc, Cumihins 840717 deposition in Glen Rose, TX 
re harassment, intimidation or threatening of QA/QC 
personnel. Pp 57, 000-57, 075. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. CUMMINS, U. E. NRC - No 
Detailed Affiliation Given. 84/07/17. 81pp. 25719:001. a4X 

Fiche: 50-445, 84/07/17, 8407240200, 


8407240279 Transcript of Ky Whitehead 840717 deposition in Glen 
Rose, TX. Pp 55, 000-55, 164. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. WHITEHEAD, K. W. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/17. 175pp. 25723:335. 24X Fich e: 50-445, 84/07/1 7, 8407240279. 


8407240303 Transcript of RR Taylor 840717 deposition in Glen Rose, TX. 
Pp 53. 500-53, 553. 

■* Atomic Safety and Licensing Board Panel. TAYLOR, R.R. Region 4, 
Office of Director. 84/07/17. 54pp. 25717:003. 24X 

Fiche: 50-445, 84/07/17. 8407240303, 
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8407250098 Transcript of F Haujkins 840718 deposition in Glen Rose* 

TX re har rassfnenti intinidation or threatening of QA/QC 
personnel. Pp 56i 000-56, 1 1 9. Sup por t ing documentation encl. 

■» Atomic Safety and Licensing Board Panel. HAWKINS, F. Region 3, 
Office of Director. 84/07/18. 157pp, 25745:148. 24X. 

Fiche: 50-445, 84/07/18, 8407250098. 


8407250125 Transcript of H Hollis, CH Baker, K Hall C Tedder 840718 
depositions in Glen Rose. TX re posting of NRC Form 3. 

Pp 60, 500-60, 590. 

* Atonic Safety and Licensing Board Panel. HOLLIS, H. , BAKER, C. H. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 84/07/18. 92pp. 25747:180. 24X F i c h e : 50-445, 84/07/18, 

8407250125. 


8407250245 Transcript of 821108 interview of D Culton in Glen Rose,TX. 
Pp 1-76. Transcribed on 840718. 

* Atomic Safety and Licensing Board Panel. CULTON, D. Affiliation 
Not Assigned. 84/07/18. 77pp. 25736: 117. 24X 

Fiche: 50-445, 84/07/18, 8407250245. 


9407250263 Transcript of 3R Clements 840718 deposition in Glen Rose.TX. 
Pp 60, 000-60, 084. Supporting documentation encl. 

Atomic Safety and Licensing Board Panel. CLEMENTS, B, R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
84/07/18. 104pp. 25739:046. 24X F i c h e : 50-445, 84/07/ 18, 8407250263. 


8407250109 Transcript of R Yockey 840719 deposition in Glen Rose, 

TX. Pp 61, 000-61, 020. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. YOCKEY. R. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
YOCKEY, R. Broun Root. Inc. (subs, of Halliburton Co. ). 84/07/19. 

32pp. 25750:186. 24X Fi ch e : 50-445, 84/07/19, 8407250109. 


8407250236 Transcript of C Manning 840719 deposition in Glen Rose/TX. 
Pp 61, 500-61, 516. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. MANNING.C. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
84/07/19. 30pp. 25750:130. 24X Fi c h e : 50-445. 84/07/ 19, 8407250236. 


8407250376 Transcript of U£ Hallford 840719 deposition in Glen Rose, TX. 
Pp 70. 000-70, 059. Supporting documentation encl. 

♦ Atomic Safety and Licensing Board Panel. HALLFORD, U. E. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co, ). 
HALLFORD, J. E, Broun Root, Inc. (subs, of Halliburton Co. ). 
84/07/19. 62pp. 25739:296 24X Fiche: 50-445, 84/07/19, 8407250376. 


8407250289 Transcript of RL Dempsey 840720 deposition in Glen Rose, TX. 
Pp 70,500-70,514. 

* Atomic Safety and Licensing Board Panel. DEMPSEY, R. L. Brou/n 
Root, Inc. (subs, of Halliburton Co. ). 84/07/20. 16pp. 25736:333. 

24X Fiche: 50-445-. 84/07/20. 8407250289. 


8407250375 Transcript of J McClain 840720 deposition in Glen Rose. TX. Pp 
71, 000-71 , 019. Supper ting documentation encl. 

« Atomic Safety and Licensing Board Panel. MCCLAIN, J. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
MCCLAIN, J. D. Ebasco Services, Inc. (subs, of Enserch Corp.). 

84/07/20. 23pp. 25745:308. 24X F i c he : 50-445, 84/07/20, 8407250375. 


8407310333 Transcript of 8<;0723 telcon in Glen Rose, TX. Pp 38.567- 
30, 654. 

Atomic Safety and Licensing Board Panel. 84/07/23 . 91pp. 

25830:173. 24X Fich e : 50-445, 84/07/23, 8407310383. 


8407310139 Transcript of DM Woodyard 840724 deposition in Glen Rose, TX. 
Pp 56. 500-56, 605. Support ing documentation encl. 

Atomic Safety and Licensing Board Panel. WOODYARD, D. li. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
WOODYARD, D. H. Broun Xy, Root, Inc, (subs, of Halliburton Co.). 
84/07/24, 114pp. 25835:139, 24X F i c h e: 50-445. 84/07/24, 8407310139. 


8407310132 Transcript of JR Stanford 840725 deposition in Glen Rose, TX. 
Pp 57, 501-57, 587. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. STANFORD, J. R. Citizens 
Association for Sound Energy. STANFORD, U. R. Brown Zf. Root, Inc. 
(subs, of Halliburton Co, ). 84/07/25. 96pp. 25838:102. 24X 

Fiche: 50-445, 84/07/25, 8<;073i0132. 


8407310203 Transcript of DK Culton 840725 deposition in Glen Rose, TX. 
Pp 58, 500-58,591. 

•* Atomic Safety and Licensing Board Panel. CULTON, D. K. Citizens 
Association for Sound Energy, 84/07/25. 142pp. 25839:236. 24X 

Fiche: 50-445, 84/07/25, 8407310203. 


8407310216 Transcript of Jl Blixt 840725 deposition in Glen Rose, TX, 

Pp 57,000-57,076. 

* Atomic Safety and Licensing Board Panel. BLIXT, J.T. Citizens 
Association for Sound Energy. BLIXT, J.T. Brown & Root, Inc. (subs, 
of Halliburton Co,), 8<q/07/25. 80pp. 25835:051. 24X 

Fiche; 50-445, 84/07/25, 8407310216. 


8407310526 Transcript of R Siever 840725 deposition in Glen Rose,TX. 

Pp 58, 000-58, 139. Supporting documentation encl, 

* Atomic Safety and Licensing Board Panel. SIEVER, R, Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co, ). 
SIEVER. R Brown & Root, Inc. (subs, of Halliburton Co. ). 84/07/25. 

151pp. 25833:156. 24X F i c h e : 50-445, 84/07/25, 8407310526. 


8407300296 Transcript of 8^0726 hearing in Beth esda, MD. Pp 13,811- 
13, 963. 

* Atomic Safety and Licensing Board Panel. 84/07/26. 153pp. 

25801:263, 24X Fic he: 50-445, 84/07/26, 8407300296. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S; holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Sve list 
encl. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8<106270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, app 1 icants 
for OLs.NSSS vendors, reactor vendors t- AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications exams, Sve list encl. 

EISBNHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 8^/07/03, 8407030097. 


DOCKET SrN-50-447 GESSAR-23a 


A, Application/construction stage documents correspondence 


8407110451 Further response to FQIA rei^uest for four categories of 
documents re GESSAR-I I . Forward s listed document. Document 
also available in PDR. 

FELTON. U. M. Division of Rules and Records. 84/05/22. SHOLLY, S. 
Union of Concerned Scientists. Ip. 25548: 160, 24X 

Fiche: 50-447, 84/05/22, 8407110451. 


— 8403190446 Requests that potential design improvements & request for 
addl info be transmitted to GE. Meeting w/GE will be needed 
in near future to discuss subj Z>. establish schedule for 
response. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/03/07. 
MIRAGLIA, F. J. Assistant Director for Safety Assessment. 8pp. 
25548:162. 24X Fi c h e : 50-447, 84/05/22, 84071 10451 , 


8407190371 Forwards containment structural analysis plan to support 
conclusions reached in App G to PRA on containment failure 
mode fit pressure, per 840626-27 meetings. 

QUIRK, J.F. General Electric Co. 84/07/11. EISENHUT. D. 0, Division 
of Licensing. 3pp. 25681:320. 24X Fiche; 50-447, 84/07/11 . 

8407190371. 


8407190313 Forwards "GESSAR II External Event Risk." providing 
qualitative assessment of risk from hurricanes, tornados, 
external floods, a ircraft strike Z/. hazardous matls, per NRC 
840607 request, 

QUIRK, J.F. General Electric Co, 84/07/12. EISENHUT, D. 0. Division 
of Licensing. Ip. 25632:091. 24X Fiche: 50-447, 84/07/12, 8407190313. 


— 8407190317 "GESSAR 11 External Event Risk." 

•» General Electric Co. 84/07/12, lOpp, 25682:092. 24X 

Fiche: 50-447, 84/07/12, 8407190313. 


8407190304 Forwards NEUO-30670, "Resolution of Applicable Unresolved 
Safety Issues Zr. Generic Issues for GESSAR II," providing 
technical resolution of issues. 

QUIRK, J.F, General Electric Co. 84/07/13. EISENHUT, D. G. Division 
of Licensing. Ip. 25680:118, 24X Fiche: 50-447, 84/07/13, 8407190304. 


— 8407190305 "Resolution of Applicable Unresolved Safety Issues «< 
Generic Issues for GESSAR II," 

FOX-J. N. , HANKINS, D. A. , HOLTZCLAW, K. W, General Electric Co. 
NEDa-30670. 84/06/30 178pp, 25680:119. 24X 

Fiche; 50-447, 84/07/13, 8407190304. 


8407190368 Forwards info re nuclear island/balance of plant interfaces, 
including interface assumptions in PRA 8,. documentation of 
GESSAR II design evolution, p er DC Scaletti 840607 memo re 
closure activities for severe accident review. 

QUIRK, J.F. General Electric Co. 84/07/13. EISENHUT, D. G. Division 
of Licensing, 86pp. 25679:231. 24X Fiche : 50-447, 84/07/13, 

8407190368 ’ 
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F. Securityi medical, emergency ?' fire protection plans 


84071703?0 Notification of 840724-26 meeting lu/GE in San Jose.CA to 
conduct design verification audit of safety parameter 
display sys. per Suppl 1 to NUREG-0737. Draft audit plan encl. 

SCALETT I, D. C . Standardization Special Projects Branch. 84/07/11. 
THQ;1AS. C, 0. Stand ar d i z a t i on S'. Special Projects Branch. 11pp. 
25627:337. 24X Fi c h e : 50-447. 84/07/ 1 1 , S407170320. 


DOCKET SrN-50-454 BYRQN STATION. UNIT 1 


A. Ap p 1 i cat ion /c onstruc t i on stage documents -V correspondence 


8407020065 Board Notification 84-123. forujard s info re Westinghouse 
reactor coolant punp (RCP) sea Is. El ec tr ic i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp leakage flow rate in pumps w/o seal cooling. 
EISENHUT, D. G. Division of licensing. 84/06/29. PALLADINQ 
Commissioners, 7pp. 25465:299, 24X F ic he : 50-000, 84/06/29. 

B407020065. 


8407030401 Advises of review .’v approval of Revs 24 & 25 to QA topical 
rept.per 830713 *< 082^ Itrs.App B requirements satisfied. 

NORELIUS. C. E. Division of Project Resident Programs. 84/06/29. 
REED, C. Commonueaith Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000. 84/06/29, 8407030401. 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins S.-. data Itrs. in response to Generic Ltr 
83-28. "Required Actions Based on Generic Implications of 
Salem ATWS Events, " Review to be completed by 840928. 

ALEXA.NOER. G. L. Commonueaith Edison Co. 84/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25426:041. 

24X Fiche: 50-000. 84/06/30, 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs &: holders of CPs re proposed staff 
actions to improve S' maintain diesel generator reliability. 

Svc list encl. 

EISENHL'T, D. G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


S407160158 Forwards addl info re Rev 11 to Sections 7.2 8.0 of 

"Offsite Dose Calculation Manual." Rev addresses NRC 
questions re site-specific portions, per 840508 commitment. 

Generic issues rev expected by end of 1984. 

TRAMti, T.R. Commonwealth Edison Co. 84/07/02, DENTON, H.R, Office 
of Nuclear Reactor Regulation, Director. 5pp. 25600:102. 24X 

Fiche: 50-454. 84/07/02, 8407160158, 


--8407160159 Rev 11 to Sections 7. 2 8. 0 of "Offsite Dose Calculation 

Manual. " 

* Commonwealth Edison Co. 84/06/30. 59pp. 25600:107. 24X 

Fiche. 50-454, 84/07/02, 8407160158. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses %. amends. Svc list encl. 
EISPNHUT, D. G Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc, 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06. 8407060097. 


8407160146 Provides addl info re instrumentation being installed for 
detection of inadequate core cooling, per NUREG-0737. I tern 
II. F. 2 Determination of subcooling margin end. 

TRAMM. T. R, Commonwealth Edison Co. 84/07/06. DENTON. H.R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 25600:266. 24X 

Fiche: 50-000, 84/07/06, 8407160146. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecfclow re hardware defic ienc ies, mismanagement safety 
problems in nuclear Indus try , Enc 1 identifies inaccurate 
incomplete statements. 

EISENHUT, D. G. Division of Licensing, 84/07/10. ZERBE. U. Office of 
Policy Evaluations. Bpp. 25779:205. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


--8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklou 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM. T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def i c i enci es . mi smanag ement & safety 
prob I ems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, U, Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche; 50-000. 84/07/10, 

8407250094. 


8407200048 Forwards SER re acc ep tab i 1 i ty of applying Code Case 1914 in 
const, per 830411 request, 

EISENHUT. D. G. Division of Licensing. 84/07/11. NORELIUS, C. E. 
Division of Project Resident Programs. Ip. 25708:134. 24X 

Fiche: 50-000, 84/07/11, 8407200048. 


— 8407200050 SER re ac c ep ta b i 1 i ty of applying Code Case 1914 in const, 
* Office of Nuclear Reactor Regulation, Director, 84/07/11. 7pp, 
25708:135. 24X F i c h e : 50-000, 84/07/ 1 1 , 8407200048. 


8407170d53 Forwards comiments re May June 1984 interim repts of 
Bechtel independent design review. Final rept will be 
reviewed to ensure that comments addressed. 

STREETER, J. F. Region 3, Office of Director. 84/07/12. REED. C. 
Comnonuealth Edison Co, 6pp. 25608:056. 24X Fiche: 50-454, 84/07/12, 

8407170453. 


8407250093 Provides addl comments Sc suggestions re proof it review Tech 
Specs distributed in CO Thomas 831216 ltr. Various sections 
of Tech Specs, u/sunmary explanation of chang es, enc 1 , 

TRAMM.T.R. Commonueaith Edison Co. 84/07/16. DENTON. H.R. Office 
of Nuclear Reactor Regulation. Director. 81pp. 25745:067. 24X 

Fiche: 50-454, 84/07/16, 8407250093. 


8407300295 Forwards marked-up Tech Specs, indicating addl comments & 
suggestions re reactor trip sys ESF instrumentation. 

TRAMM.T.R. Commonwealth Edison Co. 84/07/19, DENION, H. R, Office 
of Nuclear Reactor Regulation, Director. 44pp. 25801:150. 24X 

Fiche- 50-454. 84/07/19, 8407300295. 


8407260215 Forwards response to NRC 840525 request for info re 
experience level of individuals assigned to shift operating 
positions Z>. planned use of shift advisors. Updated info re 
operating shift experience encl. 

ALEXANDER, G. Commonweal th Ed ison Co. 84/07/23. DENTON. H.R, Office 
of Nuclear Reactor Regulation, Director. 95pp. 25776: 112. 24X 

Fiche: 50-454, 84/07/23, 8407260215. 


E. NRC Safety Evaluation Report (SER). suppls it correspondence 


8407160197 Forwards addl info re environ qualification of mechanical 
equipment. Info suppls it updates info provided in 831206 & 

840423 Itrs. Info closes SER Outstanding Item 7. Result of 
NSSS equipment review also encl- 

TRAMM.T.R. Commonwealth Edison Co. 84/07/03. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director, 25pp. 25592:074. 24X 

Fiche: 50-000, 84/07/03, 8407160197, 


8407250165 Forwards response to FSAR Questions 130.58,130.59 & 130.60 
re design of Category I masonry walls. per NRC 840322 
request. NRC review should eliminate License Condition 2 
to Byron SER. Responses will be included in next FSAR amend. 
TRAMM.T.R. Commonwealth Edison Co. 84/07/16. DENTON, H.R. Office 
of Nuclear Reactor Regulation. Director. 10pp. 25747:298 . 24X 

Fiche: 50-000. 84/07/16, 8407250165. 


F. Security, medical, emergency it fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone directory. W/840530 release memo. 

CALLE.D.P. Commonueaith Edison Co. 84/04/26. SOpp. 25559:252. 
24X Fiche: 50-000.84/04/26, 8407120545. 


8407050230 Forwards Amend 3 to "Byron/Braidwood Generating Stations, 
Units 1 4; 2 Fire Protection Rept. " Amend includes revised 
safe shutdown analysis, description of conformance to Branch 
Technical Position CMEB 9.5-1 it miscellaneous changes. 

TRAMM.T.R. Commonwealth Edison Co. 84/06/28, DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 9pp. 25406:286. 24X 

Fiche: 50-000. 84/06/28, 8407050230. 


— 0407050252 Amend 3 to "Byron/Braidwood Generating Stat i ons , Uni ts 1 4t 
2 Fire Protection Rept. " 

* Commonwealth Edison Co, 84/06/30. 717pp. 25406:296. 24X 

Fiche: 50-000. 84/06/28, 8407050230. 


8407110275 Revised emergency plan implementing procedures. includ ing 
Rev 1 to BZP 380-5, "Post-Accident Release Rate 
Determinations," Rev 1 to BZP 500-T6, "Checklist Technical 
Support Ctr" Rev 1 to BZ 500-T9. 

* Commonwealth Edison Co. 84/06/30. 16pp. 25523:001. 24X 

Fiche: 50-454, 84/06/30, 8407110275. 


8407060243 Ack receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-454/83-56 it. 50-455/83-39. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/07/02. REED. C. 
Commonueaith Edison Co, Ip, 25426:102. 24X Fi che: 50-454, 84/07/02, 

8407060243. 



DOCKETED ITEMS 


355 


— 8407060252 Responds to MRC 840203 Itr re violations noted in IE 
Emergency Preparedness Appraisal Repts 50-454/83-56 
50-455/83-39, Correc t ive a c t i ons : g en er at i n g station 
emergency plan manual revised. 

FARRAR. D,L Conmonuealth Edison Co, 84/06/11, KEPPLER- J. G, 
Region 3. Office of Director. 21pp 25426: 103. 24X 

Fiche: 50-454, 84/07/02, 8407060243. 


8407170434 Forwards Rev 11 to security plan. Rev withheld 
(ref 10CFK73. 21 ). 

FARRAR, D. L Commonwealth Edison Co. 84/07/05. Office of Nuclear 
Reactor Regulation, Director. Ip. 25608: 143. 24X 

Fiche: 50-454, 84/07/05, 8^07170434. 


8407130240 Forwards response to request for addl info on fire 
protection rept, Figure 2 3-8 re design change substituting 
heavy gauge wire fence for one section of wall enclosing 
125-volt dc safety-related battery banks. 

FARRAR, D. L. Commonwealth Edison Co. 84/07/06, DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 25564:128. 24X 

Fiche: 50-000, 8^/07/06, 84v /130240, 


8407170441 Revised index to emergency plan implementing p roc edures. W/ 
840707 transmittal memo. 

* Commonwealth Edison Co. 84/07/07. 19pp, 25608:111. 24X 

Fiche: 50-454, 84/07/07, 8407170441. 


8407170362 Forwards SALP Repts 50-454/84-22 -t. 50-455/84-15 for Jan 
1983 - Apr 1984. Reg u lat or y performance acceptable. 

KEPPLER.J.G, Region 3, Office of Director. 84/07/10, REED, C. 
Commonwealth Edison Co, 3pp. 25615:297, 24X Fiche: SO— 454, 84/07/10, 

8407170362. 


— 8407170370 SALP Repts 50-454/84-22 50-455/84-15 for Jan 1983 - Apr 

1984. Pe rf ornanc e acceptable. 

* Region 3, Office of Director, 84/07/10, 39pp. 25615:300. 24X 

Fiche: 50-454, 84/07/10, 8407170362. 


8407240201 Rev O to Emergency Implementing Procedure BZP 320-Tl, "RM-11 

'A Model Monitoring' Data Sheet." W/revised index, table of 
contents 840716 transmittal form, 

# Commonwealth Edison Co. 94/07/13. 5pp. 25722: 145. 24X 

Fiche: 50-454, 84/07/13, 8407240301. 


8407240276 Ack receipt of 840717 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-454/83-62 
50-455/83-42. Ut i 1 review of fire protection features 
underway to assess degree of conformance to NFPA Code specs, 

SPESSARD, R. L, Region 3, Office of Director. 84/07/17, REED. C. 
Commonuealth Edison Co, 2pp, 25719:092. 24X Fi c h e: 50-454. 84/07/17, 

B407240276. 


— 0407240288 Responds to NRC 840417 Itr re deviations noted in IE Insp 
Repts 50-454/83-62 Z>. 50-455/83-42. C or re c t i ve actions: fire 
protection engineer placed on technical staff. Fire doors & 
fire dampers will be verified operational. 

FARRAR, D, L, Commonwealth Edison Co. 84/06/20. KEPPLER.J.G. 
Region 3, Office of Director. 8pp. 25719:093. 24X 

Fiche : 50-454, 84/07/17, 8407240276. 


8407310233 Revised e.mergency proced ures, inc lud ing Rev 1 to BZP 500-Tll 
re inventory of control room area emergency supplies, Rev 2 
to BZP 500-T12 re inventory of ambulance supplies & BZP 
index. W/transmittal fy. receipt form. 

* Commonwealth Edison Co. 84/07/24. 9pp. 25832:179. 24X 

Fiche: 50-454. 84/07/24, 8-107310233. 


G. Adjudicatory correspondence 


8407090334 Forwards Bechtel interim rept of independent design review 
pertaining to IE integrated design insp in May June 1983. 

W/o encl. Related correspondence. 

OIBBS.M. E Isham, Lincoln Beale. GIBBS, M.E. Commonwealth Edison 
Co. DSB 096. 84/06/22. SMITH. I. W., CALLIHAN, A. D. , COLE, R. F. 

Atomic Safety and Licensing Board Panel. Ip. 25455:325. 24X 

Fiche- 50-454. 84/06/22. 8407090334, 


8407090329 Responds to util 840607 notification to interveners of 
belief that util has satisfied stipulated emergency planning 
Comm it, -sen ts M, N. P. U. V W Related correspondence. 

CHAVEZ, D, Sinnissippi Alliance for the Environment (SAFE). 
CHAVEZ, D. DeKalb Area Alliance for Responsible Energy. 

MORRISON, P. A, League of Women Voters of Rockford, IL. DSB 093. 
84/06/24, Isham, Lincoln Beale, 9pp. 25455:333. 24X 

Fiche- 50-454, 8^/06/24, 8407090329. 


8407020520 Forwards final complete response to first set of 
interrogator ies. Answer to Part f of Interrogatory 10 
completed. No answers in previous partial responses changed. 
Related correspondence. 

BECKER, B. D. Isham, Lincoln S: Beale. BECKER, B. D. Commonwealth 
Edison Co. DSB 957. 8^/06/25. WHICHER, J, Businessmen for the 

Public Interest. WHICHFR, J, Whicher. J. M. Ip. 25227:092. 24X 

Fiche: 50-454, 84/06/25, 8407020520. 


--8407020521 Response to first set of in terr ogator ies. Cer t if i cate of Sve 
encl. Related correspondence. 

BECKER, B. D. Commonwealth Edison Co. BECKER, B. D. Isham, Lincoln S'. 
Beale, 84/06/25, Businessmen for the Public Interest. 267pp, 

25227:093. 24X Fi c h e : 50-454, 84/06/25, 8407020520. 


8407030242 Notice of withdrawal of appearance in proceed ing. Certificate 
of Sve encl. 

RAWSQN.R.J. Hearing Branch 4, DSB 996. 84/06/26. 3pp. 25267:358. 

24X Fiche: 50-454, 84/06/26, 8407030242, 


8407020543 Forwards suppl to rept on Byron QC inspector reinsp 
program. Related correspondence. 

FURSE, M, C. Isham, Lincoln S- Beale. FURSE, M, C. Commonwealth Edison 
Co. DSB 956.’ 84/06/28. SMITH, I, W., COLE, R. F. - CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. 72pp. 25228:051. 24X 

Fiche: 50-454, 84/06/28, 8407020543. 


8407060101 Forwards short request for documents. Related correspondence. 
CASSEL, D, W. Businessmen for the Public Interest. DSB 040. 

84/06/28, MILLER, M. Isham, Lincoln S'. Beale. Ip. 25429:024. 24X 

Fiche: 50-454, 84/06/28, 8407060101. 


— 8407060103 Second request for production of do c uments. Cert i f icate of 
Sve encl. Related correspondence. 

CASSEL. D. W. Businessmen for the Public Interest. DSB 041. 
84/06/28, Commonwealth Edison Co. 5pp. 25429:025. 24X 
Fiche: 50-454, 84/06/28, 8407060101. 


8407090165 Forwards first & second interim repts of Bechtel independent 
design review re May ^ June 1983 integrated design insp. 

Related correspondence, 

GIBBS, M.E. Isham, Lincoln Seale. GIBBS, M, E. Duke Power Co. DSB 
052. 84/06/29, Atonic Safety and Licensing Board Panel. 296pp. 

25450:191. 24X Fiche : 50-454, 84/06/29, 8407090165, 


8407060095 Motion for extension of time to petition ASLB re emergency 
planning contention, Notic e of appearance Certificate of 
Sve encl. 

Z IMMERHAN, S. P. Joint Interveners - Byron, ZIMMERMAN, S. P. 

Pedderson, Menziner, Conde, Stoner 8, Killoren. DSB 045. 84/07/02. 

Atomic Safety and Licensing Board Panel. 7pp, 25429:236. 24X 

Fiche: 50-454, 84/07/02, 8407060095. 


8407090075 Forwards second interim deficiency rept re butt splices in 
electrical c onductors. Sub j discussed at 840531 prehearing 
conference. Related correspondence, 

GIBBS, M. E. Isham, Lincoln & Beale. GIBBS, M. E. Commonwealth Edison 
Co. DSB 054, 84/07/02. SMITH, I. W., COLE, R. F, , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. 8pp. 25442:173. 24X 

Fiche: 50-454, 84/07/02, 8407090075, 


8407100603 Forwards response to util 840613 notification of satisfying 
emergency planning Commitments F, G, H, I, J, K, L, □, Y & Z. 

CHAVEZ, D. Sinnissippi Alliance for the Environment (SAFE). 

CHAVEZ, D, DeKalb Area Alliance for Responsible Energy. 

MORRISON, P, A. League of Women Voters of Rockford, IL. DSB 134. 
84/07/02. BIELAWSKI-A, Isham, Lincoln St Beale. 13pp, 25514:340. 

24X Fiche: 50-454, 84/07/02, 8407100603, 


8407090342 Forwards May June 1984 interim repts re independent design 
review performed by Bechtel Power Corp. W/o encl. 

GIBBS, M. E. Isham, Lincoln i>. Beale. GIBBS, M.E. Commonwealth Edison 
Co, DSD 097, 84/07/03. Docketing Services Branch. Ip. 

25454:350. 24X Fic h e : 50-454, 84/07/03, 8407090342. 


8407100588 Amended notice of entry of special 8« limited appearance. 
Certificate of Sve encl, 

ZIMMERMAN, S. P. DeKalb Area Alliance for Responsible Energy. 
ZIMMERMAN, S. P. Sinnissippi Alliance for the Environment (SAFE). 
ZIMMERMAN, S. P, League of Women Voters of Rockford, IL. DSD 137. 
84/07/05, 3pp. 25514:063. 24X Fich e: 50-454, 84/07/05, 8407100588. 


8407110317 Forwards RL Spessard 840612 Itr, notice of violation & IE 
Insp Repts 50-454/84-23 50-455/84-16 as relevant matl 

to matters pending before Board. 

PATDN, W, D, Hearing Branch 2, DSB 179, 84/07/06, SMITH, I, W. , 

COLE, R. F. , CALLIHAN, A. D. Atomic Safety and Licensing Board Panel. 
20pp. 25523:106, 24X Fi c h e : 50-454, 84/07/06, 84071 10317. 
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8407180298 Requests W Paton be added to distribution list Sc R Rauison 
d el eted . Re la ted correspondence. 

LEWIS* S. H. Office of the Executive Legal Director. DSB 318. 
84/07/09. PRESCOTT. N 0. Region 3. Office of Dir.ector. Ip. 

25652:014, 24X Fi c h e; 50-454, 84/07/09, 8407 1 80298, 


8407120041 Memorandum S*. order re alteration of schedule for hearings. 
Evidentiary hearing mill commence on 840723 It mill conclude 
no later than 840803. Served on 840711. 

SMITH, I, W. Atonic Safety and Licensing Board Panel. DSB 195. 
84/07/10. Office of the Executive Legal Director. 3pp. 
25551:015. 24X Fi c h e: 50-454, 84/07/ 10, 8407 120041 . 


8407130245 Answers to intervenop second set of interrogatories re 
reinsp program. Certi ficate of Svc encl. Related 
correspondence. 

BECKER, B. D. Commonwealth Edison Co. BECKER, B. D, Isham, Lincoln Zt 
Beale. DSB 233. 84/07/10. DeKalb Area Alliance for Responsible 

Energy. 6pp. 25564:139. 24X Fiche: 50-454, 84/07/10, 8407130245. 


8407130261 Forwards third set of interrogatories to util. Related 
correspondence. 

CASSEL- D. W. Businessmen for the Public Interest, DSB 214, 

84/07/10. MILLER, M. I. Isham, Lincoln Beale. Ip. 25567:138. 24X 

Fiche: 50-454, 84/07/10, 8407130261. 


— 8407130268 Third set of interrogator ies re documents of meetings fy. 
contractor Zt consultant correspondence. Certificate of Svc 
encl. Related correspondence. 

CASSEL, D, W, Businessmen for the Public Interest, 84/07/10. 
Commonwealth Edison Co, 4pp. 25567:139. 24X 

Fiche: 50-454, 84/07/10, 8407130261. 


B407160306 Forwards typeset version of suppl to rept on QC insp/reinsp 
program, errata St addenda to orignial rept, per 840628 
commitment. Related correspondence. 

FURSE.M.C. Isham, Lincoln i>. Beale. FURSE, M. C. Commonwealth Edison 
Co. DSB 246. 84/07/11, SMITH, I. W. , COLE, R. F. , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. 78pp. 25601: 103. 24X 

Fiche: 50-454, 84/07/11, 8407160306. 


8407170572 Forwards summary of 840703 telcon re scheduling of hearings 
8< disclosure of intervener witness. Related correspondence. 

MILLER, M, I. Isham, Lincoln St Seale. MILLER, M. I. Commonwealth 
Edison Co. DSB 270. 84/07/11. SMITH, I. W. , COLE.R.F., CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. Ip, 25627:019. 24X 

Fiche: 50-454, 84/07/11, 8407170572. 


--8407170575 Summary of 840703 telcon re scheduling of hearings 3k 
disclosure of intervener witness. Related correspondence. 

* Isham, Lincoln S< Beale, 84/07/10. SMITH, I. W, , CALLIHAN, A. D. , 
COLE, R. F. Atomic Safety and Licensing Board Panel. 7pp. 
25627:020. 24X Fiche; 50-454, 84/07/1 1. 8407170572. 


8407170578 Notifies of interveners failure to designate another 
atty, despite representation to ASLB that atty would be 
identified by 840709. Related correspondence. 

MILLER, M. I. Isham, Lincoln it Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 231. 84/07/11. CASSEL, D. Businessmen for the 

Public Interest. 2>pp. 25625:321. 24X Fiche: 50-454, 84/07/11, 

8407170578. 


8407180294 Notice of withdrawal of apperance in proceeding. Certificate 
of Svc encl. 

HASSELL, D.F. Hearing Branch 1. DSB 310. 84/07/11, Atomic Safety 

and Licensing Board Panel, 3pp. 25652:001. 24X 

Fiche: 50-454, 84/07/11. 8407180294. 


8407180317 Forwards summaries of. testimony of NRC staff on remanded 
issues re reinsp program k allegations resolved based on 
reinsp program or otherwise relevant to reinsp program. 

Related correspondence, 

WILCOVEiM.N. Hearing Branch 2. DSB 303. 84/07/11, SMITH, I. W. , 

CALLIHAN, A. D. , CCLE, R. F. Atomic Safety ard Licers‘"g Board Panel. 
5pp. 25652:041. 24X Fiche: 50-454, 84/07/: 1 . 3‘'- 07: 3031 v 


8407160293 Forwards errata sheet listing corrections to May 1984 
interim rept of independent design review. Related 
correspondence. 

GIBBS, M.E. Isham, Lincoln ?k Beale. GIBBS, M. E. Commonwealth Edison 
Co. DSB 258. 84/07/12. SMITH, I. W. , CALLIHAN, A. D. , COLE, R. F. 

Atomic Safety and Licensing Board Panel, 3pp. 25601:288. 24X 

Fiche; 50-454, 84/07/12, 8407160293. 


8407170511 Memorandum k order granting extension of time until 840914 
for filing petition for hearing under emergency planning 
stipulation. Served on 840717. 

SMITH, I. M. Atomic Safety and Licensing Board Panel. DSB 279. 
84/07/16. 2 pp, 25626:008. 24X Fiche; 50-454, 84/07/16, 8407170511. 


8407230337 Answers to third set of i n t er r oga t or i es . Cert i f i ca t e of Svc 
encl. Related correspondence. 

BECKER , B. D , C onnonwea 1th Edison Co, BECKER, B.D, Isham, Lincoln Jk 
Beale. DSB 439. 84/07/19. Joint Intervenors — Byron. 5pp. 

25711:200. 24X F i c h e : 50-454, 84/07/ 1 9, 8407230337. 


8407250187 Forwards affidavit of WL Forney describing role played w/ 
respect to reinsp program since Forney left position as 
senior resident inspector in Jul 1983, Related 
correspondence. 

LEWIS, S.H, Hearings Division. DSB 498. 84/07/20. SMITH, I. W. , 

CCLE, R.F. , CALLIH.AfJ, A. D. Atomic Safety and Licensing Board Panel. 
2pp. 25735:011. 24X Fi c h e : 50-454, 84/07/20, 8407250187. 


— 8407250194 Affidavit of WL Focney describing role played w/respect to 
reinsp program since Forney left position as senior resident 
inspector in Jul 1983, 

FORNEY, W. L. Region 3, Office of Director, 84/07/12, 2pp. 

25735 :013. 24X Fi c h e : 50-454, 84/07/20, 84072501 87. 


P. Operating license stage documents correspondence 


8407090165 Forwards first 1: second interim repts of Bechtel independent 
design review re May & June 1983 integrated design insp. 

Related correspondence. 

OIBBS, M. E, Isham, Liijcoln Beale, GIBBS, M. E. Duke Power Co. DSB 
052, 84/06/29. Atomic Safety and Licensing Board Panel. 296pp. 

25450: 191. 24X Fiche: 50-454, 84/06/29, 8407090165. 


Q. Inspection reports, IE Bulletins S: correspondence 


8407030037 Forwards IE Insp Repts 50-454/84-34 50-455/84-27 on 

840530-31. No noncompliance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/06/15. REED, C. 

Commonwealth Edison Co. 2pp. 25278:325. 24X Fi c h e: 50-454, 84/06/15. 

8407030037. 

—8407030042 IE Insp Repts 50-454/84-34 fy 50-455/84-27 on 840530-31. No 
noncompliance noted. Major areas inspected : previous open 
items, chemistry Z. radiochemistry program Zt procedures !k 
radi : 1 ; ca : environ monitoring program. 

J, , SCHUMACHER, M, C. Region 3, Office of Director. 
84/06/14. 4pp. 25278:328. 24X F i c h e: 50-454, 84/06/ 1 5, 8407030037. 


8407050258 Forwards addl info re util responses to find ings, unresolved 
items, observations Z>. general concerns identified during 
Integrated Design Insp Rept 50-454/83-32. P i p e break issues 
will be addressed in separate Itr. 

REE0,C. Commonwealth Edison Co. 84/06/19. DEYOUNG, R. C, Director's 
Office, Office of Inspection and Enforcement, 57pp, 25297:323. 24X 

Fiche: 50-454. 84/06/19, 8407050258. 


— 8311500184 Responds to 830617 memo to RH Vollmer re evaluation of 
snubber problems at Sargent Z. Lundy. Method used for 
modeling of pipe supports in piping design analyses provides 
adequate basis for calculation of piping stresses. 

EISENHUT, D. G. Division of Licensing. 83/10/31. BANOART, R. L. 
Division of Vendor Z\ Technical Programs, 2pp, 25298:018. 24X 

Fiche : 50-454, 84/06/19, 8407050258. 


— 8310030030 Trip rept of 830819 meeting w/Sargent Lundy re design 
practices used in modeling of snubbers in piping design 
analy ses. 

TER AO, D. Mechanical Engineering Branch. 83/09/19, BOSNAK, R. J. 
Mechanical Engineering Branch, 15pp. 25298:020. 24X 

Fiche: 50-454,84/06/19, 8407050258, 


8407030086 Ack receipt of 840518 0614 Itrs informing NRC of steps 

taken to correct violations noted in IE Insp Rept 
50-454/84-16. 

WALKER, R.D, Region 3, Office of Director. 84/06/20. REED, C. 
Commonwealth Edison Co. Ip. 25278:218. 24X Fi c he ; 50-454, 84/06/20, 

B407030086. 


— 8407030098 Responds to NRC 840417 Itr re violations noted in IE Insp 
Rept 50-454/84-16. Corrective ac t i ons : per f ormanc e test data 
for pumps reviewed Z. post-test review checklist modified. 

FARRAR, D, L. Commonwealth Edison Co, 84/05/18. KEPPLER, J. G. 
Region 3. Office of Director. 5pp. 25278:219. 24X 

Fiche: 50-454, 84/06/20, 8407030086. 


--8407030103 Responds to N:RC 840417 Itr re .violations noted in IE Insp 
Rept 50-454/84-16. Corrective actions : retest of lA Z. IB 
containment spray pumps conducted, 

FARRAR, D,L. Com-monweal th Edison Co. 84/06/14. KEPPLER, J.G. 
Region 3, Office of Director. 8pp. 25278:224. 24X 

Fiche; 50-454, 84/06/20- 8407030086. 



DOCKETED ITEMS 


357 


0407090188 Foruiards IE Insp Repts 50-454/84-26 50-455/84-22 on 

840503-18, No none onp 1 ianc e noted, 

LITTLE# W,S. Region 3# O'ffice oT Director. 84/06/20. REED. C. 
Conaanuealth Edison Co, 2pp 25454.036, 24X F i c he : 50-454, 84/06/20# 
S407090188. 


--8407090192 IE Insp Repts 50-454/84-26 ?y 50-455/84-22 on 840503-18. No 
none omp 1 lanc e noted. Major areas inspected, IE bulletins 8#, 

10CFR50 55(e) i terns# as-bu 1 1 1 ujalkdoujn of structural steel 
framing Z/. steam generator upper Zy loujer lateral supports. 

KEATING. D, e. , DANIEI, SON# D, H Region 3# Office of Director. 
84/06/19 6pp. 25451:038, 24X F i c h e : 50-454# 84/06/20# 8407090188, 


8406250214 IE Info Notice 84—51# "Independent Verification. " Sve list 
enc I , 

JORDAN. E. L, Division of Emergency Preparedness JS#. Engineering 
Response (Post a3010:';i). 84/06/26, Consolidated Edison Co. of New 

York# Inc 151pp. 25535:160. 24X F i c he : 50-000. 84/06/26# 8406250214. 


8407190098 Forwards IE Insp Rept 50-454/84-36 on 840604-08 & 14. No 
noncompliance noted, 

SPESSARD.R.L Region 3# Office of Director. 84/06/28, REED# C. 
Commonwealth Edison Co. 2pp, 25687:224. 24X Fiche; 50-454# 84/06/28# 

8407190098. 


"—8407190102 IE Insp Rept 50-454/84-36 on 840604—08 S#. 14, No noncompliance 
or deviations noted, Major areas i n s p ec ted ; rec or ds Zy. document 
control program. 

KIGH. J. M. # HAWKINS, F.C. Region 3# Office of Director. 84/06/28. 

6pp. 25687:226, 24;< F i c. h e : 50-454 # 84/06/28, 8407190098. 


8406230311 IE Info Notice 84-52# "Inadequate tiatl Procurement Controls 
on Part of Licensees !!', Vendors." Sve list end. 

JCRDAN# E, L, Division of Emergency Preparedness Zy, Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co, of New 

York# Inc, I24pp. 25602:151. 24X Fi che ; 50-000# 84/06/29, 840628031 1 . 


8407030250 Forwards "Independent Design Review for Comm Ed# Byron 
Station" interim rept, per IE Insp Rept 50-454/83-32 «< 840611 
1 1 r . 

REED# C. Commonwealth Edison Co, 84/06/29, DEYOUNO# R. C, Director's 
Office# Office of Inspection and Enforcement, Ip. 25235:325. 24X 

Fiche: 50-454, 84/06/29# 8407030250, 


— 8407030252 "Independent Design Review far Comm Ed. Byron Station" 
interim rept, 

CHAN.R.S,# DICK#C,W,, HUGHES# E. M, Bechtel Corp, 84/06/30. 87pp. 

25235:326, 24X Fich ©: 50-454# 84/06/29, 84070.30250. 


8407060198 Forwards questions provided to util on 840613 describing 
info needed to complete special in-progress insp re 
equipment supplied by Sys Control Corp. 

STREETER# J, F. Region 3# Office of Director. 84/06/29. REED.C. 
Coomonwealth Edison Co. 3pp, 25426:194. 24X Fiche; 50-454# 84/06/29# 

8407060198, 


8407060243 Ac k receipt of 840611 Itr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-454/83-56 Zy 50-455/83-39. 

PAPERIELLQ# C. J, Region 3# Office of Director, 84/07/02. REED.C. 
Comnanwealth Edison Co, Ip, 25426:102, 24X Fiche; 50-454# 84/07/02# 

B407060243, 


— 8407060252 Responds to NHC 840203 Itr re violations noted in IE 
Emergency Preparedness Appraisal Repts 50-454/83-56 Z>. 

50-455/83-39. Corrective ac t i ons ; g enerat in g station 
emergency plan manual revised, 

FARRAR# D. L Commonwealth Edison Co, 84/06/11. KEPPLER.J.G. 
Region 3# Office of Director, 21pp, 25426:103, 24X 

Fiche: 50-454# 84/07/02# 8407060243. 

8407060253 Informs of 840721 meeting at Region III ofc to discuss SALP 
assessment, 

STREETER# J. F, Region 3, Office of Director. 84/07/02. REED.C. 
Commonwealth Edison Co, 2pp. 25426:043. 24X Fiche: 50-454, 84/07/02. 

8407060253. 


8407110500 Requests addl info re lack of separation between cable-in- 
air Zy cables in raceways in order to evaluate concerns in 
integrated design insp . In s ta 1 lat i on of cable not in 
accordance w/FSAR criteria 

EISENHUT, D, G. Division of Licensing. 84/07/02. GRACE# U. N. 

Division of QA# Safeguards Zy Inspection Programs (Post 830103). 3pp. 
25547:285. 24X Fiche : 50-454# 84/07/02# 84071 10500, 


8407250283 Forwards lE Insp Repts 50-454/84-28 50-455/84-20 on 

840501-0601. No noncompliance noted, 

STREETER# J. F. Region 3# Office of Director. 84/07/03. REED.C. 
Commonwealth Edison Co. 2pp. 25754:206, 24X Fiche; 50-454, 84/07/0 # 

8407250283 . 


--8407250302 IE Insp Repts 50-454/84-28 ?#. 50-455/84-20 on 840501-0601. No 
noncomp 1 ianc e or deviations noted. Major areas inspected; IE 
bulletins S#, c irculars. 10CFR50.. 55e r ep ts , a 1 1 eg a t i ons # 
regulatory improvement program Zy plant tours. 

HAYES- D, W. Region 3, Office of Director, 84/07/03. 9pp. 

25754:208, 24X Fi c h e ; 50-454. 84/07/03, 8407250283. 


S4070300S5 IE Info Notice 84-53. "Info re Use of Loctite 242 8#. Other 
Anaerobic Adhesive/Sealants." Sve list end. 

JORDAN# E L. Division of Emergency Preparedness 8: Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York# Inc. 119pp. 25602:276. 24X Fiche; 50-000# 84/07/05, 8407030085. 


8407030089 IE Info Notice 84—54, "Deficiencies in Design Base 
Documentation Zy Calculations Supporting Nuclear Power Plant 
Design. " Sve list end. 

JCRDAN, E. L Division of Emergency Preparedness ?#. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York# Inc. 122pp. 25602.032. 24X Fi c he : 50-000. 84/07/05# B4070300S9, 


8407050274 IE Info Notice 84-55# "Seal Table Leaks at PWRs. " Sve list 
end. 

JORDAN. E. L. Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York# Inc 236pp. 25865:286. 24X Fiche; 50-000# 84/07/06# 8407050274, 


8407110317 Forwards RL Spessard 840612 Itr# notice of violation £< IE 
Insp Repts 50-454/84-23 8; 50-455/84-16 as relevant Zy matl 
to matters pending before Board. 

PATON# W. D, Hearing Branch 2. DSB 179. 84/07/06. SMITH# I. W. , 

COLE# R. F. # CALLIHAN# A. D. Atomic Safety and Licensing Board Panel. 
20pp. 25523:106. 24X Fi c he : 50-454# 84/07/06# 84071 1031 7. 


8407120189 Confirms 840706 arrangements w/T Tramm to reschedule SALP 
840721 meeting to 840719 in Glen Ellyn. IL. 

STREETER# J.r Region 3# Office of Director. 84/07/06. REED.C. 
Com.monwealth Edison Co. Ip. 25550:361. 24X Fiche; 50-454, 84/07/06# 

8407120189. 


8407160157 Forwards Bechtel responses to NRC 840605 comments on 
independent design review program plan# per IE Insp Rept 
50-454/83-32. 

REED.C. Commonwealth Edison Co. 84/07/06. DEYOUNG# R. C. Region 3, 
Office of Director. 7pp. 25600:200. 24X Fiche: 50-454. 84/07/06# 

8407160157. 


8407060251 IE Info Notice 84-56# "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York# Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10# 8407060251. 


8407170362 Forwards SALP Repts 50-454/84-22 Zy 50-455/84-15 for Jan 
1983 - Apr 1984. Regulatory performance acceptable. 

KEPPLER.J.G. Region 3, Office of Director. 84/07/10. REED.C. 
Commonwealth Edison Co. 3pp. 25615:297. 24X Fiche: 50-454# 84/07/10# 

8407170362. 


— 8407170370 SALP Repts 50-454/84-22 Zy 50-455/84-15 for Jan 1983 - Apr 
1984. Performance acceptable. 

* Region 3, Office of Director. 84/07/10. 39pp. 25615:300. 24X 

Fiche: 50-454# 84/07/10. 8407170362. 


8407160306 Forwards typeset version of suppl to rept on QC insp/reinsp 
p rogram# errata & addenda to orignial rept, per 840628 
conoitnent, Related correspondence. 

FURSE.M.C. Ishan# Lincoln Zy Beale. FURSE# M. C. Commonwealth Edison 
Co. DS3 246. 84/07/11. SMITH# I. W, # COLE# R. F. # CALLIHAN# A. D. 

Atomic Safety and' Licensing Board Panel. 7Spp. 25601:103. 24X 

Fiche: 50-454.84/07/11# 8407160306, 


8407170263 Forwards plans it schedules for replacing HFA relays in 
safety-related sys# per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER# G. L. Commonwealth Edison Co. 84/07/11. KEPPLER, J. G. 
Region 3# Office of Director. 13pp- 25616:179. 24X 

Fiche: 50-000. 84/07/11# 8407170263. 


8407230156 Forwards results of visual insp of charcoal adsorber cells 
for potential loss of charcoal.per IE Bulletin 80-03. 

No evidence of broken spot welds# screen frame separation 
or excessive loss of charcoal noted. 

ALEXANDER# G. L. Commonwealth Edison Co. 84/07/17. KEPPLER.J.G. 
Region 3# Office of Director. 5pp. 25705:016. 24X 

Fiche: 50-000# 84/07/17, 8407230156. 
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S407240276 Ac l< receipt of B40717 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-454/83-62 
50-455/83-42, Ui i 1 revieu of fire protection features 
underuay to assess degree of conformance to NFPA^Code specs 
SPESSARD, P. L Region 3. Office of Director, 84/07/17. REEDi C. 

C omnon-.jea 1 1 h Edison Cc. 2pp. 25719,092 24X Fi c h e : 50-454i 84/07/ 1 7. 

8407240276. 


— 84072402SS Responds to NNC S40417 Itr re deviations noted in IE Insp 
Repts 50-454/83-62 5, 50-455/83-42 Corrective actions fire 
protection engineer placed on technical staff. Fire doors 8< 
fire dampers uill be verified operational 

FARRAR, D. L C ommonu;ea 1 th Edison Co, 84/06/20 KEPPLER.J. G. 
Region 3.- Office of Director. Spp. 25719:093, 24X 

Fiche 50-454, 84/07/17, 8407240276. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys, " Svc list encl 

JDROAhi, E L Division of Emergency Preparedness ?- Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York, Inc. 103pp. 26057:245 24X F i c he . 50-000, 84/07/25, 8407230079, 


S4073102/6 Ac k receipt of 840710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/84-27 & 

50-455/84-19, 

SPESSARD, R. L. Region 3, Office of Director, 84/07/25, REED, C 
Comnonwealth Edison Co. 2pp. 25832:244. 24X Fiche: 50-454, 84/07/25, 

8407310276. 


— 8407310288 Responds to NRC 840606 Itr re violations noted in IE Insp 
Repts 50-454/84-27 S; 50-455/84-19 Corrective actions; new 
instal lation, insp S; notification criteria added to 
contractor Cable Pan Installation Procedure 9B.' 

FARRAR, D.L. Connonuealth Edison Co. 84/07/10. K.EPPLER, J. G. 
Region 3, Office of Director. 9pp. 25832:246 24X 

Fiche: 50-454, 34/07/25, 8407310276 


R. Periodic operating reports t: related correspondence 


0407160293 Forwards errata sheet listing corrections to May 1934 
interim rept of independent design review. Related 
correspondence. 

GIBBS, M. E Ishan, Lincoln Beale. GIBBS, M.E. Commonwealth Edison 
Co. DSB 258. 34/07/12. SMITH, I.W., CALL IHAN- A. D. , COLE, R. F. 

Atonic Safety and Licensing Board Panel, 3pp. 25601:283. 24X 

Fiche: 50-454, 84/07/12, 8407160293, 


S. Reportable occurrences, LERs 4- related correspondence 


8407100244 Interim Deficiency Rept 84-03 re electrical conductor butt 
splices. Initially reported on 840510 Reinsp program 
conducted by electical c on trac tor , Ha t f i eld . Appro x 8X splices 
crimped using wrong die Splices replaced. 

TRAMM, T, R, Commonwealth Edison Co, 84/06/12 KEPPLER.J. G. Region 
3, Office of Director. 2pp 25511:337. 24X Fiche; 50-454. 84/06/12, 

8407100244. 


8407060156 PNO- 1 1 1-S4-052 : 0 n 840619-28, three Boeing steam generator 
snubbers failed to meet testing cr iter ia. Manufacturer to 
redesign modify snubber. Redesign J!, mod of snubbers will 
not affect fuel loading. 

YIN, I., DANIELSON, D. , STREEIER.J. Region 3, Office of Director. 
84/06/29 2pp. 25421:140. 24X F i c h e ; 50-000, 84/06/29, 84070601 56. 


8407090075 Forwards second interim deficiency rept re butt splices in 
electrical c onduc tors, Sub'j discussed at 840531 prehearing 
conference, Related correspondence. 

OIBBS, M E. Isham, Lincoln Beale. GIBBS, M; E. Commonwealth Edison 
Co. DSB 054, 84/07/02, SMITH, I, W., COLE, R. F. , CALL IHAN, A. D. 

Atonic Safety and Licensing Board Panel, 8pp. 25442:173. 24X 

Fiche: 50-454, 84/07/02, 8407090075. 


8407100495 Final Deficiency Repts 83-13 ,»•. 83-15 re Pacific Scientific 
snubber capstan springs. Initially reported on 831028, 

Independent metal 1 urg ica 1 evaluation & vendor testing 
concluded snubbers meet design spec req.ui rements. 

SWARTZ, E. D. Connonwealth Edison Co. 84/07/02 KEPPLER, J. G. Region 
3, Office of Director. Ip. 25464,125, 24X Fi ch e : 50-000, 84/07/02, 

8407100495 


S407100559 Second interim Deficiency Rept 84-03 re butt splices 
in electrical c ond uc tor s. Ac c ep tance criteria utilized for 
reinsp of both covered & uncovered butt splices evaluation 
of data end Next rept uill be submitted by 840710. 

TRAMM, T R, Comoonuealth Edison Co. 84/07/02, KEPPLER.J. G. Region 
3, Office of Director. 7pp, 25465:229. 24X Fiche: 50-454, 84/07/02, 

8407100559. 


8407100468 Interi.m Deficiency Repts 34-04 84-09 re spot-welded 

electrical connections in We s t i n g h o us e motor control ctrs 
for Bryon ?, Braid wood, respectively. Initially reported on 
840601, Defec t ive welds being i ns p e c t ed . Ne x t rept by 840803. 

TRAMM, T R C ommonuea 1 1 h Edison Co. 84/07/03. KEPPLER, J.G. Region 
3, Office of Director 2pp 25464:134 24X Fi c he : 50-000, 84/07/03, 

8407100468. 


B4072503P6 Part 21 rept re potential overpressure condition in vendor 
component cooling s y s , c on f i r ming 840712 telcon Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE.E P, Westinghouse Electric Corp 84/07/13 DEYOUNG, R. C, 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009 24X Fi c h e : 50-000, 84/07 / 1 3, 8407250326. 


84073002/4 Final Deficiency Repts 83-06 83-08 re Elcen Metal Products 

spring hangers having welded high carbon steel nuts w/carbon 
content in excess of AS.'''<f- Code limits. Initially reported on 
830617. Defec tiv'e bangers replaced. 

SWA.RTZ/E. D. Commonwealth Edison Co, 84/07/23 KEPPLER, J. G. Region 
3, Office of Director 2pp. 25802 334. 24X Fi c h e : 50-000 , 84/07/23, 

8407300274. 


T. Hearing transcripts on n on-anti trust matters 


8407030198 Forwards testimony of JO Binder BG Treece on Issues 5 8-6 
re cable over t ens i on i n g , a s issues have been limited by ASLB 
840608 order. Related correspondence. 

GIBBS, M E Ishan, Lincoln Beale. GIBBS, M, E Commonwealth Edison 
Co. DSB 980 84/06/29. SMITH, I W. , CALLIHAN, A. D. , COLE. R. F. 

Atomic Safety and Licensing Board Panel, Ip. 25234:014. 24X 

Fiche: 50-454, 84/06/29, S40703019S 


--8407030203 Summary of direct testimony of JO Binder on Issues 5 6 re 

cable overtensioning , as limited by ASLB 840608 order . Rel ated 
correspondence 

BINDER, J 0. Commonwealth Edison Co. 84/06/29. 192pp. 25234:015, 

24X Fiche, 50-454, 84/06/29, 8407030198. 


— 8407030208 Testimony of BG Treece on Issues 5 6 re cable 

Qvertensi oning, as limited by ASLB 840608 order. Related 
correspondence 

TREFCE, E, G Commonwealth Edison Co, 84/06/29, 52pp. 25234:206. 

24X Fiche; 50-454, 84/06/29, 8407030198 


8407090361 Forwards testimony of W Shewski/J McLauglin, R French, 

D Leone, W Behnke, R Tuetken,R Laney,M Somsag.L Del George S'. 

AK Singh re reinsp program. Related correspondence. 

MILLER. M. I Isham, Lincoln S< Seale. MILLER, M. I Commonwealth 
Edison Co, DSB 105. 84/07/02. SMITH. I W , COLE, R. F. , CALLIHAN, A, D, 

Atomic Safety and ' P-'.rd Panel. Ip, 25456:001. 24X 

Fiche: 50-454, 34/07, E ' I - ' ■■■;: 


— 8407090364 Summary of testimony t-. testimony of WJ Shews ki on Contention 
1 re reinsp p rogram, inspec tor q,ua 1 1 f i ca t i on. Re 1 a t ed 
correspondence, 

SHEWSKI, W. J Commonwealth Edison Co, 84/07/02, 159pp. 

25456:002 24X Fi c h e : 50-454, 84/07/02, 8407090361 , 


— 8407090367 Summary of testimony ?■: testimony of JM McLaughlin on 
Contention 1 re reinsp program, work qua 1 i ty . Re 1 at ed 
correspondence. 

MCLAUGHLIN, J. M. Commonwealth Edison Co. MCLAUGHLIN, J. M, Sargent 
V. Lundy, Inc. 84/07/02, 30pp 25456: 160, 24X 

Fiche: 50-454, 84/07/02, 8407090361. 


— 8407090371 Summary of testimony 3, testimony of WB Behnke on 
Contention 1 re overview of quality program, work quality. 

Related correspondence, 

BEHNKE, W.B. Com.monwea 1 th Edison Co. 84/07/02. 19pp, 25456:190, 

24X Fiche: 50-454, 84/07/02. 8407090361. 


--8407090373 Summary of direct testimony testimony of RP Tuetken re 
reinsp program. Related correspondence. 

TUETKEN, R.P, Commonwealth Edison Co. 84/07/02. 85pp. 25456:209. 

24X Fiche: 50-454, 84/07/02, 8*107090361. 


' — 8407090376 Summary of testimony testimony of RV Laney on Contention 
1 re work quality Related correspondence. 

LANEY, R V. Commonwealth Edison Co. 84/07/02. 47pp, 25456:295. 

24X Fiche 50-454, 84/07/02, 8407090361. 


— 8407090379 Summary of testimony testimony of ML Somsag re QA 
inspector reinsp program for Hunter Carp. Related 
correspondence. 

SOKSAG, M. L. Co.m.monwealth Edison Co. 84/07/02, llpp, 

24X Fiche. 50-454, 84/07/02, 8407090361. 


25456: 342- 
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— S4070903S1 SumTary of testimony testimony of LO DelGeorge on 
Contention 1 ra reinsp programi insp ec tor qua 1 i f i c at i on 
work q.ija 1 1 ty . Re 1 a t ed correspondence, 

DELGEORGE. L Q. Commonuealth Edison Co. 84/07/02. 80pp. 

25456; 303. 24X Fi c h e : 50-4 54, 84 /O 7/02, 8407090361 . 


— 8407090382 Summary of testimony testimony of AK Singh on Contention 1 
re reinsp program, 'uor k qua 1 i ty , Re lated correspondence. 

SINGH, A, K Sargent Lundy, Inc, 84/07/02, 9pp, 25457:071. 24X 

Fiche: 50-454, 84/07/02, 8407090361 


a407100'^44 Forwards testimony of JG Keppler testimonies of t4RC on 
reinsp program remanded issues ?••. allegations resolved based 
on reinsp program Testimony on Sy s Control Corp issues will 
be filed by 840716. Re lated correspondence. 

LEWIS, S. H, Office of the Executive Legal Director. DSB 152. 
84/07/02 SMITH. I. W., CQLE.R.F. , CALL IHAM, A. D. Atomic Safety and 
Licensing Board Panel 2pp. 25514' 069. 24X Fi c h e : 50-454 , 84/07/02, 

84071 00 54 '1. 


--8407100550 Testimony of W Little, KD Ward, R Love, J Muffett & 

K Connaughton on remanded issues re reinsp program. Prof 
qual ification statements end 

LITTLE, W , WARD, 1/ D, , LOVE, R. Region 3, Office of Director. 
84/07/02. 62pp, 25928.224, 24X F i c h e ' 50-454, 84/07/02, 8407100544. 


--0407100557 Testimony of DW Hayes 2.; KA Connaughton on allegations 
resolved based (in part or in whole) on reinsp program or 
otherwise relevant to reinsp program. Prof qualification 
statements end. 

HAVES, D. W , CONNAUGHTON, K. Region 3, Office of Director. 

8'l/07/02. 17pp 25514:132. 24X F i c h e : 50-454, 84/07/02, 8407100544. 


— 8407100564 Testimony of JG Keppler on reinsp program. Prof 
qualf icatxons statement end, 

K.EPPLER, J. G, Region 3, Office of Director, 84/07/02. 3pp. 
25514:149. 24X Fi c h e : 50-454, 84/07/02, 8407100544. 


8407090036 Forwards testimony of DL Leone R French . Re lated 
correspondence. 

MILLER, M, I, Isham, Lincoln Beale. MILLFR.M. I. Commonwealth 
Edison Co. DSB 051. a'1/07/03, SMITH, I. W. , CALLIHAN, A. D. , COLE, R. 

Atomic Safety and Licensing Board Panel, Ip. 25442:101. 24X 

Fiche: 50-454, 84/07/03, 8407090086. 


—8407090089 Summary of testimony S,. testimony of DL Leone on Contention 1 
re reinsp program for work quality. 

LEONE, D. L. Commonwealth Edison Co. 84/07/02. 15pp. 25442:102. 

24X Fiche: 50-454, 84/07/03, 8407090086. 


--8407090091 Summary of testimony &■. testimony of R French on Contention 1 
re reinsp program. 

FRENCH, R. Commonwealth Edison Co. 84/07/02. 15pp, 25442:117. 

24X Fiche: 50- 454, 84/07/03, 8407090086. 


8407090198 Transcript of S<i0705 telephone conference in Bethesda,MD. 
Pp 8,282-8,358. 

* Atomic Safety and Licensing Board Panel, 84/07/05. 77pp. 

25445:197, 24X F i c h e : 50-454, 84/07/05, 8407090198 


8407120117 Forwards testimony of BF Maurer GF Marcus re equipment 
supplied by Sys Control Corp. Related correspondence. 

MILLER, M I, Isham, Lincoln -i Seale. MILLER, M, I. Commonwealth 
Edison Co, DSB 201. 84/07/09. SMITH, I. W, , CQLE.R.F., CALLIHAN. A. D. 

Atomic Safety and Licensing Board Panel. Ip. 25550:244. 24X 

Fiche: 50-454, 8'1/07/09, 8407120117. 


--8407120118 Testimony of GF Marcus re Pittsburgh Testing Lab source insp 
of equipment 2', components supplied by Sys Control Corp. 

M.ARCUS, G. F, Commonwealth Edison Co, 84/07/09. Upp. 25550:245. 

24X Fiche: 50-454, 84/07/09, 8407120117, 


— 840712012:3 Testimony of BF Maurer re analysis of structural adequacy of 
main control panels designed fabricated by Sys Control 
Corp . 

MAURER, B, F. Commonwealth Edison Co MAURER, B, F. Westinghouse 
Electric Corp, 84/07/09 13pp. 25550:256. 24X 

Fiche : 50-454, 84/07/09, 84071201 17. 


8407190228 Forwards staff testimony on newly acquired info re extent 
of corrective actions taken w/respect to Sys Control Corp 
equipment, Related correspondence, 

LEWIS. S.H. Hearings Division, DSB 341. 84/07/16, SMITH, I.W., 

GOLF, R.F. , CALLIH.AN, A, D Atomic Safety and Licensing Board Panel. 
2pp, 25673:089 24X Fi c h e : 50'-454, 84/07/16, 8407190228. 


— 8407190232 Summary testimony of DW Hayes ?■: KA Connaughton on newly 
acquired info re extent of corrective actions taken 
u/respect to Sys Control Corp equipment. 

HAYES, D.W., CQNNAUG.HTGN. K. Region 3, Office of Director. 

84/07/16, Atomic Safety and Licensing Board Panel. 12pp. 
25678:091, 24X Fi c h e : 50-454, 84/07/ 16, 84071 90228, 


S407190500 Forwards testimony of E8 Branch describing prof 
qualif ications 2,. work e x p er i ence. Re la t ed correspondence. 

CAi.LO, J Isham. Lincoln Beale. G.ALLO, J. Commonwealth Edison Co. 

DSB 353. 84/07/17, SMITH, I.W. CQLE.R.F., CALLIHAN, A. D. Atomic 

Safety and Licensing Board Panel. 3pp. 25684:157. 24X 

Fiche: 50-454, 84/07/17, 8407190500. 


— 8407190504 Testimony of EB Branch re job r e spon s ib i 1 i t i es, educ 
background work e x p er i enc e. Re 1 a ted correspondence. 

BRANCH, E. B, Com-monwea 1 1 h Edison Co, BRANCH, E. B. Sargent 8< Lundy, 
Inc, 84/07/17. 5pp, 25684:161. 24X F i c h e : 50-454, 84/07/1 7. 

8407190500. 


8407200035 Transcript of 840718 conference call in Bethesda.MD. 
Pp a. 359-8, 393. 

* Commissioners. 84/07/18. 35pp. 25690:090. 24X 

Fiche; 50-454, 84/07/18, 8407200085. 


8407310093 Transcript of 840723 hearing in Roc kf ord, IL. Pp 8,394-8,519. 
Supporting documentation encl, 

* Atomic Safety and Licensing Board Panel. 84/07/23. 445pp. 

25335:310, 24;< Fi c h e : 50-454, 84/07/23, 8407310093. 


8407310327 Transcript of 840724 hearing in Roc kf ord, IL. Pp 8,520-8,744. 
Atomic Safety and Licensing Board Panel. 84/07/24. 224pp. 

25828:262. 24X Fi c h e : 50-454 , 84/07/24, 840 73 10327. 


8407310123 Transcript of 840725 hearing in Roc k ford, IL. Pp 8,746-8,996. 
* Atomic Safety and Licensing Board Panel, 84/07/25. 278pp. 

25837:075, 24X Fi c h e; 50-454, 84/07/25, 84073 10123. 


8407310164 Transcript of 840726 hearing in Rockford, IL, Pp 8,997-9,225. 
* Atomic Safety and Licensing Board Panel, 84/07/26, 292pp. 

25338:199, 24:< Fi c h e; 50-454, 84/07/26, 8407310164. 


8407300415 Forwards errata sheet Muff ett. Little it Love 840620-21 

depositions. Related correspondence. 

RILEY, A. Tayloe Associates. DSB 597. 84/07/27. PLEASANT, E. 

Dock eting .S'. Services Branch. Ip. 25953:115. 24X 

Fiche; 50-454, 84/07/27. 8-107300415. 


— 8407300420 Errata sheet for deposition of Muffett 8; Little. Related 
correspondence. 

* Atomic Safety and Licensing Board Panel. MUFFETT, LITTLE 
Region 3, Office of Director. 84/07/27, 3pp. 25953:116. 24X 

Fiche: 50-454, 84/07/27, 8407300415. 


— 8407300427 Transcript of J Moffett S'. WS Little 840621 depositions in 
Clen El lyn, IL. Re lated correspondence. 

Atomic Safety and Licensing Board Panel, MUFFETT, U. , 

LITTLE, W.S. Region 3, Office of Director, 84/06/20, 157pp, 

25953:119, 24X Fi che: 50-454, 84/07/27, 8407300415. 


— 8407300432 Transcript of RS Love 840620 deposition in Glen Ellyn, 
IL. Exhibits end. Related correspondence. 

■* Atomic Safety and Licensing Board Panel. LOVE.R.S. Region 3, 
Office of Director. 8^/06/20, 365pp, 25933:277. 24X 

Fiche: 50-454, 84/07/27, 8407300415. 


8407310320 Summary of testimony testimony of KT Kostal on 
Contention 1 re capacity of Sys Control Corp supplied 
components to carry design 1 oads. Related correspondence. 
KOSTAL. K. T. Sargent Ty. Lundy, Inc. DSB 626, 84/07/30. 65pp. 

25829: 164. 24;< Fiche: 50-454, 84/07/30, 8407310320, 


8407310326 Summary of testimony testimony of LD Johnson on 
Contention 1 re adequacy of Sys Control Corp supplied main 
control boards , Re lated correspondence. 

JOHNSON, L. D. Torrey Pines Technology, DSB 623. 84/07/30. 67pp. 

25934: 195. 24X Fiche: 50-454. 84/07/30, 8407310326. 


8407310344 Summary of testimony & testimony of AK Singh on Contention 1 
re evaluations of d i screp anc i es in cable tray hanger 
connections, so 1 id bottom tray welds St ladder tray weld 
connections. Related correspondence. 

SINGH, A. K. Sargent S'. Lundy. Inc. DSB 624, 84/07/30. 9pp. 

25334:084. 24X Fi ch e : 50-454. 84/07/30, 8407310344, 


8407310^23 Summary of testimony .V testimony of EB Branch re Contention 
I (reinsp program, work qual i ty ). Related correspondence. 

BRANCH, E B, Sargent Lundy, Inc. DSB 625, 84/07/30. 17pp. 

25829:322. 24X Fi ch e : 50-454, 84/07/30, 8407310423. 
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V. Operator Exaninations 


B406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs S: holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end . 

EISPNHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co of Neu York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, B4/06/27. 8*106270142 


B407CS0215 Provides list of certain practices used in implementing 
provisions of KUREG-1021, "Operator Licensing Examiner 
Stds, " re administration of simulator exams. 

WALKER. P. D. Region 3, Office of Director S4/07/02. REED. C. 
Connonuea 1 1 h Edison Co. 2pp. 25430:028. 24X Fiche. 50—000.84/07/02. 

S407C60215. 


8407030097 Generic Ltr 84-17 to all power reactor i ic ense es. app 1 icants 
for DLs.NSSS vendors, reactor vendors h AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of Neu York. Inc 16pp. 25601; 326. 24X 

Fiche; 50-000, 84/07/03, 8407030097 


S407310069 Responds to 840615 request that candidates be permitted to 
take exams prior to completion of observation training. 

Candidates can take exams as stated, but licenses tuill not 
be issued until observation training completed. 

WALKER. RD. Region 3, Office of Director. S4/07/24. QUERIO. R.E. 
Conoonuealth Edison Co. Ip. 25849:205. 24X Fiche: 50-454, 84/07/24. 

8407310069. 


DOCKET SlN-50-455 BYRON STATION, UNIT 2 


A. Application/construction stage documents ?! correspondence 


8407020065 Board Notification 84-123: forwards info re Westinghouse 
reactor coolant punp (RCP) seal s. El ec tr ic i te DeFrance test , 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp 1 : leakage flow rate in pumps w/o seal cooling, 
EIS&NHUT.D. G, Division of Licensing, 84/06/29. PALLADINO 
Commissioners. 7pp. 25465:299. 24X Fic he ; 50-000. 84/06/29. 

3407020065. 


B407030401 Advises of review S, approval of Revs 24 25 to QA topical 

rapt. per 830713 ?•: 0822 Itrs. App B requirements satisfied. 

NORFLIUStC. E Division of Project Z' Resident Programs. S4/06/29. 
REEO.C. Commonuealth Edison Co. 2pp. 25239:276. 24X 

Fiche: 50-000. 34/06/29. 8407030401 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins S*. data Itrs. in response to Generic Ltr 
83-28. "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928. 

ALEXANDER. G, L. Commonuealth Edison Co. 84/06/30. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25426:041. 

24X Fiche. 50-000, 84/06/30. 8407060235. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Z/i holders of CPs re proposed staff 
actions to improve Zy. maintain diesel generator reliability. 

Svc list end, 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, inc. 36pp. 25601:348. 24X 

Fiche; 50-000. 84/07/02. 8407020206. 


8407160158 Forwards addl info re Rev 11 to Sections 7.2 4>. 8.0 of 
"Offsite Dose Calculation Manual." Rev addresses NRC 
questions re site-specific portions, per 840508 commitment. 

Generic issues rev expected by end of 1984. 

TRAMH.T, R Commonwealth Edison Co. 84/07/02. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 5pp. 25600:102. 24X 

Fiche. 50-454, 84/07/02. 8407160158. 


— 8407160159 Rev 11 to Sections 7. 2 ^ 8 , 0 of "Offsite Dose Calculation 
Manual. " 

* Commonwealth Edison Co. 84/06/30. 59pp, 25600:107. 24X 

Fiche: 50-454, 84/07/02, 8407160158. 


8407200048 Forwards SER re acceptab 1 1 i ty of applying Code Case 19lq 
const. per 830411 request. 

EISENHUT, D. G. Division of Licensing. 84/07/11. NOREL I US. C. E. 
Division of Project Z/. Resident Programs. Ip. 25708:134. 24X 

Fiche: 50-000, 84/07/11, 8 •1-07200048. 


— 8407200050 SER re ac c e p t a b i 1 i t y of applying Code Case 1914 in cons^ 
# Office of Nuclear Reactor Regulation, Director. 34/07/11. 7 ' 

25/08:135. 24X F i c h e : 50-000, 84/07/1 1 , 8407200048. ^ 


8407170453 Forwards co-Timents re May S. June 1984 interim repts of 
Bechtel independent design review. Final rept will be 
reviewed to ensure that comments addressed. 

STREEIER, J. F. Region 3. Office of Director. 84/07/12. REED. C. 
Commonwealth Edison Co. 6 pp. 25608:056. 24X Fiche; 50-454, 84/07/i2^ 

8407170453. 


B407250O93 Provides addl comments Z>. suggestions re proof & review Tec), 
Specs distributed in CO Thomas 831216 ltr. Various sections 
of Tech Specs, u/sunmary explanation of changes, end. 

TRAMM, 7.P, Commonwealth Edison Co. 84/07/16. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 81pp. 25745:067. 24X 

Fiche: 50-454, 8-1/07/16, 8407250093. 


8407300295 Forwards marked-up Tech Sp ec s , ind ica t ing addl comments 
suggestions re reactor trip sys ESF instrumentation. 

TRAMH, T. R Com.-ro nwea 1 th Edison Co. 84/07/19. DENTON, H. R. Office 

of Nuclear Reactor Regulation, Director. 44pp. 25801:150. 24X 

Fiche; 50-454, 84/07/19, 8407300295. 


E, NRC Safety Evaluation Report (SER), suppls correspondence 


8407160197 Forwards addl info re environ qua 1 i f i cati on of mechanical 
equipment. Info suppls >?< updates info provided in 831206 & 

84042:3 Itrs Info closes SER Outstanding Item 7. Result of 
NSSS equipment review also end. 

TRAMM, T.R. Commonuealth Edison Co. 84/07/03. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 25pp. 25592:074. 24X 

Fiche: 50-000. 84/07/03- 8407160197. 


8407250165 Forwards response to FSAR Questions 130.58,130.59 & 130.60 
re design of Category I masonry walls, per NRC 840322* 
request. NRC review should eliminate License Condition 2 
to Byron SER. Responses will be included in next FSAR amend. 

TRAMM. T. R. Commonuealth Edison Co. 84/07/16. DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. 10pp. 25747:298. 24X 

Fiche; 50-000. 84/07/16. 8407250165. 


F. Security, medical, eiuergency fire .protection plans 


8407120545 Public version of generating station emergency plan 
telephone d irec tory . W/840530 release memo. 

OALLE. O.P. Commonuealth Edison Co. 84/04/26. 80pp. 25559:252. 

24X Fiche: 50-000, 84/04/26, 8407120545. 


8407050230 Forwards Amend 3 to "By ron/Braidwood Generating Stations, 
Units 1 Zt 2 Fire Protection Rept." Amend includes revised 
safe shutdown ana lysis, descr ip tion of conformance to Branch 
Technical Position CKEB 9.5-1 4; miscellaneous changes. 

TRAMM. T.R. Com.monuea 1 1 h Edison Co. 84/06/28. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 9pp. 25406:286. 24X 

Fiche; 50-000, 84/06/28, 8407050230. 


— 8407050252 Amend 3 to "By ron /Bra i d wood Generating Stations. Units 1 ^ 
2 Fire Protection Rept. " 

Commonwealth Edison Co. 84/06/30. 717pp. 25406:296. 24X 

Fiche: 50-000. 84/06/28,8407050230. 


8407110275 Revised emergency plan implementing procedures, inc luding 
Rev 1 to BZP 330-5. "Post-Accident Release Rate 
Determinati ons. " Rev 1 to BZP 500-T6. "Checklist Technical 
Support Ctr" t-. Rev 1 to BZ 500-T9, 

* Commonwealth Edison Co. 84/06/30. 16pp. 25523:001. 24X 

Fiche: 50-454. 84/06/30. 84071 10275. 


8407060243 Ack receipt of 340611 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-454/83-56 Z: 50-455/83-39. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/07/02. REED.C. 
Connonwealth Edison Co, Ip. 25426:102. 24X Fi c he; 50-454, S4/07/02» 

8407060243. 


--8407060252 Responds to WRC 840203 ltr re violations noted in IE 
E-re-gorry P-eparedness Appraisal Repts 50-454/83-56 & 

OG----55/ '‘j "n. Corrective ac t i ons ; g enerating station 
emergency plan manual revised. 

FARRAR, D. L. Commonwealth Edison Co, 84/06/11. KEPPLER.J- G. 
Region 3, Office of Director. 21pp, 25426:103. 24X 

Fiche: 50-454, 84/07/02, 8407060243. 
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04O717O'q34 Forwards Rev 11 to security plan. Rev mithheld 
(ref 10CFR73. 21). 

FARRARi D. L. ConnoniL’ea 1 th Edison Co. 84/07/05. Office of Nuclear 

Reactor Regulation. Director. Ip 25608:143. 24X 

Fiche: 50-454. 8^1/07/05. 8-107170434. 


8407130240 Forwards response to req.uest for addl info on fire 
protection rept. Figure 2.3-8 re design change substituting 
heavy gauge wire fence for one section of wall enclosing 
125-valt dc safety-related battery banks. 

FiiiRRAR. D. L. Corinionujea 1 th Edison Co. 84/07/06, DENTON. H. R. Office 

of Nuclear Reactor Regulation. Director. 6pp. 25564:128. 24X 

Fiche: 50-000. 8^/07/06. 8407130240. 


8407170441 Revised index to emergency plan implementing proc edures. W/ 
840707 transmittal memo. 

* Commonwealth Edison Co. 84/07/07. 19pp. 25608; 111. 24X 

Fiche: 50-454. 8-1/07/07, 8407170441. 


8407170362 Forwards SALP Repts 50-454/84-22 50-455/84-15 for Jan 

1983 - Apr 1984, Reg u latory performance acceptable. 
kkEPPLER, J. G. Region 3, Office of Director. 84/07/10. REED. C. 
CoROoriwealth Edison Co. 3pp. 25615:297, 24X Fi c h e: 50-454, 84/07/10. 

8407170362, 


--8407170370 SALP Repts 50-454/84-22 50-455/84-15 for Jan 1983 - Apr 

1984 Performance acceptable. 

•* Region 3, Office of Director, 84/07/10, 39pp, 25615:300. 24X 

Fiche. 50-454, 84/07/10. 8407170362, 


8407240201 Rev 0 to Emergency Implementing Pr ocedure . BZP 320-Tl. "RM-ll 
'A Model Monitoring' Data Sheet." W/revised index, table of 
contents 840716 transmittal form. 

* Commonwealth Edison Co. 84/07/13. Spp. 25722: 145. 24X 

Fiche; 50-454. 84/07/13, 8407240201. 


8407240276 Ac k receipt of 840717 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50—454/83—62 St 
50-455/83-42 Util review of fire protection features 
underway to assess degree of conformance to NFPA Code specs. 

SPESSARD, R, L. Region 3. Office of Director, 84/07/17, REED. C. 
Com.Tionuea 1 th Edison Co. 2pp. 25719:092, 24X Fic h e : 50-454, 84/07/17. 

8407240276, 


— 8407240288 Responds to NRC 840417 Itr re deviations noted in IE Insp 
Repts 50-454/83-62 fy. 50-455/83-42, Correc t ive actions: fire 
protection engineer placed on technical staff. Fire doors 
fire dair,p.iT5 ijill be verified operational. 

FARRAR. D. L Commonwealth Edison Co, 84/06/20. KEPPLER.J. G, 
Region 3. Office of Director. Spp. 25719:093. 24X 

Fiche: 50-454. 84/07/17. 8407240276. 


8407310233 Revised emergency pr oced ur es , inc 1 ud i ng Rev i to BZP 500-Tll 
re inventory of control room area emergency supplies, Rev 2 
to BZP 500-T12 re inventory of ambulance supplies St BZP 
inde X. W/transnittal receipt form. 

* Commonwealth Edison Co. 84/07/24, 9pp. 25832:179. 24X 

Fiche: 50-454, 84/07/24, 8407310233, 


0, Adjudicatory correspondence 


8407090334 Forwards Bechtel interim rept of independent design review 
pertaining to IE integrated design insp in May St June 1983, 

W/o end. Related correspondence. 

0IB8S, M, E. Isham, Lincoln St Beale. GIBBS. M. E. Commonwealth Edison 
Co, DSB 096. 84/06/22. SMITH, I. W,. CALLIHAN, A. D. , COLE, R. F. 

Atomic Safety and Licensing Board Panel, Ip. 25455' 325. 24X 

Fiche: 50-454, 84/06/22, 8407090334, 


84070903P9 Responds to util 840607 notification to interveners of 
belief that util has satisfied stipulated emergency planning 
Commitments M, N,P.U,V St W, Related correspondence, 

CHAVEZ. D. Sinnissippi Alliance for the Environment (SAFE). 
CHAVEZ, D. DeKalb Area Alliance for Responsible Energy. 

MORRISON, P. A, League of Uomen Voters of Rockford. IL. DSB 093. 
84/06/24. Isham, Lincoln St Beale. 9pp. 25455:333. 24X 

Fiche: 50-454, 84/06/24, 8407090329. 


8407020520 Forwards final S', complete response to first set of 
interrogator ies, Answer to Part f of Interr ogatory 10 ^ 
completed. No answers in previous partial responses changed, 
Related correspondence. 

BECKER, B. D. Isham, Lincoln Sk Beale. BECKER. B. D. Commonwealth 
Edison Co. DSB 957. 8d/06/25. WHICHER, J. Businessmen for the 

Public Interest. WHICHEK-J. Whicher, J. M. Ip. 25227:092. 24X 

Fiche: 50-454, 84/06/25, 8^07020520. 


— 8407020521 Response to first set of interrogator ies. Certificate of Sve 
end Related correspondence. 

BECKER, B. D. Commonwealth Edison Co. BECKER. B. D. Isham. Lincoln St 
Beale. 84/06/25, Businessmen for the Public Interest. 267pp. 
2S22/;093. 24X Fiche: 50-454, 84/06/25, 8407020520. 


8407030242 Notice of withdrawal of appearance in proceed ing. Certificate 
of Sve encl. 

RAWSON.R.J. Hearing Branch 4. DSB 996. 84/06/26. 3pp. 25267:358. 

24X Fiche- 50-454, 84/06/26, 8407030242. 


8407020543 Forwards suppl to rept on Byron QC inspector reinsp 
program. Re lated correspondence. 

FURSE, M. C. Isham. Lincoln -S'. Beale. FURSE, M. C. Commonwealth Edison 
Co. DSB 956. 84/06/28, SMITH, I. W., COLE, R. F. , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. 72pp. 25228:051. 24X 

Fiche: 50-454, 84/06/28, 8407020543. 


8407060101 Forwards short request for documents. Related correspondence. 
CASSEL, D. W. Businessmen for the Public Interest. DSB 040. 

84/06/28, miller, M. Isham, Lincoln t-. Beale, Ip. 25429:024. 24X 

Fiche: 50-454, 84/06/28, 8407060101. 


— 8407060103 Second request for production of d oc uments . C er t i f icate of 
Sv'c encl. Related correspondence. 

CASSEL, D. W. Businessmen for the Public Interest. DSB 041. 
84/06/28. commonwealth Edison Co, Spp. 25429:025. 24X 
Fiche; 50-454, 84/06/28, 8407060101. 


8407090165 Forwards first second interim repts of Bechtel independent 
design review re May S'. June 1983 integrated design insp. 

Related correspondence. 

GIBBS, M.E Isham, Lincoln S- Beale. GIBBS, M.E. Duke Power Co. DSB 
052. 84/06/29. Atomic Safety and Licensing Board Panel. 296pp. 

25450: 191. 24X Fiche; 50-454, 84/06/29, 8407090165. 


8407060095 Motion for extension of time to petition ASLB re emergency 
planning content! on, Not i c e of appearance S' Certificate of 
Sve encl. 

ZIMMERMAN. S. P. Joint Interveners - Byron. ZIMMERMAN, S. P. 
Pedderson, Menzimer, Conde, Stoner S'. Killoren. DSB 045. 84/07/02. 

Atomic Safety and Licensing Board Panel. 7pp. 25429:236. 24X 

Fiche: 50-454, 04/07/02, 8407060095. 


8407090075 Forwards second interim deficiency rept re butt splices in 
electrical conduc tors. Sub j discussed at 840531 prehearing 
conference. Related correspondence. 

OIBBS.M. E. Isham, Lincoln S'. Beale. GIBBS, M. E. Commonwealth Edison 
Co. DSB 054. 84/07/02. SMITH, I. W., COLE, R. F. , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel, 8pp. 25442:173. 24X 

Fiche; 50-454, 84/07/02. 8407090075. 


8407100603 Forwards response to util 840613 notification of satisfying 
emergency planning Commitments F< G, H, I, J, K, L, □, Y S'. Z. 

CHAVEZ, D. Sinnissippi Alliance for the Environment (SAFE). 

CHAVEZ, D. DeKalb Area Alliance for Responsible Energy. 

MORRISON, P. A. League of Women Voters of Rockford, IL. DSB 134. 
84/07/02 BIELAWSKI.A, Isham, Lincoln & Beale. 13pp. 25514:340. 

24X Fiche. 50-454, 84/07/02, 8407100603. 


8407090342 Forwards May Sc June 1984 interim repts re independent design 
review performed by Bechtel Power Corp. W/o encl. 

OIBBS, M. E. Isham, Lincoln S-. Beale. GIBBS. M. E. Commonwealth Edison 
Co. DSB 097. 84/07/03. Docketing S: Services Branch. Ip. 

25454:350. 24X Fiche: 50-454, 84/07/03, 8407090342. 


8407100538 Amended notice of entry of special St limited appearance. 
Certificate of Sve encl. 

ZIMMERMAN, S. P. DeKalb Area Alliance for Responsible Energy. 
ZIMMERMAN, S. P. Sinnissippi Alliance for the Environment (SAFE). 
ZIMMERMAN, S, P. League of Women Voters of Rockford, IL. DSB 137. 
84/07/05. 3pp. 25514:063. 24X Fiche; 50-454, 04/07/05, 8407100588. 


8407110317 Forwards RL Spessard 840612 Itr. notice of violation S< IE 
Insp Repts 50-454/84-23 S: 50-455/84-16 as relevant & matl 
to matters pending before Board, 

PATON.W.D, Hearing Branch 2. DSB 179. 84/07/06. SMITH, I. W., 

COLE, R. F. , CALLIHAN, A. D, Atomic Safety and Licensing Board Panel. 
20pp. 25523:106. 24X Fi c h e : 50-454, 84/07/06, 840711031 7, 


8407180298 Requests W Paton be added to distribution list 8t R Rawson 
deleted. Related correspondence. 

LEWIS, S.H, Office of the Executive Legal Director, DSB 318. 
84/07/09. PRESCOTT, N. 0, Region 3, Office of Director. Ip. 

25652:014. 24:< Fi ch e: 50-454, 84/07/09, 8407180298. 


8407120041 Memorandum order re alteration of schedule for hearings. 
Evidentiary hearing will commence on 840723 & will conclude 
no later than 840803. Served on 840711. 

SMITH, I. W. Atomic Safety and Licensing Board Panel. DSB 195. 
84/07/10. Office of the Executive Legal Director. Spp. 
25551:015. 24X Fiche: 50-454, 84/07/10, 8407120041, 


8407130245 Answers to intervener second set of interrogatori es re 
reinsp program, Certificate of Sve encl. Related 
correspondence. 

BECKER, B. D. Commonwealth Edison Co. BECKER, B.D. Isham, Lincoln «< 
Beale. DSB 233. 84/07/10, DeKalb Area Alliance for Responsible 

Energy. 6pp. 25564:139. 24X Fiche: 50-454, 84/07/10, 8407130245. 
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84071302^1 Forinards third set or i nterrogator i es to util. Related 
correspondence. 

CASSFLi D. W, Businessmen for the Public Interest. DSB 214. 

84/07/10. MILLER- M. I, Isha.m, Lincoln Beale. Ip. 25567:138. 24X 

Fiche: 50-454, S4/07/10, 8407130261. 


— 8407130268 Third set of interrogatories re documents of meetings & 
contractor .!< consultant correspondence. Certificate of Svc 
end Related correspondence, 

CASSEL, D. W. Businessmen for the Public Interest. 84/07/10. 
Conmonwea 1 th Edison Co. 4pp. 25567: 139 24X 

Fiche: 50-454, 84/07/10, 8407130261. 


P. Operating license stage documents S< correspondence 


9407090165 Fortuards first second interim repts of Bechtel independent 
design review re May June 1983 integrated design insp. 

Related correspondence. 

OIBBS, M. E .Ishan, Lincoln &■. Beale. DSB 052. 84/06/29. Atomic 

Safety and Licensing Board Panel. 296pp. 25450: 191. 24X 

Fiche: 50-454,84/06/29, 8407090165. 


Q. Inspection reports, IE Bulletins correspondence 


8407160306 Forwards typeset version of suppl to rept on QC insp/reinsp 
program, errata & addenda to orignial rept, per 840628 
conmitment. Related correspondence 

FURSE. M. C, Ishan, Lincoln S'. Beale. FURSE, M C. Commonwealth Edison 
Co. DSB 246. 84/07/11, SMITH, I. W., COLE, R F. , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. TSpp. 25601:103, 24X 

Fiche: 50-454,84/07/11, 8407160306. 


8407170372 Forwards summary of 840703 telcon re scheduling of hearings 
Si disclosure of intervenor wi tness. Re lated correspondence. 

MILLER. M I. Ishan. Lincoln S Seale. MILLER, M, I. Commonwealth 
Edison Co. DSB 270. 84/07/11. SMITH, I. W. , COLE. R. F. , CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. Ip. 25627:019. ?4X 

Fiche. 50-454. 84/07/11, 8407170572. 


— S407173575 Summary of 840703 telcon re scheduling of hearings & 
disclosure of intervenor wi tness. Re lated correspondence. 

* Isham, Lincoln & Beale. 84/07/10. SMITH, I. W., CALLIHAN, A. D. . 
COLE, R. F. Atomic Safety and Licensing Board Panel. 7pp. 
25627:020. 24X Fi ch e : 50-454, 84/07/ i i , 8407170572, 


8407030037 Forwards IE Insp Repts 50-454/84-34 50-455/84-27 on 

840530-31. No none onp 1 ianc e noted. 

PAPER TELLO, C J, Region 3, Office of Director. 84/06/15, REED.C. 
Conno.nuealth Edison Co. 2pp. 25278:325. 24X Fic he: 50-454, 84/06/15, 

8407030037. 


— 8407030042 IE Insp Repts 50-454/84-34 50-455/84-27 on 840530-31. No 

noncompliance noted. Major areas inspected : previous open 
items, chemistry radiochemistry program & procedures & 
radiological environ monitoring program. 

GESIMANN, M. J, , SCHUMACHER, M. C- Region 3, Office of Director, 
8^/06/14, 4pp. 25278:328. 24X Fi c h e; 50-454, 84/06/ 1 5, 8407030037. 


8407050258 Forwards addl info re util responses to f ind i ng s, unresol ved 
items, observations i: general concerns identified during 
Integrated Design Insp Rept 50-454/83-32. Pi pe break issues 
will be addressed in separate Itr. 

REED, C Commonuealth Edison Co, 84/06/19. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 57pp. 25297:323. 24X 

Fiche: 50-454, 84/06/19, 8407050258. 


8407170578 Notifies of interveners failure to designate another 
atty , desp ite representati on to ASLB that atty would be 
identified by 840709. Re la ted correspondence 

MILLER, M. I. Isbam, Lincoln & Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 281. 84/07/11. CASSEL, D. Businessmen for the 

Public Interest. 2pp. 25625:321. 24X Fi ch e; 50-454, 84/07/1 1, 

8407170578. 


— 8311300184 Responds to 830617 memo to RH Vollmer re evaluation of 
snubber problems at Sargent Lundy. Method used for 
modeling of pipe supports in piping design analyses provides 
adequate basis for calculation of piping stresses. 

EISFNHUT, D. G. Division of Licensing. 83/10/31. BANGART, R. L, 
Division of Vendor fy Technical Programs. 2pp. 25298:018. 24X 

Fiche; 50-454, 84/06/19, 8407050258. 


8407180294 Notice of withdrawal of apperance in proceed in g. C ertif icate 
of Svc end. 

HASSELL, D. F. Hearing Branch I. DSB 310. 84/07/11. Atomic Safety 

and Licensing Board Panel, 3pp. 25652:001. 24X 

Fiche. 50-454, 84/07/11, 8407180294. 


8407180317 Forwards summaries of testimony of NRC staff on remanded 
issues re reinsp program St allegations resolved based on 
reinsp program or otherwise relevant to reinsp program. 

Related correspondence. 

WILCQVE,M.N. Hearing Branch 2. DSB 303, 84/07/11, SMITH, I. W. , 

CALLIHAN, A. D, , CDLE, R. F, Atomic Safety and Licensing Board Panel. 
5pp. 25652:041, 24X Fi c h e. 50-454, 84/07/1 1 , 840718031 7. 


8407160293 Forwards errata sheet listing corrections to May 1984 
interim rept of independent design review. Related 
correspondence. 

OIBBS, M.E. Ishan, Lincoln S'. Seale. GIBBS, M. E. Commonwealth Edison 
Co. DSB 258. 84/07/12. SMITH, I. W., CALLIHAN, A. D, , COLE, R, F. 

Atomic Safeti,' fn'* !. iceml’'- Po.i"d Panel. 3pp. 25601:288. 24X 

Fiche: 50~-5i. G‘!/:;7/ J L'. G iC "fT 


S407170511 Memorandum S; order granting extension of time until B40914 
for filing petition for hearing under emergency planning 
stipulation. Served on 840717.. 

SMITH, I. W. Atonic Safety and Licensing Board Panel. DSB 279. 
84/07/16. 2pp. 25626:008. 24X Fi che: 50-454, 84/07/16, 8407170511. 


8407230337 Answers to third set of interrogatories. Certificate of Svc 
end. Related correspondence. 

BECKER, B.D. Commonwealth Edison Co, BECKER, S. D. Isham, Lincoln & 
Beale, DSB 439. 84/07/19. Joint Interveners - Byron. 5pp 

25711:200. 24X Fiche: 50-454, 84/07/19, 8407230337. 


8407250187 Forwards affidavit of WL Forney describing role played w/ 
respect to reinsp program since Forney left position as 
senior resident inspector in Jul 1983. Related 
correspondence. 

LEWIS, S, H, Hearings Division. DSB 498. 84/07/20. SMITH, I. W. , 

COLE, R.F. , CALLIHAN, A. D. Atomic Safety and Licensing Board Panel. 
2pp. 25735:011. 24X Fiche: 50-454, 84/07/20, 8407250187. 


■—8407250194 Affidavit of WL Forney describing role played w/respect to 
reinsp program since Forney left position as senior resident 
inspector in Jul 1983. 

FORNEY, W. L. Region 3, Office of Director. 84/07/12. 2pp. 
25735:013. 24X Fiche: 50-454, 84/07/20, 8407250187. 


8407090188 Forwards IE Insp Repts 50-454/84-26 St 50-455/84-22 on 
840503-18, No nonconpl ianc e noted. 

LITTLE, W.S. Region 3, Office of Director. 84/06/20. REED,C. 
Commonwealth Edison Co. 2pp. 25454:036. 24X Fi ch e; 50-454, 84/06/20, 

8407090188. 


— 8407090192 IE Insp Repts 50-454/84-26 50-455/84-22 on 840503-18. No 

noncompliance noted. Major areas inspected: IE bulletins & 

10CFR50. 55< e ) items, as-bui 1 1 walkdown of structural steel 
framing Z/ steam generator upper S', lower lateral supports. 

KEATING, D. E, , DANIELSON, D. H. Region 3, Office of Director. 
81/06/19. 6pp. 25454:038, 24X Fi che: 50-454, 84/06/20, 8407090188. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S; Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he ; 50-000, 84/06/29, 840628031 J . 


8407030250 Forwards "Independent Design Review for Comm Ed, Byron 
Station" interim rept, per IE Insp Rept 50-454/83-32 & S40611 
Itr. 

REED.C. Commonuealth Edison Co. 84/06/29. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. Ip. 25235:325, 24X 

Fiche: 50-454, 84/06/29, 8107030250. 


— 8407030252 "Independent Design Review for Comm Ed, Byron Station" 
interim rept. 

CHAN, R. S. , DICKrC.W. , HUGHES, E. M. Bechtel Corp. 84/06/30. 87pp. 

25235:326. 24X Fiche: 50-454, 84/06/29, 8407030250. 


8407060198 Forwards questions provided to util on 840613 describing 
info needed to complete special in~progress insp re 
equipment supplied by Sys Control Corp. 

STREETER, J. F. Region 3. Office of Director. 84/06/29. REED.C. 
Commonwealth Edison Co. 3pp. 25426:194. 24X Fi c h e: 50 - 454 , 84/06/29, 

8407060198. 


8407060243 Ac k receipt of 840611 Itr in'Corming NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-454/83-56 50-455/83-39. 

PAPERIELLO, C, J. Region 3, Office of Director. 84/07/02. REED.C. 
Commonuealth Edison Co. Ip. 25426:102, 24X Fiche: 50-454, 84/07/02, 

8407060243. 
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— 8407060252 Responds to NRC 840203 Itr re violations noted in IE 
Efnergency Preparedness Appraisal Repts 50-454/83-56 ?j>. 

50-455/83-39. Correc t ive ac t i ons : g enerat in g station 
emergency plan manual revised. 

FARRAR, D.L. C or.oonuea 1 1 h Edison Co. 84/06/11. KEPPLER.J. G. 

Region 3, Office of Director, 21pp. 25426: 103. 24X 

Fiche: 50-454, 84/07/02, 8407060243. 

8407060253 Informs of 840721 meeting at Region III ofc to discuss SALP 
assessment. 

STREEl ER, J. F. Region 3, Office of Director. 84/07/02. REED, C. 
Comnonuealth Edison Co. 2pp. 25426:043. 24X Fi c h e: 50-454. 84/07/02, 

8407060253. 


8407250283 Forwards IE Insp Repts 50-^54/84-28 50-455/S4-20 on 

840501-0601. No none omp 1 i a nc e noted. 

STREETER, J. F. Region 3, Office of Director. 84/07/03. REED, C. 
Commonwealth Edison Co, 2pp. 25754:206. 24X Fi c h e : 50~454, 84/07/03. 

8407250283. 


--8407250302 IE Insp Repts 50-454/84-' t,: v. 50-455/84-20 on 840501-0601 . No 
noncamp 1 lanc e or deviations noted , ‘'...jor areas inspected: IE 
bulletins Z: c ir c u 1 ar s, 1 OCF R50. 55e r up ts , a 1 1 egat i ons, 
regulatory improvement program Z/. plant tours, 

HAYES, D. W. Region 3, Office of Director. 84/07/03. 9pp. 

25754:208. 24X F i c h e : 50-454, 84/07/03, 8407250283. 


B407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 8. Other 
Anaerobic Ad h es i ve/Sea Ian ts " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8». Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276, 24X F i che : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Calculations Supporting Nuclear Power Plant 
Design. " Sve list encl. 

JORDAN, E. L. Division of Emergency Preparedness %>. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness J-, Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286, 24X Fi che: 50-000, 84/07/06, 8407050274. 


8407110317 Forwards RL Spessard 840612 Itr, notice of violation & IE 
Insp Repts 50-454/84-23 Z>. 50-455/84-16 as relevant & matl 
to matters pending before Board. 

PATON.W.D, Hearing Branch 2. DSfl 179. 84/07/06. SMITH, I. W. 

Atomic Safety and Licensing Board Panel. 20pp, 25523: 106. 24X 

Fiche: 50-454, 84/07/06, 8407110317. 


8407120189 Confirms 840706 arrangements w/T Tramm to reschedule SALP 
840721 meeti-'; to 840719 in Glen Ellyn, IL. 

STREE-F'' . • Region 3, Office of Director. 84/07/06. REED,C. 

Commonwealth Edison Co, Ip, 25550:361. 24X Fiche: 50-454, 84/07/06, 

8407120189. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-i1inute Emergency Escape Self-Contained Breathing 
Apparatus. " Sv'c list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zy. Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. I20pp. 25865:166, 24X Fiche : 50-000. 84/07/10, 8407060251. 


8407170362 Forwards SALP Repts 50-454/84-22 50-455/84-15 for Jan 

1983 - Apr 1984. Regulatory performance acceptable. 

KEPPLER.J. G. Region 3, Office of Director. 84/07/10. REED. C. 
Commonwealth Edison Co, 3pp. 25615:297, 24X Fiche: 50-454, 84/07/10. 

8407170362. 


— 8407170370 SALP Repts 50-454/84-22 50-455/84-15 for Jan 1983 - Apr 

1984. Pe cf ormance acceptable, 

* Region 3. Office of Director. 84/07/10. 39pp. 25615:300. 24X 

Fiche; 50-454. 84/07/10, 8407170362, 


8407160306 Forwards typeset version of suppl to rept on QC insp/reinsp 
program, errata & addenda to orignial rept, per 840628 
commitment. Related correspondence. 

FURSE.M.C, Isham, Lincoln Seale. DSB 246. 84/07/11. SMITH, I. W. 

Atomic Safety and Licensing Board Panel. 78pp. 25601:103. 24X 

Fiche: 50-454. 84/07/11, 8407160306. 


8407170263 Forwards plans ?>. schedules for replacing HFA relays in 
saf ety-related sys, per IE Bulletin 84-02. Ny 1 on or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/07/11, KEPPLER, J. G. 
Region 3, Office of Director. 13pp. 25616:179, 24X 

Fiche; 50-000, 84/07/11, 8407170263. 


8407230156 Forwards results of visual insp of charcoal adsorber cells 
for potential loss of charcoal.per IE Bulletin 80-03, 

No evidence of broken spot welds, screen frame separation 
or excessive loss of charcoal noted, 

ALEXANDER, G. L Commonwealth Edison Co. 84/07/17. KEPPLER. J. G, 
Po-irn 3 if Director. 5pp. 25705:016. 24X 

r. L.-)-::;".. V, 'Vl 7, 8407230 1 56, 


04072402/6 Ac k receipt of 840717 Itr informing NRC of steps taken to 
correct deviations noted in IE Insp Rept 50-454/83-62 8«. 

50-455/83-42. Ut i 1 review of fire protection features 
underway to assess degree of conformance to NFPA Code specs. 

SPESSARD, R L. Region 3, Office of Director. 84/07/17. REED.C. 
Commonwealth Edison Co, 2pp. 25719:092. 24X Fic h e ; 50-454, 84/07/1 7, 

8407240276. 


--8407240288 Responds to NRC 840417 Itr re deviations noted in IE Insp 
Repts 50-454/83-62 fy. 50-455/83-42. C or rec t i ve actions: fire 
protection engineer placed on technical staff. Fire doors St 
fire dampers will be verified operational. 

FARRAR, D.L. Commonwealth Edison Co, 84/06/20. KEPPLER.J. G. 
Region 3, Office of Director. Spp. 25719:093. 24X 

Fiche: 50-454, 84/07/17, 8407240276. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. “ Sve list end. 

JORDAN, E. L- Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOapp, 26057:245. 24X Fi che : 50-000, 84/07/25, 8407230079. 


8407310276 Ack receipt of 840710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-454/84-27 8t 
50-455/84-19, 

SPESSARD, R. L, Region 3, Office of Director. 84/07/25. REED.C. 
Commonwealth Edison Co, 2pp. 25832:244. 24X Fiche: 50-454, 84/07/25, 

8407310276. 


--8407310288 Responds to NRC 840606 Itr re violations noted in IE Insp 
Repts 50-454/84-27 St 50-455/84-19, Correc t ive actions: new 
installation, insp h. notification criteria added to 
contractor Cable Pan Installation Procedure 9B. 

FARRAR, D. L. Commonwealth Edison Co. 84/07/10. KEPPLER, J.O. 
Region 3, Office of Director, 9pp. 25832:246. 24X 

Fiche : 50-454, 84/07/25. 8407310276. 


R. Periodic operating reports related correspondence 


8407160293 Forwards errata sheet listing corrections to May 1984 
interim rept of independent design review. Related 
c orresp ondence. 

GIBBS. M.E. Isham, Lincoln fy Beale. DSB 258, 84/07/12. SMITH, I. W. 

Atomic Safety and Lice^sir" B'^ard Panel. 3pp. 25601:288. 24X 

Fiche; 50-454, 84/07.-' • I - C-'-j:-’: ■s'l:-’':. 


S. Reportable occurrences, LERs related correspondence 


8407100244 Interim Deficiency Rept 84-03 re electrical conductor butt 
s p 1 ic es , Ini t ial ly reported on 840510. Re insp program 
conducted by electical contractor , Hatfield. Appro x 87. splices 
crimped using wrong die. Splices replaced. 

TRAMM. T.R. Commonwealth Edison Co. 84/06/12. KEPPLER. J. C. Region 
3. Office of Director, 2pp. 25511:337. 24X Fi che : 50-454, 84/06/12, 

8407100244, 


8407060156 PNO-1 1 1-84-052: o n 840619-28, three Boeing steam generator 
snubbers failed to meet testing criteria. Manufacturer to 
redesign modify snubber . Redesign mod of snubbers will 
not affect fuel loading 

YIN, I.. DANIELSON, D, . STREEIER.J. Region 3, Offioe of Director. 
04/06/29. 2pp. 25421:140. 24X Fi c h e : 50-000, 84/06/29, 8407060156, 


8407090075 Forwards second interim deficiency rept re butt splices in 
electrical conductors, Sub j discussed at 840531 prehearing 
conference. Related correspondence, 

GIBBS, M.E, Isham, Lincoln S., Beale. DSB 054. 84/07/02. SMITH, I. W. 

Atonic Safety and Licensing Board Panel. 8pp. 25442: 173. 24X 

Fiche: 50-454, 84/07/02, 8407090075. 


8407100495 Final Deficiency Repts 83-13 83-15 re Pacific Scientific 

snubber capstan springs. Initially reported on 831028, 

Independent metallurgical evaluation vendor testing 
concluded snubbers meet design spec r etiuirements. 

SWARTZ, E.D. Commonwealth Edison Co. 84/07/02. KEPPLER, J. C. Region 
3, Office of Director. Ip. 25464:125. 24X Fiche : 50-000, 84/07/02. 

8407100495. 
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B407100559 Second interin Deficiency Rept 84-03 re butt splices 
in electrical c onduc tar s, Acc ep tanc e criteria utilized for 
reinsp of both covered if. uncovered butt splices evaluation 
of data encl.Next rept uill be submit 3-0'^!“. 

TRAW.T.R Comnonueal th Edison Co ‘ - 1.' J. G. Region 

3, Office of Director, 7pp, 25465:229. 24X Fiche: 50-454. 84/07/02, 

8407100559. 


8407100468 Interim Deficiency Repts 84-04 & 84-09 re spot-welded 
electrical connections in Westinghouse motor control ctrs 
for Bryon Bra idwood- resp ec ti ve ly . Ini tiai 1 y reported on 
840601. Defective welds being inspected . Ne x t rept by 840803. 

TRAMli.T.R, Connonuealth Edison Co. 84/07/03 KEPPLER. J. G. Region 
3. Office of Director, 2pp. 25464 134. 24X Fiche: 50-000. 84/07/03. 

8407100468 


8407250376 Part 21 rept re potential overpressure condition in vendor 
component cooling sy s. c onf ir mi ng 840712 te 1 con. Cl osur e of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAKE, E. P, Westinghouse Electric Corp. 84/07/13. DEYOUNG. R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fich e: 50-000. 84/07/13, 8407250326. 


8407300274 Final Deficiency Repts 83-06 & 83-08 re Elcen Metal Products 
spring hangers having uelded high carbon steel nuts ui/carbon 
content in excess of ASfl-F Code limits. Initially reported on 
830617. Defective hangers replaced. 

SWARTZ, E, D. Commonwealth Edison Co. 84/07/23, KEPPLER, J. G. Region 
3. Office of Director. 2pp 25802:334. 24X Fiche: 50-000, 84/07/23. 

8407300274, 


— 8407090379 Summary of testimony testimony of ML Somsag re QA 
inspector reinsp pi'ogram for Hunter Corp, Related 
correspondence. 

SaMS.AG, M. L. Commonwealth Edison Co, 84/07/02. llpp. 25456:342. 
24X Fiche: 50-454, 84/07/02, 8407090361, 


— 8407090381 Summary of testimony 2'. testimony of LQ DelGeorge on 
Contention 1 re reinsp pr o g ram, i ns p ec tor qual i f ication 
work quality. Related correspondence. 

DELGEORGE, L. 0. Commonwealth Edison Co. 84/07/02. 80pp. 

25456:353. 24X Fi c h e . 50-454, 84/07/02, 840709036 1 . 


--8407090382 Summary of testimony ?'< testimony of AK Singh on Contention 1 
re reinsp program, wor k qua 1 i ty . R e la t ed correspondence. 

SINGH, A. K. Sargent Lundy, Inc, 84/07/02. 9pp. 25457:071. 24X 

Fiche: 50-454, 84/07/02, 8407090361. 


8407100544 Forwards testimony of JG Keppler Z/. testimonies of NRC on 
reinsp program remanded issues allegations resolved based 
on reinsp program. Testimony on Sys Control Corp issues will 
be filed by 840716. Re 1 ate d correspondence. 

LEWIS, S. H. Office of the Executive Legal Director, DSB 152. 
84/07/02. SMITH, I. W., COLE, R. F. , CALL IHAN, A. D, Atomic Safety and 
Licensing Board Panel. 2pp. 25514:069. 24X Fi ch e : 50-454, 34/07/02, 

8407100544, 


—8407100550 Testimony of W Little, KD Ward,R Love, J Muffett & 

K Connaughton on remanded issues re reinsp program. Prof 
qual if ication state.inents end. 

LITTLE, W., WARD, K. D. , LOVE, R, Region 3, Office of Director. 
84/07/02. 62pp. 25923:224. 24X Fi c h e : 50-454, 84/07/02, 8407100544. 


T. Hearing transcripts on non-anti trust matters 


8407030198 Forwards testimony of JO Binder ?< BG Treece on Issues 5 & 6 
re cable overtensioning , as issues have been limited by ASLB 
840608 order. Related correspondence. 

OIBBS, M.E. Isham, Lincoln i>. Beale. GIBBS, M, E. Commonwealth Edison 
Co. DSB 980. 84/06/29. SMITH, I. W. , CALLIHAN, A. D. , COLE, R. F. 

Atomic Safety and Licensing Board Panel, Ip. ^25234: 014. 24X 

Fiche; 50-454,34/06/29, 8407030198. 


— S407030203 Summary of direct testimony of JO Binder on Issues 5 it 6 re 
cable overtensioning , as limited by ASLB 840608 order. Related 
correspondence. 

BINDER, J, a. Conmonwealth Edison Co. 84/06/29. 192pp. 25234:015. 

24X Fiche: 50-454, 84/06/29, 8407030198, 


— S407030208 Testimony of BG Treece on Issues 5 ,1: 6 re cable 
overten s i aning , as limited by ASLB 840608 order. Related 
cor,*'espondence. 

THEECE,B. G. Commonwealth Edison Co. 84/06/29. 52pp. 25234:206. 

24X Fiche: 50-454,84/06/29, 8407030198. 


8407090361 Forwards testimony of W Shewski,J McLauglin, R French, 

D Leone, W Behnke,R TuetkeniR Laney,M Somsag.L Del George St 
AK Singh re reinsp p rogram. Related correspondence, 

MiLtER, M. I. Isham, Lincoln & Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 105. 84/07/02. SMITH, I. W. , COLE. R.F. , CALLIHAN. A. D. 

Atomic Safety and Licensing Board Panel. Ip. 25456 : 001. 24X 

Fiche: 50-454, 84/07/02, 8407090361, 


— 8407100557 Testimony of DW Hayes KA Connaughton on allegations 
resolved based (in part or in whole) on reinsp program or 
otherwise relevant to reinsp program. Prof qua 1 i f i cat i on 
statements end. 

HAYES, D, W. , CON.NAUGHTON, K. Region 3, Office of Director. 

84/07/02. 17pp. 25514:132. 24X F i c he : 50-454. 84/07/02, 8407100544. 


— 8407100564 Testimony of JG Keppler on reinsp program. Prof 
qualf ications statement end. 

KEPPLER-J. G, Region 3, Office of Director. 84/07/02. 3pp. 
25514:149. 24X Fi ch e: 50-454, 84/07/02, 8407100544. 


8407090086 Forwards testimony of DL Leone R French. Related 
correspondence. 

MILLER, M. I. Isham, Lincoln S; Seale. MILLER, M. I. Commonwealth 
Edison Co. DSB 051. 84/07/03. SMITH, I. W. , CALLIHAN, A, D, , COLE, R. F, 

Atomic Safety and Licensing Board Panel. Ip. 25442:101. 24X 

Fiche: 50-454, 84/07/03, 8407090086, 


--8407090089 Summary of testimony testimony of DL Leone on Contention 1 
re reinsp program for work quality, 

LEONE, D.L. Commonwealth Edison Co. 84/07/02, 15pp. 25442:102. 

24X Fiche: 50-454, 84/07/03, 8407090086. 


— 8407090091 Summary of testimony testimony of R French on Contention 1 
re reinsp program. 

FRENCH, R. Commonwealth Edison Co. 84/07/02. ISpp. 25442:117. 

24X Fiche: 50-454, 84/07/03, 8407090086. 


— B407090364 Summary of testimony testimony of WJ Shewski on Contention 
1 re reinsp program, inspector qual if i cat i on. Re lated 
correspondence. 

SHEWSKI, W.J. Commonwealth Edison Co. 84/07/02. 159pp. 

25456:002. 24X Fi ch e: 50-454, 84/07/02, 8407090361. 


—8407090367 Summary of testimony & -of JM McLaughlin on 

Contention 1 re reinsp program, Related 

correspondence. 

MCLAUGHLIN, J. M. Gomoonwealth Edison Co. MCLAUGHLIN, J. K. Sargent 
Lundy, Inc. 84/07/02, 30pp. 25456:160. 24X 

Fiche; 50-454, 34/07/02, 8407090361. 


— 8407090371 Summary of testimony S; testimony of WB Behnke on 
Contention 1 re overview of quality program, work quality. 

Related correspondence. 

BEHNKE, W.B, Commonwealth Edison Co. 84/07/02. 19pp. 25456:190. 

24X Fiche: 50-454,84/07/02, 8407090361. 


— 8407090373 Summary of direct testimony i>. testimony of RP Tuetken re 
reinsp program. Related correspondence. 

TUETKEN, R.P. Conmonuealth Edison Co. 84/07/02. 85pp. 25456:209. 

24X Fiche: 50-454, 84/07/02, 8407090361. 


— 8407090376 SunmaTy of testimony S', testimony of RV Laney on Contention 
1 re work qual ity. Re lated correspondence. 

LANEY, R.V. Commonwealth Edison Co. 84/07/02. 47pp. 25456:295. 

24X Fiche; 50-454,84/07/02,8407090361. 


8407090198 Transcript of 840705 telephone conference in BethesdaiMD. 
Pp 8,282-8,358. 

* Atomic Safety and Licensing Board Panel. 84/07/05. 77pp. 

25445; 197. 24X Fiche: 50-454, 84/07/05, 8407090198. 


8407120117 Forwards testimony of BF Maurer Z>. GF Marcus re equipment 
supplied by Sys Control Corp. Related correspondence. 

MILLER, M. I, Isham, Lincoln Beale. MILLER, M. I. Commonwealth 
Edison Co. DSB 201, 84/07/09. SMITH, I. W. , COLE,R.F., CALLIHAN, A. D. 

Atomic Safety and Licensing Board Panel. Ip. 25550:244. 24X 

Fiche: 50-454, 84/07/09, B4071201 17. 


— 8407120118 Testimony of GF Marcus re Pittsburgh Testing Lab source insp 
of equipment components supplied by Sys Control Corp. 

MARCUS,G. F, Commonwealth Edison Co. 84/07/09. llpp. 25550:245, 

24X Fiche: 50-454, 84/07/09, 84071201 17, 


— 8407120123 Testimony of BF Maurer re analysis of structural adequacy of 
nain control panels designed & fabricated by Sys Control 
Corp. 

MAURER, B.F, Commonwealth Edison Co, MAURER, B. F. Westinghouse 
Electric Corp. 84/07/09. 13pp. 25550:256. 24X 

Fiche: 50-454, 84/07/09, 84071201 17. 


8407190228 Forwards staff testimony on newly acquired info re extent 
of corrective actions taken w/respect to Sys Control Corp 
equipment. Related correspondence. 

LEWIS, S.H, Hearings Division, DSB 341, 84/07/16, SMITH, I. W. , 

COLE, RF. , CAlLIH-AN, A, D. Atomic Safety and Licensing Board Panel. 
2pp. 25678:089, 24X Fic he; 50-454, 84/07/16, 8407190228. 
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--S407190232 Surr.-nary testimony of DW Hayes it KA Connaughton on newly 
acquired info re extent of corrective actions taken 
u/respect to Sys Control Corp equipment. 

HAYFS, D, W , CONtMUCHTON. K, Region 3, Office of Director. 

84/0//16, Atomic Safety and Licensing Board Panel. 12pp. 
25678.091. 24X Fi c h e : 50-454, 84/07/ 1 6. 8407 190228. 


8407190500 Forwards testimony of EB Branch describing prof 
qualifications S; work e x p er i enc e. R e la t ed correspondence. 

GALLO, J. Isham, Lincoln It Beale. GALLO, J. Commonwealth Edison Co. 
DSB 353. 84/07/17. SMITH, I.W., COLE, R, F. , CALLIHAN, A. D. Atomic 

Safety and Licensing Board Panel. 3pp. 25684:157. 24X 

Fiche: 50-454, 84/07/17, 8407190500, 


— 8407190504 Testimony of EB Branch re job r esp ons ib i li t i es, educ 
background 5 work e x p er i enc e. Re 1 ated correspondence, 

BRANCH, E B. Commonwealth Edison Co. BRANCH, E. B. Sargent & Lundy, 
Inc. 84/07/17. 5pp. 25684:161. 24X F i c h e : 50-454 , 84/07/ 17, 

8407190500 


8407200035 Transcript of 840718 conference call in Bethesda,MD. 
Pp 8,359-8,393. 

* Commissioners. 84/07/18. 35pp. 25690:090 . 24X 

Fiche: 50-454, 84/07/18, 8407200095. 


V. Operator Examinations 


8406270142 Generic Ltr 84—16 to all licensees of operating reactors, 
applicants for OLs S.; holders of CPs re adequacy of on-shift 
operating experience for near-term OL ap p 1 i c an t s . Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of Neu York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142, 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, "Operator Licensing Examiner 
Stds, '* re administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director. 84/07/02, REED, C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fic he; 50-000, 84/07/02, 
8407060215, 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ense es, app 1 i can ts 
for OLs, NSSS vend ors, reac tor vendors S; AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications it. exams. Svc list encl. 

EISENHL'T, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Neu York, Inc, 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


8407310093 Transcript of 8^10723 hearing in Roc k ford . IL, Pp 8,394-8,519. 
Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 84/07/23. 445pp. 

25835:310, 24X F i c h e : 50-454, 84/07/23, 84073 10093. 


8407310327 Transcript of 840724 hearing in Roc k ford , IL. Pp 8,520-8,744. 
■» Atomic Safety and Licensing Board Panel, 84/07/24. 224pp. 

25828:262. 24X Fi c h e 50-454, 84/07/24, 8407310327. 


8407310069 Responds to 840615 request that candidates be permitted to 
take exams prior to completion of observation training. 

Candidates can take exams as stated, but licenses will not 
be issued until observation training completed. 

WALKER, R.D. Region 3, Office of Director. 84/07/24. QUERIO, R.E. 
Commonwealth Edison Co. Ip. 25849:205. 24X Fiche: 50-454, 84/07/24, 

8407310069. 


DOCKET STN-50~456 BRAIDWOOD STATION, UNIT 1 

8407310123 Transcript of 8-^0725 hearing in Roc k ford , IL. Pp 8,746-8,996. 

* Atomic Safety and Licensing Board Panel. 84/07/25. 278pp. A. Ap p 1 ic at ion/cons true t i on stage documents St correspondence 

25837:075. 24X Fiche: 50-454, 84/07/25, 840 7310123. 1 


8407310164 Transcript of 8^(0726 hearing in Rockford , IL. Pp 8,997-9,225. 
•fr Atomic Safety and Licensing Board Panel. 84/07/26. 292pp. 

25338:199. 24X Fi c h e : 50-454, 84/07/26, 8407310164. 


8407300^15 Forwards errata sheet it. Muff ett. Little it Love 840620-21 
depositions. Related correspondence. 

RILEY, A. Tayloe Associates. DSB 597. 84/07/27, PLEASANT, E. 

Docketing -V. Services Branch. Ip. 25953:115. 24X 

Fiche: 50-454, 84/07/27. 8407300415. 


--8407300420 Errata sheet for deposition of Muffett ?< Li ttle . Related 
correspondence. 

# Atomic Safety and Licensing Board Panel. MUFFETT, LITTLE 
Region 3, Office of Director. 84/07/27. 3pp. 25953: 116. 24X 

Fiche: 50-454, 84/07/27, 8407300415, 


— 8407300427 Transcript of J Moffett it. WS Little 840621 depositions in 
Glen El lyn, IL. Re lated correspondence. 

* Atomic Safety and Licensing Board Panel. MUFFETT , J. , 

LITTLE, W.S. Region 3, Office of Director. 84/06/20. 157pp. 

25953:119. 24X Fi c h e : 50-454, 84/07/27, 84073004 1 5, 


— 8407300432 Transcript of RS Love 840620 deposition in Glen Ellyn, 
IL, Exhibits encl. Related correspondence. 

* Atomic Safety and Licensing Board Panel. LOVE, R. S. Region 3, 

Office of Director. 84/06/20. 365pp, 25933:277. 24X 
Fiche: 50-454, 84/07/27, 8407300415. 


8407310320 Summary of testimony S; testimony of KT Kostal on 
Contention 1 re capacity of Sys Control Corp supplied 
components to carry design 1 oads . Re lated correspondence. 
KOSTAL, K.T. Sargent it. Lundy, Inc. DSB 626. 84/07/30. 65pp. 

25829:164, 24X F i c h e : 50-454, 84/07/30, 84073 10320, 


8407310326 Summary of testimony i-. testimony of LD Johnson on ■ 
Contention 1 re adequacy of Sys Control Corp supplied main 
control b oar d s. Re lated correspondence. 

JOHNSON, L.D. Torrey Pines Toc'-'^clrTy DFB 623 84/07/30. 67pp. 

25834; 195. 24X Fiche: 50-454, S-;/^-’ ■■ LO. 1 :-326 


8407030401 Advises of review fy approval of Revs 24 &s 25 to QA topical 
rept, per 830713 ?< 0822 itrs. App B requirements satisfied. 

NORELIUS, C. E Division of Project St Resident Programs. 84/06/29. 
REED, C. Commonuealth Edison Co. 2pp. 25239: 276. 24X 

Fiche: 50-000. 84/06/29, 8407030401. 


8407060055 Requests review 5. comments on encl "Braidwood Const 
Assessment Program." Response requested by 840713. 

NORELIUS, C. E. Region 3, Office of Director. 84/06/29. 

EISENHUT, D. G Division of Licensing, GRACE, J. N. Division of GA, 
Safeguards 8,. Inspection Programs (Post 830103). Ip. 25430:030. 24X 

Fiche; 50-456, 84/06/29,8407060055. 


— 8407060057 f^oruards "Braidwood Const Assessment Program" for review. 
Requests NRC overvieu of implementation 8*. documentation of 
program activities in order to reach conclusion that results 
rel iab le. 

O'CONNOR, J. J, Commonuealth Edison Co. 84/06/22, KEPPLER, J. 0. 
Region 3, Office of Director. 2pp. 25430:031. 24X 

Fiche: 50-456, 84/06/29, 8407060055. 


• — 8407060058 "Braidwood Const Assessment Program. " 

•s Commonwealth Edison Co. 84/06/30. 44pp. 25430:033. 24X 

Fiche; 50-456, 84/06/29, 8407060055, 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins 8; data Itrs, in response to Generic Ltr 
83-28, "Required Actions Based on Generic Implications of 
Salem ATWS Events. " Review to be completed by 840928. 

ALEXANDER, G. L. Commonuealth Edison Co. 84/06/30. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche: 50-000. 84/06/30, 8407060235. 


8407020206 Generic Ltr 84—15 to all licensees of operating reactors, 
applicants for OLs 8,. holders of CPs re proposed staff 
actions to improve 8; maintain diesel generator reliability, 

Svc list encl, 

EISENHUT, D, G, Division of Licensing. 84/07/02. Consolidated 
Edison Co. of Neu York, Inc, 36pp. 25601:348. 24X 

Fiche: 50-000,84/07/02, 8407020206. 


8407310344 Summary of testimony 8, testimony of AK Singh on Contention 1 
. re evaluations of discrepancies in cable tray hanger 
connections, solid bottom tray welds 8. ladder tray weld 
connections. Related correspondence. 

SINGH, A, K, Sargent 8. Lundy, Inc DSB 624. 84/07/30. 9pp. 

25334:084. 24X Fiche: 50-454, 84/07/30, 8407310344. 


8407310423 Summary of testimony 8 testimony of EB Branch re Contention 
1 (reinsp program, work qua 1 i ty ). Related correspondence. 

BRANCH, E B. Sargent 8, Lu-.dc. Tnc DSB 625 84/07/30. 17pp. 

25829; 322. 24X Fiche: CO -:;;c . D*-.’ l 7.- 30. a40/3'. ^ 


8407060097 Generic Ltr 04-18 to all nonpower reactor licensees re 
filing of applications for licenses 8. amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing, 84/07/06. Consolidated 
Edison Co. of Neu York, Inc, 17pp. 25602:012. 24X 

Fiche; 50-000,84/07/06, 8407060097. 


8407160146 Provides addl info re instrumentation being installed for 
detection of inadequate core cooling, per NUREG-0737, Item 
II. F. 2. Determination of subcooling margin encl, 

TRAMM,T. R. Commonuealth Edison Co. 84/07/06. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 25600:266. 24X 

Fiche: 50-000, 84/07/06, 8d07160146. 
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8407200048 Forwards SER re ac c ep tab i 1 i ty of applying Code Case 1914 in 
const^per 830411 request. 

EISENHUT, D. G. Division of Licensing. 84/07/11. NOREL lUS- C. E. 
Division of Project b. Resident Programs. Ip. 25708:134. 24X 

Fiche: 50-000, 8<l/07/ll. 84072000*33. 


--8407200050 SER re ac c ep tab i 1 i t y of applying Code Case 1914 in const. 

•» Office of Nuclear Reactor Regulation, Director. 84/07/11. 7pp. 
25708- 135. 24X Fi c h e : 50-000, 84/07/ 1 1, 8407200043. 


8407230225 Requests revieu of "Rept of Archaeological Testing at 
1 lKal79, Kankakee County , IL, for Comm Ed," in support of NRC 
effort to determine whether llKal79 should be included in 
Natl Register of Historic Places. 

YOUNGBLOOD, B, J. Licensing Branch 1. 84/07/13. KENNEY. D. Illinois, 

State of, 2pp, 25726:359. 24X Fiche. 50-456, 84/07/13, 8407230225. 


8407250165 Forwards response to FSAR Questions 130. 58, 130. 59 130.60 

re design of Category I masonry walls, per NRC 840322 
request. NRC revie'w should eliminate License Condition 2 
to Byron SER. Responses will be included in next FSAR amend. 

TRANM, T. R. Commonwealth Edison Co. 84/07/16. DENTQN. H. R. Office 
of Nuclear Reactor Regulation, Director. 10pp. 25747:298. 24X 

Fiche: 50-000, 84/07/16, 8407250165. 


D. NRC Draft/Final Environmental Statements, suppls b correspondence 


8407180017 FINAL ENVIRONltENTAL STATEMENT RELATED TO THE OPERATION OF 
BRAIDWOOD station, UNITS 1 AND 2. Docket Nos. STN 50-456 And 
STN 50-457, (Commonwealth Edison Company) 

* Division of Licensing. NUREG-1026, 84/06/30. 276pp. Available 

at NRC. $7,00. 25682:126. 24X Fi c h e : 50-456, 84/06/30, 8407180017. 


B407170248 Forwards FES (NUREG-1026) for info. W/o end. 

YOUNGBLOOD, B, J. Licensing Branch 1. 84/07/10. WOOD, U. B. Commerce. 

Dept, of, Natl, Oceanograp h i c b Atmospheric Administrat ion. 5pp. 
25631:289. 24X Fiche: 50-456, 84/07/10, 8407170248. 


8407170257 Forwards FES (NUREG-1026) for info, W/o encl. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/10. Illinois, State 

of. 2pp. 25631:287. 24X Fi c he : 50-456, 84/07/ 10, 8407170257. 


8407180036 Forwards FES (NUREG-1026) b. notice of availability of FES. 
Notice forwarded to Ofc of FR for p ub 1 icat i on. Rep t placed in 
PDR b LPDR. W/o FES. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/07/10. FARRAR, D. L. 

Commonwealth Edison Co. Ip. 25654:324. 24X Fiche: 50-456, 84/07/10, 

8407180036. 


■8407180042 Notice of availability of FES for Braidwood Station, Uni ts 

1 & 2 , 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/10 2pp. 25654:325. 

24X Fiche: 50-456, 84/07/10, 8407180036. 


8407180048 Forwards FES CNUREG-1026> b. notice of availability of FES, 
per NEPA of 1969. Notice will be sent to Ofc of FR for 
publication. W/o FES, 

YOUNGBLOOD, B, J. Licensing Branch 1. 84/07/10. HIRSCH, A. 

Environmental Protection Agency. Ip. 25654:351, 24X 

Fiche: 50-456, 84/07/10, 8407180048. 


E. NRC Safety Evaluation Report (SER), suppls b. correspondence 


6407160197 Forwards addl info re environ qualification of mechanical 
equipment. Info suppls b. updates info provided in 831206 & 

840423 Itrs. Info closes SER Outstanding Item 7. Result of 
NSSS equipment review also end. 

TRAMM, T, R. Conmonuealth Edison Co. 84/07/03. DEN ION, H. R. Office 
of Nuclear Reactor Regulation, Director. 25pp. 25592:074 . 24X 

Fiche; 50-000, 84/07/03, 8407160197, 


F. Security, medical, emergency fire protection plans 


B4O7120545 Public version of generating station emergency plan 
telephone d irec tor y. W/S40530 release memo. 

GALLE, D.P. Commonuealth Edison Co. 84/04/26. SOpp. 25559:252. 
24X Fiche; 50-00-D, 34/04/26, 8407120S45, 


8407050230 Forwards Amend 3 to "Byron/Bra idwood Generating Stations, 
Units 1 b. 2 Fire Protection Rept. " Amend includes revised 
safe shutdown analysis, description of conformance to Branch 
Technical Position CMEB 9,5-1 5: miscellaneous changes. 

TRAMM. T.R. Commonwealth Edison Co. 84/06/28. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 9pp. 25406:286. 24X 

Fiche: 50-000,84/06/28, 8407050230. 


-8407050252 Amend 3 to "By ron/Brai dwood Generating Stati ons. Uni ts 1 t- 
2 Fire Protection Rept. " 

* Commonwealth Edison Co. 84/06/30. 717pp. 25406: 296. 24X 

Fiche; 50-000, 84/06/28, 8407050230, 


8407130240 Forwards response to request for addl info on fire 
protection rept, Figure 2.3-8 re design change substituting 
heavy gauge wire fence for one section of wall enclosing 
125-v'olt dc safety-related battery banks. 

FARRAR, D. L. Commonwealth Edison Co, 84/07/06. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 25564:128. 24X 

Fiche- 50-000, 84/07/06, 8407130240. 


8407310372 Confirms 840716 telcon w/M Lawless D Perrotti stating that 
no addl info re offsite planning required due to changes in 
plans development schedule of Illinois Emergency Svcs b. 

Disaster Agency. Status rept dtd 840427 encl. 

KRIMM,R,W. Federal Emergency Management Agency. 84/07/25. 

JORDAN. E. L. Division of Emergency Preparedness b. Engineering 
Response (Post 830103). Ip. 25829:128. 24X Fi ch e : 50-456, 84/07/25, 

8407310372. 


— 8407310381 Forwards "Interim Finding, " status rept re offsite 
radiological emergency planning for fac i 1 i ty . Rep t focuses on 
surroundings, emergency planning z on es, d emog r ap h i c 
considerations b. status of planning preparedness. 

KRIMM.R.W. Federal Emergency Management Agency. 84/04/27. 
JORDAN, E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 7pp. 25829:129. 24X 

Fiche; 50-456, 84/07/25, S407310372. 


G. Adjudicatory c orresp ond enc e 


B407020504 Motion to establish hearing schedule b. update status rept 
on contentions, per ASLB 840608 order, ASLB should rule on 
adfflissib i lity of Neiner Farms Contentions 4 b. 8. Certi f i cate 
of Svc end. 

GALLO, J. , LAUER.R. J. Commonwealth Edison Co, GALLO, J. Isham, 
Lincoln b Beale. DSB 952. 84/06/27, Atomic Safety and Licensing 

Board Panel. 7pp. 25226:032. 24X Fi che : 50-456, 84/06/27, 8407020504 


8407060099 Requests that util 840627 pleading be held in abeyance until 
more info known about author participation in hearings. 

Related correspondence, 

WHICHER, J. M. Businessmen for the Public Interest. WHICHERjJ. M. 
Whicher, J. M. DSB 042. 84/07/02. MIU. ER, M. E. , CALLIHAN, A. D. , 

CLEi R. F, Atonic Safety and Licensing Board Panel, 2pp. 25429:234. 
24X Fiche: 50-456, 84/07/02, 8407060099. 


8407120079 Status of contention b. proposed revs b amend s . Cer ti fi cate 
of Svc encl. 

BOCK, C. A. Neiner, B. (Bob Neiner Farms, Inc. ). BOCK, C. A. Bock, 

C. E. DSB 198. 84/07/05. Atomic Safety and Licensing Board Panel. 

4pp. 25551:056. 24X Fi che : 50-456, 84/07/05, 8407120079. 


8407090339 Comments on Whicher 840702 request to hold proceedings 
in abeyance. Uti 1 entitled to timely consideration of 
application b motion to delay hearings unr easona b 1 e. 

GALLO, J. Isham, Lincoln b. Seale. GALLO, J. Commonwealth Edison Co. 

DSB 083. 84/07/06. MILLER, M. E. , COLE, R. F. , CALLIHAN, A, D. Atomic 
Safety and Licensing Board Panel. 2pp. 25454:356. 24X 

Fiche; 50-456, 84/07/06, 8407090339. 


8407180312 Status rept b. recommendations re proposed schedule. 
Certificate of Sv'C encl. 

KARMAN, M. Hearing Branch 1. DSB 316. 84/07/09. Atomic Safety 

and Licensing Board Panel. 6pp. 25652:056. 24X 

Fiche: 50-456, 84/07/09, 8407180312. 


8407130236 Responds to Intervener B Meiner Farms, Inc 840705 request for 
leave to file OC contention b 90 days within which to file 
such contention. 

GALLO, J. Isham, Lincoln b Beale. GALLO, J. Commonwealth Edison Co. 

DSB 212. 84/07/11. MILLER, M. E. , COLE, R. F. , CALLIHAN, A. D. Atomic 

Safety and Licensing Board Panel. 2pp. 25564:118. 24X 

Fiche; 50-456,84/07/11, 8407130236. 


8407190270 Informs that EB Branch will be testifying on behalf of util 
in place of DL Leone. Branch resume b Certificate of Svc 
encl. Related correspondence. 

BECKER, B.D. Isham, Lincoln b Seale. DSB 332. 84/07/16. 

CASSEL,D. W. Businessmen for the Public Interest. 6pp. 25668:325. 
24X Fiche; 50-456, 84/07/16. 8407190270. 


B407260028 Ac k receipt of 840621 request for list of all attys 
previously employed by NRC having direct or indirect 
responsibilities re fac i 1 i ti es. Response f orth c oming , p er 
840717 telcon. 

KARMAN, M. Office of the Executive Legal Director. 84/07/lS. 
BOCK.C.A. Bock, C.A. Ip. 25792:318. 24X Fi ch ©; 50-456, 84/07/18, 

8407260028. 


8407270141 Response to B Neiner Farms, Inc 84070S response to ASLB 
request that parties submit updated info re status of 
contentions b recommendations for proposed schedule. 

Certificate of Svc encl. 

CHAN, E I. Hearing Branch 2. DSB 550. 84/07/25. Atomic Safety 

and Licensing Board Panel. 7pp. 25786:327. 24X 

Fiche: 50-456. 84/07/25, 8407270141 . 
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0. Advisory Comr.ittee on Reactor Safeguards reports t-. correspondence 


8407310448 Summary of ACRS Subcommittee on Braidwood 840300-09 meetings 
in Joliet. IL re OL ap p 1 i c a t i on , Ag en da , a tt en d e e list 
supporting documentation encl. 

ACRS - Advisory Committee on Reactor Safeguards, 84/05/16. 

ACRS ~ Advisory Committee on Reactor Safeguards, 2Bp p . 25853:315. 

24X Fiche' 50—456. 84/05/16. 8407310448. 


Q. Inspection reports. IE Bulletins S- correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification." Svc list 

encl. „ _ . 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc 154pp. 25535:160. 24X Fic he: 50-000, 84/06/26, 8406250214. 


8407190038 Forwards IE Insp Repts 50-456/84-15 S'. 50-457/84-15 on 
840618-19, No noncompliance noted. 

WAI KER. R D Region 3, Office of Director. 84/06/28, REED. C. 
Commonwealth Edison Co, 2pp. 25687 127. 24X Fiche: 50-456. 84/06/28, 

8407190038 

3407190046 IE Insp Repts 50-456/84-15 50-457/84-15 on 840618-19. No 

noncompliance or deviations identif ied. Major areas 
inspected" previous insp findings, test organization S' IE 
bulletin responses, 

VANDENBURGH. C. , WILLIAMS, D. L , REYES, L. A, Region 3. Office of 
Director. 84/06/28. 5pp. 25687,129. 24X Fi Che: 50-456, 84/06/28, 

3407190038. 


--S407250427 Notice of violation from insp on 840326-0406 09-20. 

■* Region 3, Office of Director. 84/07/02. 3pp. 25764:257. 24X 

Fiche . 50-456, 84/07/02. 8407250425. 


— 8407250430 IE Insp Repts 50-456/84-05 Zt 50-457/84-05 on 840326-0406 & 
09-20. Vio lat i ons noted : fa i 1 ure to identify nonconforming 
conditions it ueld defec ts, unacceptable radiographs & 
obsolete drawings. 

KERCH, H.W., HARRIS, R.H., CAMPBELL, R. M. Region 1, Office of 
Director, 84/06/06. 33pp. 25764:260, 24X Fiche: 50-*456. 84/07/02. 

8407250425. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «« Other 
Anaerobic Adhesive/Sealants." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc, 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030083. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation Zt Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc, 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407100266 Ac k receipt of 840628 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/83-18 & 
50-457/83-17. 

SPESSARD, R. L, Region 3, Office of Director. 84/07/05. REED. C. 
Comoonuealth Edison Co. Ip. 25509:181, 24X Fiche: 50-456. 84/07/05, 

8407100266. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees Vendors." Svc list encl, 

JORDAN, E L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc 124pp 25602.151. 24X F i c he : 50-000, 84/06/29, 840628031 1. 


8407060050 Ac k receipt of 840621 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 50-456/84—08 S,. 
50-457/84-08. 

WARNICK.R.F. Region 3, Office of Director, 84/06/29, REED. C. 
Commonwealth Edison Co, Ip 25429:317, 24X Fiche: 50-456, 84/06/29. 

8407060050, 


— B407060053 Responds to NRC 840522 Itr re violations noted in IE Insp 
Repts 50-456/84-08 ^ 50-457/84-08, Correc t ive actions: 
nonconformance rept will be prepared to document engineering 
evaluation of structural steel fit-up, . „ 

FARRAR, D. L Commonwealth Edison Co. 84/06/21. KEPPLER.J. G. 
Region 3, Office of Director, 6pp. 25429:318. 24X 

Fiche: 50-456, 84/06/29, 8407060050. 


— 8407100270 Suppls response to NRC 840608 Itr re violations noted in IE 
Insp Repts 50-456/83-18 50-457/83-17. Corrective actions: 

when completion of commitments will not be met by expected 
date. util will formally request extension from NRC. 

FARRAR, D.L. Commonwealth Edison Co, 84/06/28. KEPPLER.J. 0. 

Region 3, Office of Director. 4pp. 25509:182. 24X 

Fiche: 50-456, 84/07/05. 8407100266. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Z< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp, 25865:286. 24X Fiche: 50-000, 84/07/06. 8407050274. 


8407120166 Confirms const appraisal team insp on 840730-0810 & 20-31. 
Clearance for unescorted access required for team members. 

NGRELIUS. C. E, Region 3, Office of Director. 84/07/06. REED. C. 
Commonwealth Edison Co. 2pp. 25550:345. 24X Fiche: 50-456, 84/07/06, 

8407120166. 


8407100369 Ack receipt of 840619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50—456/84—06 8< 

50-457/84-06 

WARNICK.R.F. Region 3, Office of Director. 94/07/02. REED, C, 
Commonwealth Edison Co. Ip, 25513:063, 24X Fiche; 50-456. 84/07/02, 

8407100369. 


--8407100377 Responds to NRC 840427 Itr re violations noted in IE Insp 
Repts 50-456/84-06 Z/. 50-457/84-06. Corrective actions; 
exhibits to document present design S: design change properly 
reviewed Zy approved provided. 

FARRAR, D. L. Commonwealth Edison Co, 84/06/19, KEPPLER.J. G. 
Region 3, Office of Director. 13pp. 25513:064. 24X 

Fiche: 50-456, 84/07/02, 8407100369. 


B407250140 Forwards IE Insp Rept 50-456/84-09 50-457/84-09 on 

840501-0604 Jk notice of violation, 

WARNICK.R.F, Region 3, Office of Director. 84/07/02, REED, C. 
Commonwealth Edison Co, 2pp, 25755:113. 24X Fiche; 50-456, 84/07/02, 

8407250140. 


— 8407250146 Notice' of violation from insp on 840501-0604. 

WARWICK, R. F. Region 3, Office of Director, 84/07/02. 2pp. 
25755:115, 24X Fic h e : 50-456, 84/07/02, 8407250140. 


— 8407250154 IE Insp Rept 50-456/84-09 Zy 50-457/84-09 on 840501-0604. 
Noncompliance noted : fai lure to stipulate physical 
clearance criteria X? failure to install correct whip 
restraint plate. 

FORNEY, W. Region 3, Office of Director. 84/06/29. 13pp. 

25755:117, 24X Fiche: 50-456, 84/07/02, 8407250140. 


8407250425 Forwards IE Insp Repts 50-456/84-05 S'. 50-457/04-05 on 
840326-0406 Zy 09-20 S' notice of violation. 

WARNICK.R.F. Region 3, Office of Director, 84/07/02. REED, C. 
Commonwealth Edison Co. 2pp. 25764:255. 24X Fic h e: 50-456, 84/07/02, 

8407250425. 


8407060251 IE Info Notice 84-56, '“Respirator Users Notice for Certain 
5-liinute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness *< Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fi c he ; 50-000, 84/07/ 10, 8407060251. 


8407170263 Forwards plans S< schedules for replacing HFA relays in 
saf ety-re lated sys,p6r IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays will be replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER, G. L. Commonwealth Edison Co. 84/07/11. KEPPLER, J. G. 
Region 3, Office of Director, 13pp. 25616:179. 24X 

Fiche; 50-000, 8^/07/11, 8407170263. 


8407170453 Forwards exam rept on 840521-25. 

WALKER, R. D. Region 3, Office of Director. 84/07/12. REED, C. 
Commonwealth Edison Co. Ip. 25608:056. 24X Fiche: 50-456, 84/07/12, 

8407170453. 


8407310017 Forwards exam rept on 840521-25. 

WALKER, R.D, Region 3, Office of Director. 84/07/12. REED. C. 
Com-monuea 1th Edison Co. Ip. 25839:189. 24X Fiche: 50-456, 84/07/12, 

8407310017. 


— 8407310021 Exam rept on 840521-25. Exam results: four candidates passed, 
five failed. 

HIGGINS, R, L, , BURDICK. T. M. , JAGGAR, F, S. Region 3, Office of 
Director. 84/07/11. 38pp. 25839:190. 24X Fiche; 50-456, 84/07/12, 

8407310017. 


8407230156 Forwards results of visual insp of charcoal adsorber cells 
for potential loss of charcoal, per IE Bulletin 80-03. 

No evidence of broken spot welds, screen frame separation 
or excessive loss of charcoal noted. 

ALEXANDER, 0. L. Commonwealth Edison Co. 84/07/17, KEPPLER, J. G. 
Region 3, Office of Director. Spp. 25705:016. 24X 

Fiche: 50-000, 84/07/17, 8407230156. 
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“ereat of Safetg Function 


- i, ‘ eis &. Engineering 

- I : iated ESisor. Co. of New 
c i < - : : -e 5:-:OG. S4/C7/25. 8407230079, 


8407260297 Interim Deficiency Rept 84--08 re i ns ta 1 l*iit i on of t/4»incf) 
liner plates for auxiliary bldg ventilation exhaust filter 
housings. Initially reported on 840<£»05. Wei d i ng configuration 
requirements uill be provided Z< insps performed 

SWARTZ# E. D. Conmonwealth Edison Co. 84/07/18. KEPPLER# J . G, Reg i - 
3, Office of Director. 2pp. 25780; 332, 24X F i c h e : 50"456 . 84/07/ 1 B 

8407260297. 


• - „» steps taken to 

ZZ'8* IE ;-sp Repts 
r-se ig:-; -eviei'sd, iiRC will 
“e - : 


54/07/26. REED. C. 

Z4i F:che'5D-456.84/07/26. 


8407270224 Interim Deficiency Rept 84-01 re LK Comstock document r#vi 
defects. Initially reported on 840131 Document r econc i I i a t i on 
effort delayed so Comstock can finish priority work. Next 
rept will be submitted by 841130. 

SWARTZ. E D. Commonwealth Edison Co. 84/07/19, KEPPLER. J G Real 
3. Office of Director. 2pp. 25793; 121. 24X F i c h e : 50 -4S6 . 84/07/ I V 

8407270224. 


1’ "e rcrr rap 1 lance noted in IE Insp 
'“’■ec t ive actions' 
jality rf past const work 
tier re.xe^s 

:r B4,''C~/06- KEPPLER. J. G. 

25522 314, 24X 


8407300456 Interim Deficiency Rept 84-10 r* wall thickness inadequaqie 
for small bore ASME Class II piping. Initially reported on 
840621. Reduced wa 1 1 th i c k nes s caused by pits grooves due 
to excessive corros i on. Ne x t rept expected by 041001 

SWARTZ. E.D. Commonwealth Edison Co. 84/07/20, KEPPLER. J O Regiu 
3. Office of Director. 2pp, 25814 : 288, 24X Fi c he : 50-456 . 84/07/20. 

8407300456. 


rncrete expansion anchor 
Geficiencies will 
rrs ■!< roncractors 
trretisns. 

KEPPLER. v/. 0. Region 
24X Fi Che: 50-456. 84/06/11. 


8407300274 Final Deficiency Repts 83-06» 8. 83-08 re Elcen Metal Product 
spring hangers having welded high carbon steel nuts w/carbon 
content in excess of ASME Code limits, Initially r@»ort*id on 
830617. Defective hangers replaced. P«Tseq 

Commonwealth Edison Co. 04/07/23 KEPPLER. U. G R#Oir> 
sio 73002 k 25802:334. 24X F i c h e ; 50-000 . 04/07/23 


V. Operator Examinations 


S4,„'£.«.e KEPPLER. J. G. Region 
■'d 54X r:.chs; «c_4S6, 84/06/26. 






e Sreinj steam generator 
■^arrfacturer to 
cf snubbers will 

/26/29, 2pp. 25421:140. 


r* Pacific Scientific 
'ererter rn 831026. 


^ testing 

-■ "■ spa: emerts 

3 d- S. Region 

S4':7: “■ ' “ **■- he, 50-000. 84/07/02. 

r-T - spot-welded 

*i:- 2-,c- ” 3 -, a, -le.,!*:*.?' = :sntro2 ctrs 

34:aO; reported on 

V 840803. 

2- .r j. G. Region 

S 4 ':?'::,: 4 i 5 ^34 ^, 4 X Fiche: 50-000. 84 / 07 / 03 . 


® aofliJantJ fo^nt f TJ licensees of operating reactors, 

applicants for OLs ?>; holders of CPs r@ adequacy of on-ahift 
operating experience for near-term OL app U c an ?s , Sve 1 i s T 


EISENHUT. D. G. Division of Licensing. 04/06/27. 
Edison Co. of New York, Inc, 23pp. 25S35 018 24X 

Fiche;50-000, 84/06/27. 8406270142 ^4X 


Consol idated 


8407060215 Provides list of rort-ain ^ , 

u^.n. a 34 . 07 / 0 = «rEo c 

commonwealth Edison Co. 2 dd 25430 o^a oav r ~ 

8407060215 . «i3430.O28. a4X Fi c h e ; 50-000. 04 /07 /o;L 

8407030097 Generic Ltr 84-17 fn ..i i 

for OLs. NSSS vendors, reactor vendoJ« 1 i C ®n»e es. a p p I i c an t » 

to discuss recent devl^no! 4 . ° ® annual meeting 

qua?ific::io:rreJ:::.^Sr?L%%°ncr'"^"® tracing? 

consolidated 

Fiche: 50-000. 84/07/03. 8407030097,^^ 23601,3.^6. «.4X 

8407170453 Forwards exam rept on 840521 — —>*s 
WAIKER.R. D, Regions, Offir^oPnT^ 

Conoon.,....lth Edison Co L ILm REED. C 

8407170453. ^ ^5608, 05<S. 24X Fi c h ©: 50-456. 04/07/ 1 2, 


— - . g-;.r ^ 

,.- 5 ; r. ^ , ®-ssi^S structural steel 

--a..,, sn 821 IIP 

LMlCCl * ^ Se submitted by 

**^-"'**- anchors 
*. reported on 

Pi*»».3ws 4'^it*: la-' -i-c' ' ' areas cswpleted for 

c 3 -t!ir„ 3 ;r!S S4G71 2 ^t« U an'p T vendor 
r * tslcon Closure of 

*"»!?»«»« 3 ,,» -*!" signal could 


°‘wIlke«‘b "R S40521-as 

WALKEH# R.D, Reoionr?, n£X!«*j» ^ 

Commonwealth Edison Co ° j'*"® 84/07/12, REED. C, 

8407310017. ■ P‘ 25839. le*?, 24X Fi c h e : 50-436 . 04/07/ 12, 

8407310021 Exam rept on 840521 — 2*5 P'yj» ^ 

five failed. T'esul ts : f our candidates pafssed, 

HIGGINS. R. L, , BURDICu t m 

Director. 84/07/11 ' Ja^p ’ 25839- T^o’ Office of 

8407310017. 25839.190. 24X F i c h e : 50-456, 04 /07/ 1 2, 

return to vendor, unirradiated fuel f ^ Package for 

enriched in U -235 isotop^ ^®®emblies made of U 

ofX'i^ar MaJ:r?:rs:J:5 "ri!" 8^/06/08, DAVIS. O.Q, Office 

24X Fiche: 50-456. 317 

receive, possess^i^spect!'store^^•^pack author i i at i on to 

Fiche; 50-456.^84/06/08r8407120435!^^°®’ 25573; 320 . 24X 
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--04O712O441 Rev 1 to Reg Guide 3. 15, "Std Format Content of License 
Applications for Storage Only of Unirradiated Power Reactor 
Fuel Associated Radioactive Matl. " 

Office of r4uclear Regulatory Research- Director. 83/03/05. 
30pp. 25573: 35<1, 24X F i c h e : 50-456, 84/06/08, 8407120435, 


— 8407120443 Nuclear Procedure 1. “Or gan i la t i on. Re sp ons i b i 1 i t iea 
Facilities for Controlling Safeguarding Nuclear Matl. “ 
LEV6.RENZ,K. Connonwea 1 th Edison Co. 84/01/20, 31pp. 25574:039. 

24X Fiche: 50-456. 84/06/08, 8407120435. 


— 8407120445 Nuclear Procedure 2, “Safeguarding Controlling Shipments 
of Nuc lear Fuel. “ 

LEVERENZ.K. Commonwealth Edison Co. 84/01/20. 46pp. 25574:064. 

24X Fiche; 50-456, 84/06/08. 8407120435. 


--8407120448 Nuclear Procedure 3, “Safeguarding Controlling Movements 
of Nuclear Fuel Within Station. " 

LEVERENZ.K. Commonwealth Edison Co, 84/01/20. 6pp. 25574:107. 
24X Fiche; 50-456. 84/06/08, 8407120435. 


--8407120452 Nuclear Procedure 4, “Physical Inventories of Nuclear Fuel U 
Other SNM Items. " 

LEVERENZ.K, Commonwealth Edison Co, 84/01/20. Up. 25574:117. 

24X Fiche: 50-456, 84/06/08, 8407120435, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for QLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D, G. Division of Licensing 84/07/02. Consolidated 
Edison Co, of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses Z>. amends. Svc list end. 
EIStNHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of Neu York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407160146 Provides addl info re instrumentation being installed for 
detection of inadequate core cooling, per NUREG-0737, Item 
1 1. F. 2. Determinat i on of subcooling margin end. 

TRAMM. T. R. Commonwealth Edison Co. 84/07/06. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 25600:266. 24X 

Fiche; 50-000, 84/07/06, 8407160146. 


8407200048 Forwards SER re acceptability of applying Code Case 1914 in 
const, per 830411 request. 

EISENHUT, D. G. Divis ion of Licensing . 84/07/11. NORELIUS, C. E. 
Division of Project S-. Resident Programs. Ip. 25708:134. 24X 
Fiche: 50-000,84/07/11. 8407200048. 


--8407120454 Nuclear Procedure 5, “Reporting Nuclear Fuel/SNM 
Discrepancies h Unprotected Conditions." 

LEVERENZ.K, Commonwealth Edison Co. 84/01/20. 2pp, 25574:128. 
24X Fiche: 50-456. 84/06/08, 8407120435. 


— '8407120456 Nuclear Procedure 6, "Control of Nuclear Licenses 
Certificate of Registration," 

LEVERENZ.K. Commonwealth Edison Co. 82/06/01, 7pp. 25574:130. 
24X Fiche: 50-456, 84/06/08. 8407120435. 


— 8407120459 Nuclear Procedure 7, "Reporting Inventories of Nuclear Matl 
to NRC, “ 

LEVERENZ.K, Commonwealth Edison Co. 82/06/01. 2pp. 25574:137. 

24X Fiche; 50-456, 84/06/08, 8407120435. 


--8407120461, Nuclear Procedure 8, “Receipt Shipment of Nonfuel Items 
Conta ining SNM. " 

LEVERENZ.K, Commonwealth Edison Co. 82/06/01. 19pp. 25574:139. 

24X Fiche: 50-456, 84/0.6/08, 8407120435. 


--8407120463 “Radiation Protection Stds, " 

* Commonwealth Edison Co. 82/02/28. 72pp. 25574:149. 24X 

Fiche: 50-456, 84/06/08, 8407120435. 


ODCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A, Application/construc tion stage documents correspondence 


8407030401 Advises of review approval of Revs 24 25 to QA topical 

rept-per 830713 S< 082? itrs.App B requirements satisfied. 

NORELIUS, C E, Division of Project Resident Programs. 84/06/29. 
REED, C. Commonwealth Edison Co. 2pp, 25239:276, 24X 

Fiche: 50-000, 84/06/29, 8407030401. 


8407060055 Requests review comments on end “Braidwood Const 
Assessment Program. “ Response requested by 840713. 

NORELIUS. C, E. Region 3, Office of Director, 84/06/29. 

EISENHUT, D, ©, Division of Licensing. GRACE, J. N. Division of QA. 
Safeguards Inspection Programs (Post 830103). Ip. 25430:030. 24X 

Fiche: S0-4S6, 84/06/29, 8407060055. 


— 8407200050 SER re acceptability of applying Code Case 1914 in const. 

* Office of Nuclear Reactor Regulation, Director. 84/07/11. 7pp. 
25708: 135. 24X Fiche; 50-000, 84/07/11, B40720004S. 


8407230225 Requests review of "Rept of Archaeological Testing at 
1 lKal79, Kankakee County, IL, for Comm Ed," in support of NRC 
effort to determine whether llKal79 should be included in 
Natl Register of Historic Places. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/13. KENNEY, D. Illinois, 

State of. 2pp, 25726:359. 24X Fiche: 50-456, 84/07/13. 8407230225. 


8407250165 Forwards response to FSAR Questions 130.58,130.59 !« 130.60 
re design of Category I masonry walls, per NRC 840322 
request. NRC review should eliminate License Condition 2 
to Byron SER. Responses will be included in next FSAR amend. 

TRAMM, T.R, Commonwealth Edison Co. 84/07/16. DENTON. H.R. Office 
of Nuclear Reactor Regulation, Director. 10pp. 25747:298. 24X 

Fiche; 50-000, 84/07/16, 8407250165. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8407180017 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION, UNITS 1 AND 2- Docket Nos. STN 50-456 And 
STN 50-457. (Commonwealth Edison Company) 

Division of Licensing. NUREG-1026. 84/06/30, 276pp. Available 

at NRC. »7. 00. 25682:126. 24X Fiche: 50-456, 84/06/30, 8407180017. 


8407170248 Forwards FES (NUREG-1026) for inf o. W/o end, 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/07/10. WOOD, J. B. Commerce, 

Dept, of, Natl, Oceanographic & Atmospheric Administration. 5pp. 
25631:289. 24X Fi c he: 50-456, 84/07/ 10, 8407170248. 


8407170257 Forwards FES (NUREO-1026) for info. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/10. Illinois, State 

of. 2pp. 25631-287. 24X Fiche: 50-456, 84/07/10, 8407170257. 


8407180036 Forwards FES (NUREG-1026) notice of availability of FES. 
Notice forwarded to Ofc of FR for p ub I i cat i on . Rep t placed in 
PDR LPDR. W/o FES. 

YOUNGBLOOD# B. U. Licensing Branch 1. 84/07/10. FARRAR, D. L. 

Connonwealth Edison Co. Ip. 25654:324. 24X Fiche: 50— 456, 84/07/10, 

8407180036. 


--8407060057 Forwards “Braidwood Const Assessment Program" for review. 
Requests NRC overview of implementation documentation of 
program activities in order to reach conclusion that results 
reliab le. 

0 'CONNOR, J. J, Commonwealth Edison Co. 84/06/22. KEPPLER, J. <?. 
Region 3, Office of Director. 2pp. 25430:031. 24X 

Fiche; 50-456, 84/06/29, 8407060055. 


— 8407060058 "Braiduood Const Assessment Program. " 

Commonwealth Edison Co. 84/06/30. 44pp. 25430:033, 

Fiche : 50-456, 84/06/29, 8407060055, 


24X 


— 8407180042 Notice of availability of FES for Braidwood Station, Units 
1 Jk 2. 

YOUNGBLOOD, B. U. Licensing Branch 1, 84/07/10. 2pp. 25654:325. 

24X Fiche: 50-456, 84/07/10, 8407180036, 


8407180048 Forwards FES (NUREG-1026) 8#. notice of availability 
per NEPA of 1969. Notice will be sent to Ofc of FR for 


pub I ication. W/o FES. 

YOUNGBLOOD, B. U. Licensing Branch 1. 
Environmental Protection Agency. Ip. 
Fiche: 50-456,84/07/10, 8407180048. 


84/07/10. HIRSCH, A. 
25654:351. 24X 


of FES, 


8407060235 Provides status of 840601 commitment to review Westinghouse 
technical bulletins Z-. data Itrs, in response to Generic Ltr 
83-28, “Required Actions Based on Generic Implications of 
Salem ATWS Events. “ Review to be completed by 

ALEXANDER, G. L. Commonwealth Edison Co. 84/06/30. , 

Office of Nuclear Reactor Regulation, Director. 2pp. 25426:041. 

24X Fiche; 50-000, 84/06/30, 8407060235. 


E. NRC Safety Evaluation Report (SER), suppls correspondence 


8407160197 Forwards addl info re environ qualif ication of mechanical 
equipment. Info suppls updates info provided in 831206 & 

840423 Itrs. Info closes SER Outstanding Item 7. Result of 
NSSS equipment review also end. 

TRAMM, T. R. Commonwealth Edison Co. 84/07/03. 
of Nuclear Reactor Regulation, Director. 25pp 
Fiche: 50-000. 84/07/03, 8407160197. 


DENTON, H. R. 
25592: 074. 


Office 

24X 
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F. Security, medical, emergency fire protection plans 


8407120545 Public version of generating station emergency plan 
telephone d irector y. W/840530 release memo. 

OALLE.D.P. Commonuealth Edison Co. 84/04/26. SOpp. 25559:252. 
24X Fiche: 50-000. 84/04/26. 8407120545. 


8407050230 Forwards Amend 3 to "Byron/Bra idwood Generating Stations, 
Units 1 1: 2 Fire Protection Rept. " A.mend includes revised 
safe shutdown ana 1 y s i s . d escr ip ti on of conformance to Branch 
Technical Position CMFB 9.5-1 -it miscellaneous changes. 

TRAMI1.T.R. Commonwealth Edison Co. 84/06/28. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 9pp. 25406:286. 24X 

Fiche: 50-000. 84/06/28. 8407050230. 


— 8407050252 Amend 3 to “Byron/Braidwood Generating Stations. Units 1 I- 
2 Fire Protection Rept. " 

* Commonwealth Edison Co. 84/06/30. 717pp, 25406:296. 24X 

Fiche; 50-000. 84/06/28. 8407050230. 


8407130240 Forwards response to request for addl info on fire 
protection rept. Figure 2.3-8 re design change substituting 
heavy gauge wire fence for one section of wall enclosing 
125-volt dc saf ety-related battery banks. 

FARRAR. D. L, Connonwealth Edison Co. 84/07/06. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 25564:128. 24X 

Fiche: 50-000, 84/07/06, 8407130240. 


84073103/2 Confirms 840716 telcon w/M Lawless & D Perrotti stating that 
no addl info re offsite planning required due to changes in 
plans development schedule of Illinois Emergency Svcs fy. 

Disaster Agency. Status rept dtd 840427 end, 

KRIMM.R. W. Federal Emergency Management Agency. 84/07/25. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). Ip. 25829:128. 24X Fiche: 50-456, 84/07/25. 

8407310372. 


— 8407310381 Forwards "Interim Finding," status rept re offsite 
radiological emergency planning for f ac i 1 i ty . Rep t focuses on 
surround ings. emergency planning z ones. demograp h i c 
considerations status of planning fy preparedness. 

KRIh'ii, R. W, Federal Emergency Management Agency. 84/04/27. 
JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103), 7pp. 25829:129. 24X 

Fiche: 50-456, 84/07/25, 8407310372, 


0. Adjudicatory correspondence 


8407020504 Motion to establish hearing schedule & update status rept 
on contentions. per ASLB 840608 order. ASLB should rule on 
admissibility of Neiner Farms Contentions 4 S- 8. Certificate 
of Svc end, 

OALLO/ J. . LAUER.R- J. Commonwealth Edison Co. GALLO. J I sham. 
Lincoln S; Beale. DSD 952. 84/06/27. Atomic Safety and Licensing 

Board Panel, 7pp. 25226:032. 24X Fiche: 50-456. 84/06/27, 8407020504. 


8407060099 Requests that util 840627 pleading be held in abeyance until 
more info known about author parti c i pation in hearings. 

Related correspondence. 

WHICHER, J, M. Businessmen for the Public Interest. WHICHER, J. M. 
Whicher, J. M. DSB 042. 84/07/02. MILLER, M. E. . CALLIHAN. A. D. , 

CLE, R. F. Atomic Safety and Licensing Board Panel. 2pp. 25429:234. 
24X Fiche: 50-456, 84/07/02, 8407060099. 


8407120079 Status of contention i>. proposed revs amend s. Certificate 
of Svc end. 

BOCK, C. A. Neiner, B. (Bob Neiner Farms, Inc, ). BOCK, C. A. Bock, 

C. E DSB 198. 04/07/05. Atomic Safety and Licensing Board Panel. 

4pp. 25551:056. 24X Fiche: 50-456, 84/07/05f 8407120079. 


8407090339 Comments on Whicher 840702 request to hold proceedings 
in abeyance. Uti 1 entitled to timely consideration of 
application fy. motion to delay hearings unreasonab le. 

OALLO, J. Isham, Lincoln Beale. GALLO. J. Commonwealth Edison Co. 
DSB 083. 84/07/06. MILLER, M. E. . COLE. R. F, , CALLIHAN, A, D. Atomic 
Safety and Licensing Board Panel. 2pp. 25454:356. 24X 

Fiche: 50-456, 84/07/06, 8407090539. 


8407180312 Status rept recommendations re proposed schedule. 
Certificate of Svc end. 

KARMAN, M. Hearing Branch 1. DSB 3r6. 84/07/09, Atomic Safety 

and Licensing Board Panel. 6pp. 25652:056. 24X 

" 112 . 


8407190270 Infor.Tis that ElJ Branch will be testifying on behalf of util 
in place of DL Leone. Branch resume ?• Certificate of Svc 
end. Related c orr esp ond en c e 

BECKER, B, D. Ishan, Lincoln ?■: Beale, DSB 332, 84/07/16. 

CASSEL. D. W. Business, men for the Public Interest. 6pp, 25668:325, 

24X Fiche: 50-456, 84/07/16, 8407190270 


8407260028 Ack receipt of 840621 request for list of all attys 
previously employed by NRC having direct or indirect 
responsibilities re f a c i 1 i 1 1 es . Res p onse f or the oming , per 
840717 telcon. 

KARMAN, M. Office of the Executive Legal Director. 84/07/18. 

BDCK, C.A, Bock, C.A, Ip, 25792:318. 24X F i c h e : 5(3-456, 84/07/18, 

8407260028. 


8407270100 Submits opposition to JM Whicher 840702 request for 
indefinite delay in pr oc e ed i ng . Requ es t for extension of 
time, until 840306 to file response to ASLB or d er , a c cep tab 1 e. 

CHAN. E. r Hearing Branch 2. DSB 554, 84/07/23. MILLER, M. E. , 

CALLIHAN, A. D. . COLF, R. F. Atomic Safety and Licensing Board Panel. 
2pp. 25790:063, 24X Fi c h e : 50-457, 84/07/23, 8407270100. 


8407270141 Response to B Neiner Farms, Inc 840705 response to ASLB 
request that parties submit updated info re status of 
contentions fy recommendations for proposed schedule. 

Certificate of Svc encl. 

CHAN, E. I. Hearing Branch 2. DSB 550, 84/07/25. Atomic Safety 

and Licensing Board Panel. 7pp. 25786:327, 24X 

Fiche: 50-456, 84/07/25, 8407270141 


0. Advisory Committee on Reactor Safeguards reports fy correspondence 


8407310448 Summary of ACRS Subcommittee on Braidwood 840308-09 meetings 
in Joliet, IL re OL ap p 1 1 ca t i on . Ag en da , a tt endee list fy 
supporting documentation enc‘1. 

* ACRS - Advisory Com.iTiittee on Reactor Safeguards. 84/05/16. 

ACRS - v; r c.:-":ttee on Reactor Safeguards. 28pp, 25853:315. 

24X =.-!*• /16, 8407310448. 


Q, Inspection reports, IE Bulletins fy correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
encl. 

JORDAN, E, L. Division of Emergency Preparedness fy Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8407190038 Forwards IE Insp Repts 50-456/84-15 fy 50-457/84-15 on 
840618-19. No noncompliance noted. 

WALKER, R. D. Region 3, Office of Director. 84/06/28. REED, C, 
Commonwealth Edison Co. 2pp. 25687:127. 24X Fi ch e: 50-456, 84/06/28, 

8407190038. 


--8407190046 IE Insp Repts 50-456/84-15 fy 50-457/84-15 on 840618-19. No 
noncompliance or deviations identi f ied. Ma jor areas 
inspected : previous insp find ings, test organization fy IE 
bulletin responses. 

VANDENBURGH, C. , WILLIAMS, D. L. < REYES, L. A. Region 3. Office of 
Director. 84/06/28. 5pp. 25687:129. 24X Fi che : 50-456, 84/06/28, 

8407190038. 


8406230311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees fy Vendors." Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 83010.3), 84/06/29. Consolidated Edison Co. of New 

York, Inc 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407060050 Ack receipt of 840621 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/84-08 & 
50-457/84-08. 

WARNICK,R.F. Region 3,. Office of Director. 84/06/29, REED,C. 
Commonwealth Edison Co. Ip. 25429:317. 24X Fic h e : 50-456, 84/06/29, 

8407060050. 


— ■8407060053 Responds to NRC 840522 Itr re violations noted in IE Insp 
Repts 50-456/84-08 fy 50-457/84-08, Correc t i ve actions: 
nonconformance rept will be prepared to document engineering 
evaluation of structural steel fit-up. 

FARRAR, D.L Commonwealth Edison Co, 84/06/21. KEPPLER, J. (5. 
Region 3, Office of Director. 6pp. 25429:318, 24X 

Fiche: 50-456, 84/06/29. 8407060050. 


8407100369 Ack receipt of 840619 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/8^-06 &: 
50-457/84-06, 

WARNICK, R.F. Region 3, Office of Director. 84/07/02. REED, C. 
Commonwealth Edison Co. Ip, 25513:063, 24X Fi che: 50-456, 84/07/02, 

8407100369. 
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— 8407100377 Responds to NRC 840427 Itr re violations noted in IE Insp 
Repts 50-456/84-06 & 50-457/84-06. Correc t ive actions: 
exhibits to document present design & design change properly 
reviewed S', approved provided. 

FARRAR' D.L. Commonwealth Edison Co. 84/06/19. KEPPLER. J. G. 
Region 3i Office of Director. 13pp. 25513:064. 24X 

Fiche; 50-456. 84/07/02. 8407100369. 


8407250140 Forwards IE Insp Rept 50-456/84-09 S'. 50-457/84-09 on 
840501-0604 S; notice of violation. 

WARWICK. R.F. Region 3. Office of Director. 84/07/02. REED. C, 
Commonwealth Edison Co. 2pp. 25755:113. 24X Fiche: 50-456. 84/07/02. 

8407250140. 


— 8407250146 Notice of violation from insp on 840501-0604. 

WARWICK. R.F. Region 3. Office of Director. 84/07/02. 2pp. 
25755:115. 24 X Fiche: 50-456. 84/07/02. 8407250140. 


--8407250154 IE Insp Rept 50-456/84-09 St 50-457/84-09 on 840501-0604. 
Noncompliance noted : fa i 1 ur e to stipulate physical 
clearance criteria St failure to install correct whip 
restraint plate. 

FORNEY. W. Region 3. Office of Director. 84/06/29. 13pp. 

25755:117. 24X Fi c h e : 50-456. 84/07/02. 8407250140'. 


8407250425 Forwards IE Insp Repts 50-456/84-05 St 50-457/84-05 on 
840326-0406 St 09~20 S< notice of violation. 

WARWICK. R.F. Region 3, Office of Director. 84/07/02. REED.C. 
Commonwealth Edison Co. 2pp. 25764:255. 24X Fiche: 50-456. 84/07/02. 

8407250425. 


— 8407250427 Notice of violation from insp on 840326-0406 St 09-20. 

Region 3. Office of Director. 84/07/02. 3pp. 25764:257. 24X 

Fiche; 50-456. 84/07/02. 8407250425. 


— 8407250430 IE Insp Repts 50-456/84-05 St 50-457/84-05 on 840326-0406 St 
09-20. Violations noted : fa i lure to identify nonconforming 
conditions St weld def ec ts. unacceptab le radiographs St 
obsolete drawings. 

KERCH. H.W.. HARRIS. R.H.. CAMPBELL. R. M. Region 1. Office of 
Director. 84/06/06. 33pp. 25764:260. 24X Fiche; 50-456, 84/07/02. 

8407250425. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 8t Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05. B407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation St Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000. 84/07/05. 8407030089. 


8407100266 Ack receipt of 840628 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-456/83-18 St 
50-457/83-17. 

SPESSARD, R. L. Region 3, Office of Director. 84/07/05. REED.C. 
Commonwealth Edison Co. Ip. 25509:181. 24X Fiche : 50-456. 84/07/05. 

8407100266. 


--04O71OO27O Suppls response to NRC 840608 Itr re violations noted in IE 
Insp Repts 50-456/83-18 St 50-457/83-17. Correc t ive actions; 
when completion of commitments will not be met by expected 
date, util will formally request extension from NRC. 

FARRAR. D.L. Commonwealth Edison Co. 84/06/28. KEPPLER.J. G. 

Region 3, Office of Director, 4pp. 25509: 182. 24X 

Fiche; 50-456. 84/07/05. 8407100266. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286, 24X Fiche; 50-000. 84/07/06, 8407050274. 


8407120166 Confirms const appraisal team insp on 840730-0810 St 20-31. 
Clearance for unescorted access required for team members. 

NORELIUS. C. E. Region 3. Office of Director. 84/07/06. REED.C. 
Commonwealth Edison Co. 2pp. 25550:345. 24X Fich e: 50-456. 84/07/06. 

8407120166. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
S-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407170263 Forwards plans S< schedules for replacing HFA relays in 
safety-related sys, per IE Bulletin 84-02. Nylon or lexan 
coil spool-type HFA relays willbe replaced for Dresden. 

Coils for HFA relays at Braidwood replaced. 

ALEXANDER. G. L. Commonwealth Edison Co. 84/07/11. KEPPLER. J. G. 
Region 3, Office of Director. 13pp. 25616: 179. 24X 

Fiche: 50-000. 84/07/11, 8407170263. 


8407170453 Forwards exam rept on 840521-25. 

WALKER, R.D. Region 3, Office of Director. 84/07/12. REED.C. 
Commonwealth Edison Co. Ip. 25608:056. 24X Fiche: 50-456, 84/07/12, 

8407170453. 


8407310017 Forwards exam rept on 840521-25. 

WALKER. R. D. Region 3, Office of Director. 84/07/12. REED.C. 
Commonwealth Edison Co. Ip. 25839:189. 24X Fiche: 50-456. 84/07/12, 

8407310017. 


— 8407310021 Exam rept on 840521-25. Exam results: four candidates passed, 
five failed. 

HIGGINS, R. L. , BURDICK. T. M. , JAGGAR. F. S. Region 3, Office of 
Director. 84/07/11. 38pp. 25839:190. 24X Fiche: 50-456. 84/07/12. 

8407310017. 


8407230156 Forwards results of visual insp of charcoal adsorber cells 
for potential loss of charcoal. per IE Bulletin 80-03. 

No evidence of broken spot welds, screen frame separation 
or excessive loss of charcoal noted. 

ALEXANDER, G. L, Commonwealth Edison Co. 84/07/17. KEPPLER, J. G. 
Region 3, Office of Director. 5pp. 25705:016. 24X 

Fiche: 50-000. 84/07/17. 8407230156. 


8407230079 IE Info Notice 84—58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche : 50-000. 84/07/25, 8407230079. 


8407310286 Ack receipt of 840706 Itr informing NRC of steps taken to 
correct items of noncomp 1 ianc # noted in IE Insp Repts 
50-456/83-09 Z< 50-457/83-09. Response being reviewed. NRC will 
contact util upon completion of review. 

SPESSARD. R. L. Regions, Office of Director. 84/07/26. REED.C. 
Commonwealth Edison Co. Ip. 25832:313. 24X Fiche; 50-456. 84/07/26, 

8407310286. 


— 8407310310 Responds to NRC 840507 Itr re none omp 1 ianc e noted in IE Insf 
Repts 50-456/83-09 50-457/83-09. Corrective actions: 

programs established to confirm quality of past const work 
through special insps it documentation reviews. 

DELGEOROE, L. 0. Commonwealth Edison Co. 84/07/06. KEPPLER.J. G. 
Region 3. Office of Director. 62pp. 25832:314. 24X 

Fiche: 50-456, 84/07/26. 8407310286. 


S. Reportable occurrences. LERs & related correspondence 


8407020335 Interim Deficiency Rept 83-07 re lack of sufficient 
documentation to support QC verification of piping heat 
number or mark number traceab i li ty . Ini t ia 1 1 y reported on 
830729. Final rept expected in Apr 1985. 

SWARTZ, E.D, Commonwealth Edison Co. 84/06/26. KEPPLER.J.©. Region 
3, Office of Director. 2pp. 25214:274. 24X Piche; 50-456. 84/06/26. 

8407020335. 


8407060156 PNQ-1 1 1-84-052: on 840619-28. three Boeing steam generator 
snubbers failed to meet testing criteria. Manufacturer to 
redesign modify snubber. Redesign & mod of snubbers will 
not affect fuel loading. 

YIN. I. Region 3. Office of Director. 84/06/29. 2pp. 25421:140. 
24X Fiche: 50-000, 84/06/29. 8407060156. 


8407100495 Final Deficiency Repts 83-13 ^ 83-15 re Pacific Scientific 
snubber capstan springs. Initially reported on 831028. 

Independent metal lurg ical evaluation & vendor testing 
concluded snubbers meet design spec requirements. 

SWARTZ, E. D. Commonwealth Edison Co. 84/07/02. KEPPLER. J. G. Region 
3. Office of Director. Ip. 25464:125. 24X Fiche: 50-000, 84/07/02. 

8407100495. 


8407100468 Interim Deficiency Repts 04-04 4e 84-09 re spot-welded 
electrical connections in Westinghouse motor control ctrs 
for Bryon Braidwood. respectively. Initially reported on 
040601. Defective welds being inspected. Next rept by 840803, 
TRAMM.T.R. Commonwealth Edison Co. 84/07/03. KEPPLER. J. G. Region 
3. Office of Director. 2pp. 25464:134. 24X Fiche: 50-000. 84/07/03, 

B407100468. 
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8407230180 Interim deficiency rept re missing structural steel 
installation insp records. Initial ly reported on S21119. 

Investigation incomp 1 ete. Ne x t rept will be submitted by 
841001. 

SWARTZ, E. D, Commonwealth Edison Co. 84/07/03. KEPPLER, J. O. Region 
3. Office of Director. 2pp. 25710:009. 24X Fiche; 50-456. 84/07/03. 

B407230180. 


9407250471 Revised final deficiency rept re concrete expansion anchors 
installed through finished f 1 oors. In i tial 1 y reported on 
840511. Walk down of finished floor areas completed for 
previous installations. 

SWARTZ, E. D. Commonwealth Edison Co. 84/07/12. KEPPLER, 0. 0. Region 
3, Office of Director. 2pp. 25764:176. 24X Fi c he : 50-456, 84/07/12. 

8407250471. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 te 1 c on. C 1 osure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE. E. P. Westinghouse Electric Corp, 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement, 2pp. 

25739. 009. 24X Fi ch e : 50-000. 84/07/13. 8407250326. 


8407260297 Interim Deficiency Rept 84-08 re installation of 1/4-inch 
liner plates for auxiliary bldg ventilation exhaust filter 
h Qusings. Initially reported on 840605. Weld ing configuration 
requirements will be provided & insps performed. 

SWARTZ. E. D. Commonwealth Edison Co, 84/07/18. KEPPLER, J. G. Region 
3. Office of Director. 2pp. 25780:332. 24X Fiche; 50-456, 84/07/18, 

8407260297. 


8407270224 Interim Deficiency Rept 84-01 re LK Comstock document review 
defects. Initially reported on 840131. Document reconc i 1 i a t i on 
effort delayed so Comstock can finish priority work. Next 
rept will be submitted by 841130. 

SWARTZ. E. D. Commonwealth Edison Co. 84/07/19. KEPPLER, U. G. Region 
3, Office of Director. 2pp. 25793:121. 24X Fi che: 50-456, 84/07/19, 

8407270224. 


8407300456 Interim Deficiency Rept 84-10 re wall thickness inadequacies 
for small bore ASME Class II piping. Initially reported on 
840621. Reduced wall thickness caused by pits ik grooves due 
to excessive corrosion. Next rept expected by 841001. 

SWARTZ. E. D. Commonwealth Edison Co. 84/07/20. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 25814:288. 24X Fiche: 50-456, 84/07/20. 

8407300456. 


S407300274 Final Deficiency Repts 83-06 t. 83-08 re Elcen Metal Products 
spring hangers having welded high carbon steel nuts w/carbon 
content in excess of ASME Code limits. Initially reported on 
830617. Defective hangers replaced. 

SWARTZ, E. D. Commonwealth Edison Co. 84/07/23. KEPPLER. J. G. Region 
3. Office of Director. 2pp. 25802:334. 24X Fic he : 50-000, 84/07/23. 

8407300274. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREO-1021. "Operator Licensing Examiner 
Stds. " re administration of simulator exams. 

WALKER, R.D. Region 3. Office of Director. '84/07/02. REED. C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fiche: 50-000, 84/07/02. 

8407060215. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reactor vendors & aEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


X. Onsite Storage of Low Level Waste 


8407120435 Forwards application for SNM license requesting 
authorization to receive, possess, inspect, store it package for 
return to vend or, unirrad iated fuel assemblies made of U 
enriched in U-235 isotope. 

SWARTZ, E. D. Commonwealth Edison Co. 84/06/08, DAVIS, J. G. Office 
of Nuclear Material Safety it Saf eguards, Director. 2pp. 25573:317 
24X Fiche: 50-456, 84/06/08, .8407120435. 


8407120438 Application for SNM license requesting auth or i z at ion to 
receive, possess, inspect, store & package for return to 
vendor, unirrad iated fuel assemblies made of U enriched in 
U-235 isotope. 

* Commonwealth Edison Co. 84/06/08. 34pp. 25573:320. 24X 

Fiche: 50-456, 84/06/08, 8407120435. 


8407120443 Nuclear Procedure 1, "Organi za t i on, Resp ons ib i 1 i t i es it 
Facilities for Controlling it Safeguarding Nuclear Katl. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 31pp. 25574:039 

24X Fiche: 50-456, 84/06/08, 8407120435. 


— 8407120445 Nuclear Procedure 2, "Saf eguard ing & Controlling Shipments 
of Nuclear Fuel. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 46pp. 25574:064, 

24X Fiche; 50-456, 84/06/08, 8407120435. 


8407120448 Nuclear Procedure 3, "Saf eg uar d ing & Controlling Movements 
of Nuclear Fuel Within Station. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 6pp. 25574:107. 
24X Fiche; 50-456. 84/06/08, 8407120435. 


8407120452 Nuclear Procedure 4, "Physical Inventories of Nuclear Fuel & 
Other SNM Items. '• 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. lip. 25574:117. 

24X Fiche: 50-456,84/06/08,8407120435. 


■8407120454 Nuc lear Procedure 5, "Reporting Nuclear Fuel/SNM 
Discrepancies it Unprotected Conditions. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 2pp. 25574:128. 
24X Fiche: 50-456, 84/06/08, 8407120435. 


■8407120456 Nuclear Procedure 6, "Control of Nuclear Licenses it 
Certificate of Registration. " 

LEVERENZ, K. Commonwealth Edison Co. 82/06/01. 7pp. 25574:130. 
24X Fiche; 50-456, 84/06/08, 8407120435, 


8407120459 Nuclear Procedure 7, "Reporting Inventories of Nuclear Natl 
to NRC. " 

LEVERENZ, K. Commonwealth Edison Co. 82/06/01. 2pp. 25574:137. 

24X Fiche: 50-456. 84/06/08, 8407120435. 


8407120461 Nuclear Procedure 8, "Receipt i>. Shipment of Nonfuel Items 
Containing SNM. " 

LEVERENZ, K. Commonwealth Edison Co. 82/06/01. 19pp. 25574:139. 

24X Fiche; 50-456, 84/06/08, 8407120435. 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


A. Application/construction stage documents^ correspondence 


8407050085 Summary of 840515 meeting w/util S&W it BNL in Qethesda, MD 
re equipment qual i f ication programs. Viewgraphs end. 

WEINKAM, E. J. Licensing Branch 2. 84/06/21. Licensing Branch 2. 

57pp. 25414:244. 24X Fi che ; 50-458, 84/06/21, 8407050085. 


8407030330 Forwards Amend 1 to application for OL it "Rept on 
Termination of Const Activities for River Bend Station - 
Unit 2," per 840106 notification re cancellation of Unit 2. 
Requests termination of CPPR-146. 

CAHILL, W. U. Gulf States Utilities Co. 84/06/29. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp 25272:053. 
24X Fiche; 50-458, 84/06/29, 8407030330. 


8407030332 Amend 1 to application for OL, ref lec ting cancellation of 
Unit 2. 

CAHILL, W.J. Gulf States Utilities Co. 84/06/29. 33pp. 

25272; 056. 24X Fiche: 50-458, 84/06/29, 8407030330. 
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8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

8ISENHUT, D, G. Division of Licensing. 84/07/02. Consolidated 

Edison Co. of Neu York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 

8407110473 Confirms 840724-27 in-progress audit of detailed control 
room design at site. 

SCHWENCER. A. Licensing Branch 2. 84/07/03. CAHILL. W. J. Gulf 

States Utilities Co. 3pp. 25547:323. 24X Fi c h e ; 50-458. 84/07/03. 

B407I 10473. 

8407060097 Generic Ltr 84-18 to all nonpooier reactor licensees re 
filing of applications for licenses & amends. Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/07/06, Consolidated 
Edison Co. of New York. Inc. I7pp. 25602:012. 24X 

Fiche: 50-000,84/07/06. 8407060097. 


8407160166 Forwards equipment qualification master list for listed 
categories of balance of plant equ ipment, ind ud ing environ 
qualification of electrical equipment Seismic Category I Zi 
dynamically qualified safety-related equipment. 

BOOKER. J. E. Gulf States Utilities Co. 84 / 07 / 09 . DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 1346pp. 25592:210. 

24X Fiche: 50-458. 84/07/09, 8407160166. 


—8407160169 "Seismic QBE SSE Required Response Spectra for Auxiliary. 
Control , Diesel Generator . Fue 1, Turb ine. Pi p e Tunnels 1 & 2 
Standby Svc Water Pumphouse & Cooling Tower Bldg." 

«• Stone ii Webster Engineering Corp. 84/07/09. 271pp. 25593:249. 

24X Fiche: 50-458. 84/07/09, 8407160166. 


8407090328 Motion to compel State of LA & Joint Interveners to respond 
to applicant interrogatories of safety Contentions 1 & 2. 

Certificate of Svc enc 1 . Re la ted ,c orresp ondenc e. 

WETTERHAHN. M. J, Gulf States Utilities Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. DSB 108. 84/07/05. Atomic Safety and Licensing Board 

Panel. 4pp. 25455:342. 24X Fi ch e : 50-458. 84/07/05, 8407090328. 


S407170579 Ack receipt of correspondence referenced in LS Dewey 840629 
ltr. Board Notification 84-062 re core thermal hydraulic 
stability & svc list should have been sent to ASLB. Related 
c orresp ondence. 

MCNEILL. J. D. Louisiana. State of, DSB 271. 84/07/06. COLE. R. F. , 

LINDENBERGER. G. . COTTER, B. P. Atomic Safety and Licensing Board 
Panel. Ip. 25649:022. 24X Fiche: 50-458, 84/07/06. 8407170579. 

— 8407180023 Ack receipt of 840629 ltr to ASLB outlining evolution of 
regulations re development 8< distribution of board 
notification. Related correspondence, 

MCNEILL. J.D. Louisiana. State of. 84/07/06. DEWEY, L. S. Hearing 
Branch 3. 2pp. 25649:023. 24X Fi c he: 50 - 458 . 84/07/06, 8407170579, 


8407170563 Request for extension of time until 840725 to answer 
applicant first set of interrogatories. Certificate of Svc 
end. Related correspondence. 

MCNEILL, J. D. Louisiana. State of. DSB 293. 84/07/12. Atomic 

Safety and Licensing Board Panel. 3pp. 25625:323. 24X 

Fiche: 50-458. 84/07/12, 8407170563. 


8407250255 Forwards updated FSAR & environ rept - OL stage, per 840622 
request. W/o enc Is. Related correspondence. 

BOOKER. J. E. Gulf States Utilities Co. DSB 481. 84/07/12. 

COTTER. B. P. Atomic Safety and Licensing Board Panel. Ip. 
,,25736:354. 24X Fiche: 50-458, 84/07/12, 8407250255. 


— 8407160171 "Chugging Required Response Spectra for Reactor Bldg." 

* Stone Webster Engineering Corp. 84/07/09. 69pp. 25594:160. 

24X Fiche: 50-458. 84/07/09, 8407160166. 


— 8407160172 "SRV Envelope Required Response Spectra for Reactor Bldg. " 
* Stone tn Webster Engineering Corp 84/07/09, 71pp. 25594:229. 

24X Fiche: 50-458, 84/07/09. 840/160:66 


— 8407160176 "Seismic QBE & SSE Required Response Spectra for Reactor 
Bldg. " 

Stone & Webster Engineering Corp. 84/07/09. 265pp. 25594:298. 

24X Fiche: 50-458. 84/07/09, 8407160166, 


8407250208 Response supporting util 840702 motion for withdrawal of OL 
application w/o prejudice for Unit 2. Certificate of Svc 
enc 1. 

DEWEY. L.S. Hearing Branch 3. DSB 495. 84/07/23. Atomic Safety 

and Licensing Board Panel. 6pp. 25735:031. 24X 

Fiche: 50-458, 84/07/23. 8407250208. 


8407270147 Forwards ACRS 840717 interim rept recommending exam of 
dependency of diesel generator driving HPCS pump on cooling 
water supplied by pumps powered by other generators. Related 
correspondence. 

DEWEY. L.S. Hearing Branch 3. DSB 553. 84/07/24. COLE, R. F. . 

LINENBERGER. G. , COTTER. B. P. Atomic Safety and Licensing Board Panel. 
4pp. 25786:334. 24X Fiche; 50-458, 84/07/24. 8407270147. 


— 8407160180 "Seismic/Hydrodynamic Upset St Faulted Required Response 
Spectra for Reactor Bldg." 

* Stone Webster Engineering Corp. 84/07/09. 273pp. 

24X Fiche: 50-458. 84/07/09. 8407160166. 


25595: 203. 


8407190380 Notification of 840727 meeting w/util in St Franc xsville. LA 
to discuss preliminary conclusions of detailed control 
room design review audit team. 

WEINKAM. E. J. Licensing Branch 2. 84/07/11. SCHWENCER. A. Licensing 

Branch 2. 4pp. 25693:283, 24X Fiche: 50-458. 84/07/1 1, B4071903S0. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/19. 
DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25121:352. 24X Fich e; 50-000. 84/06/19, 8406250001 . 


K. Utility Final Safety Analysis Report (FSAR) «« amends 


8407200038 Summary of 840620 meeting w/util & S&W re shear 
reinforcement design philosophy of SSfW. Interpretation of 
applicable code for design procedure reasonable & Z-bar 
length acceptable. 

EISENHUT, D. G. Division of Licensing. 84/07/11. GRACE. J. N. 
Division of QA, Safeguards & Inspection Programs (Post 830103). Ip- 
25708:142. 24X Fiche: 50-458. 84/07/1 1, 8407200038. 


8407050238 Forwards Amend 13 to FSAR. Amend provides responses to NRC 
questions & text table & figure revs committed to by 
JE Booker Itrs to HR Denton since Jan 1984. 

CAHILL. W.J. Gulf States Utilities Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 25403:080. 
24X Fiche: 50-458. 84/06/29, 8407050238. 


G. Adjudicatory correspondence 


8407170570 Notification that Louisiana peacetime radiological emergency 
response plan. util attachment & various implementation 
documents available for insp . Certificate of Svc end. Related 
correspondence. 

MCNEILL. J. D. Louisiana, State of. DSB 272. 84/06/13. Atomic 

Safety and Licensing Board Panel. 3pp. 25627:027. 24X 

Fiche; 50-450. 84/06/13. 8407170570. 


8407030275 Notice of appearance in proceeding. Certificate of Svc end 
GODDARD, R.J. Hearing Branch 3. DSB 006. 84/06/27. 3pp. 

25270:360. 24X Fiche: 50-458. 84/06/27, 8407030275. 


— 8407050242 Amend 13 to FSAR. W/lO oversize figures. Aperture cards 
available in PDR. 

* Gulf States Utilities Co. 84/06/30. 1282pp. 25403:084. 24X 

Fiche; 50-458. 84/06/29. 8407050238. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8407200221 Summarizes ACRS 291st meeting on 840712-14 re review of util 
application for OL. Plant can be operated at 5% full power if 
consideration given to listed recommendation St const 
sati sf ac tor i ly completed. 

EBERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/07/17. PALLADINO. N. J. Commissioners. 3pp. 25693:012. 24X 

Fiche; 50-458. 04/07/17. 8407200221. 


8407030229 Forwards matls re NRR procedures for board notification Itrs 
sent to D McNeill. W/o ends. Related correspondence, _ „ ^ 

DEWEY.L. S. Hearing Branch 3. DSB 989. 84/06/29. COLE.R.F. . 

LINENBERGER, G. , COTTER. B.P. Atomic Safety and Licensing Board Panel. 
Ip. 25239:020. 24X Fiche; 50-458. 84/06/29. 8407030229. 


Q. Inspection reports. IE Bulletins correspondence 


84071205B5 Forwards IE Insp Rept 50-458/84-09 on 840320-0516. No 
violations or deviations noted. 

JOHNSON. E.H. Region 4, Office of Director. 84/06/13. CAHILL. W. J. 
Gulf States Utilities Co. 2pp. 25555:255. 24X 

Fiche: 50-458. 84/06/13. 8407120585. 
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--8407120593 IE Insp Rept 50-458/84-09 on 840320-0516. No violations or 
deviations noted. Major areas inspected: craft trainingi 
special processesi concrete placement 8< electrical cable 
instal lat ion. 

FARRELL. R. E. , JAL/DON. J. P. Region 4. Office of Director, 84/06/08. 
4pp. 25555:257. 24X Fiche: 50-45B, 84/06/13. 8407120585. 


8406250214 IE Info Notice 84-51. "Independent Ver if ication. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York. Inc. t54pp. 25535:160. 24X Fiche: 50-000. 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. " Inad equate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000. 84/06/29. 840628031 1. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000. 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Doc umentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche : 50-000. 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
enc 1. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche : 50-000. 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 330103), 84/07/10. Consolidated Edison Co. of New 

York. Inc, I20pp. 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407170291 Forwards vendor insp repts identifying Vendor Program 
Branch concerns found during insp of vendor activities. 

Quality it acceptabi lity-related evaluation requested. W/o 
end . 

JOHNSON. E.H. Region 4, Office of Director. 84/07/11, CAHILL. W. J. 
Gulf States Utilities Co. 2pp. 25618:311. 24X 

Fiche; 50-458. 84/07/11, 8407170291. 


8407170205 Forwards vendor insp repts for evaluation of significance 
of NRC findings. W/o ends. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/12. CAHILL. W. J. 
Gulf States Utilities Co. 2pp. 25608:221. 24X 

Fiche: 50-458, 84/07/12. 8407170205. 


S4O723O079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25, Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25. 8407230079. 


S. Reportable occurrences, LERs related correspondence 


8407020248 Interim Deficiency Rept DR-164 re intermixed e lec trodes. Next 
rept will be submitted by 840906. 

BOOKER. J.E. Gulf States Utilities Co. 84/06/20. COLLINS. J.T. 

Region 4, Office of Director. Ip. 25217:338. 24X 

Fiche: 50-458,84/06/20, 8407020248. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cylinder head studs. air 
start valve capscrews, fuel oil injection tub ing, DSR-48 
connecting rods it crankshaft. 

RAY. C. L. TDI CTransameri ca Delaval. Inc.) Owners Group. 84/06/20. 
BERLINGER. C. Director's Office, Office of Inspection and 
Enforcement. 51pp. 25549:087, 24X Fiche: 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche; 50-000. 84/06/20, 8407120321. 


— 0407120410 "Rept on Crankshaft Torsional Stresses. TDI Model DSR-48." 
YANG,R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000,84/06/20,8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO.J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fi c h e : 50-000, 84/06/20, 84071 20321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants P. NRC." Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI ( Transamer i ca Delaval, Inc. ) Owners Group. 84/06/20, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707:172. 24X Fiche: 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants it 
NRC. " 

RAY,C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20. 
2Bpp. 25707:174. 24X Fi c he; 50-000, 84/06/20, 8407230126. 


8407020253 Interim Deficiency Rept Dr-196 re undersized fillet welds. 
Next rept will be submitted by 840913, 

BOOKER, J.E. Gulf States Utilities Co. 84/06/21. COLLINS. J.T. 
Region 4, Office of Director. Ip. 25217:329. 24X 

Fiche: 50-458, 84/06/21, 8407020253. 


8407020352 Interim Deficiency Rept DR-159 re standby liquid control sys 
explosive valve circuit fuses. Next rept will be submitted 
by 840719. 

BOOKER, J.E. Gulf States Utilities Co. 84/06/21. COLLINS, J.T. 

Region 4, Office of Director. Ip. 25216:338. 24X 

Fiche; 50-458, 84/06/21, 3407020352. 


8407020362 Deficiency Rept DR-195 re insulation for motors of valves 
supplied by Velan Engineering, Limited. Inter im or final rept 
will be provided by 840912. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/21. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25216:344. 24X 

Fiche; 50-458, 84/06/21, 8407020362. 


8407050005 Interim Deficiency Rept DR-199 re separation of coaxial 
cables from coaxial connects on Conax electrical penetration 
assemfal ies. Next rept will be submitted by 840926. 

BOOKER, J.E. Gulf States Utilities Co. 84/06/25. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25299:359. 24X 

Fiche; 50-458, 84/06/25, 8407050005. 


8407050029 Interim Deficiency Rept DR-lSO re four connection plates 
welded to radial beams. Next rept expected by 840926. 

BOOKER. J.E. Gulf States Utilities Co. 84/06/25. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25299:352. 24X 

Fiche: 50-458, 84/06/25, 8407050029. 


8407050033 Interim Deficiency Rept DR-197 re Category I air compressor 
used for leakage control of penetration valve. Next rept 
expected by 840927. 

BOOKER. J.E. Gulf States Utilities Co. 84/06/25. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25299:353. 24X 

Fiche: 50-458, 84/06/25, 8407050033. 


8407050088 Interim Deficiency Rept DR-198 re welds made on unscheduled 
conduit supports in control bldg. Next rept will be provided 
by 840927. 

BOOKER, J.E. Gulf States Utilities Co. 84/06/25. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25284:360. 24X 

Fiche: 50-458, 84/06/25, 8407050088. 


8407030100 Interim Deficiency Rept DR-181 re NDE of weld on inside 
diameter of RHR pipe spool. Next rept will be provided by 
840926. 

BOOKER, J.E. Gulf States Utilities Co. 84/06/26. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25269:158. 24X 

Fiche; 50-458, 84/06/26. 8407030100. 


8407050054 Interim Deficiency Rept DR-182 re motor operator supplied by 
Limitorque for feedwater isolation valve. Interim of final 
rept will be provided by 840927. 

BOOKER, J. E. Gulf States Utilities Co. 84/06/27. COLLINS, J.T. 

Region 4, Office of Director. Ip. 25299:357. 24X 

Fiche: 50-458, 84/06/27, 8407050054. 


8407090161 Interim Deficiency Rept DR-126 re standby 480-volt load ctrs 
supplied by Powell El ectr ic. Next rept will be submitted by 
840815. 

BOOKER. J. E. Gulf States Utilities Co. 84/06/28. COLLINS, J. T. 

Region 4, Office of Director. Ip. 25443:248. 24X 

Fiche: 50-458, 84/06/20, 8407090161. 


8407090084 Interim Deficiency Rept DR-75 re Ghosh-Wilson computer 
program used in reactor bldg hydraulic anal y s is. Nex t rept 
will be provided by 841130. 

BOOKER, J.E. Gulf States Utilities Co. 84/06/29. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25443:341. 24X 

Fiche: 50-458. 84/06/29, 8407090084. 
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8407100414 Interim Deficiency Rept DR-200 re foreign substance in 
reactor pressure vessel. Interim or final status rept will be 
provided by S40913. 

BOOKER, J. E. Gulf States Utilities Co. 84/07/02. COLLINS, J.T. 
Region 4, Office of Director. Ip. 25462:010. 24X 

Fiche: 50-458, 84/07/02. 8407100414. 


8407100443 Final Deficiency Rept DR-163 re missing set screw used to 
install flexible coupling drive hubs on shaft of 
TDI-supplied standby diesel g enerator . Ini t ia 1 1 y reported on 
840601. Hub r einsta 1 1 ed . A1 so reportable under Part 21. 

BOOKER, J. E. Gulf States Utilities Co. 84/07/02. COLLINS, J.T. 
Region 4. Office of Director. 3pp. 25464; 116, 24X 

Fiche: 50-458. 84/07/02, 8407100443. 


8407090106 Comments on BNWL draft rept, "Review 8< Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate St logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03, 840 7090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review &t BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. 8. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fi che : 50-000. 84/07/05, 

8407110433. 


8407130026 Interim Deficiency Rept DR-204 re Z/C 16 cable supplied by 
Rockbestos. Interim or final rept will be provided by 
841005. 

BOOKER, J. E. Gulf States Utilities Co. 84/07/05. COLLINS. U. T. 
Region 4, Office of Director. Ip. 25562:344. 24X 

Fiche: 50-458, 84/07/05, 8407130026. 


8407130046 Interim Deficiency Rept DR-202 re turbocharger thrust 
bearings in standby diesel generator supplied by 
Transamerica Delaval, Inc. Interim or final rept will be 
provided by 841004, 

BOOKER, U. E. Gulf States Utilities Co. 84/07/05. COLLINS, U.T. 
Region 4, Office of Director. Ip. 25562:022. 24X 

Fiche: 50-458, 84/07/05, 8407130046. 


0407130092 Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on TDI 
diesel generator. Next rept will be provided by 841005. 

BOOKER, J. E. Gulf States Utilities Co. 84/07/05. COLLINS, U. T. 
Region 4, Office of Director. Ip. 25562:101. 24X 

Fiche: 50-458, 84/07/05, 8407130092. 


8407130207 Interim Deficiency Rept DR-201 re ITE 27B battery ground 
detector relays supplied by Brown Boveri El ec tr ic , Inc . 

Interim or final rept will be provided by 841004. 

BOOKER, J. E. Gulf States Utilities Co. 84/07/05. COLLINS, U.T. 
Region 4, Office of Director. Ip. 25563:317. 24X 

Fiche; 50-458, 84/07/05, 8407130207. 


8407130241 Interim Deficiency Rept DR-107 re Category I 125-volt air 
circuit breakers supplied by Gould Brown Boveri Electric, 

Inc. Interim or final rept will be provided by 841004. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/05. COLLINS, U.T. 
Region 4, Office of Director. Ip. 25564: 134. 24X 

Fiche: 50-458, 84/07/05, 8407130241. 


8407230090 Final Deficiency Rept DR-172 re rupture of jacket water 
shroud on standby TDI diesel generator during flushing. 

Damaged shroud to be repaired or replaced prior to sys 
turnover. Item not reportable per 10CFR50. 55(e). 

BOOKER, U. E. Gulf States Utilities Co. 84/07/06. COLLINS, U.T. 
Region 4. Office of Director. Ip. 25710:197. 24X 

Fiche: 50-458, 84/07/06. 8407230090. 


8407200013 Final Deficiency Rept DR-152 re wire terminations in Gould 
Brown-Boveri 480-volt standby motor control ctrs (MCC). 

Initially reported on 840607. Field insp criteria developed 
8t rework on Class IE MCCs completed. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/09. COLLINS, U. T. 
Region 4, Office of Director. 3pp. 25697:209- 24X 

Fiche; 50-458. 84/07/09, 8407200013. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action req,uired, 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13, Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imp erf ect ion. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc, 34/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Uacket Water Pump Design Review. “ 

RAY, C.L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche: 50-000, 84/07/16, 8407190249. 


— 8407190274 "Suppl to Emergency Diesel Generator Engine Driven Uacket 
Water Pump Design Review. " 

# Stone S« Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000,84/07/16,8407190249. 


8407260465 Forwards "Review Si Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 34/07/16, GEORGE, J.B. TDI 
(Transamerica Delaval, Inc. > Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


— 8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000. 84/07/16. 3407260465. 


8407300449 Interim Deficiency Rept DR-175 re HPCS diesel batteries 
supplied by GE. Next rept expected by 841010. 

BOOKER. U.E. Gulf States Utilities Co. 84/07/16. COLLINS, U. T. 
Region 4, Office of Director. Ip. 25814:285. 24X 

Fiche: 50-458, 84/07/16, 8407300449. 


8407300453 Interim Deficiency Rept DR-205 re lugs on motor leads of 
motor operated valves supplied by Limi toTque. Next rept 
expected by 841011. 

BOOKER, U.E. Gulf States Utilities Co. 84/07/16. COLLINS, U. T. 
Region 4, Office of Director. Ip. 25814:287. 24X 

Fiche: 50-458,84/07/16, 8407300453. 


8407300464 Interim Deficiency Rept DR-166 re location of terminal 
blocks for 4160-volt emergency switchgear. Next rept expected 
by 841010. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/16. COLLINS. U. T. 
Region 4, Office of Director. Ip. 25814:298. 24X 

Fiche: 50-458, 84/07/16, 8407300464. 


8407300469 Interim Deficiency Rept DR-208 re pin connection for snubber 
assembly supplied by Berg en-Paterson. Next rept expected by 
840927. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/16. COLLINS, U. T, 

Region 4, Office of Director. Ip. 25814:308. 24X 

Fiche: 50-458, 84/07/16, 8407300469. 


8407300486 Interim Deficiency Rept DR-206 re lubricant for fuel pool 
cooling pump 8< motor. Next rept expected by 841009. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/16. COLLINS, U. T. 
Region 4, Office of Director. Ip. 25814:346. 24X 

Fiche: 50-458, 84/07/16, 8407300486. 


8407300490 Interim Deficiency Rept DR-207 re trip auxiliary units for 
neutron ?</or process radiation supplied by GE. Next rept 
expected by 841009. 

BOOKER, U.E. Gulf States Utilities Co. 84/07/16. COLLINS, U. T. 
Region 4, Office of Director. Ip. 25814:347. 24X 

Fiche: 50-458, 84/07/16, 8407300490. 


84073100BI Interim Deficiency Rept DR-183 re 94AX relays supplied by 
Gould Brown-Boveri. Next rept will be provided by 840815. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/18. COLLINS, U.T, 
Region 4, Office of Director. Ip. 25049:235. 24X 

Fiche: 50-458,84/07/18, 8407310081. 


8407300434 Interim Deficiency Rept DR-123 re HVAC duct work supplied 
by McCroskey Sheet Metal, Next rept expected by 840919. 

BOOKER, U. E. Gulf States Utilities Co. 84/07/19. COLLINS, U.T. 
Region 4, Office of Director. Ip. 25814:257. 24X 

Fiche: 50-458,84/07/19, 8407300434. 


8407300446 Final Deficiency Rept DR-159 re fuses in explosive valve 
circuits of standby liquid control sys. Evaluation indicated 
2— ampere fuse correct. Item not reportable per 10CFR50. 55 ( e ) . 
BOOKER, U.E. Gulf States Utilities Co. 84/07/19. COLLINS, U.T. 
Region 4, Office of Director. Ip. 25814:264. 24X 

Fiche; 50-458, 84/07/19, 8407300446. 
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8407300483 Interim Deficiency Rept DR-210 re Model 510 DU Rosemount 
card files. Next rept expected by 841017. 

BOOKER. J.E. Gulf States Utilities Co. 84/07/19. COLLINS, J. T. 
Region 4, Office of Director. Ip. 25814:345. 24X 

Fiche: 50-458, 84/07/19. 8407300483. 


8407300480 Interim Deficiency Rept DR-134 re four lines located at 
outlet of each RHR sys HX shell. Next rept expected by 
B40920. 

BOOKER. J.E. Gulf States Utilities Co. 84/07/20. COLLINS. J.T. 
Region 4. Office of Director. Ip. 25814:311. 24X 

Fiche: 50-458, 84/07/20. 8407300480. 


8407300214 Forwards re<iuest for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cyl inder heads Zt connecting rods. 

BERLINGER.C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
( Transamer ica Delaval. Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche: 50-000, 84/07/23. 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAYrC.L. TDI <Tran5amer i ca Delaval, Inc. ) Owners Group . 84/07/24. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802: 061. 24X Fiche: 50-000, 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone 8« Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000. 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/07/26. 
BERLINCER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828; 239. 24X Fiche; 50-000, 84/07/26, 8407310248. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs 8! holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing, 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees. applicants 
for OLs.NSSS vendors, reactor vendors 8s AEs re annual meeting 
to discuss recent developments concerning operator training, 
q.ualif ications 8e exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-459 RIVER BEND STATION. UNIT 2 


A. Application/construction stage documents 8c correspondence 


8407030330 Forwards Amend 1 to application for OL S« "Rept on 
Termination of Const Activities for River Bend Station - 
Unit 2," per 840106 notification re cancellation of Unit 2. 
Requests termination of CPPR-146. 

CAHILL, W.J. Gulf States Utilities Co. 84/06/29. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25272:053. 
24X Fiche; 50-458. 84/06/29, 8407030330. 


— 8407030332 Amend 1 to application for OL, ref lecting cancellation of 
Unit 2. 

CAHILL. W.J. Gulf States Utilities Co. 84/06/29. 33pp. 

25272:056. 24X Fiche: 50-458, 84/06/29, 8407030330. 


— 0407030335 "Rept on Termination of Const Activities For River Bend 
Station - Unit 2. *' 

* Gulf States Utilities Co. 84/06/30. 8pp. 25272:089 . 24X 

r=-^ - ^ - — 0.^0, 84/06/29. 8407030330. 


8407030275 Notice of appearance in proceeding . Certificate of Svc end. 
GODDARD, R.J. Hearing Branch 3. DSB 006, 84/06/27. 3pp. 

25270:360. 24X Fi ch e : 50-458. 84/06/27, 8407030275. 


8407030229 Forwards matls re NRR procedures for board notification Itrs 
sent to D McNeill. W/o enc 1 s. Related correspondence. 

DEWEY. L.S. Hearing Branch 3. DSB 989. 84/06/29. COLE, R.F. , 

LINENBERGER, G. , COTTER. B. P. Atomic Safety and Licensing Board Panel 
Ip. 25239:020. 24X Fiche: 50-458, 84/06/29, 8407030229. 


8407060096 Motion for withdrawal of OL ap p 1 ica t i on. Rept on termination 
of const activities & Certificate of Svc end. 

WETTERHAHN, M. J. Gulf States Utilities Co. WETTERHAHN. M. J. Conner 
Wetterhahn. DSB 036. 84/07/02. Atomic Safety and Licensing Board 

Panel. 29pp. 25429:243. 24X Fiche ; 50-459. 84/07/02, 8407060096. 


8407090328 Motion to compel State of LA & Joint Interveners to respond 
to applicant interrogatories of safety Contentions 1 & 2. 

Certificate of Svc end. Related correspondence. 

WETTERHAHN, M. J. Gulf States Utilities Co. WETTERHAHN, M. J. Conner & 
Wetterhahn. DSB 108. 84/07/05. Atomic Safety and Licensing Board 

Panel. 4pp. 25455:342. 24X Fi c h e : 50-458, 04/07/05, 8407090328. 


8407170579 Ack receipt of correspondence referenced in LS Dewey 840629 
ltr. Board Notification 84-062 re core thermal hydraulic 
stability & svc list should have been sent to ASLB. Related 
correspondence. 

MCNEILL. J.D. Louisiana, State of. DSB 271. 84/07/06. COLE, R.F. , 

LINDENBERGER, G. , COTTER, B.P. Atomic Safety and Licensing Board 
Panel. Ip. 25649:022. 24X Fiche: 50-458, 84/07/06. 8407170579. 


•8407180023 Ack receipt of 840629 ltr to ASLB outlining evolution of 
regulations re development & distribution of board 
notif ication. Related correspondence. 

MCNEILL. J. D. Louisiana, State of. 84/07/06. DEWEY, L. S. Hearing 
Branch 3. 2pp. 25649:023. 24X Fiche: 50-458, 84/07/06, 8407170579. 


8407170563 Request for extension of time until 840725 to answer 
applicant first set of interrogatories. Certificate of Svc 
end. Related correspondence. 

MCNEILL, J.D. Louisiana, State of. DSB 293. 84/07/12. Atomic 

Safety and Licensing Board Panel. 3pp. 25625:323. 24X 

Fiche: 50-458, 84/07/12, 8407170563. 


8407250208 Response supporting util 840702 motion for withdrawal of DL 
application w/o prejudice for Unit 2. Certificate of Svc 
end. 

DEWEY, L.S. Hearing Branch 3. DSB 495. 84/07/23. Atomic Safety 

and Licensing Board Panel. 6pp. 25735:031. 24X 

Fiche: 50-458. 84/07/23. 8407250208. 


8407270147 Forwards ACRS 840717 interim rept recommending exam of 
dependency of diesel generator driving HPCS pump on cooling 
water supplied by pumps powered by other generator's. Related 
correspondence. 

DEWEY, L.S. Hearing Branch 3. DSB 553. 84/07/24. COLE. R.F. . 

LINENBERGER, G. , COTTER, B. P. Atomic Safety and Licensing Board Panel. 
4pp. 25786:334. 24X Fiche: 50-458, 84/07/24. 8407270147. 


H. General correspondence 


8406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY.C- L. TDI (Transamerica Delaval. Inc.) Owners Group. 04/06/19. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25121:352. 24X Fiche: 50-000, 84/06/19, 8406250001. 


Q. Inspection reports, IE Bulletins correspondence 


8406250214 IE Info Notice 84—51. "Independent Verification." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 
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8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Poiuer Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000. 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407170291 Forwards vendor insp repts identifying Vendor Program 
Branch concerns found during insp of vendor activities. 

Quality St acceptability-related evaluation reauested. W/o 
end. 

JOHNSON, E, H. Region 4, Office of Director. 84/07/11. CAHILL, W. J. 
Gulf States Utilities Co. 2pp. 25618:311. 24X 

Fiche: 50-458, 84/07/11, 8407170291. 


S. Reportable occurrences, LERs it related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm cap screws, cy 1 inder head studs, air 
start valve capscrews, fuel oil injection tub ing , DSR— 48 
connecting rods 8t crankshaft. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20. 
BERLINOER.C. Director's Office, Office of Inspection and 
Enforcement. 5lpp. 25549:087. 24X Fiche: 50-000, 84/06/20, 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON, D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fich e : 50-000, 84/06/20, 8407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48. " 
YANG, R. Transamerica Delaval, Inc. 84/04/04. 36pp. 25549: 144. 

24X Fiche: 50-000. 84/06/20, 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation. " 

D'AMATO. J. Stone & Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fi che: 50-000, 84/06/20, 8407120321 . 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co, TDI Diesel Generator Owners Technical Program 
Consultants «t NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 04/06/20. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25707: 172. 24X Fiche: 50-000, 84/06/20, 8407230126. 


— 8407230130 Rev 1 to "Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants 8« 

NRC. " 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/06/20. 
2epp. 25707:174. 24X Fiche; 50-000. 84/06/20, 8407230126. 


8407090106 Comments on BNWL draft rept, "Review St Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate & logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOOD, J. B. Massachusetts Institute of Technology, Cambridge, MA. 
84/07/03. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03, 8407090106. 

8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review 8< BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLINGER, C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000. 84/07/05, 

8407110433, 


8407170143 Part 21 rept re potential defect in Bendix HPl pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER. R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143, 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards "Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY.C.L. Duke Power Co. 84/07/16. DENTON, H. R. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25668:294. 24X 

Fiche : 50-000, 84/07/16. 8407190249. 


— B407190274 "Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

•» Stone &c Webster Engineering Corp. B4/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16, 8407190249. 


8407260465 Forwards "Review & Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. > Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000. 84/07/16, 8407260465. 


—8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B~2952. PNL-5161, 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fi che: 50-000. 84/07/16, 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cylinder heads St connecting rods. 

BERLINGER. C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. ) Owners Group. 10pp. 25816:305. 24X 

Fiche; 50-000. 84/07/23, 8407300214. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis, " prepared for TDI Diesel 
Generator Owners Group. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/24. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802:061. 24X Fiche: 50-000, 84/07/24, 8407300301. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. '* 

* Stone 8< Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche; 50-000, 84/07/24. 8407300301. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAY.C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/26. 
BERLINGER. C. H. Office of Nuclear Reactor Regulation. Director. 4pp. 
25828:239. 24X Fiche; 50-000, 84/07/26, 8407310248. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Jk holders of CPs re adequacy of on-shift 
operating experience for near-term OL appl icants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs, NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications Z< exams, Svc list end, 

EISENHUT. D. G. Division of Licensing. 84/07/03.. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appltcation/constructlon stage documents «c correspondence 


3407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 tt 83-72 & Board Notifications 83-128 «< 83-12SA. 

Forwards Apps C 8c D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon 8c Weiss. 7pp. 25584:078. 24X Fiche; 50-000, 84/04/13. 

8407130037 . 



— 8407130135 ReciuBSts info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PQRVs showed that valves 
mfg by Dresser Industries 8: Target Rock failed to close. 

DIIANNI.D, C, Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000. 84/04/13, 8407130037. 


G. Adjudicatory correspondence 


8407030470 Submits third q^yarterly status rept re const activities. 

No const activities performed during second (quarter it 
level of activity not expected to change. Related 
correspondence. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Reynolds. 

REYNOLDS, N. S. Washington Public Power Supply System. DSB 021. 

84/07/02. GROSSMAN, H., BRIGHT,©. 0., HARBOUR. J. Atomic Safety and 
Licensing Board Panel. Ip, 25278:118. 24X Fiche: 50-460. 84/07/02, 

B407030470. 


8407090377 Submits third quarterly status rept re const activities. 
Limited engineering effort continuing. Related 
correspondence, 

REYNOLDS. N. S. Bishop. Liberman. Cook, Purcell & Reynolds. 

REYNOLDS, N, S. Washington Public Power Supply System. DSB 099. 
84/07/02. GROSSMAN. H.. BRIGHT.G.O. , HARBOUR. J. Atomic Safety and 
Licensing Board Panel. Ip. 25455:362 . 24X Fiche: 50-460, 84/07/02, 

8407090377. 


H. General correspondence 


8406250001 Informs that U George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY. C.L. TDI (Transamer i ca Delaval. Inc. ) Owners Group. 84/06/19. 
DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 2pp, 
25121:352. 24X Fi che: 50-000. 84/06/19, 8406250001. 


Q, Inspection reports. IE Bulletins & correspondence 


B4071900X5 Forwards IE Insp Rept 50-460/84-01 on 840523-25. No 
violations noted. 

BISHOP. T.W. Region 5, Office of Director. 84/06/26. ROOT. R. W. 
WaT‘':r.:;tcn .Public Power Suoply System. 2pp. 25687:232. 24X 

- :che 5C -460. •■;4,'06/3i. Sa(.:/:9o6l5 


— 8407190020 IE Insp Rept 50-460/84-01 on 840523-25. No violations noted. 
Major areas insp ec ted : e x tended const delay procedures, work 
activities & records. 

DODDS. R.T. Region 5. Office of Director. 84/06/25. 5pp. 

25687:234. 24X Fiche: 50-460, 84/06/26. 8407190015. 


R. Periodic operating reports it related correspondence 


8407090377 Submits third quarterly status rept re const activities. 
Limited engineering effort continuing. Related 
correspondence. 

REYNOLDS. N. S. Bishop, Liberman. Cook, Purcell & Reynolds. 

REYNOLDS, N. S. Washington Public Power Supply System. DSB 099. 
84/07/02. GROSSMAN. H., BRIGHT.G.O,. HARBOUR, J. Atomic Safety and 
Licensing Board Panel. Ip. 25455:362. 24X Fiche: 50-460, 84/07/02, 

8407090377. 


S. Reportable occurrences, LERs it related correspondence 


8407120321 Forwards response to questions posed in BNWL 840604 Itr, 
Topics include roc ker arm cap screws, cy 1 ind er head studs, air 
start valve capscrews, fue 1 oil injection tub ing, DSR-48 
connecting rods 8c crankshaft. 

RAY, C. L. TDI (Transamer i ca Delaval, Inc.) Owners Group. 84/06/20. 
BERLINGER.C. Director's Office. Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fiche : 50-000, 84/06/20. 

8407120321. 


— 8407120350 Rev 0 to Procedure NDE 11.10, "Eddy Current Insp Procedure: 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON. D. B. Failure Analysis Associates. 84/05/17. 3pp. 
25549:140. 24X Fiche: 50-000. 84/06/20.8407120321. 


—8407120410 “Rept on Crankshaft Torsional Stresses. TDI Model DSR-43. '* 
YANG. R. Transamerica Delaval. Inc. 84/04/04. 36pp. 25549:144. 

24X Fiche: 50-000, 84/06/20. 8407120321. 


— 8407120425 "Rocker Arm Suppl Calculation, " 

D'AMATO, J. Stone Webster Engineering Corp. 84/06/19. 17pp. 

25549:180. 24X Fiche: 50-000. 84/06/20. 8407120321. 


8407230126 Forwards Rev 1 to "Project Interface Document Between Duke 
Power Co. TDI Diesel Generator Owners Technical Program 
Consultants it NRC. " Document will be updated as necessary to 
assist communications between all parties involved. 

RAY. C.L. TDI (Transamerica Delaval, Inc. ) Owners Group. 84/06/20. 
DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 2pp 
25707:172. 24X Fiche: 50-000, 84/06/20, 8407230126. 


'8407230130 Rev 1 to “Project Interface Document Between Duke Power Co, 
TDI Diesel Generator Owners Technical Program Consultants 8c 
NRC. " 

RAY, C.L. TDI (Transamer ica Delaval, Inc. ) Owners Group. 84/06/20 
2Bpp. 25707:174. 24X Fi che: 50-000. 84/06/20. 8407230126. 


8407100517 Part 21 rept re potentially defective welds on retaining 
bolt studs on display panel box on radiation monitors. 

Initially reported on 040619. Vendor will replace weld studs 
for listed customers by 841231. 

STANLEY, L A. Kaman Co. 84/06/21. POTAPOVS. U. Region 4, Office of 
Director. 3pp, 25465:325. 24X Fiche: 50-000. 84/06/21, 8407100517, 


8407090106 Comments on BNWL draft rept, "Review 8c Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate it logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWDDD, J. B. Massachusetts Institute of Technology, Cambridge. MA. 
84/07/03. DENTON. H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25448:340. 24X Fiche: 50-000, 84/07/03. 8407090106. 


8407110433 Notification of 840711 meeting w/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase 1 component 
review 8c BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS. T. S. Division of Licensing. 84/07/05. BERLINGER, C. H, 
Division of Licensing. 4pp. 25547:358. 24X Fi ch e : 50-000, 84/07/05. 

8407110433. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
.delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER. R.E. Transamerica Delaval. Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13. 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel g enera tor. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER. R.E. Transamerica Delaval. Inc, 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


8407190249 Forwards , "Supp 1 to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY. C.L. Duke Power Co. 84/07/16. DENTON. H. R. Office of Nuclear 
Reactor Regulation. Director. 2pp. 25668:294. 24X 

Fiche: 50-000. 84/07/16. 8407190249. 


*8407190274 “Suppl to Emergency Diesel Generator Engine Driven Jacket 
Water Pump Design Review. " 

* Stone 8t Webster Engineering Corp. 84/07/31. 29pp. 25668:296. 

24X Fiche: 50-000, 84/07/16, 8407190249. 


8407260465 Forwards "Review it Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, J. B. TDI 
(Transamerica Delaval, Inc.) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16, 8407260465. 


■8407240442 "Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

* Battelle Memorial Institute, Pacific Northwest Lab ora tor i es. 

FIN B-2952. PNL-5161. 84/06/30. Division of Licensing. 26pp. 

25791:169. 24X Fiche: 50-000, 84/07/16. 8407260465. 


8407300214 Forwards request for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cylinder heads «c connecting rods. 

BERLINGER. C, H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamerica Delaval. Inc.) Owners Group. lOpp. 25816:305. 24X 

Fiche: 50-000, 84/07/23. 8407300214. 


8407300301 Forwards Rev l to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis. " prepared for TDI Diesel 
Generator Owners Group. 

RAY. C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 84/07/24. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25802; 061. 24X Fiche; 50-000, 84/07/24, 8407300301. 
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— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

Stone & Webster Engineering Corp, 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407310248 Comments on PNL Rept PNL-5161 , dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. 

RAYiC.L. TDI (Transamer i ca Delaval, Inc. ) Owners Group. 84/07/26. 
BERLIIMGER, C. H. Office of Nuclear Reactor Regulation, Director. 4pp. 
25828: 239. 24X Fiche; 50-000, 84/07/26, 8407310248. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A. App lication/construction stage documents St correspondence 


8407030415 Forwards INPO Dec 1983 const project eval uat i on. Trac k ing sys 
& programs for resolution of findings established. 

HALL, D. P. Illinois Power Co. 84/05/04. KEPPLER, J, G. Region 3, 
Office of Director. Ip. 25239:089. 24X Fi ch e : 50-461 , 84/05/04, 
8407030415. 


— 8407030419 "Const Project Evaluation, C 1 inton Power Station." 
* Institute of Nuclear Power Operations. 83/12/31. 36pp. 

25239:090. 24X Fiche: 50-461, 84/05/04, 8407030415. 


8407270242 Discusses reasons for selecting HPCS & Class IE ac 
electric power sys as basis for vertical (i'ortion of 
independent design review. Sys offers range of functions ic 
technical disciplines, 

PARKINSON, G. L. Bechtel Corp. 84/06/26. GEIER, J. D. Illinois Power 
Co. 2pp. 25793:127. 24X Fiche: 50-461, 84/06/26, 8407270242. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 8« holders of CPs re proposed staff 
actions to improve St maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses & amends, Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407170165 Advises that responses to Structural Engineering Branch 
Questions 220.61,220.62 S< 220.63 will be provided by 841001, 
per 840618 request for info re Mark Til containment 
structural capacity. 

HERBORN,D. I. Illinois Power Co. 84/07/09. SCHWENCER. A. Licensing 
Branch 2. Ip. 25609:149. 24X Fiche : 50-461, 84/07/09, 8407170165. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc ies, mismanagement & safety 
problems in nuclear ind us try . Enc 1 identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000. 84/07/10, 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094, 


— 0407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def ic iencies, mismanagement safety 
problems. 

BERNTHAL. F. M. Commissioners. 84/06/26. ZERBE, J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fic he : 50-000, 84/07/10, 

8407250094. 


8407270006 Forwards review plan & Rev 0 to program plan dtd Jul 1984, 
covering independent design review, per 840619 request, 

PARKINSON, 0. L. Bechtel Corp. 84/07/10. GEIER, J, D. Illinois Power 
Co. Ip. 25793:136. 24X Fiche: 50-461, 84/07/10, 8407270006. 


— 8407270007 "Program Plan, Independent Design Review of Clinton Power 
Station, Unit 1. " 

PARKINSON, G. L. Bechtel Corp. 84/07/31. 53pp. 25793:137. 24X 

Fiche: 50-461, 04/07/10, 8407270006. 


— 8407270010 "Review Plans, Independent Design Review of Clinton Power 
Station, Unit 1. " 

PARKINSON, G, L. Bechtel Corp. 84/07/31. 80pp. 25793:190. 24X 

Fiche: 50-461, 84/07/10, 8407270006. 


8407230117 Requests NRC review 8< approve independent design review 
program plan to be c ond uc ted , p er 840628 meet i ng . Bee hte 1 
expected to complete incorporation of changes & resubmit 
revs by 840720. 

HALL, D. P. Illinois Power Co. 84/07/17. SCHWENCER, A. Licensing 
Branch 2. 4pp, 25706:153. 24X Fi ch e: 50-461 , B4/07/1 7, 84072301 17. 


8407030116 Forwards protocol for use in conducting independent design 
review as suppl to 840531 review description. Review is 
basically similar to NRC-approved plan for Zimmer. 

HALL, D. P. Illinois Power Co. 84/06/19. MILHOAN, J. L. QA Branch. 
4pp. 25811:359. 24X Fi c he : 50-461 , 84/07/ 19, 8407030116. 


8407260403 Rev 1 to "QA Program Plan for Independent Design Review of 
Clinton Power Station, Unit 1. " W/840719 ltr, 

PARKINSON, G. Bechtel Corp. 84/07/19. GEIER, J. D. Illinois Power 
Co. 29pp. 25780:165. 24X Fich e : 50-461, 84/07/ 19, 8407260403. 


— 8407260405 Rev 1 to “QA Program Plan for Independent Design Review of 
Clinton Power Station, Unit 1." 

PARKINSON, G. , AMARAL, J. M. Bechtel Corp. 84/07/19. 10pp. 

25780:200. 24X Fiche: 50-461. 84/07/19, 8407260403. 


E. NRC Safety Evaluation Report (SER ) , suppls & correspondence 


8407130201 Forwards Amend 30 to FSAR. Changes consist of update of 
radwaste process diagrams in Table 1,7-2 JU Chapter 11, revs 
for radwaste bldg HVAC sys description it revs to App D re 
SER Confirmatory Issues 28,38,39 & 48. 

HALL, D. P. Illinois Power Co. 84/07/05. DENTON, H. R, Office of 
Nuclear Reactor Regulation, Director. ip. 25562: 146. 24X 

Fiche: 50-461 , 84/07/05. 8407130201. 


G. Adjudicatory correspondence 


8407190484 Notice of appearance in proceeding. Certificate of Svc end. 
EDGAR, G. L. Illinois Power Co. EDGAR, G. L. Newman St Holtz inger. 

EDGAR, G. L. Soyland Power Cooperative, Inc. DSB 358. 84/06/28. 

Atomic Safety and Licensing Board Panel. 6pp. 25684: 120. 24X 

Fiche: 50-461 , 84/06/28, 8407190484. 


8407190491 Notice of appearance in proceeding. Certificate of Svc end. 
AXElRAD, M. Illinois Power Co. AXELRAD, M. Newman St Holtzinger. 

AXELRAD, M. Soyland Power Cooperative, Inc. DSB 357. 84/06/28. 

6pp. 25684:143. 24X Fiche: 50-461, 84/06/28. 8407190491. 


8407190481 Forwards notices of appearance for M Axelrad St GL Edgar. 

W/o end. Related correspondence. 

FOX, C. D. Schiff, Hardin St Waite. FOX,C. D. Illinois Power Co. DSB 
347. 84/07/03, Docketing St Services Branch. Ip. 25684: 116. 24X 

Fiche: 50-461,84/07/03, 8407190481. 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8407130201 Forwards Amend 30 to FSAR. Changes consist of update of 
radwaste process diagrams in Tab le 1.7-2 St Chapter 11. revs 
for radwaste bldg HVAC sys description St revs to App D re 
SER Confirmatory Issues 28,38,39 St 48. 

HALL. D. P. Illinois Power Co, 84/07/05. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 25562:146. 24X 

Fiche: 50-461 , 84/07/05. 8407130201. 


— 8407130205 Amend 30 to FSAR. 

* Illinois Power Co. 84/06/30. I37pp. 25562:147. 24X 

Fiche: 50-461, 84/07/05, 8407130201. 


M. Antitrust correspondence 


8403160045 Forwards "Updated Info for Antitrust Review of OL 
Application," per Items B. 1 St B. 2 of Reg Guide 9, 3 St in 
response to NRC 840112 request. 

HERBORN. D. I. Illinois Power Co. 84/03/12. REGAN. W. H, Site 
Analysis Branch. Ip. -22651:150. 24X Fiche: 50-461, 84/03/12. 

8403160045. 


— 8403160050 "Updated Info for Antitrust Review of OL Application." 
* Illinois Power Co. ■* Soyland Power Cooperative, Inc. « 
Western Illinois Power Cooperative, Inc. 84/03/12. 228pp. 

22651:151. 24X Fiche: 50-461, 84/03/12, 8403160045. 


Q. Inspection reports, IE Bulletins St correspondence 


8407030122 Forwards IE Mgt Meeting Rept 50-461/84-16 on 840531. 

KEPPLER, J.G. Region 3, Office of Director. 84/06/14. GERSTNER, W. C. 

Illinois Power Co. 2pp. 25278:238, 24X Fiche : 50-461 , 84/06/14. 

8407030122 . 
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--6407030127 IE Mgt Meeting Rept 50-461/84-16 on S40531. Major areas 
d iscussed ; s tatus of const 8< key elements of improvement 
program 

LIVERMORE, M. H. . KNCP, R, C. Region 3. Office of Director. 84/06/12. 
7epp. 25278:240. 24X Fi ch e; 50-461 , 04/06/ 14, 8407030 122, 


8407310316 Forwards revised sample plan & evaluation procedures for 
overinsp program. Procedures will be implemented on 
840701. 

HALL, D. P. Illinois Power Co. 84/06/18. KEPPLER. J. G. Region 3, 
Office of Director. 2pp. 25828:200. 24X Fiche; 50-461 . 84/06/18, 

8407310316. 


— 8407100391 Responds to NRC Itr re violations noted in IE Insp Rept 
50-461/81-05. Corrective ac t ions : qual i ty review meetings no 
longer required to meet intent of increased mgt & 
supervisory involvement in evaluating findings. 

HALL, D. P. Illinois Power Co, 84/06/25. KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 25465:313 . 24X Fiche: 50-461, 84/07/05, 
8407100383. 


8407240154 Forwards IE Insp Rept 50-461/84-11 on 840401-061 1 , No 
noncamp 1 ianc e noted. 

WARNICK,R.F. Region 3, Office of Director. 84/07/05, GERSTNER, W. C, 
Illinois Power Co. 2pp. 25730:299. 24X Fiche: 50-461, 84/07/05, 

8407240154. 


— 8407310322 Rev 3 to draft QA Instruction QAI-710. 08, “Overinsp 
Sample Plan. " 

«■ Illinois Power Co. 84/06/18. 8pp. 25828:202. 24X 

Fiche: 50-461, 84/06/18, 8407310316. 


— 8407310324 Rev 3 to draft QA Instruction QAI-710. 09, "Overinsp 
Evaluation Program, " 

«■ Illinois Power Co. 84/06/18. 9pp. 25828:210. 24X 

Fiche: 50-461 , 84/06/18, 8407310316. 


— 8407310329 Rev 2 to draft QA Procedure BQA-191, "Field Verification 
Sampling Plan. " 

* Baldwin Associates. 84/05/16. 6pp. 25828:219. 24X 

Fiche: 50-461 . 84/06/18, 8407310316. 


— 8407310334 Rev 2 to draft QA Procedure BQA-196i "Field Verification 
Evaluation Analysis." 

♦ Baldwin Associates. 84/05/16. 12pp. 25828:225. 24X 

Fiche: 50-461 , 84/06/18, 8407310316. 


—8407240161 IE Insp Rept 50-461/84-11 on 840401 —061 1 . No noncompliance or 
deviations noted. Major areas insp ec ted: c onst St 
preop erati onal testing act i viti es, inc lud ing allegations, 
welding $t program control. 

KNOP,R.C. Region 3, Office of Director. 84/07/05. 11pp. 

25730:301. 24X Fi c h e : 50-46 1 , 84/07/05, 84072401 54. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fic he : 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. i20pp. 25865:166. 24X Fic he : 50-000, 84/07/10, 8407060251. 


0407110029 Forwards IE Insp Rept 50-461/84-12 on 840418,0522-25 31. 

No noncompliance noted. 

LITTLE, W.S. Region 3, Office of Director. 84/06/21. GERSTNER. W. C. 
Illinois Power Co. 2pp, 25540:004. 24X Fiche; 50-461, 34/06/21. 

8407110029. 


— 8407110033 IE Insp Rept 50-461/84-12 on 840418,0522-25 Sc 31. No 
noncompliance noted. Major areas inspected ; samp 1 ing program 
for concrete expansion anchors (wedge type) S< licensee 
actions on 10CFR50. 55 (e ) items. 

KEATING, D. E. , SMEENGE.R., DANIELSON, D. H. Region 3, Office of 
Director. 84/06/19. 5pp. 25540:006. 24X Fi ch e: 50-461 , 84/06/21, 

B4071 10029. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc, I54pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407030350 Ack receipt of 340604 Itr inf c-.-'i NPC :P steps taken to 
correct violations noted in IE Insp "s,-!:, 5C- ''S-;-D4, 

WARWICK, R. F. Region 3, Office of Director. 84/06/28. GERSTNER, W. C. 

Illinois Power Co. Ip. 25272:251. 24X Fiche: 50-461, 84/06/28, 

8407030350. 


— 8407030354 Responds to NRC 840424 Itr re violations noted in IE Insp 
Rept 50-461/84-04- Corre ctive actions : des i gn spec changed to 
clarify use of threaded fasteners subj to shear plane 
farces. 

HALL. D. P. Illinois Power Co. 84/06/04. KEPPLER, J.G. Region 3, 
Office of Director. 3pp, 25272:252. 24X Fiche: 50-461 , 84/06/28, 

8407030350. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. I24pp. 25602:151. 24X Fiche: 50-000, 84/06/29, S40628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 S Other 
Anaerobic Adhes ive/Sealan ts. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Zt Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he: 50-000, 84/07/05, 8407030085. 


8407190338 Advises that no changes required to end app to SALP 
Rept 50-461 /S4-03. Ac k statement re util intent to raise mgt 
responsiveness to more acceptable level. 

KEPPLER, J.G. Region 3, Office of Director. 84/07/13. GERSTNER, W. C. 

Illinois Power Co. 2pp. 25682:104. 24X Fiche: 50-461, 84/07/13, 

8407190338. 


— 8407190342 App to SALP Rept 50-461/84-03 for Oct 1982 - Feb 1984. 

* Region 3, Office of Director. 84/07/13. 2pp, 25682: 106, 24X 

Fiche: 50-461, 84/07/13, 8407190338. 


— 8407190355 Advises that preliminary Insp Rept 50-461/84-03 re SALP 
reviewed. Efforts to raise mgt responsiveness to more 
acceptable level will continue. 

HALL, D. P. Illinois Power Co. 84/06/25. KEPPLER, J.G. Region 3, 
Office of Director. Ip. 25682:108. 24X Fiche: 50-461, 84/07/13, 
8407190338. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ?< Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fi ch e: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs 8< related correspondence 


8407100006 Final Deficiency Rept 55-83-02 re procedural controls for 
insp of field counterboring/internal grinding of safety- 
related ASME pipe. Initial ly reported on 8301 13. Questionab 1 e 
pipe joints documented on nonconformance repts. 

HALL. D. P. Illinois Power Co. 84/06/27. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 25512:140. 24X Fi che : 50-461 , 84/06/27, 

8407100006. 


84071400387 Interim Deficiency Rept 55-84-05 re incorrect matl 
substitutions of large bore p ipe. Ini tial ly reported on 
840127. All ASME large bore safety-related isometrics St 
spool mod drawings reviewed & nonconformance repts written. 

HALL, D. P. Illinois Power Co. 84/07/02. KEPPLER, J. G. Region 3, 
Office of Director. 4pp. 25465:346. 24X Fiche: 50-461, 84/07/02, 

8407100387. 


8407230322 Interim Deficiency Rept 55-84-11 re uncertified flanges 
installed in ASME sys 8« stainless steel thread~o— 1 ets mfg 
from unqualified stock matl. Initially reported on 840525. 
Investigation plan to be imp lamented. Ne xt rept by Sept 1984. 

HALL, D. P. Illinois Power Co. 84/07/03. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 25710:299. 24X Fi che : 50-461 , 84/07/03, 

8407230322. 


8407230206 Final Deficiency Rept 55-83-06 re structural steel welds by 
Rockwell Engineering. Initially reported on 830427. Instal led 
safety— related blockwall support columns w/weld deficiency 
potential identified St tabulated in historical matrix. 

HALL, D. P. Illinois Power Co. 84/07/06. KEPPLER, J. Q. Region 3, 
Office of Director. 5pp. 25709:335. 24X Fi che: 50-461, 84/07/06, 

8407230206. 
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8407250490 Interim Deficiency Rept 55-84-13 re suppression pool temp 
monitoring sys. Initially reported on 840607. A/E will perform 
evaluation of current design adequacy to meet accidents 
resulting in uncovering of pool temp sensors. 

HULL. D. P, Illinois Power Co. 84/07/09. KEPPLER. J. 0. Region 3. 
Office of Director. 2pp. 25764:130. 24X Fi c h e : 50-461 . 84/07/09. 

B407250490. 


8407240148 Interim Deficiency Rept 55-83-10 re welding defects on 
containment liner dome closure weld seam. In i t ia 1 1 y reported 
on 831201. Sargent & Lundy evaluation continuing. Final rept 
will be submitted in 90 days. 

HALL. J. 0. Illinois Power Co. 84/07/11. KEPPLER. U. 0. Region 3. 
Office of Director. 4pp. 25730:312 . 24X Fi ch e: 50-461 . 84/07/1 1. 

8407240148. 


8407250477 Interim Deficiency Rept 55-84-02 re matl traceability. 
Initially reported on 8401 1 I . Tra ining in enhanced procedural 
controls given to all appropriate personnel . concurrent ui/rev 
to applicable Baldwin Assoc procedures. 

HALL. D. P. Illinois Power Co. 84/07/12. KEPPLER. J. O. Region 3. 
Office of Director. 4pp. 25764:184, 24X Fich e: 50-461 , 84/07/12. 

8407250477. 


8407250358 Final Potential Deficiency Rept 55-83-11 re laminations in 
3/8-inch steel plates. Initially reported on 831206. Des i gn 
drawings reviewed to determine electrical hanger details 
using matls. Item not reportable per 10CFR50. 55C e ). 

HALL. D. P. Illinois Power Co. 84/07/13. KEPPLER. J. G. Region 3. 
Office of Director. 4pp. 25754:163. 24X Fiche: 50-461 . 84/07/13. 

8407250358. 


8407260085 Interim Potential Deficiency Rept 55-B4-12 re installation 
of concrete expansion anchors in floors w/finishing slabs. 

Initially reported on 840604. Investigation planned to 
determine extent of problem. 

HALL. D. P. Illinois Power Co. 84/07/13. KEPPLER. J. G. Region 3. 
Office of Director. 3pp. 25781:351. 24X Fic h e : 50-461 . 84/07/ 13. 

8407260085. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 ican ts. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018 . 24X 

Fiche: 50-000, 84/06/27, 8406270142, 


8407060109 Lists practices used in implementing provisions of 
NUREO-1021, "Operator Licensing Examiner Stds, *' re 
administration of simulator exams. 

WALKER. R. D. Region 3. Office of Director. 84/07/02, GERSTNER, W. C. 
Illinois Power Co. 2pp. 25428:157. 24X Fi c h e: 50-461 . 84/07/02. 

8407060109. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c ensees. ap p 1 icants 
for OLs, NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qual if ications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc, l6pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


DOCKET 50-467 ALLENS CREEK NUCLEAR STATION, UNIT 2 


S. Reportable occurrences. LERs 8c related correspondence 


8407250490 Interim Deficiency Rept 55-84-13 re suppression pool temp 
monitoring sy s. In it ia 1 ly reported on 840607. A /E will perform 
evaluation of current design adequacy to meet accidents 
resulting in uncovering of pool temp sensors. 

HULL. D. P. Illinois Power Co. 84/07/09. KEPPLER. U, G, Region 3, 
Office of Director. 2pp. 25764:130. 24X Fiche: 50-467, 84/07/09. 

8407250490. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


A. Application/construction stage documents Sc correspondence 


8407060174 Amend to application for OL 8c application to amend License 
NPF-25. deleting License Condition 20 re post-accident 
sampling capability, per NUREG-0737. Item II, B. 3. on basis of 
prohibitive limitations of process noise methodology. 

PETRICK. N, A. Standardized Nuclear Unit Power Plant System. 
84/02/01. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 25426:255. 24 X Fiche: 50-000. 84/02/01. 8407060174. 


— 8407060176 Proposed deleted Tech Spec 7. 2. 2. 1. "Sensor Time Response 
Testing," License Condition 20. Deletion requested on basis 
of prohibi,tive limitations of process noise methodology. 
Methodology will be used as backup. 

* Standardized Nuclear Unit Power Plant System. 84/02/01. Ip. 
25426:257. 24X Fi ch e : 50-000, 84/02/01 , 8407060174. 


8407130477 Notification of 840713 meeting w/utils SNUPPS in 
Bethesda.MD to discuss detail control room design review. 
HOLONICH, J. J. , a'CONNQR, P. W. Licensing Branch 1. 84/06/06. 

YOUNGBLOOD, B. J. Licensing Branch 1. 4pp. 25582:295. 24X 

Fiche: 50-000, 84/06/06, 8407130477, 


8407100449 Documents addl evaluation by SNUPPS Westinghouse providing 
appropriate basis for resolution of Item 2 in 840518 ltr 
re environ errors for setpoint calculations related to 
diverse protection trip functions. 

PETRICK. N. A. Standardized Nuclear Unit Power Plant System. 

84/06/26. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 4pp. 25464:102. 24X Fich e: 50-000. 84/06/26, 8407100449. 


8407050062 Requests addl info for review of 840316 request for deletio.n 
of boron dilution mitigation sys Tech Spec. Jus t i f icat i on of 
acceptability of alarm sys design requested by 840709. 

YOUNGBLOOD- B. J. Licensing Branch 1. 84/06/27. KOESTER. G. L. Kansas 

Gas 8c Electric Co. 4pp. 25414:303. 24X Fiche: 50-482. 84/06/27, 

8407050062. 


8407030235 Forwards Rev 1 to application for OL. requesting term of 
OL be 40 yrs from date of OL issuance. Justification listed. 
KOESTER. G.L. Kansas Gas Sc Electric Co. 84/06/28. DENTON, H. R, 
Office of Nuclear Reactor Regulation. Director. 2pp. 25267:265. 
24X Fiche: 50-482. 84/06/28. 8407030235. 


— 8407030239 Rev 1 to application for OL. requesting term of OL be 40 
yrs from date of OL issuance. 

Kansas Gas 8c Electric Co. 84/06/30. 2pp, 25267:267. 24X 

Fiche: 50-482. 84/06/20, 8407030235. 


8407100329 Forwards page changes to QA program described in FSAR. Info 
will be formally incorporated into Rev 13 to FSAR 8t OL 
application. 

KOESTER. G.L. Kansas Gas 8c Electric Co. 84/06/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. COLLINS, J. T. Region 
4, Office of Director. 51pp. 25509:111. 24X Fiche: 50-482. 84/06/28. 

8407100329. 


8407120257 Requests page changes to proof Sc review version of 840203 
Tech Specs. Submittal should propose all changes issued to 
Callaway in NUREG-1058 8c applicable to Wolf Creek. Proposed 
changes requested by 840720 for review. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/06/28. KOESTER. G. L. Kansas 

Gas 8c Electric Co. 2pp. 25573:064. 24X Fiche; 50-000. 84/06/28. 

8407120257. 


8407020065 Board Notification 84-123; forwards info re Westinghouse 
reactor coolant pump (RCP> seals. Electricite DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp Sc leakage flow rate in pumps w/o seal cooling. 
EISENHUT. D. G. Division of Licensing. 84/06/29. PALLADINO 
Commissioners. 7pp. 25465:299- 24X Fiche : 50-000, 84/06/29, 

8407020065. 


8407060112 Forwards addl qualification testing info for Class lE/non- 
Class IE devices used in core cooling monitor sys, per 
License Condition 9<c) of License NPF-25. Safe operation at 
rated full power assured, 

PETRICK, N. A. Standardized Nuclear Unit Powef Plant System. 
84/06/29. DENTON. H. R. Office qf Nuclear Reactor Regulation. 
Director. 7pp. 25429:032. 24X Fiche: 50-000. 84/06/29, 8407060112. 


8407100439 Forwards nonproprietary equipment qualification data 
packages. per May 1984 request for addl info re justification 
for interim operation (JIO) & proprietary JIO re seismic 
qualification, JIO withheld (ref 10CFR2, 790>. 

PETRICK. N. A. Standardized Nuclear Unit Power Plant System. 
84/06/29. DENTON, H. R. Office of Nuclear Reactor Regulation. 
Director. 3pp. 25509:186. 24X Fiche: 50-000. 84/06/29, 8407100439. 


— 8407100444 Nonpropr ietary "Equipment Qual f ic iat ion Data Package." Rev 
O to E(3DP-HE-9, "Garrett (PORV> Solenoid Operated Pilot 
Valve «e Position Indication Device, " 

RAHE. E. P. Westinghouse Electric Corp. WCAP-a587 RO HE-9, 

84/05/31 23pp. 25509:189. 24X Fic he : 50-482, 84/06/29. 8407100439. 


— 8407100447 Nonproprietary "Equipment Qualf ic iation Data Package." Rev 
1 to EQDP-HE-IOA. "Head Vent Sys. " 

RAHE. E. P. Westinghouse Electric Corp. WCAP-8587 ROl HE~10A. 
84/05/31. k4pp. 25509:212. 24X Fiche: 50-482. 84/06/29. 8407100439. 
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.fication Data Package. " Rev 

WCA?~S5S7 PC HE- IOC. 

5C-4.S2. 84/06/29, S407100439. 


8407310300 Notification 


of significant licensee 040807 meeting in 
Reglon'iv ofc for enforcement conference. NRC personnel 
sKould confirm attendance by 040806, via telcon to L Martin. 

* Region 4. Office of Director. 84/07/27. Region 4. Office of 
Director. 2pp. 25833:052. 24X Fi che: 50-482, 84/07/27 , 840 73 1 0300. 


rietar'^ :?re*' t ication Data Package,” Rev 0 

'“-eat S’.is 

E:e:t-:c :ir?, WCAP-S587 RO H£-iOB. 

155:? Zbi 24< r::te 50-432,84/06/29,8407100439. 


34C7;2CSCi -t” 34-1* ts all Iice-sees cf operating reactors, 

for Dl-s fc tolie-s or re proposed staff 

acticrs to ^ sai-tair ties®: gere-ator reliability. 

S»c list «r:* 

D * Divisisr L-ioersirg 34/07/02. .Consolidated 
Etissr Co of New '“(ork. Ire 36?p. 256CC ' 348. 24X 

SC-'CC::.. S4 .'37^32., S4C~C2Z206 


S4D7C60C97 .;«rf-io wt- ■24-:3 to all rerpswer reactor licensees re 
filing of a?p 1 icat io.r.s for licenses & amends. Sve list end. 
EISD^HUT. D 3 Divisiar. of _:cersir.g S4/07/0.6. Consolidated 
Edison Co. of fieu v-rk. Ire, l7pp, 25602,012. 24X 

Fiore' SC-XC,e4.rC7iC'6,, S407C6CG97 


S4C7120199 Fo“aards milestone schedule as of S4C702. 

KDESTEP.C L Kansas Sas & Electric Co 84/07/09, DENTON, H. R. 
Off see cf N'l-dt-s- f®.acto- s?«--:at:or> Director. 2pp. 25549:234. 
24X Fiche 5G--::2 H'C C~ I-" = l';~ ICI 1 ■■ = 


F. Security, medical, emergency & fire protection plans 


8407120523 Forwards IE Insp Rept 50-482/84-16 on 840529-0601. No 
violations or deviations noted. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/22. KOESTER.O. L, 
Kansas Gas ?t Electric Co. 2pp. 25555:126, 24X 

Fiche: 50-482, 84/06/22, 8407120523. 


— 8407120526 IE Insp Rept 50-482/84-16 on 840528-0601 . No violations or 
deviations noted. Major areas i nsp ec ted : d i sc uss i ons w/mgt re 
emergency preparedness, preoperat ional insp & tour & insp of 
emergency response facility equipment & instrumentation. 

HACKNEY, C. A , BAIRD, J.B., JOHNSON, W. Region 4, Office of Director, 
84/06/21 4pp. 25555:128. 24X Fi c he : 50-482, 84/06/ 22, 8407 120523 


8407160002 Requests addl info re util 821217 response to Sup pi 1 to 
NUREG-0737, "Requirements for Emergency Response 
Capability, " by 84081 5. Forwards results for EG&G preliminary 
review, "Conformance to Reg Guide 1.97, Wolf Creek, Unit 1. " 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/25. KDESTER, G. L. Kansas 

Gas & Electric Co. 3pp. 25624:297. 24X Fi ch e: 50-482, 04/06/25, 

8407160002. 


RAH£. E P W*st i 
S4'D5/3: Ip 


8407125322 Amtnd ts Mppl zsmt zsr: far CL. provid ing info in support 
of licensee request ta delete fcar.ar. dilution mitigation sys 
Tech Specs,, per IHffC 840627 request. 

KOESTEI?.. G L Kansas Sas «i Electric Do. 84/07/09. DENTON. H. R. 
Office cf -Nuclear Rtactar Feg'ulaticn. Director. 3pp. 25549:197. 
24X Fiche- 50-4,32. S4„' D7/.D9. S4.D712C222. 


34C7250C94 F3rw,ard* revig'M cf S40624 Philadelphia Enquirer article by 
S Steciloa re hardware de# i c ; enc i es.- ffiisajanagement & safety 
problems in nuclear industry End identifies inaccurate & 
inc'om'plete statements 

EISENHUT.D S Divisian cf Licensing 84/07/10. 2ERBE. J. Office of 
Policy Evaluations Spp, 25779.205, 24X Fiche: 50-000. 84/07/10, 

8407250094 


— 84072'50113 Forwards C3»®i ss icrer Bernthal request fer review & response 
ta S Stecklaw 84C624 article in F,h i ladelph ia Enquirer. NRR/IE 
requested ta identify inaccurate ar incomplete info. 

SW-LAGHER, * Dff:ce of Policy E-valuations, 84/06/28. REHM. T. 

Office of the Eaecutive Director for Cperations. ip. 25779:213 
24X Fiche- 50-000.84/07/10. 840725C094. 


— 8406200009 "Conformance to Reg Guide 1. 97, Wolf Creek Plant, Unit 1." 
UDY, A. C. EG&G, Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 16pp. 25624:300. 24X Fiche; 50-482, 84/06/25, 

8407160002. 


8407050221 Forwards Rev 13 to FSAR addendum. Rev updates FBAR to reflect 
as-built conditions in Section 2. 5, current organization & 
updated emergency plan. 

KOESTER.G.L. Kansas Gas & Electric Co. 84/06/29. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 8pp. 25285:006, 

24X Fiche; 50-482, 84/06/26, 8407050221. 


— 8407050223 Rev 13 to FSAR addendum. 

* Kansas Gas & Electric Co. 84/06/30. 250pp. 25285:014, 24X 

Fiche: 50-482, 84/06/26, 8407050221, 


8407060188 Advises that revised state & county emergency plans 
submitted to FEMA on 840627. 

KOESTER.G.L. Kansas Gas & Electric Co. 84/06/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip, 25422:310. 24X 

Fiche: 50-482. 84/06/28, 8407060188. 


‘8407250157 Req.'u,ests review a# S Stecklow S40624 Philadelphia Enquirer 
article r# hardware def ic iercies, «:s.fsanageffl»rit & safety 
pToiitms. 

BEHNTHAL. F, M Cc»mi sai cr ®rs 84/0-6/26. 2ER8E, J. Office of 
Policy E'valuatiors Spp 25779.214,, 24X Fiche: 50-000, 84/07/10, 

8407250094 


8407I90C76 Notification cf 840620 meeting a/util in Bethesda.MD to 
discus* applicant request ta delete borer, mitigation sys 
from Tech Specs. 

O'CavMlR, P,y Licensing Branch 1 54/07/12, YOu-NGBLDOD, B J 

Licensing I-«nch 1. 3pp 25693. 3C4 24X Fic.hi ; 50-482, 84/07/12. 

8407190076 


B40720C071 Forwards respense* to NRI queries re seismic equipment 
qualification justifications for interisi operation, Portions 
of response withheld Cr»f :0CFR2 7905 

PETRICK.N A Standardized Nuclear Jnit Fewer Plant System, 

84/C7/16, DENTON. H, R, Office of Nuclear React,or Regulation, 

Direct,'Br Spp 25693:082 24X Fi che ■ 50-000, 84/07/16.” 840 7'200071. 

S407250251 'Forwards marluetl-up, proof & r-evie« 'version of Tech Specs, in 
response to 84'062B request Enel include* all changes issued 
to plant xn ?€JRES-1058 that are .also applicable to Wtalf 
Creel. 

KCCSTER. G L, Kansas Gas & Electric Co, 84/07/20. DENTON. H R 

Office sf Nuclear Reactor Refuiatson. Director. S92oo 25737 ' om 
SAX' Fic ft,#; 50-482,. 84/07/20, 8407250251 -/-wi. 

^I^^S"*/®^**’*'** O'Wsiz# Wolf Creek project milestone schedule as 
af 8407 16, Aperture card available m POR, 

R!3ESTi:,l, B. L. Kansa* Gas St Electric Co 84/07/23. DENTON. H R 

•Office ®f Ntfclaar leactO'F R'#f ulation, Director 200 sstta' - s-io 
24X Fiche; 5&-4» i4/C7/23.94072«J334, ^ 


B44S7XiMA& Forward* ssar.lei-u-p W^el# Cr«e| j. scf»PS FSf« s,ections 
prspasinf t» initial test projra*. Info will be 

for«i:lI| i«'8rp'er,ated in neet rev to SA#I, 

KEiESTEIl. C, L, KaW'**'* ©a* S* Electric Co 84/07/25 DENTON H R 
Office fff NkcImt iiaaeto'r ttfulatien, Director, zsea 25Boa- 3 -w. 

4»S«/.07/a5,&4073C»2,68 23*- 


8407100429 Forwards Rev 1 to "Detailed Control Room Design Review 
Summary Rept," per Suppl 1 to NUREG-0737. Rept documents Apr 
tt June 1984 environ surveys addressing concerns identified 
in util 840321 & NRC 840605 Itrs. 

PETRICKiN.A. Standardized Nuclear Unit Power Plant System. 

84/06/29. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25450:001. 24X Fi c h e ; 50-000, 84/06/29, 84071 00429. 


8407100433 Rev 1 to "Detailed Control Room Design Review Summary Rept 
for SNUPPS, " in response to Generic Ltr 82-33, (NUREG-0737. 

Suppl 1). 

* Nuclear Products Co. 84/06/30. 174pp. 25458:003. 24X 

Fiche: 50-000, 84/06/29, 8407100429. 


8407060220 Forwards responses to Callaway fire protection 831017-21 
audit concerns. Response also applicable to. Wolf Creek. Fire 
protection audit at Wolf Creek scheduled for wk of 840706. 

Standardized Nuclear Unit Power Plant System. 

4/06/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 31pp, 25426.132, 24X Fi c he : 50-000, 84/06/30, 8407060220. 


8407060245 Forwards request for addl info to complete review of 84050B 


ubmittal re Rev 3 to physical security plan. Response should 
840715. End withheld (ref 10CFR73. 21) 
YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/02, 

25426:124 

8407060245. 


KOESTER,G.L. Kansas 
24X Fiche: 50-482, 84/07/02, 


withheld (ref 10CFR73. 21 ) . " px-n. 

Offirf”n?'w ^ Electric Co. 84/07/03, DENTON, H. R. 

24X Director. 2pp. 25522:005. 

W4X Fiche; 50-482, 84/07/03, 8407110187. 


^ o't'U/ij itT Tevising performance date of 1984 

Kansas^Gas^JE, Potts «< Trowbridge. RIDGWAY, D. A. 

aSSrIqn 5 c 8^/07/17 WOLFE, S. J. , 

4pp 25705- i07 ^^^jAy' Safety and Licensing Board Panel. 

-^PP. 25705.107. 24X Fiche: 50-482, 84/07/17, 8407230142. 



DOCKETED ITEMS 


383 


8407240543 Summary of 840713 meeting uj/ ut i 1 s. Sand ia SNUPPS re 
detailed control room design review task analysis described 
in NUREG-0737, Suppl 1. 

0 'CONNORi P. W. Licensing Branch 1. 84/07/18. Licensing Branch 1. 

4pp. 25734:253. 24X Fi c h e : 50-000. 84/07/ 18/ 8407240543. 


G. Adjudicatory correspondence 


8407030461 Informs that util f urni s h ing . und er separate cover. Coffey 
County contingency plan for incidents involving commercial 
nuclear power & state plan.Svc list encl. Related 
corresp ondence. 

SILBERG, J. E. Shaw. Pittman. Potts Trowbridge. SILBERG. J, E 
Kansas Gas & Electric Co. DSB 014. 84/06/28. WOLFE, S. J. Atomic 

Safety and Licensing Board Panel. 3pp. 25278:136. 24X 

Fiche; 50-482. 84/06/28. 8407030461. 


0407030234 Initial decision authorizing issuance of OL, provided listed 
ItTS of agreement executed. Served on 840702, 

ANDERSON. G. C. , PAXTON, H.C., WOLFE. S. J. Atomic Safety and Licensing 
Board Panel. DSB 978. 84/07/02. 116pp. 25234:288. 24X 

Fiche: 50-482. 84/07/02, 8407030234, 


8407180167 Informs that, based on staff anal ys i s, formal OL antitrust 
review not rec^u ired. Persons affected by finding may file 
request for reevaluation within 30 days. 

REGAN, W. H. Site Analysis Branch. DSB 296. 84/07/17. 3pp. 

25636:244. 24X Fi che: 50-482. 84/07/17, 8407180167. 


8407230136 Motion for clarification of ASLB 840702 initial decision re 
offsite emergency p lann ing. inc lud ing info on two conditions, 
evacuation of hosp & nursing home patients 8< Redmond 
Reservoir notification. Cert if icate of Svc encl. 

RIDGWAY, D. A, Kansas Gas & Electric Co. RIDGWAY, D. A. Shaw, Pittman. 
Potts 8< Trowbridge. DSB 374. 84/07/17. Atomic Safety and 

Licensing Board Panel. 9pp. 25705:055. 24X Fi ch e: 50-482, 84/07/17. 

8407230136. 


8407230142 Forwards util 840713 Itr revising performance date of 1984 
emergency ex ere i se. Cert if icate of Svc end. Related 
correspondence. 

RIDGWAY, D. A. Shaw, Pittman, Potts 8< Trowbridge. RIDGWAY. D. A. 

Kansas Gas & Electric Co. DSB 373, 84/07/17. WOLFE. S. J. , 

ANDERSON, G. C, , PAXTON. H.C. Atomic Safety and Licensing Board Panel. 
4pp. 25705:107. 24X Fiche : 50-482, 84/07/17, 8407230142. 


8407250423 Notice of ASLAB rec onst itut ion. AS Ros entha 1, ch air man 8c 
TS Moore RL Gotchy, memb ers. Served on 840724. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. DSB 507. 
84/07/24. Ip. 25753:108. 24X Fiche: 50-482, 84/07/24. 8407250423. 


—8407250428 Informs of ASLAB reconsti tution, AS Rosenthal < chairman Sc 
TS Moore RL Gotchy. members. Served on 840725. 

ROSENTHAL, A, S. Atomic Safety and Licensing Appeal Panel. 
84/07/24. Atomic Safety and Licensing Appeal Panel. Ip. 
25753:109. 24X Fiche: 50-482. 84/07/24, 8407250423. 


8407300430 Memorandum U order granting util motion for clarification 
of 040702 initial decision authorizing issuance of OL. 

Served on 840727. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 592. 
84/07/26. Kansas Gas Sc Electric Co. 5pp. 25012:250. 24X 

Fiche: 50-482. 84/07/26, 8407300430. 


8407300473 Order permitting applicant 840625 proposed transcript 
c orrect ions. Served on 840727. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. DSB 590. 
84/07/26. Kansas Gas Sc Electric Co. 21pp. 25812:274. 24X 
Fiche: 50-482, 84/07/26, 8407300473. 


H, General correspondence 


8407110565 Advises that listed facility personnel identified in FSAR 
Section 13. 1. 3. ava i lab l* at LPDR, Emporia State Univ.per 
B40612 request. 

□ 'CONNOR. P. W. Licensing Branch 1. 84/07/03. STEPHENS, S. Nuclear 

Awareness Network. 2pp. 25545:361. 24X Fic he: 50-482. 84/07/03, 

8407110565. 


K. Utility Final Safety Analysis Report (FSAR) Sc amends 


8407050221 Forwards Rev 13 to FSAR addendum. Rev updates FSAR to reflect 
as-built conditions in Section 2, 5, current organization 8< 
updated emergency plan. 

KOESTER.G. L. Kansas Gas & Electric Co. 84/06/29. DENTON, H.R., 
Office of Nuclear Reactor Regulation, Director, 8pp. 25205:006. 

24X Fiche: 50-402, 84/06/26, 8407050221, 


— 8407050223 Rev 13 to FSAR addendum. 

■» Kansas Gas 8c Electric Co. 84/06/30. 250pp. 

Fiche: 50-482, 84/06/26, 8407050221. 


M. Antitrust correspondence 


8407230399 Forwards review & FR n.otice of finding that no significant 
antitrust changes in licensee activities on proposed 
activities have occurred subsecLuent to CP review. 

REGAN,W.H. Site Analysis Branch. 84/07/16. KOESTER, G. L. Kansas 
Gas 5c Electric Co. 3pp. 25726:076. 24X Fic h e : 50-482, 84/07/16, 

84Q7230399. 


— 8407230402 Notice of Director, NRR initial finding that no significant 
antitrust changes have occurred subsequent to previous CP 
review. 

REGAN, W.'h. Site An a ; -..-r i =■. Branch. 84/07/16. 22pp, 25726:082, 

24X Fiche: 50— '-3:-'. i=4. :.7/ I.-,, 8407230399. 


8407240159 Forwards original notice of finding of no significant 
antitrust changes & time for filing requests for 
reevaluation for transmittal to Ofc of FR for publication. 

REGAN, W.H. Site Analysis Branch. 84/07/16. STUCKY, S. W. Docketing 
Services Branch. Ip. 25752:170. 24X Fiche: 50-482, 84/07/16, 

8407240159. 


— 8407240162 Forwards original notice of finding of no significant 
antitrust changes & time for filing req.ue5t5 for 
reevaluation for transmittal to Ofc of FR for publicatian^ 
REGAN, W.H. Site Analysis Branch. 84/06/29. STUCKY, S. W. 
Docketing 5 Services Branch. 5pp. 25752:171, 24X 

Fiche: 50-482. 84/07/16, 8407240159. 


Q. Inspection reports, IE Bulletins St correspondence 


8407170209 Forwards IE Insp Rept 50-482/84-11 on 840507-11. No 
violations or deviations noted. 

JOHNSON, E, H. Region 4, Office of Director. 84/06/11. KOESTER, G.L. 
Kansas Gas St Electric Co. 2pp. 25627:186. 24X 

Fiche; 50-482,84/06/11, 8407170209. 


—8407170216 IE Insp Rept 50-482/84-11 on 840507-11, No violations or 
deviations noted. Major areas ins p ected : preop erat iona 1 
environ protection programs, including organization 5 mgt 
controls, aud its 5 preoperati onal monitoring programs. 

HOLLEY, W.L., MURRAY, B. , JOHNSON, W. D. Region 1, Office of Director. 

84/06/11. 9pp. 25627:188. 24X Fiche: 50-482, 34/06/1 1, 8407170209. 


8407120523 Forwards IE Insp Rept 50-482/84-16 on 840529-0601 . No 
violations or deviations noted. 

JOHNSON, e.H. Region 4, Office of Director. 84/06/22. KOESTER, G.L. 
Kansas Gas 5 Electric Co. 2pp. 25555:126. 24X 

Fiche: 50-482, 84/06/22, 8407120523. 


— 8407120526 IE Insp Rept 50-482/84-16 on 840528-0601 . No violations or 
deviations noted. Major areas inspected: d iscuss ions w/mgt re 
emergency preparedness, preoperational insp & tour & insp of 
emergency response facility equipment & instrumentation. 

HACKNEY, C. A. , BAIRD, J. B. , JOHNSON, W. Region 4, Office of Director. 

84/06/21. 4pp. 25555:128. 24X Fi che: 50-482, 84/06/22, 8407120523. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
enc 1. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407060234 Submits response to IE Bulletin 84-02 re relay failures in 
GE Type HFA relays containing Lexan/nylon coils. Rework plans 
issued to replace coils or relays in entirety . Plans 
implemented 8t required replacements completed. 

SEIKEN, S, J. Standardized Nuclear Unit Power Plant System. 84/06/28. 

KEPPLER, J. 0. Region 3, Office of Director. COLLINS, U. J. Region 4, 
Office of Director. 2pp. 25429:361. 24X Fiche: 50-000, 84/06/28, 

8407060234. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees tk Vendors, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness <k Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. t24pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants, " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8* Engineering 
Response (Post 030103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. I19pp. 25602:276. 24X Fic he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness h Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of Neui 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


25285:014. 24X 
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8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. £. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103>. 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Pi che; 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fic he: 50-000. 84/07/10. 8407060251. 


8407170450 Forwards vendor insp repts re concerns found during insp of 
vendor activities. Evaluation of reported findings re quality 
& acceptabi 1 i ty of product requested. W/o repts. 

HUNTER. D.R. Region 4. Office of Director. 34/07/12. KOESTER. (3. L. 
Kansas ©as & Electric Co. 3pp. 25608:062. 24X 

Fiche: 50-482, 84/07/12. 8407170450. 


8407170158 Ack receipt of 840615 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-482/84-09. 

HUNTER. D.R. Region 4. Office of Director. 84/07/13. KOESTER,©. L. 
Kansas ©as & Electric Co. Ip. 25608:225. 24X Fiche: 50-482. 

84/07/13. 8407170158. 


— 8407170171 Responds t-o NRC 840516 Itr re violations noted in IE Insp 
Rept 50-482/84-09. Corrective actions: new locks installed ic 
access for battery rooms control led. protect! ve covers for 
batteries erected it controlled bldg work permit established. 
KOESTER, G.L. Kansas ©as «e Electric Co. 84/06/15. JOHNSON. E. H. 
Region 4. Office of Director. 2pp, 25608:226. 24X 

Fiche: 50-482, 84/07/13, 8407170158. 


8407230079 IE Info Notice 84-58, ‘‘Inadvertent Defeat of Safety Function 
Caused by Homan Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. *' Svc list end. 

JORDAN^ E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 8301031. 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fi che: 50-000. 84/07/25. 8407230079. 


S. Reportable occurrences. LERs & related correspondence 


8407090023 Potential deficiency rept re matl supplied by Ray Miller 
Co. Inc. Initially reported on 830218. Documentation review 
did not identify procurement of saf ety-related mails from 
Ray Miller. Item not reportable per 10CFR50. 55(e ) . 

KOESTER. e.L. Kansas ©as !< Electric Co. 84/06/23. JOHNSON. E. H. 
Region 4, Office of Director. 3pp. 25442:078. 24X 

Fiche; 50-482,83/06/28, 8407090023. 


8407020261 Interim deficiency rept re certification of lead auditor for 
vendor. Technical Metals. Inc. Initially reported on 840524. 

Both insulation vendors will be audited again using fully 
certified auditing personnel. 

KOESTER.©. L. Kansas ©as & Electric Co. 84/06/21. JOHNSON. E. H. 
Region 4. Office of Director. Ip. 25217:330. 24X 

Fiche: 50-482. 84/06/2 1 . S40702026 1 . 


8407020280 Final deficiency rept re improper installation of 3 h rated 
(Class A) hollow metal fire door frames. Initially reported 
on 840525. Ex isting combustible caulking replaced on all 
Class A hollow metal fire door frames w/approved sealant. 

KOESTER,©. L. Kansas ©as & Electric Co. 84/06/21. JOHNSON, E. H. 
Region 4. Office of Director. Ip. 25216:215. 24X 

Fiche: 50-482. 84/06/21. 8407020280. 


8407100504 Interim deficiency rept re microb iologically influenced 
corrosion in HXs. Initially reported on 840601. Water samples 
taken from cooling lake in attempt to culture & isolate 
micro organ! sms. 

KOEiSTER. G. L. Kansas ©as & Electric Co. 84/06/29. JOHNSON. E. H. 
Region 4. Office of Director. 2pp. 25459:222. 24X 

Fiche; 50-482, 84/06/29. 8407100504. 


8407230325 Interim deficiency rept re possible weld defects & 
nonconformance on discharge dampener tank for positive 
displacement charging pump. Initially reported on 840310. Item 
not reportable per 10CFR50. 55(e). 

KOESTER. ©. L. Kansas Gas «< Electric Co. 84/07/11. JOHNSON, E. L. 
Region 4, Office of Director. Ip. 25710:302. 24X 

Fiche; 50-482, 84/07/1 1 , 8407230325. 


8407230330 Interim deficiency rept re venting of containment spray 
pumps. Initially reported on 840614. Condition not reportable 
per 10CFR50. 55(e). 

KOESTER, G. L, Kansas Gas & Electric Co. 84/07/11. JOHNSON. E. H. 
Region 4. Office of Director. Ip. 25710:305. 24X 

Fiche: 50-482, 84/07/11. 8407230330. 


8407230334 Interim deficiency rept re pinhole leaks it base metal cracks 
in laundry S? hot shower charcoal adsorber. Initially reported 
on 840618. Cond i tion not reportable per 10CFR50. 55( e > . 

KOESTER, G. L. Kansas Gas it Electric Co. 84/07/11. JOHNSON, E. H. 
Region 4. Office of Director. Ip. 25710:198. 24X 

Fiche: 50-482. 84/07/11, 8407230334. 


8407250344 Final deficiency rept re length of yoke keys in Fisher 
valves w/Bettis actuators. Ini tial ly reported on 840613. Uti 1 
initiated steps to procure & install key of correct size 
prior to fuel load. 

KOESTER, G.L. Kansas Gas & Electric Co. 84/07/13. JOHNSON. E. H, 
Region 4, Office of Director. 2pp. 25754; 194. 24X 

Fiche: 50-482, 84/07/13, 8407250344. 


T. Hearing transcripts on non-anti trust matters 


8407300473 Order permitting applicant 840625 proposed transcript 
corrections. Served on B40727. 

WOLFE. S.J. Atomic Safety and Licensing Board Panel. DSB 590. 
84/07/26. Kansas Gas & Electric Co. 21pp. 25812:274. 24X 

Fiche; 50-482, 84/07/26.8407300473. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for QLs it holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 

Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000,84/06/27. 8406270142. 


8407050188 Forwards list of ref matl requirements for reactor /senior 
operator licensing exams. Refs required by 840725. Written 
exams scheduled for wk of 840923 it simulator/operating 
exams scheduled for wk of 840930. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/29. KOESTER, G. L. 
Kansas ©as 8t Electric Co. 5pp. 25297:283. 24X 

Fiche: 50-482. 84/06/29. 8407050188. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualif ications it exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 

Edison Co. of New York. Inc. I6pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03, 8407030097. 


X. Onsite Storage of Low Level Waste 


8407060151 Rev 1 to "Process Control Program for Wolf Creek Generating 
Station. " W/840702 ltr it aff idavit. 

KOESTER, G.L. Kansas ©as it Electric Co. 84/07/31. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. 39pp. 25422:043. 

24X Fiche: 50-482, 84/07/31, 8407060151. 


B407130253 Forwards monthly status rept on 1OCFR50. 55(e) /Part 21 open 
items for June 1984. 

KOESTER,©. L. Kansas Gas 8t Electric Co. 84/07/05. JOHNSON. E. H. 
Region 4, Office of Director. 15pp. 25567:149. 24X 

Fiche: 50-482, 84/07/05. 8407130253. 


8407200233 Interim deficiency rept re handling it storage of ASME 
components removed from sys in support of cleaning & 
flushing procedures. Initially reported on 340613. No 
indication of hardware deficiencies exists. 

KOESTER. G. L. Kansas ©as 8e Electric Co. 84/07/11. JOHNSON. E. H. 
Region 4. Office of Director. Ip. 25697:233. 24X 

Fiche: 50-482. 84/07/ 1 1. 8407200233. 


DOCKET srN-50-4a3 CALLAWAY PLANT. UNIT 1 


A. ApplicationXconstruction stage documents it c orresp ondenc e 


8407060174 Amend to application for OL it application to amend License 
NPF-25. deleting License Condition 20 re post-accident 
sampling capability, per NUREG-0737. I tern II. B. 3. on basis of 
prohibitive limitations of process noise methodology. 

PETRICK. N. A. Standardized Nuclear Unit Power Plant System. 

84/02/01. DENTON. H. R. Office of Nuclear Reactc^' Regulation. 
Director. 2pp. 25426:255. 24X Fiche; 50-000. 84/02/01, 8407060174. 


— 8407060176 Proposed deleted Tech Spec 7.2. 2.1. "Sensor Time Response 
Testing," License Condition 20. Deletion requested on basis 
of prohibitive limitations of process noise methodology- 
Methodology will be used as backup. 

* Standardized Nuclear Unit Power Plant System. 84/02/01. Ip. 
25426:257. 24X Fiche: 50-000, 84/02/01, 8407060174. 
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8407130477 Notification of 840713 meeting to/utils & SNUPPS in 
Bethesda< MD to discuss detail control room design review. 
HOLONICHi J. J. . O'CONNOR, P. W. Licensing Branch 1. 84/06/06. 

YOUNGBl 000. D J L. i c rr. s i r. g H-’o-’Ch 1. 4pp. 25582:295. 24X 

Fiche: SO-COO. 34/06/06, H4;-:713;>4V/. 


E. NRC Safety Evaluation Report (SER>. suppls correspondence 


8407180018 Forwards IE Insp Rept 50-483/84-22 on 840316-0602. No 
noncompliance noted. 

WARNICK, R.F. Region 3, Office of Director. 84/06/18. SCHNELL, D. F. 
Union Electric Co. 2pp. 25667:283. 24X Fiche: 50-483, B4/06/1B, 

8407180018. 


—8407180027 IE Insp Rept 50-483/84-22 on 840316-0602. No noncompliance 
noted. Major areas inspected : licensee action on previously 
identified items, items reported per 10CFR50. 55 ( e ) 

10CFR21, IE bulletins 8t circulars SER confirmatory issues. 

NEISLER, J. H. . FORNEY, W.L. Region 3, Office of Director. 84/06/14, 
10pp. 25667:285. 24X Fiche: 50-483, 84/06/18, 8407180018. 


8407160124 Provides info addressing fuel load deferral item re 
acceptability of test results for control room Halon Sys 
SKC07, automatic fire suppression sys for control room 
cables. Acceptance of sys consistent w/SER (NUREG-0S30 ) . 

SCHNELL, D. F. Union Electric Co. 84/06/29. KEPPLER, J. G. Region 3- 
Office of Director. 11pp. 25600:272. 24X Fi ch e : 50-483. 84/06/29. 

8407160124. 


F. Security, medical, emergency & fire protection plans 


8407110131 Forwards IE Insp Rept 50-483/84-15 on 840305-0504. No 
noncompliance noted. 

SPESSARD. R. L. Division of Engineering. 84/06/22. SCHNELL. D. F. 
Union Electric Co. 2pp. 25539:250. 24X Fiche: 50-483. 84/06/22, 
8407110131. 


—8407110135 IE Insp Rept 50-483/84-15 on 840305-0504. No noncompliance 
noted. Major areas inspected : fire protection program 
implementation & safe shutdown capability. 

RAMSEY, C. , OAUTAM, A. , GULDEMOND, W. Region 3, Office of Director. 
84/06/18. 27pp. 25539:252. 24X Fiche: 50-483, 84/06/22, 84071 10131. 


8407020366 Forwards evaluation of 840321 exercise of radiological 
emergency preparedness plans 840419 remedial exercise of 
alert 8t notification sys. 

KRIMMjR. Federal Emergency Management Agency. 84/06/26. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp, 25219:042. 24X Fiche: 50-483. 84/06/26. 

0407020366. 


— 8407020368 "Exercise Evaluation of Implementation of State Local 
Radiological Emergency Response Plans Conducted 840321 & 

Remedial Exercise Evaluation of State & Local Public Alert 
Zt Notification Procedures Conducted 840419. " 

BREHENY, P.J, Federal Emergency Management Agency. 84/05/08. 
92pp. 25219:044. 24X Fic he: 50-483, 84/06/26. 8407020366. 


8407110395 Requests addl info to complete review of util response to 
Generic Ltr 82-33 re Suppl 1 to NUREG-0737, "Requirements 
for Emergency Response Capability. " Results of preliminary 
review contained in "Conformance to Reg Guide 1.97. ..." 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/26. SCHNELL, D. F. Union 

Electric Co. 3pp. 25548:121. 24X Fic he : 50-483, 84/06/26. 84071 10395. 


— 8406140044 "Conformance to Reg Guide 1, 97, Cal laway Plant, Unit 1." 
UDY, A. C. EG&G, Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 16pp. 25548:124, 24X Fiche: 50-483, 84/06/26, 

8407110395. 


8407100429 Forwards Rev 1 to "Detailed Control Room Design Review 
Summary Rept," per Suppl 1 to NUREG-0737. Rept documents Apr 
& June 1984 environ surveys addressing concerns identified 
in util 840321 & NRC 840605 Itrs. 

PETRICK, N. A, Standardized Nuclear Unit Power Plant System. 
84/06/29. DENTON, H.R Office of Nuclear Reactor Regulation. 
Director. 2pp. 25458:001. 24X Fiche: 50-000. 84/06/29, 8407100429. 


— 8407100433 Rev 1 to "Detailed Control Room Design Review Summary Rept 
for SNUPPS. " in response to Generic Ltr 82-33, (NUREO-0737, 

Suppl 1>. 

* Nuclear Products Co. 84/06/30. 174pp. 25458:003. 24X 

Fiche: 50-000. 84/06/29, 8407100429. 


0407110074 Revised emergency plan implementing procedures, including 
EIP-ZZ-00210 re radiological control during emergencies, 
EIP-ZZ-00213 re technical assessment & EIP-ZZ-00214 re 
personnel/vehicle monitoring & dec ontaminat i on. M/840629 ltr, 

KANYO, J. P. Union Electric Co. 84/06/29. 37pp. 25522:116, 24X 

Fiche: 50-483. 84/06/29, 8407110074. 


8407160124 Provides info addressing fuel load deferral item re 
acceptability of test results for control room Halon Sys 
SKC07, automatic fire suppression sys for control room 
cab les. Acceptance of sys consistent w/SER ( NUREG-0830 ) . 

SCHNELL. D.F. Union Electric Co. 84/06/29. KEPPLER, J. G. Region 3. 
Office of Director. 11pp. 25600:272. 24X Fiche : 50-483, 84/06/29, 

8407160124. 


8407060220 Forwards responses to Callaway fire protection 831017-21 
audit concerns. Response also applicable to Wolf Creek. Fire 
protection audit at Wolf Creek scheduled for wk of 840706. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
84/06/30. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 31pp. 25426:132. 24X Fi ch e ; 50-000, 84/06/30, 8407060220. 


8407100470 Forwards IE Physical Protection Insp Rept 50-483/84-25 on 
840514-18 Zt 29-30. No noncompliance noted. 

HIND, J. A. Region 3, Office of Director. 84/07/06. SCHNELL, D. F. 
Union Electric Co. 2pp. 25464:143. 24X Fiche: 50-483, 84/07/06. 

8407100470. 


— 8407100474 IE Physical Protection Insp Rept 50-483/84-25 on 
840514-18 Z^ 0529-0615. No noncompliance noted. Major areas 
inspected : security p Ian, procedures & security organization. 
Details withheld (ref 10CFR73. 21). 

PIRTLE.G. L., CREED, J.R. Region 3, Office of Director. 84/07/06. 
2pp. 25464:145. 24X Fi c h e : 50-483, 84/07/06, 8407 100470. 


8407130249 Requests deficiency page to Rev 1 to Procedure EIP-ZZ-00502 
be returned to document control. 

KANYO. J.P. Union Electric Co. 84/07/06. Record Services Branch 
(Document Control Desk). Ip. 25567:144. 24X Fiche: 50-483, 84/07/06, 

8407130249. 


8407230147 Ack receipt of FEMA 840626 ltr & exercise evaluation of 
840321 0419 remedial offsite emergency preparedness & 

alert & notification sys exerc ises, respectively. Remedial 
exercise demonstrated two deficiencies corrected. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/07/16. 
SCHNELL. D. F. Union Electric Co. 2pp. 25705:119. 24X 

Fiche: 50-483, 84/07/16. 8407230147. 


8407240543 Summary of 840713 meeting w/ut i Is, Sand la & SNUPPS re 
detailed control room design review task analysis described 
in NUREG-0737, Suppl 1. 

0 'CONNOR, P, W. Licensing Branch 1. 84/07/18. Licensing Branch 1. 

4pp. 25734:253. 24X Fiche: 50-000. 84/07/18. 8407240543. 


G. Adjudicatory correspondence 


8407100558 Reply opposing Missourians for Safe Energy & Crawdad 
Alliance 840613 motion for order setting aside or staying 
OL. Motion filed out of time. Certificate of Svc end. 

REIS, E. J. Hearing Branch 3. DSB 150. 84/07/03. Commissioners. 

Bpp. 25514:313. 24X Fiche: 50-483, 84/07/03. 8407100558. 


8407100293 Order denying 840418 motion for leave to file supplemental 
contention re financial qual if icat ions. Served on 840709. 

CHILK. S, J. Office of the Secretary of the Commission. DSB 111. 
84/07/06. Joint Interveners — Callaway. 3pp. 25509:162. 24X 

Fiche: 50-483, 84/07/06. 8407100293. 


8407160010 Staff requirements memo re 840705 af f irmation/d iscussion 
«< vote on SECY-a3-339 & SECY-03-339A re final proposed 
fitness for duty rule Zt SECY-84-252A re Callaway financial 
qualifications motion. 

CHILK. S.J. Office of the Secretary of the Commission. 84/07/09. 
DIRCKS. W. J. Office of the Executive Director for Operations. 
FOUCHARD. J. J. Office of Public Affairs. KAMMERER, C. Office of 
Congressional Affairs. 2pp. 25624:295. 24X Fiche: 50-483. 84/07/09, 

8407160010. 


J. Insurance Sk indemnity information 


8407030055 Forwards License NPF-25. notice of issuance of license. 

Amend 1 to Indemnity Agreement B-93, ETS assessment of 
effects of license duration on matters discussed in FES. 

EISENHUT, D. G. Division of Licensing. 84/06/11. SCHNELL. D. F. Union 
Electric Co. 4pp. 25411:145. 24X Fiche: 50-483, 84/06/11, 8407030055. 


— 8407030063 Notice of issuance of License NPF-25. Amend 1 to Indemnity 
Agreement B-93 end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/06/11. 8pp. 25411:172. 

24X Fiche; 50-483.84/06/11,8407030055. 


K. Utility Final Safety Analysis Report (FSAR) amends 


8407090203 Forwards Rev 8 to FSAR site addendum. 

SCHNELL. D.F. Union Electric Co. 84/06/29. DENTON. H.R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 25444:001. 24X 

Fiche: 50-483, B4/06/29. 8407090203. 
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—8407090206 Rev 8 to FSAR site addendum. 

Union Electric Co. 84/06/29. 243pp 25444:004. 24X 

Fiche: 50-483- 84/06/29- 8407090203, 


P. Operating license stage documents correspondence 


8407130255 Application to amend License NPF-25- c h ang i ng Tech Spec 
Figure 6.2-1- "OPfsite Organ i z at i on- " to reflect change in 
reporting for QA training s u p ervi sor - r eas s i gned from offsite 
to onsite. Fee encl. 

SCHNELL-D.F. Union Electric Co. 84/07/06. DENTON. H.R. Office of 
Nuclear Reactor Regulation- Director. 6pp. 25567: 164. 24X 

Fiche: 50-483- 84/07/06- 8407130255. 


8407030055 Forwards License NPF-25- not ic e of issuance of license. 

Amend 1 to Indemnity Agreement B-93. ETS assessment of 
effects of license duration on matters discussed in FES. 

EISENHUT. D. G. Division of Licensing. 84/06/11. SCHNELL. D. F. Union 
Electric Co. 4pp. 25411:145. 24X Fi che: 50-483, 84/06/ 1 1 . 8407030055. 


— 840703005S License NPF-25 for facility. 

DENTON. H. R. Office of Nuclear Reactor Regulation- Director. 
84/06/11, 12pp. 25411:149. 24 X Fi che : 50-483. 84/06/ 1 1 . 8407030055. 


— 8407030061 "Environ Protection Plan (Nonrad io 1 og i ca 1 )- App B to License 
NPF-25, Callaway Plant, Unit 1." 

■» NRC - No Detailed Affiliation Given. 84/06/11. llpp. 

25411:161. 24X Fi ch e : 50-483, 84/06/ 1 1 , 8407030055, 


— 8407030063 Notice of issuance of License NPF-25. Amend 1 to Indemnity 
Agreement B— 93 encl, 

yOUNGBLOOD- B. J Licensing Branch 1, 84/06/11. 8pp. 25411:172, 

24X Fiche: 50-4E3. 34/06/ 11. 8407030055. 


— S407130262 Proposed changes to Tech Spec Figure 6.2-1, "Offsite 
Qrgani zati on- " reflecting change in reporting for QA 
training s up ervi s or, r ea s s i gned from offsite to onsite. 

^ Union Electric Co. 84/07/06. Ip. 25567:170. 24X 

Fiche: 50-483, 84/07/06, 8407130255, 


8407130305 Forwards list of addl submittals incorporated into 
appl ication. 

SCHNELL, D, F. Union Electric Co. 84/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25565:016. 24X 

Fiche: 50-483, 84/07/06, 8407130305. 


8407200071 Forwards responses to NRC q,ueries re seismic equipment 
qua! if ication justifications for interim operation. Portion s 
of response withheld (ref 10CFR2. 790). 

PETRICK,N. A. Standardized Nuclear Unit Power Plant System. 
84/07/16. DENTON, H. R. Office of Nuclear Reactor Regulation- 
Director. 5pp. 25693:082, 24X Fiche : 50-000, 84/07/16, 8407200071. 


8407100449 Documents addl evaluation by SNUPPS & Westinghouse providing 
appropriate basis for resolution of Item 2 in 840518 Itr 
re environ errors for setpoint calculations related to 
diverse protection trip functions, 

PETRICK-N. A. Standardized Nuclear Unit Power Plant System. 

84/06/26. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. 4pp. 25464:102. 24X Fi ch e: 50-000, 84/06/26- 8407100449. 


8407120257 Requests page changes to proof ie review version of 840203 
Tech Specs. Submittal should propose all changes issued to 
Callaway in NUREG-1058 & applicable to Wolf Creek. Prop osed 
changes requested by 840720 for review. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/06/28. KOESTER- G. L. Kansas 

Gas & Electric Co. 2pp. 25573:064. 24X Fiche: 50-000, 84/ 06/28- 

8407120257. 


8407020065 Board Notification 84-123: forward s info re Westinghouse 
reactor coolant pump (RCP) seals. El ec trie i te DeFrance test 
of seals similar to Westinghouse RCP seals showed rapid rise 
in seal temp & leakage flow rate in pumps w/o seal coaling. 
EISENHUT- D. 0. Division of Licensing. 84/06/29. PALLADINQ 
Commissioners. 7pp. 25465:299. 24X Fich e: 50-000, 84/06/29, 

8407020065. 


8407270275 Forwards Rev 4 to Administrative Procedure APA-2Z —00010- 
"Conduct of Op erat ions-Op erat ions . " Rev more clearly 
defines shift advisor responsibilities. 

SCHNELL, D.F. Union Electric Co. 84/07/16. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25788:314. 24X 

Fiche: 50-483, 84/07/16- 8407270275. 


— 8407270276 Rev 4 to Administrative Procedure APA— 2Z-00010, "Conduct 
of Op erations-Operations. " 

TAyLOR-M. E. Union Electric Co. 84/07/13 . 24pp. 25788:317. 24X 

Fiche: 50-483, 84/07/16, 8407270275. 


8407190361 Application to amend License NPF-25, revi s ing Tech Specs re 
containment leakage surveillance requirement St associated 
bases to clarify leak rate testing of seal sys fluid 
pressurized valves. Safety evaluation encl. Fee encl. 

SCHNELL.D.F. Union Electric Co. 84/07/17. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 7pp. 25681:299. 24X 

Fiche: 50-483, 84/07/17. 8407190361. 


—8407190363 Marked-up proposed Tech Specs- c larify ing leak rate testing 
of seal sys fluid pressurized valves. 

# Union Electric Co. 84/07/17. 7pp. 25681:306. 24X 

Fiche: 50-483, 84/07/17, 8407190361. 


8407060112 Forwards addl qual if ication testing info for Class lE/non- 
Class IE devices osed in core cooling monitor sys, per 
License Condition 9(c) of License NPF-25. Safe operation at 
rated full power assured. 

PETRICK-N. A. Standardized Nuclear Unit Power Plant System. 

84/06/29. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 7pp. 25429:032. 24X Fiche; 50-000, 84/06/29, 8407060112. 


8407250350 Discusses Util Working Group concerns re literal 
interpretation of statement in DG Eisenhut S40627 Itr to 
all licensees co-corn i-g on-shift operating e xp er ience for 
neai — term OL applicants 

SCHNELL, D.F. Union Electric Co. 84/07/19. THOMPSON. H. L. Division 
of Human Factors Safety. ip. 25740:355. 24X Fiche: 50-483, 84/07/19, 

8407250350- 


8407100439 Forwards nonproprietary equipment qualification data 
packages, per May 1984 request for addl info re justification 
for interim operation (UIO) & proprietary JIO re seismic 
qualification. JIO withheld (ref 10CFR2. 790). 

PETRICKiN. A. Standardized Nuclear Unit Power Plant System. 
84/06/29. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 25509:186. 24X Fiche ; 50-000, 84/06/29, 8407100439. 


0407100482 Advises that util will provide platform to cover floor area 
in front of Train B auxiliary shutdown panel-, per NRC 840626 
& 27 telcons. Platform will be provided prior to startup 
following first refueling. 

SCHNELL.D.F. Union Electric Co. 84/06/29. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 25464:099. 24X 

Fiche: 50-483,84/06/29, 8407100482. 


8407020225 TECHNICAL SPECIFICATIONS FOR CALLAWAY PLANT, UNIT NO. 1. 
Docket No. STN 50-483. (Union Electric Company) 

ANDERSON, F, D. Division of Licensing. NUREG-1058. 84/06/30. 490pp. 

25230: 206, 24X Fiche; 50-483, 84/06/30, 8407020225. 


8407310157 Requests exemption from cold rod drop test ing , bas ed on Tech 
Spec & Reg Guide 1.6S requirements. Rod drop testing at hot 
zero power sufficient to bound conditions under which scram 
might be required. 

SCHNELL-D.F. Union Electric Co. 84/07/26. DENTON.H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25833:094. 24X 

Fiche: 50-483.84/07/26, 8407310157. 


Q. Inspection reports, IE Bulletins 4c correspondence 


8407030052 Forwards IE Insp Rept 50-483/84-19 on 840420-0608 & notice 
of violation. 

WALKER. R. D. Region 3- Office of Director. 84/06/15. SCHNELL.D.F. 
Union Electric Co. 2pp. 25279:001. 24X Fiche: 50-483, 84/06/15, 

8407030052. 


— 8407030056 Notice of violation from insp on 840420—0608. 

WALKER, R. D. Region 3. Office of Director. 84/06/15. 2pP- 
25279:003. 24X Fiche; 50-483, B4/06/15, 8407030052. 
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— 8407090142 IE Insp Rept 50-483/84-28 on 840531 St 0601, No n one omp 1 ianc e 
noted. Major areas inspected : previous unresolved S< open items 
noted in IE Insp Rept 50-483/84-11. 

CHOULESi N, C. , HAWKINS, F.C. Region 3, Office of Director. 

84/06/14. 4pp. 25454:046. 24X Fi c h e: 50-483, 84/06/ 1 8, 8407090137. 


8407180018 Forwards IE Insp Rept 50-483/84-22 on 840316-0602. No 
noncompliance noted. 

WARWICK, R.F. Region 3, Office of Director. 84/06/18. SCHNELL, D. F. 
Union Electric Co. 2pp. 25667:283. 24X Fic he: 50-483, 84/06/18, 

8407180018. 


— 8407180027 IE Insp Rept 50-483/84-22 on 840316-0602. No noncompliance 
noted. Major areas insp ec te d : 1 i c ense e action on previously 
identified items, items reported per 10CFR50. 55 ( e ) & 

10CFR21,IE bulletins & circulars & SER confirmatory issues. 

NEISLER, J. H, , FORNEY, W. L. Region 3, Office of Director. 84/06/14. 
10pp. 25667:285. 24X Fi che: 50-483, 84/06/18, 8407180018. 


8407110131 Forwards IE Insp Rept 50-483/84-15 on 840305-0504, No 
noncompliance noted. 

SPESSARD, R. L. Division of Engineering, 84/06/22. SCHNELL. D. F. 
Union Electric Co. 2pp. 25539:250. 24X Fiche: 50-483, 84/06/22, 
8407110131. 


— 8407110135 IE Insp Rept 50-483/84-15 on 840305-0504. No n on c omp 1 iance 
noted. Major areas inspected : fire protection program 
implementation & safe shutdown capability. 

RAMSEY, C., OAUTAM. A. , OULDEMOND, W. Region 3, Office of Director. 
84/06/18. 27pp. 25539:252. 24X Fi c he : 50-483, 84/06/22, 84071 10131. 


8407120570 Forwards IE Insp Rept 50-483/84-23 on 840423-0601 8< notice 
of violation, 

SPESSARD, R. L. Division of Emergency Preparedness U Operational 
Support. 84/06/25. SCHNELL, D. F. Union Electric Co. 2pp. 

25555: 192, 24X Fiche: 50-483. 84/06/25, 8407120570. 


— 8407120578 Notice of violation from insp on 840423-0601. 
SPESSARD, R. L. Division of Engineering. 84/06/25. 2pp. 
25555:194. 24X Fiche: 50-483, 84/06/25, 8407120570. 


—8407120595 IE Insp Rept 50-483/84-23 on 840429-0601 . None omp 1 iance 
noted : fa i 1 ure to document "use-as-is" disposition of 
nonconformances, to assure test requirements satisfied & to 
follow administrative test procedures, 

WOHLD, P. R. , FARBER.M, J. , WILLIAMS, D, L. Region 3, Office of 
Director, 84/06/25. 14pp. 25555:196. 24X Fiche; 50-483. 84/06/25, 

8407120570. 


8406250214 IE Info Notice 84-51, "Independent Verification." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of- New 

York, Inc. 154pp. 25535:160, 24X Fiche: 50-000, 84/06/26, 8406250214. 


8407020101 Summarizes 840613 meeting on observations of key elements 
for successful regulatory performance at operating reactors, 
importance of good communication & explanation of NRC insp Zt 
reporting practices. 

KEPPLER, J. G. Region 3, Office of Director. 84/06/26. 

CORNELIUS, W. E. Union Electric Co. 2pp. 25219:334. 24X 

Fiche: 50-483, 84/06/26, 8407020101. 


8407120587 Forwards IE Insp Rept 50-483/84-29 on 840604 Z-. 05. No 
noncompliance noted. 

SPESSARD. R. L. Division of Engineering. 84/06/26. SCHNELL, D. F. 
Union Electric Co, 2pp. 25555:261. 24X Fiche; 50-483, 84/06/26, 

8407120587, 


— 8407120588 IE Insp Rept 50-483/84-29 on 840604-05 & 14. No noncompliance 
or deviations identified. Major areas inspected : review of 
program Z procedures in areas of testing of safety-related 
pipe sys & restraint sys &: exam of preoperational testing. 

KAUFMAN, P. D. , DANIELSON, D. H. Region 3, Office of Director. 

84/06/26. 4pp. 25555:263. 24X Fiche: 50-483, 84/06/26, 8407120587, 


8407100491 Provides preservice insp program supplemental data re relief 
request described in 840613 Itr, per NRC 840625 telcon. 

Weldments on listed pump & pipe supports visually inspected 
during c onst. Records supporting insp available onsite. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System. 84/06/27, 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
25464: 122. 24X Fiche: 50-483, 84/06/27, 8407100491. 


8407060234 Submits response to IE Bulletin 84-02 re relay failures in 
GE Type HFA relays containing Lexan/nylon coils. Rework plans 
issued to replace coils or relays in entirety. Plans 
implemented it required replacements completed. 

SEIKEN, S. J. Standardized Nuclear Unit Power Plant System, 84/06/28. 

KEPPLER, J. G. Region 3, Office of Director. COLLINS, J. J. Region 4, 
Office of Director. 2pp. 25429:361. 24X Fiche: 50-000, 84/06/28, 

B407060234. 


8407190070 Forwards IE Insp Rept 50-483/84-24 on 840514-18,25,30 Z 
0601— 14. No noncompliance noted. 

SPESSARD, R. L. Region 3, Office of Director. 84/06/28. SCHNELL, D. F. 

Union Electric Co. 2pp. 25687:259. 24X Fiche: 50-483, 84/06/28, 

8407190070. 


—8407190075 IE Insp Rept 50-483/84-24 on 840514-18,25,30 & 0601-14. No 
noncompliance noted. Major areas inspected : review of 
pertinent procedures, record s & interviews of licensee & 
contractor personnel. 

LOVE, R. S. , WILLIAMS, C. C, Region 3, Office of Director. 84/06/28. 
2app. 25687:261. 24X Fi c h e : 50-483, 84/06/28, 8407190070. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Z. Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche : 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407100470 Forwards IE Physical Protection Insp Rept 50-483/84-25 on 
840514-18 Sc 29-30. No noncompliance noted. 

HIND, J. A. Region 3, Office of Director. 84/07/06. SCHNELL, D. F. 
Union Electric Co. 2pp. 25464:143. 24X Fi c he: 50-483, 84/07/06, 
8407100470. 


— 8407100474 IE Physical Protection Insp Rept 50-483/84-25 on 
840514-18 Sc 0529— 0615. No noncompliance noted. Major areas 
inspected : securi ty p Ian. procedures Sc security organization. 
Details withheld (ref 10CFR73. 21). 

PIRTLE, G. L. , CREED, J.R. Region 3, Office of Director. 84/07/06. 
2pp. 25464:145. 24X Fiche: 50-483, 84/07/06, 8407100470. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407270015 Ack receipt of 840710 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/84-26. 

SPESSARD, R. L. Region 3, Office of Director. 84/07/23. SCHNELL, D. F. 

Union Electric Co. Ip. 25790:274. 24X Fiche: 50-483, 84/07/23, 

8407270015. 


— 8407270017 Responds to NRC 340608 Itr re violations noted in IE Insp 
Rept 50-483/84-26. Correct! ve ac t ions : d iese 1 generator 
control panels installed in accordance w/design drawings. 

SCHNELL, D. F, Union Electric Co. 84/07/10. SPESSARD, R. L. Region 
3, Office Of Director. 2pp. 25790:275. 24X Fiche: 50-483, 

84/07/23, 8407270015. 


0407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


R. Periodic operating reports Zt related correspondence 


8407270384 Monthly operating rept for June 1984. W/8407O9 Itr. 
HEINLEIN, D. E. . BRYANT, K. R. , MILTENBEROER, S. Union Electric Co. 
84/06/30. 5pp. 25794:001. 24X Fiche: 50-483, 84/06/30, 8407270384. 
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S. Reportable occurrences. LERs &: related correspondence 


S407230187 Amend to Final Deficiency Rept U-72 re silicone foam 
penetration seals. Actions meet intent of fire protection 
program Se do not diminish effectiveness of seals. 

SCHNELL/D. F. Union Electric Co. 84/07/02. KEPPLER. J. G. Region 3, 
Office of Director. Ip. 25710:008. 24X Fi c h e : 50-483, 84/07/02. 

8407230 187. 


8407100438 LER 84-001-00; on 840612. hour ly fire watch patrols for four 
rooms in control bldg missed. Caused by door locks being 
changed to coincide w/receipt of OL & new keys not issued 
promptl y. Appropriate keys issued. W/840706 Itr. 

DAVIS. J.E.. MILTENBERGER, S. Union Electric Co, 84/07/06. 3pp. 
25464:320. 24X Fiche: 50-483. 84/07/06, 84071 0043S. 


8407240505 LER 84-004-00: on 840617. ESF actuation signal initiated by 
radiation monitor, causing containment purge isolation 
signal & control room ventilation isolation signal. 

Investigation continuing. W/840716 Itr. 

NASLUIMD. C. D. . MILTENBERGER. S. Union Electric Co. 84/07/16. 4pp. 
25727:335. 24X Fiche: 50-483. 84/07/16, 8407240505. 


8407240510 LER 84-003-00: on 840615 8{ 0712, conta inment purge isolation & 
control room ventilation isolation signals actuated by 
spurious containment radiation alarm. W/840716 Itr. 

TAYLOR. M.E.. MILTENBERGER. S. Union Electric Co. 84/07/16. 3pp. 
25731:117. 24X Fiche; 50-483. 84/07/16, 8407240510. 


8407270005 LER 84-007-00; on 840618. unit vent wide-range gas monitor 
(WRGM) alarmed on low flow due to turned off sample pump. 

Caused by operator error. Sample pump started. reinitiali zing 
sample flow from unit vent WROM. W/a40718 Itr. 

DAVIS. J.E., MILTENBERGER. S. Union Electric Co. 84/07/18. 4pp. 
25793: 132. 24X Fiche: 50-483. 84/07/18, 8407270005. 


T. Hearing transcripts on non-antitrust matters 


8407120406 Transcript of 840705 affirmation S« discussion in 
Washington. DC re Callaway motion. Pp 1-7. 

* Commissioners. 84/07/05. 8pp. 25557:340. 24X 

Fiche: 50-483. 84/07/05, 8407120406. 


V, Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs holders of CPs re adeq.uacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISENHUT, D, O. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York. Inc. 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27. 8406270142. 


8407060223 Informs of certain practices in implementing provisions of 
NUREG-1021 j "Operator Licensing Examiner Stds" re 
administration of simulator exams. 

WALKER. R.D. Region 3. Office of Director. 84/07/02. SCHNELL. D. F. 
Union Electric Co. 2pp. 25422:153. 24X Fiche; 50-483, 84/07/02. 

8407060223. 


8407030097 Generic Ltr 84—17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training. 

(lualif ications & exams. Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York. Inc, 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. 8407030097. 


DOCKET 50-496 MONTAGUE NUCLEAR POWER STATION. UNIT 1 


Q. Inspection reports. IE Bulletins & correspondence 


8406250214 IE Info Notice 84—51. "Independent Verification. *' Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness 5t Engineering 
Response (Ppst 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160, 24X Fiche: 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84—52. "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. •' Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it. Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness Ss Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000 . 84/07 / 05, 8407030089. 


S40705()274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fi che; 50-000. 84/07/06, 8407050274 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X F i che : 50-000 , 84/07/ 1 0 . 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25. 8407230079. 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


0. Inspection reports, IE Bulletins 8< correspondence 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 04/06/26. 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees S« Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response, (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. U9pp. 25602:276. 24X Fiche: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07 /05. 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


DOCKET STN-5Q-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Application/construction stage documents Sc correspondence 


8205120474 Summary of 820330 site visit Sc 820331 8< 0401 meetings 
w/applicant re plant backfill. Agenda St list of documents 
reviewed end. 

GUPTA, D. Hydrologic 8< Geotechnical Engineering Branch. 82/05/05. 
LEAR, G. Hydrologic Sc Geotechnical Engineering Branch. 9pp. 

25753; 072. 24X Fiche: 50-498, 82/05/05. 8205120474. 
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8206030110 Forwards request for addl info needed to complete review of 
IE interagency task assistance assignment re liquefaction 
potential of loose backfill matl. Request should be 
transmitted to util. 

LEAR* G. Hydrologic S'. Geotechnical Engineering Branch. 82/05/27. 
MIRAGLIA.F, Licensing Branch 3. 5pp. 25753:081, 24X 

Fiche: 50-498. 82/05/27. 82060301 10, 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs 1-. holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability, 

Svc list end. 

EISENHUT. D. G. Division of Licensing, 84/07/02. Consolidated 
Edison Co. of New York. Inc. 36pp, 25601; 348. 24X 

Fiche: 50-000. 84/07/02. 8407020206. 


8407050064 Forwards characterization of FSAR changes since Dec 1981. per 
840612 commitment. Documents that have been or will be 
submitted for NRC review listed. 

GOLDBERG. J. H. Houston Lighting & Power Co. 84/07/02. NOVAK, T. M. 
Assistant Director for Licensing. 17pp, 25299:320, 24X 

Fiche: 50-498. 84/07/02. 8407050064. 


8407180057 Forwards draft technical evaluation repts. "Control of Heavy 
Loads at Nuclear Power Plants. South Texas Pro ject, Units 1 8< 

2. “ Phases 1 & 2. for review & comment. 

KNIGHTON. G. W, Licensing Branch 3. 84/07/02. GOLDBERG. U. H. Houston 

Lighting tn. Power Co. 3pp. 25667:296. 24X Fi che: 50-498. 84/07/02. 

8407180057, 


— 8406150095 "Control of Heavy Loads at Nuclear Power Plants. South Texas 
Project. Units 1 & 2 (Phase II). " 

SHABER.C.R. EG&G. Inc. FIN A-6457. 84/05/31. NRC - No 

Detailed Affiliation Given. 35pp. 25667:331. 24X 

Fiche: 50-498. 84/07/02. 8407180057. 


— 8406150262 "Control of Heavy Loads at Nuclear Power Plants, South Texas 
Pro ject. Units ■! & 2 (Phase I)." draft technical evaluation 
rep t. 

SHABER.C.R. EG&G. Inc. FIN A-6457. 84/05/31. NRC - No 

Detailed Affiliation Given. 32pp, 25667:299. 24X 

Fiche: 50-498, 84/07/02. 8407180057. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. I7pp. 25602:012 . 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware def ic ienc ies, mismanag ement S-. safety 
problems in nuclear industry . Enc 1 identifies inaccurate 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER. G. Office of Policy Evaluations. 84/06/28. REHM. T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000,84/07/10,8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware d ef ic i enc i es , mi smanag ement & safety 
prob 1 ems. 

BERNTHAL. F. M. Commissioners, 84/06/26. ZERBE. J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


G. Adjudicatory correspondence 


8005190994 Responds to 800422 memo requesting summary of policy on use 
of sworn statements 3k mechanisms by which NRC authorizes 
taking of sworn statements. 

SHAPAR. H. K. Office of the Executive Legal Director. 80/04/28. 
BRADFORD, P. A. Commissioners. 4pp, 25753:086. 24X 

Fiche: 50-498. 80/04/28, 8005190994. 


8407090119 Motion to be found in substantial compliance w/time & length 
requirements for 840625 brief on appeal of Partial Initial 
Decision LBP-84-13, Certificate of Svc end. 

SINKINi L. Citizens Concerned About Nuclear Power, Inc. DSB 068. 
84/06/23. Atomic Safety and Licensing Appeal Panel. 4pp. 
25443:287, 24X Fiche: 50-498. 84/06/23, 84070901 19. 


8407090124 Brief on appeal from partial initial decision re util 
character ?< competence. Cert i ficate of Svc end. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 067. 
84/06/24. Atomic Safety and Licensing Appeal Panel, 134pp. 
25451:225. 24X Fiche: 50-498. 84/06/24. 8407090124. 


8407090115 Notice of appearance in proceeding. Certificate of Svc end. 
JORDAN. C. . HALL. M. , BURNS, M. Citizens Concerned About Nuclear Power. 
Inc. DSB 066. 84/06/25. 2pp. • 25442. 147, 24X 

Fiche: 50-498, 84/06/25. 8407090115. 


8407030299 Response opposing Citizens Concerned About Nuclear Power 
840606 motion for reconsiderat ion of ASLB 840522 order re 
d iscovery. Notice of appearance for LS Dewey 8« Certificate 
of Svc end. 

DEWEY, L.S., REIS. E. J. Hearing Branch 3. DSB 002. 84/06/26. 

Atomic Safety and Licensing Board Panel. 10pp. 25271:119, 24X 

Fiche: 50-498, 84/06/26, 8407030299. 


8407030325 Forwards 830826 answers to State of TX interrogatories. 
Applicant did not refuse to provide factual inf o. Certif icate 
of Svc end. Related correspondence. 

GUTTERMAN, A. H. Newman Zt Holt linger. OUTTERMAN, A. H. Houston 
Lighting & Power Co. DSB 972. 84/06/29. BECHHOEFER , C . , LAMB.J. C., 

HILL.E. E. Atomic Safety and Liceizsing Board Panel. lOpp- 
25272:043. 24X Fic h e : 50-498, 84/06/29, 8407030325, 


8407120077 Brief on appeal from partial initial decision re util 
character St competence. Certif icate of Svc end. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 192, 
84/07/08. Atomic Safety and Licensing Board Panel. 101pp. 
25551:060. 24X Fiche: 50-498, 84/07/08. 8407120077. 


8407120134 Memorandum Sc order denying motion for reconsid eration of 
840522 memorandum Sc order re addl d iscovery . Order clarified 
3k prehearing conference scheduled for 84101 5-17. Served on 
840711. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. DSB 204. 
84/07/10. Citizens Concerned About Nuclear Power. Inc. 10pp. 
25550:282. 24X Fiche: 50-498, 84/07/10, 8407120134. 


0. Inspection reports, IE Bulletins Sc correspondence 


8407120470 Forwards IE Insp Repts 50-498/84-04 St 50-499/84-04 on 
840301-0430 Sc notice of violation. 

JOHNSON, E. H. Region 4, Office of Director. 84/06/14. OPREA. G. W. 
Houston Lighting St Power Co. 2pp. 25555:090. 24X 

Fiche; 50-498, 84/06/14, 8407120470. 


— 8407120473 Notice of violation from insp on 840301-0430. 

■* Region 4, Office of Director. 84/06/14. Ip. 255S5: 092. 24X 

Fiche: 50-498. 84/06/14, 8407120470: 


— 8407120475 IE Insp Repts 50-498/84-04 Sc 50-499/84-04 on 840301-0430. 
Noncompliance no ted : f a i 1 ur e to maintain procedures for weld 
filler matl control. 

TOMLINSON, D. P. , CARPENTER, D. R. < JAUDQN. J. Region 4. Office of 
Director. 84/06/01. 5pp. 25555:093. 24X Fiche: 50-498, 84/06/14. 

8407120470. 


8407120460 Forwards IE Insp Repts 50-498/84-09 3k 50-499/84-09 on 
840521-25. No violations or deviations, 

JOHNSON, E. H. Region 4, Office of Director. 84/06/21. OPREA, G. W. 
Houston Lighting Sc Power Co. 2pp. 25555:080. 24X 

Fiche: 50-498. 84/06/21, 8407120460. 


— 8407120467 IE Insp Repts 50-498/84-09 & 50-499/84-09 on 840521-25, No 
violations or deviations noted. Major areas inspected : environ 
pro tec t ion, rad io logical St meteorological monitoring, 
proc ed ur es, r ec or d s , r ep t s. or gan i za t ion S< mgt controls. 

HOLLEY, W.L., MURRAY, B. , JAUDON, J. P. Region 4, Office of Director. 
84/06/20. 7pp. 25555:082. 24X Fiche: 50-498, 84/06/21, 8407120460. 


8407310028 Forwards SALP Repts 50-498/83-26 Sc 50-499/83-26 on 840125-26 
for Dec 1982 - Nov 1983. Overall performance sa t i s f ac t or ij . 

COLLINS, J. T. Region 4, Office of Director, 84/06/22. OPREA, 0. W. 
Houston Lighting ?< Power Co, 3pp. 25839: 159. 24X 

Fiche: 50-498, 84/06/22, 8407310028. 


— 8407310036 Forwards SALP Repts 50-498/83-26 Sc 50-499/83-26 on 840125-26 
for Dec 1982 - Nov 1983. Comments will be incorporated in 
final version of rept. 

JOHNSON. E. H. Region 4. Office of Director. 84/04/20. OPREA, G. W. 
Houston Lighting S< Power Co. 2pp. 25S39; 162, 24X 

Fiche: 50-498. 84/06/22. 8407310028. 


— 8407310043 SALP Repts 50-498/83-26 Sc 50-499/83-26 on 840125-26 for 
Dec 1982 - Nov 1983. Wea knesses noted in areas of soils S 
foundations, corrective action 3k reporting S. matl control. 

JAUDON. J.P., JOHNSON. E. H. Region 4, Office of Director. 84/04/20. 
20pp. 25839:164, 24X Fi c h e: 50-498. 84/06/22, 8407310028. 


— 8407310051 Forwards comments on weaknesses noted in SALP Repts 
50-498/83-26 St 50-499/83-26 for Dec 1982 - Nov 1983, as 
discussed at 840510 public meeting. 

OPREA. 0. W. Houston Lighting & Power Co. 84/06/08. COLLINS. J.T, 
Region 4, Office of Director. 5pp. 25839: 184. 24X 

Fiche: 50-498. 84/06/22, 8407310028. 
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8406250214 IE Info Notice 84-51.. "Independent Verification. '* Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of Neiu 

York. Inc. 154pp. 25535:160. 24X F i c he : 50-000. 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X F i c he ; 50-000. 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Z". Engineering 
Response (Post 830103), 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fi c he ; 50-000. 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. £. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fi che : 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche; 50-000, 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 8407060251. 


8407170400 Forwards vendor insp repts requests evaluation of 
significance of findings re quality 8 ( acceptab il ity of 
product or svc provided by vendor s. End orsement pages end. 

W/o vendor insp repts. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/12. OPREA. G. W. 
Houston Lighting & Power Co. 3pp. 25613:042. 24X 

Fiche: 50-498, 84/07/12, 8407170400. 


8407300373 Ac k receipt of 840702 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/84-07 & 
50-499/84-07. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/20. OPREA, G. W. 
Houston Lighting Za Power Co. Ip. 25814:348. 24X 

Fiche: 50-498, 84/07/20, 8407300373. 


— 8407300381 Responds to NRC 840530 Itr re violations noted in IE Insp 
Repts 50-498/84-07 & 50-499/84-07. Correc tive actions: amend 
recording errors correc ted , rec or ds reviewed distribution 
matrices reviewed against station files, 

OPREA, G.W. Houston Lighting 8 < Power Co. 84/07/02. COLLINS, J. T. 
Region 4, Office of Director. 9pp. 25814:349. 24X 

Fiche: 50-498, 84/07/20, 8407300373. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs & related correspondence 


8407230195 Final Deficiency Rept DER 34-003 re ESF load sequencer logic 
design. Initially reported on 840224, Design will be revised 
to inhibit closure of feeder breaker & to eliminate restrip 
of first load. 

OPREAiG, W, Houston Lighting & Power Co. 84/06/25. COLLINS, J. T. 
Region 4, Office of Director. 4pp. 25709:354. 24X 

Fiche; 50-498,84/06/25, 8407230195. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re adequacy of on-shifc 
operating experience for near-term OL app licants, Svc list 
end. 

EISENHUT, D. Q. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc, 23pp. 25535:018. 24X 

Fiche: 50-000. 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 i c en se es , ap p 1 icants 
for OLs, NSSS vendors, reac tor vendors St AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications St exams. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 

Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche; 50-000, 84/07/03, 8407030097. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A, Application/construction stage documents Zy. correspondence 


8205120474 Summary of 820330 site visit & 820331 Zt 0401 meetings 
w/applicant re plant bac k fi 1 1 . Agenda & list of documents 
reviewed encl. 

GUPTA, D. Hydrologic & Geotechnical Engineering Branch. 82/05/05. 
LEAR.G, Hydrologic & Geo t pc * 1 - : rn 1 Fncfreer-irg Branch, 9pp. 

25753; 072. 24X Fiche; 50-4 '^T-l . 32/ Z-'J / C fii.LO*; : L’C>4 . 


8206030110 Forwards request for addl info needed to complete review of 
IE interagency task assistance assignment re liquefaction 
potential of loose backfill matl. Request should be 
transmitted to util. 

LEAR.G. Hyd>rologic & Geotechnical En^ i -.ee- i n" Planch. 82/05/27. 
MIRAGLIA, F. Licensing Branch 3. Spp ' CSl 24X 

Fiche; 50-498. 82/05/27, 8206030110. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206. 


8407050064 Forwards characterization of FSAR changes since Dec 1981, per 
840612 commitment. Documents that have been or will be 
submitted for NRC review listed. 

GOLDBERG, J. H. Houston Lighting & Power Co. 84/07/02. NOVAK, T. M. 
Assistant Director for Licensing. 17pp. 25299:320. 24X 

Fiche: 50-498, 84/07/02, 8407050064, 


8407180057 Forwards draft technical evaluation repts, "Control of Heavy 
Loads at Nuclear Power Plants,South Texas Pr o jec t , Uni t s 1 85 
2, " Phases 1 & 2, for review St comment. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02. GOLDBERG, J. H. Houston 

Lighting & Power Co. 3pp. 25667:296. 24X Fiche; 50-498, 84/07/02, 

8407180057. 


— 8406150095 "Control of Heavy Loads at Nuclear Power Plants, South Tazas 
Project, Units 1 & 2 (Phase ID." 

SHABER,C. R. EGScG, Inc. FIN A-6457, 84/05/31, NRC - No 

Detailed Affiliation Given. 35pp, 25667:331. , 24X 

Fiche; 50-498, 84/07/02, 8407180057. 


■ — 8406150262 "Control of Heavy Loads at Nuclear Power Plants.South Texas 
Project, Uni ts 1 8 < 2 (Phase I)," draft technical evaluation 
rept. 

SHABER,C.R. EG&G, Inc. FIN A-6457. 84/05/31. NRC - No 

Detailed Affiliation Given. 32pp. 25667:299. 24X 

Fiche; 50-498, 84/07/02. 8407180057. 


8407060097 Generic Ltr 84-18 to all nonppwer reactor licensees re 
filing of applications for licenses Zi amends. Svc list encl. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Con so 1 i dated 

Edison Co. of New York. Inc. 17pp. 25602:012. 24X 

Fiche; 50-000. 84/07/06, 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware def i c ienc i es, mi smanag ement & safety 
problems in nuclear industry. End identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE, J. Office of 
Policy Evaluations. 8 pp. 25779:205. 24X Fi c he : 50-000, 84/07/ 10, 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enquirer . NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G., Office of Policy Evaluations. 84/06/28. REHM, T. 
Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche: 50-000,84/07/10, 8407250094. 


“8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def ic iencies, mismanagement & safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J. Office of 
Policy Evaluations. 8 pp. 25779:214. 24X Fiche: 50-000, 84/07/10, 

8407250094. 
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0. Adjudicatory correspondence 


8005190994 Responds to 800422 memo req.uesting summary of policy on use 
of sujorn statements & mechanisms by u/hich NRG authorizes 
taking of sworn statements. 

SHAPAR.H. K. Office of the Executive Legal Director. 80/04/28. 
BRADFORD. P. A. Commissioners. 4pp. 25753:086, 24X 

Fiche: 50-498, 80/04/28, 8005190994, 


8407090119 Motion to be found in substantial compliance w/time & length 
requirements for 840625 brief on appeal of Partial Initial 
Decision LBP-84-13. Certificate of Svc end. 

SINKIN.L. Citizens Concerned About Nuclear Power, Inc. DSB 068. 
04/06/23, Atomic Safety and Licensing Appeal Panel. 4pp. 
25443:287, 24X Fiche: 50-498, 84/06/23, 84070901 19. 


8407090124 Brief on appeal from partial initial decision re util 
character St competence. Certificate of Svc end. 

SINKIN,L. Citizens Concerned About Nuclear Power. Inc. DSB 067. 
84/06/24. Atomic Safety and Licensing Appeal Panel. 134pp. 
25451:225. 24X Fich e: 50-498, 84/06/24, 8407090124. 


8407090115 Notice of appearance in proceeding. Cert if icate of Svc end. 
JORDAN, C., HALL, M. , BURNS, M. Citizens Concerned About Nuclear Power, 
Inc. DSB 066. 84/06/25. 2pp. 25442: 147. 24X 

Fiche: 50-498,84/06/25, 8407090115. 


8407030299 Response opposing Citizens Concerned About Nuclear Power 
840606 motion for reconsideration of ASLB 840522 order re 
d iscQvery. Notice of appearance for LS Dewey & Certificate 
of Svc end, 

DEWEY, L. S. , REIS, E. J. Hearing Branch 3. DSB 002. 84/06/26. 

Atomic Safety and Licensing Board Panel. 10pp. 25271:119. .24X 

Fiche: 50-498, 84/06/26, 8407030299. 


8407030325 Forwards 830826 answers to State of TX interrogatories. 
Applicant did not refuse to provide factual inf o. Certif icate 
of Svc end. Related correspondence. 

GUTTERMAN, A. H, Newman «< Holtzinger. GUTTERMAN, A. H. Houston 
Lighting «« Power Co. DSB 972. 84/06/29. BECHHOEFER. C. , LAMB.J. C., 

HILL, E. E. Atomic Safety and Licensing Board Panel. 10pp. 

25272:043. 24X Fiche: 50-498, 84/06/29, 8407030325. 


8407120077 Brief on appeal from partial initial decision re util 
character competence. Certif icate of Svc end. 

SINKIN, L. Citizens Concerned About Nuclear Power, Inc. DSB 192. 
84/07/08. Atomic Safety and Licensing Board Panel, 101pp. 
25551:060. 24X Fiche: 50-498, 84/07/08, 8407120077. 


8407120134 Memorandum & order denying motion for reconsideration of 
840522 memorandum & order re addl discovery. Order clarified 
& prehearing conference scheduled for 841015-17. Served on 
840711. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. DSB 204. 
84/07/10. Citizens Concerned About Nuclear Power, Inc. 10pp. 
25550:282. 24X Fiche: 50-498, 84/07/10, 8407120134. 


Q. Inspection reports, IE Bulletins & correspondence 


8407120470 Forwards IE Insp Repts 50-498/84-04 50-499/84-04 on 

840301-0430 notice of violation. 

JOHNSON, E.H. Region 4, Office of Director. 84/06/14. OPREA, G. W. 
Houston Lighting 8< Power Co. 2pp. 25555:090. 24X 

Fiche: 50-498, 84/06/14. 8407120470. 


— 8407120473 Notice of violation from insp on 840301-0430. 

* Region 4, Office of Director. 84/06/14. Ip. 25555:092. 24X 

Fiche: 50-498, 84/06/14, 8407120470. 


—8407120475 IE Insp Repts 50-498/84-04 & 50-499/84-04 on 840301-0430. 
Noncompliance noted ; fai lure to maintain procedures for weld 
filler matl control. 

TOMLINSON, D. P. , CARPENTER, D. R. , JAUDON, J. Region 4, Office of 
Director. 84/06/01. 5pp. 25555:093. 24X Fiche: 50-498, 84/06/14, 

8407120470. 


8407120460 Forwards IE Insp Repts 50-498/84-09 50-499/84-09 on 

840521-25. No violations or deviations. 

JOHNSON, E.H. Region 4, Office of Director. 84/06/21. OPREA, O. W. 
Houston Lighting & Power Co. 2pp. 25555:080. 24X 

Fiche; 50-498, 84/06/21, 8407120460, 


—8407120467 IE Insp Repts 50-498/84-09 & 50-499/84-09 on 840521-25. No 
violations or deviations noted. Major areas inspected: environ 
protection, radiolog ical & meteorological monitoring, 
procedures, records, repts, organization << mgt controls. 

HOLLEY, W. L. , MURRAY, B. , JAUDON, J. P. Region 4, Office of Director. 
84/06/20. 7pp. 25555:082. 24X Fiche: 50-498, 84/06/21, B407120460. 


8407310028 Forwards SALP Repts 50-498/83-26 50-499/83-26 on 840125-26 

for Dec 1982 - Nov 1983. Overall performance satisfactory. 

COLLINS, J.T. Region 4, Office of Director, 84/06/22. OPREA, G. W. 
Houston Lighting & Power Co. 3pp. 25839: 159. 24X 

Fiche: 50-498, 84/06/22, 8407310028. 


—8407310036 Forwards SALP Repts 50-498/83-26 !S< 50-499/83-26 on 840125-26 
for Dec 1982 - Nov 1983, Comments will be incorporated in 
final version of rept. 

JOHNSON, E.H. Region 4, Office of Director. 84/04/20. OPREA, G. W. 
Houston Lighting & Power Co. 2pp. 25839: 162. 24X 

Fiche: 50-498, 84/06/22, 8407310028. 


— 8407310043 SALP Repts 50-498/83-26 S, 50-499/83-26 on 840125-26 for 
Dec 1982 - Nov 1983. Weaknesses noted in areas of soils & 
foundations, corrective action t< reporting & matl control. 

JAUDON, J.P., JOHNSON, E. H. Region 4, Office of Director. 84/04/20. 
20pp. 25839:164. 24X Fiche: 50-498, 84/06/22, 8407310028. 


— 8407310051 Forwards comments on weaknesses noted in SALP Repts 
50-498/83-26 & 50-499/83-26 for Dec 1982 - Nov 1983, as 
discussed at 840510 public meeting. 

OPREA, G. W. Houston Lighting Power Co. 84/06/08. COLLINS, J. T. 

Region 4, Office of Director. 5pp. 25839: 184, 24X 

Fiche: 50-498, 84/06/22,8407310028. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness U Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000, 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ^ Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fic he : 50-000, 84/06/29, 840628031 1 . 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche : 50-000, 84/07/05, 8407030085, 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. I22pp. 25602:032. 24X Fi che : 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co, of New 

York, Inc. 236pp. 25865:286. 24X Fi che : 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103). 84/07/10, Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fi che : 50-000, 84/07/ 10, 8407060251 . 


8407170400 Forwards vendor insp repts S( requests evaluation of 
significance of findings re quality & acc ep tab i 1 ity of 
product or svc provided by vendors. Endorsement pages encl. 

W/o vendor insp repts. 

JOHNSON, E. H. Region 4, Office of Director. 84/07/12. OPREA, G. W. 
Houston Lighting 8< Power Co, 3pp. 25613:042. 24X 

Fiche: 50-498, 84/07/12, 8407170400. 


8407300373 Ack receipt of 840702 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-498/84-07 & 
50-499/84-07. 

JOHNSON, E.H. Region 4, Office of Director. 84/07/20. OPREA, G, W. 
Houston Lighting & Power Co. Ip. 25814:348, 24X 

Fiche: 50-498, 84/07/20, 8407300373. 


— 8407300381 Responds to NRC 840530 Itr re violations noted in IE Insp 
Repts 50-498/84-07 (k 50-499/84-07. Correc t i ve actions: amend 
recording errors correc ted, records reviewed 8< distribution 
matrices reviewed against station files. 

OPREA, O.W. Houston Lighting & Power Co. 84/07/02. COLLINS, J. T, 
Region 4, Office of Director. 9pp. 25814:349. 24X 

Fiche: 50-498, 84/07/20, 8407300373. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. I08pp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079, 



392 


DOCKETED ITEMS 


S Repsrtafcie occurrences, LERs & related correspondence 


3407230195 Final Deficiency Rept D£R 84-003 re ESF load seq[uencer logic 
design Initially reported on 840224. Des ign will be revised 
to inhibit closure of feeder breaker & to eliminate restrip 

of first load. 

OPREA. e, M, Houston Lighting Power Co. 84/08/25. COLLINS. J.T. 

Region 4, Office of Director. 4pp 25709:354. 24X 

Fsche. 50-498.84/06/25. 8407230195, 


V. Operator Eiafflinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs St holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 

end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Cons ol idated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000,84/06/27. 8406270142. 


8407030097 Generic Ltr 84—17 to all power reactor licensees, applicants 
for OLs.NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qioalif ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing, 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000. 84/07/03. B407030097, 


Q. Inspection reports, IE Bulletins corresp ond enc e 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of Neu 

York, Inc. 154pp. 25535:160. 24X Fi c he : 50-000. 84/06/26. 04 06250214, 


8407230135 Responds to IE Bulletin 83—06 re nonconforming ma 1 1 a 
supplied by Tube-Line Cor p . Tub e-Li ne products used in 
fabrication of emergency diesel generator channel nozzle 
flanges. Matl evaluation in progress. 

KOHLER, A. D. Washington Public Power Supply System. 84/06/28. 
MARTIN, J. B. Region 5. Office of Director, 3pp. 25705:052. 24X 

Fiche: 50-508, 84/06/28. 8407230135. 


8406280311 IE Info Notice 84-52. "Inadeq,uate Matl Procurement Controls 
on Part of Licensees 8,. Vendors." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness «< Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi c he ; 50-000. 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc. 119pp. 25602:276. 24X Fi c he ; 50-000. 84/07/05. 8407030085 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, WIT 3 


A. Applicatxon/construction stage documents ?{ correspondence 


8407130169 Forwards response to open items identified in NRC structural 
design audit rept. Formal presentation of responses & 
detailed discussion of Audit Finding 1 to take place at 
840710 meeting. 

SORENSEN. G. C, Washington Public Power Supply System. "84/06/27. 
KNIGHTON, C. Licensing Branch 3. 16pp. 25560:248. 24X 

Fiche: 50-508, 84/06/27, 8407130169. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation it Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05. 04O7O3OOS9 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274 


—8407130171 “Seismic Dynamic Analysis Comparison of Finite Boundaries 
Approach & Half— Space Approach. " 

* Washington Public Power Supply System. 84/06/30. 478pp 

2556C 264 24X Fiche: 50-50B, 84/06/27. 8407130169. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
•applicants for OLs & holdars of CPs re proposed staff 
actions to improve & maintain diesel generator reliabilitu 
Svc list end. 


EISENHUT, D. G. Division of Licensing. 84/07/02. 
Edison Co. of New York, Inc. 36pp. 25601:348. 

Fiche; 50-000, 84/07/02. 8407020206. 


Consolidated 

24X 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
applications for licenses it amends. Svc list end 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. i7pp. 25602-012 24X 

Fiche: 50-000, 84/07/06. 8407060097. 


8407300360 Summary of 840710 meeting w/util in Bethesda.MD re plant 
Situation it status, structural review summary & licensing 
documents tracking sys history responses to Structural 
Engineering Branch questions. 

SINGH. B.K. Licensing Branch 3. 84/07/19. Licensino Branch T 

3pp. 25816:108. 24X Fiche: 50-508. 84/07/19, 8407300360. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus." Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10. 0407060251, 

S407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Svc list encl. 

JORDAN, E.L Divi.ion of Emers.ncy Pr.p,i-,<n,«s S< Enjineerlna 
Response (Post B30103). 84/07/25. ConsoUOateO Edison Co of Net, 

York. Inc. 108pp. 26057:245. 24X Fi c he : 50-000, 84/07/25. 8407230079 


occurrences, LERs «t related correspondence 


8407020391 Interim Deficiency Rept D/N 52 re LPSI pump failures. 
Initially reported on 840523. Correc tiv# action will be 

S^oJ^eS bS°85063S.''"'”" P^nal rept will be 

J- f.- Washington Public Power Supply System. 84/06/22. 
p;!«rLr m Resident. Reactor Project «< Engineering 

g ams. 2pp. 25214:356. 24X Fi c h e : 50-508. 84/06/22. 0407020391 . 


awio «..tinj t,/„tii m B4th.,d4,raj 
T position concerning deconvolution. 

Licensing Branch 3. 84/06/15. KNIGHTON, G. W. Licens 

Branch 3. 23pp. 25816:112. a4X Fiche: 50-508, 84/07/19, 84073?^^ 


K.^ ^Ut ilit y Fin al Safety Analysis Report (FSAR) & amends 


«. cor.:,,, 


SWENSEN, G,C. 
KNIGHTON, C. W. 


Washington Public Power Supply Systi 
Licensing Branch 3. 7pp. 25597- 02^ 
-06/20,8407160120. U2< 


84/06/20. 

24X 


V. Operator Examinations 


applicants for OLs 8. holders of CP; ri aSIiuacy of on-shilr 
operating experience for near-term OL app 1 i cants. Svc list 

Kison^Co^ of Licensing. 84/06/27. Consolidated 

tdison Co. of New York, Inc. 23dd ma oav 

Fiche: 50-000. 84/06/27. 84062701^ ^ ^ 


for OLs.wqejc! - -- -s, 1 1 c ense es . ap p i i ca 

t^discL*! rj vendors & AEs re annual meeting 

qualification«*2*e*^I'*'*^2^"'*"?* concerning operator training. 
quaiiTications it exams, Svc list encl. 

Edison^Co^’ of Licensing. 84/07/03. Consolidated 

toison Co. of New York. Inc. 16 dd. 25A01 oav 

Fiche; 50-000. 84/07/03. 8407030097. 
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DOCKET STN-50-509 WPPSS NUCLEAR PROJECT, UNIT 5 


Q. Inspection reports, IE Bulletins & correspondence 


8407230135 Responds to IE Bulletin 83-06 re nonconforming matls 
supplied by Tube-Line Corp. Tube-Line products used in 
fabrication of emergency diesel generator channel nozzle 
flanges. Matl evaluation in progress. 

KOHLERi A. D. Uashington Public Power Supply System. 84/06/28. 
MARTIN, J.B. Region 5. Office of Director. 3pp. 25705:052. 24X 

Fiche: 50-508, 84/06/28, 8407230135. 


DOCKET 50-513 WPPSS NUCLEAR PROJECT, UNIT 4 


A. Application/construction stage documents correspon<i;ence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29,83-52, 

83-57 «< 83-72 Zi Board Notifications 83-128 83-128A. 

Forwards Apps C ?< D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon 8< Weiss. 7pp. 25584:078. 24X Fich e: 50-000, 84/04/ 13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries & Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


S. Reportable occurrences, LERs & related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel g enerator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


DOCKET 50-514 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents Zt. correspondence 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29.83-52, 

83-57 «< 83-72 & Board Notifications 83-128 & 83-128A. 

Forwards Apps C & D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon & Weiss. 7pp. 25584:078. 24X Fiche: 50-000. 84/04/ 13, 

8407130037. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries Target Rock failed to close. 

DIIANNI.D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


DOCKET STN-50-S18 HARTSVILLE NUCLEAR PLANT, UNIT 1 


Q. Inspection reports, IE Bulletins 8« correspondence 


8407120453 Forwards response to unresolved items in IE Insp Repts 
50-518/84-01 & 50-520/84-01. Corrective actions: util prepared 
preventive maint document establishing guidance for 
protect i on, preservation Zt periodic insp of matls. 

KILLS, L.M. Tennessee Valley Authority. 84/05/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25558:337. 24X 

Fiche: 50-518, 04/05/22, 8407120453. 


8407180264 Ack receipt of 840522 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-518/84-01 & 
50-520/04-01. Implementation of maint & insp of structure 
during const program will be reviewed during future insps. 

VERRELLI, D. M. Region 2, Office of Director, 84/06/13. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 25666:274. 24X 

Fiche: 50-318,84/06/13, 0407180264. 


— 8407180267 Responds to NRC 840620 Itr re violations noted in IE Insp 
Repts 50-518/84-01 & 50-520/84-01 . Correc t ive actions: matl & 
equipment will be maintained per requirement documents & 
permanent structures will be thoroughly inspected annually. 

MILLS. L. M. Tennessee Valley Authority. 84/05/22. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 25666:275. 24X 

Fiche: 50-518, 84/06/13, 8407180264. 


S. Reportable occurrences, LERs & related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


DOCKET STN-50-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences, LERs St related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc, 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator . Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000. 84/07/13, 8407200101. 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 


Q. Inspection reports, IE Bulletins Jk correspondence 


8407120453 Forwards response to unresolved items in IE Insp Repts 
50-518/84-01 Zi 30-520/84-01. Corrective actions: util prepared 
preventive maint document establishing guidance for 
protect ion, preservation periodic insp of matls. 

MILLS, L.M. Tennessee Valley Authority, 84/05/22. D 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 25558:337. 24X 

Fiche: 50-518, 84/05/22, 8407120453. 


8407180264 Ack receipt of 840522 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-518/84-01 & 
50-520/84-01, Implementation of maint & insp of structure 
during const program will be reviewed during future insps. 

VERRELLI. D. M. Region 2, Office of Director, 84/06/13. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 25666:274. 24X 

Fiche: 50-518, 84/06/13, 8407180264. 


— 8407180267 Responds to NRC 840620 itr re violations noted in IE Insp 
Repts 50-510/84-01 50-520/84-01. Corrective actions: mat! «< 

equipment will be maintained per requirement documents 
permanent structures will be thoroughly inspected annually. 

MILLS, L. M. Tennessee Valley Authority, 84/05/22. 0 'REILLY, J. P. 

Region 2. Office of Director. 3pp. 25666:275. 24X 

Fiche: 30-518, 84/06/13, 8407180264. 


S. Reportable occurrences, LERs 8c related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfect ion. No corrective action required. 

Evaluation completed on 840713. 

BDYER.R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 23692:303. 24X 

Fiche: 50-000. 84/07/13. 8407200101. 
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DOCKET STN-50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S. Reportable occurrences, LERs & related correspondence 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Evaluation completed on 840713, No 
corrective action req,uired. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000. 84/07/13, 8407170143. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E, Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000. 84/07/13. 8407200101. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve & maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpou/er reactor licensees re 
filing of applications for licenses amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000. 84/07/06, 8407060097. 


Q. Inspection reports, IE Bulletins is correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification. *' Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York. Inc. 154pp. 25535:160. 24X Fi che; 50-000, 84/06/26, 8406250214. 


8406290311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/29, Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 & Other 
Anaerobic Adhesivt/Sealants. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 4s Engineering 
Response (Post 030103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000. 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. “ Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list end. 

JORDAN. £. L. Division of Emergency Preparedness Se Engineering 
Response (Pott 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fic he; 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness P. Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25. 8407230079. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUT. D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs, NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of Nei York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03. 8407030097. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. App lication/construction stage documents ?< correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end, 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche; 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses ii amends, Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York. Inc. 17pp, 25602:012. 24X 

Fiche; 50-000. 84/07/06. 8407060097. 


Q. Inspection reports, IE Bulletins 8< correspondence 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26. 8406250214. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees tt Vendors. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sf Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29. 8406280311. 


8407030085 IE Info Notice 84-53. "Info re Use of Loctite 242 Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York. Inc. Il9pp. 25602:276. 24X Fiche : 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minote Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp, 25865:166. 24X Fiche: 50-000. 84/07/10. 8407060251. 


8407230079 IE Info Notice 84-58. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 
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V. Operator Examinations 


9406270142 Generic Ltr 84-16 to all licensees of operating reactors# 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Svc list 
end. 

EISENHUTi D. 0. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche; 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs,NSSS vendors, reac tor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications St exams. Svc list end. 

EISENHUTi D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents & correspondence 


8407310370 Forwards Rev I to Procedure QADP l.O, "Organization 8< 
Responsibilities," re QA/QC dept reor gani zati on effective 
840507 to consolidate functions ?( improve consistency. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/05/07. MARTIN, J. B. 
Region 5, Office of Director. Ip. 25829:306. 24X 

Fiche: 50-528, 84/05/07, 8407310370. 


-8407310377 Rev 1 to Procedure QADP 1.0, "Organization & 
Responsibilities. " 

* Arizona Public Service Co. 84/05/05. 12pp. 25829:307. 24X 

Fiche; 50-528, 84/05/07, 8407310370. 


8407050411 Informs Commission of potentially significant issues for 
upcoming QL licensing cases. Viewgraph s end. 

DIRCKS, N. J. Office of the Executive Director for Operations. 
SECY-84-163A. 84/06/11. 21pp. 25418:295. 24X 

Fiche: 50-000, 84/06/11, 8407050411. 


8407180086 Notification of 840705 & 06 meetings w/util at site in 
Phoeni X, AZ, respectively, for early readiness review. 

LICITRA.E. A. Licensing Branch 3. 84/06/26. KNIGHTON, G. W. 

Licensing Branch 3. 3pp. 25665:317. 24X Fiche: 50-528. 84/06/26, 

8407180086. 


8407200003 Requests addl info re matls review of mods made to correct 
problems encountered w/control element assembly shroud 
during hot functional testing . Planned schedule for response 
requested within 2 wks of ltr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/27. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25708:143. 24X 

Fiche: 50-528, 84/06/27, 8407200003. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve it maintain diesel generator reliability, 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp, 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060123 Forwards response to NRC 840418 request for addl info re 
organizational structure & qualif ication requirements for 
personnel, per NRC review of Amend 12 to FSAR. W/30 oversize 
figures. Aperture cards available in PDR. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/02, KNIGHTON, G. 
Licensing Branch 3, 250pp. 25430:077. 24X Fiche: 50-528, 84/07/02, 

8407060123. 


8407230204 Forwards request for addl info re surveillance requirements 
for ESF actuation sys. Planned date for response requested 
within 2 wks of ltr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02. VAN BRUNT, E. E. 

Arizona Public Service Co. 6pp. 25727:131. 24X 

Fiche: 50-528, 84/07/02, 8407230204. 


8407100240 Forwards response to NRC 840420 request for addl info re 
initial test program. Revi sed sections of FSAR Chapter 14 
included in response. Prop qsed revs will be incorporated in 
upcoming FSAR amend. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/03. KNIGHTON, G. 
Licensing Branch 3. 63pp. 25464:035. 24X Fiche: 50-528, 84/07/03, 

0407100240. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses it amends. Svc list end. 
EISENHUT, D, G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407100469 Forwards justification for changes to FSAR Sections 8. 3 & 
8A in Amend 12, per NRC 840323 request. Chang es cover maint 
activity of adding water to battery & overvoltage conditions 
on Class IE busses during periods of light loading, 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/06. KNIGHTON, G. 
Licensing Branch 3. 7pp. 25464:136. 24X Fiche: 50 - 528 , 84/07/06, 

8407100469. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc ies, mismanagement St safety 
problems in nuclear ind us try . Enc 1 identifies inaccurate 8< 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. S4/07/10. ZERBE, J. Office of 
Policy Evaluations. Spp. 25779:205. 24X Fi c h e : 50-000, 84/07/ 10, 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enqu ir er . NRR/ IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche; 50-000, 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware defic iencies, mismanagement & safety 
prob 1 ems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, U. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000, 84/07/10, 

8407250094. 


8407180193 Clarifies preliminary RCS demonstration test description. 
Condition for 200 h steady-state run test changed to 565 F 
to incorporate other plant testing during same period. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/12. KNIGHTON, G, 
Licensing Branch 3. 2pp. 25636:256 . 24X Fiche: 50-528, 94/07/12, 

8407180193. 


8407180223 Notifies that util will add statement to station 
manual Procedure 72AC-0ZZ03 requiring implementation of all 
core protection calculator software changes by C-E return 
of ack sheet, in response to 840302 meeting. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/12. KNIGHTON, 0. 
Licensing Branch 3. 2pp. 25636:290. 24X Fiche; 50-528, 84/07/12, 

8407180223. 


8407300305 Forwards response to 840608 request for addl info re C-E 
design review it acceptance criteria for reactor vessel lower 
support shim clearance. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/13. BISHOP, T. W. 
Division of Resident, Reactor Project JU Engineering Programs. 7pp. 
25801:227. 24X Fiche: 50-528, 84/07/13, 8407300305. 


— 8407300306 Forwards response to concerns expressed in IE Insp Rept 
50-528/84-10 re corrosion of buried piping. Plan to evaluate 
installed components 8< cathodic protection design review 
developed. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/13. BISHOP, T.W. 
Division of Resident, Reac tor Project it Engineering Programs. Spp. 
25801:234. 24X Fi ch e ; 50-528, 84/07/13, 8407300305. 


F. Security, medical, emergency St fire protection plans 


8407060358^Reques ts justification & pro^posed compensating measures for 
deviations re min staffing goals for emergency planning, per 
NUREG-0654 it Suppl 1 to NUREG-0737. Ut i 1 830615 *e Oct 1983 
submittals deficient in area of response time. 

KNIGHTON, G. W. Licensing Branch 3 . 84/06/15. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25434:149. 24X 

Fiche: 50-528, 84/06/15, 8407060358. 


8407060352 Summary of 840607 meeting w/util Xt Bechtel in BetheBda,MD 
re fire protection program. 

LICITRA, E. A. Licensing Branch 3. 84/06/25. Licensing Branch 3. 

4pp. 25434:160. 24X Fiche: 50-528. 84/06/25. 8407060352. 


8407100507 Updates status of corrective action taken in response to NRC 
831101-30 insp of fire protection sys post-indicator valves 
<PIV).PIV maint leak evaluation programs revised. High vo 1 
flush to be completed after Unit 3 piping loop transfer. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/25. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 25465:339. 24X 

Fiche: 50-528, 84/06/25, B4071 00507. 


8407110602 Requests assistance in reviewing changes identified as 
Amend 6 to physical security plan submitted in 840607 ltr. 

Target date for completion is 840821. 

THOMAS, C. □. Standard i zat ion fc Special Projects Branch. 84/06/29. 
MCCORKLE, 0. W. Material Transfer Safeguards Licensing Branch. Spp. 
25543: 350. 24X Fiche; 50-528, 84/06/29, 84071 10602. 
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8407100496 Rectuests that util staffing augmentation times remain as 
stated in Table 4,2-5 of emergency plan»ba5Bd on facility 
remote location & timely activation capability of satellite 
technical support ctr. 

VAN BRUNTiE. E. Arizona Public Service Co. 84/07/06. KNIGHTON, G. 
Licensing Branch 3. 3pp. 25464:126. 24X Fic he: 50-528, 84/07/06, 

8407100496. 


8407110214 Forwards revised fire protection evaluation rept. Rept will 
be submitted as Rev 13 to FSAR.Rept provides addl detail re 
fire protection design, per 10CFR50, App R, Generic Ltr 83-33 & 

IE Info Notice 84-09. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/09. KNIGHTON, G. 
Licensing Branch 3. 4pp. 25523:235. 24X Fiche: 50-528, 84/07/09, 

8407110214. 


— 8407110221 Revised fire protection evaluation rept. 

* Arizona Public Service Co. 84/08/31. 990pp. 25523:239. 24X 

Fiche; 50-528, 84/07/09, 8407110214. 


8407240173 Forwards update to 840706 response to 840615 request for 
addl info re augmented shift staffing for emergency 
p lanning, ref lecting deviations from Suppl 1 to NUREO-0737. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/19. KNIGHTON, G. 
Licensing Branch 3. 9pp, 25714:007. 24X Fiche: 50-528, 84/07/19, 

0407240173. 


8407300145 Summary of 840531 meeting w/utiXs It Bechtel in Bethesda, MD 
re appeal of NRC position that source range neutron flux 
monitor be included as part of alternate shutdown function 
to provide capability to directly monitor reactivity. 

LICITRA, E. A. Licensing Branch 3. 84/07/19. Licensing Branch 3. 

16pp. 25846:346. 24X Fiche : 50-528, 84/07/19, 8407300145. 


O. Adjudicatory correspondence 


8407180307 Forwards stipulation it proposed order re remaining 
contentions & schedule. 

DEWEY,L.S. Hearing Branch 3. DSB 307. 84/07/11. LAZO, R. M, , 

CALLIHAN, D. , COLE. R. F. Atomic Safety and Licensing Board Panel. Ip. 
25651:285. 24X Fiche; 50-528, 84/07/1 1, 8407180307. 


— 8407180310 Stipulation & proposed order re remaining contentions in 
proceed ing. 

DEMEY, L. S. Hearing Branch 3. BERLIN, K. West Valley Agricultural 
Protection Council, Inc. CRAWFORD, V. A. Joint Applicants - Palo 
Verde. 84/07/11. Atomic Safety and Licensing Board Panel. 6pp. 
25651:286. 24X Fiche: 50-528, 84/07/1 1, 8407180307. 


Q. Inspection reports, IE Bulletins it correspondence 


8407180260 Forwards IE Insp Repts 50-528/84-20,50-529/84-15 «c 
50-530/84—09 on 840423-27. No violations identified. 

BISHOP, T.W. Division of Resident, Reactor Project & Engineering 
Programs. 84/06/20. VAN BRUNT, E. E. Arizona Public Service Co. 
2pp. 25666:278. 24X Fiche: 50-528. 84/06/20, 8407180260. 


— 8407180262 IE Insp Repts 50-528/84-20, 50-529/84-15 it 50-530/84-09 on 
840423-27. No violations or deviations noted. Major areas 
inspected: receiving insp & insp procurement document 
control. 

ELLER SH AW, L. E. , CONWAY, U. T. Region 4. Office of Director, 

YOUNG, T. Region 5, Office of Director. 84/06/18. 7pp. 

25666:280. 24X Fiche: 50-528, 84/06/20, 8407180260. 


8407180248 Forwards IE Insp Repts 50-528/84-lB it 50-529/84-14 on 
840501-0601 it notice of violation. W/o notice of violation. 
BISHOP, T.W. Division of Res ident. Reactor Project & Engineering 
Programs. 84/06/22. VAN BRUNT, E. E. Arizona Public Service Co. 
2pp. 25667:001. 24X Fiche: 50-528, 84/06/22, 8407180240. 


— 8407180251 IE Insp Repts 50-528/84-18 it 50-529/84-14 on 840501-0601. 
Violations noted: failure to control nonconforming matl it 
failure to update controlled P&IDs. 

ZIMMERMAN, R. . FIQRELLI, G. , BOSTED, C. Region 5, Office of Director. 

84/06/20. 10pp. 25667:003. 24X Fiche; 50-528, 84/06/22. 

8407180248. 


8406250214 IE Info Notice 84-51, "Independent Verification. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000, 84/06/26, 8406250214. 


8407060248 Ack receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE insp repts. 

BISHOP, T.W. Region 5, Office of Director. 84/06/27. VAN BRUNT, E. E, 
Arizona Public Service Co, Ip. 25426:037. 24X 

#: 50-528. 84/06/27, 8407060248. 


— 8407060257 Responds to NRC 840522 ltr re violations noted in IE insp 
repts. Correct ive ac tions ; c orporate QA dept, delegated as 
contact between util it NRC during NRC insp, will provide 
interface for entrance 8c exit meetings. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/11. BISHOP, T.W. 
Region 5, Office of Director. 3pp, 25426:038. 24X 

Fiche: 50-528, 84/06/27, 8407060248. 


8407100107 Forwards responses to NRC 840525 request for addl info re 
util action related to violations noted in IE Insp Repts 
50-528/84-11 it 50-528/82-10. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/27. BISHOP, T. W. 
Division of Resident, Reactor Project S< Engineering Programs. 23pp. 
25512:110. 24X Fiche; 50-528, 84/06/27, 8407100107. 


8406260311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees 8c Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 04/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fi che: 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 it Other 
Anaerobic Adhesive/Sealants." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc, 119pp. 25602:276. 24X Fiche: 50-000, 04/07/05, 8407030005. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche; 50-000, 84/07/05. 8407030089, 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06, Consolidated Edison Co, of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Se If-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche; 50-000, 84/07/10, 8407060251. 


8407230137 Forwards responses to notices of violation 1: deviation noted 
in 840608 ltr re insp on 840409-20. Corrective actions:weld 
records reviewed it spec change notice re thread engagement 
requirements issued. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/10. BISHOP, T. W. 
Division of Resident, Reac tor Project it Engineering Programs. 21pp. 
25705:064. 24X Fiche: 50-528, 84/07/10, 8407230137. 


8407260345 Forwards IE Insp Repts 50-528/84-22,50-529/84-20 it 
50-530/84-13 on 840618-22. No violations noted. 

BISHOP, T.W. Region 5, Office of Director. 04/07/10. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25780:217. 24X 

Fiche: 50-528, 84/07/10, 8407260345. 


— 8407260347 IE Insp Repts 50-528/84-22,50-529/84-20 8c 50-530/84-13 on 
840618-22. No violations or deviations noted. Major areas 
inspected: IE bulletins it circulars it facility tour. 

KELLUND, G. , YOUNG, T. Region 5, Office of Director. 84/07/06. 

6pp. 25780: 219. 24X Fiche; 50-528, 84/07/10, 8407260345. 


8407300305 Forwards response to 840608 request for addl info re C— E 
design review 8c acceptance criteria for reactor vessel lower 
support shim clearance. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/13. BISHOP, T. W. 
Division of Resident, Reac tor Project 8: Engineering Programs. 7pp. 
25801:227. 24X Fiche: 50-528, 84/07/13, 8407300305. 


— 8407300306 Forwards response to concerns expressed in IE Insp Rept 
50-528/84-10 re corrosion of buried piping. Plan to evaluate 
installed components 8c cathodic protection design review 
developed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/13, BISHOP, T.W. 
Division of Resident, Reactor Project it Engineering Programs. 3pp. 
25801:234. 24X Fiche; 50-528, 84/07/13, 8407300305. 


8407310177 Advises that response to IE Bulletin 84—02, "Failure of G£ 
Type HFA Relays in Use in Class IE Safety Sys, " will be 
submitted by 840920. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/20. MARTIN, J.B. 
Region 5, Office of Director. Ip. 25834:284. 24X 

Fiche: 50-528, 84/07/20, 8407310177. 
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8407310192 Forwards response to 840622 notice of violation from insp on 
840301-0601. Corrective actions: Const Procedures WPP/QCI 
12. 0»31.5 Zi 31.6 will be revised It project team formed to 
provide procedural enhancements. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/20. BISHOP. T. W. 
Division of Resident. Reactor Project tn Engineering Programs. 10pp. 
25834:291. 24X Fiche: 50-528. 84/07/20. 8407310192. 


8407230400 Final Deficiency Rept DER 84-11 


contaminated conduit used 


in precritical vibration monitoring 

instrumentation. Initially reported on ^ ^ ^ 

replaced. Item not reportable per lOCFRSass ® . BISHOP- T.W 

VAN BRUNT. E.E. Arizona Public Service Co. 4pp 

Division of Resident. Reactor Project & Programs. 

25734: 190. 24X Fiche: 50-528. 84/07/11, 8407230400. 


0407230079 IE Info Notice 84-38. "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. 108pp. 26057:245. 24X Fiche: 50-000. 84/07/25. 8407230079. 


misplaced Unit I seismic 


8407250464 Final Deficiency Rept DER 83-69 

supports on Posi-Seal valves. Ini tial ly reported 
Bechtel installed addl shaft supports for Units 1-3. Also 
reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/11. 
Division of Resident. Reactor Project Sc Engineering Programs 
23764:168. 24X Fiche : 30-320. 04/07/ 1 1 , 8407230464. 


BISHOP. T. W. 

4pp 


8407310343 Forwards response to recommendations in SALP rept for Mar 
1983 - Mar 1984. d iscussed at 840703 meeting w/Region V. 

VAN BRUNT. E.E, Arizona Public Service Co. 04/07/23. BISHOP. T.W. 
Division of Resident. Reactor Project & Engineering Programs. 2Spp. 
23830: 108. 24X Fiche: 30-528. 84/07/25. 8407310345. 


S. Reportable occurrences, LERs Sc related correspondence 


8407230475 Final Deficiency Rept DER 82-76 re Target Rock valves n 
meeting spec/test requ ir ements. In i t ia 1 1 y reported on 
821124. C-E provided mods to existing solenoid operators for 

Model 77L-001.A1SO reportable per Part 21. «Tauna t u 

VAN BRUNT. E. E. Arizona Public Service Co. 04/07/11. 

Division of Resident. Reactor Project 8c Engineering Programs. 6pp 
25764:178. 24X Fich e : 30-328. 84/07/ 1 1 . 8407230473. 


B407020409 Interim Deficiency Rept DER 84-19 re improperly installed 
blind flanges. Initially reported on 840403. Final rept 
expected by 840731. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/06/19. BISHOP. T.W. 
Region 3. Office of Director. 2pp. 25217:262. 24X 

Fiche: 30-528, 84/06/19, 8407020409. 


8407250454 Interim Deficiency Rept DER 83-82 re improper bend radius 
in diesel generator control cabinets. Initially reported on 
831202. Final rept expected by 840810. ,, 

VAN BRUNT. E. E. Arizona Public Service Co. 84/07/12. BISHOP.T W. 
Division of Resident. Reac tor Project 8c Engineering Programs, 2pp 
25764:157. 24X Fiche : 50-328. 84/07/12. 8407250434, 


8407100395 Final Deficiency Rept DER 83-66 re impeller wear rings on 
Bingham-Willamette electric motor driven auxiliary feedwater 
pump 1-M-AFB-POl. Caused by localized frictional overheating. 

Also reported per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/21. BISHOP. T.W. 
Division of Resident. Reac tor Project 8c Engineering Programs. 6pp. 
25465: 350. 24X Fiche: 50-328. 84/06/21 , 8407100395. 


8407260027 Final Deficiency Rept DER 84-23 re yolk sleeve on Train 1 
recirculation valve loosened 8t yolk sleeve nut, pinion shaft 
bearings 8c two keys damaged. Initially reported on 040413. 

Also reported per Part 21. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/12. BI8H0P,T.W. 
Region 5, Office of Director. 3pp. 23781:322. 24X 

Fiche: 30-328, 84/07/12, 8407260027. 


8407100317 Part 21 rept re potentially defective welds on retaining 
bolt studs on display panel box on radiation monitors. 

Initially reported on 840619. Vendor will replace weld studs 
for listed customers by 841231. 

STANLEY. L. A. Kaman Co. 84/06/21. POTAPOVS, U. Region 4, Office of 
Director. 3pp. 25465:323. 24X Fiche: 50-000, 84/06/21 . 8407100517. 


8407100279 Interim Deficiency Rept DER 83-75 re bolts securing two 
Foxboro D0126SA panel filler assemblies not properly 
torausd. Initially reported on 031123. Final rept will be 
submitted by 840731. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/26. BISHOP. T.W. 
Division of Resident. Reac tor Project it Engineering Programs. 2pp. 
23513: 113. 24X Fiche: 50-528, 84/06/26, 8407100279. 


0407260131 Final Deficiency Rept DER 84-31 r» unsealed piping 
penetrations in main steam support structure, Initially 
reported on 840517. Des ign change issued to add appropriate 
seals to open penetrations. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/07/12. BISHOP, TW 
Division of Resident, Reac tor Project St Engineering Programs. 4pp 
25782:272. 24X Fiche: 30-328, 84/07/12, 8407260131. 


8407260034 Final Deficiency Rept DER 84-07 re failure to provide 
corrective action as stated in DER 80-21. Initially reported 
on 840209. Nonconformance repts initiated to reinstate rework 
rBq,uirement per DER 80-21. 

VAN BRUNT, E. E. Arizona Public Service Co, 04/07/13, BIBHOPfT W 
Division of Resident, Reac tor Project 8t Engineering Programs. 3pp 
25781: 327. 24X Fiche; 30-328, 84/07/13, 8407260034. 


8407100349 Interim Deficiency Rept DER 83-31 re failure of auxiliary 
feedwater pump to pass hot functional test. Due to extensive 
investigation, final rept delayed until 840813. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/26. BISHOP, T.W. 
Division of Resident, Reac tor Project & Engineering Programs. 2pp. 
25310:357. 24X Fiche; 30-328, 84/06/26, 8407X00349. 


8407100303 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet base plates. Initially reported on 840321. Final rept 
under review it scheduled to be submitted by 840821. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/26. BISHOP, T.W, 
Division of Resident, Reactor Project it Engineering Programs. 2pp. 
23439: 224. 24X Fiche: 30-328, 84/06/26, 8407I00S05, 


8407100101 Deficiency Rept DER 83-69 re seismic supports on Posi-Seal 
valves not installed per specs. Initially reported on 831011. 
Submittal date of final rept delayed until 840803. 

VAN BRUNT, e. E. Arizona Public Service Co. 84/06/27. BISHOP, T.W. 
Division of Resident, Reactor Project it Engineering Programs. 2pp. 
25312: 161. 24X Fiche: 50-528, 84/06/27, 8407100101. 


8407100424 Interim Deficiency Rept DER 83-61 re LPSl pumps failing to 
start it not producing required head. Initially reported on 
830914. Final rept will be provided by 840810. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/27. BISHOP, T.W. 
Region 5, Office of Director. 2pp. 25464:288. 24X 

Fiche: 50-328, 04/06/27, 8407100424. 


V. Operator Examinations 


8406270142 Generic Ltr 04-16 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re adequacy of on-shlft 
operating experience for near-term OL app I i cants. Svc list 
end. 

EISENHUT, D. O. Division of Licensing. 04/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 23335:018. 24X 

Fiche; 30-000. 94/06/27, 8406270142, 


8407060081 Forwards proposed changes to Chapter 13, 2 of FSAR r# cold 
licensed operator training. Proposed changes will be included 
in future amend to FSAR. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/29 KNI0HTC3N, 0 
Licensing Branch 3, 7pp. 23429:227. 24X FI che: 30-320, 04/06/39, 

8407060081. 


8407030097 Generic Ltr 84—17 to all power reactor I i c ense *« , app 1 1 c an t s 
for OLs,NSSS vendors, reac tor vendors it AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications Jk exams, Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 23601:326. 24X 

Fiche: 30-000, B4/07/03, 8407030097. 


8407230249 Interim Deficiency Rept DER 84-39 re abnormal periodic 
rumbling of LPSI pumps it containment spray pumps. Initially 
reported on 840605. Cause unknown. Evaluation & corrective 
action incomplete. Next rept by 840823. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/29. BISHOP, T.W. 
Division of Resident, Reactor Project & Engineering Programs. 3pp. 
25709: 217. 24X Fiche: 50-328, 04/06/29, 8407230249. 


DOCKET STN-50-329 PALO VERDE NUCLEAR STATION. UNIT » 

A. Application/construction stage documents it c orrespondanc# 


8407310370 Forwards Rev 1 to Procedure QADP 1.0, "Organ! *ati on it 
Responsibilities, re QA/QC dept reorganization effective 
840507 to consolidate functions fts improve conslstencu 
VAN BRUNT, E.E. Arizona Public Service Co. 04/03/07 ' 

Region 5, Office of Director, Ip. 25829:306 24X 

Fiche: 50-528, 84/05/07, 0407310370. 


MARTIN, J. S 
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— 8407310377 Rev 1 to Procedure QADP l.Oi “Organization t/. 
Responsibilities." 

» Arizona Public Service Co. 84/05/05. 12pp. 25829:307. 24X 

Fiche: 50-528^ 84/05/07. 8407310370. 


8407200003 Requests addl info re matls review of mods made to correct 
problems encountered w/control element assembly shroud 
during hot functional tes t ing. Planned schedule for response 
requested within 2 wks of Itr receipt. 

KNIGHTON, 0. W. Licensing Branch 3. 84/06/27. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25708:143. 24X 

Fiche: 50-528, 84/06/27, 8407200003. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve 8< maintain diesel generator reliability. 

Svc list end. 

EISENHUT. D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York. Inc. 36pp. 25601:348. 24X 

Fiche: 50-000. 84/07/02, 8407020206. 


8407060123 Forwards response to NRC 840418 request for addl info re 
organizational structure Jk qualification requirements for 
personnel, per NRC review of Amend 12 to FSAR. W/30 oversize 
figures. Aperture cards available in PDR. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/02. KNIGHTON. G. 
Licensing Branch 3. 250pp. 25430:077. 24X Fiche: 50-528. 84/07/02. 

8407060123. 


8407230204 Forwards request for addl info re surveillance requirements 
for ESF actuation sys. Planned date for response requested 
within 2 wks of ltr receipt, 

KNIGHTON. G. W. Licensing Branch 3. 84/07/02. VAN BRUNT, E. E. 

Arizona Public Service Co. 6pp. 25727:131. 24X 

Fiche: 50-528, 84/07/02. 8407230204. 


8407100240 Forwards response to htflC 840420 request for addl info re 
initial test program. Revi sed sections of FSAR Chapter 14 
included in response. Prop os ed revs will be incorporated in 
upcoming FSAR amend. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/03. KNIGHTON, G. 
Licensing Branch 3. 63pp. 25464:035. 24X Fiche: 50-528, 84/07/03, 

8407100240. 


S407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses it amends. Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000. 84/07/06, 8407060097. 


8407100469 Forwards justification for changes to FSAR Sections 8. 3 Si 
8A in Amend 12, per NRC 840323 request. Changes cover maint 
activity of adding water to battery St overvoltage conditions 
on Class IE busses during periods of light loading. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/06. KNIGHTON.G. 
Licensing Branch 3. 7pp. 25464:136. 24X Fiche: 50-528. 84/07/06. 

8407100469. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware deficiencies, mismanagement safety 
problems in nuclear industry. End identifies inaccurate & 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. ZERBE. U. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000. 84/07/10, 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM. T. 

Office of the Executive Director for Operations. ip. 25779:213. 

24X Fiche: 50-000. 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware def ic i encies. mismanagement Sc safety 
problems, 

BERNTHAL. F. M. Commissioners. 84/06/26. ZERBE. U. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000. 84/07/10. 


8407300305 Forwards response to 840608 request for addl info re C-E 
design review & acceptance criteria for reactor vessel lower 
support shim clearance. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/13. BISHOP, T.W. 
Division of Resident, Reactor Project S< Engineering Programs. 7pp, 
25801:227. 24X Fi c h e : 50-528, 84/07/ 13, 8407300305. 


F. Security, medical, emergency 8i fire protection plans 


8407060358 Requests justification & proposed compensating measures for 
deviations re min staffing goals for emergency planning, per 
NUREG-0654 Si Suppl 1 to NUREG-0737. Ut i 1 830615 8c Oct 1983 
submittals deficient in area of response time. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/15. VAN BRUNT. E. E. 

Arizona Public Service Co. 2pp. 25434:149. 24X 

Fiche: 50-528, 84/06/15. 8407060358. 


8407060352 Summary of 840607 meeting w/util St Bechtel in Bethesda.HD 
re fire protection program. 

LICITRA.E. A. Licensing Branch 3. 84/06/25. Licensing Branch 3. 

4pp. 25434:160. 24X Fiche: 50-528, 84/06/25. 8407060352. 


8407100507 Updates status of corrective action taken in response to NRC 
831101-30 insp of fire protection sys post-indicator valves 
(PIV).PIV maint !< leak evaluation programs revised. High vo 1 
flush to be completed after Unit 3 piping loop transfer. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/25. MARTIN. J.B. 
Region 5. Office of Director. 2pp. 25465:339. 24X 

Fiche: 50-528. 84/06/25, 8407100507. 


8407110602 Requests assistance in reviewing changes identified as 
Amend 6 to physical security plan submitted in 840607 ltr. 

Target date for completion is 840821. 

THOMAS, C. 0. Standard i za t i on 8< Special Projects Branch. 84/06/29. 
MCCORKLE, G. W. Material Transfer Safeguards Licensing Branch. 3pp, 
25543:350. 24X Fi c h e : 50-528. 84/06/29, 84071 10602. 


8407100496 Requests that util staffing augmentation times remain as 
stated in Table 4.2-5 of emergency plan, based on facility 
remote location 8c timely activation capability of satellite 
technical support ctr. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/06. KNIGHTON, G. 
Licensing Branch 3. 3pp. 25464:126. 24X Fiche: 50-528, 84/07/06, 

8407100496. 


8407110214 Forwards revised fire protection evaluation rept. Rept will 
be submitted as Rev 13 to FSAR. Rept provides addl detail re 
fire protection design, per 10CFR50, App R, Generic Ltr 83-33 8c 
IE Info Notice 84-09. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/09. KNIGHTON, G. 
Licensing Branch 3. 4pp. 25523:235. 24X Fiche: 50-528, 84/07/09, 

8407110214. 


— 8407110221 Revised fire protection evaluation rept. 

* Arizona Public Service Co. 84/08/31. 990pp. 25523:239. 24X 

Fiche: 50-528, 84/07/09, 8407110214. 


8407240173 Forwards update to 840706 response to 840615 request for 
addl info re augmented shift staffing for emergency 
planning, ref lecting deviations from Suppl 1 to NUREG-0737. 

VAN BRUNT, E.E. Arizona Public Service Co. 04/07/19. KNIGHTON, G. 
Licensing Branch 3. 9pp. 25714:007. 24X Fi c h e: 50-528, 84/07/19, 

8407240173. 


8407300145 Summary of 840531 meeting w/utils Sc Bechtel in Bethesda,MD 
re appeal of NRC position that source range neutron flux 
monitor be included as part of alternate shutdown function 
to provide capability to directly monitor reactivity. 

LICITRA, E. A. Licensing Branch 3. 84/07/19. Licensing Branch 3. 

16pp. 25846:346. 24X Fi c he : 50-528, 84/07/19, 8407300145. 


G. Adjudicatory correspondence 


8407030160 Notice of appearance in proceeding. Certificate of Svc end. 
GODDARD, R.U. Hearing Branch 3. DSB 007. 84/06/27. 3pp. 

25267:324. 24X Fiche: 50-529. 84/06/27. 8407030160. 


8407180295 Forwards EE Van Brunt 840621 ltr re problems caused during 
hot functional testing. Related correspondence. 

DEWEY. L.S. Hearing Branch 3. DSB 321. 84/07/10. BERNABEI, L. 

Government Accountability Project. 2pp. 25652:004. 24X 

Fiche: 50-529. 84/07/10, 8407180295. 




400 


DOCKETED ITEMS 


8407’0027'9 Interim Deficiency Rept DER 83-75 re bolts securing two 
Fozborc D0126SA panel filler assemblies not properly 
torfiued. Initially reported on 831123. Final rept will be 
submitted by 840731. 

VAN BRUNTi £. E. Arizona Public Service Co. 84/06/26. BISHOP# T. W. 
Division o7 Resident. Reac tor Project & Engineering Programs. 2pp. 
25513' 113 24X Ficbe: 50— 528. 84/06/26# 8407100279. 


8407100505 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay, 
cabinet base plates- Initially reported on 840321. Final rept 
under review & scheduled to be submitted by 840S21. 

VAM BRUNT# E. E. Arizona Public Service Co. 84/06/26. BISHOP# T.W. 
Division of Resident# Reac tor Project & Engineering Programs. 2pp. 
25459:224. 24X Fiche: 50-528, 84/06/26# 8407100505. 


84072300S6 Interim Deficiency Rept DER 84-40 re auxiliary feedwater 
pomp corrosion. Initially reported on 840605. Bechtel 
determining corrective action. Final rept will be submitted 
b^ 840921. 

VAN BRUNT# E.E. Arizona Public Service Co. 84/06/29. BISHOP# T.W. 
Division of Resident# Reactor Project & Engineering .Programs. 3pp. 
25710: 174. 24X Fiche: 50-529# 84/06/29, 8407230086. 


8407250464 Final Deficiency Rept DER 83-69 re misplaced Unit 1 seismic 
supports on Posi-Seal valves. Initially reported on 831011. 

Bechtel installed addl shaft supports for Units l-3.Also 
reportable per Part 21. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/07/11. BISHOP# T.W. 
Division of Resident# Reac tor Project & Engineering Programs. 4pp. 
25764:168. 24 X Fiche: 50-528# 84/07/1 1. 8407250464. 


8407250475 Final Deficiency Rept DER 82-76 re Target Rock valves not 
meeting spec/test re<iuirement5. Ini tial ly reported on 
821124. C-E provided mods to existing solenoid operators for 
Model 77L-001.Alse reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/11. BISHOP#!. W. 
Division of Resident# Reactor Project & Engineering Programs. 6pp. 
25764: 178. 24X Fiche: 50-528. 84/07/11# 8407250475. 


8407250454 Interim Deficiency Rept DER 83-82 re improper bend radius 
in diesel generator control cabinets. Initially reported on 
831202. Final rept expected by 840810. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/07/12. BISHOP# T. W. 
Division of Resident# Reac tor Project & Engineering Programs. 2pp. 
25764:157. 24X Fiche: 50-528# 84/07/12, 8407250454. 


8407260027 Final Deficiency Rept DER 84-23 re yolk sleeve on Train B 
recirculation valve loosened & yolk sleeve nut# pinion shaft 
bearings & two keys damaged. Initially reported on 840415. 

Alto reported per Part 21. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/07/12. BISHOP, T. W. 
Region 5. Office of Director. 5pp. 25781:322. 24X 

Fiche: 50-528. 84/07/12# 8407260027. 


8407260131 Final Deficiency Rept DER 84-31 re unsealed piping 
penetrations in main steam support structure. Initially 
reported on 840517. Design change issued to add appropriate 
seals to open penetrations. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/12. BISHOP. T.W. 
Division of Resident# Reactor Project & Engineering Programs 4pp 
25782:272. 24X Fiche; 50-528# 84/07/12, 8407260131. 


8407260054 Final Deficiency Rept DER 84-07 re failure to provide 
corrective action as stated in DER 80-21. Initially reported 
on S40209. Nonconformance repts initiated to reinstate rework 
re<|uireoent per DER 80-21. 

VAN BRUNT# E.E. Arizona Public Service Co. 84/07/13, BISHOP. T.W. 
Division of Resident# Reactor -Pro ject & Engineering Programs 5no 
25701:327. 24X Fiche: 50-528# 84/07/13, 8407260054. ’ 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION# UNIT 3 


A. Application/construction stage documents & correspondence 


8407310370 Forwards Rev 1 to Procedure QADP 1.0# "Organ i zat i on & 
Responsibilities#" re QA/QC dept reorganization effective 
840507 to consolidate functions & improve consistency. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/05/07. MARTIN# J. B, 
Region 5# Office of Director. Ip. 25829:306. 24X 

Fiche: 50-528, 84/05/07# 8407310370. 


“8407310377 Rev 1 to Procedure QADP 1.0# "Organi zation & 
Responsibilities. " 

* Arizona Public Service Co. 84/05/05. 12pp. 25829:307. 24X 

Fiche: 50-528# 84/05/07# 8407310370. 


8407200003 Req.uests addl info re matls review of mods made to correct 
problems encountered w/control element assembly shroud 
during hot functional testing. Planned schedule for response 
requested within 2 wks of Itr receipt. 

KNIGHTON# G. W. Licensing Branch 3. 84/06/27. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25708: 143. 24X 

Fiche: 50-528,84/06/27. 8407200003. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve Zt maintain diesel generator r^# 1 iab i 1 i ty . 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York# Inc. 36pp. 25601:348. 24X 

Fiche: 50-000# 84/07/02# 8407020206. 


8407060123 Forwards response to NRC 840418 request for addl info re 
organizational structure & qual if ica t i on requirements for 
personnel# per NRC review of Amend 12 to FSAR. W/30 oversize 
figures. Aperture cards available in PDR. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/07/02, KNIGHTONiC. 
Licensing Branch 3. 250pp. 25430:077. 24X Fiche: 50-528. 84/07/02# 

8407060123. 


8407230204 Forwards request for addl info re surveillance re auirements 
for ESF actuation sys. Planned date for response requested 
within 2 wks of ltr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02. V'AN BRUNT# E. E. 

Arizona Public Service Co. 6pp. 25727:131. 24X 

Fiche: 50-528# 84/07/02# 8407230204. 


8407100240 Forwards response to NRC 840420 request for addl info re 
initial test program. Revised sections of FSAR Chapter 14 
included in response. Proposed revs will be incorporated in 
upcoming FSAR amend. 

VAN BRUNT# E. E. Arizona Public Service Co. 84/07/03. KNlOHTaN# G. 
Licensing Branch 3. 63pp. 25464:035 . 24X Fiche: 50-528# 84/07/03* 

8407100240. 


8407060097 Generic Ltr 84-18 to all nonpouer reactor licensees re 
filing of applications for licenses & amends. Svc list encl. 
EISENHUT# D. G. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000# 84/07/06# 8407060097. 


B40n00469 Forwards justification for changes to FSAR Sections 8. 3 «< 
8A in Amend 12# per NRC 840323 request. Changes cover maint 
activity of adding water to battery & overvoltage conditions 
on Class IE busses during periods of light loading 
VAN BRUNT# E. E. Arizona Public Service Co. 84/07/06. KNIGHTON# G. 

®i'«nch 3. 7pp. 25464:136. 24X FI che: 50-528* 84/07/06# 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors# 
applicants for OLs & holders of CPs r» adequacy of on-shift 
operating experience for near-term OL app 1 icants. Svc list 
end. 

EISEWUT.D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018 24X 

Fiche; 50-000# 84/06/27# 8406270142. 


8407060081 Forwards proposed changes to Chapter 13.2 of FSAR re cold 
licensed operator training. Proposed changes will be included 
in future amend to FSAR. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/06/29 KNIGHTON.G 
Licensing Branch 3. 7pp. 25429:227. 24X Fiche: 50-528# 84 / 06 / 29 , ' 


840703W7 Generic Ltr 84-17 to all power reactor licensees, applies 
for OLs.NSSS vendors# reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator traininof 
qualif ications 8e exams, Svc list encl. “ 

EISEhMlT# D. G, Division of Licensing. 84/07/03 rnn«oi i 
E<i,«n Co, of N». York, Inc. I6pp. 25loi 326 
Fiche: 50-000# 84/07/03# 8407030097, 


® ’^o^wards review of 840624 Philadelphia Enquirer article by 

5 stecklow re hardware deficiencies# mismanagement 8< safety 
problems in nuclear industry. Encl identifies inaccurate it 
incomplete statements. 

EIS^HUT.D.G. Division of Licensing. 84/07/10. ZERBE# J. Office 

panT^Snno! 25779:205. 24X Fiche: 50-000# 84/07/10# 


Of 


4 . e e?#. oeinTnai requess tor review 8< resp 

840624 article in Philadelphia Enquirer. NRR/IE 
1 ° identify inaccurate or incomplete info. 
tALLAGHER#G. Office of Policy Evaluations. 84/06/28, REHM# T. 

SIy Director for Operations, Ip. 25779:213. 

24X Fiche: 50-000# 84/07/10# 8407250094. 


neview of S Stecklow 840624 Philadelphia Enquirer 
hardware deficiencies# mismanaaoment & safety 

problems. 


BERNTHAL# F. M. 


Pnn.-.. e , Commissioners. 84/06/26. ZERBE# J. Office of 
Policy Evaluations. 8pp. 25779-214 
8407250094. 


24X Fiche: 50-000# 84/07/10# 



DOCKETED ITEMS 


401 


8407180193 Clarifies preliminary RCS demonstration test description. 
Condition for 200 h stead y-state run test changed to 565 F 
to incorporate other plant testing during same period. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/07/12. KNIGHTON.O. 
Licensing Branch 3. 2pp. 25636:256. 24X Fic he: 50-528, 84/07/12. 

8407180193, 


8407180223 Notifies that util will add statement to station 
manual Procedure 72AC-0ZZ03 requiring implementation of all 
core protection calculator software changes by ,C-E return 
of ack sheet, in response to 840302 meeting. 

VAN BRUNT, e. E. Arizona Public Service Co. 84/07/12. KNIGHTON.©. 
Licensing Branch 3. 2pp. 25636:290. 24X Fiche: 50-528. 84/07/12. 

8407180223. 


8407300305 Forwards response to 840608 request for addl info re C-E 
design review & acceptance criteria for reactor vessel lower 
support shim clearance. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/13. BISHOP. T.W. 
Division of Res ident, Reac tor Project Zt Engineering Programs. 7pp. 
25801:227. 24X Fiche: 50-528. 84/07/13, 8407300305. 


F Security, medical, emergency & fire protection plans 


8407060358 Requests justification proposed compensating measures for 
deviations re min staffing goals for emergency planning, per 
NUREG-0654 & Suppl 1 to NUREO-0737. Ut i 1 830615 «< Oct 1983 
submittals deficient in area of response time. 

KNIGHTON. G. W. Licensing Branch 3. 84/06/15. VAN BRUNT. E. E. 

Arizona Public Service Co. 2pp. 25434:149. 24X 

Fiche: 50-528. 84/06/15. 8407060358. 


B407060352 Summary of 840607 meeting w/util Z. Bechtel in Bethesda. HD 
re fire protection program. 

LICITRA, E. A. Licensing Branch 3. 84/06/25. Licensing Branch 3. 

4pp. 25434:160. 24X Fiche: 50-528, 84/06/25. 8407060352. 


8407100507 Updates status of corrective action taken in response to NRC 
831101-30 insp of fire protection sys post-indicator valves 
(PIV).PIV maint & leak evaluation programs revised. High vol 
flush to be completed after Unit 3 piping loop transfer. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/25. MARTIN. J.B. 
Region 5. Office of Director. 2pp. 25465:339. 24X 

Fiche: 50-528. 84/06/25. 8407100507. 


8407110602 Requests assistance in reviewing changes identified as 
Amend 6 to physical security plan submitted in 840607 Itr. 

Target date for completion is 840821. 

THOMAS, C. 0. Standardization Special Projects Branch. 84/06/29. 
liCCORKLE, G. W. Material Transfer Safeguards Licensing Branch. 3pp. 
25543:350. 24X Fiche: 50-528. 04/06/29, 84071 10602, 


8407100496 Requests that util staffing augmentation times remain as 
stated in Table 4.2-5 of emergency plan, based on facility 
remote location & timely activation capability of satellite 
technical support ctr. 

VAN BRUNT. E.E. Ariiona Public Service Co. 84/07/06. KNIGHTON, G. 
Licensing Branch 3. 3pp. 25464:126. 24X Fiche: 50-528. 84/07/06. 

8407100496. 


8407110214 Forwards revised fire protection evaluation rept. Rept will 
be submitted as Rev 13 to FSAR.Rept provides addl detail re 
fire protection design. per 10CFR50. App R. Generic Ltr 83-33 & 

IE Info Notice 04-09. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/07/09. KNICHTQN.G. 
Licensing Branch 3. 4pp. 25523:235. 24X Fiche: 50-528. 84/07/09. 

8407110214. 


— 8407110221 Revised fire protection evaluation rept. 

♦ Arizona Public Service Co. 84/08/31. 990pp. 25523:239. 24X 

Fiche; 50-528. 84/07/09. 8407110214. 


0407240173 Forwards update to 840706 response to 040615 request for 
addl info re augmented shift staffing for emergency 
planning, ref lecting deviations from Suppl 1 to NUREG-0737. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/07/19. KNIGHTON. 0. 
Licensing Branch 3. 9pp. 25714:007. 24X Fiche; 50-528. 84/07/19, 

8407240173. 


8407300145 Summary of 840531 meeting w/utlls & Bechtel in Bethesda. MO 
re appeal of NRC position that source range neutron flux 
monitor be included as part of alternate shutdown function 
to provide capability to directly monitor reactivity. 

LICITRA, E. A. Licensing Branch 3. 84/07/19. Licensing Branch 3. 

16pp. 25846:346. 24X Fi che: 50-528. 84/07/19. 8407300145. 


G. Adjudicatory correspondence 


8407030160 Notice of appearance in proceeding. Cert if icate of Svc end. 
GODDARD, R.J. Hearing Branch 3. JDSB 007. 84/06/27. 3pp. 

25267: 324, 24X Fiche: 50-529. 84/06/27, 8407030160. 


8407180295 Forwards EE Van Brunt 840621 ltr re problems caused during 
hot functional testing. Re lated correspondence. 

DEWEY. L. S. Hearing Branch 3. DSB 321. 84/07/10. BERNABEI.L. 

Government Accountability Project. 2pp. 25652:004. 24X 

Fiche: 50-529. 84/07/10. 8407180295. 


8407180307 Forwards stipulation & proposed order re remaining 
contentions & schedule. 

DEWEY. L.S. Hearing Branch 3. DSB 307. 84/07/11. LAZO. R.M. . 

CALLIHAN. D. . COLE. R. F. Atomic Safety and Licensing Board Panel. Ip. 
25651:285. 24X Fiche: 50-528. 84/07/1 1. 8407180307. 


— 8407180310 Stipulation 8< proposed order re remaining contentions in 
proceed ing. 

DEWEY. L.S. Hearing Branch 3. BERLIN. K. West Valley Agricultural 
Protection Council, Inc. CRAWFORD. V. A. Joint Applicants - Palo 
Verde. 84/07/11. Atomic Safety and Licensing Board Panel. 6pp. 
25651:286. 24X Fiche: 50-528. 84/07/11. 8407180307. 


8407250100 Order scheduling discovery, profiling of hearing testimony 
8t listing admitted contentions. Served on 840724. 

LAZO, R. M. Atomic Safety and Licensing Board Panel. DSB 501. 
84/07/23. Office of the Executive Legal Director. 3pp. 
25745:359. 24X Fiche: 50-529. 84/07/23. 0407250100. 


Q. Inspection reports. IE Bulletins correspondence 


8407180260 Forwards IE Insp Repts 50-528/84-20,50-529/84-15 & 
50-530/84-09 on 840423-27. No violations identified. 

BISHOP. T.W. Division of Resident, Reactor Project Z Engineering 
Programs. 84/06/20. VAN BRUNT. E. E. Arizona Public Service Co. 
2pp. 25666:278. 24X Fiche: 50-528. 84/06/20, 8407180260. 


— 8407130262 IE Insp Repts 50-528/84-20.50-529/84-15 50-530/84-09 on 

840423-27. No violations or deviations noted. Major areas 
inspected: receiving insp & insp procurement document 
control. 

ELLERSHAW, L. E. , CONWAY, J. T. Region 4, Office of Director. 

YOUNG, T. Region 5. Office of Director. 84/06/18. 7pp. 

25666:280. 24X Fiche : 50-528, 84/06/20. 8407180260. 


8406250214 IE Info Notice 84-51, “Independent Verification.” Svc list 
end. 

JORDAN. £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26, 8406250214. 


8407060248 Ack receipt of 840611 ltr informing NRC of steps taken to 
correct violations noted in IE insp repts. 

BISHOP, T.W. Region 5. Office of Director. 84/06/27. VAN BRUNT. E. E. 

Arizona Public Service Co. Ip. 25426:037. 24X 

Fiche: 50-528. 84/06/27. 8407060248. 


— 8407060257 Responds to NRC 840522 ltr re violations noted in IE insp 
repts. Corrective actions: corporate QA dept. delegated as 
contact between util & NRC during NRC insp, will provide 
interface for entrance & exit meetings. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/11. BISHOP. T.W. 
Region 5, Office of Director. 3pp. 25426:038. 24X 

Fiche: 50-528. 84/06/27. 8407060248. 


8406280311 IE Info Notice 84-52. "Inadequate Matl Procurement Controls 
on Part of Licensees 8( Vendors. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ?« Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York. Inc. 124pp. 25602:151. 24X Fiche; 50-000, 84/06/29, 8406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite i342 Other 
Anaerobic Adhesive/Sealants. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness <( Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. Il9pp. 25602:276. 24X Fiche; 50-000, 84/07/05. 8407030085. 


8407030089 IE Info Notice 84-54. "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power plant 
Design. Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. I22pp, 25602:032. 24X Fiche: 50-000, 84/07/05. 8407030089. 


8407050274 IE Info Notice 84-55. "Seal Table Leaks at PWRs. “ Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York. Inc. 236pp, 25865:286. 24X Fiche: 50-000. 84/07/06. 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 
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8407230137 Forwards responses to notices of violation & deviation noted 
in 840608 Itr re insp on 840409-20. Corrective actions: weld 
records reviewed 8c spec change notice re thread engagement 
requirements issued. 

VAN BRUNTiE.E. Arizona Public Service Co. 84/07/10. BISHOP, T.W. 
Division of Resident, Reactor Project St Engineering Programs. 21pp. 
25705:064. 24X Fiche: 50-528, 84/07/10, 8407230137. 


8407260345 Forwards IE Insp Repts 50-528/84-22,50-529/84-20 St 
50-530/84-13 on 840618-22. No violations noted. 

BISHOP, T.W. Region 5, Office of Director. 84/07/10. VAN BRUNT, E.E. 

Arizona Public Service Co. 2pp. 25780:217. 24X 

Fiche; 50-528, 84/07/10. 8407260345. 


— B407260347 IE Insp Repts 50-528/84-22,50-529/84-20 & 50-530/84-13 on 
840618-22. No violations or deviations noted. Major areas 
inspected: IE bulletins 8t circulars it facility tour. 

KELLUND.O. i YOUNO, T. Region 5, Office of Director. 84/07/06. 

6pp. 25780:219. 24X Fiche: 50-528, 84/07/10, 8407260345. 


8407310177 Advises that response to IE Bulletin 84-02, "Failure of OE 
Type HFA Relays in Use in Class IE Safety Sys, “ will be 
submitted by 840920. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/20. MARTIN, J.B. 
Region 5, Office of Director. Ip. 25834:284. 24X 

Fiche: 50-528, 84/07/20, 8407310177. 


8407310192 Forwards response to 840622 notice of violation from insp on 
840501-0601. Corrective ac tions; Const Procedures WPP/OCI 
12.0,31.5 5t 31.6 will be revised St project team formed to 
provide procedural enhancements. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/20. BISHOP, T.W. 
Division of Resident, Reac tor Project St Engineering Programs. 10pp. 
25834:291. 24X Fiche: 50-528, 84/07/20, 8407310192. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response <Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


8407310345 Forwards response to recommendations in SALP rept for Mar 
1983 - Mar 1984, discussed at 840705 meeting w/Region V. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/07/25. BISHOP, T.W. 
Division of Resident. Reac tor Project Sc Engineering Programs. 25pp. 
25830: 108. 24X Fiche: 50-528, 84/07/25, 8407310345. 


S. Reportable occurrences, LERs St related correspondence 


8407020409 Interim Deficiency Rept DER 84-19 re improperly installed 
blind flanges. Initially reported on 840403. Final rept 
expected by 840731. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/19. BISHOP, T.W. 
Region 5, Office of Director. 2pp. 25217:262. 24X 

Fiche: 50-528, 84/06/19, 8407020409. 


8407100395 Final Deficiency Rept DER 83-66 re impeller wear rings on 
Bingham-Willamette electric motor driven auxiliary feedwater 
pump 1-M-AFB-POl. Caused by localized frictional overheating. 

Also reported per Part 21. 

VAN BRUNT. E.E. Arizona Public Service Co. 84/06/21. BISHOP. T.W. 
Division of Resident, Reactor Project Sc Engineering Programs. 6pp. 
25465:350. 24X Fiche: 50-528, 84/06/21, 0407100395. 


8407100517 Part 21 rept re potentially defective welds on retaining 
bolt studs on display panel box on radiation monitors. 

Initially reported on 840619 , Vendor will replace weld studs 
for listed customers by 841231. 

STANLEY, L, A. Kaman Co. 84/06/21, POTAPOVS, U. Region 4, Office of 
Director. 3pp. 25465:325. 24X Fiche: 50-000, 84/06/21, 8407100517. 


8407100279 Interim Deficiency Rept DER 83-75 re bolts securing two 
Foxboro D0i268A panel filler assemblies not properly 
torqued. Initially reported on 831123. Final rept will be 
submitted by 840731. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/06/26. BISHOP, T.W. 
Division of Resident, Reactor Project Sc Engineering Programs. 2pp. 
25513:113. .24X Fiche: 50-528, 84/06/26, 8407100279. 


8407100505 Interim Deficiency Rept DER 84-16 re ESF actuation sys relay 
cabinet base plates. Initially reported on 840321. Final rept 
under review Sc scheduled to be submitted by 840821, 

VAN BRUNT, E.E, Arizona Public Service Co. 84/06/26.' BISHOP, T.W. 
Division of Resident, Reactor Project Sc Engineering Programs. 2pp. 
25459; 224. 24X Fiche: 50-528, 84/06/26, 8407100505. 


8407250464 Final Deficiency Rept DER 83-69 re misplaced Unit 1 seismic 
supports on Posi-Seal valves. Initially reported on 831011. 

Bechtel installed addl shaft supports for Units i-3.Also 
reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/11. BISHOP, T. W. 
Division of Resident, Reac tor Project Sc Engineering Programs. 4pp. 
25764:168. 24X Fi ch e : 50-528, 84/07/ 1 1 , 8407250464. 


S407250475 Final Deficiency Rept DER 82-76 re Target Rock valves not 
meeting spec/test requirements. Initially reported on 
821124. C-E provided mods to existing solenoid operators for 
Model 77L-001. Also reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/11. BISHOP, T. W. 
Division of Resident, Reactor Project S« Engineering Programs. 6pp. 
25764: 178. 24X Fiche: 50-528. 84/07/ 1 1 , 8407250475. 


8407260027 Final Deficiency Rept DER 84-23 re yolk sleeve on Train B 
recirculation valve loosened Sc yolk sleeve nut, pinion shaft 
bearings Sc two keys damaged. Initially reported on 840415. 

Also reported per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/07/12. BISHOP, T. W. 
Region 5, Office of Director. 5pp. 25781:322, 24X 

Fiche: 50-528, 84/07/12, 8407260027. 


8407260131 Final Deficiency Rept DER 84-31 re unsealed piping 
penetrations In main steam support structure. Initially 
reported on 840517. Design change issued to add appropriate 
seals to open penetrations. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/12. BISHOP, T.W. 
Division of Resident, Reactor Project Sc Engineering Programs. 4pp, 
25782: 272. 24X Fiche: 50-528, 84/07/12, 8407260131. 


8407260054 Final Deficiency Rept DER 84-07 re failure to provide 
corrective action as stated in DER 80-21. Initially reported 
on 840209. Nonconformance repts initiated to reinstate rework 
requirement per DER 80-21. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/07/13. BISHOP, T.W. 
Division of Resident, Reac tor Project Sc Engineering Programs. 5pp. 
25781:327. 24X Fiche: 50-528, 84/07/13, 8407260054. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re adequacy of on-shift 
operating experience for near-term OL app 1 i cants. Sve list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407060081 Forwards proposed changes to Chapter 13. 2 of FSAR re cold 
licensed operator training. Proposed changes will be included 
in future amend to FSAR. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/06/29. KNIGHTON, G. 
Licensing Branch 3. 7pp. 25429:227. 24X Fi che : 50-528i 84/06/29, 

8407060081. 


8407030097 Generic Ltr 84-17 to all power reactor 1 icensees, appl icants 
for OLs, NSSS vendors, reactor vendors Sc AEs re annual meeting 
to discuss recent developments concerning operator training, 

^ qualif ications Sc exams. Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison .Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-000, 84/07/03, 8407030097. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs Sc holders of CPs re proposed staff 
actions to improve Sc maintain diesel generator reliability. 

Sve list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses i. amends. Sve list end. 
EISENHUT, D. 0. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche: 50-000, 84/07/06, 8407060097. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc ies, mismanagement Sc safety 
problems in nuclear industry. Enel identifies inaccurate S< 
incomplete statements. 

EISENHUT, D. G. Division of Licensing. 84/07/10. 2ERBE, J. Office of 
Policy Evaluations. Spp. 25779:205. 24X Fiche: 50-000, 84/07/10, 

8407250094. 
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— 8407230113 Forwards Commissioner Bernthal request for review & response 
to S Stecklow S40624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER, G. Office of Policy Evaluations. 84/06/28. REHM. T. 

Office of the Executive Director for Operations. Ip, 25779:213. 

24X Fiche: 50-000, 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware d ef i c i enc i es, mi smanag ement U safety 
problems. 

BERNTHAL, F. M. Commissioners. 84/06/26. ZERBE, J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000, 84/07/10, 

8407250094. 


I. Financial information 


8407310373 "Annual Rept 1983, Public Svc of Indiana. " W/840720 Itr. 
BARKER, H. A. , MENSCER, D. V. , SHIELDS, S. W. Public Service Co. of 
Indiana, Inc. 83/12/31. DENTON, H. R. Office of Nuclear Reactor 
Regulation. Director. 37pp. 25831:177. 24X Fiche: 50-546, 83/12/31, 

8407310373. 


Q. Inspection reports, IE Bulletins correspondence 


8407190080 Forwards IE Insp Repts 50-546/84-02 St 50-547/84-02 on 
840402-0608. No noncompliance noted. 

WARNICK.R. F. Region 3, Office of Director. 84/06/19. SHIELDS, S.W. 
Public Service Co. of Indiana. Inc. 2pp. 25687:208. 24X 

Fiche: 50-546, 84/06/19, 8407190080. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P. Westinghouse Electric Corp. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche: 50-000, 84/07/ 13, 8407250326. 


V. Operator Examinations 


8406270142 Generic Ltr 84-16 to all licensees of operating reactors, 
applicants for OLs Ik holders of CPs re adequacy of on-shift 
operating experience for near-term OL app I i cants. Svc list 
end. 

EISENHUT, D. G. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 84/06/27, 8406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for OLs,NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 
qualifications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-003, 84/07/03, 8407030097. 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION. UNIT 2 


A. Application/construction stage documents & correspondence 


—8407190087 IE Insp Repts 50-546/84-02 50-547/84-02 on 840402-0608. No 

noncamp liance or deviations noted. Major areas inspected: 
review of implementing procedures, al legations re unqualified 
maint personnel & exposed rebar in containment bldg walls. 

FORNEY, W.L. Region 3, Office of Director. 84/06/15. 6pp. 
25687:210. 24X Fiche: 50-546, 84/06/19. 8407190080. 


8406250214 IE Info Notice 84-51, "Independent Verification." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness «« Engineering 
Response (Post 830103). 84/06/26, Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche: 50-000. 84/06/26, 8406250214. 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, 
applicants for OLs & holders of CPs re proposed staff 
actions to improve maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/02. Consolidated 
Edison Co. of New York, Inc. 36pp. 25601:348. 24X 

Fiche: 50-000, 84/07/02, 8407020206. 


8407060097 Generic Ltr 84-18 to all nonpower reactor licensees re 
filing of applications for licenses St amends. Svc list end. 
EISENHUT. D. Q. Division of Licensing. 84/07/06. Consolidated 
Edison Co. of New York, Inc. 17pp. 25602:012. 24X 

Fiche; 50-000, 84/07/06, 8407060097. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees St Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 0406280311. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 Sc Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co, of New 

York, Inc, 119pp. 25602:276. 24X Fiche : 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation 8< Calculations Supporting Nuclear Power Plant 
Design. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 

8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp, 25865:286. 24X Fiche: 50-000. 84/07/06, 8407050274. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware defic ienc les, mismanagement Sc safety 
problems in nuclear industry. End identifies inaccurate St 
incomplete statements. 

EISENHUT, D. 0. Division of Licensing. 84/07/10. ZERBE, J. Office of 
Policy Evaluations. Bpp. 25779:205. 24X Fiche: 50-000, 84/07/10. 

8407250094. 


— 8407250113 Forwards Commissioner Bernthal request for review St response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER. G. Office of Policy Evaluations. 84/06/28. REHM, T. 

Office of the Executive Director for Operations. Ip. 25779:213. 

24X Fiche; 50-000, 84/07/10, 8407250094. 


— 8407250157 Requests review of S Stecklow 840624 Philadelphia Enquirer 
article re hardware deficiencies, mismanagement Sc safety 
problems. 

BERNTHAL, F. M; Commissioners, 84/06/26. ZERBE, J. Office of 
Policy Evaluations. Spp. 25779:214. 24X Fiche; 50-000, 84/07/10, 

8407250094. 


I. Financial information 


0407060251 IE Info Notice 04-56, "Respirator Users Notice for Certain 
5-Minut# Emergency Escape Self-Contained Breathing 
Apparatus." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. 108pp. 26057:245. 24X Fiche; 50-000, 84/07/25, 8407230079. 


0407310373 "Annual Rept 1983, Public Svc of Indiana." W/840720 ltr. 
BARKER, H. A., MENSCER, D. V. , SHIELDS, S. W. Public Service Co. of 
Indiana, Inc. 83/12/31. DENT(3N, H. R. Office of Nuclear Reactor 
Regulation, Director. 37pp. 25831:177. 24X Fiche: 50-546, 83/12/31. 

8407310373. 


Q. Inspection reports, IE Bulletins S< correspondence 


8407190080 Forwards IE Insp Repts 50-546/84-02 St 50-547/84-02 on 
840402-0608. No noncompliance noted. 

WARNICK.R. F. Region 3, Office of Director. 84/06/19. SHIELDS, S.W. 
Public Service Co. of Indiana, Inc. 2pp. 25687:208. 24X 

Fiche: 50-546, 84/06/19, 8407190080. 


S. Reportable occurrences, LERs St related correspondence 


8407060156 PNO-H I-84-:052: on 840619-28, three Boeing steam generator 
snubbers failed to meet testing cr iter ia. Manufacturer to 
redesign St modify snubber. Redesign St mod of snubbers will 
not affect fuel loading. 

YIN, I. Region 3, Office of Director. 84/06/29. 2pp. 25421:140. 
24X Fiche: 50-000, 84/06/29, 8407060156. 


8407190087 IE Insp Repts 50-546/84-02 8< 50-547/84-02 on 840402-0608. No 

noncompliance or deviations noted. Major areas inspected: 
review of implementing procedures, allegations re unqualified 
maint personnel St exposed rebar in containment bldg walls. 

FORNEY, W. L. Region 3, Office of Director. 84/06/15. 6pp. 

25687: 210. 24X Fiche: 50-546, 84/06/19, 8407190080. 
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8406SS0214 IE Info Notice S4-51 j "Independent Verification." Svc list 
end. 

JORDANi E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York/ Inc. 154pp. 25535:160. 24X Fiche: 50-000. '84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Matl Procurement Controls 
on Part of Licensees & Vendors." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of Neui 

York, Inc. 124pp, 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 «. Other 
Anaerobic Adhesive/Sealants. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. ■ll9pp. 25602:276. 24X Fic he: 50-000, 84/07/05, 8407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 122pp. 25602:032. 24X Fiche: 50-000, 84/07/05, 8407030089. 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-l1inute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/10. Consolidated Edison Co. of New 

York, Inc. 120pp. 25865:166. 24X Fiche: 50-000, 84/07/10, 8407060251. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit, Wrong Train or 
Wrong Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York, Inc. lOBpp. 26057:245. 24X Fiche: 50-000, 84/07/25, 8407230079. 


S. Reportable occurrences, LERs it related correspondence 


8407060156 PNO-1 1 1-84-052: on 840619-28, three Boeing steam generator 
snubbers failed to meet testing criteria. Manufacturer to 
redesign & modify snubber. Redesign & mod of snubbers will 
not affect fuel loading. 

YIN, I, Region 3, Office of Director. 34/06/29. 2pp. 25421:140. 
24X Fiche: 50-000, 84/06/29, 8407060156. 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE, E. P, Westinghous# Electric Corp. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25739:009. 24X Fiche: 50-000, 84/07/13, 8407250326. 


V. Operator Examinations 


8406270142 Generic Ltr 04-16 to. all licensees of operating reactors, 
applicants for OLs & holders of CPs re adequacy of on-shift 
operating experience for near-term OL applicants. Svc list 
end. 

EISENHUT, D. O. Division of Licensing. 84/06/27. Consolidated 
Edison Co. of New York, Inc. 23pp. 25535:018. 24X 

Fiche: 50-000, 64/06/27, 0406270142. 


8407030097 Generic Ltr 84-17 to all power reactor licensees, applicants 
for 0Ls,NSSS vendors, reactor vendors & AEs re annual meeting 
to discuss recent developments concerning operator training, 

CLualif ications & exams. Svc list end. 

EISENHUT, D. G. Division of Licensing. 84/07/03. Consolidated 
Edison Co. of New York, Inc. 16pp. 25601:326. 24X 

Fiche: 50-003, 04/07/03, 8407030097. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION, UNIT 1 


S. Reportable occurrences, LERs & related correspondence 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R.E, Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp, 25692:305. 24X 

Fiche: 50-000. 84/07/13, 8407200101. 


DOCKET STN-50-554 PHIPPS BEND NUCLEAR STATION, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER, R. E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13, 8407200101. 


DOCKET STN-50-556 BLACK FOX STATION, UNIT 1 


A. Application/construction stage documents it correspondence 


8407170022 Responds to 840608 request for addl info in support of 
Invoice C0203 for Black Fox CP appl ication, withdrawn on 
820406. 

MILLER, W.O. License Fee Management Branch. 84/07/06, CONRAD, V. L. 
Public Service Co. of Oklahoma. 3pp. 25650:126. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170026 Forwards util 820406 motion to terminate proceeding, ASLB 
830307 order terminating proceeding it summary of costs Ik 
supporting documentation. Uti 1 will be billed for cost of 
reviewing withdrawn CP application. 

HOLLOWAY, C. J. License Fee Management Branch. 84/05/03. License 
Fee Management Branch. 2pp. 25650:133. 24X Fiche: 50-556, 

84/07/06, 8407170022. 


— 8407170030 Forwards summary of results of review of computer printout 
provided by IE of hours expended for CP review. 

HOLLOWAY, C. J. License Fee Management Branch. 84/04/25. License 
Fee Management Branch. 3Spp. 25650: 159. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170039 Summarizes staff hours expended by ACRS in CP review. 
NEWSOM, A. L. ACRS - Advisory Committee on Reactor Safeguards. 
83/08/10. MILLER, W.O. License Fee Management Branch. Ip. 
25650:197. 24X Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170045 Informs that no prof manhours expended by ASLAB in 
connection w/CP review. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 
83/08/08. MILLER, W.O. License Fee Management Branch. Ip. 
25650:198. 24X Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170051 Informs that no prof staff hours expended on application for 
750808-830307. 

BROWN, R.S. Program Support Branch. 83/08/05. MILLER, W. 0. 

License Fee Management Branch. Ip. 25650: 199. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170059 Informs that no actual manpower records maintained for CP, 
FITTI,C.J. Atomic Safety and Licensing Board Panel. 83/08/02. 
MILLER, W.O. License Fee Management Branch. 36pp. 25650:200. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


DOCKET STN-50-557 BLACK FOX STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


8407170022 Responds to 840608 request for addl info in support of 
Invoice C0203 for Black Fox CP app 1 i cat ion, wit h drawn on 
820406. 

MILLER, W. O. License Fee Management Branch. 84/07/06. CONRAD, V. L. 
Public Service Co. of Oklahoma. 3pp. 25650:126. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170026 Forwards util 820406 motion to terminate proceed ing, ASLB 
830307 order terminating proceeding & summary of costs & 
supporting documentation. Uti 1 will be billed for cost of 
reviewing withdrawn CP application. 

HOLLOWAY, C. J. License Fee Management Branch. 84/05/03. License 
Fee Management Branch. 2pp. 25650:133. 24X Fiche: 50-556, 

84/07/06, 8407170022, 


— 8407170030 Forwards summary of results of review of computer printout 
provided by IE of hours expended for CP review. 

HOLLOWAY, C. J. License Fee Management Branch, 84/04/25. License 
Fee Management Branch. 38pp. 25650: 159. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407170039 Summarizes staff hours expended by ACRS in CP review. 
NEWSOM, A. L. ACRS - Ad visory . Committee on* Reactor Safeguards. 
83/08/10. MILLER, W. 0. License Fee Management Branch. Ip. 
25650:197. 24X Fiche: 50-556, 84/07/06, 8407170022. 
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— 840717004S Informs that no prof manhours expended by ASLAB in 
connection w/CP review. 

ROSENTHAL/ A. S. Atomic Safety and Licensing Appeal Panel. 
83/08/08. MILLER/ W.O, License Fee Management Branch. Ip. 
35650: 198. 34X Fiche: 50-556/ 84/07/06/ 8407170032. 


— 8407170051 Informs that no prof staff hours expended on application for 
750008-830307. 

BROWN/ R.S. Program Support Branch. 83/08/05. MILLER/ W.O. 

License Fee Management Branch. Ip. 25650: 199. 24X 

Fiche: 50-556/ 84/07/06/ 8407170022. 


— 8407170059 Informs that no actual manpower records maintained for CP. 
FITTI/C.J. Atomic Safety and Licensing Board Panel. 83/08/02. 
MILLER/ W. 0. License Fee Management Branch. 36pp. 25650:200. 24X 

Fiche: 50-556/ 84/07/06/ 8407170022. 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT/ UNIT 1 


Q. Inspection reports/ IE Bulletins & correspondence 


8407190285 Forwards IE Insp Repts 50-566/84-01 Si 50-567/84-01 on 
840410-11. No violations or deviations noted. 

UERRELLI, D. M. Region 2, Office of Director. 84/06/11. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 25686:001. 24X 

Fiche: 50-566, 84/06/11. 8407190285. 


—8407190302 IE Insp Repts 50-566/84-01 8i 50-567/84-01 on 840410-11. No 
violations or deviations noted. Major areas inspected : storage 
St maint of safety-related equipment. 

SCHAPKER/ J. F. . CANTRELL. F. S. Region 2. Office of Director. 
04/06/11. 4pp. 25686:003. 24X Fiche: 50-566, 84/06/11, 8407190285. 


DOCKET aTN-50-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


Q. Inspection reports. lE Bulletins St correspondence 


8407190285 Forwards IE Insp Repts 50-566/94-01 St 50-567/84-01 on 
840410— 11, No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/11. PARRIS.H.O. 
Tennessee Valley Authority. 2pp. 25686:001. 24X 

Fiche: 50-566, 84/06/11. 8407190285. 


—8407190302 IE Insp Repts 50-566/84-01 St 50-567/84-01 on 840410-11. No 
violations or deviations noted. Major areas inspected : storage 
S( maint of saf #ty-r elat ed equipment. 

SCHAPKER. J. F. . CANTRELL, F. S. Region 2/ Office of Director. 
84/06/11. 4pp. 25686:003. 24X Fiche: 50-566, 84/06/1 1. 8407190285. 


DOCKET 50-601 RESAR SP/90 


A. Application/construction stage documents St correspondence 


8407270237 Forwards application for withholding proprietary info from 
public disclosure St errata to proprietary version of 
"Westinghouse Advanced PWR RESAR-SP/90/ Prel iminary Design 
Approval, Module 4, RCS. " Errata withheld (ref 10CFR2.790). 

RAHE, E. P. Westinghouse, Electric Corp. 84/07/23. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25794:250. 
24X Fiche: 50-601, 84/07/23. 8407270237. 


— 8407270282 Submits application to withhold proprietary errata to 
"Westinghouse Advanced PWR RESAR-SP/90. Prel iminary Design 
Approval, Module 4, RCS. " from public disclosure. 

WIESEMANN. R. A. Westinghouse Electric Corp. 84/07/23. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. 9pp. 25794:252. 
24X Fiche: 50-601, 84/07/23, 8407270237. 


8407300494 Notification of 840803 meeting w/Westinghouse in Bethesda.MD 
to discuss scope of PRA associated w/RESAR-SP/90. 

ECCLESTON. K. T. Standard i zat ion S« Special Projects Branch. 84/07/25. 

THOMAS. C. O. Standardization it Special Projects Branch. 2pp. 
25816:065. 24X Fiche: 50-601 . 84/07/25. 8407300494. 


K. Utility Final Safety Analysis Report (FSAR) 8< amends 


8407180174 Forwards nonproprietary 8t proprietary RESAR-SP/90 
Westinghouse Advanced PWR Module 4, "RCS." Proprietary rept 
withheld (ref 10CFR2. 790). 

RAHE, E. P. Westinghouse Electric Corp. 84/07/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 25642:261. 
24X Fiche: 50-601,84/07/11,8407180174. 


— 8407180178 Requests withholding of proprietary RESAR-SP/90 

Westinghouse Advanced PWR Module 4, "RCS," (ref 10CFR2. 790). 
Affidavit AW-S2-57 end. 

WIESEMANN, R. A. Westinghouse Electric Corp. 84/07/11. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 9pp. 25642:283. 
24X Fiche: 50-601 , 84/07/1 1. 8407180174. 


— 8407180207 Nonproprietary Chapter 13 of RESAR-SP/90 Westinghouse 
Advanced PWR, "RCS," "Conduct of Operations." 

* Westinghouse Electric Corp. 84/06/30. Ip. 25643:187. 24X 

Fiche: 50-601, 84/07/11. 8407180174. 


— 8407180180 Nonproprietary RESAR-SP/90 Westinghouse Advanced PWR Module 
4, "RCS. " 

* Westinghouse Electric Corp. 84/06/30. 400pp. 25642:292. 24X 

Fiche: 50-601 . 84/07/ 1 1, 8407180174. 


— 8407180182 Nonproprietary Chapter 1 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4. "RCS." "Introduction & General 
Description of Plant. " 

* Westinghouse Electric Corp. 84/06/30. 41pp. 25642:315. 24X 

Fiche: 50-601, 84/07/11, 8407180174. 


— 8407180184 Nonproprietary Chapter 2 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS, " "Site Characteristics. " 

* Westinghouse Electric Corp. 84/06/30. Ip. 25642:356. 24X 

Fiche: 50-601, 84/07/11,8407180174. 


— 8407180186 Nonproprietary Chapter 3 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS. " "Design of Structures. 

Components. Equipment 8t Sys. " 

* Westinghouse Electric Corp. 84/06/30. 5pp. 25642:357. 24X 

Fiche: 50-601, 84/07/11, 0407180174. 


— 8407180189 Nonproprietary Chapter 4 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS, " "Reactor. " 

* Westinghouse Electric Corp. 84/06/30. 3pp. 25643:001. 24X 

Fiche: 50-601,84/07/11,8407180174. 


—8407180190 Nonproprietary Chapter 5 of RESAR-8P/90 Westinghouse 
Advanced PWR Module 4, "RCS. " "RCS & Connected Sys. " 

* Westinghouse Electric Corp. 84/06/30. 175pp. 25643:004. a4X 

Fiche: 50-60 1 , 84/07/ 1 1 , 8407 180174. 


— 8407180194 Nonproprietary Chapter 6 of RE8AR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS. " "ESF. " 

« Westinghouse Electric Corp. 84/06/30. Ip. 25643:180. 24X 

Fiche: 50-601,84/07/11, 8407180174. 


— 8407180196 Nonproprietary Chapter 7 of RESAR-8P/90 Westinghouse 
Advanced PWR Module 4, "RCS," "Instrumentation & Controls." 

4 Westinghouse Electric Corp. 84/06/30. Ip. 25643: IBl. 24X 
Fiche: 50-601, 84/07/11, 8407180174. 


—8407180198 Nonproprietary Chapter 8 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4. "RCS. " "Electric Power. " 

« Westinghouse Electric Corp. 84/06/30. 8pp. 25643:182. 24X 

Fiche: 50-601, 84/07/11. 8407180174. 


— 8407180200 Nonproprietary Chapter 9 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS." "Auxiliary Sys." 

* Westinghouse EJectric Corp. 84/06/30. Ip. 25643:183. 24X 

Fiche; 50-601. 84/07/11, 8407180174. 


— 8407180202 Nonproprietary Chapter 10 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4. "RCS. " "Steam St Power Conversion 
Sys. " 

* Westinghouse Electric Corp. 84/06/30. Ip. 25643:184. 24X 

Fiche: 50-601, 84/07/11, 8407180174. 


— 8407180203 Nonproprietary Chapter ll of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS. " "Radwaste Mgt. " 

* Westinghouse Electric Corp. 84/06/30. Ip. 25643:185. 24X 

Fiche; 50-601, 84/07/11, 8407180174. 


— 8407180204 Nonpropr ietary Chapter 12 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4. "RCS. " "Radiation Protection. " 

* Westinghouse Electric Corp. 84/06/30. Ip. 25643:186. 24X 

Fiche: 50-601, 84/07/11,8407180174. 


—8407180209 Nonproprietary Chapter 14 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS, " "Initial Test Program. " 

* Westinghouse Electric Corp. 94/06/30. Ip. 25643:188. 24X 

Fiche: 50-601, 84/07/11, 8407180174. 


— 8407180212 Nonproprietary Chapter 15 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS," "Accident Analyses." 

* Westinghouse Electric Corp. 84/06/30. 100pp. 25643:189. 24X 

Fiche: 50-601, 84/07/11, 8407180174. 
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— S4071B0214 Nonproprietary Chapter 16 of RESAR~SP/90 Westinghouse 
Advanced PWR Module 4> "RCS. " "Tech Specs." 

«■ Westinghouse Electric Corp. 84/06/'30, Ip. 25643:301. 24X 

Fiche: 50-601, 84/07/11, 8407180174. 


-8407100S53 Renewed License SNM-ai « 

expiration date to 890630. ’^'■''Rockwell Inti Cor p , e x tend ing 

PAGE, R. 0. Uranium Fuel Licensing 

25517:326. Branch. 84/06/28. 5pp. 


“8407180217 Nonproprietary Chapter 17 of RESAR-SP/90 Westinghouse 
Advanced PWR Module 4, "RCS, " "QA. " 

* Westinghouse Electric Corp. 84/06/30. Ip. 25643:302. 24X 

Fiche: 50-601, 84/07/11, 8407180174, 


— 8407100554 Safety evaluation supoorf 

SOONG,A. L. , KETZLACH, N. , CROw,w T renewal 
84/06/28, - ' 


Material Safety. 


. Division of 
^2pp. 25517 : 33 5. 


License SNM-21. 
Fuel Cycle & 


DOMESTIC LISCENSIIMG OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 


8407110526 "Environ Rept for CYS3 on Radiological & Nonrad io logical 
Parameters. " W/S40614 Itr. 

EVANS, R.G., STEWART. D. G. , PAULIAN. J. L. Battelle Memorial Institute, 
Columbus Laboratories. 83/12/31. ROUSE, L, C. Uranium Fuel Licensing 
Branch, 90pp, 25552:287. 


8407110407 Submits items of interest « 

Whittaker Corp, meeting s in Canonsbu ! 

renewal of OE & Rockwell Inti n!!. ^ w/Molycorp & 


licenses 


CUNNINGHAM, R. E. Uranium Fuel Licen.j 
DAVIS, J.G. Office of Nuclear Materi , 
10pp. 25548:110. 


84/07/05. 

Safety & Saf eguards , Direc tor. 


8407170426 Forwards IE 
violations observed. 
SCHUSTER, M. D. Region 
Rockwell Internationa 


Insp Rept 70-0025/84-03 on 840626-29. No 

^^''ector. 84/07/11, FEILER, F. W. 
^ IP. 25608:217. 


8407190095 Forwards IE Safeguards Insp Rept 70-0008/84-03 on 840613-15 
No noncompliance noted. 

AXELSDN, W. L. Region 3, Office of Director. 84/07/06. UNGAR, E. W. 
Battelle Memorial Institute, Columbus Laboratories. 2 pp, 25687:301. 


—8407190100 IE Safeguards Insp Rept 70-0008/84-03 on 840613-15. No 
noncompliance noted. Major areas inspected: measurement & 
statistical contro Is, sh ipp ing it receiving, storage it internal 
control. Details withhheld (ref 10CFR2.790). 

MADEDA, T. U. , CREED, J. R. Region 3, Office of Director. 84/07/06. 
Ip. 25687:303. 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP. , CANOGA PARK, CA 


8407110573 "Radiological Survey of Bldg 001, Energy Sys Group 
Headq.uarters, Rockwell Intl,Canoga Park,CA, " final rept. 

FRAME, P.W. Oak Ridge Associated Univs. FIN A~9093-l. 84/06/30 

Region 5, Office of Director. 409pp. 25541:001. 


9407020029 Confirms that facilities covered by License SNM-0021 
constructed & utilized in manner consistent w/NFPA code. 

TUTTLE, R.J. Rockwell International Corp. 84/05/29. KETZLACH, N 
Uranium Fuel Licensing Branch. 5pp. 25225:321. 


8407020098 Forwards safety review rept, "Radiation Survey for Release 
for Unrestricted Use of Hot Chemistry Lab Area, Energy Sys 
Group Headquarters, Bldg 004. " Criteria met for 
decontamination, 

REMLEY, M, E. Rockwell International Corp. 84/05/30. THOMAS, R. D 
Region 5, Office of Director. 2 pp. 25415:001. 


--B407020103 Rev A to Radiation Survey for Release for Unrestricted Use 
of Hot Chemistry Lab Area, Energy Sys Group Headquarters, Bldo 
004," safety review rept. 

SPEED, D.L. Rockwell International Corp. 130SRR000001 RA 
84/05/29, 3lpp. , 25273:058. 


8407120125 Responds to request for addl info in support 
for renewal of License SNM-21. Requested info prepared 
end revised pages to "Health & Safety Sections for 
Renewal Application of License SNM-21.... " 

REMLEY, M. E. Rockwell International Corp. 84/06/12. 
Uranium Fuel Licensing Branch. Ip, 25557:034, 


of application 
in 


PAGE. R. G. 


--0407120138 Revised pages to "Health & Safety Sections for Renewal 
Application of SNM License Shn-21 , Doc ket 70-25, Issued to 
Energy Sys Group of Rockwell Inti. " 

* Rockwell International Corp. ESG-S2-33 R02. 84/06/05 17dd 

2S5S7: 035» 


8407120057 Submits items of interest. On 840618-20, meeting held w/Oak 
Ridge Associated Univs re ongoing confirmatory survey being 
vi 1 1 e, P A site.Environ assessments (NUREG- 
1078 tt NUREG-1077) will be published in 840628 FR. 

PAGE, R. 0 . Uranium Fuel Licensing Branch, 84/06/27, DAVIS, J. G. 
Division of Fuel Cycle & Material Safety, 3pp. 25572:339. 


-8407120063 Advises that after reviewing Amersham Corp 831118 
possession limits, 1 icensee already restricted 
to NUREG-0767 limits by second license condition discussed 
in G Terry 840618 memo to J Hickeu. 


CARDARELLI , R. Uranium Fuel Licensing Branch. 84/06/18 
Fuel Licensing Branch. Ip. 25572:342. 


proposal 


Uranium 


— 8407170429 IE Insp Rept 70-0025/B4-nr> x. 

noted. Major areas inspected; 840624-29. No noncooipliance 

moderate str.teeic s i L i a i protection o, SNM of 


moderate strategic s i gn i f i cance s, ,■ j I « * i 

withheld (ref 10CFR2. 790). independent effort. Details 

SCHW^N, C. A. , SCHUSTER, M. D. 

84/07/11, Ip. 25608:218. 


5 , Office of Director. 


DOCKET 70-0027 BABCOCK & WILCOX CO,, 


lvnchburg, va 


Lic.n.e SNM-42 physical 

security plan, Changes necessaru tn m., ~ ^ ^ 

w/Page ^ 8 . Page withheld (ref ""9® A35 consistent 


REGAN. N. A. 

Office of Director 


lOCFRa.yont 

Babcock & Wilcox Co. 


Ip. 


84/05/30 
25697: 273, 


O'REILLY, J. P. Region 2, 


B40n203i3 Advise, that 0 Smith mill riturn to facility on 840629 to 
observe physical security aspects of x j i ’ 

evacuation exercise. Enel info wi emergency 

Licensing Branch. 84/06/01. 
Babcock St Wilcox Co. 2 pD os's« 5 Q%Q 4 


BROWN, U. 
REGAN, N. 


transmitted revised 

pages to fundamental nuclear matl control o Ian re research 
reactor fuel element production activmi,‘’cJangis 
acceptab le. 


r? 04 n'na l^ranch. 04/06/22. 

REGAN, N. A, Babcock St Wilcox Co. _ 


2PP, 25558:345. 


’i! , J .xcoption to provision o, 
guard training t. qualification Plan.R,,„,,t to allou, 
employment of Goodwin as guard, w/specifir nhii«iicai 
limitation listed in 840413 Itr, approved ^ ^ 


BROWN, W. B 
REGAN, N 


Uc.n.lng Branch. 

Babcock fit Wilcox Co. ip, 25550 : 336 . 


Clean.. SNM-42, r.i..ulng 
Section 9.0, "Physical Protection Requirements " 

rsSanna 

REGAN, N. A. Babcock & Wilcox Co. 3pp, 25379 - 315 . 

8407120547 Responds to 840618 request for exemption from 10CFR70. 54 re 
nuclear matl transaction rept for empty St clLned 

^PP^oved, Condition 6.8 issued 

to License SNM-42. 

Rfoaw'm A Safeguards Licensing Branch. 84/06/29. 

REGAN, N. A. Babcock Wilcox Co. 2pp, 25573-005 


8407170177 Ack receipt of 840530 Itr transmittina R( 
security plan. Change consistent w/l0CFR7n 
acceptable for inclusion into plan. « 

STOHR.U. P. Region 2, Office of Director 84/07/12 

Babcock & Wilcox Co. Ip. 25609; 148. 84/U//12, 


ev 4 to physical 


ECKERT, J. P. 


"r'i 70-0027/84-15 on 840624-28, No 
violations or deviations noted. 

STOHR, U. P, Region 2, Office of Director 84 / 07/13 FCKERT, J P 
Babcock «< Wilcox Co. 2pp. 25608:303 S4/07/13. ECKERT, U. P. 


iT.LTtll ^°"^?27/84-15 on 840624-28. No violations noted. 
:!ih°:et7:r%riScFR;S>^^«^^^^^ program. Details 


ENNIS, U.D:, MCGUIRE, D.R. Region 2 , 
Ip. 25608:305. 


Office of Director. 84/07/12. 


8407100549 Forwards renewed License SNM -21 for Rockwell 
extending expiration date to 890630. SER also end. 
PAGE, R. 0, Uranium Fuel Licensing Branch. 84/06/28. 
Rockwell International Corp. 2pp. 25517:324. 


Inti Corp, 
REMLEY, M. E. 


8407260390 Forwards IE Insp Rept 70-0027/84 
violations or deviations noted. 

STOHR,vl. P. Region 2, Office of Director 
Babcock & Wilcox Co. 2pp. 25774:332 


-13 on 840625-29. No 

84/07/19. ECKERT, J.P. 
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—8407260393 IE Insp Rept 70-0027/84-13 on 840625-29. No violations or 
deviations noted. Major areas inspected: matl control & 
accountab i 1 i tyf inc lud ing facility organization & mgt of 
matls control sys. Details withheld (ref 10CFR2. 790 ?« 73.21). 

CLAY. E. L. . MCALPINE. E. J. Region 2, Office of Director. 84/07/13. 
Ip. 25774:334. 


8407260276 Ack receipt of 840622 Itr transmitting 840601 rev to nuclear 
matl control plan. Rev consistent w/provisions of 10CFR70. 32 
8( acceptable for inclusion into plan. 

STOHR/J. P. Region 2. Office of Director. 84/07/23. ECKERT. J. P. 
Babcock Uilcox Co. Ip. 25777:296. 


DOCKET 70-0033 TEXAS INSTRUMENTS. INC. , ATTLEBORO. MA 


8407110448 Forwards IE Insp Rept 70-0033/84-01 on 840402-18 & 0521-25. 
No violations noted. 

STAROSTECKI. R. Division of Project it Resident Programs. 84/06/20. 
OOETZ. W. K. Texas Instruments. Inc. 2pp. 25539:186. 


—8407110452 IE Insp Rept 70-0033/84-01 on 840402-18 «« 0521-25. No 
violations noted. Major areas inspected: confirmatory survey 
of decommissioned site. Surface of numerous grid blocks 
around Bldg 10 found to be contaminated. 

ROTH. J. Region 1. Office of Director. ELSASSER. T. C. Division of 
Project it Resident Programs. 84/06/15. Spp. 25539: 188, 


DOCKET 70-0045 NIAGARA MOHAWK POWER CQRP. . SYRACUSE, NY 


8407020078 Requests renewal of QA program approval for radioactive matl 
packages. Act ivities in compliance w/applicable criteria of 
10CFR50, App B re transportation packages. 

LEMPOES.T. E. Niagara Mohawk Power Corp. 84/05/31. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 25225:339. 


DOCKET 70-0124 TELEDYNE ISOTOPES, INC. . WESTWOOD, NJ 


8407120524 Forwards IE Insp Rept 70-0124/84-01 on 840502. No violations 
noted. 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/06/13, 
SCHULTZ. D. Teledyne Isotopes. 2pp. 25555:132. 


—8407120530 IE Insp Rept 70-0124/84-01 on 840502. No noncompliance 
noted. Major areas Inspected: facility organ! zat ion, record s 
8c repts. 

SMITH. O.C., KEIMI<3, R.R. Region 1. Office of Director. 84/06/08. 
2pp. 25555: 134. 


DOCKET 70-0135 BABCOCK it WILCOX CO. , APOLLO. PA 


8407120108 Further response to FOIA request for all 1982 SECY papers. 
Info partially withheld (ref FOIA Exemption 5). 

FELTON, U.M. Division of Roles and Records. 84/05/22. WEISS, E.R. 
Union of Concerned Scientists. 2pp. 25557:059. 


— 8407120115 Discusses Nuclear Fuel Svcs, Inc Erwin hearing re NRDC 
request for DOE classified info 8c provides draft order for 
Commission consideration. 

MALSCH.M. 0. Office of the General Counsel. SECY-82-491. 
82/12/15. 52pp. 25557:062. 


8407120552 Informs of rev to Condition 2. 1, f undamenta 1 nuclear matl 
control plan, of safeguards Amend MPP-l to License SNM-145, 
incorporating changes made pursuant to 10CFR70. 32 8c 
delating obsolete condition. 

BROWN. W. B. Fuel Facility Safeguards Licensing Branch. 84/06/13, 
AUSTIN. M. A, Babcock 8< Wilcox Co. Ip. 25573:024. 


8407110337 Submits item of intarest. On 840613. meating held w/Radiation 
Mgt Carp, Alleghany Intl/Chemetron Corp tc McOean-Rohco, Inc 
in Newburgh Heights. OH re M[cOean-Rohco facility 
decontamination. 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/06/20. DAVIS. J.G. 
Division of Fuel Cycle 8c Material Safety. 4pp. 25536:335. 


8407110407 Submits items of interest re visits to Amax. Inc. B8cW it 
Whittaker Corp, meetings in Canonsburg, PA 8< w/MoIycorp It 
renewal of GE it Rockwell Inti licenses. 

CUNNINGHAM. R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS. U. G. Office of Nuclear Material Safety 8c Safeguards. Director. 
10pp. 25548: 110. 


8407240385 Discusses 840608 Itr describing changes to Chapter XIII 
of Matls Licenses SNM-145 8c SNM— 414. No license amends 
required to make described changes. 

ROUSE, L.C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/07/17. 
AUSTIN, M. A. Babcock 8< Wilcox Co. Ip. 25751:029. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


8407020243 Ack receipt of IE Insp Rept 70-0143/84-13. No proprietary 
info. 

GUINN, F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
84/05/29. STOHR, J. P. Region 2, Office of Director. Ip, 25274:360. 


8407110028 Forwards Rev 60 to fundamental nuclear matl control plan 
(FNMCP) , Section 3 Ic Rev 61 to FNMCP, Sect! on A. Revs withheld 
(ref 10CFR2. 790). 

HENSLEY, K. D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
84/05/29. O'REILLY, U. P. Region 2. Office of Director. Ip. 

25540: 324. 


8407120510 Responds to 840525 request for 12-day extension for 
completing requirements of 10CFR70. 51 for 840504 high 
enriched U physical inventor y. Request acceptable. New license 
condition issued. 

BURNETT, R.F. Division of Safeguards. 84/06/01. HENSLEY, K. D, 
Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co. ). Ip, 
25559:055. 


8407020326 Forwards Chapter 13 to site security plan for SNM of 
moderate strategic significance. Plan withheld <ref 
10CFR2. 790<d ) >. 

HENSLEY, K, D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
84/06/07. SHERR, T. Transportat ion Certification Branch. Ip. 
25261:349. 


8407110138 Application for amend to License SNM-124. End amend 
description withheld (ref 10CFR9. 5 8t 2. 790), Fee end. 

HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 
84/06/12, BROWN. W.R. Assistant Director for Fuel Cycle Safety 8t 
Licensing. 3pp. 25537:343. 


8407120148 Forwards supplemental info in support of 840501 amend 
request re radiographing empty UF6 cylinders at Accurate 
Machine Products Corp. 

IDEKER. R. L. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co. ). 
84/06/12. PAGE. R. 0. Uranium Fuel Licensing Branch. 3pp. 

25557: 015. 


8407120617 Responds to 840531 request for 60-day period to implement 
NRG 840514 position re 10CFR70. 57( b > ( 1 1 ) U (12). Request 
acceptable. 

BROWN. W. B, Fuel Facility Safeguards Licensing Branch. 84/06/13. 
HENSLEY. K.D. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co,). 
Ip. 25558:134. 


8407130384 Issues unnumbered license condition to Amend MPP-l to 
License SNM-124, permitting receipt of one lot of fuel matl 
w/o measuring tlement it isotopic content. 

BROWN. W. B. Fuel Facility Safeguards Licensing Branch. 84/06/14, 
HENSLEY, K.D, Nuclear Fuel Services, Inc. (subs, of Oetty Oil Co.). 
Ip. 25579:342. 


8407120373 Responds to 830207 request for mod of Condition 4.9 to 
License 8NM-124 Ic comments on discussions during wk of 
040402 re use of point calibr. New License Condition 4.11 
effective immediately. 

BROWN. W. B. Fuel Facility Safeguards Licensing Branch. 84/06/18. 
HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 
3pp. 25558:307. 


8407130399 Issues unnumbered license condition to Amend MPP-l to 
License SNM-124. granting exemption from License Condition 
2.20.1 for 840625-0701 plant shutdown. 

BROWN, W, B. Fuel Facility Safeguards Licensing Branch. 84/06/18. 
HENSLEY. K.D. Nuclear Fuel Services, Inc. (subs, of Oetty Oil Co.). 
Ip. 25575:362. 


8407130403 Issues new unnumbered license condition to Amend MPP-l to 
License SNM-124. grant ing exemption from License Condition 
5.5 to not calculate limit of error re revised inventory 
difference for Plant IV operations. 

BROWN. W.B. Fuel Facility Safeguards Licensing Branch, 84/06/18. 
HENSLEY, K.D. Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co.). 
Ip. 25575:358. 


8407110570 Issues Amend 27 to License 8NM-124. per 840611 application. 
Amend exempts licensee from directional air flow 
requirements in 200-300 complex from 840625-0702. 8ER end. 

PAGE. R. 0. Uranium Fuel Licensing Branch. 84/06/22. IDEKER, R. 
Nuclear Fuel Services. Inc. (subs, of Oetty Oil Co. ). Ip. 
25543:359. 
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■ — 84O7H0576 Safety evaluation supporting Amend 27 to License SNM-124. 
allowing exemption from directional air flow rectuirements in 
200-300 complex from 840625-0702. 

SOQNG* A. I CROWj W. T. Uranium Fuel Licensing Branch. 84/06/22. Ip. 
25543: 360. 


— 8407110578 Responds to vendor 840611 request for temporary exemption 
from reciuirement to direct air flow in processing bldgs from 
areas oi/low contamination to areas more contaminated. Environ 
assessment or EIS unwarranted. 

PAOEi R. 0. Uranium Fuel Licensing Branch. 84/06/22. Uranium 
Fuel Licensing Branch. 2pp. 25543:361. 


8407060362 Advises of issuance of Amend 28 to License SNM-124i 
authorizing possession of residual quantities of low 
enriched U hexafluoride at temporary job site. 

PAOE.R. 0. Uranium Fuel Licensing Branch. 84/06/28. IDEKER,R. 
Nuclear Fuel 8ervices> Inc. Csubs. of Getty Oil Co. ). 2pp. 
2S434: 139. 


— 8407060368 Safety evaluation re 840501 application it 0612 suppli 
requesting amend to License SNM-124 to authorize possession 
of low enriched U hexafluoride in sealed cylinders at 
Accurate Machine Products Corp. 

SOONGj A. I CROW» W. T. Uranium Fuel Licensing Branch. 84/06/28. 
3pp. 25434:141. 


— 8407060370 Safety evaluation re 840501 amend request 8t 0612 suppl 
to request for amend to License SNM-I24i to permit empty low 
enriched U hexafluoride containers to be radiographed at 
Accurate Machine Products Corp. 

PAGEiR.G. Uranium Fuel Licensing Branch. 84/06/28. Ip. 

25434: 144. 


8407120409 Responds to 840612 request for exemption from 
1OCFR70. 58<i)<2) re storage of 3 kg high enriched U scrap 
for more than 6 months. New License Condition 7.3 to Amend 
MPP-1 to License SNM-124 end. 

BROWN, W.B. Division of Safeguards. 84/06/29. HENSLEY, K. D. Nuclear 
Fuel Services, Inc. (subs, of Getty Oil Co.). 2pp. 25553:089. 


8407130341 Issues new License Condition 4. 12, reflecting Amend liPP-l, 
to License SNM-124 to pool data from equivalent scales w/o 
regard to statistical significance. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/06/29. 
HENSLEY, K. D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
2pp. 25579:318. 


8407300448 Ack receipt of 840622 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0143/84-04. 

Vendor ufill evaluate collective findings of nuclear safety 
audit monthly. 

O 'REILLY, J. P. Region 2, Office of Director. 84/07/12. GUINN, F.K. 
Nuclear Fuel Services, Inc, (subs, of Getty Oil Co. ). Ip. 

25814: 265. 


— 8407300450 Forwards revised response to 840509 notice of violation & 
proposed imposition of civil penalty. Corrective action: 
nuclear safety audits conducted on every operating shift & 
deficiencies brought to mgt attention. 

GUINN, F. K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
84/06/22. Director's Office, Office of Inspection and 
Enforcement, 4pp. 25814:266. 


— 8407300454 Forwards IE Insp Rept 70-0143/84-04 on 840103-0207 & 
0213-15. Violation noted. 

STDHR,J. P. Region 2, Office of Director. 84/05/09. GUINN, F.K.^ 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). Ip. 

25814: 275. 


— 8407300460 IE Insp Rept 70-0143/84-04 on 840103-0207,0213-15 Sc 0221- 
0302. Violation noted : licensee failure to maintain ie follow 
procedures for proper container handling for SNM. 

KAHLE, U. B. , LEE, T. D. , MCALPINE, E. J. Region 2, Office of Director. 
84/05/08. 9pp. 25814:276. 


8407260310 Ack receipt of licensee 840712 transmittal of Rev 62 to 
fundamental nuclear matl control plan. Changes consistent 
ui/provisions of 10CFR70. 32(c ) & acceptable, 

STDHR, U.P. Regions, Office of Director. 84/07/23. GUINN, F. K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). Ip. 

25779: 239. 


8407300275 EN-84-047: on 840724, notice of violation Sc proposed 
imposition of civil penalty in amount of f 1,000 will be 
ieeued. Action based on violation re failure to maintain matl 
access area barriers in reliable Sc effective condition. 

GRIMSLEY, , AXELRAD,J, Director's Office, Office of Inspection and 
Enforcement. 84/07/23. Ip. 25803:070. 


B4O731O0S8 Forwards IE Insp Rept 70-0143/84-24 on 840619-21. No 
violations or deviations identified. 

STOHR,J.P. Region 2, Office of Director. 84/07/23. GUINN, F, K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 2pp. 
25835: 307. 


— 8407310092 IE Insp Rept 70-0143/84-24 on 840619-21. No noncompliance 
noted. Major areas inspected: security program, includ ing 
training Sc contingency plans Sc matl access area barrier 
survey. Details withheld (ref 10CFR95). 

TOBIN.W. . MCGUIRE, D.R. Region 2, Office of Director. 84/07/23. 
Ip. 25835:309. 


DOCKET 70-0267 NEW YORK, STATE UNIV. OF, BUFFALO, NY 


8407120511 Forwards IE Insp Repts 50-057/84-01 & 70-0267/84-01 on 
840522-24. No violations noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/18. 
HENRY, L.G. New York, State Univ. of, Buffalo, NY. 2pp. 25575:232. 
24X Fiche: 50-057,84/06/18, 8407120511. 


— 8407120519 IE Insp Repts 50-057/84-01 Sc 70-0267/84-01 on 840522-24. 
No violations noted. Major areas inspected : fac iXity 
organization Sc operation, shipp ing Sc receiving , storage 8c 
internal control Sc physical inventory. 

DELLA RATTA, A. , KElMIGiR.R. Region 1, Office of Director. 
84/06/14. 4pp. 25575:234. 24X Fiche: 50-057. 84/06/18, 8407120511. 


DOCKET 70-0364 BABCOCK Sc WILCOX CO. , APOLLO, PA 


8407240385 Discusses 840608 Itr describing changes to Chapter XIII 
of Matls Licenses SNM-145 Sc SNM— 414. No license amends 
required to make described changes. 

ROUSE, L. C. Advanced Fuel Sc Spent Fuel Licensing Branch. 84/07/17. 
AUSTIN, M. A. Babcock Sc Wilcox Co. Ip. 25751:029. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC. , UNCASVILLE, CT 


8407020229 Confirms telcons re Montville sewer treatment sys. Applicable 
comments listed. 

KIRK, W. F. United Nuclear Corp. 84/05/24. RHODES, M. Uranium Fuel 
Licensing Branch. Ip. 25275:284. 


8407020279 Forwards updated Part II, Chapter 4 of License SNM-36B. 
Supervisors health physics guide will be relocated to 
Part II of Chapter 4 in submittal of remaining portions of 
modified license. 

K1RK,W.F. United Nuclear Corp. 84/05/25. BIDINGER, G. H. Fuel 
Process. St Fab. Branch (Pre 790727). 33pp. 25275:001. 


8407180090 Provides items of interest to director, inc lud ing 840710 
meeting w/UNC Naval Products, Inc to discuss renewal 
application it meeting of Inti Commission on Radiological 
Protection Task Group on Waste Mgt. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/07/12. DAVX8, U. 0. 
Office of Nuclear Material Safety & 5af eguards, Director. Ip. 
25652: 358. 


DOCKET 70-0398 COMMERCE. DEPT. OF, WASHINGTON, DC 


8407020331 Forwards revised “Matls License Document, •' Parts I II & 
revised Figure 6. 

PEVEY, L. E. Commerce, Dept. of. National Bureau of Standards. 
84/05/30. SOONG, A. Uranium Fuel Licensing Branch. Ip. 25261:296. 


— 8407020336 Revised “Matls License Document. " 

* Commerce, Dept, of. National Bureau of Standards. 84/05/30. 
5lpp. 25261:297. 


8407200116 Advises of new mailing address in Gaithersburg, MD, effective 
840531. UM Arras replaced UC Wang as supervisory health 
physicist, effective 840527. 

PEVEY, L. E. Commerce, Dept, of, National Bureau of Standards. 
84/06/22. NRC - No Detailed Affiliation Given. Ip. 25697:350. 


8407310243 Forwards supplemental environ info re application for 
renewal & consolidation of Licenses 08-00566-05,08-00566-10, 
08-00566-12, SMB-405 & SNM-362, per 840524 request. NBS 
mailing address changed as of 840531. 

PEVEY, L. E. Commerce, Dept, of, National Bureau of Standards.' 
84/06/30. SHUM, E. Y. Uranium Fuel Licensing Branch. llpp. 
25853: 343. 
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DOCKET 70-0622 ARMY, DEPT. OF, DOVER, NU 


8407200084 Request for 60-day extension of expiration date of License 
SNM-S61 due to nielays in coordinating renewal application. 

TARAS, D. N. Army, Dept, of, Headquarters Materiel Development Sc 
Readiness Command. 84/06/27. Assistant Director for Material 
Safety & Licensing. 2pp. 25697:352. 


8407190354 Discusses IE insp of Licenses 808-348, SNM- 56 1, 29-00047-02 & 
29-00047-06 conducted on 840626. No violations noted. Major 
areas inspec ted : select ive exams of procedures & 
representative records & interviews w/personne 1 . 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/07/12. 
POINTER,©. R. Army, Dept. of. 2pp. 25681:323. 


8407190527 Notifies of issuance of Amend 9 to License SNM-56 1, extend ing 
expiration date to 840930, per 840627 application. 

PACE, R. ©. Uranium Fuel Licensing Branch. 84/07/12. Army , Dept, of , 
Armament Research 8e Development Command. Ip. 25693:307. 


DOCKET 70-0687 UNION CARBIDE CORP. , TUXEDO. NY 


8407110554 Revised application for renewal of License SNM-639. 
incorporating comments & recommendations in NRC 840312 Itr 
proposing lower quantity limits for waste drums 8< adding 
addl limits on combustible matls in hot cells. 

MCGOVERN, J. J. Union Carbide Corp. 84/06/06. ROUSE, L. C. Advanced 
Fuel S« Spent Fuel Licensing Branch. 186pp. 25542:227. 


8407110610 Requests May 1984 El A re License SNM-639, per 840525 FR 
notice. 

HEROES, P.U. New York. State of. 84/06/05. Division of Fuel Cycle 
& Material Safety. Ip. 25543:343. 


8407190422 Forwards revised application for renewal of License 
SNM-0639. 

MCGOVERN, U. U. Union Carbide Corp. 84/06/06. ROUSE, L. C. Advanced 
Fuel 8c Spent Fuel Licensing Branch. Ip. 25688:211. 


— 8407190426 Revised application for renewal of License SNM-0639. 
* Union Carbide Corp. 84/06/06. laipp. 25688:213. 


8407120007 Forwards KD George resume of nuclear experience, ref lecting 
over 30 yrs experience in nuclear development 8c operations 
work at several facilities. Substantive part of experience 
involved operations w/8NM criticality control. 

MCGOVERN. U. J. Union Carbide Corp. 84/06/08. ROUSE, L. C. Advanced 
Fuel 8c Spent Fuel Licensing Branch. 5pp. 25573: 146. 


DOCKET 70-0698 WESTINOHOUSE ELECTRIC CORP,. PITTSBURGH. PA 


8407230178 Forwards "Rept 6 on Results of Quarterly Groundwater 
Monitoring Samples at Waltz Mill Site. " Sr-90 levels in 
excess of max permissible concentration in 5 of 30 wells. 
Effort underway to locate 8c eliminate contaminated source. 
OALM, D. T. Mestlnghouse Electric Corp. 84/06/29. MURLEY. T. E. 
Region 1, Office of Director. 3pp. 25727:243. 


8407060024 Forwards IE Safeguards Insp Rept 70-0734/84-06 on 840611-15. 
No violations noted. Rept withheld <ref 10CFR2. 790). 

SCHUSTER, M. D. Region 5, Off ice. of Director. 84/06/27. PARKER. J. W. 
OA Technologies, Inc. /General Atomic Co. 2pp. 25429:301. 


8407180326 Forwards IE Insp Rept 70-0734/84-04 on 840323-27. No 
noncompliance noted. 

WENSLAUSKI, F. A. Region 5, Office of Director. 84/06/29. 
CQLANDREA, T. R. OA Technologies, Inc. /General Atomic Co. 2pp. 
25666: 042. 


— 8407180328 IE Insp Rept 70-0734/84-04 on 840323-27. No violations 
noted. Major areas inspected: status of previously identified 
violations, operations review. criticality safety, rad iat ion 
protection 8e Part 21 activities. 

BROCK, B.L., THOMAS, R.D. Region 5, Office of Director. 84/06/28. 
7pp. 25666: 044. 


DOCKET 70-0754 GENERAL ELECTRIC CO. , PLEASANTON. CA 


8407060295 Forwards info requesting route approval per 10CFR73 for 
shipment of irradiated reactor fuel from Pleasanton, CA to 
Richland, WA. 

KIRKLAND, M. W. General Electric Co. 84/05/29. HILLMAN, C. R. 
Transportation Certification Branch. 9pp. 25434:204. 


8407240313 Answer in opposition to California PIRG 840608 request for 
readfflission to proceedings. Certificate of Svc end. 

TURK.S. E. Hearing Branch 1. DSB 450. 84/07/13. Atomic Safety 

and Licensing Board Panel. 39pp. 25714: 169. 24X 

Fiche: 50-070, 84/07/13, 8407240313. 


— 8407240320 Memorandum & order denying T Somit, J Buhowsky Sc California 
PIRG petitions to intervene. Certificate , of Svc end. Served 
on 830408. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. 83/04/08. 
Public Interest Research Group, California. 16pp. 25714:208. 24X 
Fiche: 50-070, 84/07/13, 8407240313. 


DOCKET 70-0818 EASTERN NAZARENE COLLEGE, QUINCY, MA 


8407120496 IE Insp Findings & Licensee Ack dtd 840608 of License 
8NM-757. Insp findings: no noncompliance noted. 

LADUN.R.H. Region 1, Office of Director. 84/06/08. Ip. 25555:109. 


DOCKET 70-0020 UNITED NUCLEAR CORP. , WOOD RIVER JUNCTION, RI 


8407110270 Forwards soil core analyses for inclusion in United Nuclear* 
Corp Recovery Sys final survey rept. 

HELGESON, K. A. United Nuclear Corp. 84/06/04. CROW, W. T. Division 
of Fuel Cycle 8c Material Safety. 16pp. 25536:346. 


8407190077 Forwards IE Insp Rept 70-0820/84-01 on 840525. No 
violations noted. 

8TAR0STECKI, R. Division of Project 8c Resident Programs. 84/06/26. 
AMY,©. Q. United Nuclear Corp. 2pp. 25687:195. 


— 8407230179 "Rept 6 on Results of Quarterly Groundwater Monitoring 
Samples at Waltz Mill Site. " 

* Westinghouse Electric Corp. 84/05/29, 22pp. 25727:246. 


DOCKET 70-0734 OA TECHNOLOGIES, INC. , SAN DIEGO, CA 


8407200118 Forwards rev to Chapter 6 of Category I physical protection 
plan. Change reflects new organizational unit now in 
operation. Plan withheld <ref 10CFR73. 21). 

MDWRY,W.R. OA Technologies, Inc. /General Atomic Co. 84/05/18. 
MARTIN, J. B. Region 5, Office of Director. Ip. 25697:349, 


8407120584 Informs of review of guard training 8c qualification plan. 
Plan acceptable, as revised. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/06/22. 
MOWRY,W.R. OA Technologies, Inc. /General Atomic Co. Ip. 25558:306. 


8407020140 Notifies of refund of fees re review of Matls *c Plant 
Protection Amend MPP-1 to License SNM-696, Amend 26 to 
License R-38 8< Amend 32 to License R-67 for approval of 
physical protection plan for SNM. 

MILLER, W.O. License Fee Management Branch. 84/06/25. MOWRY, W. R. 
OA Technologies, Inc. /General Atomic Co. 2pp. 25272:346. 24X 

Fiche: 50-089, 84/06/25, 8407020140. 


—8407190082 IE Insp Rept 70-0820/84-01 on 840525. No violations or 
deviations noted. Major areas inspec ted: status of 
decommissioning activities conducted by licensee. 

ROTH, J. , ELSA8SER, T. C. Region 1, Office of Director. 84/06/26. 
2pp. 25687: 197. 


8407120623 Comments on 840506 submittal re progress in evaluating 
groundwater conditions at Wood River Junction. RI site. 
WYNGARDEN, S. D. Uranium Fuel Licensing Branch. NRC -02-80- 076. 
84/07/03. WARNER, D.L. Don L. Warner, Inc. Ip. 25558:133. 


DOCKET 70-0824 BABCOCK 8< WILCOX CO. , LYNCHBURG, VA 


8407180168 Forwards IE Insp Rept 70-0824/84-02 on 840523-24. No 
violations or deviations noted. 

8T0HR, J. P. Region 2. Office of Director. 84/06/08. ENOELDER, T. C. 
Babcock Wilcox Co. 2pp. 25666:355. 


—8407180169 IE Insp Rept 70-0824/84-02 on 840523-24. No violations or 
deviations noted. Major areas inspected: organization, 10CFR21, 
facility changes & mods, safety committees & internal audits, 

KAHLE, J. B. , MCALPINE, E. J. Region 2, Office of Director. 04/06/08. 
4pp. 25666:357. 
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DOCKET 70-0925 KERR-MCOEE NUCLEAR CORP. , OKLAHOMA CITY. OK 


8407030360 Forward* IE Insp Repta 70-0925/84-03 h 70-1193/84-03 on 
040531-0601. No noncomp 1 iance not#d. 

AXELSQNiW.L. Region 3. Office of Director. 84/06/28. SHELLEY, W. J. 
Kerr-McOet Corp. 2pp. 25239:324. 


— 8407030371 IE In»p Repts 70-0925/84-03 & 70-1193/84-03 on 840531-0601. 
No noncomplianc# noted. Major areas inspected: matl control ?t 
accountab il ity,, measurement Zi statistical controls 8< shipping 
®( receiving. Detai Is withheld (ref 10CFR2,790). 

STAPLETON. B. W. . CREED. J.R. Region 3. Office of Director. 

84/06/28. Ip. 25239:326. 


8407030400 Ack receipt of 040523 Itr informing NRC of steps taken to 
correct noncomp liance. Conf I icting info will be reviewed 
during future insp. License amend re transfer of ownership 
to Sequoyah Fuels Corp not yet issued. 

PAPERIELLQ, C. J. Region 3, Office of Director. 84/06/29. 

STAUTER.J. C, KerT-Mc<3e# Corp. Ip. 25239:272. 


— 8407030404 Responds to NRC 840427 Itr re noncompl iance. Cor rective 
actions: procedure requiring SCBA equipment or air 
respirators revised on 840507. 

STAUTER.J. C. Kerr-McOee Corp. 84/05/23. PAPERIELLO. C. J. Region 
3. Office of Director. 3pp. 25239:273, 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY. CAMBRIDGE. MA 


8407020429 Responds to 830913 Itr & W Crow 840516 telcon re 
alternatives for renewing License SNM-986. Licensee intends 
to minimize inventory of source & SNM commensurate w/ 
research & teaching needs. 

CLARKf L. Massachusetts Institute of Technology, Cambridge, liA. 
84/05/29. PAGE, R. G. Uranium Fuel Licensing Branch. 4pp. 

25231 : 353. 


DOCKET 70-0984 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 


8407050168 Forwards IE Insp Rept 70-0984/84-02 on 840514-18 & 
notice of violation. 

WENSLAWSKI. F. A. Region 5, Office of Director. 84/06/14. 
SIMPSON. C.L. Battellc Memorial Institute, Pacific Northwest 
Laboratories. 2pp. 25417:203. 


— 8407030172 Notice of violation from insp on 840514-18. 

THOMAS. R.D. Region 5. Office of Director. 84/06/14. 2pp. 
25417:205. 


— 8407050175 IE Insp Rept 70-0984/84-02 on 840514-18. Vio la ti ons noted; 
radiation detection instrument calibr 6 days beyond due date 
8( bioassays overdue. 

BROCK, B.L., THOMAS. R.D. Region 5, Office of Director. 84/06/13. 
6pp. 25417:207. 


8407170365 Ack receipt of 840629 Itr informing NRC of steps taken to 
corract violation noted in IE insp of License SNM-942 on 
840514— IS. Corrective action will be verified during next 
insp. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/07/11. 

SIMPSON, C.L. Battelle Memorial Institute# Pacific Northwest 
Laboratoriei. Ip. 25612:359. 


— 8407170369 Responds to NRC 840614 Itr re violation noted in IE insp of 
License SNM-942 on 840514-18. Corrective actions: emphasis 
increased on removal & replacement of radiation protection 
instruments prior to calibr due date. 

SIMPSON. C.L. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/06/29. THOMAS, R. D. Region 5, Office of 
Director. 2pp. 25612: 361. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC. , WINDSOR, CT 


8407310455 Application to amend License SNM-1067. appointing 
JJ Vallaro to position of supervisor - health physics Ik 
safety. Fee incl. 

LICHTENBEROER Combustion Engineering, Inc. 84/06/19. PAOE. R. Q. 
Uranium Fuel Licensing Branch, 21pp. 25853:295. 


8407180271 Forwards IE Insp Rept 70-1100/84-04 on 840604-08. No 
violations noted. 

MARTIN. T.T. Division of Engineering & Technical Programs. 84/06/27. 
LICHTENBERGER Combustion Engineering, Inc. 2pp. 25666:077- 


— 8407180275 IE Insp Rept 70-1100/84-04 on 840604-08. No noncompliance 
noted. Major areas inspected: shipper-receiver ver i f icat ion. 
physical inventory & records & repts. 

DELLA RATTA, A. , KEIMIG. R. R- Region 1, Office of Director. 
84/06/20. 3pp. 25666: 079. 


DOCKET 70-1113 GEhEiRAL ELECTRIC CO., WILMINGTON, NC 


8407110367 Forwards groundwater monitoring results for 1983, as reported 
to State of NC per 840200-10 request. 

VAUGHAN, C.M. General Electric Co. 84/02/10. WYNOARDEN,S. Office 
of Nuclear Material Safety 8c Safeguards, Dir ector. 2pp. 25552:243. 


— 8407110373 "Groundwater Monitoring Results for 1983. " 

SMALLEY, W.B. General Electric Co. 83/12/31. 41pp. 25552:245. 


8407110294 Provides addl info re environ radiological monitoring 
program, per 840405 telcon. 

VAUGHAN. C.M. General Electric Co. 84/04/11. WYNGARDEN, S. D. NRC - 
No Detailed Affiliation Given. 5pp. 25536:339. 


8407120177 Forwards proprietary 8t nonproprietary veirsions of revised 
safety demonstration document 8c affidavit for withholding, 
replacing 840125 document. W/o end. 

VAUGHAN, C.M. General Electric Co. 84/06/01. CROW, W. T. Uranium 
Fuel Licensing Branch. 2pp. 25557:006. 


8407120188 Forwards rev to fundamental nuclear matl control plan. Rev 
withheld (ref 10CFR2. 790 < d ) ) . 

VAUGHAN,C.M. General Electric Co. 84/06/15. O 'REILLY, J. P. Region 
2, Office of Director. Ip. 25557:362. 


8407200082 Forwards latest revs to fundamental nuclear metis control 
plan for fuel fabrication facility in Wilmington, NC. Revs 
withheld (ref 10CFR2. 790 ) ., 

VAUGHAN, C.M. General Electric Co. 84/06/15. O 'REILLY, J. P. Region 
2, Office of Director. Ip. 25697:354. 


8407110091 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1113/84-06. 

STOHRiJ. P. Region 2, Office of Director. 84/06/18. LONG, J. A. 
General Electric Co. Ip. 25540:263. 


— 8407110094 Responds to NRC 840509 Itr re violations noted in IE Insp 
Rept 70-1113/84-06. Corrective actions: indivi doa Is instructed 
in writing procedures. Details withheld (ref 10CFR2. 790). 
VAU0HAN,C.M. General Electric Co. 84/06/07. STOHR, J. P, Division 
of Emergency Preparedness 8t Materials Safety. Ip. 25540:264. 


8407110041 Rev 4 to application for renewal of License SNM-1097, 
reflecting NRC review of environ 8* nuclear safety issues. 
VAUOHAN,C.M. General Electric Co. 84/06/20. CROW,W. T. Low-Level 
Waste 8( Uranium Recovery Projects Branch. 26pp. 25548:170. 


8407190179 Ack receipt of 840607 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1113/83-20. 

Meeting scheduled for 840710 to discuss 831031 notice of 
violation. 

STOHR, J.P. Region 2, Office of Director. 04/06/22. LONG, J. A. 
General Electric Co. Ip. 25687:351. 


— 8407190185 Forwards proprietary response to NRC B40S11 Itr re 
violations noted in IE Insp Rept 70—1113/83—28. Corrective 
actions withheld (ref 10CFR2. 790). 

VAUGHAN, C.M. General Electric Co. 84/06/07. STOHR, J. P. Division 
of Emergency Preparedness fc Materials Safety. Ip, 25687:352. 

8407120057 Submits items of interest. On 840618-20, meeting held w/Oak 
Ridge Associated Univs re ongoing confirmatory survey being 
conducted at Grtenvi 1 le# PA site. Environ assessments (NUREO— 

1078 fc NUREG-1077) will be published in 840628 FR. 

PAOE, R. G. Uranium Fuel Licensing Branch. 04/06/27. DAVIS, J.G. 
Division of Fuel Cycle Sc Material Safety. 3pp. 25572:339. 


— 8407120063 Advises that after reviewing Amersham Corp 831118 proposal 
to Increase possession limits, licensee already restricted 
to NUREG-0767 limits by second license condition discussed 
in 0 Terry 840618 memo to J Hickey. 

CARDARELLI,R. Uranium Fuel Licensing Branch. 84/06/18. Uranium 
Fual Licensing Branch. Ip. 25572:342. 


8407100167 Forwards renewed Metis License SNM-1097# SER, f indings of no 
significant impact St EIA. 

PAOE, R.G. Uranium Fuel Licensing Branch. 84/06/29. VAUGHAN, C. M. 
General Electric Co. Ip. 25536:164. 
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— 8407100173 Renewed Matls License SNM-1097 for GE» author i z ing 
possession & use of listed amounts of SNM. 

PAGE. R. G. Division of Fuel Cycle *< Material Safety. 84/06/29. 
2pp. 25536: 165. 


— 8407100178 SER recommending renewal of License SNM-1097 for GE. 
SOONG, A. L. . CROW. W. T, , BIDINGER. G. H. Division of Fuel Cycle Sc 
Material Safety. 84/06/25. 40pp. 25536:167. 


8407120540 Confirms 840629 telcon agreement to close 820409 proposed 
licensing actions re matl measurement control procedures. 

Req.uest no longer valid due to subsequent mods to safeguards 
program. 

BROWN.W. B. Fuel Facility Safeguards Licensing Branch. 84/06/29. 
VAUGHAN, C.M. General Electric Co. Ip. 25559:251. 


S407020195 ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO. Sivri-1097. Doc ket No. 70-1113. 

(General Electric Company . Wi Iming ton Manufacturing 
Department > 

a Division of Fuel Cycle & Material Safety. NUREO-1078. 04/06/30. 

S4pp. Available at NRC. i4. 50. 25275:094. 


8407110407 Submits items of interest re visits to Amax, Inc, B&W & 
Whittaker Corp, meetings in Canonsburg. PA Sc w/Molycorp 8c 
renewal of GE 8c Rockwell Inti licenses. 

CUNNINGHAM. R. E. Uranium Fuel Licensing Branch. 84/07/05. 

DAVIS. U. G. Office of Nuclear Material Safety 8c Saf eguard s . Director. 
10pp. 25548:110. 


8407240219 Forwards ElA associated w/renewal of License SNM-1097 for 
GE. Provides comments 8c recommendations re groundwater 
monitoring for contamination at GE. W/o end. 

CROW. W. T. Uranium Fuel Licensing Branch. 84/07/17. WAKILO.C. 
North Carolina. State of. 2pp. 25752:350. 


8407260307 Forwards IE Safeguards Insp Rept 70-1113/84-08 on 840625-28. 
No violations or deviations noted. 

STQHR. J. P. Region 2, Office of Director. 84/07/19. LONG. J. A. 
General Electric Co. 2pp. 25777:320. 


8407270174 PNO- 1 1-84-043: on 840716. two containers. carry ing two new fuel 
bundles each, dropped from fork lift while being loaded 
aboard aircraft. Survey indicated- no contamination present. 

Damaged container returned to Westinghouse. 

KAHLE, J. B. . BARR. K. P. Region 2. Office of Director. 84/07/17. 2pp. 
25788: 350. 


DOCKET 70-1167 NORTHWESTERN OKLAHOMA STATE UNIV. , ALVA. OK 


8407020193 Amend 5 to Matls License SNM-1101 for Northwestern Oklahoma 
State Univ, authorizing use of Pu for teaching 8t training 
of students. 

WHITTEN, J.E. Region 4, Office of Director. 84/06/11. 3pp. 
25261:001. 


— 8407020199 Responds to NRC request for addl info re application to 
renew License SNM-1101. Emergency procedures end. 

BROWN.K. H. Northwestern Oklahoma State Univ.. Alva. OK. 84/05/18. 
WHITTEN, J. E. Region 4. Office of Director. 3pp. 25261:004. 


— 8407020204 Requests addl info re application to renew Byproduct Matl 
License SNH-1 101. Cali br procedures should include mfg name & 
model number of source to be used. 

WHITTEN, J.E. Region 4. Office of Director. 84/04/25. 

STRUG KLE. J. R. Northwestern Oklahoma State Univ., Alva. OK. 2pp. 
25261 : 007. 


•B407020209 Requests Reg Guide 10. 3. omitted from NRC request for addl 
info re application to renew License SNM-llOi. Howitzer 
currently in use 1 wk per yr. 

BROWN. K.H. Northwestern Oklahoma State Univ., Alva. OK. 84/05/07. 
WHITTEN. J.E. Region 4. Office of Director. Ip. 25261:009. 


— 8407020226 Ack receipt of application for renewal of License SNM-1101 
License will not expire until final action taken. 

EVERETT.R. J. Region 4. Office of Director. 84/02/16. 

STRUG KLE, J. J. Northwestern Oklahoma State Univ. . Alva. OK. Ip. 
25261: 012. 


—3407260312 IE Safeguards Insp Rept 70-1113/84-08 on 840625-28. No 
noncompliance noted. Major areas inspected: export 
verification. measurements & followup on insp identified 
issue. Details withheld (ref 10CFR2. 790 73.21). 

BATES, J. W. . MCALPINE, E, J. Region 2. Office of Director. 84/07/18. 
Ip. 25777:322. 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


— 8407020240 Forwards original application for renewal of License 
8NM-1101. 

« Division of Fuel Cycle Sc Material Safety. 84/02/02. Region 
4, Office of Director. Ip. 25261:013. 


— 8407020254 Application for renewal of License SNM-1101. author! zing 
use of Pu for teaching Sc training of students. 

STRUCKLE. J. J. . BROWN, K.H. Northwestern Oklahoma State Univ., Alva. 
OK. 84/01/23. Division of Fuel Cycle Sc Material Safety. 2pp. 
25261: 014. 


8407190451 Responds to 840619 telcon re allegation of burial of U-235 
at Cheswich.PA faci lity. Comprehensive evaluation of past 
site activities Sc pertinent burial records should be 
conducted. Results requested within 30 days. 

STAROSTECKI. R. Division of Project Sc Resident Programs. 84/07/12. 
SLEMBER.R. Westinghouse Electric Corp. 2pp. 25693:321. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 


8407200092 Forwards rev to fundamental nuclear matl control plan for 
fuel mfg plant located near Columbia. SC. Withdrawal of all 
Safeguards Amend SO-1 license conditions requested. 

Rev withheld (ref 10CFR2. 790). 

NARDI.A. J. Westinghouse Electric Corp. 84/04/18. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. 2pp. 25697:347. 


8407110109 Forwards revised pages to fundamental nuclear matl control 
plan, reflecting NRC 830216 Sc 0316-18 comments. Pages withheld 
(ref 10CFR2. 790). 

NARDI.A. J. Westinghouse Electric Corp. 84/05/10. BROWN. W. B. Fuel 
Facility Safeguards Licensing Branch. 2pp. 25538:359. 


8407160210 Ack receipt of 840518 Itr re routine IE Safeguards Insp Rept 
70-1151/84-05 on 840416-19. 

SANDERS. C.F. Westinghouse Electric Corp. 84/06/05. 0 "REILLY, J. P. 

Region 2. Office of Director. Ip. 25590:352. 


8407120483 Forwards revised Safeguards Amend 80-1 to License SNM-1107. 
incorporating license conditions to reflect revised 
fundamental nuclear matl control plan. 

BROWN. W.B. Fuel Facility Safeguards Licensing Branch. 84/06/06. 
SANDERS. C.F, Westinghouse Electric Corp. 9pp. 25558:347. 


8407130006 Issues amend to Section 9 of matls & plan protection Amend 
MPP-l to License SNM-1107 re sit# physical security plan. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/06/28. 
NARDI.A. J. Westinghouse Electric Corp. Ip. 25579:334. 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY. OK 


8407030360 Forwards IE Insp Repts 70-0925/84-03 it 70-1193/84-03 on 
840531-0601. No noncompliance noted. 

AXELSON.W, L. Region 3, Office of Director. 84/06/28. SHELLEY. W. J. 
Kerr-Mc Gee Corp. 2pp. 25239:324. 


— 8407030371 IE Insp Repts 70-0925/84-03 it 70-1193/84-03 on 840531-0601 
No noncompliance noted. Major areas inspected : matl control l< 
accountability, measurement 8c statistical controls it shipping 
8c receiving. Details withheld (ref 10CFR2. 790). 

STAPLETON, B. W. . CREED. J. R. Region 3, Office of Director. 

84/06/28. Ip. 25239:326. 


8407030400 Ack receipt of 840523 Itr informing NRC of step# taken to 
correct noncompliance. Conflicting info will be reviewed 
during future insp. License amend re transfer of ownership 
to Sequoyah Fuels Corp not yet issued. 

PAPER lELLO. C. J. Regions. Office of Director. 84/06/29. 
STAUTER.J. C. Kerr-McGee Corp. Ip. 25239:272. 


— 8407030404 Responds to NRC 840427 Itr re noncompliance. Corrective 
actions : procedure requiring 8CBA equipment or air 
respirators revised on 840507. 

STAUTER.J. C. Kerr-McGee Corp. 84/05/23. PAPERIELLO. C. J. Region 
3, Office of Director. 3pp. 25239:273. 


8407060079 Forward# IE Physical Protection Insp Rept 70-1193/84^-04 on 
840531-0601. No noncompliance noted. 

AXELSON.W. L. Region 3. Office of Director. 84/06/29. SHELLEY, W. J. 
Kerr-McGee Corp. 2pp. 25429:224. 


— 8407060082 IE Physical Protection Insp Rept 70-1193/04-04 on 
840531-0601. No noncompliance noted. Major areas inspected: 
security plan 8< implementing procedures, alarm stations it 
communications. Saf eguards info withheld (ref 10CFR73. 21 ) , 
STAPLETON, B. W. . CREED. J. R. Region 3. Office of Director.- 
84/06/29. Ip, 25429:226. 
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DOCKET 70-1201 BABCOCK & WILCOX CO. . LYNCHBURG. VA 


8407020017 Req.utsts withdrawal of Amend 83-1 to License SNM— HAS re 
reactor insp sys. 

FORD. J. T. Babcock & Wilcox Co. 84/0A/05. PAGE. R. G. Uranium Fuel 
Licensing Branch. Ip. 25272:350. 


8407110300 Application for amend to License SNM-il6S. revising 
Condition 3.4 to allow SNM content in shipment to British 
Nuclear Fuels, Ltd to be determined by gross alpha count 
method. 

WATTERS. J.P. Babcock 8< Wilcox Co. 84/06/08. BROWN. W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 25538: 183. 


8407110383 Forwards revised pages to security plan. reflecting 
organ! zational changes. Pages withheld (ref 10CFR2. 790). 

WATTERS, J.P. Babcock 8e Wilcox Co. 84/06/08. O 'REILLY. J. P. Region 
2. Office of Director. 2pp. 25548: 140. 


8407110156 Forwards telcon memo. memorializing 840615 description of 
waste items, methods of measurement 8c justification re plans 
to ship pelletizing equipment to British Nuclear Fuel. 

Limited. W/o end. 

WALTER.J.P. Babcock 8< Wilcox Co. 84/06/22. BROWN. W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 25537:360. 


8407120436 Responds to 840215 request to revise Safeguards License 
Condition 3.4 to allow use of gross alpha count method. 

Request acceptable, 

BROWN. W. B. Fuel Facility Safeguards Licensing Branch. 84/06/26. 
FORD, J. T. Babcock & Wilcox Co. Ip. 25556:356. 


8407130347 Issues new unnumbered license condition to Amend MPP-2 to 
license SNM-1168 re cleaning tt measurement of specified 
pelletizing equipment. Con taminated oily rags may be measured 
by gamma counting 8< contaminated oil by gross alpha method. 

BROWN. W.B. Fuel Facility Safeguards Licensing Branch. 84/06/29. 
WATERS/J.P. Babcock i Wilcox Co. Ip, 25579:314. 


DOCKET 70-1257 EXXON NUCLEAR CO. , INC. , RICHLAND. WA 


0407030462 Forwards IE Insp Rept 70-1257/84-02 on 840326-30. No 
noncofflpliance noted. 

WENSLAWSKI. F. A. Region 5. Office of Director. 84/06/15. NILSON. R. 
Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. ). 2pp. 25278:144. 


—8407030463 IE Insp Rept 70-1257/84-02 on 840326-30. No violations noted. 
Major areas inspected: status of previously identified 
violations. faci lity changes & mods. emergency p lanning. f ire 
prevention/protection 8c packaging. 

BROCK. B.L.. THOMAS. R.D. Region 5, Office of Director. 84/06/13. 

7pp. 25278: 146. 


8407020216 Forwards IE Safeguards Insp Rept 70-1257/84-04 conducted on 
840604-06. No violations noted. Major areas inspected: exam of 
procedures 8( records, interviews w/personnel 8c observations 
by inspector. Rept withheld (ref 10CFR2. 790<d ) ). 

SCHUSTER. M. D. Region 5, Office of Director. 84/06/26, NILSON. R. 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). Ip. 25217:326. 


8407170259 Ack receipt of 840626 Itr informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
70-1257/84-03. Corrective actions will be reviewed during 
next insp. 

SCHUSTER. M, D. Region 5. Office of Director.. 84/07/13. NILSON. R. 
Exxon Nuclear Co. > Inc. (subs, of Exxon Corp. ). Ip. 25615:053. 


DOCKET 70-1308 GENERAL ELECTRIC CO. . SAN JOSE. CA 


8407020044 Forwards annual update for May 1984 to "Consolidated SAR for 
Morris Operation. Vols 1 8c 2. " 

HERRINGTON. C. C. General Electric Co. 84/05/31. CUNNINGHAM. R. E. 
Division of Fuel Cycle Sc Material Safety. 4pp. 25274:266. 


— 8407020050 Annual update for May 1984. Rev Dl. to "Consolidated SAR for 
Morris Operation. Vol 1 8c 2". 

* General Electric Co. NED0-21326D1. 84/05/31. 51pp. 

25274:269. 


8407050461 Forwards Amend 2 to License SNM-2500 8t notice of issuance 8c 
availability. Amend deletes ref to limits of radionuclide 
concentration in cask coolant water 8c replaces w/n#w limit. 

ROUSE. L.C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/06/28, 
HERRINGTON. C. C. General Electric Co. 2pp. 25431:332. 


— 8407050462 Amend 2 to License SNM-2500. deleting ref to limits of 
radionuclide concentration in cask coolant water 8c replacing 
w/new limit. 

ROUSE. L. C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/06/28. 
5pp. 25431:334. 


— 8407050464 Notice of issuance 8c availability of Amend 2 to License 
SNM-2500. 

ROUSE. L.C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/06/28. 
2pp. 25431:339. 


8407170475 Advises of review of revised consolidated SAR 8c identifies 
deficiencies. Corrected 8c revised pages requested by 840802 
to allow completion of review. 

ROBERTS. J.P. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/07/11. 
HERRINGTON, C. C. General Electric Co. 2pp. 25634:168. 


DOCKET 70-1359 IRT CORP. , SAN DIEGO. CA 


B40712048S Forwards request for addl info re physical security plan 
for protection of SNM of moderate 8c low strategic 
significance. Response requested within 30 days. Enel withheld 
(ref 10CFR2. 790(d)). 

BROWN. W. B. Fuel Facility Safeguards Licensing Branch. 04/06/28. 
MASCHKA. P.R. IRT Corp. Ip. 25558:357. 


DOCKET 70-1395 ALLEGHENY GENERAL HOSP. . PITTSBURGH. PA 


8407310168 Ack receipt of 840627 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses SNM-1381. 

SNM-1484, 37-01317-01 8c 37-01317-02. Correct ive actions will 
be examined during future insp. 

MARTIN. T. T. Division of Engineering 8c Technical Programs. 84/07/25. 

WESTER MAN. J. H. Allegheny Health. Ed. 8c Research Corp.. Pittsburgh. 
PA. Ip. 25834:346. 


— 8407310173 Responds to NRC 840614 Itr re violations noted in IE insp 
of License 37-01317-02 on 840515. Corrective actions: 
importance of monthly spot checks emphasized to staff 8c spot 
checks of Cot 60 incorporated into monthly audit. 

WESTERMAN. J. H. Allegheny Health. Ed. 8t Research Corp. . Pittsburgh. 
PA. 84/06/27. MARTIN. T. T. Division of Engineering 8c Technical • 
Programs. 2pp. 25834:347. 


DOCKET 70-1426 TR ANSNUCLEAR . INC. . FALLS CHURCH. VA 


8407020489 Forwards route overview depicting planned check call 
frequency for forthcoming shipment. Enel withheld. 

RUTENKROGER. E. Tri-State Motor Transit Co. (subs, of Georgia Pacific 
Corp.). 84/05/30. HILLMAN, C. NRC - No Detailed Affiliation Given. 
3pp. 25229:342. 


8407200277 Amends 840628 request for withholding statement to read as 
stated. Withholding requested to protect physical protection 
plan info. 

HANNETT. B. Transnuc lear, Inc. 84/07/02. Division of Safeguards. 
Ip. 25697:294. 


DOCKET 70-1703 EASTMAN KODAK CO. . ROCHESTER. NY 


8407170032 Forwards IE Insp Rept 70-1703/84-01 on 840522. No violations 
noted. 

MARTIN, T.T. Division of Engineering 8c Technical Programs. 84/06/26. 
HARTER. E.S. Eastman Kodak Co. 2pp. 25627:214. 


— 8407170047 IE Insp Rept 70-1703/84-01 on 840522. No noncompliance 
noted. Major areas inspected: facility operation. physical 
inventory 8t records 8( repts. 

DELLA RATTA. A. . KEIMIG, R. R. Region 1, Office of Director. 
84/06/20. 3pp. 25627:216. 


DOCKET 70-1733 ALLEGHENY HEALTH, ED. 8< RESEARCH CORP. . PITTSBURGH. PA 


8407310168 Ack receipt of 840627 Itr informing NRC of steps taken to 
correct violations noted in IE insp of Licenses 8NM-1381. 

SNM-1484. 37-01317-01 & 37-01317-02. Corrective actions will 
be examined during future insp. 

MARTIN. T. T. Division of Engineering 8t Technical Programs. 84/07/25. 

WESTERMAN. J. H. Allegheny Health. Ed. 8( Research Corp.. Pittsburgh. 
PA. Ip. 25834:346. 
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DOCKET 70-1757 MASSACHUSETTS GENERAL HOSP. . BOSTON. MA 


8407310131 Discusses IE insp of Licenses SNM- 1490. 20-03814-14. 
20-03814-80. 20-03814-81. 20-03814-82. 20-03814-83 & 

20-03814-84 on 840618-19 & forwards notice of violation. 

MARTIN. T. T. Division of Engineering & Technical Programs. 84/07/26. 

DAGGETT. R.C. Massachusetts General Hosp. . Boston. MA. 2pp. 

25835: 135. 


— 8407310142 Notice of violation form insp on 840618-19. Violation noted: 
survey instrument located in diabetes research lab not 
calibr for period of more than 1 yr & spill of P-32 not 
reported to radiation safety officer. 

a Region 1, Office of Director. 84/07/07. 2pp. 25835:137. 


DOCKET 70-1954 WOODS HOLE OCEANOGRAPHIC INSTITUTION. WOODS HOLE. MA 


8407240226 Discusses IE insp of Licenses 20-00064-02 8< SNM-1523 on 
840618 8< forwards notice of violation. 

MARTIN. T. T. Division of Engineering Sc Technical Programs. 84/07/19. 

LIVINGSTON. H. D. Woods Hole Oceanographic Institute. 2pp. 

25722:202. 


— 0407240237 Notice of violation from insp on 840618. Violati on noted: 
leak tests not performed on all sealed or detector cell 
sources since Dec 1980. 

Region 1. Office of Director. 84/07/19. Ip. 25722:204. 


DOCKET 70-1974 FERRO CQRP. . CLEVELAND. OH 


8407120216 Ack receipt of 840611 Itr informing NRC of steps taken to 
correct noncompliance noted in IE insp rept. 

SRENIAWSKI. D. J. Region 3. Office of Director. 84/07/06. BAKER. S. W. 
Ferro Corp. Ip. 25550:071. 


— 8407120222 Responds to NRC 840516 Itr re noncompliance noted in IE insp 
rept, Corrective actions: Cond ition 12 of License SNM-1547 
will be amended to authorize listed individuals as users of 
licensed matl. 

BAKER. S.W. Ferro Corp. 84/06/11. 8RENI AW8KI. D. U. Regions. 

Office of Director. Ip. 25550:072. 


DOCKET 70-1993 LUTHERAN HOSP. OF FT. WAYNE. INC. . FT. WAYNE. IN 


8407200058 Ack receipt of 840618 Itr informing NRC of steps taken to 
correct noncompliance noted in insp of Licenses 13-01535-01. 
13-01535-04 8< SNM-1551. 

SRENIAWSKI. D. J. Region 3. Office of Director. 04/07/13. 
GILLILAND. R. E. Lutheran Hosp. of Ft. Wayne. Inc.. Ft. Wayne. IN. 
3pp. 25692:298. 


— 8407200064 Responds to NRC 840612 Itr re noncompliance noted in insp of 
Licenses 13-01535-01.13-01535-04 8« SNM-1551. Corrective 
actions; leak tests will be performed as required & 
recommendations complied w/immediately. 

GILLILAND. R. E. Lutheran Hosp. of Ft. Wayne. Inc.. Ft. Wayne. IN, 
84/06/18, SRENIAWSKI. D. U. Region 3. Office of Director. 3pp. 

25692: 301. 


DOCKET 70-2375 PACIFIC GAS & ELECTRIC CO. . SAN FRANCISCO. CA 


8407060363 Advises of issuance of Amend 10 to License 8NM-1667. 
extending expiration date to 850630 or to conversion of 
CPPR-69 to OL. whichever comes earlier. 

PAGE# R. G. Uranium Fuel Licensing Branch. 84/06/28. SCHUYLER. J. 0. 
Pacific Gas «« Electric Co. Ip. 25432:362. 


—0407060367 Safety evaluation supporting Amend 10 to License 8NM-1667. 
extending expiration date to 850630 or conversion of CPPR— 69 
to OL. whichever comes earlier. 

BIDINGER. G. H. # CROW. W. T. Uranium Fuel Licensing Branch. 84/06/28. 
Ip. 25432:363. 


DOCKET 70-2872 R8 HOLDING. INC. . CLEVELAND. OH 


8407170388 Forwards proprietary IE Safeguards Insp Repts 70-2872/84-01 
& 70-2872/84-02 on 840626-27 «< notice of violation. Insp 
repts & notice of violation withheld (ref 10CFR2, 790). 

AX6L80N. W. L. Region 3, Office of Director. 84/07/12. PALKO. 0. 
Reoter-Stokes, Inc. 2pp. 25613:001. 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO. . DALLAS. TX 


8407110211 Forwards Endorsements 12.13 & 14 to NELIA Policy NF-274. 
WERNER. R. A. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/05. SALT2MAN. U. D. Office of State Programs. 

Director. 4pp. 25527:305. 


DOCKET 70-2953 CONNECTICUT, UN IV. OF. STORRS. CT 


8407190395 Forwards IE Insp Repts 30-10576/84-01.30-11727/84-01 ?( 
70-2953/84-01 on 840607-08. Enforcement conference 
scheduled for 840730 in King of Prussia, PA to discuss 
violations. 

MARTIN. T, T. Division of Engineering Sc Technical Programs. 84/07/11. 
ANDRES. T. Connecticut, Univ. of, Storrs. CT. 2pp. 25681:256. 


— 8407190403 IE Insp Repts 30-10576/84-01,30-11727/84-01 8t 70-2953/84-01 
on 840607-08. Violations noted: fai lure of radiation safety 
ofc to survey labs quarter ly. matl not secure against 
unauthorized removal & package surveys not conducted. 

DENNIS. N. A., KINNEMAN. J. D. Region 1. Office of Director. 

84/07/11. 15pp. 25681:258. 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO. . CLEVELAND. OH 


8407020433 Application for Amend 3 to application for SNM license, 
changing effective date of license to 850301 & adding 
miscellaneous changes to application. 

EDELMAN.M. R. Cleveland Electric Illuminating Co. 84/05/30. 
DAVIS, J.G. Division of Fuel Cycle «t Material Safety. 14pp. 
25231:339. 


DOCKET 70-2988 PHILADELPHIA ELECTRIC CO. , PHILADELPHIA. PA 


8407110440 Forwards addl info re 840425 application for SNM license. 
Authorization of remaining portion of license requested to 
support 840709 fuel move from outdoor new fuel storage area 
to refueling floor. 

KEMPER. U. 8. Philadelphia Electric Co. 84/06/07. PAGE. R.O. Uranium 
Fuel Licensing Branch. 67pp. 25548:289. 


8407090253 Forwards IE Insp Rept 50-352/84-20 on 840424 Jc 26-27 St 
notice of violation. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/06/15. 

KEMPER. U.S. Philadelphia Electric Co. 2pp. 25453:349. 24X 

Ftche: 50-352, 84/06/15, 8407090253. 


— 8407090256 Notice of violation from insp on 840424 St 26-27. 

* Region 1. Office of Director. 84/06/15. 4pp. 25453:351. 24X 

Fiche: 50-352. 84/06/15,8407090253. 


— 8407090260 IE Insp Rept 50-352/84-20 on 840424 St 26-27. Noncompliance 
noted; failure to adhere to radiation protection instrument 
test 8t calibr procedures, per License SNM-1926. 

NIMITZ.R, L. , SHANBAKY, M. M. Region 1, Office of Director. 

84/06/11. 7pp. 25453:355. 24X Fiche: 50-352. 84/06/15, 8407090253. 


8407310363 Ack receipt of 840711 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50—352/84—20. 

MARTIN. T. T. Division of Engineering St Technical Programs. 84/07/26. 

KEMPER. U.S. Philadelphia Electric Co. 4pp. 25834:108. 24X 

Fiche; 50-352, 84/07/26, 8407310363. 


— 8407310368 Responds to NRC 840615 Itr re violations noted in IE Insp 
Rept 50-352/84-20. Corrective actions: Eberl ine PRM-6 
(8N 1123) removed from svc St calibr records of radiological 
control inetruments reviewed. 

DALTROFF, S, L. Philadelphia Electric Co. 84/07/11. MARTIN, T.T. 
Division of Engineering «t Technical Programs. 4pp. 25834:112. 

24X Fiche: 50-352, 84/07/26, 8407310363. 


DOCKET 70-2997 CAROLINA POWER S< LIGHT CO, . RALEIGH, NC 


8407170325 Forwards request for addl info re application for receipt, 
possession St storage of fresh fuel assemblies, in-core 
fission detectors St sealed Np-237 sources, 

KETZLACH, N. Uranium Fuel Licensing Branch. 84/07/12. UTLEY, E. E. 
Carolina Power St Light Co. 4pp. 25627:333. 
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DOCKET 70-3000 COMMONWEALTH EDISON CD. . CHICAGO, IL 


8407120435 Foruiarda application for SNM license requesting 
authorization to receive, possess, insp ect, store & package for 
return to vendor, unirradiated fuel assemblies made of U 
enriched in U-235 isotope. 

SWARTZ, E.D. Commonwealth Edison Co. 84/06/08. DAVIS, J. O. Office 
of Nuclear Material Safety & Safeguards, Director. 2pp, 25573:317. 
24X Fiche; 50-456, 84/06/08, 8407120435. 


— 8407120438 Application for SNM license requesting authorization to 
receive, possess, inspect, store & package for return to 
vendor, unirradiated fuel assemblies made of U enriched in 
U-235 isotope. 

» Commonwealth Edison Co. 84/06/08. 34pp. 25573:320. 24X 

Fiche: 50-456, 84/06/08, 8407120435. 


DOCKET 71-0025 DAIRYLAND POWER CCWPERATIVE 

8407110063 Requests renewal of QA program approval for rad i oac tive I 
package: 0025, Rev 0. niaxi 

LINDER, F. Dairyland Power Cooperative, 84/06/14, MACDONALD C F 
Transportation Certification Branch. 3pp. 25540:325. ' 

DOCKET 71-0069 CONSOLIDATED EDISON CO. OF NY. INC. 

8407300030 Forwards QA program approval for radioactive matl package- 
0069i Rfiv Zi ® 

MACDONALD, C. E. Transportation Certification Branch. 84/07/23 
O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc !□ 

25846:327. 


— 8407120443 Nuclear Procedure 1, "Organ! ration. Responsib i 1 i ties & 
Facilities for Controlling & Safeguarding Nuclear Matl. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 31pp. 25574:039. 

24X Fiche: 50-456, 84/06/08, 8407120435. 


—8407300036 QA program approval for 
MACDONALD, C, E, Transportation C 
Ip. 25846:328. 


radioactive matl pac kage: 0069, R«v ; 
ertiflcation Branch. 84/07/23. 


— 8407120445 Nuclear Procedure 2, "Saf eguard ing «< Controlling Shipments 
of Nuclear Fuel. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 46pp, 25574:064, 

24X Fiche: 50-456, 84/06/08. 8407120435. 


—8407120448 Nuclear Procedure 3, "Saf eguard ing 5( Controlling Movements 
of Nuclear Fuel Within Station." 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 6pp. 25574:107. 
24X Fiche: 50-456, 84/06/08, 8407120435. 


—8407120452 Nuclear Procedure 4, "Physical Inventories of Nuclear Fuel tt 
Other SNM Items. " 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. Up. 25574:117. 

24X Fiche; 50-456, 84/06/08. 8407120433. 


DOCKET 71-0083 NORTHERN STATES POWER CO. 

8407250300 Forwards QA program approval for radioactive matl package 
0083, Rev 2. * 

MACDONALD, C. E. Transpor tat 1 on Certification Branch. 84/07/16, 
MUSOLF, D. Northern States Power Co, ip. 25778:135. 


•8407250304 QA program approval for radioactive 
MACDONALD, C. E. Transportation Certification 
Ip. 25778: 136. 


matl pac kage; 0083, Rev 
Branch. B4/07/16. 


DOCKET 71-0087 NAVY, DEPT. OF 


•8407120454 Nuclear Procedure 5, "Reporting Nuclear Fuel/SNM 
Discrepancies & Unprotected Conditions." 

LEVERENZ, K. Commonwealth Edison Co. 84/01/20. 2pp. 25574*128 
24X Fiche: 50-456, 84/06/08, 8407120435. 


— 8407120456 Nuclear Procedure 6, "Control of Nuclear Licenses & 
Certificate of Registration, " 

LEVERENZ, K. Commonwealth Edison Co, 82/06/01. 7pp 25574- 130 
24X Fiche: 50-456, 84/06/08. 8407120435. 


8407120459 Nuclear Procedure 7, "Reporting Inventories of Nuclear Mat! 
to NRC. " 

LEVERENZ, K. Commonwealth Edison Co. 82/06/01. 2pp 25574’ 137 
24X Fiche; 50-456, 84/06/08, 8407120433. 


0407120018 Responds to Region II Itr re renewal of QA program for 
radioactive metis pac kage , Current info helpful in renewal 
process requested. License expires on 040930. 

KLASINO.S, U. Navy, Dept, of, 84/06/14, MACDONALD, C 
Transportation Certification Branch, 2pp, 23573:132 


8407020052 Forwards QA program approval for radioactive matl package 
0087, Rev 2. f » 

MACDONALD, C, E, Transportat ion Certification Branch. 04/06/26. 
KLASINO.S, J, Navy# Dept, of. Ip 23272:353. 


--8407020056 OA program approval for radioactive matl pac kag e; 0007, Rev 
MACDONALD, C. E Transportation Certification Branch. 04/06/26. 

Ip. 25272:334, 


8407120461 Nuclear Procedure 8, "Receipt 5« Shipment of Nonfuel Items 
Containing 8NM. " 

LEVERENZ, K. Commonwealth Edison Co. 82/06/01. I9pp. 25374’ 139. 
24X Fiche: 50-436. 84/06/00, 840712043s, ^ 


DOCKET 70-3002 DUKE POWER CO. CHARLOTTE, NC 


8407110375 Forwards application for SNM license. 
TUCKER# H. B. Duke Power Co. 84/06/20, DAVIS, U, 0, 
Material Safety 6 Saf eguards# Director, PAOE.R.O. 
Licensing Branch. 3pp. 25555:034. 


Office of Nuclear 
Uranium Fuel 


—8407110580 Application for SNM license, authori zing receipt# posi 
insp It storage of U enriched in U-235 isotope, contained in 
fuel assemblies It fission chambers. One oversize drawing 
end. Aperture card available in PDR, 

* Duke Power Co. 84/06/20. 34pp. 25555:037. 

packaOing of radioactive material for transport and 

TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 

CONDITIONS 

DOCKET 71-0019 ROCHESTER 0A8 It ELECTRIC CORP. 


ion# 


»» a* projr.m for 

matl package: 0019. QA program established under 10CFR30, App 
840600 will continue to be applied, 

KOBER, R.W. Rochester Oas S: Electric Corp. 84/06/14. Office of 
Nuclear Material Safety & Saf eguards# Director. 3pp. 23337:337 


^^^OOIV^rJv R^ogt'am approval for radioactive matl 


package; 


MACDONALD, C. 
KOBER. R.W. 


E. Transportation Certification Branch. 84/06/23 
Rochester Oas It Electric Corp, Ip. 23276:044. 


DOCKET 71-0090 COMBUSTION ENOINCeRINO, INC- 


84O7UOO02 Forwards revised "QA Program for Shipping Packaoet for 
Radioactive Matl. " 

LICHTENBEROER Combustion Engineering, me. 84/06/11, 

MACDONALD, C, E. Transportat i 00 Certification Branch. 2pp. 
25342:096, 


—8407110093 Unnumbered rev to 
Radioactive Matl. " 
e Combustion Engineering, 
23342 097. 


"QA Program for Shipping Packages for 
Inc CENFM-WH 00, 84/06/11. '36pp. 


8407U0175 Forwards revised Pag# 7 of Qa program. Revised program 
sent under separate cover 

OLQTZER.M.M, Combustion Engineering# Inc. 84/06/U, MACDONALD, C- £, 
Transportation Certification iranch. 7pp, 25537:346, 


Forwards QA program approval for radioactive matl package: 
0090# Rev a. 

MACDONALD, C. E, Transp ortat i an Certification Branch. 84/07/03. 
LICHTENBEROER Combustion Engineering, Inc. Ip, 23555:360. 


—0407120433 QA program approval for radioactive matl pac kagt: OOfOrRev 
MACDONALD, C. E. Transportation Certif icetion Branch, 04/07/03. 

ip. 25555:361. 


DOCKET 71-0133 ANCHOR-DARLINO VALVE CO. 


0407170493 Forwards QA program approval for radioactive mat! package: 
0153, Rev 2. 

MACDONALD, C, E. Transportation Certification Branch S4/07/II, 
MILLERiE, L. Anchor/Dar ling Valve Co, (subs, of Anchor /Dar iiftg 
Industries, Inc,). Ip. 25632:352. 
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— 8407170499 QA program approval for radioactive matl pa c kag e: 0133, Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 84/07/11. 

Ip. 25632:353. 


DOCKET 71-0182 COMBUSTION ENOINEERING, INC. 


8407110175 Forwards revised Page 7 of QA program. Revi sed program 
sent under separate cover. 

OLOTZER, M. M. Combustion Engineering, Inc. 84/06/11. MACDONALD, C. E. 
Transportation Certification Branch. 7pp. 25537:346. 


DOCKET 71-0184 PULLMAN POWER PRODUCTS 


8407300087 Forwards QA program approval for radioactive matl package: 
0184, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/23. 
BLAIR, A. Pullman, Inc. Ip. 25847:356. 


— 8407300092 QA program approval for radioactive matl pac kag e : 0184, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 84/07/23. 

Ip. 25847:357. 


DOCKET 71-0195 TOLEDO EDISON CO. 


8407300039 Forwards QA program approval for radioactive matl package: 
0195, Rev 2. 

MACDONALD, C, E. Transportation Certification Branch. 84/07/23. 
CROUSE, R.P. Toledo Edison Co. Ip. 25846:325. 


— 8407300044 QA program approval for radioactive matl pac kage: 0195, Rev 2. 
MACDONALD, C. E, Transportation Certification Branch. 84/07/23. 

Ip. 25846:326. 


DOCKET 71-0202 PACIFIC OAS ELECTRIC CO. 


8407120503 Forwards QA program approval for radioactive matl package: 
0202, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 04/07/03. 
SCHUYLER, U. 0. Pacific Oas U Electric Co. Ip. 25559:056. 


— 8407120507 QA program approval for radioactive matl pac kage: 0202, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 84/07/03. 

Ip. 25559:057. 


DOCKET 71-0256 OMAHA PUBLIC POWER DISTRICT 


8407270137 Forwards QA program approval for radioactive matl package: 
0236, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/23. 
ANDREWS. R.L. Omaha Public Power District. Ip. 23811:200. 


— 8407270163 QA program approval for radioactive matl pac kag# : 0236, 
Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/23. 
Ip. 23811:201. 


DOCKET 71-0266 DUKE POWER CO. 


6407110169 Commits to applying Rev 6 of QA topical rapt, Duke lA, to 
shipping packages for radioactive matl. Current QA program 
approval for radioactive matl packages certificate 0266, Rev 
1, expires 840630. Prompt approval r«q,uested. 

TUCKER, H.B. Duke Power Co. 84/06/11. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 25537:333. 


8407020045 Forwards QA program approval for radioactive matl package; 
0266, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/23. 
TUCKER,H. B. Duke Power Co. Ip. 25274:264. 


— B407020047 QA program approval for radioactive matl pac kage: 0266, Rav 2, 
MACDONALD, C. E. Transporta ti on Certification Branch. 84/06/23, 

Ip. 23274:263. 


DOCKET 71-0277 ALLIED CHEMICAL CORP. 


8407030465 Req,uests 3-month extension of current package for QA program 
to 840831 due to reorganization. 

MILLS, L.M. Tennessee Valley Authority. 84/05/30. MACDONALD, C, E. 
Transportation Certification Branch. ip. 25411:001. 


DOCKET 71-0520 UNION ELECTRIC CO. 


8407020260 Notifies that QA program for packaging S< transportation of 
radioactive matls will be implemented per Chapter 17 of 
FSAR. 

SCHNELL,D,F. Union Electric Co. 84/05/21. DAVIS, J. 0. Division of 
Fuel Cycle 8t Material Safety. 2pp. 25229:313. 


DOCKET 71-0521 GEORGIA POWER CO. 


8407030025 Notifies that sh i pments, p er 10CFR71, covered by approved QA 
program under provisions of 10CFR50, App B. 

GUCWA, L. T. Georgia Power Co.' 84/05/31. MCDONALD, C, E. 
Transportation Certification Branch. ip. 25411: 199. 


DOCKET 71-0522 CALIFORNIA, UNIV. OF, LOS ANGELES, CA 


8407170521 Forwards QA program approval for radioactive matl package; 
0522, Rev 0. 

MACDONALD, C. E. Transportation Certification Branch. 04/07/03. 
OSTRADER, N. C. California, Univ. of, Los Angeles, CA. Ip. 

25634: 276. 


*8407170523 QA program approval for radioactive matl pac kage: 0522, Rev 0. 
MACDONALD, C. E. Transportation Certification Branch. 84/07/03. 

Ip. 25634:277. 


DOCKET 71-4909 MODEL: 0E-21PF-1, GENERAL ELECTRIC CO. 


8407020203 Application for amend to Certificate of Compliance 4909, 
consisting of Drawing 769E237, to show silicone sealing 
features of Model 0E-21PF-1. Aperture cards available in PDR. 
VAUGHAN, C.M. General Electric Co. 84/05/22. MACDONALD, C. E, 
Transportation Certification Branch. 4pp. 25274:351. 


DOCKET 71-4986 MODEL: RA-2, RA-3, RA-J. GENERAL ELECTRIC CO. 


8407030030 Requests registration as user of Models RA-2, RA-3 U RA-J. 
WEBSTER, B.H. Carolina Power «c Light Co. 84/05/22. MCDONALD, C. E. 
Transportation Certification Branch. ip. 25411:183. 


8407200180 Req.uwsts registration as user of Model RA-3. 

RYBAK, B. Commonwealth Edison Co. 84/06/26. Office of Nuclaar 
Material Safety ft Saf eguards, Director. 3pp. 25697:345. 


8407170233 Notification of registration as user of Models RA-2 Zt RA-3 
in response to 840626 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/11. 
Commonwealth Edison Co. Ip. 25631:294. 


DOCKET 71-5026 MODEL: CN8 14-190, CHEM-NUCLEAR SYSTEMS, INC. 


8407160257 Forwards Rev 12 to Certificate of Compliance 5026 for Model 
CN8 14-190. 

MACDONALD, C. E. Transportati on Certification Branch. 04/07/05. 

DEAL, R. Chem-Nuclear Systems, Inc. 3pp. 25625:036. 


—8407160260 Certificate of Compliance 5026, Rev 12, for Model CMS 14-190. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 

4pp. 25625; 039. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


8407110105 Application for amend to Certificate of Compliance 5805 for 
Model CNS 3-55# revising Condition 6(B> re shoring around 
package contents. Fee end. 

POPPE, L. K. Chem-Nuclear Systems, Inc. 84/06/12. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 25538:361. 


I 
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DOCKET 71-5814 MODEL; NRBK-4i. -42 «c -43> ENERGY, DEPT. OF 


8407120012 Requests registration of user of NRBK Casks 41,42 43. 

BRACKEN, K.W. Energy, Dept. of. 84/06/15. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 25573:144. 


DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys, Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas & Electric Co. 84/06/24. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


DOCKET 71-6144 MODEL; B-2, U. S. ECOLOGY, INC. 


8407180031 Forwards Rev 8 to Certificate of Compliance 6144 for Model 
B-2. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 
SCOVILLE, vl. U. U. S. Ecology, Inc. <formerly Nuclear Engineering, 

Inc. ). 4pp. 25654: 327. 


— 8407180033 Certificate of Compliance 6144, Rev 8, for Model B-2. Approval 
record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 

4pp. 25654:331. 


DOCKET 71-6272 MODEL: 6272, U. S. ECOLOGY, INC. 


8407160238 Forwards Rev 6 to Certificate of Compliance 6272 for Model 
6272. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/03. 
SCOVILLE, J. U. U. S. Ecology, Inc. Cformerly Nuclear Engineering, 
Inc,). 3pp. 25625:207. 


— 8407160240 Certificate of Compliance 6272, Rev 6, for Model 6272, Approval 
record end. 

MACDONALD, C, E. Transporta t ion Certification Branch. 84/07/05. 

4pp. 25625:210. 


DOCKET 71-6346 MODEL: FSV-1, OA TECHNOLOGIES. INC. 


8407110183 Application for amend to Certificate of Compliance 6346 for 
Model FSV-1, extending for 30 days, replacement of main flange 
seals Sc primary plug 0-ring. Fee end. 

SNIDER, T.W. General Public Utilities - GPU Service Corp. 84/05/18. 
MACDONALD. C. E, Transportati on Certification Branch. 4pp. 

25536:331. 


DOCKET 71-6568 MODEL: LL-60-150, TENNESSEE VALLEY AUTHORITY 


8407170226 Forwards Rev 5 to Certificate of Compliance 6568 for Model 
LL-60-150. 

MACDONALD, C. E. Transportati on Certification Branch. 84/07/12. 
MILLS, L.M. Tennessee Valley Authority. 2pp. 25631:295. 


— 8407170235 Certificate of Compliance 6568, Rev 5, for Model LL-60-150. 
Approval record end. 

MACDONALD, C. E. Transportat ion Certification Branch. 84/07/12. 
5pp. 25631:297. 


DOCKET 71-6574 MODEL: HN-200, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nudear Sys, Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas «t Electric Co. 84/06/24. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407170005 Forwards Rev 13 to Certificate of Compliance 6574 for 
Model HN-200. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 
ROWE, B. S, Westinghouse Hittman Nuclear, Inc. 3pp. 25650:354. 


8407170008 Certificate of Compliance 6574, Rev 13, for Model HN-200. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/06. 4pp. 
25650; 357. 


DOCKET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8407110118 Requests registration as user of Models CNS 14-195 H, 

CNS 21-300, CNS 14-170 Sc CNS 8-l20(LL50-100) . 

MCKAY, L.R. Mississippi Power 8c Light Co. 84/06/11. MACDONALD, C. E. 
Transportation Certification Branch. 4pp. 25538:349, 


8407160241 Forwards Rev 18 to Certificate of Compliance 6601 for Model 
CNS 8-120. 

MACDONALD, C. E. Transp ort at i on Certification Branch. 84/07/05. 

DEAL, R. Chem-Nuclear Systems, Inc. 4pp. 25625:199. 


— 8407160243 Certificate of Compliance 6601, Rev 18, for Model CNS 8-120. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 

4pp. 25625:203. 


DOCKET 71-6698 MODEL; NFS-4, NUCLEAR FUEL SERVICES, INC. 


8407110185 Requests registration as user of Model NFS-4, 

KANOLEY.J, P. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). K ANGLE Y, J. P. Northeast Utilities. 84/06/15. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 
25536: 328. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys, Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas 8< Electric Co. 84/06/24. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407190518 Advises that time for Commission to review Director's 
Decision DD-84-09 exp ired . Commissi on declined review. 

Decision became final agency action on 84071 1. Served on 
840716. 

CHILK, S. J. Office of the Secretary of the Commission. DSB 269. 
84/07/16. RESINKOFF. M. Sierra Club. Ip. 25684:235. 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES 


8407030020 Requests registration as user of Model 6717B. 

WATSON, R.L. C«cR Laboratories. 84/05/23. Division of Fuel Cycle tt 
Material Safety. 2pp. 25411:201. 


8407110120 Requests registration as user of Models 6717-0, 500-SU, 741, 
741E. 684, 684E. 650, 660, 660E. 680 & 680E. 

MADISON, J.P. Daniel International (subs, of Fluor Corp.). 84/06/25. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 

25538: 346. 


DOCKET 71-6722 MODEL: BS-33-180. TENNESSEE VALLEY AUTHORITY 


8407170522 Forwards Rev 7 to Certificate of Compliance 6722 for Model 
BS-33-180. 

MACDONALD, C. E. Transportat i on Certification Branch. 84/07/12. 
MILLS, L.M. Tennessee Valley Authority. Ip. 25634:270. 
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— 8407160254 Certificate of Compliance 6744* Rev 6/ for Model 6744. Approval 
record end. 

MACDONALD. C. E. Transportation Certification Branch. 84/07/05. 

4pp. 25625:045. 


DOCKET 71-6771 MODEL: SN-1, METROPOLITAN EDISON CO. 


8407160324 Forwards Rev 7 to Certificate of Compliance 6771 for Model 
SN-1. 

MACDONALD. C. E. Transportation Certification Branch. 84/07/05. 

HAHN. R. E. General Public Utilities - GPU Service Corp. 2pp. 

25607: 354. 


— 8407160325 Certificate of Compliance 6771. Rev 7. for Model SN-1. 
Approval record end. 

MACDONALD. C, E. Transportation Certification Branch. 84/07/05. 
3pp. 25607:356. 


DOCKET 71-9001 MODEL: IF-300, GENERAL ELECTRIC CO. 


8407230210 Advises that radioactive matl will be shipped using Model 
IF-300 shipping package. 

MUSOLF. D. Northern States Power Co. 84/06/22. Transportation 
Certification Branch. 2pp. 25726:361. 


8407170230 Notification of registration as user of Model IF-300 in 
response to 840622 reciuest, 

MACDONALD. C. E. Transportati on Certification Branch. 84/07/11. 
MAYER. L.O. Northern States Power Co. Ip. 25631:302. 


8407190518 Advises that time for Commission to review Director's 
Decision DD-84-09 exp ired. Commission declined review. 

Decision became final agencg action on 84071 1. Served on 
840716. 

CHILK. S. U. Office of the Secretary of the Commission. DSB 269. 
84/07/16. RESINKOFF. M. Sierra Club. Ip. 25684:235. 


DOCKET 71-9006 MODEL; 500-SU. AUTOMATION INDUSTRIES, INC. 


8407110547 Application for amend to Certificate of Compliance 9006 
issued for Automation Industries Model 500 source changer tc 
Type B package to include use of Tech/Ops Models A424-1. 

A424-9. 814. 848 & 866 source assemb 1 ies. Fee end. 

MUNRO.J. J. Tech/Ops. 84/06/11. MACDONALD. C. E. Transpor tation 
Certification Branch. 23pp. 25546:328. 


8407110120 Requests registration as user of Models 6717-B . 500-SU. 741. 
741E. 684. 684E, 650. 660. 660E. 680 & 680E. 

MADISON. U. P. Daniel International (subs, of Fluor Corp.). 84/06/25. 

MACDONALD, C . E. Transportation Certification Branch. 3pp. 

25538: 346. 


DOCKET 71-9009 MODEL: FL 10-1. GENERAL ELECTRIC CO. 


B407110151 Application for amend to Certificate of Compliance 9009 for 
Model FL 10-1, permitting shipment of concentrated aqueous 
solutions of highly enriched uranyl nitrate in excess of 
current limit of 350 g U-235 per liter. Fee end. 

NARDI.A. U. Meetinghouse Electric Corp, 84/05/15. MAC DONALD,. C. E. 
Transportation Certification Branch, 2pp. 25538:268. 


— 8407110158 "Criticality Safety Evaluation of FL-lO-l Shipping 
Container. " 

TANNER, U. E. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp. ). 
84/02/22. 13pp. 25538:270. 


— 8407110161 Advises that 040515 application for amend to Certificate of 
Compliance 9009 for Model FL-10-1 classified as minor amend. 

Addl fee required. 

JACKSON, 0, License Fee Management Branch. 84/05/31. NARDI,A. J. 
Uestinghouse Electric Corp. Ip. 25538:283. 


— 8407110165 Forwards addl fee requested on 840531 to cover review of 
840515 application for amend to Certificate of Compliance 
9009 for Model FL lO-l. 

NARDIiA. J. Westinghous® Electric Corp. 84/06/26. JACKSON. 0. 
License Fee Management Branch. 2pp. 25538:204. 


DOCKET 71-9010 MODEL: NLI-1/2. NL INDUSTRIES. INC. 


8407110194 Requests registration as user of Model NLI-1/2. 

WHITTIER, 0. D. Maine Yankee Atomic Power Co. 04/06/06. 

MACDONALD, C. E. Transportation Certification Branch. Ip. 25536:319. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nudear Sys. Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas & Electric Co. 84/06/24. MACDONALD. C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407170223 Notification of registration as user of Model NLI-1/2 in 
response to 840606 request. 

MACDONALD. C. E. Transp ortati on Certification Branch. 84/07/11. 
GARRITY, J. H. Maine Yankee Atomic Power Co. ip. 25631:303. 


8407190518 Advises that time for Commission to review Director's 
Decision DD-84-09 exp ired . Commiss ion declined review. 

Decision became final agency action on 84071 1. Served on 
840716. 

CHILK. S. J. Office of the Secretary of the Commission. DSB 269. 
84/07/16. RESINKOFF, M. Sierra Club. Ip. 25684:235. 


DOCKET 71-9015 MODEL: TN-0, -BL, NO USERS 


8407200177 Requests registration as user of Model TN-a_. 

HAKL.A. R. Mestinghouse Electric Corp. 84/06/22. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 25697:343. 


8407170463 Notification of registration as user of Models TN-8 & 
TN-8L/ in response to 840622 request. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/11. 
WEBER, A. P. Mestinghouse Electric Corp. Ip. 25627:306. 


8407190518 Advises that time for Commission to review Director's 
Decision DD-84-09 expired. Commission declined review. 

Decision became final agency action on 840711. Served on 
840716. 

CHILK, S.J. Office of the Secretary of the Commission. 84/07/16. 
RESINKOFF, M. Sierra Club. Ip. 25684:235. 


DOCKET 71-9016 MODEL: TN-9, NO USERS 


8407160321 Notifies of amend to Certificate of Compliance 9016 to 
authorize use of optional D-1 cannister assembly w/D-1 spent 
fuel assemblies w/dadding defects no larger than pin holes 
& hairline cracks, per 10CFR7. W/ap prove 1 record. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/10. 
OOLDMANN, K. Transnudear, Inc. 2pp. 25607:359. 


8407190518 Advises that time for Commission to review Director's 
Decision DD-84-09 expired. Commission declined review. 

Decision became final agency action on 840711. Served on 
840716. 

CHILK, S.J. Office of the Secretary of the Commission. 84/07/16. 
RESINKOFF, M. Sierra Club. Ip. 25684:235. 


DOCKET 71-9018 MODEL: BU-6, GENERAL ELECTRIC CO. 


8407110148 Application for renewal of Certificate of Compliance 9018 
Model BU-6. Foe end. 

VAUGHAN. C.M. General Electric Co. 84/06/13. MACDONALD, C. E. 
Transportation Certif ication Branch. 4pp. 25537:361. 


8407050386 Forwards Rev 4 to Certificate of Compliance 9018 for Model 
BU-6. 

MACDONALD. C. E. Transportation Certification Branch. 84/06/28. 
VAUGHAN. C.M. General Electric Co. 2pp. 25432:012. 


— 8407050390 Certificate of Compliance 9018, Rev 4. for Model BU-6. Approval 
record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/28. 

4pp. 25432:014. 


DOCKET 71-9021 MODEL: 750, TECHNICAL OPERATIONS, INC. 


8407250129 Forwards Rev 7 to Certificate of Compliance 9021 for Model 
750. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/18. 
MUNRO, J. J. Technical Operations, Inc. 2pp. 25755:149. 


— 8407250132 Certificate of Compliance 9021, Rev 7. for Model 750. Approval 
record end. 

MACDONALD, C. E. Transporta t ion Certif ication Branch. 84/07/18. 

3pp. 25755: 151. 
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DOCKET 71-9023 MODEL: NLI-10/24, NUCLEAR ASSURANCE CORP. 


8407190518 Advises that time for Commission to reviem Director's 
Decision DD-84-09 exp ired. Commission declined review. 

Decision became final agency action on S4071 1. Served on 
840716. 

CHILKj S. J- Office of the Secretary of the Commission. 84/07/16. 
RESINKOFFiM. Sierra Club. Ip. 25684:235. 


DOCKET 71-9027 MODEL: 741 «< 741Ei TECHNICAL OPERATIONS, INC. 


8407110120 Reciuests registration as user of Models 6717-B, SOO-SU. 741, 
741E, 684, 684E, 650, 660, 660E, 6B0 & 680E. 

MADISON, J. P. Daniel International (subs, of Fluor Corp. ). 84/06/25. 

MACDONALD, C, E. Transportation Certif ication Branch. 3pp. 

25538: 346. 


DOCKET 71-9028 MODEL: 684 684E, TECHNICAL OPERATIONS, INC. 


8407110120 Requests registration as user of Models 6717-B, 500-SU, 741, 
741E, 684, 684E, 650, 660, 660E. 680 «, 680E. 

MADISON, U. P. Daniel Interna tional (subs, of Fluor Corp.). 84/06/25. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 

25538: 346. 


DOCKET 71-9032 MODEL: 650, TECHNICAL OPERATIONS, INC. 


8407020440 Application for renewal of Certificate of Compliance 9032 
for Tech/Ops Model 650 Type B(U).Fee end. 

MUNRO, J. J. Tech/Ops. 84/06/04. MACDONALD, C. E. Transpor tation 
Certification Branch. 2pp. 25272:317. 


8407110120 Requests registration as user of Models 6717-B, 500-SU, 741, 
741E, 684, 684E, 650, 660. 660E, 680 & 680E. 

MADISON, J.P. Daniel International (subs, of Fluor Corp. ). 84/06/25. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 

25538: 346. 


DOCKET 71-9033 MODEL: 660 & 660E, TECHNICAL OPERATIONS, INC. 


8407110120 Requests registration as user of Models 6717-B, 500-SU, 741, 
741E, 684,684E, 650, 660. 660E, 680 & 680E. 

MADISON, J.P. Daniel International (subs, of Floor Corp. ). 84/06/25. 

MACDONALD, C. E. Transportation Certification Branch. 3pp. 

25538: 346. 


DOCKET 71-9035 MODEL: 680 St 680E, TECHNICAL OPERATIONS, INC. 


8407110120 Requests registration as user of Models 6717-B, 500-SU, 741, 
741E, 684,684E, 650, 660, 660E, 680 & 680E. 

MADISON, J. P. Daniel International (subs, of Fluor Corp.). 84/06/25. 

MIACDONALD, C. E. Transportati on Certification Branch. 3pp. 

25538: 346, 


DOCKET 71-9044 MODEL: OE-1600, GENERAL ELECTRIC CO. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys, Inc should be forwarded to'neu address. 

RUSSELL, L. B. Baltimore Gas «t Electric Co. 84/06/24. MACDONALD. C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


DOCKET 71-9069 MODEL: MO-1, WESTINGHOUSE ELECTRIC CORP. 


8407020448 Requests registration as user of M:odel MO-1. 

OLSEN, A. F. Babcock 8c Wilcox Co. 84/05/29. MACDONALD, C..E. 
- - jp 25272:315., 


— 8407050399 Certificate of Compliance 9069, Rev 7, for Model MO-1. Approval 
record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/27. 

5pp. 25418: 358. 


DOCKET 71-9073 MODEL: OH- 142, NUCLEAR PACKAGING, INC. 


8407110192 Requests registration as user of Model 0H-i42. 

K ANGLE Y, J. P. Northeast Nuclear Energy Co. (subs, of Northeast 

Utilities). 84/06/15. MACDONALD, C. E. Transportation Certification 
Branch. 2pp. 25536:326. 


8407160239' Forwards Rev 6 to Certificate of Compliance 9073 for Model 
QH-142. 

MACDONALD, C. E. Transp ortat i on Certification Branch. 84/07/05. 
TEMUS, C. J. Nuclear Packaging, Inc. 2pp. 25625:214. 


—8407160242 Certificate of Compliance 9073. Rev 6, for Model OH-142. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 
5pp. 25625: 216. 


8407250046 Summary of 840709 meeting w/NUS Process Svcs in Silver 
Spring, MD re mods to Model OH-142, 

ODEGAARDEN, R. H. Transportation Certification Branch. 84/07/16. 
Transportation Certification Branch. Ip. 25755: 238. 


DOCKET 71-9074 MODEL: AP-lOO, ANEFCO, INC. 


8407170532 Forwards Rev 4 to Certificate of Compliance 9074 for Model 
AP-IOO. 

MACDONALD, C. E. Transportation Certification Branch, 84/07/12. 
MURPHY, J.D. Anefco, Inc. 2pp. 25634:286. 


—8407170533 Certificate of Compliance 9074, Rev 4, for Model AP-IOO. 
Approval record end. 

MACDONALD. C. E. Transportation Certification Branch. 84/07/12. 
5pp. 25634:288. 


DOCKET 71-9079 MODEL: HN-100, SERIES 2 8. 2A, HITTMAN NUCLEAR 


8407110118 Requests registration as user of Models CNS 14-195 H, 

CNS 21-300, CNS 14-170 8c CNS e-120(LL50Tl00) . 

MCKAY, L.R. Mississippi Power 8c Light Co. 84/06/11. MACDONALD, C. E. 
Transportation Certification Branch. 4pp. 25538:349. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nudear Sys, Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas 8< Electric Co. 84/06/24. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407050023 Forwards Rev 11 to Certificate of Compliance 9079 for Models 
NUPAC 14D-2. 0, HN-100, Series 2 8c HN-100, Seri #s 2A. 

MACDONALD, C. E. Transportat i on Certification Branch. 84/06/27. 

ROWE, B. S. Westinghouse Hittman Nuclear, Inc. 4pp. 25414:350. 


—8407050040 Certificate of Compliance 9079, Rev 11, for Models NUPAC 
14D-2. 0, HN-100, Series 2 8c HN-100, Seri es 2A. Approval record 
end. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/27. 
4pp. 25414:354. 


8407170485 Forwards Rev 12 to Certificate of Compliance 9079 for Models 
NUPAC 14D-2. 0 & HN-100 Series 2 8< 2A. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 

ROWE, B. S. Westinghouse Hittman Nuclear, Inc, 4pp. 25634:151. 


— 8407170488 Certificate of Compliance 9079, Rev 12, for Models NUPAC 
14D-2. 0 8< HN-100 Series 2 8c 2A. Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 
5pp. 25634:155. 


DOCKET 71-9080 MODEL: HN-600, NUPAC 7-100 8c CNS 7-100, HITTMAN NUCLEAR 


8407020027 Application for amend to Certificate of Compliance 9000, 
adding model designation Number NUS 7—100 to shipping cask. 

VOIT, R. E. NUS Corp. 04/05/21. MACDONALD. C. E. Transp ortation 
Certification Branch. Ip. 25225:326. 
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8407170215 Forwards Rev 10 to Certificate of Compliance 9080 for Models 
HN-600, NUPAC 100 & CNS 7-100. 

MACDONALD* C. E. Transp or ta t i on Certification Branch. 84/07/12. 

ROWE* B. S. Westinghouse Hittman Nuclear* Inc. 4pp. 25631:304. 


—8407170220 Certificate of Compliance 9080* Rev 10. for Models HN-600. 
NUPAC 100 St CNS-7-100. Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
6pp. 25631:308. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS. INC. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys* Inc should be forwarded to new address. 

RUSSELL.L. B. Baltimore Gas & Electric Co. 84/06/24. MACDONALD. C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407160246 Forwards Rev 6 to Certificate of Compliance 9081 for Model 
CNS 1-13C. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/05. 
DEAL.R. Chem-Nuclear Systems* Inc. 3pp. 25625:049. 


— 8407160249 Certificate of Compliance 9081* Rev 6* for Model CNS 1-13C. 
Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/05. 
4pp. 25625:052. 


DOCKET 71-9086 MODEL: HN-100. SERIES 1* HITTMAN NUCLEAR & DEV. CORP. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys* Inc should be forwarded to new address. 

RUSSELL.L. 0. Baltimore Gas & Electric Co. 84/06/24. MACDONALD* C. E. 
Transp or tation Certification Branch. 2pp. 25697:324. 


8407170509 Forwards Rev 11 to Certificate of Compliance 9086 for Model 
HN-100 Series 1. 

MACDONALD. C. E. Transportation Certification Branch. 84/07/12. 
ROWE.B. S. Westinghouse Hittman Nuclear* Inc. 3pp. 25634:254. 


—8407170512 Certificate of Compliance 90a6.Rev 11. for Model HN-100, 
Series 1. Approval record end. 

MACDONALD* C. E. Transportati on Certification Branch. 84/07/12. 

5pp. 25634:257. 


DOCKET 71-9089 MODEL: HN-IOOS* HITTMAN NUCLEAR 8« DEVELOP. CORP. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys* Inc should be forwarded to new address. 

RUSSELL, L.B. Baltimore Gas ?< Electric Co. 84/06/24. MACDONALD* C. E. 
Transp ortation Certification Branch. 2pp. 25697:324. 


8407170021 Forwards Rev 7 to Certificate of Compliance 9089 for Model 
HN-IOOS. 

MACDONALD* C, E. Transportation Certification Branch. 84/07/12. 

ROUE* B. S. Westinghouse Hittman Nuclear* Inc. 3pp. 25649:349. 


—8407170034 Certificate of Compliance 9089* Rev 7. for Model HN-IOOS. 
MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 
5pp. 25649:352. 


DOCKET 71-9092 MODEL: HN-300. HITTMAN NUCLEAR 8< DEVELOPMENT CORP. 


8407250107 Responds to 840706 withdrawal of request for renewal of 
Certificate of Compliance 9092. Rev 1 for Model HN-300 
expired. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/18. 
ROWE.B. S. Westinghouse Hittman Nuclear, Inc. Ip. 25755:168. 


DOCKET 71-9093 MODEL: HN-400* HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8407250111 Responds to 840706 withdrawal of request for renewal of 
Certificate of Compliance 9093. Rev I for Model HN-40O 
expired. 

MACDONALD. C. E. Transportation Certification Branch. 84/07/18, 
ROWE* B. S. Westinghouse Hittman Nuclear* Inc. Ip. 25755:167. 


DOCKET 71-9094 MODEL: CNS 14-195-H* CHEM-NUCLEAR SYSTBiS, INC. 


8407110118 Requests reg i stration as user of Models CNS 14-195 H* 

CNS 21-300* CNS 14-170 8t CNS 8-120 <LL50-100 ) . 

MCKAY, L.R. Mississippi Power & Light Co: 84/06/11. MACDONALD. C. E. 

Transportation Certification Branch. 4pp. 25538:349. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nuclear Sys* Inc should be forwarded to new address. 

RUSSELL.L. B. Baltimore Gas & Electric Co. 84/06/24. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25697:324. 


8407170492 Forwards Rev 7 to Certificate of Compliance 9094 for Modal 
CNS 14-195-H. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 
DEAL, R. Chem-Nuclear Systems* Inc. 4pp. 25632:354. 


— 8407170497 Certificate of Compliance 9094. Rev 7* for Model CNS 14-195-H. 
Approval record end. 

MACDONALD* C. E. Trantpor ta ti on Certification Branch. 84/07/12. 

5pp. 25632:358. 


DOCKET 71-9096 MODEL: CNS 21-300* CHEM-NUCLEAR SYSTEMS* INC. 


8407110118 Requests registration as user of Models CNS 14-195 H* 

CNS 21-300* CNS 14-170 Sc CNS 8-120 (LL50- 100 ) . 

MCKAY* L. R. Mississippi Power & Light Co. 84/06/11. MACDONALD, C. E. 
Transportati on Certification Branch. 4pp. 25538:349. 


8407170299 Forwards Rev 7 to Certificate of Compliance 9096 for Model 
CNS 21-300. 

MACDONALD* C. E. Transp or tat i on Certification Branch. 84/07/12. 
DEAL.R. Chem-Nuclear Systems, Inc. 3pp. 25629:355. 


— 8407170302 Certificate of Compliance 9096, Rev 7* for Model CNS 21-300. 
Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 

5pp. 25629:358. 


DOCKET 71-9105 MODEL: RAD-WASTE CR. I* CHEM-NUCLEAR SYSTEMS, INC. 


8407170476 Forwards Rev 5 to Certificate of Compliance 9105 for Model 
CNS 6-101. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
DEAL.R. Chem-Nuclear Systems* Inc. 2pp. 25634:161. 


— 8407170480 Certificate of Compliance 9105* Rev 5* for Model CNS 6-101. 
Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
5pp. 25634: 163. 


DOCKET 71-9108 MODEL: CNS 6-75, CHEM-NUCLEAR SYSTEMS. INC. 


B407170341 Forwards Rev 6 to Certificate of Compliance 9108 for Model 
CNS 6-75. 

MACDONALD* C. E. Transportati on Certification Branch. 84/07/12. 
DEAL.R. Chem-Nudear Systems* Inc. 3pp. 25627:320. 


— 8407170342 Certificate of Compliance 9108* Rev 6* for Model CNS 6-75. 
Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
5pp. 25627:323. 


DOCKET 71-9111 MODEL: CNS 6-80-2 & CNS 6-80-2A, CHEM-NUCLEAR SYS* INC. 


8407200184 Informs of mailing address change. Correspondence from 
Chem-Nudear Sys* Inc should be forwarded to new address. 

RUSSELL.L. B. Baltimore Gas Electric Co. 84/06/24. MACDONALD* C. E. 
Transportation Certification Branch. 2pp. 25697:324, 


8407170503 Forwards Rev 10 to Certificate of Compliance 9111 for Models 
CNS 6-80-2 2A. 

MACDONALD* C. E. Transportati on Certification Branch. 84/07/12. 
DEAL*R. Chem-Nudear Systems* Inc. 3pp. 25634:262. 


—8407170506 Certificate of Compliance 9111* Rev 10* for Models CNS-6-80-2 
& 2A. Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 

5pp. 25634:265. 
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DOCKET 71-9134 MODEL: ETR. EXXON NUCLEAR IDAHO CO. 


8407020450 R«q.uests registration as user of Model ETR. 

CLARK* L. Massachusetts Institute of Technology* Cambridge* MA. 
84/05/18. MACDONALD* C. E. Transportation Certification Branch. Ip. 
25231: 362. 


DOCKET 71-9139 MODEL: 589* GENERAL ELECTRIC CO. 


8407170430 Forwards Rev 4 to Certificate of Compliance 9139 for Model 
589. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
CUNNINGHAM. 0. E. General Electric Co. 2pp. 25627:313. 


— 0407170442 Certificate of Compliance 9139. Rev 4. for Model 589. Approval 
record end. 

MACDONALD. C. E. Transportation Certification Branch, 84/07/12. 

5pp. 25627:315. 


DOCKET 71-9143 MODEL: 920* TECHNICAL OPERATIONS. INC. 


8407110110 Re^uestt registration as user of Models 920 h 850. 
SCOTT, U.L. Navy* Dept. of. 84/06/13. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 25530:357. 


DOCKET 71-9145 MODEL: NUPAC 50-1. 5L, -2. 5L* -3. OL St -4. OL* NO USERS 


8407170405 Forwards Rev 4 to Certificate of Compliance 9145 for Models 
NUPAC 50-1. 5L* NUPAC 50-2. 5L, NUPAC 50-3. OL St NUPAC 50-4. OL. 

MACDONALD, C. E. Transportation Certification Branch. 04/07/12. 
TEMUS, C.J. Nuclear Packaging, Inc. Ip. 25627:307. 


— 8407170410 Certificate of Compliance 9145, Rev 4* for Models 
NUPAC 50-1. 5L* NUPAC 50-2. 5L* NUPAC 50-3. OL St NUPAC 50-4. OL. 
Approval record end. 

MACDONALD, C. E. Transp orta t ion Certification Branch. 84/07/12. 
Spp. 25627:308. 


DOCKET 71-9147 MODEL: 850, TECHNICAL OPERATIONS, INC. 


6407110110 Requests registration as user of Models 920 St 850. 
SCOTT, J.L. Navy, Dept. of. 84/06/13. MACDONALD* C. E. 
Transportation Certification Branch. 2pp. 25538:357. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3* CNS 14-170 SERIES III St NUS 


8407110357 Advises that end Westinghouse Hittman Nuclear* Inc 840613 
application Sc/or drawings marked proprietary should be 
placed in PDR. 

MACDONALD, C. E. Transportation Certification Branch. 84/06/21. 
gCOTT, S. Division of Technical Information & Document Control. Ip, 
25547: 350. 


— 8407110390 Rev 4 to application for amend to Certificate of Compliance 
9151, changing certificate to ref end oversize drawing. Rev 
alleviates areas of potential streaming. Aperture card 
available in PDR. Fee also end. 

LEDUCiR. J. Westinghouse Hittman Nuclear* Inc. 84/06/13. 

MACDONALD* C. Transportation Certification Branch. Spp. 

25547:351. 


8407170128 Forwards Rev 6 to Certificate of Compliance 9151 for Models 
HN-100 Series 3* CNS 14-170 Series III & NUS 14-170 Series 1. 
MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 

ROWE, B. S. Westinghouse Hittman Nuclear* Inc. Spp. 25632:343. 


—8407170132 Certificate of Compliance 9151* Rev 6* for Models HN-100 
Series 3* CNS 14-170 Series III NUS 14-170 Series 1. 

MACDONALD, C, E. Transportation Certification Branch. 84/07/12. 
Ann. mAX 


8407170150 Forwards Rev 6 to Certificate of Compliance 9152 for Model 
CNS 1-13C II. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/05. 
DEAL*R. Chem-Nudear Systems* Inc. 2pp. 25631:353. 


—8407170151 Certificate of Compliance 9152* Rev 6, for Model CNS 1-13C II. 
Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/05. 

4pp. 25631:355. 


DOCKET 71-9159 MODEL: NUPAC 14/190L* /190M /190H. NUCLEAR PKG. * INC. 


8407170310' Forwards Rev 2 to Certificate of Compliance 9159 for Models 
NUPAC 14/190L. M 8< H. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
TEMUS, C.U. Nuclear Packaging, Inc. 2pp. 25627:350. 


— 8407170315 Certificate of Compliance 9159* Rev 2* for Models NUPAC 
14/190L, M & H. Approval record end. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
Spp. 25627:352. 


DOCKET 71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR SYSTEMS* INC. 


8407120171 Forwards Rev 2 to CNS 8-120B BAR. W/o end. 

POPPE*L. K, Chem-Nudear Systems* Inc. 84/06/19. MACDONALD. C. E. 
Transpor tation Certification Branch. 2pp. 25557:008. 


DOCKET 71-9176 MODEL: NUPAC 14/210L 8< 14/210H* NUCLEAR PACKAGING, INC. 


8407050031 Requests registration as user of NUPAC 14/210L 8< NUPAC 
14/210H. 

WALLER.W.K. U. S. Ecology* Inc. (formerly Nuclear Engineering* Inc.). 
84/05/21. MACDONALD* C. E. Transportation Certification Branch. Ip. 
25414: 358. 


8407170167 Forwards Rev 2 to Certificate of Compliance 9176 for Models 
NUPAC 14/210L & NUPAC 14/210H. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
TEMUS.C.J. Nuclear Packaging* Inc. Ip. 25631:341. 


— 8407170172 Certificate of Compliance 9176*Rev 2* for Models NUPAC 
14/210L S< NUPAC 14/21 OH. 

MACDONALD* C. E. Transp ortat ion Certification Branch, 84/07/12. 
Spp. 25631:342. 


DOCKET 71-9177 MODEL: NUPAC 10/140* NUCLEAR PACKAGING. INC. 


8407170185 Forwards Rev 2 to Certificate of Compliance 9177 for Model 
NUPAC 10/140. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/12. 
TEMUS.C.J. Nuclear Packaging* Inc. Ip. 25631:322. 


— 8407170193 Certificate of Compliance 9177. Rev 2* for Model NUPAC 10/140. 
Approval record end. 

MACDONALD* C. E. Transportat ion Certification Branch. 84/07/12. 

Spp. 25631:323. 


DOCKET 71-9178 MODEL: NUPAC 7/100. NUCLEAR PACKAGING, INC. 


8407170519 Forwards Rev 2 to Certificate of Compliance 9178 for Model 
NUPAC 7/100. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
TEMUS.C.J. Nuclear Packaging* Inc. Ip. 25634:278. 


— 8407170520 Certificate of Compliance 9178* Rev 2* for Model NUPAC 7/100. 
Approval record end, 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 

Spp. 25634:279. 


DOCKET 71-9179 MODEL: NUPAC 6/lOOL & 6/lOOH* NUCLEAR PACKAGING, INC. 


8407170466 Forwards Rev 2 to Certificate of Compliance 9179 for Model* 
NUPAC 6/lOOL & NUPAC 6/lOOH. 

MACDONALD* C. E. Transportation Certification Branch. 84/07/12. 
TEMUS.C.J. Nuclear Packaging* Inc. Ip. 25627:300. 



DOCKETED ITEMS 


DOCKET 71-9183 MODEL: 9183. DUKE POWER CO. 


8407310511 Application for renauial/rev of Certificat# of Compliance 
9183 for Model NFS-4/NAC-1. Revised SAR, fee 8< proposed revs 
to certificate of compliance end. 

JOHNSON. C. R. Nuclear Assurance Corp. 84/06/30. MACDONALD. C. E. 
Transportation Certification Branch. 7pp. 25863:001. 


8407110512 Forwards response to 830909 request for addl info on NRC 
Questions 1.4. 1.3. 2.1 & 3.3.2 r® seismolog i cal . geolog ical 
& structural design bases for dr.y cask ISFSI. 

STEWART, W.L. Virginia Electric & Power Co. 84/06/25. 

CUNNINGHAM. R. E. Office of Nuclear Material Safety & 

Safeguards. Director. 70pp. 25548:035. 24X Fic he: 50-280. 84/06/25. 

8407110512. 


—8407310518 "SAR for NFS-4/NAC-1 Spent Fuel Shipping Cask." W/four 
oversize drawings. Aperture cards available in PDR. 
e Nuclear Assurance Corp. 04/06/30. 250pp. 25863:008. 


8407110114 Application for renewal of Z< amend to Certificate of 
Compliance 9183 for Model 9183. Amend will provide for 
transport of irradiated metallic natural U w/integral 
aluminum cladding. Fee end. 

JOHNSON. C.R. Nuclear Assurance Corp. 84/06/18. MACDONALD. C. E. 
Transportation Certification Branch. 40pp. 25538:353. 


8407020059 Informs that expiration date of Certificate of Compliance 
9183 amended to 840831 to permit receipt of consolidated 
application 30 days prior to expiration. 

MACDONALD. C. E. Transportation Certification Branch. 84/06/26. 
JOHNSON. C.R. Nuclear Assurance Corp. Ip. 25272:352. 


DOCKET 71-9193 MODEL: NES-5. NUCLEAR ENERGY SERVICES. INC. 


8407120493 Application for Certificate of Compliance 9193 for Model 
NES-5. Fee t* SAR end. 

MAY. J. R. Nuclear Energy Services. Inc. 84/06/10. MACDONALD. C. E. 
Transportati on Certification Branch. 3pp. 25556:001, 


—8407120504 "SAR For Model NE8-5 Package to 10CFR71 Typo B(U> Packaging 
Requirements. " 

e Nuclear Energy Services. Inc. 84/06/30. 153pp. 25556:004. 


LISCENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8407020044 Forwards annual update for May 1984 to "Consolidated SAR for 
Morris Operation. Vols 1 8< 2. " 

HERRINGTON. C. C. General Electric Co. 04/05/31. CUNNINGHAM. R. E. 
Division of Fuel Cycle & Material Safety. 4pp. 25274:266. 


— 8407020050 Annual update for May 1984, Rev Dl.to "Consolidated SAR for 
Morris Operation, Vol I & 2". 

# General Electric Co. NED0-21326D1. 84/05/31. 51pp. 

25274: 269. 


8407050461 Forwards Amend 2 to License SNM-2500 & notice of issuance 8c 
availability. Amend deletes ref to limits of radionuclide 
concentration in cask coolant water & replaces w/new limit. 

ROUSE. L.C. Advanced Fuel & Spent Fuel Licensing Branch. 84/06/28. 
HERRINGTON. C. C. General Electric Co. 2pp. 25431:332. 


— 8407050462 Amend 2 to License SNM-2500. deleting ref to limits of 
radionuclide concentration in cask coolant water & replacing 
w/new limit. 

ROUSE, L.C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/06/20. 
5pp. 25431:334. 


— 8407050464 Notice of issuance 8e availability of Amend 2 to License 
8NM-2500. 

ROUSe.L. C. Advanced Fuel 8c Spent Fuel Licensing Branch. 84/06/28. 
2pp. 25431:339. 


8407170475 Advises of review of revised consolidated SAR 8c identifies 
deficienc ies. Corrected 8( revised pages requested by 840802 
to allow completion of review. 

ROBERTS. J.P. Advanced Fuel 8< Spent Fuel Licensing Branch. 84/07/11. 
HERRINGTON. C. C. General Electric Co, 2pp. 25634:168. 


DOCKET 72-0002 VIRGINIA ELECTRIC 8c POWER CO. 


8407110176 Forwards response to 031209 request for addl info re dry 
cask ISFSI application. End responds to Questions 1.3.1, 

1.3. 3. 1. 3. 4. 1. 3. 7 8t 1. 3. 8. 

8TEWART.D. J. Virginia Electric 8< Power Co. 84/06/20. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety 8c 
. Safeguards. Director. 39pp. 25538:231. 24X Fic he: 50-280. 84/06/20. 

8407110176. 



NONDOCKETED ITEMS 


lOCFR COMMISSION MEETING RECORDS 


8407020020 Transcript of 840622 public meeting in Washington. DC re 
discussion 8c possible vote on Commission concurrence on DOE 
siting guidelines. Pp 1-169. Support ing documentation end. 

# Commissioners. 84/06/22. 194pp. 29273:313. 


84070S0109 Transcript of 840626 open meeting in Washington. DC re 
proposed rulemaking on operator 1 icensing. q.ual if ication of 
plant personnel Sc NRC reaction to industrg proposals. Pp 
1-122. Supporting documentation end. 

# Commissioners. 84/06/26. 159pp. 25414:063. 


8407090316 Staff requirements memo re DOE 840627 briefing on draft 
mission p Ian. Commi ss ion requested that hWC staff develop 
proposed comments to DOE on draft mission plan 8( submit 
comments for Commission consideration bg negative consent. 

CHILK. S. J. Office of the Secretarg of the Commission. MB40627. 
84/06/28. DIRCKS. W. J. Office of the Executive Director for 
Operations. Ip. 25432:064. 


8407050360 Staff requirements memo re 840615 continuation of 840424 
discussion in Wash ing ton. DC on possible steps to avoid 
licensing delags. including discussion of last minute 
allegations. 

CHILK. S.J. Office of the Secretarg of the Commission. MS40619. 
84/06/26. DIRCKS. W. J. Office of the Executive Director for 
Operations. PLAINE. H. H. Office of the General Counsel. Ip. 
29432: 063. 


8407050457 Revised staff requirements memo re 840523 briefing in 
Washing ton. DC on completed TMI investigations. 

CHILK. S.J. Office of the Secretarg of the Commission. M840523B. 
84/06/20. Office of the Secretarg of the Commission. Ip. 
25431: 344. 24X Fiche: 50-320. 84/06/20. 8407050457. 


8407060049 Marked-up transcript of 040622 NUMARC briefing in 
Washing ton. DC re readiness to operate. Pp 1-57. Supporting 
documentation end. 

* Commissioners. 84/06/22. 99pp. 25441:290. 


8407060294 Staff requirements memo re 840622 discussion/possible vote 
in Wash ington. DC on concurrence in DOE siting guidelines for 
nuclear waste repositories. 

CHILK. S.J. Office of the Secretarg of the Commission. Ma40622A. 
84/06/28. DIRCKS. W. J. Office of the Executive Director for 
Operations. 4pp. 29434:213. 


8407090194 Transcript of 840627 open meeting in Washington. DC re DOE 
briefing on draft missiorr plan.Pp 1-64. Supporting 
documentation end. 

* Commissioners. 84/06/27. 78pp. 25913: 164. 


8407100309 Corrected transcript of 840615 open meeting in 
Washington. DC re continuation of 840424 discussion of 
possible steps to avoid licensing dclags & last minute 
allegations. Pp 1-77. Supporting documentation end. 

# Commissioners. 84/06/19. I07pp. 25916:046, 


8407110405 Staff requirements memo re Nuclear Util Mgt & Human 
Resources Committee <NUMARC) 840622 briefing in Washington. 

DC on r-eadiness to operate. Commission agreed to allot 19 
minutes to NUMARC at 840626 meeting. 

CHILK. S.J. Office of the Secretarg of the Commission. MI840622B. 
84/07/09. Office of the Secretarg of the Commission. Ip. 
25548: 120. 


8407130035 Responds to FOIA request for transcript of all closed 
Commission 810821-840210 meetings during which TMI-1 
restart discussed. Forward s App A documents. Portions of App B 
documents withheld (ref Sunshine Act Exemptions 5.6.7 & 10). 

HOYLE. J. C. Office of the Secretary of the Commission. S4/06/04. 
DETJEN, J. . FITZGERALD. S. Philadelphia Inquirer. Philadelphia. PA. 
Spp. 25603:035. 


— 8407130041 Transcript of Commission 831006 meeting in Wash ington. DC re 
repts on investigations JU on adjudicatory matters. Pp 1-63 
Portions deleted. 

* Commissioners. 83/10/06, 36pp. 25603:064. 


— 8407130044 Transcript of Commission 840110 meeting in Wash ing ton. DC re 
investigation 8* enforcement matters involving TMI-1 & TMI-2 
it impact on TMI-1 restart. Pp 1-62. Portions deleted. 

* Commissioners. 84/01/10. 64pp. 25603:100. 


■8407130049 Transcript of Commission 840116 meeting in Wash ington. DC re 
future steps in restart. Pp 1-96. Portions deleted. 

* Commissioners. 84/01/16. 98pp. 25603: 164. 


— 8407130054 Transcript of Commission 840124 meeting in Wash ington. DC re 
future steps in restart. Pp 1-68. Portions deleted. 

* Commissioners. 84/01/24. 70pp. 25603:262. 


— 8407130058 Transcript of Commission 811001 meeting in Wash ing ton. DC re 
Affirmation Session 81-36, Pp 1-33. 

* Commissioners. 81/10/01. 3Spp. 25603:332. 


— 8407130061 Transcript of Commission 811006 meeting in Wash ington. DC re 
restart. Pp 1-40. 

* Commissioners. 81/10/06. 50pp. 25604:005. 


— 8407130065 Transcript of Commission 811106 meeting in Wash ington. DC re 
restart. Pp 1-59. 

♦ Commissioners. 81/11/06. 61pp. 25604:055. 


—8407130070 Transcript of Commission 811209 meeting in Wash ington. DC re 
scheduling matters for restart. Pp 1-76. Port ions deleted, 

* Commissioners. 81/12/09. 7Bpp. 25604:116. 


— 8407130076 Transcript of Commission 811221 meeting in Wash ington. DC re 
contested matter# in restart proceeding. Pp 1-37. 

* Commissioners. 81/12/21. 39pp. 25604: 194. 


— 8407130081 Transcript of Commission 820310 meeting in Wash ing ton. DC re 
restart proceeding. Pp 1-61. 

♦ Commissioners. 82/03/10. 63pp. 25604:233. 


•8407130085 Transcript of Commission 820910 meeting in Wash ington. DC re 
contested issues in res.tart proceeding. Pp 1-44. 

* Commissioners. 82/09/10. 46pp. 25604:297. 


— 8407130089 Transcript of Commission 821201 meeting in Wash ington. DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-63. 

* Commissioners. 02/12/01. 63pp. 25604:343. 


— 8407130099 Transcript of Commission 821206 meeting in Wash ington. DC re 
immediate effectiveness issues in restart proceed ing. Pp 
1-124. Portions deleted. 

* Commissioners, 82/12/06. I26pp. 25605:046. 


8407120406 Transcript of 840705 affirmation «< discussion in 
Washington. DC re Callaway motion. Pp 1-7. 

* Commissioners. 84/07/05. 8pp. 25557:340. 24X 

Fiche: 50-483. 84/07/09. 8407120406. 


— 8407130109 Transcript of Commission 821209 meeting in Wash ington. DC re 
immediate effectiveness issues in restart proceeding, 

Pp 1-92. 

a Commissioners. 82/12/09. 94pp. 25605; 172. 
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— 8407130113 Transcript of Commission 821210 meeting in Wash ington# DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-70. 

■» Commissioners. 82/12/10. 73pp. 25605:266. 


— 8407130120 Transcript of Commission 821217 meeting in Wash ington* DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-95, 

* Commissioners. 82/12/17. 97pp. 25605:339. 


— 8407130121 Transcript of Commission 830113 meeting in Wash ington. DC re 
immediate effectiveness in restart proceeding. Pp 1—71. 

* Commissioners. 83/01/13. 72pp. 25606:074. 


— 8407130123 Transcript of Commission 830209 meeting in Wash ington. DC re 
investigation of allegation of impropriety in administra tion 
of preemployment exam. Pp 1-56. 

* Commissioners. 83/02/09. 5Spp. 25606: 146. 


— 8407130126 Transcript of Commission 830303 meeting in Wash ington# DC re 
possible enforcement action. Pp 1-50. Portions deleted. 

* Commissioners, 83/03/03. 51pp. 25606:204. 


— 8407130128 Transcript of Commission 830330 meeting in Wash ington# DC re 
investigation & possible enforcement actions. Pp 1-92. 

Portions deleted. 

« Commissioners. 83/03/30. 40pp. 25606:246. 


— 8407130132 Transcript of Commission 830415 meeting in Wash ington# DC re 
steps to decision in restart proceed ing. Pp 1-42. Portions 
deleted. 

» Commissioners. 83/04/15. 44pp. 25606:286. 


— 0407130136 Transcript of Commission 830606 meeting in Wash ington# DC re 
pending investigations. Pp 1-49. 

* Commissioners. 83/06/06. 50pp. 25606:330. 


— 8407130146 Forwards transcript of Commission 830621 meeting in 
Wash ington# DC re restart. Transcript contains info to be 
withheld# per Govt in Sunshine Act. End should be kept in 
secure storage area. 

CHILKiS. J. Office of the Secretary of the Commission. 83/06/22. 
LEVIfR. Office of the General Counsel. Ip. 25607:018. 


— 8407130150 Transcript of Commission 830621 meeting in Wash ington# DC re 
restart. Pp 1-67. Portions deleted. 

* Commissioners. 83/06/21. 68pp. 25607:019. 


— 8407130153 Transcript of Commission 831007 meeting in Wash ington# DC re 
proposed notice to parties in restart proceed ing. Pp 1-22. 

* Commissioners. 83/10/07. 24pp. 25607:086. 


•8407130158 Transcript of Commission 831108 meeting in Wash ing ton# DC re 
consideration of options for dealing w/mgt issues. Pp 1-93. 

* Commissioners. 83/11/08. 95pp. 25607:110. 


— 8407130161 Transcript of Commission 840126 meeting in Wash ing ton# DC re 
certain enforcement actions. Pp 1-56. Portions deleted. 

* Commissihners. 84/01/26. 13pp. 25607:205. 


■8407130163 Transcript of Commission 840126 meeting in Wash ing ton# DC re 
memo on future steps in restart. Pp 1-35. 

* Commissioners. 84/01/26. 37pp. 25607:218. 


8407160010 Staff requirements memo re 840705 affirmation/discussion 
S( vote on SECY-S3-339 fc SECY-S3-339A re final proposed 
fitness for duty rule Zt SECY~84-252A re Callaway financial 
qualifications motion. 

CHILK#S. J. Office of the Secretary of the Commission. M840705. 
84/07/09. DIRCKS# W. J. Office of the Executive Director for 
Operations. FOUCHARD# vl. J. Office of Public Affairs. KAMMERER.C. 
Office of Congressional Affairs. 2pp. 25624:295. 24X 

Fiche; 50-483# 84/07/09# 8407160010. 


8407310009 Transcript of 840723 briefing in Wash ington# DC re Indian 
Point special proceeding. W/attachments. Pp. 1-111. 

* Commissioners. 84/07/23. 130pp. 23864:012. 24X 

Fiche: 50-003. 84/07/23# 8407310009. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8201190189 Minutes of ACRS Subcommittee on Class 9 Accidents 810630 
meeting in Albuquerque# NM re facility use of filtered- 
vented containment sys. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/09/21. 

ACRS - Advisory Committee on Reactor Safeguards. 17pp. 25453: 122. 


8407030031 Summary of ACRS Subcommittee on ECCS 840424 meeting re 
statistical aspects of GE proposal to satisfy 10CFR50# App K 
requirements on peak cladding temp. 

PDSTLES# D. ACRS - Advisory Committee on Reactor Safeguards. 
84/05/03. BOEHNERT, P. ACRS - Advisory Committee on Reactor 
Safeguards. 2pp. 25411:181. 


8407030041 Summary of ACRS Reactor Operations Subcommittee 840313 
meeting re Westinghouse safety parameter display sys. 

CATTON# I, ACRS - Advisory Committee on Reactor Safeguards. 
84/03/14. EBERSOLE# J. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 25411:180. 


8407030447 Comments on QUEST program review# base case source term & 
direct heat issues discussed during ACRS subcommittee on 
Class 9 Accidents 840427 meeting in Washington# DC. 

CATTON. 1. ACRS - Advisory Committee on Reactor Safeguards. 

84/05/18. WANG# A. ACRS - Advisory Committee on Reactor Safeguards. 
Ip. 25411:050. 


8407030448 Forwards "ACRS Qual if ication Program for Reactor Safety- 
Related Equipment# " summary rept re conclusions & 
recommendations discussed at Qualification Program for 
Saf ety-Related Equipment Subcommittee 840425 meeting. 

SCAVUZZOf R. J. ACRS - Advisory Committee on Reactor Safeguards. 
84/04/27. MICHELSON.C. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 25411:046. 


—8407030450 "ACRS Qualification Program for Reactor Safety-Related 
Equipment. " 

SCAVUZZO# R. J. ACRS - Advisory Committee on Reactor Safeguards. 
84/04/27. 3pp. 25411:047. 


8407050009 Summary of ACRS Subcommittee on ECCS/DHR 840320-21 meetings 
w/LANL. SNL# Westinghouse# C-E# B&W & EG&G in Wash ing ton# DC re 
status of feed & bleed core cooling capability in PWRs. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/04/30. 

ACRS - Advisory Committee on Reactor Safeguards. 22pp. 25410:273. 


8407050010 Summary of ACRS 284th meeting on 831215-17 in Was h ing ton# DC. 
* ACRS - Advisory Committee on Reactor Safeguards. 83/12/17. 

ACRS - Advisory Committee on Reactor Safeguards. 224pp. 25418:049. 


8407050012 Summary of ACRS Subcommittee on Class 9 Accidents 810521-22 
meetings in Washington# DC w/BNL< Sand ia# Science Applications# 

Inc#N8AC & BMI re MARCH code & other codes used to model 
severe accident phenomena. 

* ACRS - Advisory Committee on Reactor Safeguards. 81/07/17. 

ACRS - Advisory Committee on Reactor Safeguards, 8pp. 25432: 112. 


8407050015 Summary of ACRS Subcommittee on Class 9 Accidents 840127 
meeting in Wash ington# DC w/GE# BScW# ORNL# DOE# Bechtel it 
Westinghouse re draft of final Commission severe reactor 
acciden.ts policy (SRAP) statement. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/02/27. 

ACRS - Advisory Committee on Reactor Safeguards. 17pp. 25432:095. 


8407050016 Summary of ACRS Subcommittee on ECCS 840502 meeting in 
Washington# DC re OTIS/MIST integral test program to yield 
sufficient info to verify NRC it vendor codes to estimate 
behavior in full-scale B&W plants. 

CATTON. 1. ACRS - Advisory Committee on Reactor Safeguards. 
84/05/18. BOEHNERT# P. ACRS - Advisory Committee on Reactor 
Safeguards. Ip. 25414:361. 


8407050022 Forwards comments on ACRS Subcommittee on Class 9 Accidents 
840427 meeting re status of severe accident policy statement 
< NUREG- 1070)# NRC/ IDCOR interactions 8t quantitative 
uncertainty estimates for source term QUEST, 

CORRADINI#M. Wisconsin# Univ. of# Madison. WI. CORRADINI.M. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/10. WANG# A. ACRS - 
Advisory Committee on Reactor Safeguards. 4pp. 25432:091. 


8407050027 Submits comments on ACRS Subcommittee on ECCS 840502 
meeting in Washington# DC re review of joint NRC#B&W«B&W 
Owners Group & EPRI integral sys tost program, 

TIEN, C. California# Univ. of# Berkeley# CA, TIEN, C. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/09. BOEHNERT# P. A. 
ACRS - Advisory Committee on Reactor Safeguards. Ip, 25414:360. 


8407050048 Forwards comments on NUREG-1070 re severe accident policy 
statement. Policy somewhat vague on delineating criteria used 
for deciding if specific categories of plants meet 
requirements. 

CORRADINI,M. Wisconsin# Univ, of# Madison# WI. CORRADiNIiM. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/18. KERR#W. 

Michigan# Univ. of# Ann Arbor# MI, KERR# W. ACRS - Advisory 
Committee on Reactor Safeguards. 7pp. 25414:328. 
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84070S0067 Forwards responses to ACRS first set of comments on 
prioritization of remaining generic safety issuesi per 
840515 redoest. 

DIRCKSi W. J. Office of the Executive Director' for Operations. 
84/06/26. FRALEYi R. F. ACRS - Advisory Committee on Reactor 
Safeguards, 15pp- 25418: 323. 


8405240497 Forwards first set of comments on prioritization of 

remaining generic issues reviewed during ACRS 289th meeting 
on 840510-12. Req,uests written responses to comments 
identified in Ends 2 Sc 3. 

FRALEY# R. F. ACRS - Advisory Committee on Reactor Safeguards. 
84/05/15. DIRCKS# W. J, Office of the Executive Director for 
Operations. 8pp. 25418:336. 


8407050140 Forwards comments on IDCOR/NRC 840515-17 meetings in 
Rockville# MD re integrated analysis of selected accident 
seq.uences using MAAP code for parametric model for accident 
analysis. 

CORRADINI. M. L. Wisconsin# Univ. of# Madison# WI. CORRADINI, M. L. 
ACRS - Advisory Committee on Reactor Safeguards. 84/05/23. KERR# W. 
Michigan# Univ. of# Ann Arbor. MI. KERR# W. ACRS - Advisory 
Committee on Reactor Safeguards. 5pp. 25413:067. 


8407050143 Summary of ACRS 283rd meeting on 831117-19 in 
Washington# DC. Apps & proposed agenda end. 

a ACRS - Advisory Committee on Reactor Safeguards. 84/03/16. 

ACRS - Advisory Committee on Reactor Safeguards. 350pp. 25413:072. 


8407050145 Proposed summary of ACRS Subcommittee on Program for 
Qualif ication of Saf ety~Rela ted Equipment 831201 meeting in 
Washington. DC re Rev 1 to Reg Guide 1.89, “Environ 
Qualification of Electrical Equipment. ..." 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/01/03. 

ACRS - Advisory Committee on Reactor Safeguards, 53pp. 25413:014. 


8407050150 Forwards commentary on 840418 draft severe accident policy 
statement. Discussion papers require add! work. 

BENDER# M. Affiliation Not Assigned. BENDER, M. ACRS - Advisory 
Committee on Reactor Safeguards. 84/05/03. KERR# W. ACRS - Advisory 
Committee on Reactor Safeguards. 8pp. 25413:006. 


8407050157 Summary of ACRS Subcommittee on Regulatory Policy & 
Procedures 830316 meeting in Washington# DC re proposed 
administrative package containing backfitting# hearing 
process ex parte & separation of functions rules, 
a ACRS - Advisory Committee on Reactor Safeguards. 84/01/11. 

ACRS - Advisory Committee on Reactor Safeguards. 4pp. 25413:001. 


8407050162 Comments on severe reactor accident policy (SRAP) statement 
quantitative uncertainty estimate for source term program. 

Suggests increased attention be given to accident mitigation 
& mgt aspects in SRAP statement. 

LEE. J. C. Michigan. Univ. of# Ann Arbor# MI. LEE# J. C. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/15. WANG# A. ACRS - 

Advisory Committee on Reactor Safeguards. 2pp. 25412: 358. 


8407050171 Summary of ACRS Subcommittee on Regulatory Policy 
Procedures 821207 meeting in Wash ington# DC re briefing by 
NRC Regulatory Reform Task Force 5U AIF, 

a ACRS - Advisory Committee on Reactor Safeguards. 82/12/07. 

ACRS - Advisory Committee on Reactor Safeguards. Spp. 25412:347. 


8407050392 Summary of ACRS Subcommittee on Advanced Reactors 820325-27 
meetings in Argonne. IL re discussion & preparation of rept 
on LMFBR safety issues. & philosophy. 

* ACRS - Advisory Committee on Reactor Safeguards. 82/04/02. 

ACR8 - Advisory Committee on Reactor Safe-guards. Spp. 25432:007. 


8407160154 Transcript of ACRS Subcommittee on Waste Mgt 840711 meeting 
in Washington# DC. Pp 1-220. Support ing documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/11. 

258pp. 25599:205. 


8407160155 Transcript of ACRS Subcommittee on Diablo Canyon 840711 
meeting in Washing ton# DC. Pp 1-219. Supporting documentation 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/11. 
249pp. 25596:136. 24X Fiche: 50-275# 84/07/1 1# 8407160155. 


8407170204 Transcript of ACRS 291st meeting on 840712 in Washington# DC. 
Pp 164-359, Vo I 2. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/07/12, 

195pp. 25612:053. 


8407170252 Transcript of 291st ACRS 840712 meeting in Washington# DC. 
Pp 1-163. Supporting documentation end. 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/07/12. 
177pp. 25616:001. 


8407170254 Transcript of 291st ACRS 840713 meeting in Wash ington# DC. 
Pp 360-496. Supporting documentation end. 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/07/13. 
iSOpp. 25611:265. 


8407200095 Summarizes ACRS 291st meeting on 840712-14 re NUREO-1070, 
"NRC Policy on Future Reactor Designs: Dec isions on Severe 
Accident Issues in Nuclear Power Plant Regulation." Policy 
dealing w/new plants needs strengthening. 

EBERSOLE# J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/07/18. PALLADINO, N. J. Commissioners. 7pp. 25693:159. 


8407200221 Summarizes ACRS 291st meeting on 840712-14 re review of util 
application for OL. Plant can be operated at 5% full power if 
consideration given to listed recommendation & const 
satisfactorily completed. 

EBERSOLE# J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/07/17. PALLADINO, N, J. Commissioners. 3pp. 25693:012. 24X 

Fiche: 50-458# 84/07/17, 8407200221. 


8407250230 Transcript of ACRS Subcommittee on Class-9 Accidents 840723 
meeting in Wash ing ton# DC. Pp 1-263. Sup p ort ing documentation 
end. 

ACRS - Advisory Committee on Reactor Safeguards. 84/07/23. 

4l5pp. 25749:072. 24X Fiche: 50-003# 84/07/23# 8407250230. 


8407310448 Summary of ACRS Subcommittee on Braidwood 840308-09 meetings 
in Joliet# IL re OL app 1 ication. Agenda# attendee list & 
supporting documentation end. 

•* ACRS - Advisory Committee on Reactor Safeguards. 84/05/16. 

ACRS - Advisory Committee on Reactor Safeguards. 28pp. 25853:315. 

24X Fiche; 50-456# 84/05/16# 8407310448. 


8407310475 Summary of ACRS Reliability & Probabilistic Assessment 
Subcommittee 840314 meeting in Wash ington# DC re draft PRA 
ref document. NUREG-1050. Agenda, attendee list & viewgraphs 
encl. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/03/27. 

ACRS - Advisory Committee on Reactor Safeguards. I5pp. 25853:200, 


8407310508 Summary of ACRS Saf ety# Ph i losophy. Technology & Criteria 
Subcommittee 840314 meeting w/NRC re risk assessment for 
regulatory decisions Sc draft action plan for containment 
performance guidelines. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/05/19. 

ACRS — Advisory Committee on Reactor Safeguards. 10pp. 25853: 270. 


8407310561 Summary of ACRS Subcommittee on Program for Qualification of 
Safety-Related Equipment 840425 meeting in Wash ing ton# DC re 
environ equipment qual i f i cat ion issues 8c A-46# "Seismic 
Qualification of Equipment in Operating Plants. " 

* ACRS - Advisory Committee on Reactor Safeguards. 84/05/23. 

ACRS - Advisory Committee on Reactor Safeguards. 19pp. 25853: 249. 


8407310570 Summary of Joint ACRS Subcommittee on Extreme External 
Phenomena# Structural Engineering 8c Seismic Design of Piping 
840426 meeting in Wash ing ton# DC re proposed budget 8c 
research programs on seismic safety 8t containment integrity. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/06/12. 

ACRS - Advisory Committee on Reactor Safeguards. 19pp. 25853:230. 


COMMISSION NRC COMMISSIONERS 


8407050104 Forwards response to 840618 memo re followup action on 
House 8< Senate Appropriations Committee rept. Actions 8< 
schedules necessary for NRR to comply w/Congress ional 
requirement for std designs identified. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 

04/06/26. BARRY# L.W. Office of Resource Management# Director. 4pp. 
25414: 222. 


— 8407050113 Requests response re plan 8c timetable for completing 
required action on House 8< Senate Appropriations Committee 
rept by appropriate ofc. 

BARRY# L, W. Office of Resource Management# Director. 84/06/18. 
DEYOUNG# R.C, Director's Office, Office of Inspection and 
Enforcement. DENTON.H. R. Office of Nuclear Reactor Regulation# 
Director. DAVIS# J. 0. Office of Nuclear Material Safety 8< 

Saf eguards# Director. Ip, 25414:226. 


— 8407050121 Requests House 8< Senate Appropriations Committee repts on 
NRC FY85 budget by 840625. 

PALLADINO# N. J. Commissioners. 84/06/13. DIRCKS# W.J. Office of 
the Executive Director for Operations. ZERBE# J. E, Office of 
Policy Evaluations. Ip. 25414:227. 


— 8407050124 Forwards summary 8< assignments to respond to HR9a-155 & 1985 
appropriation act/committee repts. 

REHM# T. A. Office of the Executive Director for Operations. 

84/05/30. Office of the Executive Director for Operations. 

16pp. 25414:228. 
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8407110434 Responds to 840S14 itr re major licensing issues to be 
resolved concerning Tech Specs & TDI diesel generators. 

Licensee identified over 400 problem areas req.uiring appro* 

ISO changes to Tech Specs. 

DIRCKSiW. J. Office of the Executive Director for Operations. 
84/06/22. MONTOOMERY- 0. V. House of Rep. 5pp. 25548:105 . 24X 

Fichfr: 50-416.84/06/22. 8407110454. 


8407130160 Comments on operations at Waterford & Comanche Peak & other 
plants. per request made to Commissioner Oilinsky.No evidence 
of Congressional pressure on NRC senior staff to have 
Waterford licensed. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/06/25. PALLADINO Commissioners. 5pp. 25579:333. 24X 

Fiche: 50-000, 84/06/25. 8407130160. 


— 8407110456 Requests that NRC grant full OL. Two generators previously 
d isassemb led. inspected, ref urbished & tested. 

MONTGOMERY, 0. V. House of Rep. 84/05/14. PALLADINO. N. 
Commissioners. Ip. 25548:109. 24x Fiche: 50-416. 84/06/22. 

8407110454. 


8407120031 Responds to Chairman Palladino proposal that staff set 
forth plans re ACRS review of SSER on piping Sc supports. 
Forufards draft memo to ACRS 8c schedule for plants w/short- 
term potential for licensing. 

OIRCKS. W. J. Office of the Executive Director for Operations. 
84/07/02. PALLADINO. ROBERTS. ASSELSTINE Commissioners. 5pp. 
25572: 348. 24X Fiche: 50-275. 84/07/02. 8407120031. 


— 8407130164 Requests info re lack of Region IV support at Fort St Vrain 
& possible Congressional pressure to license Waterford. 

Chairman Palladino 840530 comment that EDO should comment 
directly included. Commissioner Asselstine comment end. 

OILINSKY. V. Commissioners. 84/05/29. Commissioners. 2pp. 

25579: 340. 24X Fiche: 50-000. 84/06/25. 8407130160. 


8407160130 Responds to 840601 Itr re NRC review of Grand Gulf Tech 
Specs for license app 1 ication. Listed actions initiated for 
near-term OLs. Reviews do not indicate significant weakness 
in Tech Spec development process. 

PALLADINO, N. J. Commissioners. 84/07/09. MARKEY, E. J. House of 
Rep.. Interior & Insular Affairs. 9pp. 25625:304. 24X 

Fiche: 50-000. 84/07/09. 8407160130, 


— 8407120042 Requests that staff set forth plans for ACRS review of SSER. 
Plans should be detailed in memo to Commission 8< include 
status rept on technical differences. 

PALLADINO. N. J. Commissioners. 84/06/29. DIRCKS.W. J. Office of 
the Executive Director for Operations. Ip. 25572:332. 24X 

Fiche: 50-275. 84/07/02. 8407120031. 


8407120156 Responds to FOIA request for V Gil insky 830908 & 28 Itrs to 
ACRS re tau effect be placed in PDR. Forwards documents. 

Documents also available in PDR. 

FELTON. J.M. Division of Roles and Records. 84/03/18. PEDRO, J. NUS 
Corp. Ip. 25557:012. 


— 8407120162 Requests comments re appropriateness of use of tau affect at 
Diablo Canyon. Comments requested before Commission meeting 
to vote on lifting suspension of low power license. 

OILINSKY, V. Commissioners. 83/09/08. RAY. J. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25557:013. 


— 8407120169 Clarifies 830908 request re appropriateness of use of tau 
effect at Diablo Cany on. Committee should evaluate 
application of tau effect to reduce response spectrum for 
earthquakes used in facility analysis. 

OILINSKY. V. Commissioners. 83/09/28. RAY. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25557:014. 


8407120413 Responds to 840424 Itr re facility supp lementary cooling 
water sys. Providing alternative water supply would 
constitute significant change in environ assessment. 
raq.ulring circulation for public comment of suppl to FES. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/06/22. K08TMAYER. P. H. House of Rep. 3pp. 25558:049. 24X 

Fiche: 50-352. 84/06/22. 8407120413. 


—0407120419 Advises that NRC 840402 response to author 840229 Itr not 
fully responsive to key concern. Requests estimates of 
procedures & length of time involved in approving substitute 
supplemental cooling water source. Related info end. 

KOSTMAYER. P. H. House of Rep. 84/04/24. PALLADINO, N. 
Commissioners. 38pp. 25358:052. 24X Fiche: 50-332. 84/06/22. 

8407120413. 


8407120481 Responds to 840323 Itr to Chairman Palladino re 
app licability & appropriateness of "licensing delay 
tarminology. " 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
84/06/25. JONES. F.R. Suffolk County, NY. 3pp. 23359:001. 24X 

Fiche: 50-322, 84/06/25. 8407120481. 


—0407120509 Discusses NRC 840502 Itr to Congressman Bevill re licensing 
delay, in facility proceeding. Reality of util failures 
ignored by NRC. 

JONE8. F. R. Suffolk County. NY. 84/05/23. PALLADINO. N. 
Commissioners, 4pp. 25539:004. 24X Fiche: 50-322. 84/06/25, 

8407120481. 


8407120560 Discusses Philadelphia Inquirer reporting of recently 
relaased transcripts of closed Commission meetings on 
rastart of TMl-l. Paper fails to treat NRC deliberations 
fairly 8c objectively. 

PALLADINO. N. J. Commissioners. 84/06/19. ROBERTS. G. Philadelphia 
Inq.uirer, Philadelphia. PA. 2pp. 25558:313. 24X 

Fiche; 50-289. 84/06/19. 8407120560. 


8407120609 Weekly info rept for uk ending 840629. 

REHM. T. A. Office of the Executive Director for Operations. 
84/07/09. 42pp. 25558: 135. 


‘8407160133 Requests that subcommittee be informed in detail of all 
instances similar to Grand Gulf experience since TMI 
accident re discovery of errors in Tech Specs subsequent to 
NRC approval. 

MARKEY, E.J. House of Rep., Interior 8c Insular Affairs. 84/06/01. 
PALLADINO. N. J. Commissioners. Ip. 23625:312. 24X 

Fiche: 30-000. 84/07/09. 8407160130. 


8407170136 Responds to 840601 Itr re review of Tech Specs for license 
app lication. Tech Spec development process in need of 
improvement. Improvements include increased sensitivity for 
f irst-of-a-kind plants. 

PALLADINO. N. J. Commissioners. 84/07/09. MARKEY, E. J. House of 
Rep.. Interior 8c Insular Affairs. 2pp. 25632:341. 24X 

Fiche: 50-416. 84/07/09. 8407170136. 


8407170564 Responds to 840328.0412.24.0304 8c 10 Itrs re emergency 
p lanning. Emergency planning no different from any safety 
issue required to be resolved prior to full power operation, 
but not prior to low power operation. Served on 840717. 

PALLADINO. N. J. Commissioners. DSB 285. OL-4. 84/07/13. 

MARKEY. E.J. House of Rep.. Interior 8< Insular Affairs. 5pp. 
25864: 145. 24X Fiche: 50-000. 84/07/13, 8407170564. 


—8405180075 Summarizes 840412 8c 16 meetings w/8ecretary Model Sc 
Concerned Mothers of Middletown, respectively, re initiatives 
to clean up TMI-2. Requests cost data 8c funding for cleanup tc 
listing of past Sc future const appraisal team visits. 

PALLADINO. N. J. Commissioners. 84/04/17. OILINSKY Commissioners. 
3pp. 25864:150. 24X Fiche: 50-000. 84/07/13. 8407170564. 


— 8407310089 Discusses Secretary Hodel 840426 telcon re General Counsel 
offer of assistance, responding to Judge Johnson decision 
on facility. Summary of communications w/DOE 8c FEMA re 
emergency planning end. 

PALLADINO. N. J. Commissioners. 84/04/27. OILINSKY. ROBERTS. 
ASSELSTINE Commissioners. 4pp. 25864: 153. 24X 

Fiche: 50-000. 84/07/13, 0407170564. 


— 8407310096 Lists documents responsive to RR Belairs 840409 FOIA 
request. Items 5-10 should not be sent w/o contacting 
chairmans ofc. Draft order dtd 840323 end. 

FITTI.C. J. Atomic Safety and Licensing Board Panel. 84/04/18. 
ROBINSON. L. NRC - No Detailed Affiliation Given. 11pp. 
25864:137. 24X Fiche: 50-000. 84/07/13, 8407170564. 


— 8407310104 Discusses scheduling for hearing of impacted plants re 
emergency planning issues. Handwritten notes 8c related info 
and. 

PRE8TEM0N. D. L. Atomic Safety and Licansing Board Panel. 84/03/15. 

COTTER. B. P. Atomic Safety and Licensing Board Panel. 8pp. 
23864:188. 24X Fiche: 50-000. 84/07/13. 8407170364. 


— 8407310123 Discusses author 840320 memo on licensing delays. Ofc of 
General Counsel instructed to prepare paper for Commission 
discussing possible approaches to expediting remaining 
hearings on low power 1 icense. Draft order dtd 840323 end. 
PALLADINO. N. J. Commissioners. 84/04/04. GILINSKY. ROBERTS. 
ASSELSTINE Commissioners. 10pp. 25864: 196. 24X 

Fiche: 30-000, 84/07/13, 8407170564. 


— 8407310129 Discusses util 840320 supplemental motion for low power OL. 
Related info end. 

BRENNER. L.f MORRIS. P. A. Atomic Safety and Licensing Board Panel. 
84/03/27. COTTER. B. Atomic Safety and Licensing Board Panel. 

21pp. 25864:206. 24X Fiche: 50-000. 84/07/13. 8407170564. 
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— 8407310138 Corracts falsa impression of facility in Washington Post 
840506 article re appointment of neu licensing Board. 

Critical facta omitted from article listed. 

COTTER# B.P. Atomic Safety and Licensing Board Panel. 84/05/07. 
MCPHERSON# W. Washington Post. 16pp. 25864:227. 24X 

Fiche: 50-000# 84/07/13# 8407170564. 


— 8401230507 Responds to 831222 memo re FEMA review of util transition 
plan for facility. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response <Post 830103). 84/01/11. KRIMM# R. W. Federal Emergency 

Management Agency. 2pp. 25864:243. 24X Fiche: 50-000. 84/07/13, 

8407170564. 


— 0401120539 Forwards Rev 3 to LILCO transition plan, par 831222 memo. FEMA 
rept expected on 840201. W/o end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/12/28. KRIMM# R. W. Federal Emergency 

Management Agency. Ip, 25864:245. 24X Fiche: 50-000# 84/07/13, 

8407170564. 


— 8405210414 Summarizes NRC/FEMA steering committee 840502 meeting. Topics 
discussed included emergency preparedness MOU. NRC decision 
to table rev of lOCFRSO. 47. App E & NUREO-0658 it status of 
alert notification sys review process. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/05/11. NRC - No Detailed Affiliation 

Given. 3pp. 25864:256. 24X Fiche: 50-000# 84/07/13, 8407170564. 


— 8407310179 Responds to Congressman Markey 840504 retiuest for account of 
communications w/Executive Branch re emergency planning or 
facility proceeding. Federal emergency response at 8t Lucie 
impressive# but limited. 

ASSELSTINE# J. K. Commissioners. 84/05/14. PALLADINO# OILZNSKY# 
ROBERTS Commissioners. 2pp. 25864:259. 24X 

Fiche: 50-000. 84/07/13, 8407170564. 


— 8407310189 Discusses recipient 840320 memo re licensing delays. NRC 
should review causa of potential delays prior to taking 
actions that could vitiate licensing process. Recomnendat ions 
re facility disturbing. 

MARKEY, E. J. House of Rep.# Interior it Insular Affairs. 84/03/28. 
PALLADINO# N. J. Commissioners. 4pp. 25865:005. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8407310196 Advises that responses to 840328 it 0412 Itrs failed to 
address issues re facility hearing. Transcript of Commission 
840423 meeting on facility proceeding req.uested. 

MARKEY, E.J. House of Rep.# Interior U Insular Affairs. 84/04/24. 
PALLADINO# N. J, Commissioners. Ip. 25865:012. 24X 

Fiche: 50-000, 84/07/13, 8407170564. 


— 8407310205 Reciuests that subcommittee be provided w/records of all 1984 
communication w/Executive Branch 8< federal agencies re 
emergency planning or facility proceeding. 

MARKEY# E, J. House of Rep.# Interior it Insular Affairs. 84/05/04. 
PALLADINO, N. J. Commissioners. 2pp. 25865:013. 24X 

Fiche: 50-000, 84/07/13# 8407170564. 


— 8407310213 Reiiuests explanation of why recipient should not be excused 
from future decision making in facility proceed ing, per 
040328,0412 & 24 Itrs. Appearance of impartial adjudicator 
not maintained. 

MARKEY, E.J. House of Rep.# Interior Sc Insular Affairs, 04/05/10. 
PALLADINO# N. J. Commissioners. 5pp. 25865:015. 24X 

Fiche: 50-000, 84/07/13, 0407170564. 


8407230185 Responds to 840615 request for info re nature of review 
of facilities Sc nonconformity recently discovered in standby 
SVC water sys. Passive siphon sys installed to transfer weter 
from Basin A to Basin B. 

D1RCK8#W. J, Off ice of the Executive Director for Operations. 
84/07/13. ASSELSTINE Commissioners. 9pp. 25727:219. 24X 

Fiche: 50-416# 84/07/13, 8407230105. 


— 8407230189 Requests explanation re previously unknown dependency of 
Unit 1 operation on Unit 2 component. 

ASSELSTINE# J. K. Commissioners. 84/06/15. DIRCKS, W. J. Office of 
the Executive Director for Operations. Ip. 25727:242. 24X 

Fiche: 50-416, 04/07/13, 8407230185. 


“8407230198 Forwards listed documents in response to 840910 memo re 
restart decision. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/07/13. PALLADINO. ROBERTS, ASSELSTINE Commissioners. 5pp. 
25727: 139. 24X Fiche: 50-416, 84/07/13, 8407230105. 


8407250094 Forwards review of 840624 Philadelphia Enquirer article by 
S Stecklow re hardware deflc ienc ies, mismanagement it safety 
problems in nuclear industry, Enc 1 identifies inaccurate l« 
incomplete statements. 

EI8ENHUT. D. <». Division of Licensing. 84/07/10. ZERBE# J. Office of 
Policy Evaluations. 8pp. 25779:205. 24X Fiche: 50-000, 04/07/10, 

8407250094. 


“8407250113 Forwards Commissioner Bernthal request for review 8c response 
to S Stecklow 840624 article in Philadelphia Enquirer. NRR/IE 
requested to identify inaccurate or incomplete info. 

GALLAGHER,©. Office of Policy Evaluations, 84/06/28. REHM, T. 

Office of the Executive Director for Operations. ip. 25779:213. 

24X Fiche: 50-000,84/07/10, 8407250094. 


— 8407250157 Requests review of 8 Stecklow 840624 Philadelphia Enquirer 
article re hardware deficiencies, mismanagement Sc safety 
problems. 

BERNTHAL# F. M. Commissioners. 84/06/26. ZERBE# J. Office of 
Policy Evaluations. 8pp. 25779:214. 24X Fiche: 50-000. 84/07/10. 

8407250094. 


8407270160 Responds to Washington Post 840702 article re V Gilinsky 
career as member of NRC. Regulatory reform proposals 
represent effort to improve regulatory process. 

PALLADINO, N. J. Commissioners. 84/07/11. GREENFIELD# M. Washington 
Post. Ip. 25811:199. 


®^0T270303 Advises that NRC will form ad hoc advisory committee to 
conduct review of current enforcement policy Sc practice. Li fe 
of committee expected to be 4 to 6 months. Comments 
requested. Committee charter end. 

PALLADINO# N. J. Commissioners, 84/06/28. KLINE, R. General Services 
Administration. 3pp. 25811:132, 


8407270370 Responds to 840524 Itr re use of Cs-137 contained in WESF 
capsules in commercial irradiators. Insufficient info 
submitted to allow NRC to certify capsule. NRC will review 
any license application for use in specific irradiator. 

PALLADINO# N. J. Commissioners. 84/07/12. MCCLURE# J. A. Senate# 
Energy Sc Natural Resources. 2pp. 25799:097. 


■0407270373 Informs that in-depth analysis of use of WESF capsules in 
irradiators necessary due to high solubility Sc 
dispersibility of cesium chloride# in response to 831006 
application for certification. Concurs w/byproduct policy. 
CUNNINGHAM# R. E. Division of Fuel Cycle it Material Safety. 

84/04/03. JICHA, J. J. Energy# Dept. of. 2pp, 25799:099. 


“8407270376 Urges Commission to expedite certification 8c licensing of 
Cs— 137 sources in WESF capsules for use in gamma-ray sources 
in commercial irrad iators. Successful commerc ial i zation of 
Cs-137 will decrease dependence on foreign Co-60. 

MCCLURE# J. A. Senate# Energy 8c Natural Resources. 84/05/24. 
PALLADINO# N. J. Commissioners. 2pp. 25799:101. 


8407270383 Responds to 840607 Itr recommending NRC action re 
SECY-03-500# "Clarification of General Physical Protection 
Requirement," Application for license renewal withdrawn on 
840614. 

PALLADINO# N. J. Commi ssioner s. 84/06/28. MARKEY, E. J. House of 
Rep., Interior it Insular Affairs. Ip. 25799:064. 24X 

Fiche: 50-142, 84/06/28. 8407270383. 


8407270401 Responds to 840524 Itr re pending application for full power 
operation 8, resolution of al legations. NRC review of issues 
requiring completion before full power will be complete by 
mid-Jul. Al legation review will begin after issue review. 

PALLADINO# N. J. Commissioners. 84/06/29. HART# G. Senate. 2pp. 
25799:035. 24X Fiche: 50-275, 84/06/29, 8407270401. 


--8407270413 Urges Commission to postpone decision re util application 
for full power license until allegations concerning design 
8( const QA breakdowns resolved. Thorough investigation of 
allegations requested. 

HART#G. Senate# Environment 8< Public Works. 84/05/24. 

PALLADINO# N. J. Commissioners. 2pp. 25799:056. 24X 

Fiche: 50-275. 84/06/29# 8407270401. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8407020074 Notification of grant execution# Mod 5# to "Geological Studies 
of Faults 8< Terraces of Central 8t Western Kentucky. " 

Grantee: Univ of Kentucky Research Foundation. 

UMBEL# D. Technical Assistance Contracts Branch. FIN G-i020. 
NRC-0-04-8 1-018. 04/06/14. BATSON# W. Office of Nuclear Regulatory 

Research, Director. O^DONNELL, E. NRC - No Detailed Affiliation 
Given. 2pp. 25225:353. 


— 8407020081 Mod 5, extending period of performance to 850930 increasing 
funds# to "Geological Studies of Faults it Terraces of Central 
& Western Kentucky. " 

MCDONALD, J. Y. Kentucky# Univ. of# Lexington# KY. MORTON# K. V. 
Technical Assistance Contracts Branch, FIN 0-1020. 

NRC-0-04-81-018. 84/06/14. Ip, 25225:354. 
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8407020079 Notification of contract e xecution. Mod 7, to "Seismicity It 
Earthq^uake Hazard Research in Northern Alabama. " Contractor; 
Geological Survey of ‘Alabama. 

UMBEL. D. Technical Assistance Contracts Branch. FIN B-6674. 
NRC-O4-80-22O. B4/06/20. BATSON, U. Office of Nuclear Regulatory 

Research, Director. ZURFLUEH, E. NRC - No Detailed Affiliation 
Given. Ip. 23225:351. 


— 8407020082 Mod 7, increasing funds & extending period of performance to 
850731, to "Seismicity & Earthquake Hazard Research in 
Northern Alabama. " 

MANCINI.E. A. Alabama, State of. SMITH, P. A. Division of 
Contracts. FIN B-6674. NRC-04-80-220. 84/06/20. Ip. 25225:352. 


8407020139 Notification of contract e xecution, Mod 2, to "Environ 
Surveillance. " Contractor : State of MD. 

SILVIS, R. M. Technical Assistance Contracts Branch. FIN B-5106. 
NRC-05-75-226. 84/06/26. DEYOUNG, R. C. Director's Office, Office of 

Inspection and Enforcement. Ip. 25272:348. 


— 8407020143 Mod 2, deob 1 i ga ting funds, to "Environ Surveillance." 

RESH, D. L. Maryland, State of. SMITH, P. A. Division of Contracts. 
FIN B-5106. NRC-05-75-226. 84/06/26. Ip. 25272:349. 


8407020263 Notification of contract e xecution, Mod 1, to "Structural 
Integrity of LWR Boundary Components - II. '' Contractor: 

Matls Engineering Assoc. 

PAGE, M. Technical Assistance Contracts Branch. FIN B-8900. 
NRC-O4-84-102. 84/06/26, FOREHAND, B. Office of Nuclear Regulatory 

Research, Director. VAGINS. M. NRC - No Detailed Affiliation Given. 
Ip. 25261:354. 


— 8407020275 Mod 1, including foreign travel provision & correcting 
period of performance, to "Structural Integrity of LWR 
Boundary Components ~ II. " 

GREENBLATT, M. Materials Engineering Associates, Inc. SMITH, P. A, 
Division of Contracts. FIN B-8900. NRC-04— 84-102. 84/06/26. 

2pp. 25261:355. 


8407030121 Notification of contract execution, Mod 1. to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training 
on Browns Ferry, Sequoyah & Bellefonte Simulators." 

Contractor: TVA. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8717. 
NRC-05-84-153. 84/06/18. SHOWS, S. K. Director's Office. Office of 

Inspection and Enforcement. Ip. 25411:143. 24X 

Fiche: 50-000, 84/06/18,8407030121. 


— 8407030128 Mod 1, changing start date to 840723* to “Use of TVA Reactor 
Simulator Facilities at Chattanooga, TN for Training on 
Browns Ferry, Sequoyah & Bellefonte Simulators." 

JOHNSON, R. U. Tennessee Valley Authority. SMITH. P, A. Division of 
Contracts. FIN 8-8717. NRC-05-84-153. 84/06/18. Ip. 25411:144. 

24X Fiche: 50-000,84/06/18, 8407030121. 


8407050216 Notification of contract e xecution, Mod 6, to "Research Study 
Entitled 'Study of Regional Tectonics & Seismicity for State 
of lA. Contractor : State of lA, 

SILVIS, R.M. Technical Assistance Contracts Branch. FIN B-6312. 
NRC-04-78-228. 84/06/27. BATSON, W. Office of Nuclear Regulatory 

Research, Director. MURPHY.A. NRC - No Detailed Affiliation Given. 
Ip. 25412:339. 


— 8407050225 Mod 6, canceling Mod 5, deob ligating funds & incorporating 
overhead rates, to "Research Study Entitled 'Study of 
Regional Tectonics Seismicity for State of lA. 

VAN ECK, 0. J. louia, State of. SMITH, P. A. Division of Contracts. 
FIN B-6312. NRC-04-78-228. 84/06/27. 2pp. 25412:340, 


8407060296 Notification of contract execution. Mod 2, to "Support Sves 
for Research it Evaluation of Severe Accident Phenomenon it 
Mitigation." Contractor : BMI. 

WOLLETT.S. Technical Assistance Contracts Branch. FIN B-7499. 
NRC-04-84-127. 84/06/26. BATSON, W. Office of Nuclear Regulatory 

Research, Director. LARKINS, J, NRC - No Detailed Affiliation Given. 
Ip. 25434: 181. 


—8407060299 Mod 2, providing incremental funding it defining Task 
Orders 1-7, to "Support Sves for Research it Evaluation of 
Severe Accident Phenomenon it Mitigation. " 

LUKZ, F. J. Battelle Memorial Institute, Columbus Laborator ies, 
SMITH, P. A. Division of Contracts, FIN B-7499. NRC-04-a4-127. 

84/06/26. 15pp. 25434:182. 


8407060317 Notification of contract execution, Mod 20, to "BWR Full 
Integral Simulation Test (FIST) Program, " Contractor: OE 8c 
EPRI. 

PAGEiM. Technical Assistance Contracts Branch. FIN B-3014. 
NRC-04-76-21 5. 84/06/28. BATSON, W. Office of Nuclear Regulatory 

Research, Director. BECKNER, W, NRC - No Detailed Affiliation Given. 
Ip. 25434: 173. 


— 8407060321 Mod 20, revising task cost limitations, incrementing fundings 
including EPRI 1984 ob 1 igation, to "BWR Full Integral 
Simulation Test (FIST) Program. “ 

KLEPFER,H.H. General Electric Go. WALKER, R. W. Electric Power 
Research Institute. SMITH, P. A. Technical Assistance Contracts 
Branch. FIN B-3014. NRC-04-76-21 5. 84/06/28. 2pp. 25434:174. 


8407060324 Notification of contract execution, Mod 12, to "In-Process 
Control of SNM. " Contractor: Sc ience App lica tions, Inc. 

WOLLETT,S. Technical Assistance Contracts Branch. FIN B-7315-4. 
NRC-02-81-040. 84/06/29. DAVIS, J. Office of Nuclear Material 

Safety it Saf eguards. Director. MILLER, M. NRC — No Detailed 
Affiliation Given. Ip. 25441:359, 


— 8407060329 Mod 12, providing incremental funding, to "In-Process Control 
of SNM. " 

* Science Applications, Inc. SMITH, P. A. Division of Contracts. 
FIN B-7315-4. NRC-02-a 1-040. 84/06/29. Ip. 25441:360. 


8407090316 Notification of contract execution, Mod 6, to "Lease of 
Vehicles." Contractor: W# Try Harder, Inc. 

BROMBERG, B. J. Administrative Contracts Branch. FIN B-8153. 
NRC-1 0-82-377. 84/07/02. CORLEY. J. Division of Facilities it 

Operations. GRANT, L. NRC - No Detailed Affiliation Given. Ip. 
25457: 356. 


— 8407090326 Mod 6, extending period of performance to 640712, to "Least 
of Vehicles. " 

* We Try Harder, Inc. HAGAN, T. F. Administrative Contracts 
Branch. FIN B-8153. NRC- 10-82-377. 84/07/02. Ip. 25457:357. 


8407090340 Notification of grant execution, Mod 1, to "Partial Support 
of Geological Sciences Board." Grantee: Natl Academy of 
Sciences. 

UMBEL, D. Technical Assistance Contracts Branch. FIN 0-1054. 
NRC-0-04-83-007. 84/06/28. BATSON, W. Office of Nuclear Regulatory 

Research, Director. MURPHY.A, NRC - No Detailed Affiliation Given. 
Ip. 25457:354. 


— 8407090344 Mod 1, adding funds, to "Partial Support of Geological 
Sciences Board. " 

SITTON, P. L. National Academy of Sciences. MORTON, K. V. Technical 
Assistance Contracts Branch. FIN 0-1054. NRC-G-04-B3-007, 

84/06/28. Ip. 25457:355. 


8407100646 Notification of contract execution. Mod 5, to "Computer Sves 
in Support of Info Requirements Control Automated Sys 
(IRCA8)." Contractor: DOD. 

PERLMAN, J. Administrative Contracts Branch. FIN B-1677. 

NRC-1 0-80-392. 84/06/18. DORIE, W. Office of Administration. 

PARCOVER.J. NRC - No Detailed Affiliation Given. Ip. 25516:281. 


— 8407100652 Mod 5, extending period of performance until 850930, to 
"Computer Sves in Support of Info Requirements Control 
Automated Sys (IRCAS)." 

LEFEVER.B.W. Defense, Dept. of. HAGAN, T. F. Division of 
Contracts. FIN B-1677. NRC-1 0-80-392. 84/06/18. Ip. 25516:282. 


8407100654 Notification of con tract execution, Mod 1, to "Lease of 
Sedans." Contractor : Courtesy Leasing. 

BROMBERG, B. Administrative Contracts Branch. NRC-10-84-216. 
84/06/12. CORLEY, J.H. Division of Facilities & Operations. 
GRANT, L. NRC - No Detailed Affiliation Given. Ip. 25516:221. 


— 8407100659 Mod 1, accepting delivery date of 840709 & specifying lease 
period of Aug 1984 - Jul 1985, to "Lease of Sedans." 

SCHMACHTINBERO Courtesy Leasing. HAGAN, T. F. Division of 
Contracts. NRC-10-84-216. 04/06/12. 2pp. 25516:222. 


8407110461 Notification of contract execution, Mod l,to "Stenographic 
Reporting Sves Required by HQ, NRC Throughout Contiguous US 
Except Wash ington, DC Metropolitan Area." Contractor : Tayloe 
Assoc, Limited. 

MCLEAREN, T. Administrative Contracts Branch. FIN B-8180. 

NRC-2 1-84-353. 84/07/03. COTTER, B. P. Atomic Safety and Licensing 

Board Panel. LEIN8,E. W. , MORAN, D. M. NRC - No Detailed Affiliation 
Given. Ip. 25547:348. 


— 8407110467 Mod 1, exercising option to extend period of performance to 
840815 8c increasing ceiling amount, to "Stenographic 
Reporting Sves Required by HQ* NRC Throughout Contiguous US 
Except Washington, DC Metropolitan Area." 

* Tayloe Associates. HAGAN, T.F. Division of Contracts. FIN 

B-8180. NRC-21 -84-353. 04/07/03. Ip. 25547:349. 


8407110479 Notification of contract execution. Mod 4, to "Maint for IBM 
Mag Cards 8c Memory Typewriters." Contractor : Technical 
Specialties, Inc. 

PERLMAN, J. Administrative Contracts Branch. NRC-33-83-459. 
84/07/03. BASSETT, H. Office of Resource Management, Director. 
JOHNSON, C. NRC - No Detailed Affiliation Given. Ip. 25547:321. 
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— 8407110484 Mod 4 j extending period of performance to 840802 j to "Maint 
for IBM Mag Cards 8t Memory Typewriters. “ 

* Technical Specialties* Inc. HAOANi T. F. Division of Contracts. 
NRC-33-83-459. 84/07/03. Ip. 25547:322. ' 


8407120516 Notification of grant execution: "Energetics of Smalt-Water 
Explosions* " awarded to Inst of Paper Chemistry. 

UMBEL* D. Technical Assistance Contracts Branch. FIN 0-1067. 
NRCQ-04-84-009. 84/07/05. BATSON* W. Office of Nuclear Regulatory 

Research* Director. HOPENFELD* J. NRC - No Detailed Affiliation 
Given. Ip. 25359: 186. 


— 8407120521 Grant: "Energetics of Smelt-Water Explosions**' awarded to 
Inst of Paper Chemistry. 

SMITH* W. H. Institute of Paper Chemistry. MORTON. K.V. Technical 
Assistance Contracts Branch. FIN 0-1067. NRCG-04-a4-009. 

84/07/05. 2pp. 25359: 187. 


8407160043 Notification of contract execution Mod 8. to "Stenographic 
Reporting Svcs, " Contractor : Tayloe Assoc* Ltd. 

MCLEAREN.T. Administrative Contracts Branch. FIN B-8177. 

NRC- 17-83-399. 84/07/06. HOYLE* J. C. Office of the Secretary of the 

Commission. SULLIVAN. P.* MORAN* D. NRC - No Detailed Affiliation 
Given. Ip. 25623:354. 


— 8407160050 Mod 8* increasing total amount obligated* to "Stenographic 
Reporting Svcs. " 

* Tayloe Associates. HAGAN. T. F. Division of Contracts. FIN 
B-8177. NRC-17-83-399. 84/07/06. 2pp. 25623:355. 


8407160276 Notification of contract execution* Mod 7* to "Development 
of Matl Accounting Data Storage Sys. " Contractor: NUSAC. Inc. 

UMBEL. D. Technical Assistance Contracts Branch. FIN B-7347-4. 
NRC-02-82-033. 84/07/09. DAVIS* J. Office of Nuclear Material 

Safety & Safeguards* Director. MILLER* M. NRC - No Detailed 
Affiliation Given. Ip. 25624:358. 


"8407160288 Mod 7* modifying Articles V re cost & VIII re key personnel* 
to “Development of Matl Accounting Data Storage Sys. " 

SCHOFIELD, D. G. NUSAC* Inc. SMITH, P. A. Division of Contracts. 

FIN B-7347-4. NRC-02-a2-033. 84/07/09. 2pp. 25624:359. 


8407170031 Notification of contract execution, Mod 1* to "Scientific Code 
Implementation/Development. " Contractor: SBA. Subcontractor: 

Inter Sys* Inc. 

BROMBERG, B. U. Administrative Contracts Branch. FIN B-8898. 
NRC-33-84-376. 84/05/23. BASSETT* H. S. Division of Data Automation 

& Management Information. ROBINSON* E. NRC - No Detailed Affiliation 
Given. ip. 25650: 122. 


— 8407170037 Mod 1* changing travel provisions* payment withholding & data 
transmission costs payment method* to "Scientific Code 
Implementation/Development. " 

WANGiC.L. Inter Systems, Inc. HAGAN* T. F. Division of Contracts. 
SERGDOLLi T. E. Small Business Administration. FIN 8-8898. 
NRC-33-84-376. 84/05/23. 3pp. 25650:123. 


8407170331 Notification of contract execution* Mod 4* to "Radionuclide 
Migration Around U Ore Bodies - Analogue of Radwaste 
Repositories." Contractor : Australian Atomic Energy 
Commission. 

W0LLETT*8. Technical Assistance Contracts Branch, FIN B-666i. 
NRC-04-8 1-172. 84/06/28. BATSON. W. Office of Nuclear Regulatory 
Research, Director. BIRCHARD, 0. NRC - No Detailed Affiliation 
Given. Ip. 25627:328. 


— 8407170333 Mod 4* extending period of performance to 840731 et no addl 
cost* to "Radionuclide Migration Around U Ore Bodies - 
Analogue of Radwaste Repositories. " 

RATCLIFT, W. H. Australia* Govt. of. SMITH, P. A. Division of 
Contracts. FIN B-6661. NRC -04-81 -172. 84/06/28. Ip. 25627:329. 


8407170524 Notification of contract execution: "Radiation Monitoring 
Program Requirements* " awarded to State of KS. 

UMBB-fD. Technical Assistance Contracts Branch. FIN B-8510. 
NRC-31-84-502. 04/07/10. MEYERS* D. M, Region 4, Office of Director. 

NICHOLAS* U. B. NRC - No Detailed Affiliation Given. Ip. 25634:284. 


—9407170529 Contract: "Radiation Monitoring Program Requirements*" 
awarded to State of KS. 

* Kansas* State of. MORTON.K. V. Division of Contract*. FIN 
B-8510. NRC-31 -84-502. 84/07/10. Ip. 25634:285. 


8407170567 Notification of contract execution* Mod 32* to "Downcomer 
Effects Experimental Program." Contractor : Creare* Inc. 

WOLUETT. 8. Technical Assistance Contracts Branch. FIN A-4070. 
NRC-04-75-162. 84/07/05. BATSON. W. Office of Nuclear Regulatory 

Research, Director. REYES* J. NRC - No Detailed Affiliation Given. 
Ip. 25634; 147. 


8407170573 Mod 32* providing addl funding 8e extending period of 
performance to 840930, to "Downcomer Effects Experimental 
Program. " 

HICKIN. R, A. Creare, Inc. MORTON* K. V. Division of Contracts. FIN 
A-4070. NRC-04-75-162. 84/07/05. 3pp. 25634: 148. 


8407180041 Notification of grant execution: "Natural Convection Cooling 
of Rod Bundles," awarded to Purdue Univ Research 
Foundation, 

UMBEL* D. Technical Assistance Contracts Branch. FIN G-1070. 
NRC-O-04-84-006. 84/07/10. BATSON* M. Office of Nuclear Regulatory 

Research, Director. REYES* U. NRC - No Detailed Affiliation Given. 

Ip. 25654:359. 


—8407180045 Grant: "Natural Convection on Cooling of Rod Bundles," 
awarded to Purdue Univ Research Foundation, 

OREENKORN* R, A. Purdue Univ,* West Lafayette* IN. MORTON* K, V. 
Technical Assistance Contracts Branch. FIN G-1070. 
NRC-G-04-S4-006. 84/07/10. 2pp. 25654:360. 


8407180066 Notification of contract execution* Mod 3, to "Computer 
Output Microfilm Production." Contrac tor: Anacomp* Inc. 

MCLEAREN.T. Administrati ve Contracts Branch. NRC- 10-83-297. 

84/07/12. BESAW.W. J. * SKOCZLAS* J. Division of Technical Information 
& Document Control. Ip. 25665:326. 


■8407180067 Mod 3* deob 1 i ga t ing unliquidated balance* to "Computer Output 
Microfilm Production." 

SEYMOUR* L. A. Anacomp, Inc. HAGAN* T. F. Division of Contracts. 

NRC- 10-83-297. 84/07/12. Ip. 25665:327. 


8407180072 Notification of contract execution* Mod 1* to "Region I Data 
Entry Support Svcs." Contractor: SBA. Subcontractor : Super ior 
Keypunch h. Svc Co. 

PERLMAN, J. Administrative Contracts Branch. FIN D-1206. 
NRC-33-84-384. 04/07/12. BASSETT, H. A. ADP Systems Development 

Branch. SALLUST I ON, I . Region 1* Office of Director, Ip. 

25652:361. 


— 8407180073 Mod 1* changing address as listed* to "Region I Data Entry 
Support Svcs. " 

* Superior Keypunch & Service Co. * Small Business 
Administration. HAGAN* T. F. Division of Contracts. FIN D-1206. 
NRC-33-a4-384. 84/07/12. Ip. 25652:362. 


8407180094 Notification of contract execution* Mod 5, to "Technical 
Assistance for Support of Const Appraisal Team (CAT) Insps. '* 
Contractor: Parameter* Inc. 

WIGGINS* E. Technical Assistance Contracts Branch. NRC-05-84-152. 
84/06/18. DEYOUNG* R. C. Director's Office* Office of Inspection and 
Enforcement. BAKER* E. NRC - No Detailed Affiliation Given. Ip. 
25652: 348. 


— 8407180099 Ltr Contract NRC-05-B4-152, Mod 5* extending def initixation 
date to 840706* to "Technical Assistance for Support of Const 
Appraisal Team (CAT) Insps. " 

MORTON, K. V. Technical Assistance Contracts Branch. NRC-05-84-152. 
84/06/15. LOFY*R. A. Parameter* Inc. Ip. 25652:349. 


8407190521 Notification of contract execution* Mod 1, to "Operation «< 
Maint of NRC Document Control Sys (DCS). " Contractor: 

Technassoc iates* Inc, 

BROMBERG* B. Administrat i ve Contracts Branch. NRC-10-84-21 1. 
84/06/30. NORRY*P. G. * LUNDY, U. Office of Administration. Ip. 
25693:310. 


—8407190523 Mod 1 * naming fee board members 8* elaborating property 
procedures it listings* to "Operation & Maint of NRC Document 
Control Sys (DCS). " 

YTHIER*P. Technassociates, Inc. HILL* D. Small Business 
Administration. HAOY* T. Division of Contracts. NRC-10-a4-211. 
84/06/30. 3pp. 25693:311. 


8407200042 Notification of contract exaction, Mod 5* to "Structural 
Framework of Mississippi Embayment of Southern Illinois. " 

Contrac tor: Univ of Illinois. 

UMBEL* D. Technical Assistance Contracts Branch. FIN B-6251, 
NRC-04-77-159. 84/05/25. BATSON, W. Office of Nuclear Regulatory 

Research* Director. STEUER, N. NRC - No Detailed Affiliation Given. 
Ip. 25697:361. 


— 8407200044 Ltr Contract NRC-04-77-159, Mod 5, deob ligating funds* to 
"Structural Framework of Mississippi Embayment of Southern 
Illinois. " 

SMITH* P. A. Technical Assistance Contracts Branch. FIN B-6251. 
NRC-04-77-159. 84/05/17. KAMERER* J. Illinois* Univ. of* Urbana* 

IL. Ip. 25697:362. 


8407230289 Notification of contract execution: "Records Mgt Operational 
Support, " awarded to Maxime Corp. 

MCLEAREN, T. Division of Contracts. NRC- 10-84-257. 84/07/10. 

BESAW*W. J. Division of Technical Information 8e Document Control. 
HARRIS* J. NRC - No Detailed Affiliation Given. Ip. 25726:242. 
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— 8407230295 Contract: "Records «gt Operational Support# “ awarded to 
MaximaCorp. 

JONES# P.E. Maxima Corp. THOMAS# M. E. Division of Contracts. 
NRC-10-84-2S7. S4/07/10. 78pp. 25726; 243. 


8407230392 Notification of contract e xec ution# Mod 3. to 
"Telecommunications Evaluati on# Operations# Requirements & 

Specs for Voice/Data Communi cati ons Sys for Region I." 

Contractor: SBA/KOH Sys# Inc. 

GILDENHORN. A. J. Administrative Contracts Branch. NRC- 10-04-234. 
84/06/25. CAR LEY# J. H. Division of Facilities ^ Operations. 
COHEN. J. NRC - No Detailed Affiliation Given. 1-p. 23726:123. 


■8407230398 Mod 3# inc or p orating supplementary task number, increasing 
contract amount & extending period of performance to 840630# 
to "Telecommunications Evaluation# Operations# Requirements & 

Specs for Voice/Data Communications Sys for Region I. " 

HQGGE# L. D. Small Business Administration. * KOH Systems# Inc. 
HAGAN. T. F. Division of Contracts. NRC- 10-84-254. 84/06/23. 

13pp. 25726; 124, 


0407240440 Notification of contract execution. Mod 7. to "Model 
Documentation & In-House Training for Unsaturated Flow fc 
Transport Modeling." Contractor: Water, Waste ?( Land# Inc, 

FLEENOR.C. Technical Assistance Contracts Branch. NRC -02-83-030. 
84/07/11. DAVIS# J. Office of Nuclear Material Safety it 
Safeguards# Director. WIDMAYER.D. NRC - No Detailed Affiliation 
Given. Ip. 25734:325. 


— 8407240444 Mod 7# extending period of performance to 840731 at no addl 
cost. to "Model Documentation & In-House Training for 
Unsaturated Flow Ic Transport Modeling. *' 

DAVIS# L. A. Water# Waste & Land# Inc. SMITH. P. A. Division of 
Contracts. NRC-02-S3-030. 84/07/11. Ip. 25734:326. 


8407240453 Notification of contract execution. Mod 21# to "PDR 
Micrographic Storage St Retrieval Sys." Contractor : Access 
Corp. 

PERLMAN. J. Administrative Contracts Branch. NRC-17-79-449. 

84/07/18. CHILK.S. J. Office of the Secretary of the Commission. 
SCATTOLINI, L. NRC - No Detailed Affiliation Given. Ip. 25734:323. 


— 8407240454 Mod 21# adding addl equipment for monthly maint# to "PDR 
Micrographic Storage ?t Retrieval Sys. " 

BAKER# N. D. Access Corp, HAGAN# T. F. Division of Contracts. 
NRC-17-79-449. 84/07/18. Ip. 25734:324. 


8407240456 Notification of contract execution# Mod 6# to "Technical 
Assistance for Support of Const Appraisal Team (CAT) Insps. " 
Contractor; Parameter# Inc. 

WIGGINS# E Technical Assistance Contracts Branch. NR 0-05-84— 1 52. 
84/07/06. DEYOUNG# R. C. Director's Office# Office of Inspection and 
Enforcement. BAKER# E. NRC - No Detailed Affiliation Given. ip. 
25734: 321. 


—8407240459 Ltr Contract NRC-05-84-152. Mod 6# increasing cost ceiling# to 
“Technical Assistance for Support of Const Appraisal Team 
(CAT) Insps. " 

MORTON# K. V. Technical Assistance Contracts Branch, NRC— 05— 84-152. 

84/07/06. LOFYi R. A. Parameter, Inc. Ip. 25734:322. 


8407240476 Notification of contract executi on# Mod 1. to "Stochastic 
Analysis of Solute Transport in Unsaturated Soils. " 

Contractor; MIT. 

FLEENOR# C. Technical Assistance Contracts Branch. FIN B-8956. 
NRC-04-e3-174, 84/07/09. BATSON, W. Office of Nuclear Regulatory 

Research# Director. NICHOLSON# T. NRC - No Detailed Affiliation 
Given. Ip. 25734:362. 


— 8407240480 Mod 1# adding funds# to "Stochastic Analysis of Solute 
Transport in Unsaturated Soils. " 

* Massachusetts Institute of Technology# Cambridge# MA, 

SMITH# P. A. Division of Contracts. FIN B-8956. NRC-04-a3-174, 

84/07/09. Ip. 25734; 363. 


8407240489 Notification of contract execution# Mod 1# to “Development of 
Draft Stds in Area of Rock Mechanics. " Contractor; ASTM. 

FLEENOR# C. Technical Assistance Contracts Branch. FIN B-7115. 
NRC-04-83~178. 84/07/11, BATSON# W. Office of Nuclear Regulatory 

Research, Director. SCHMITT# T. NRC - No Detailed Affiliation Given. 
Ip. 25734:360. 


— 8407240498 Mod 1# obligating final allotment of incremental funds* to 
"Development of Draft Stds in Area of Rock Mechanics. " 

♦ American Society for Testing & Materials. SMITH#?. A. Division 
of Contracts. FIN B-7115. NRC-03-a4-071. 84/07/11. Ip. 

25734:361. 


8407240545 Notification of contract execution, Mod 12, to "Study of 
Pattern & Ages of Post-Metamorph ism Faults in Part of 
Northern Piedmont of States of VA 8* NC. " Contractor: Virginia 
Polytechnic Inst 4c State Univ. 

PAGE# M. Technical Assistance Contracts Branch, FIN A~9027. 
NRC-04~75-237. 84/07/16. BATSON# W. Office of Nuclear Regulatory 

Research, Director. MURPHY. A. NRC - No Detailed Affiliation Given. 
Ip. 25734:242. 


—8407240563 Mod 12# adding addl funds# revising workscope «c extending 
period of performance to 840515# to "Study of Pattern 4< 

Ages of Post-Metamorphism Faults in Part of Northern 
Piedmont of States of VA 4c NC. " 

STEISSiA. W. Virginia Polytechnic Institute & State Univ.# 
Blacksburg. VA. SMITH# P, A. Division of Contracts. FIN A-9027. 
NRC-04-75-237. 84/07/16. 4pp. 25734:243. 


8407240559 Notification of contract execution# Mod 7# to "Investigation 
Program at Maxey Flats Radwaste Burial Facility. " 

Contractor; Commonwealth of KY. 

WOLLETT.S. Technical Assistance Contracts Branch. FIN B~6192, 
NRC-04-78-259. 84/07/05. BATSON# W. Office of Nuclear Regulatory 

Research, Director. O'DONNELL.E. NRC - No Detailed Affiliation 
Given. Ip. 25734:251. 


—8407240565 Mod 7# extending period of performance until 841031 at no 
addl cost# to "Investigation Program at Maxey Flats Radwaste 
Burial Facility. " 

BALDWIN.C. E. Kentucky# Commonwealth of#. SMITH# P. A. 

Contracts. FIN B-6192. NRC -04-70-259. 84/07/05. Ip. 25734.232. 


B407240587 Notification of contract execution# Mod 23, to "Technical 
Assistance to Support NRC IE Personnel in Investigations of 
Incidents." Contrec tor : Parameter# Inc. 

WOLLETT.S. Technical Assistance Contracts Branch. FIN B-1302. 

NRC -05-82-249. 84/07/10. BLAHA Director's Office# Office of 

Inspection and Enforcement. LAUDEN# W. NRC - No Detailed Affiliation 
Given. Ip. 25734:267. 


—8407240593 Mod 23, issuing fully definitiied cost plus fixed fee Task 
Orders 63# 64# 65 4c 66# to "Technical Assistance to Support 
NRC IE Personnel in Investigations of Incidents. " 

LOFY. R. A. Parameter# Inc. SMITH#?. A. Division of Contracts, fin 
B- 1302. NRC-05-82-249. 84/07/10. 44pp. 25734:268. 


8407240597 Notification of contract execution# Mod 3# to "Estimation 
of Atmospheric Dispersion at Nuclear Reactor Plants 
Utiliiing Real Time Anemometer Statistics. " Contractor: 

Colorado State Univ. 

PAOE.M. Technical Asiistance Contracts Branch. NRC-04-81 -202. 
84/07/16. FOREHAND# W. Office of Nuclear Reactor Regulation# 
Director. ABBEY# R. NRC - No Detailed Affiliation Given. Ip# 
25734:311. 


—8407240605 Mod 3# extending period of performance until 840930 at no 
addl cost# to "Estimation of Atmospheric Dispersion at 
Nuclear Reactor Plants Utilizing Real Time Anemometer 
Statistics. " * 

* Colorado State Univ.# Ft. Collins# CO. SMITH# P. A. Division of 
Contracts. NRC -04-8 1-202. 84/07/16. 2pp. 25734:312. 


8407240625 Notification of contract execution# Mod 1# to "EIIS Sys 
Drawings." Contrac tor; TVA. 

MCLEAREN# T. Administrative Contracts Branch. FIN B— 8841. 
NRC-26-83-441. 84/07/17. MICHELSON, C. Director's Office. 

HEBDON, F. NRC - No Detailed Affiliation Given. Ip- 25731:348. 


— 8407240626 Mod 1# deob 1 igating unliquidated balance remaining under 
contract# to "EIIS Sys Drawings. " 

* Tennessee Valley Authority. HAGAN# T. F. Division of Contracts. 
FIN B-8841. NRC-26-83-441. 84/07/17. Ip. 25731:349, 


— 8407240628 Confirms conversation between DC Reagan (TVA) *« T McLearn 
that Mod 1 to Contract NRC-26-83-441 complete 8* no other 
charges will be applied. 

PAINTER# R. A. Tennessee Valley Authority. FIN B-884t, 
NRC-26-83-441. 84/06/22. HAGAN# T. F. Division of Contracts. ip- 

25731:350. 


8407250003 Notification of contract execution: "Advanced Health Physics 
Training Course* " awarded to General Physics Corp. 

BAISDEN#L. # MACE*M. Division of Contracts. FIN B-8720. 

NRC-05-84-163. 84/07/17. CORLEY* D. U. Director's Office* Office of 

Inspection and Enforcement. HASSELBURG* F. W, NRC - No Detailed 
Affiliation Given. Ip. 25755:343. 


— 8407250004 Contract: "Advanced Health Physics Training Course# " 
awarded to General Physics Corp. 

DEUTSCH#R. W. General Physics Corp. MORTON, K. V. Division of 
Contracts. FIN B-8720. NRC-05-84-163. 84/07/17. 7pp. 

25755: 344. 
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8407250032 Notification of contract executioni Mod 2, to "Consulting Svcs 
of E Rodabaugh to Investigate Nozzle Load Design Limits. 

Overall Design Margins & Loading Rate Effects." Contractor: 

EC Rodabaugh Assoc. Inc. 

PAGE.M. Technical Assistance Contracts Branch. NRC-03~84-07i. 
84/07/14. DENTON. H. R. Office of Nuclear Reactor Regulation, 

Director. SULLIVAN. E. NRC - No Detailed Affiliation Given. Ip. 

25755; 310. 


— 9407250037 Mod 2. revising period of performance 8,. adding travel 
reimb ursement. to "Consulting Svcs of E Rodabaugh to 
Investigate Nozzle Load Design Limits. Overal 1 Design Margins 
& Loading Rate Effects. " 

RODABAUGH. E. C. E. C. Rodabaugh Associates. Inc. SMITH. P. A. 

Division of Contracts. NRC-03-84-071. 84/07/14. 2pp. 25755:311. 


8407250133 Notification of contract ex ecution, Mod 3, to "Severe Accident 
Cons#au®f'ces Mitigation." Contractor : R&D Assoc. Inc. 

MACE, M. Technical Assistance Contracts Branch. FIN B-862S. 
NRC-03-83-092. 84/07/16. BERNER, 0. R. Division of Systems 

Integration (post 811005). HARDIN. W. B. NRC ~ No Detailed 
Affiliation Given. Ip. 25755: 162. 


— 8407250137 Mod 3. revising rept distribution, providing incremental funds 
ic substituting NRC project officer at no cost to govt, to 
"Severe Accident Conseptuenc es Mitigation. " 

WHITE. J. W. R8<D Associates. SMITH, P. Division of Contracts. FIN 
B-8625. NRC-03-S3-092. 84/07/16. 4pp. 25755; 163. 


8407250153 Notification of contract execution. Mod 3. to "Facilities 
Documentation & Update Project." Contractor ; SBA. 

Subcontractor; Bryant Bryant AIA. 

PERLMAN. J. Administrative Contracts Branch. NRC- 10-82-420. 
84/07/13. CORLEY. J. H. Division of Facilities «< Operations. 
FISHER. L. NRC - No Detailed Affiliation Given. Ip. 25755:146. 


— 8407250174 Mod 3. deob 1 igating unliquidated balance of funds. to 
"Facilities Documentation & Update Project. " 

BERGDOLL. T. E. Small Business Administration. BRYANT. R. E. Bryant 
& Bryant. HA<3AN. T. F. Division of Contracts. NRC- 10-82-420. 

84/07/13. 2pp. 25755: 147. 


B407250215 Corrected notification of contract e xecution, Mod 6. to 
"Technical Assistance for Support of Const Appraisal Team 
Insps. " Contractor : Parameter. Inc. 

WIGGINS, E. Technical Assistance Contracts Branch. FIN B-S718. 
NRC-05-a4-152. 04/07/06. YOUNG. R. C. Director's Office. Office of 

Inspection and Enforcement, LOFY, R. NRC - No Detailed Affiliation 
Given. Ip. 25778: 186. 


8407270429 Notification of contract e xecution. Mod 2, to "Radiation 
Monitoring Program Requirements. " Contrac tor : State of NC. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8406. 
NRC-29-83-627. 84/07/23. MALEY.R.J. Region 2. Office of Director. 

Ip. 25794: 350. 24X Fiche; 50-400, 84/07/23, 8407270429. 


— 8407270433 Mod 2, incorporating TLD program participation at Shearon 
Harris, to "Radiation Monitoring Program Requirements. " 
e North Carolina. State of. SMITH, P. A. Division of Contracts. 
FIN B-8406. NRC-29-S3-627. 84/07/23. 2pp. 25794:351. 24X 

Fiche: 50-400, 84/07/23, 8407270429. 


8407300468 Notification of contract execution. Mod 5, to "Reviewing 
Hydrogeologic Investigations of Nevada Test Site - Project 
D. " Contractor : GeoTrans, Inc. 

FLEENOR.C. Technical Assistance Contracts Branch. FIN B-7378. 
NRC-02-82-047, 84/07/24. , DAVIS, J. Office of Nuclear Material 

Safety & Safeguards, Director. POHLE. J. NRC - No Detailed 
Affiliation Given. Ip. 25816:071. 


— 8407300475 Mod 5. revising statement of work . extend ing period of 
performance to 840530 & obligating funds, to "Reviewing 
Hydrogeologic Investigations of Nevada Test Site - 
Project D, " 

MERCER, J.W. Oeotrans. Inc. SMITH. P. A. Division of Contracts. 
FIN B-7378. NRC-02-82-047. 04/07/24. 14pp. 25816:072. 


8407310033 Notification of contract # xecution. Mod 2, to "Consultant Svcs 
of R Budnitz to Review SEP Integrated Plant Safety 
Assessment Repts. " Contractor: Future Resources Assoc. 

PAGE.M. Administrative Contracts Branch. FIN B-8636. 

NRC-03-83-099. 84/07/23. EISENHUT, D. Division of Licensing. 

GRIMES. C. NRC - No Detailed Affiliation Given. Ip. 25053:361. 


— 8407310042 Mod 2. extending period of performance to 041231. to 
"Consultant Svcs of R Budnitz to Review SEP Integrated Plant 
Safety Assessment Repts. " 

BUDNITZ, R.J. Future Resources Associates, Inc. SMITH, P. A. 

Division of Contracts. FIN B-8636. NRC-03-83-099. 84/07/23. Ip. 

25853:362. 


8407310046 Notification of contract execution. Mod 9, to "Geotechnical 
Engineering Casework Review II." Contractor: US Army Corps 
of Engineers. 

MACE. M. Technical Assistance Contracts Branch. FIN B-8027. 
NRC-03-82-102. 84/06/29. VOLLMER, R. Division of Engineering. 

HELLER. L. NRC - No Detailed Affiliation Given. Ip, 25864:001. 


8407310053 Mod 9. increasing fund ing, e x tend ing period of performance 8t 
initiating Work Orders 4 & 5. to "Geotechnical Engineering 
Casework Review II. " 

SULLIVAN, U, H. Army. Dept. of. Corps of Engineers. SMITH, P. A. 
Division of Contracts. FIN B-S027. NRC-03-82-102. 84/06/14. 

2pp. 25864:002. 


— 8407310062 Forwards Work Order 4 re resolution of allegations 
concerning adequacy of foundation soils. 

SMITH. P. A. Technical Assistance Contracts Branch. FIN B-8027. 
NRC-03-82-102. 84/06/14. SULLIVAN, J. H. Army. Dept. of. Corps of 

Engineers. 4pp. 25864:004. 


— 8407310080 Forwards Work Order 5 re OL review for plants under const 
near Bay C ity . Houston. FSAR submitted for review & 
evaluation. Info must be adequate to allow independent 
assessment of safety of geotechnical feature of plant. 

SMITH, P. A. Technical Assistance Contracts Branch. FIN B-S027. 
NRC-03-82-102. 84/06/14. SULLIVAN, J. H. Army, Dept. of. Corps of 

Engineers. 4pp. 25864:008. 


8407310186 Notification of contract execution. Mod 2, to "Add! Tasks for 
Development of AMASS." Contrac tor : NUSAC. Inc. 

MACE. M. Technical Assistance Contracts Branch. NRC-02“83-02e. 
84/07/24. DAVIS. J. Office of Nuclear Material Safety 8< 

Safeguards. Director. MILLER. M. NRC - No Detailed Affiliation Given. 
Ip. 25863:355. 


— 8407310193 Mod 2.fflodifying scheduled deliverab les, to "Addl Tasks for 
Development of AMASS. " 

HILL. G. A. NUSAC. Inc. SMITH. P. A. Division of Contracts. 
NRC-02-83-028. 84/07/24. 2pp. 25863:356. 


8407310257 Notification of contract execution. Mod 9, to "Licensing 
Review of OL Applications." Contractor ; Naval S'JT'^ace Weapons 
Ctr. 

PAGE.M. Technical Assistance Contracts Branch. NRC-03-80-109, 
84/07/23. VOLLMER. R. Division of Engineering. RINALDI. F. NRC - No 
Detailed Affiliation Given. Ip. 25853:355. 


— 8407310265 Mod 9. revising statement of work. to "Licensing Review of OL 
Applications. " 

TAYLOR, P.K. Navy. Dept. of. SMITH, P. A. Division of Contracts. 
NRC-03-80-109. 84/07/23. Ip. 25853:356. 


8407310538 Notification of contract execution, Mod 3. to "Transient 
Prototypical Steam Generator (MB-2) Research Testing 
Program." Contrac tor : West ing house & EPRI. 

WOLLETT. S. Technical Assistance Contracts Branch. FIN B-B252. 
NRC-04-82-020. 84/07/23. BATSON. W. Office of Nuclear Regulatory 

Research. Director. HOPENFELD.J. NRC - No Detailed Affiliation 
Given. Ip. 25853:268. 


— 8407310547 Mod 3. increasing funding, to "Transient Prototypical Steam 
Generator (MB-2) Research Testing Program. " 

* Westinghouie Electric Corp. * Electric Power Research 
Institute. SMITH. P. A. Division of Contracts. FIN B-8252. 
NRC-04-82-020. 84/07/23. Ip. 25853:269. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8405220481 Partial response to FOIA request for 16 categories of 
records re Mid land. Forwards documents listed on App A. 

FELTON. U.M. Division of Rules and Records. S4/05/17. RICE, C. M. 
Kirkland Ellis. 3pp. 23000:001. 


— 8406040310 Responds to NRC 830111 Itr re violations noted in IE Insp 
Rept 99900364/82-01. Commercial grade items supplied 
exclusively 8< vendor exempt from posting requirement for 
violation cited. 

KRIDLE.A. M. Midland-Ross Corp. BOX 09. 83/01/17. POTAPOVS. U. 

Region 4, Office of Director. 2pp. 25365:277. 


8407030129 Further response to FOIA request for documents re Zimmer 
plant. App A documents available in PDR, 

FELTON, J. M. Division of Rules and Records. 84/05/24. YOON, M. , 
CLARK. L. Government Accountability Project. 2pp. 25411:216. 24X 

Fiche: 50-358. 84/05/24. 8407030129. 


8407030130 FOIA request for all documents from 831201 to present re 
schedule for restart proceedings. 

WEISS. E.R. Union of Concerned Scientists. 84/05/02. FELTON. J. 
Division of Rules and Records. Ip. 25409:338. 24X 

Fich*: 50-289. 84/05/02, 8407030130. 
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8407030131 Partial response to FOIA request for all documents from 
831201 to present re schedule for restart proceeding. 

Forwards documents listed on app. Documents also available in 
PDR. 

FELTON* J, M. Division of Rules and Records. 84/05/23. WEISS* E.R, 
Union of Concerned Scientists. 2pp. 25409:339. 24X 

Fiche: 50-289, 84/05/23, 8407030131. 


— 8407030135 Submits ASLAB status rapt as of 831130 re restart. Oral 
argument on pending mgt issues scheduled for 840111. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 
83/12/01. PALLADINO, OILINSKY, ROBERTS Commissioners. Ip. 
25409:341. 24X Fiche: 50-289. 84/05/23, 8407030131. 


— 8407030137 Submits ASLAB monthly rept re restart. ASLAB, in unpublished 
order, granted motion of Commonwealth of PA to withdraw 
appeal approved stipulation between Commonwealth & 
licensee. 

EDLES, G. Atomic Safety and Licensing Board Panel. 33/12/23. 
RQSEfJTHAL, A. Atomic Safety and Licensing Board Panel. Ip. 
25409:342. 24X Fi che: 50-289, 84/05/23. 8407030131. 


— 8407030141 Submits ASLAB status rept as of 831231 re restart. ASLAB, in 
unpublished order, granted Commonwealth of PA motion to 
withdraw appeal approved stipulation between Commonwealth 
licenses. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

84/01/03. PALLADINQ, OILINSKY, ROBERTS Commissioners. Ip. 
25409:343. 24X Fiche: 50-289, 84/05/23, 8407030131. 


— 8407030142 Submits ASLAB status rept as of 840131 re restart. ASLAB 
heard oral argument on pending mgt issues on 8401 11. Aamodts 
filed motion to reopen record to examine issue of leak rate 
falsif i cation on 840124. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 
84/02/01. PALLADINO, OILINSKY. ROBERTS Commissioners. Ip. 
25409:344. 24X Fiche: 50-289, 84/05/23, 8407030131. 


— 8407030146 Submits ASLAB status rept as of 840229 re restart. Licensee, 
UCS & staff filed responses to Aamodt motion to reopen 
record to examine issue of leak rate falsif ication. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

84/03/01 PALLADINO, OILINSKY, ROBERTS Commissioners. Ip. 
25409:345. 24X Fiche: 50-289, 84/05/23, 8407030131. 


--8407030149 Submits ASLAB status rept as of 840331 re restart. Aamodts 
filed petition for reconsideration of ALAB-697 re emergency 
planning issues on 840307. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

ALAB-697. 84/04/02. PALLADINO, OILINSKY, ROBERTS Commissioners. 

Ip. 25409:346. 24X Fi che : 50-289, 84/05/23. 8407030131 . 


— 8407030150 Submits ASLAB status rept as of 840430 re restart. ASLAB, 
on 840402, issued ALAB-766 which denied Aamodt motion to 
reconsider ALAB-697 for lack of jurisdiction. 

ROSENTHAL, A. S. Atomic Safety and Licensing Appeal Panel. 

ALAB-766. 84/05/01. PALLADINO, OILINSKY, ROBERTS Commissioners. 

Ip. 25409:347. 24X Fiche: 50-289, 84/05/23, 8407030131. 


— 8407030154 Submits ASLAB monthly rept re restart. Oral argument in mgt 
phase of case held on 840111 «< case ready for decision. 

EOLES, 0. Atomic Safety and Licensing Appeal Panel. 84/01/31. 
ROSENTHAL, A. Atomic Safety and Licensing Appeal Panel. Ip. 
25409:348. S4X Fiche: 50-289, 84/05/23. 8407030131. 


8407030136 Further response to FOIA request for all 1982 SECY papers, 
including SECY-82-230, SECY-83-270 & SECY-82-277. Info 
partially withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/05/15. WEISS, E.R. 
Union of Concerned Scientists. 3pp. 25409: 185. 24X 

Fiche: 50-000, 84/05/15, 8407030136. 


—8206230260 SECY-82-230 

Recommends application for stay of plant low power OL be 
denied. ALAB -673 provides thorough 8c well reasoned treatment 
of issues presented Sc provides partial basis for denying 
stay motion. Draft order end. 

BICKWIT, L. Office of the Oeneral Counsel. ALAB-673. 82/06/07. 

77pp. 25409:189. 


—8407030147 SECY-B2-270 

Forwards proposed Commission decision in Indian Point 
special proceeding re util, UCS 8c Village of Buchanan, NY 
requests concerning ASLB ruling, NRC decision not to suspend 
or revoke licenses 8c hearing site, respectively. 

MALSCH, M. 0. Office of the General Counsel. 82/06/28. Ip. 
25409:259. 24X Fiche: 50-000, 84/05/15. 8407030136. 


—8407030156 SECY-82-277 

Informs Commission of Business 8e Prof People for Public 
Interest 820604 application for atty fees 8c expenses 
derived from participation in proceeding. 

MALSCH, M. G. Office of the General Counsel. 82/06/30. 2pp. 
25409:260, 24X Fiche: 50-000, 84/05/15, 8407030136. 


8407030138 Appeals denial of FOIA request for transcript of 830607 
interview of JB McCarten, wh i ch was Exhibit H to 830712 rept 
to Chairman on T Applegate allegations re conduct of Ofc 
of Inspector 8c Auditor. 

HICKEY, J. P. Shaw, Pittman, Potts 8c Trowbridge. 84/02/10. 
CHILKiS. J. Office of the Secretary of the Commission. Ip. 
25409:011. 


8407030139 FOIA request for documents re TDI diesel generators at 
facilities 8e list of problems «4 defects which have occurred 
w/use or testing of generators. 

BELL, N. Nuclear Information 8c Resource Service. 84/04/10. Office 
of Administration. 2pp, 25409:317. 24X Fiche: 50-400, 84/04/10. 

8407030139. 


8407030143 Responds to appeal re denial of FOIA request for transcript 
of 830607 interview of JB McCarten, wh ich was Exhibit H to 
830712 rept to Chairman on allegations of T Applegate. 

Portions of transcript withheld (ref FOIA Exemption 7(A) >. 

CHILK, S. J. Office of the Secretary of the Commission. 84/05/21. 
HICKEY, J. P. Shaw, Pittman, Potts 8c Trowbridge. 3pp. 25409:012. 

24X Fiche: 50-358,84/05/21, 8407030143. 


— 8407030152 Transcript of 830607 interview of JB McCarter in Great 
Lakes, IL re Applegate allegations investigation. Pp 1-163. 
Portions deleted. 

* Commissioners. 83/06/07. 165pp. 25409:020. 24X 

Fiche: 50-358, 84/05/21, 8407030143. 


8407030144 Response to FOIA request for documents re TDI diesel 
generators 8« list of problems 8c defects which have occurred 
w/use or testing of generators. 

FELTON, J.M. Division of Roles and Records. 84/05/22. BELL, N. 
Nuclear Information 8c Resource Service, 2pp. 25409:319. 24X 

Fiche: 50-000, 84/05/22, 8407030144. 


— 8404180285 Advises that NRR actions on TIA 83-95 re HFA relay 
end-of-life failures completed w/issuance of IE Bulletin 
84-02. 

EISENHUT, D. G. Division of Licensing. IEB-84-02, 84/04/02. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). Ip. 25409:336. 24X Fiche: 50-000, 

84/05/22, 8407030144. 


— 8401260203 Forwards proposed IE info notice, "Unanticipated Short 8vc 
Life of Agastat 6P Series Relays. " Info notice should be 
issued as result of relay failures at Grand Gulf. 

MATTSON. R.J. Division of Systems Integration (post 811005). 
83/12/27. EISENHUT. D. G. Division of Licensing. 5pp. 25409:321. 


— 8404050222 Summarizes CRGR Meeting 55 on 840206 to discuss proposed IE 
bulletin, "Failures of GE Type HFA Relays in Use in Class 
IE Safety Sys, " Supporting documentation end. 

STELLO, V. Committee to Review Generic Requirements. 84/02/24. 
DIRCKS, W. J. Office of the Executive Director for Operations. 

10pp. 25409:326. 


— 8407030165 Discusses results of bounding analyses for impact on trip 
sys reliability of HFA fai lure. Estimates of scram sys 
unavailable due to failures ranging from lxlO-4/d to 
lxlO-7/d. Written rept expected by 831104. 

BUSLIK, A. Reliability 8c Risk Assessment Branch. TAC 1562. 

83/10/31. THADANI.A. C. Reliability 8c Risk Assessment Branch. Ip. 
25409: 337. 


8407110445 Responds to FOIA request for NRC 831125 Itr to VEPCO re 
8ALP board assessment. Document available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/01. PEDRO, J. NUS 
Corp. Ip. 25548:158. 24X Fiche: 50-280, 84/06/01, 84071 10445. 


8407110449 FOIA request that NRC 831125 Itr to VEPCO re 8ALP board 
assessment of VEPCO be placed in PDR. 

PEDRO, J. NUS Corp. CD-LIS-84-356, 84/05/16. Division of Rules 

and Records.- ip. 25548:159. 


8407110451 Further response to FOIA request for four categories of 
documents re GESSAR-I I. Forwards listed document. Document 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/22. SHOLLY, S, 
Union of Concerned Scientists. Ip. 25548: 160. 24X 

Fiche: 50-447, 84/05/22, 8407110451. 


— 8403190446 Requests that potential design Improvements & request for 
addl info be transmitted to OE. Meeting w/GE will be needed 
in near future to discuss subj 8c establish schedule for 
response. 

HOUSTON, R. W. Assistant Director for Reactor Safety. 84/03/07. 
MIRAGLIA, F. J, Assistant Director for Safety Assessment. 8pp. 
25548:162. 24X Fiche: 50-447, 84/05/22, 84071 10451. 
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6407110462 Responds to FOIA request for Palladino 840319 memo to 
Ollineky r® final rule on ATWS be placed in PDR. Requested 
memo does not exist. Memo of 840313 addresses subj but 
u>ithheld {ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/06/01 PEDRO, J wuei 

Cnt'n Onn nm.'oiAir . w. rxuo 


—8407120074 Foru,ards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne NJ. Results of water samp 1 e, Numb er 22 on Page 
52, indicate water well within EPA stds for radioactivitu in 
drinking water. W/o end. 

KINNEMAN, O. D. Region 1, Office of Director. 82/10/27 
Affiliation Not Assigned. Ip. 25573:119, 


8407110463 FOIA request that Palladino 840319 memo to Gilinsku re 
final rule on ATWS be placed in PDR. 

PEDRO, J. NUS Corp. CD-L IS-84-230. 84/03/29. Division of Rules 

and Records. Ip. 2S347; 339. 


84071104Q3 Partial response to FOIA request for documents re licensing 
delays & legal authority justification for expedited 
hoar ings. Forwards App A documents. Portions of document 
withheld (ref FOIA Exemption 7). 

FELTON, J. M. Division of Rules and Records. 84/05/23. BELL, N. 
Nuclear Information & Resource Service, 3pp. 25347:326. 


— 8407110490 Forwards Ofc of Investigations status summaries of current 
investigations for selected plants. Portions deleted. 

FORTUNA.R.A. Office of Investigation. 84/03/16. PURPLE, R. A. 
Division of Licensing. 3pp. 25547:332. 


9407110499 FOIA request for documents r® licensing delays «< legal 
authority & justification for expedited hearings held by 
A8LB,A8LAB «< NRC. 

BELL, N. Nuclear Information «< Resource Service. 84/03/23. Office 
of Administration. 2pp. 23547:335. 


8407120021 FOIA request for documents re WR Grace h Co for 540101 
through 7S0122. 

VAN DYKENiO, Affiliation Not Assigned. 84/02/04. Division of 
Rules and Records. Ip. 25573:069. 


—8407120078 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water samp le. Number 19 on Page 52, 
indicate water well within EPA stds for radioactivitu in 
d.rinking water. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. Ip. 25573:120. 


8407120083 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water samp le, Number 18 on Page 52, 
indicate water well within EPA stds for radioactivity in 
drinking water. M/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. Ip. 25573: 121. 


8407120036 Forwards QA Insp Rept 99990001 /S2--03. per 020908 verbal 
request. Rept documents results of property surveys.No 
hazard evident. Oak Ridge Associated Univs rept will be 
provided in early 1983. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/18. 
Affiliation Not Assigned. 4pp. 25573:086. 


8407120091 Further response to FOIA request for four categories of 
records re IGSCC in spent fuel pools St spent fuel pool 
assembl ies. App C documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/21. BELL, N. 
Nuclear Information St Resource Service. 2pp. 25557:255. 24X 

Fiche: 50-282, 84/05/21, 8407120091. 


8407120022 Further response to FOIA request for documents re WR Grace St 
Co for 540101 through 750122. Forwards App A documents. 

FELTON, J. M. Division of Rules and Records. 84/04/25. VAN DYKEN, G. 
Affiliation Not Assigned. 3pp. 25373:070. 


— 8407120026 Informs that NRC contractor will be in Wayne, NJ in Jul to 
perform addl measurements of WR Grace St Co property. Well 
water sample may be taken at that time, in response to telcon 
w/K Abraham during wk of 020517. 

KINNEMAN, J. D. Region 1, Office of Director. 82/06/23. 

Affiliation Not Assigned. 2pp. 25373:073. 


•0407120086 Forwards executed permission form re radiation surveys in 
Wayne, NJ St Pequannock, NJ, 

SOULE, C. D. New York, Susquehanna St Western Railway Corp. 

SOULE, C, D. Delaware Otsego System. 82/07/08. HAYNES, R.C, Region 
1, Office of Director. 6pp. 25573; 122. 


— 8308040588 Requests Chemical Engineering Branch prepare NRR response to 
AEOD 030617 memo re potential contamination of spent fuel 
pool Sc primary reactor sys. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 03/07/22. 
JOHNSTON, W. V. Assistant Director for Matls St Gual. Engineering 
(Pre 830201). Ip. 25557:288. 24X Fiche ; 50-282, S4/0 5/21, 

8407120091. 


—8309080084 Ack contributions of P Wu St C McCracken to resolution of 
fuel assembly degradation problem. 

DirANNI,D. C. Operating Reactors Branch 3. 83/08/31. VOLLMER. R. H. 

Division of Engineering. Ip. 25557:289. 24X 

Fiche: 50-282, 84/05/21, 8407120091. 


— 8407120093 "Metallurgical Investigation of Cracking in Boric Acid 
Piping at Prairie Island 1, " summary of results. 

RAO,G. V. Westinghouse Electric Corp. 83/02/08. 28pp. 25557:257. 

24X Fiche: 50-282, 84/05/21, 8407120091. 


■0407120029 Informs that preliminary surveys of WR Grace St Co property 
revealed radiation levels in excess of current criteria for 
release for unrestricted use. Addl surveys will be performed 
in Jul. Requests Authorization to perform surveys. 

HAYNES, R.C. Region 1, Office of Director. 82/07/01. 

Affiliation Not Assigned. 2pp. 25573:075. 


•8407120033 Informs that preliminary surveys of WR Grace S< Co property 
revealed radiation level in excess of current criteria for 
release for unrestricted use. Addl surveys will be performed 
in Jul. Requests authorization to perform surveys. 

HAYNES, R.C, Region 1. Office of Director. 82/07/02. 

Affiliation Not Assigned.” 2pp. 25573:079. 


■8407120034 Forwards Oct 1982 final radiological survey rept of 
Sheffield Brook, Wayne, NJ. Rept documents results of property 
surveys, Results of surveys on WR Grace & Co property subj of 
addl rept. W/o end. 

KINNEMAN, J. 0. Region 1. Office of Director. 82/10/27. 
Affiliation Not Assigned. 2lpp. 23573:096. 


■8407120065 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water sample. Number 20 on Page 
52, Indicate water well within EPA stds for radioactivity in 
drinking water. U/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 82/10/27. 
Affiliation Not Assigned. Ip. 25573:117. 


■8407120068 Forwards Oct 1982 radiological survey rept of Sheffield 
Brook, Wayne, NJ. Results of water samp le, Number 21 on Pag# 52, 
indicate water well within EPA stds for radioactivity in 
drinking water. Initial analysis in error. W/o end. 

KINNEMAN, J. D. Region 1, Office of Director. 02/10/27. 
Affiliation Not Assigned. Ip. 25573:118. 


— 8407120103 Rev 0 to "Repair Program, Repair of Cracks on Safety 
Injection (Pump Suction) Piping Sys. " 

* Northern States Power Co. 83/02/01. 10pp. 25557:300. 24X 

Fiche: 50-282. 84/05/21, 8407120091. 


8407120100 FOIA request for records re emergency planning for facility. 
AHLERS, D. M. Palmetto Alliance. 84/04/02. Office of 
Administration. Ip. 25557:175. 24X Fiche: 50-413, 84/04/02, 

8407X20100. 


8407120104 Responds to FOIA request for records re emergency planning 
for facility. Forwards listed documents. Review of remaining 
documents subj to request continuing. 

FELTON, J.M. Division of Rules and Records. 84/04/30. AHLER, D. M. 
Palmetto Alliance. Ip. 25557:176. 24X Fich e ; 50-413. 84/04/30, 

8407120104. 


— 8407120105 Forwards final "Evaluation Rept on Catawba Emergency Plan 
Dtd (Aug 1980), 810331. " 

HICKEY, E.E. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 81/10/26. KEVERN. T, Emergency Preparedness 
Development Branch (Pre 820201). ip. 25557:177. 24X 

Fiche: 50-413, 84/04/30, 8407120104. 


— 8407120110 "Evaluation Rept on Catawba Emergency Plan Dtd (Aug 1980), 
610331. ” 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 
81/10/26. NRC - No Detailed Affiliation Given. 25pp. 

25557:178. 24X Fiche: 50-413. 84/04/30, 8407120104. 


— 8407120113 Forwards portions of facility emergency preparedness 
appraisal rept completed by CD Corbit.MH Malmros & WK 
Knox. Minor editorial changes made to draft given to NRC 
prior to leaving site. List portions of appraisal conducted. 
MARTIN, J. B. , CORBIT, C.D. Battelle Memorial Institute, Pacific 
Northwest Laboratories. 83/12/02. HUFFMAN, G. NRC - No Detailed 
Affiliation Given. 52pp. 25557:203. 24X Fiche: 50-413, 84/04/30, 

8407120104 . 
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0407120108 Further reeponse to FOIA request for all 1982 SECY papers. 
Info partially withheld (ref FOIA Exemption 5). 

FELTONf v». M. Division of Rules and Records. 84/05/22. WEISS. E.R. 
Union of Concerned Scientists. 2pp. 25557:059. 24X 

Fiche: 50->358. 84/05/22. 8407120108. 


— 8211020321 SECY-82-402 

In-forms Commission of proposed referral of licensee request 
for hearing to chief administrative judge. ASLB. 

TRUBATCH. S. L. Office of the General Counsel. EA-82-045. 
82/10/04. llpp. 25557:114. 


— 8407120115 SECY-82-491 

Discusses Nuclear Fuel Svcs. Inc Erwin hearing re NRDC 
request for DOE classified info it provides draft order for 
Commission consideration. 

MALSCH. M. 0. Office of the General Counsel. CLI-aO-27. 82/12/15. 
52pp. 25557:062. 


—8407120129 SECY-S2-3ia 

Informs Commission of ASLB order which raises sua sponte 
issues in QL proceeding. Related info end. 

BICKWIT.L. Office of the General Counsel. OL. 82/07/27. 38pp. 

25557: 125. 24X Fiche: 50-358. 84/05/22. 8407120108. 


8407120119 Fourth partial response to FOIA request for six categories 
of info re application of Sholly amend to consideration of 
TMI-l steam generator OL amend. Documents available in PDR. 

Info partially withheld <ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/05/22. BELL.N. 
Nuclear Information it Resource Service. 4pp. 25557:052. 24X 

Fiche: 50-289.84/03/22. 8407120119. 


8407120124 FOIA request for documents re all conversations or 
communication w/A Parker. electrical designer at facility 
from 1980-1982. 

BELL.N. Nuclear Information «< Resource Service. 84/02/20. Office 
of Administration. 2pp. 25557:163. 24X Fiche: 50-397, 84/02/20. 

8407120124. 


8407120126 Responds to FOIA request for documents re all conversations 
or communications w/A Par ker, electrical designer at facility 
from 1980-1982. Request denied (ref FOIA Exemptions 6 S. 7c>. 

FELTON. J. M. Division of Rules and Records. 84/05/18. BELL. M. 
Nuclear Information & Resource Service. 2pp. 25557:165. 24X 

Fiche: 50-397, 84/05/18. 8407120126. 


8407120151 FOIA request for V Gllinsky 830908 & 28 Itrs to ACRS re tau 
effect at Diablo Canyon to be placed in PDR. 

PEDRO, J. NUS Corp. CD-LIS-84-249. 84/04/04. Division of Rules 

and Records. Ip. 25557:011. 24X Fiche: 50-275. 84/04/04. 8407120151. 


8407120156 Responds to FOIA request for V Oilinsky 830908 it 28 Itrs to 
ACRS re tau effect be placed in PDR. Forwards documents. 

Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/05/18. PEDRO. J. NUS 
Corp. Ip. 25557:012. 24X Fiche: 50-275. 84/05/18. 8407120156. 


—8407120162 Requests comments re appropriateness of use of tau effect at 
Diablo Cany on. Comments requested before Commission meeting 
to vote on lifting suspension of low power license. 

OILINSKY. V. Commissioners. 83/09/08. RAY, J. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25557:013. 24X 

Fiche: 50-275. 84/05/18. 8407120156. 


— 8407120169 Clarifies 830908 request re appropriateness of use of tau 
effect at Diablo Canyon. Committee should evaluate 
application of tau effect to reduce response spectrum for 
earthquakes used in facility analysis. 

OILINSKY. V. Commissioners. 83/09/28. RAY. J. ACRS - Advisory 
Committee on Reactor Safeguards. Ip. 25557:014. 24X 

Fiche: 50-275. 84/05/18,8407120156. 


8407120176 FOIA request for NRC 781128 Itr to licensees re generic 
concerns on containment purge/vent isolation valve failures, 
emergency procedure guidelines tt documents re peer review 
of rept on radionuclide release under accident conditions. 

HIATT. S.L. Ohio Citizens for Responsible Energy. 84/0'4/16. 
FELTON. U. M. Division of Rules and Records. Ip, 25557:003, 


8407120179 Further response to FOIA request for NRC 781128 Itr to 
licensees re containment purge/vent isolation valve failure, 
emergency procedure guidelines & peer review of radionuclide 
release. App A documents encl.W/o end. 

FELTON, J. M. Division of Rules and Records. 84/05/24. HIATT.S. L. 
Ohio Citizens for Responsible Energy. 2pp. 25557:004. 


8407130010 FOIA request for Jul 1971 technical evaluation of equipment, 
AEC Manual Chapter. App 2401, Part III it revs it Interim 
Federal Specs W-A-00450A it revs as referenced in IE Insp 
Rept 50-142/75-02. 

HIRSCH. D. Committee to Bridge the Gap. 84/04/25. Office of 
Administration. 1pp. 25579:241, 24X Fiche: 50-142. 84/04/25, 

8407130010. 


8407130020 Responds to FOIA request for Jul 1971 technical evaluation 
of equipment, AEC Manual Chapter, App 2401. Part III Sc revs & 
interim Federal Specs W-A-00450A it revs. 

FELTON, J.M. Division of Rules and Records. 84/05/21. HIRSCH, D. 
Committee to Bridge the Gap. Ip. 25579:244. 


— 8407130024 NRC App 2101. "NRC Security Program. ■’ 

* NRC - No Detailed Affiliation Given. 77/11/25. 53pp. 

25579: 245. 


8407130028 FOIA request for all documents Sc correspondence re 
FIN A-3320. "Mark III LOCA Pod Dynamics. " 

SHOLLY, S. C. Union of Concerned Scientists. FIN A-3320. 84/03/30. 

FELTON, J. M. Division of Rules and Records. Ip. 25586:100. 


8407130033 Partial response to FOIA request for all documents it 
correspondence re FIN A-3320. “Mark III LOCA Pool Dynamics." 
Forwards documents listed in App A. Documents also available 
in PDR. 

FELTON. J. M. Division of Rules and Records. FIN A-3320. 84/05/23. 

SHOLLY. S.C. Union of Concerned Scientists. 5pp. 25586:101. 


— 8201140093 Forwards std order for DOE work: "Mark III LOCA Pool 
Dynamic Program (I>," issued to BNL, Modifies 800530 proposal 
& provides incremental funds for initiation of Task 5. 

Revised proposal requested within 60 days. 

MATTSON, R.J. Division of Systems Integration (post 811005). FIN 
A-3320. 81/11/20. OOEKA. 0. J. Energy. Dept. of. Ip. 25586:139. 


— 8201140095 Std order for DOE work: "Mark III LOCA Pool Dynamic Program 
(I), " issued to BNL. 

MATTSON, R. J. Division of Systems Integration (post 811005). FIN 
A-3320-2. 20-82-051. 81/11/20. 7pp. 25586:140. 


— 8209140049 Forwards evaluation of contractor performance for FIN 
A-3320 & A-3403. Contracts ready for closeout & deobligation. 
GREENE. T. A. Containment Systems Branch. FIN A-3320. 82/07/19, 

GRENIER, B. L. Technical Support Branch. 2pp. 25586:168. 


— 6402230185 Forwards FR notice of issuance it availability of "For 
Comment" edition of proposed Rev 6 to Section 6. 2. 1. 1. C of 
SRP (NUREG-OBOO) it associated NUREG-0978 re Mark III 
LOCA-related hydrodynamic load definition. 

DENTGN.H. R. Office of Nuclear Reactor Regulation, Director. 
84/02/13, COMBS. T. R. Office of the Secretary of the Commission. 
Ip, 25586: 175. 


— 8402230187 Notice of issuance & availability of "For Comment" edition 
of proposed Rev 6 to Section 6.2. 1. l.C of SRP (NURE0-O800} it 
associated NUREO-0978. "Mark III LOCA-related Hydrodynamic 
Load Definition it Regulatory Analysis. " 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
84/02/13. 21pp. 25586: 176. 


— 8407130036 Informs of review it approval of FIN A-3320, “Nark III LOCA 
Pool Dynamics." FIN A-3321. "Safety Relief Valve Containment 
Assessment" it FIN A-3346, "BWR Plant-Unique Pool Dynamic 
Loads. " 

SCHWELLER.D. Energy. Dept. of. FIN A-3320. 80/06/20. 

MATTSON, R.J. Division of Systems Safety. Ip. 25586:106. 


— 8407130038 Forwards monthly mgt status repts re FIN A-3320. "Mark III 
LOCA Pool Dynamics. " 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3320. 80/08/20. 

BUTLER, W. R. Containment Systems Branch. 4pp. 25586:107. 


— 8407130042 Forwards comments it questions on Mark HI LOCA re pool 
dynamic loads resulting from review of interim containment 
loads rept. Submittal completes activities under FIN A-3320. 
RANLET, J. D. Brookhaven National Laboratory. FIN A-3320. 
80/08/28. FIELDS.M. B. Office of Nuclear Reactor Regulation, 
Director. 3pp. 25586:111, 


— 8407130045 Forwards std order for DOE work; "Mark III LOCA Pool 
Dynamics, " issued to BNL. 

ROSS, D. F. Division of Systems Integration (pre 811005). FIN 
A~3320. 80/09/18. SCHWELLER.D. Energy. Dept. of. Ip. 

25586: 114. 


— 8407130051 Std order for DOE work: "Mark III LOCA Pool Dynamics," 
issued to BNL. 

GRENIER, B.L. NRC - No Detailed Affiliation Given. FIN A-3320. 
20-80-312. 80/09/17, Ip. 25586:115. 
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— 8407130069 Requests amsnd to FIN A-3320. "Mark HI LOCA Pool Dynamics'* 
adding Task 4 ra formulation of ind*p»nd#nt accaptanca 
criteria. 

MAISEi <r. Brookhaven National Laboratory. -FIN A~3320 . 80/10/21. 

FIELDSi M. Office of Nuclear Reactor Ragulationi Director. Ip. 

25986: 116. 


— 8407130074 Std order for DOE work; "Mark III LOCA Pool Dynamics." 
issued to BNL. 

GRENIER.B. L. NRC - No Detailed Affiliation Given. FIN A-3320-1. 
20-81-41. 80/12/15. Ip. 29586:117. 


— 8407130078 Forwards std order for DOE work; "Mark HI LOCA Pool 
Dynamics Project." issued to BNL. W/o end. 

ROSS. D. F. Division of Systems Integration (post 811005). FIN 
A-3320. 80/12/16. SCHWELLER. D. Energy. Dept. of. Ip. 

29986: 118. 


—8407130087 Forwards for review signature, voucher received from DOE 
re FIN A-3320<0) . Response req.uested within 9 work days. 

DANDOIS. D. B. Division of Accounting. FIN A-3320<0). 80/12/29. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 119. 


-8407130091 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 9 work days. 

DANDOIS.D. B. Division of Accounting. FIN A-3320 <0). 80/12/31. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 120. 


— 8407130099 Forwards std order for DOE work 20-81-41 re FIN A-3320. 
Issued to BNL. 

FRINO. U. F. Energy. Dept. of. FIN a-3320. 80/12/30. DANDOIS.D. 

Division of Accounting. Ip. 29986; 121. 


■8407130103 Forwards DOE voucher re FIN A-3320 for review 6 signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320 (0). 81/02/23. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
25986: 122. 


— 8407130110 Forwards DOE voucher re FIN A-3320 for review U signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320 <0). 81/03/20. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 123. 


— 8407130117 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320(l). 81/04/02. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip., 
29986: 124. 


—8407130127 "Mark III LOCA Pool Dynamics." monthly highlights for 
Mar 1981. 

KATO. W. Y. Brookhaven National Laboratory. FIN A-3320. 81/03/31. 

BUTLER. U. R. Containment Systems Branch. 2pp. 29986:129. 


— 8407130130 Forwards DOE voucher re FIN A-3320 for review St signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<1>. 81/09/06. 

RUBENSTEIN. L. Office of Nuclear Raactor Regulation. Director. Ip. 
29986: 127. 


— 8407130133 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days.. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<1 ). 81/06/04. 

RUBENSTEIN. L.. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 128. 


-8407130138 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days. 

DANDOIS.D. B. Division of Accounting. FIN A-3320<1 ). 81/07/07. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 129. 


— 8407130144 "Mark HI LOCA Pool Dynamics." monthly highlights rapt for 
May 1981. 

KATO. W. Y. Brookhaven National Laboratory. FIN A-3320. 01/06/17, 

BUTLER. W. R. Containment Systems Branch. 2pp. 29986:130. 


— 0407130191 Forwards DOE voucher re FIN A-3320 for review fc signature. 
Response requested within 5 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<1). 81/08/03. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 134. 


—8407130152 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 5 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320C1). 81/08/28, 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
25586: 139. 


— 8407130154 Forwards DOE voucher re FIN A-3320 for review 8. signature. 
Response requested within 5 work days, 

DANDOIS.D.B. Division of Accounting. FIN A-3320(l). 81/10/01. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. 

3pp. 29986; 136. 


—8407130167 Forwards std order for DOE work. "Mark HI Pool Dynamic 
Program <!)," issued to BNL. 

OOEKA.G.J. Energy, Dept, of. FIN A-3320 . 81/11/27. DANDOIS.D.B. 

Office of the Controller. Ip. 25586: 147. 


— 8407130173 Std order for DOE work; "Mark III LOCA Pool Dynamics 
Program. " issued to BNL. 

MATTSON. R. J. Division of Systems Integration <post 811005). 
DOEKA, 0. J. Energy. Dept. of. FIN A-3320-2. 20-19-40-42-3. 
81/11/20. 7pp. 25586: 148. 


—0407130181 Forwards DOE voucher re FIN A-3320 for review Is signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<1). 81/12/02. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation, Director. Ip. 
29986; 195. 


— 8407130399 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days. 

DANDOIS, D.B. Division of Accounting. FIN A-3320( 1 ) . 82/01/19. 
BUTLER. W. Office of Nuclear Reactor Regulation. Director. 2pp. 
29986; 156. 


— 8407130364 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A~3320<2). 82/01/26. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986; 198. 


— 0407130379 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<2). 82/01/28. 

RUBENSTEIN. L. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 199. 


— 8407130382 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<2>. 82/02/26. 

BUTLER. W. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 160. 


— 8407130389 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 5 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320(2). 82/03/25. 

BUTLER. W. Office of Nuclear Reactor Regulation. Director. Ip. 
29986; 161. 


— 8407130388 Forwards DOE voucher re FIN A-3320 for review St signature. 
Response requested within 9 work days. 

DANDOIS.D.B. Division of Accounting. FIN A-3320(2). 82/06/02. 

BUTLER. W. Office of Nuclear Reactor Regulation. Director. Ip. 
29986: 162. 


— 8407130391 Forwards Apr 1982 voucher for FIN A-3320, Requests 
processing of 820416 closeout evaluation form. 

GRENIER. B.L. Technical Support Branch. FIN A-3320. 82/06/21. 

GREENE. T. Containment Systems Branch. Ip. 25586:164. 


— 8407130396 Forwards listing of NRC projects in which all work 
comp letcd. Std order for DOE work should be issued for 
completed projects deobligating remaining funds. 

OGEKA.G. J. Energy. Dept. of. FIN A-3320. 82/07/01. 

BECKWITH. C. A. Office of the Controller. ip. 25586:169. 


— 8407130397 Forwards DOE voucher re FIN A-3320 for review It signature. 
Response requested within 5 work days. W/o end. 

DANDOIS.D.B. Division of Accounting. FIN A-3320<2). 82/07/12. 

RUBENSTEIN. L. Offica of Nuclear Reactor Regulation. Director. Ip. 
29986: 166. 


— 8407130404 Informs of approval of Mar It Apr 1982 vouchers for FIN 
A-3320. BNL scheduled It performed work during period per 
proposal. 

GREENE. T. Containment Systems Branch. FIN A-3320, 82/07/14. 

GRENIER. B. Technical Support Branch. 2pp. 25986:167. 
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— 8407130411 Forwards std order for DOE work: "Mark III LOCA Dynamic 
Program (l>i*' issued to BNLi for closeout & deobligation of 
balance of funds. 

GRENIER, B. L. Technical Support Branch. FIN A-3320. 82/08/26. 

OOEKA, G. J. Energy, Dept. of. Ip. 25586:170. 


— 8407130414 Std order for DOE work: "Mark III LOCA Dynamic Program (1)," 
issued to BNL. 

ORENIER.B.L. Technical Support Branch. FIN A-3320-2. 20-82-616. 

82/08/26. Ip. 25586: 171. 


— 8407130420 Forwards std order for DOE work, “Mark III LOCA Dynamic 
Progtam (I)," issued to BNL, which closes out project & 
deobligates funds. 

OOEKA, G. J. Energy. Dept. of. FIN A-3320. 82/09/13. DANDOIS, D. 

Division of Accounting & Finance. Ip. 25586; 172. 


— 8407130426 Std order for DOE work: "Mark III LOCA Dynamic Program CD," 
issued to BNL. 

ORENIER.B.L. Technical Support Branch. FIN A-3302-2. 

20-19-40-42-3. 82/08/26. 2pp. 25586: 173. 


•8407130147 "Mark III LOCA Pool Dynamics," monthly highlights rept for 
vlune 1981. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3320. 81/06/30. 

BUTLER, W.R. Containment Systems Branch. 2pp. 25586:132. 


8407130035 Responds to FOIA request for transcript of all closed 
Commission 810821-840210 meetings during which TMI-1 
restart discussed. Forwards App A documents. Portions of App B 
documents withheld (ref Sunshine Act Exemptions 5,6,7 St 10).. 

HOYLE, U.C. Office of the Secretary of the Commission. 84/06/04. 
DETJEN, J. , FITZGERALD, S. Philadelphia Inquirer. Philadelphia, PA. 
5pp. 25603:035. 


— 8407130041 Transcript of Commission 831006 meeting in Wash ington, DC re 
repts on investigations St on adjudicatory matters. Pp 1-63 
Portions deleted. 

* Commissioners. 83/10/06. 36pp. 25603:064. 


— 8407130044 Transcript of Commission 840110 meeting in Wash ington, DC re 
investigation St enforcement matters involving TMI-1 St TMI-2 
Sc impact on TMI-1 restart. Pp 1-62. Portions deleted. 

» Commissioners. 84/01/10. 64pp. 25603: 100. 


— 8407130099 Transcript of Commission 821206 meeting in Wash ington, DC r® 
immediate effectiveness issues in restart proceed ing. Pp 
1-124. Portions deleted. 

* Commissioners. 82/12/06. 126pp. 25605:046. 


— 8407130105 Transcript of Commission 821209 meeting in Wash ington, DC re 
Immediate effectiveness issues in restart proceeding. 

Pp 1-92. 

•» Commissioners. 82/12/09. 94pp. 25605: 172. 


— 8407130113 Transcript of Commission 821210 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-70. 

Commissioners. 82/12/10. 73pp. 25605:266. 


— B407130120 Transcript of Commission 821217 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-95. 

* Commissioners. 82/12/17. 97pp. 25605:339. 


— 8407130121 Transcript of Commission 830113 meeting in Wash ington, DC re 
immediate effectiveness in restart proceeding. Pp 1-71. 

* Commissioners. 83/01/13. 72pp. 25606:074. 


— 8407130123 Transcript of Commission 830209 meeting in Wash ington, DC re 
investigation of allegation of impropriety in administration 
of preemployment exam. Pp 1-56- 

* Commissioners. 83/02/09. 58pp. 25606: 146. 


— 8407130126 Transcript of Commission 830303 meeting in Wash ington, DC re 
possible enforcement action. Pp 1-50. Portions deleted. 

* Commissioners. 83/03/03. 5ipp. 25606:204. 


— 8407130128 Transcript of Commission 830330 meeting in Wash ington, DC re 
investigation & possible enforcement actions. Pp 1-92. 

Portions deleted. 

* Commissioners. 83/03/30. 40pp. 25606:246. 


— 8407130132 Transcript of Commission 830415 meeting in Wash ingtun, DC re 
steps to decision in restart proceeding. Pp 1-42. Portions 
deleted. 

* Commissioners. 83/04/15. 44pp. 25606:286. 


— 8407130049 Transcript of Commission 840116 meeting in Wash ington, DC re 
future steps in restart. Pp 1-96. Portions deleted. 

* Commissioners. 84/01/16. 98pp. 25603: 164. 


•8407130136 Transcript of Commission 830606 meeting in Wash ington, DC re 
pending investigations. Pp 1-49. 

* Commissioners. 83/06/06. 50pp. 25606:330. 


— 0407130054 Transcript of Commission 840124 meeting in Wash ington, DC re 
future steps in restart. Pp 1-68. Portions deleted. 

* Commissioners. 84/01/24. 70pp, 25603:262. 


— 8407130058 Transcript of Commission 811001 meeting in Wash ington, DC re 
Affirmation Session 81-36. Pp 1-33. 

* Commissioners. 81/10/01. 35pp. 25603:332. 


~»S407 130061 Transcript of Commission 811006 meeting in Wash ington, DC re 
restart. Pp 1-48. 

■* Commissioners. 81/10/06. 50pp. 25604:005. 


— 8407130065 Transcript of Commission 811106 meeting in Wash ing ton, DC re 
restart. Pp 1-59. 

* Commissioners. 81/11/06. 6lpp. 25604:055. 


— 8407130070 Transcript of Commission 811209 meeting in Wash ington, DC re 
scheduling matters for restart, Pp 1-76. Portions deleted. 

* Commissioners. 81/12/09. 78pp. 25604:116. 


— 8407130076 Transcript of Commission 811221 meeting in Wash ington, DC re 
contested matters in restart proceeding. Pp 1-37. 

* Commissioners. 81/12/21. 39pp. 25604:194. 


— 8407130081 Transcript of Commission 820310 meeting in Washington, DC re 
restart proceeding. Pp 1-61. 

* Commissioners. 82/03/10. 63pp. 25604:233. 


— 8407130085 Transcript of Commission 820910 meeting in Wash ington, DC re 
contested issues in restart proceeding. Pp 1-44. 

* Commissioners. 82/09/10. 46pp. 25604:297. 


— 8407130146 Forwards transcript of Commission 830621 meeting in 
Washington, DC re restart. Transcript contains info to be 
withheld, per Govt in Sunshine Act. Enel should be kept in 
secure storage area. 

CHILK, S. J. Office of the Secretary of the Commission. 83/06/22. 
LEVI,R. Office of the General Counsel. Ip. 25607:018. 24X 

Fiche: 50-289, 84/06/04, 8407130035. 


— 8407130150 Transcript of Commission 830621 meeting in Wash ing ton, DC re 
restart. Pp 1-67. Portions deleted. 

* Commissioners. 83/06/21. 68pp. 25607:019. 


— 8407130153 Transcript of Commission 831007 meeting in Wash ing ton, DC r® 
proposed notice to parties in restart proceeding. Pp 1-22. 

* Commissioners. 83/10/07. 24pp. 25607:086, 


— 8407130158 Transcript of Commission 831108 meeting in Wash ington, DC re 
consideration of options for dealing w/mgt issues. Pp 1-93. 

* Commissioners. 83/11/08. 95pp. 25607:110. 


— 8407130161 Transcript of Commission 840126 meeting in Wash ington, DC re 
certain enforcement actions. Pp 1-56. Portions deleted, 
a Commissioners. 84/01/26, 13pp. 25607:205. 


— 8407130163 Transcript of Commission 840126 meeting in Wash ington, DC re 
memo on future steps in restart. Pp 1-35. 

* Commissioners. 84/01/26. 37pp. 25607:218. 


— 8407130041 Transcript of Commission 831006 meeting in Wash ington, DC re 
repts on investigations & on adjudicatory matters. Pp 1-63 
Portions deleted. 

* Commissioners. 83/10/06. 36pp. 25603:064. 


•8407130089 Transcript of Commission 821201 meeting in Wash ington, DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-63. 

* Commissioners. 82/12/01, 63pp. 25604:343. 


— 8407130044 Transcript of Commission 040110 meeting in Wash ington, DC re 
investigation 8c enforcement matters involving TMl-1 8t TMI-2 
8( impact on TMI-l restart. Pp 1-62. Portions deleted. 

» Commissioners. 84/01/10. 64pp. 25603:100. 


— 8407130049 Transcript of Commission 840116 meeting in Wash ington, DC re 
future steps in restart. Pp 1-96. Portions deleted. 

* Commissioners. 84/01/16. 98pp. 25603:164. 
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— 8407130054 Transcript of Commission S40124 meeting in Wash ington. DC re 
future steps in restart. Pp 1-68. Portions deleted. 

-e Commissioners. 84/01/24. 70pp. 25603:262. 


— 8407130058 Transcript of Commission 811001 meeting in Wash ington* DC re 
Affirmation Session 81-36. Pp 1-33. 

Commissioners. 81/10/01. 35pp. 25603:332. 


—8407130061 Transcript of Commission 811006 meeting in Mash ington. DC re 
restart. Pp 1-48. 

■» Commissioners. 81/10/06. SOpp. 25604:005. 


— 8407130065 Transcript of Commission 811106 meeting in Wash ington* DC re 
restart. Pp 1-59. 

* Commissioners. 81/11/06. 61pp. 25604:055. 


— 8407130070 Transcript of Commission 811209 meeting in Mash ington* DC re 
scheduling matters for restart. Pp 1-76. Portions deleted. 

■» Commissioners. 81/12/09. 78pp. 25604: 116. 


— 8407130076 Transcript of Commission 811221 meeting in Wash ington* DC re 
contested matters in restart proceeding. Pp 1-37. 

* Commissioners. 81/12/21. 39pp. 25604: 194. 


— 8407130081 Transcript of Commission 820310 meeting in Mas h ing ton* DC re 
restart proceeding. Pp 1-61. 

« Commissioners. 82/03/10. 63pp. 25604:233. 


— 8407130085 Transcript of Commission 820910 meeting in Mash ing ton* DC re 
contested issues in restart proceed ing. Pp 1-44. 

* Commissioners. 82/09/10. 46pp. 25604:297. 


— 8407130089 Transcript of Commission 821201 meeting in Mash ing ton* DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-63. 

» Commissioners. 82/12/01. 63pp. 25604:343. 


— 8407130099 Transcript of Commission 821206 meeting in Wash ing ton. DC re 
immediate effectiveness issues in restart proceed ing. Pp 
1-124. Portions deleted. 

* Commissioners. 82/12/06. 126pp. 25605:046. 


— 8407130105 Transcript of Commission 821209 meeting in Wash ington* DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-92. 

* Commissioners. 82/12/09. 94pp. 25605:172. 


•8407130113 Transcript of Commission 821210 meeting in Wash ing ton. DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-70. 

e Commissioners. 82/12/10. 73pp. 25605:266. 


— 8407130146 Forwards transcript of Commission 830621 meeting in 
Wash ington* DC re restart. Transcript contains info to be 
withheld, per Govt in Sunshine Act. Enel should be kept in 
secure storage area. 

CHILK* S. J. Office of the Secretary of the Commission. 83/06/22. 
LEVI.R. Office of the General Counsel. Ip. 25607:018. 24X 

Fiche: 50-289, 84/06/04. 8407130035. 


— 8407130150 Transcript of Commission 830621 meeting in Wash ington. DC re 
restart. Pp 1-67. Portions deleted. 

* Commissioners. 83/06/21. 68pp. 25607:019. 


— 8407130153 Transcript of Commission 831007 meeting in Wash ington. DC re 
prxiposed notice to parties in restart proc eed ing. Pp 1-22. 

* Commissioners. 83/10/07. 24pp. 25607:086. 


— 8407130158 Transcript of Commission 831108 meeting in Wash ing ton, DC re 
consideration of options for dealing w/mgt issues. Pp 1-93. 

* Commissioners. 83/11/08. 95pp. 25607:110. 


— 8407130161 Transcript of Commission 840126 meeting in Wash ing ton, DC re 
certain enforcement actions. Pp 1-56. Portions deleted. 

* Commissioners. 84/01/26. 13pp. 25607:205. 


— 8407130163 Transcript of Commission 840126 meeting in Wash ington* DC re 
memo on future steps in restart. Pp 1-35. 

* Commissioners. 84/01/26. 37pp. 25607:218. 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29*83-52, 

83-57 it 83-72 it Board Notifications 83-128 Sc S3-128A. 

Forwards Apps C Sc D documents. Search continuing. 

FELTON, J. M. Division of Rules and Records. IEIN-81-29. 84/04/13. 

JORDAN, W. S. Harmon 8c Weiss. 7pp. 25584:078. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130119 4058 

Preliminary data Sc summary sheet for 810429 PORV Test 
7-TR— 7W. Re lated info end. 

CHI,S. H. Wyle Laboratories. CH1,S. H. Electric Power Research 
Institute. 81/04/30. 9pp. 25584:085. 


— 8407130124 4069 

"PORV Test Data Summary for Test 16-DR-6W, " on 810508. 
Related info end. 

* Wyle Laboratories. 81/05/08. 6pp. 25584:096. 


— 8407130135 Requests info from listed plants re nature of upstream pipe 
geometry of PORVs. EPRI tests on PORVs showed that valves 
mfg by Dresser Industries 8< Target Rock failed to dose. 

DIIANNI,D. C. Operating Reactors Branch 4. 81/05/29. NRC - No 

Detailed Affiliation Given. Ip. 25584:102. 24X 

Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130120 Transcript of Commission 821217 meeting in Wash ington# DC re 
immediate effectiveness issues in restart proceeding. 

Pp 1-95. 

# Commissioners. 02/12/17. 97pp. 25605:339. 


— 8407130121 Transcript of Commission 830113 meeting in Wash ing ton* DC re 
immediate effectiveness in restart proceeding. Pp 1-71. 
e Commissioners. 83/01/13. 72pp. 25606:074. 


—8407130123 Transcript of Commission 830209 meeting in Wash ington* DC re 
investigation of allegation of impropriety in administration 
of pretmployment exam. Pp 1-56. 

* Commissioners. 83/02/09. SSpp. 25606:146. 


—8407130126 Transcript of Commission 830303 meeting in Wash ington* DC re 
possible enforcement action. Pp 1-50. Portions deleted. 

* Commissioners. 83/03/03. 51pp. 25606:204. 


— 8407130174 Forwards status of EPRI PWR safety & relief valve test 
program, NUREO-0737, Item II. D. 1. Related info end. 

Affiliation Not Assigned. 81/07/24. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 5pp. 25584: 107, 


— 8407130185 Informs that EPRI test results on safety valve. Dresser 
Model 31739A immaterial to TMI hearing record issues. 

ST0L2, J. F. , DIlANNIiD. C. Operating Reactors Branch 4. 81/08/28. 

NOVAK, T. M. Assistant Director for Operating Reactors. 2pp. 

25584:112. 24X Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130195 Forwards draft IE info notice. "Equipment Qualification 
Testing Experience." IE info notice includes listed 
equipment. Kiessel & Cherney requested to review & comment on 
Items 4-9 by 810904. Agenda for 810916 meeting end. 

BENNETT. A. B. NRC - No Detailed Affiliation Given. 81/09/01. 
REINMUTH, 0. W. NRC - No Detailed Affiliation Given. 18pp. 

25504: 122. 


—8407130128 Transcript of Commission 830330 meeting in Wash ing ton* DC re 
investigation & possible enforcement actions. Pp 1-92. 

Portions deleted. 

* Commissioners. 83/03/30. 40pp. 25606:246, 


— 8407130211 "Saf ety/Relief Valve Test Program# " presented at Ninth 
Water Reactor Safety Research Info 811026-30 meetings in 
Gaithersburg, MD. Inf 0 deleted. 

HUNTER, J. A. EGStO, Inc. 81/10/26. 9pp. 25584:149. 


—8407130132 Transcript of Commission 030415 meeting in Wash ington* DC re 
steps to decision in restart proceeding. Pp 1-42, Port i ons 
deleted. 

* Commissioners. 83/04/15. 44pp. 25606:286. 


— 8407130221 Submits explanatory notes re EPRI runs for steam for small 
Sc large valves. 

HONIO.H Babcock Sc Wilcox Co. 82/10/01. GREGG. H. NRC - No 
Detailed Affiliation Given, 3pp. 25584:158. 


—8407130136 Transcript of Commission 830606 meeting in Wash ington* DC re 
pending investigations. Pp 1-49. 

* Commissioners. 83/06/06. SOpp. 25606:330. 


-8407130232 Forwards Div of Engineering draft Itr to PWR licensees Sc 
applicants re NUREG-0737, Item II. D. 1.2 on safety valve 
ring adjustments. 

VQLLMER.R.H. Division of Engineering. 82/10/19, EI8ENHUT, D. 0. 
Division of Licensing. 3pp. 25584:161. 
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— 8407130246 Req^uests formal revieu) of licensee & vendor submittal* re 
Dresser safety valve*. Safety evaluation input expected by 
8211 12. Review should be charged to plant-specific TACa for 
NUREO-0737. Item II. D. 1. 

MIRAOLIAi F. J. Assistant Director for Safety Assessment. 

LAINAS. 0. C. Assistant Director for Operating Reactors. 82/11/03. 
KNIGHTjJ. P. Assistant Director for Comp. Se Structures Engineering 
(Pre 830201). Ip. 23584:164. 24X Fiche: 50-000, 84/04/l3i 

8407130037. 


— 8407130263 Submits daily highlight. Util declared unusual event on 
821014 when fire alarm received in reactor b Idg'. Probable 
cause attributed to failure of rupture disk on drain tank. 

Related info end. 

MINER, S. Operating Reactors Branch 4. 82/10/14. DENTON# H. , 

CARTER, J., EISENHUT.D. NRC -No Detailed Affiliation Given. 8pp. 
25584:165. 24X Fiche: 50-000, 84/04/13, 8407130037. 


— 8407130278 Submits daily highlight. Util notified NRC on 821014 
of problems w/Dresser pressuriier code safety valves. 

Request granted for emergency Tech Spec waiver to allow 
operation of Unit 1 until 821030. 

WAGNER# P.C. Operating Reactors Branch 4. 82/10/18. DENTON# H. , 

CARTER# J., EISENHUT, D. NRC - No Detailed Affiliation Given. Ip. 
25584:173. 24X Fiche : 50-000# 84/04/13, 8407130037. 


— 8407130290 Comments on proposed generic Itr re safety valve ring 
adjustments, per 821022 request. Licensees should also 
evaluate EPRI data re ability of secondary side safety 
valves to reclose. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
82/11/09. MIRAGLIA, F. J. Assistant Director for Safety Assessment. 
Ip. 25584: 176. 


— 8407130303 Forwards safety evaluation of licensee/vendor Itrs 
addressing issues of adjusting ring settings on Dresser 
pressuriier safety valves. Plant-specific technical basis of 
adecLuacy of ring settings cannot be assessed. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering 
(Pre 830201). 82/11/19. MIRAGLIA, F. U. Assistant Director for 

Safety Assessment. LAINAS#0. C. Assistant Director for Operating 
Reactors. 9pp. 25384: 177. 


— 8407130306 Forwards SER on responses re potentially inoperable Dresser 
safety valves. Full-rated safety valve capacity include* 
substantial excess in nearly all plant* u/Dresser* valves. 

Flow capacity & requirements for PWRs w/valve* listed. 

IPPOLITO, T. A. Operating Reactor* Assessment Branch. 82/12/30. 
CRUTCHFIELD# D. Operating Reactors Branch 5. Ip, 25584:186. 


—8407130309 Safety evaluation re problems w/Dresscr safety valves. Review 
indicates that full-rated primary safety valve capacity 
includes substantial excess in all plants w/Dresser valves. 

Resolution will be accomplished by generic Itr to licensees. 

CARUSO, M. A. Operating Reactor* Assessment Branch, 82/12/30. 9pp. 
25384: 187. 


— 8407130311 Forward* potentially generic issue data sheet re Limitorque 
limit switch rotors & torque switches for info & 
const deration. 

STAROSTECKI# R. Division of Project & Resident Programs. 82/01/18. 

JORDAN, E. L. Division of Engineering & duality Assurance (Pre 
830103). 2 pp. 23584:196, 24X Fiche : 30-000, 84/04/13# 8407130037. 


—8407130319 RS 4443/81/03 

"Equipment Qualif ication Research Test* of Duke Power/DG 
O'Brien Type K Instrumentation Penetration Assembly •' 
BUCKALEW, W. H. . THOME, F. V. , FURGAL, D. T. Sandia Laboratoria*. 
82/03/31. NRC — No Detailed Affiliation Given. 63pp. 
25584: 198. 


— 8407130322 Forwards NRR monthly technical rept for Feb 1982. Input for 
Mar 1982 rept due by 820407. Related info end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
82/03/15. Office of Nuclear Reactor Regulation# Director. 3pp. 

25384:261. 


— 8407130327 Draft "Coupled Valve Dynamic Model Technical Description. " 
HECHTiA.M. , TESKE# M. E. Continuum Dynamics# Inc. 82/07/01 89op. 

23384:266. 


■8407130335 Forwards 10CFR50. 33(e) rept LER addressing concern* 
w/melamine mail in limit switch rotor* & torque switches 
of Limitorque valve operator*. Info forwarded for further 
evaluation. W/o end. 

MILLS, W.R. Events Analysis Branch. 82/08/16. ROSZTOCZY# Z. R. 
Equipment Qualif ication Branch. Ip, 25384:334 24X 

Fiche: 50-000, 84/04/13,0407130037. 


—8407130343 RE-763-6 

Qualification test rept "ITT Barton Model 763 Gauge 
Pressure Electronic Transmitter. " 

MCCLAIN, D. J. # LEYRER, L. , ROMO, E. A, ITT Barton (subs of ITT). 
02/09/30. 405pp. 23584:357. 


— B407130351 Discusses review of Dresser safety valve operability at BIcW 
plants, identifying false tt misleading info provided in B&W 
821015 Itr to NRC. 

MICHELSON, C. Director's Office.' AE0D/E232. 82/11/12. 

DENTON, H.R. Office of Nuclear Rieactor Regulation, Director. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 4pp. 23586:042. 


— 8407130358 Discusses potential safety concern re Dresser safety valves. 
Preliminary exam reveals possible applicability to plants 
beyond B&W designed units. 

TAYLOR, J.H. Babcock & Wilcox Co. 82/10/15. DEYOUNG, R. C. 

Director's Office, Office of Inspection and Enforcement. 2pp. 

25386: 046. 


— 8407130363 Forwards updated SER input re Dresser PWR pressuriier 
safety valve ring adjustments. 

KNIGHT, J. P. Assistant Director for Comp. 8* Structures Engineering 
(Pre 830201). 83/01/28. MIRAGLIA. F. J. Assistant Director for 

Safety Assessment, LAINAS, 0. C. Assistant Director for Operating 
Reactors. 22pp. 25586:049. 


— 8407130368 Forward* info re NRC safety & relief valve program proposed 
agenda for EPRI meeting. Related info end. 

* Director's Office, Office of Inspection and Enforcament. 

83/12/06. LI,T. NRC - No Detailed Affiliation Given. 9pp, 

25386: 072. 


— 8407130386 Discusses Mestinghousa Itr to NRR re problem u/Barton 
Model 763 pressure transmitters. Transmitters exhibit 
excessive error as result of excessive temp compensation & 
electrical leakage. Related info end. 

JORDAN, E. Region 5# Office of Director. 83/10/18. Region 3. 
Office of Director. 17pp. 25506:082. 24X Fi che: 30-000, 84/04/13# 

8407130037. 


—8407130343 RE-763-6 

Qualification test rapt "ITT Barton Model 763 Gauge 
Pressure Electronic Transmitter. " 

MCCLAIN.D. J. , LEYRER, L., ROMO# E. A. ITT Barton (subs, of ITT). 
82/09/30. 403pp. 25584:357. 


— 8407130311 Forwards potentially generic issue data sheet re Limitorque 
limit switch rotors & torque switches for info St 
consideration. 

STAROSTECKI# R. Division of Project & Resident Program*. 82/01/18. 

JORDAN, E.L. Division of Engineering & Quality Assurance (Pre 
830103). 2pp. 25584:196. 24X Fiche: 50-000# 84/04/13# 8407130037. 


— 8407130335 Forwards 10CFR50. 55(e> rept it LER addressing concerns 
w/melamine matl in limit switch rotors & torque switches 
of Limitorque valve operators. Info forwarded for further 
evaluation. W/o end. 

MILLS, W.R. Event* Analysis Branch. 82/08/16, R(DSZTOCZY, Z. R. 
Equipment Qualification Branch. Ip. 25584:354. 24X 

Fiche: 50-000# 84/04/13, 8407130037. 


—8407130174 Forwards status of EPRI PWR safety relief valve test 
program, NUREO-0737# I tern II. D. 1. Related info end. 

* Affilietion Not Assigned. 81/07/24. DENTON, H. Office of 
Nuclear Reactor Regulation# Director. 5pp. 23384: 107. 


— 8407130185 Inform* that EPRI test result* on safety valve# Dresser 
Model 31739A immaterial to TMI hearing record issues. 

STOLZ, J.F. , DIIANNZ#D.C. Operating Reactors Branch 4. 81/08/28. 

NOVAK, T.M. Assistant Director for Operating Reactors. 2pp. 
25384:112. 24X Fiche: 50-000# 84/04/13# 8407130037. 


— 8407130195 Forwards draft IE info notice, "Equipment Quail f ication 
Testing Experience. " IE info notice includes listed 
equipment. Kiessel Cherney requested to review 8« comment on 
Items 4-9 by 810904. Agenda for 810916 meeting end. 

BENNETT, A. B. NRC - No Detailed Affiliation Given. 81/09/01. 
REINMUTH, G. W. NRC - No Detailed Affiliation Given. 18pp. 

23584: 122, 


— 8407130211 "Sef ety/Rel ief Valve Test Program, ” presented at Ninth 
Water Reactor Safety Research Info 811026-30 meetings in 
Gaithersburg, MD. Inf o deleted. 

HUNTER# J. A. EG8(G, Inc. 81/10/26. 9pp. 25584:149. 


—8407130221 Submits explanatory notes re EPRI runs for steam for small 
& large valves. 

HONIG, H Babcock U Wilcox Ct>. 82/10/01. GREGG, H. NRC - No 
Datailed Affiliation Given. 3pp. 25584:158. 


—8407130319 RS 4445/81/03 

"Equipment Qualification Research Tests of Duke Power/DO 
O'Brien Type K Instrumentation Penetration Assembly. " 
BUCKALEW, W. H. . THOME, F. V. # FURGAL# D. T. Sandia Laboratories. 
62/03/31. NRC - No Detailed Affiliation Given. 63pp. 
25584: 198. 
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S407130090 Appeals denial of FOIA rei^uest for documents re environ 
qualification of various nuclear power plant components. 

CURRANi D. Harmon & Weiss. CURRAN/ D. Union of Concerned Scientists. 

84'/02/06. DIRCKS# W. U. Office of the Executive Director for 
Operations. Ip. 25586: 197. 


8407130094 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN/ D. Harmon & Weiss. CURRAN/ D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. J. Office of the Executive Director for 
Operations. Ip. 25586: 198. 


8407130097 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN/ D. Harmon & Weiss. CURRAN/ D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. U. Office of the Executive Director for 
Operations. Ip. 25586: 199. 


8407130101 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN/ D. Harmon «« Weiss. CURRAN/ D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. U, Office of the Executive Director for 
Operations. ip, 25586:200. 


8407130102 Appeals denial of FOIA request for documents re environ 
qualif ication of various nuclear power plant components. 

CURRAN, D. Harmon & Weiss. CURRANi D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. U. Office of the Executive Director for 
Operations. ip. 25586:201. 


8407130106 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN/ D. Harmon «c Weiss. CURRAN/ D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. U. Office of the Executive Director for 
Operations. Ip. 25586:202. 


8407130108 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRANi D. Harmon 8< Weiss. CURRAN/ D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. J. Office of the Executive Director for 
Operations. Ip. 25586:203. 


8407130111 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRANi D. Harmon 8( Weiss. CURRAN/ D. Union of Concerned Scientists. 

04/02/06. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 25586:204. 


8407130114 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN/ D. Harmon Weiss. CURRAN# D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. J. Office of the Executive Director for 
Operations. Ip. 25586:205. 


8407130115 Appeals denial of FOIA request for documents re environ 
qualif ication of various nuclear power plant components. 

CURRAN, D. Harmon tt Weiss. CURRAN# D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W.J. Office of the Executive Director for 
Operations. Ip. 25586:206. 


8407130116 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRANi D. Harmon Weiss. CURRAN, D. Union of Concerned Scientists. 

84/02/06. DIRCKS# W.J. Office of the Executive Director for 
Operations. ip. 25586:207. 


8407130131 Appeals denial of FOIA request for documents re environ 
qual if ication of various nuclear power plant components. 

CURRANi D. Harmon h Weiss. CURRAN, 0. Union of Concerned Scientists. 

84/02/06. DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 25586:208. 


8407130139 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN, D. Harmon «< Weiss. CURRAN, D. Union of Concerned Scientists. 

84/02/06. DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip. 25586:209. 


8407130140 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN, D. Harmon & Weiss. CURRAN, D. Union of Concerned Scientists. 

84/02/06. DIRCKS/ W. J. Office of the Executive Director for 
Operations. Ip. 25586:210. 


3407130142 Appeals denial of FOIA request for documents re environ 
qualification of various nuclear power plant components. 

CURRAN, D. Harmon & Weiss. CURRAN, D. Union of Concerned Scientists. 

84/02/06. DIRCKS, W.J. Office of the Executive Director for 
Operations. Ip, 25586:211. 


8407130145 Appeals denial of FOIA request for documents re environ 
qualif icat ion of various nuclear power plant components. 

CURRAN/ D. Harmon 8e Weiss. CURRANi D. Union of Concerned Scientists. 

84/02/06, DIRCKS/ W.J, Office of th© Executive Director for 
Operations. ip. 25586:212. 


8407130156 Further response to FOIA request for categories of records 
re Issues discussed in IE Info Notices 81-29,83-52,83-57 & 

83-72. Forwards App F documents. App G documents withheld 
<ref FOIA Exemptions 4 & 5). 

FELTON/ J. H. Division of Rules and Records. IElN-81-29. 84/04/23. 

JORDAN/ W. S. Harmon & Weiss. Bpp. 25586:213. 241 

Flche: 50-000, 84/04/23, 8407130156. 


— 8407130191 CEN-227 

"Summary Rept on Operability of Pressurizer Safety Valves in 
C-E Designed Plants. " 

* Combustion Engineering, Inc. 82/12/31. 257pp. 25587:185. 


— 8407130197 NP-2628-SR 

"EPRI PWR Safety & Relief Valve Test Program, Safety & Relief 
Valve Test Rept. " 

AUBLE/T. / HOSLER, J. Electric Power Research Institute. 82/12/31. 
175pp, 25588:082. 


— 8407130203 NP-2292 

“PWR Safety Sc Relief Valve Test Program, Va Ivo Selection/ 
Justification Rept," final rept. 

■* MPR Associates, Inc. 82/12/31. 278pp. 25588:263. 


—8407130210 82-WA/NE-9 

"Correlation for Safety Valve Blowdown 8t Ring Settings. " 

SINOH, A. Electric Power Research Institute. SHAK, D. 8. Levy, 

Inc. * American .Society of Mechanical Engineers. 84/04/23. Bpp. 
25589: 181. 


— 8407130214 a2-WA/NE-l2 

"Model for Predicting Performance of Spring— Loaded Safety 
Valves. " 

SINOH, A. Electric Power Research Institute. HECHT, A. M. Continuum 
Dynamics, Inc. * American Society of Mechanical Engineers. 
84/04/23. 8pp. 25589: 189. 


—8407130218 NP-1 

"Three it Four Way Solenoid Valves for Pilot Control of 
Diaphragm it Cylinder Operated Valves Used in Nuclear Power 
Plants. " 

* Automatic Switch Co. 84/04/23. 16pp. 25589:197.. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurizer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIOHT, J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201 >, 84/04/23. MIRAOLIA, F. J. Assistant Director for 

Safety Assessment. LAINAS, 0. C. Assistant Director for Operating 
Reactors. 134pp. 25589:213. 24X Fiche: 50-000, 84/04/23. 

8407130156. 


—8407130191 CEN-227 

"Summary Rept on Operability of Pressurizer Safety Valves in 
C-E Designed Plants. " 

* Combustion Engineering, Inc. 82/12/31. 257pp. 25587:185. 


—8407130197 NP-262S-SR 

"EPRI PWR Safety S« Relief Valve Test Program, Safety Relief 
Valve Teat Rept. " 

AUBLE/T. . HOSLER, J. Electric Power Research Institute. 82/12/31. 
175pp. 25588:082. 


— B407130203 NP-2292 

"PWR Safety Relief Valve Test Pr ogram, Va 1 ve Selection/ 
Justification Rept, " final rept. 

* MPR Associates, Inc. 82/12/31. 278pp. 25588:263. 


—8407130210 82-WA/NE-9 

"Correlation for Safety Valve Blowdowrj. Ring Settings. ** 

SINOH, A. Electric Power Research Institute. SHAK, D. S, Levy, 

Inc. * American Society of Mechanical Engineers. 84/04/23. 8pp. 
25389: 181, 


—8407130214 82-WA/NE-12 

"Model for Predicting Performance of Spring-Loaded Safety 
Valves. " 

SINOH, A. Electric Power Research Institute. HECHT, A. M. Continuum 
Dynamics, Inc. ♦ American Society of Mechanical Engineers. 
84/04/23. 8pp. 25589: 189. 
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—8407130218 NP-1 

“Three S'. Four Way Solenoid Valves for Pilot Control of 
Diaphragm 8< Cylinder Operated Valves Used in Nuclear Power 
Plants. " 

•» Automatic Switch Co. 84/04/23. 16pp. 25589; 197. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurirer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNISHTi J. P. Assistant Director for Comp. S< Structures Engineering 
(Post 830201). 84/04/23. MIRAOLIAi F. J. Assistant Director for 

Safety Assessment. LAINAS.O. C. Assistant Director for Operating 
Reactors. 134pp. 25589:213. 24X Fiche: 50-000. 84/04/23, 

8407130156. 


8407160215 Forwards transcripts of closed Commission meetings from 
840210 to date from 790501-810821, in response to 840612 
F0IA-a4-486. Served on 840713. 

HOYLE, v/.C. Office of the Secretary of the Commission. DSB 240. SP. 

84/07/13. WEISS, E.R. Harmon & Weiss. 4pp. 25590:260. 24X 

Fiche: 50-289. 84/07/13, 8407160215. 


— 8407160219 Transcript of 840323 closed meeting re discussion of pending 
investigations. Pp 1-72. 

* Commissioners. 84/03/23. 75pp. 25590:264 . 24X 

Fiche: 50-289, 84/07/13, 8407160215. 


8407030423 Forwards "Chemical Analyc-is of Reactor Vessel Head 
Toros-to-Dome Weld Samples From HB Rob inson, Unit 2," to 
resolve pressurized thermal shock issues. Finding to date 
re matl properties program er\c\. 

CUTTER. A. B. Carolina Power & Light Co. NLS-84-191. 84/06/29. 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 6pp. 
25239: 166. 24X Fiche: 50-261 . 84/06/29, 8407030423. 


— 8407030427 "Chemical Analysis of Reactor Vessel Head Torus -to-Dome 
Weld Samples From HB Rob inson, Unit 2. " 

BOeGS,R.S. , KUNKA, M. K. Carolina Power 8t Light Co. 84/04/30. 
I6pp. 25239:172. 24X Fic he: 50-261 , 84/06/29, 8407030423. 


8407030493 Forwards safety evaluation re NUREO-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept. " Info adeq.oately demonstrates 
vessel integrity maintained. Item Si Unresolved Safety Issues 
A-45 & A-4q complete. 

VAROA. S. A. Operating Reactors Branch 1. 84/06/18. ©lESLER.C. W. 

Wisconsin Public Service Corp. 11pp. 25409:350. 24X 

Fiche; 30-305, 84/06/18, 8407030493. 


8407100066 Forwards safety evaluation, based on end technical 
evaluation rept, of licensee response to 801222 generic Itr 
on control of heavy loads (NUREO-0612 >. Sections 5. 1. 1 & 5.3 
guidelines met. Phase I acceptable. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/27. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25516:301. 24X 

Fiche: 50-271, 84/06/27, 8407100066. 


OEN TEC IS GENERIC TECHNICAL ISSUES 


8407020206 Generic Ltr 84-15 to all licensees of operating reactors, v 
applicants for OLs 8c holders of CPs re proposed staff 
actions to improve 8c maintain diesel generator reliability. 

Svc list end. 

EISENHUT, D. G. Division of Licensing. GL-84-15. 84/07/02. 
Consolidated Edison Co. of New York, Inc. 36pp. 25601:348. 24X 
Fiche; 50-000. 84/07/02, 8407020206. 


8407020213 Forwards background info on Unresolved Safety Issue A-43 re 
DHR capability 8( list of topics to be discussed during 
840710-11 site visit. 

MILLER, J. R. Operating Reactors Branch 3. 84/06/20. FAY, C. W. 

Wisconsin Electric Power Co. 14pp. 25275:288. 24X 

Fiche: 50-266, 84/06/20, 8407020213. 


8407030228 Forwards revised schedule for implementation of activities 
for control of heavy loads. per NUREO-0612. Procedure 1507-2, 

“Fuel Handling Bldg Crane Operation, " will be revised by 
840815. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2147. 84/06/28. EISENHUT, D. G. Division of Licensing. 3pp. 

23239: 017. 24X Fiche; 50-289, 84/06/28, 8407030228. 


8407030247 Forwards draft "Control of Heavy Loads - Phase II, Dresden 
Units 2 8i 3, " technical evaluation rept. Rept based on util 
response to Sections 5. 1. 2-5. 1. 6 of 801222 generic ltr, 

"Control of Heavy Loads (Phase ID." 

CRUTCHFIELD, D. Operating Reactors Branch 5. LSO 5-84-06-0 50. 
84/06/28. FARRAR, D.L. Commonwealth Edison Co. 2pp. 25270:313. 
24X Fiche: 50-237, 84/06/28. 8407030247. 


—8407030257 TER-C5S06-45 1/452 DR 

Draft "Control of Heavy Loads - Phase II, Dresden 
3, " technical evaluation rept. 

SHOOK, T. A. Franklin Institute/Franklin Research 
NRC-03-81-130. TAG 52224. 84/06/15. SINGH, A. 

Reactor Regulation. Director. 31pp. 25270:317. 

Fiche: 50-237, 84/06/28, 8407030247. 


Units 2 i 
Center. 

Office of Nuclear 
24 X 


— 8407100070 Safety evaluation accepting licensee response to 801222 
generic ltr on control of heavy loads (NUREO-0612). 

Guidelines of Sections 5. 1. 1 8< 5.3 met. Phase I acceptable. 

♦ NRC - No Detailed Affiliation Given. 84/06/27. 2pp. 
25516:303. 24X Fiche; 50-271, 84/06/27, 8407100066. 


—8406190360 TER-C5506-401 

"Control of Heavy Loads (C-10) , Vermont Yankee Nuclear 
Power Station, " technical evaluation rept. 

BQMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-Sl~130. TAG 47132. 84/06/15. SINGH, A. NRC - No Detailed 

Affiliation Given. 30pp. 25516:305. 24X Fiche: 50-271, 84/06/27, 

8407100066. 


8407100348 Forwards draft Chapter 4 of ORha. rept, "Pressuriied Thermal 
Shock Evaluation of Calvert Cliffs Unit 1. " Comments 
received by 840629 will be reflected in final draft. 

JOHNSON, C. Reactor Risk Branch. 84/06/18. WOODS, R. Generic Issues 
Branch. Ip. 25517:001. 24X Fiche: 50-317, 84/06/18, 8407100348. 


— 8407100360 Draft Chapter 4, "Thermal-Hydraulic Analysis of Potential 
Overcooling Transients Occuring at Calvert Cliffs Unit 1” to 
"Pressurized Thermal Shock Evaluation of Calvert Cliffs 
Unit 1. " 

* Oak Ridge National Laboratory. * Los Alamos Scientific 
Laboratory. # Purdue Univ. , West Lafayette, IN. 84/05/31. NRC 
- No Detailed Affiliation Given. 272pp. 25517:002. 24X 

Fiche: 50-317, 84/06/18, 8407100348. 


8407100382 Forwards "Summary of Seismic Qualification Utils Group 
(SQUG) Program, " as aid in ongf,.5.ng program to assess plant 
seismic design. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. MN-a4-121. 84/07/05. 

MILLER, J.R. Operating Reactors Branch 3. Ip. 25509:032. 24X 

Fiche: 50-309, 84/07/05, 8407100382. 


— 8407100396 "Summary of Seismic Qualif ication Utils Group (SQUO> 
Program, " 

YANEV,P. 1., SWAN,S. W. EQE, Inc. SMITH, N. P, Commonwealth Edison 

Co. 84/07/05. 17pp. 25509:033. 24X Fiche: 50-309, 84/07/05. 

8407100382. 


8407030324 Forwards "Control of Heavy Loads (C-10), Salem Nuclear 
Generating Station, Units I 8c 2, " technical evaluation rept. 
Guidelines of NUREG-0612, Sect i ons 5.1.1 & 5.3 satisfied. 

Phase 1 acceptable. 

VAROA. S. A. Operating Reactors Branch 1. 84/06/22. UDERITZ.R. A. 

Public Service Electric Zt Gas Co. of New Jersey, 4pp. 25411:065. 
24X Fiche: 50-272, 84/06/22, 8407030324. 


8407110532 Forwards task action plan re MSIV leakage control sys & 
failures (Generic Issue C-8). Interim operation of all BWRs 
acceptable. 

EISENHUT, D. G. Division of Licensing. 84/07/02. STAROSTECKI, R. 
Division of Project 8< Resident Programs. 14pp. 25547: 168. 24X 

Fiche; 50-352, 84/07/02, 8407110532. 


— 8406120460 TER-C5506-390/391 

"Control of Heavy Loads <C-10), " technical evaluation rept. 
BOMBEROER. C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 09081. 84/06/07. NRC - No Detailed 

Affiliation Given. 33pp. 67364:258. 24X Fiche; 50-272, 84/06/22, 

8407030324. 


8407030366 Forwards response to MRC 801222 reqLuest for info re 
NUREG-0612, Section 2.4, "Control of Heavy Loads." Evaluation 
of four cranes/hoist 8t drop of reactor vessel upper 
internals into refueling cavity included. 

WITHERS, B.D. Portland General Electric Co. 84/06/29. EISENHUT, D. G. 

Division of Licensing. 10pp. 25272:287. 24X Fiche: 50-344, 

84/06/29, 8407030366. 


8407120414 Outlines action items assigned during Pressurized Thermal 
Shock (PTS) Review Group 840613 review of DRNL analysis of 
PTS based on Oconee-l design. 

JOHNSON,©. Reactor Risk Branch. 84/07/03. WOODS. R. . ANDERSON, N. , 
THRQM, E. NRC - No Detailed Affiliation Given. 6pp. 25556:337. 24X 

Fiche: 50-269. 84/07/03, 8407120414. 


8407130180 Forwards S&W rept "Control of Heavy Loads at Nine Mile Point 
Unit 2, " in response to NRC Question 410. 28. 

MANOAN, C.V. Niagara Mohawk Power Corp, (NMP2L 0107). 84/07/10. 

SCHWENCER.A. Licensing Branch 2 . Ip. 25567:203. 24X 

Fiche; 50-410. 84/07/10, 8407130180. 
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— 8407130187 “Control of Heavy Loads at Nine Mile Point Unit 2. " 

* Stone Webster. Inc. 12177. 84/07/10. 50pp. 25567:204. 24X 

Fiche: 50-410. 84/07/10. 8407130180. 


8407130298 Forwards response to Open Items 2. 1. 5 & 2. 1.6 of NURE0-O612. 
"Control of Heavy Loads" re special lifting devices & 
lifting devices. respect ively. 

CQUNSIL. W. O. . LEE. W. F. Connecticut Yankee Atomic Power Co. LEE. W. F. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

B11237. 84/06/29. CRUTCHFIELD. D. Operating Reactors Branch 5, 

10pp. 23565:156. 24X Fiche: 50-000. 84/06/29, 8407130298. 


8407130497 Summary of 840605 & 06 meetings w/INEL & ORNL in Bethesda.MD 
re progress & status of OE & Westinghouse reviews conducted 
by INEL 8c progress & status of B?<W & C-E reviews conducted 
by ORNL on Unresolved Safety Issue A-47. 

SZUKIEWIC2. A. J. Generic Issues Branch. DCD016. 84/07/03. KNIEL. K. 

Generic Issues Branch. 150pp. 25582:006. 


8407160089 Notification of 840712 meeting w/Sandia Natl Lab in 
Bethesda.MD to discuss safety adequacy of DHR sys 
(Unresolved Safety Issue A-45). 

DIIANNI.D. C. Operating Reactors Branch 3. 84/07/09. MILLER, J. R. 

Operating Reactors Branch 3. 2pp. 25623: 152. 24X 

Fiche: 50-000, 84/07/09. 8407160089. 


— 8407100097 Requests meeting be arranged w/project managers on 840712 to 
discuss key objectives for site visits planned in program to 
resolve Unresolved Safety Issue A-45. 

MARCHESE. A. R. Generic Issues Branch. 84/06/28. DIIANNI.D. C. 
Operating Reactors Branch 3. 2pp. 25623: 154. 24X 

Fiche: 50-000, 84/07/09, 8407160089. 


8407170313 Requests review of draft NUREG-1032, App A re loss of offsite 
power frequency 8c duration relationship U of ORNL draft rept 
on iQ''s of offsite power operating experience. Comments 
requested by 840801. W/o end. 

BARANOWSKY. P. W. Reactor Risk Branch. 84/07/11. KNIEL. K. Generic 
Issues Branch. 6pp. 25627:348. 


8407170408 Forwards response to NRC questions re 840402 application 
for amend to OL. W/three oversize drawings, two being 
proprietary. One aperture card available in PDR. Two aperture 
cards available in Central Files. 

KOBER. R.W. Rochester Gas 8c Electric Corp. 84/07/06. CRUTCHFIELD, D. 

Operating Reactors Branch 5. 7pp. 25608:049. 24X 

Fiche: 50-244, 84/07/06. 8407170408, 


8407180057 Forwards draft technical evaluation repts, "Control of Heavy 
Loads at Nuclear Power Plants, South Texas Pro ject, Units 1 8< 

2," Phases 1 it 2, for review 8c comment. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02. GOLDBERG. U. H. Houston 

Lighting 8( Power Co. 3pp. 25667:296. 24X Fiche: 50-498, 84/07/02. 

8407180057. 


8407180218 NUREO/CR-3875 

THE USE OF IN-SITU PROCEDURES FOR SEISMIC QUALIFICATION OF 
EQUIPMENT IN CURRENTLY OPERATING PLANTS. 

SADIK.S. , ARENDTS, U. G. . DIXON. B. W. EG8tG. Inc. FIN A-6474. 
EGO-EA-6650. 84/06/30. Division of Safety Technology. 186pp, 

Available at NRC. *6.00. 25654:015. 


8407190329 Responds to Generic Ltr 83-42 re possibility of single 
failure in electric power /control sys resulting in failure 
of crane to support load. Facility previously modified by 
adding reverse phase 8(. loss of phase protection relay. 

MUSOLF. D. Northern States -Power Co. GL-83-42. 84/07/11. Office 

of Nuclear Reactor Regulation. Director. Ip. 25681:290. 24X 

Fiche: 50-263, 84/07/11. 8407190329. 


8407230305 Forwards SER re review of Westinghouse Topical Rept WCAP 
10019, "Summary Rept on Reactor Vessel Integrity for 
Westinghouse Operating Plants. " Vessel integrity maintained 
per NUREG-0737, Item II. K. 2. 13. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/29. SCHUYLER. U. 0. Pacific 

Gas it Electric Co. 3pp. 25726:212. 24X Fiche: 50-275. 84/06/29, 

8407230305. 


—8407230313 Safety evaluation re NUREG-0737, Item II. K. 2. 13. "Thermal- 
Mechanical Rept-Effect of High Pressure Injection on Vessel 
Integrity for Small Break LOCA W/o Auxiliary Feedwater for 
All Operating PWR Plants. " 

* Office of Nuclear Reactor Regulation. Director. 84/06/29. 

11pp. 25726: 215. 24X Fiche: 50-275. 84/06/29. 8407230305. 


B407240086 Forwards responses to issues identified in 840117 techinical 
evaluation rept for Phase I review of control of heavy 
loads, per 840615 meeting. Westinghouse will perform 
polnt-by-point review of special lifting devices. 

WOOLEVER. E. J. Duquesne Light Co. 2NRC-4-107. 84/07/17. 

KNIGHTON. G. W. Licensing Branch 3. 4pp. 25723:114. 24X 

Fiche: 50-412. 84/07/17. 8407240086. 


8407240130 Forwards safety evaluation supporting util response to 
801222 generic ltr re control of heavy loads (Phase I). 

Guidelines of NUREG-0612. Sec tions 5.1.1 & 5.3 satisfied. 

PAULSON, W. A. Operating Reactors Branch 5. LSQ5-84-07-012. 

84/07/19. COUNSIL. W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 2pp. 25723:087. 24X Fiche: 50-245. 84/07/19. 

8407240130. 


—8407240134 Safety evaluation supporting util response to 801222 generic 
ltr re control of heavy loads (Phase I) . Guidelines of 
NUREG-0612 satisfied. 

* Office of Nuclear Reactor Regulation. Director. 84/07/19. Ip. 
25723:089. 24X Fic h e : 50-245. 84/07/ 19. 8407240130. 


— 8406290120 TER-C5506-36B 

"Control of Heavy Loads , (C-10) , Mi 1 1 stone Point Nuclear Power 
Station. Unit 1." technical evaluation rept. 

BQMBERGER, C. , AHMED, N. Franklin Institute/Franklin Research 
Center. NRC-03-81-130. TAC 08060. 84/06/27. SINGH. A. NRC - No 

Detailed Affiliation Given. 24pp. 25723:090. 24X 

Fiche: 50-245, 84/07/19, 8407240130. 


8407250011 Forwards SER based on util responses to 801222 generic ltr 
concerning NUREG-0612 re control of heavy loads at nuclear 
power plants (Phase I) & end technical evaluation rept. 
Implementation of Phase I acceptable. 

RIVENBARK. G. W. Operating Reactors Branch 4. 84/07/13. WILGUS. W.S. 

Florida Power Corp. 2pp. 25779:001. 24X Fich e: 50-302. 84/07/13, 

8407250011. 


— 8407250013 SER re util responses to 801222 generic ltr concerning 
NUREG-0612 re control of heavy loads at nuclear power plants 
(Phase I ). Implementation of Phase I acceptable. 

SINGH, A. NRC - No Detailed Affiliation Given. 84/06/27. 2pp. 
25779:003. 24X Fiche: 50-302, 84/07/13, 8407250011. 


—8406270187 TER-C5506-347 

"Control of Heavy Loads (C-10) . Cry stal River Unit 3." 
technical evaluation rept. 

BQMBERGER. C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 07983. 84/06/22. SINGH, A. NRC - No Detailed 

Affiliation Given. 27pp. 25779:005 . 24X Fiche: 50-302. 84/07/13, 

8407250011. 


8407250374 Summarizes CRGR Meeting 46 on 830914 re proposed generic 
requirements on steam generators used in PWRs. List of 
attendees & supporting documentation end. 

STELLO, V. Committee to Review Generic Requirements. 83/10/06. 
DIRCKS, W. J. Office of the Executive Director for Operations. 7pp. 
25754: 148. 


8407260051 Summary of CRGR Meeting 43 on 830810 in Bethesda, MD re 
Unresolved Safety Issue A-12, "Potential for Low Fracture 
Toughness it Lamellar Tearing in PWR Steam Generator t* 

Reactor Coolant Pump Supports. “ 

STELLO, V. Committee to Review Generic Requirements. 83/08/10. 
DIRCKS. W. J. Office of the Executive Director for Operations. 8pp. 
25781:079. 


— 8407260064 Discusses proposed interim requirements for Generic Issue 
B-56. "Diesel Reliability. " Proposed program establishes 
graded requirements w/0. 95/demand as min desired 
rtliab i lity. Program description & background info end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/07/01. STELLO, V. Regional Operations it Generic Requirements. 
3pp. 25781:087. 


— 8307210371 Forwards info for CRGR review re proposed interim diesel 
generator reliability improvement program resulting from 
Generic Issue B-56. Reso lut i on of comments from NRR divs 
outlined. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 
83/04/08. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 61pp. 25781:090. 


— 8407260072 Forwards rept re priority ranking of generic safety issues. 
Deletion of low priority issues recommended. Comments 
requested. 

HANAUER, S. H. Division of Safety Technology. 82/09/03. Office 
of Nuclear Reactor Regulation, Director. 4pp. 25781:194. 


— 8302170246 Submits requested assistance in determining frequency of 
diesel generator fast start surveillance testing by Tech 
Specs requirement. Range is one test per month to one per 
6 months. 

THADANI,A. Reliability it Risk Assessment Branch. 83/02/04. 
SRINIVASAN, M. Power Systems Branch. 4pp. 25781:203. 


— 8307210375 Summarizes changes made In program associated w/Generic 
Issue B-56. "Diesel Reliability," as discussed at 830519 
briefing. 

RUBENSTEIN. L. S. Assistant Director for Core it Plant Systems. 
83/06/20. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 25781:211. 
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0407260291 F”qrward5 R®v 1 to SAR for spent fuel storage facilities mod. 
Rev clearly indicates that spent fuel cask crane limit 
switches ujlll be overriden to install temporary const crane 
used to move storage rack around spent fuel pool. 

WILUIAMO. J W. Florida Power »c Light Co. L~a4-187. 84/07/23. 

L'ISENHUT, D e. Dlvlaion of Licensing. 2pp. 25777:304, 24X 

Flche' 50-250. 84/07/23* 8407260291. 


—0407260300 Rev 1 to "Spent Fuel Storage Facility Mod SAR." 

« Florida Power & Light Co. 84/07/23. llpp. 25777:306. 24X 

Fiche S0“'250. 84/07/23^ 0407260291. 


0407310223 Furwarda response to 840406 req,uest for addl info re control 
of heavy load s, NUREO-0612, 

MAN© AN. C V Niagara liohawk Power Corp, 84/07/26. VASSALLO. D. B. 
Operating F^eactors Branch 2. 7pp. 25033:099. 24X 

Fiche- 50-220, £14/07/26. 13407310223. 


8407310561 Summary of ACRS Subcommittee on Program for Qual i f ication of 
Saf ety “R» latad Eq.uipment 840425 meeting in Wash ing ton. DC re 
environ sffiuipment qualification issues Ik A-46, "Seismic 
Qualification of Fquipntent in Operating Plants, " 

# ACRO •" Advisory Committee on Reactor Safeguards. 84/05/23, 

ACR8 - Advisory Committee on Reactor Safeguards. 19pp. 25853:249. 


8407030323 PNO-ll-84-041: on 840628. flatbed trailer truck carrying 14 
fresh fuel assemblies from Westinghouse fuel fabrication 
plant in Columbia.SC overturned 12 miles south of North Anna 
p lant. Container undamaged. 

JENISON, K, M. . ELROD. S. A. Region 2. Office of Director. 84/06/28. 
2pp. 25272:041. 24X Fiche: 50-338. 84/06/28, 8407030323. 


8407030377 PN0-TMI-B4-O05: 1 ic ensee successfully completed final pass 
detensioning of 58 reactor vessel head stud nuts. Actual 
removal of 58 studs scheduled to occur before Aug 1984. 

MOSLAK, T. . GRANT, P. TMI Program Office. 84/06/27. Ip. 25239:278. 
24X Fiche: 50-320, 84/06/27. 8407030377. 


8407030440 PNO-n 1-84-051 A: on 840626, 1 icensee began orderly shutdown of 
plant 8< sent home 1,500 craftsmen, pend ing util decision re 
future of project. 

HARRISON, J., WARNICK, R. Region 3, Office of Director. 84/06/27. 

1 P . 25239: 079. 24X Fiche: 50-329, 84/06/27, 8407030440. 

8407050211 EN-84~037: on 840703. not ic e of violation & proposed 
imposition of civil penalties in amount of *500 to be issued 
to licensee. Action based on eight violations re breakdown in 
mgt control of radiation safety program. 

FLACK, E., AXELRAD, J. Director's Office. Office of Inspection and 
Enforcement. 84 / 06 / 28 . Ip. 25296:362. 


INSPECTION AND ENFORCEMENT 


8406250214 IE Info Notice 84-51. "Independent Verification. " Svc list 
#nc 1 . 

30HDAN. £• l... Divialcin of Emergency Preparedness »< Engineering 
Re«ponse (F'ost 830103), 84/06/26, Consolidated Edison Co. of New 

York. Inc lS4pp, 25535:160, 24X Fiche: 50 - 000 , 84/06/26. 8406250214. 


0406280311 IE Info Notice 94-52, "Inadequate Matl Procurement Controls 
on F‘art of Licensee® Vendor® " Svc list end. 

JORDAN. F“ L Division of Emergency Preparedness & Engineering 
Responite IPott 030103). 84/06/29. Consolidated Edison Co. of New 

York, Inc 124pp, 25602:151. 24 X Fiche: 50-000. 84/06/29. 840628031 1. 


8407020075 F»NO*I n-84-OSl : on 040627. util officials recommended to Board 
Of Oirertor« that all work at facility be halted due to 
br«ak’’*<jff in negotiations w/coalition of state, communi ty *< 
public interest group® 

FiARRiaON. J. , WARNICK, R. Region 3. Office of Director. 84/06/26. 

Ip 25210 361 24X Fiche; 50-329, 84/06/26, 8407020075. 


04O7O2OU8 FN B4'«036: on 840626, not i c e of violation, & proposed 
impo*ttlot» of civil penalty in amount of » 1,000 will be 
issued to 1 1 « ensee, Ac tion based on violations in radiatl 
safety program surveys, 


, Director's Office, Office of Inspection and 

enforcement 04/06/21. Ip. 25219:357. 


ROSANO. R., AXELRAD, J. 


0407020252 PN0“I™84*'055; on 040623, owners voted to restart const on 
840702 under new organixation called New Hampshire Yankee, 
which Will begin as div of F^SC of New Hampshire Z< eventually 

become new company ^ o-ioi-r non 

OALLO, R Region 1, Office of Director. 04/06/26. 12 pp. 25217.328. 

34X Fiche 50 - 443 , 84/06/26, 8407020252. 

i4070a0406 PNa-'‘n>“04“O4O; on 040627, during startup, after 4 day maint 
owtagti 1 Of 13 main steam relief valves opened. Valve 
remained open until pressure dropped to 100 psi.Cold 
shutdown initiated to replace valve. « ^ 

CANTRELl . F 8 , VERRELLI , D, M. Region 2, Office of Director. 

§4/06/27 IP 25214:355, 24X Fiche : SO-259, 84/06/27, 8407020406. 

8407020452 i:N*a 4 - 0 l 8 A; on 040402, notice of violation «< proposed 
imposittun of civil penalty in amount of * 1,000 issued to 
licensee Action based on violations re inadequate mgt of 
lieenstd program by persons unfamiliar w/requxrements. 

FLACK, AXELRAD, J. Director's Office, Office of Inspection and 
Snf orcement. 04/06/28, ip. 25216:362. 

4 - 53 , "Info re Use of Loctite 242 8 « Other 
" Svc list end. 

rgency Preparedness 6 Engineering 
07/05. Consolidated Edison Co. of New 
6 . 24X Fiche: 50-000, 84/07/05, 8407030085. 


S4, "Deficiencies in Design Base 
Documentation «<' Calculitions Supporting Nuclear Power Plant 

SoRDANi e. Division of Emergency jS"® 

R*spon«# (Post 830103). 04/07/05. 

York, Inc, 122pp- 25602:032. 


Consolidated Edison Co. of New 
24X Fiche: 50-000,04/07/05, 8407030089 . 


8407050274 IE Info Notice 84-55, "Seal Table Leaks at PWRs. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York, Inc. 236pp. 25865:286. 24X Fiche: 50 - 000 , 84/07/06, 8407050274. 


0407050283 PNO-TMI-84-006: on 840628 , volunteer technician not wearing 
r esp irator, entered reactor bldg to perform radiological 
control survei llanc e. Ind i vidua 1 exited bldg w/o detectable 
skin contamination. Future entries w/o respirators planned. 

COLLINS, D., MOSLAK, T. , FASANO, A. Region 1, Office of 

84/06/28, Ip. 25299:362. 24X Fi ch e : 50-320, 84/06/28, 8407050283. 


8407060070 PNQ-V-84-038: on 840626-28, insp identified one steam 
generator leaking tube having tight axial crack. Cause 
believed to be latent mfg defect. Defective tube plugged. 

Manway bolting underway. oA^n^/no 

JOHNSON, P. H. , STEWART, P. Region 5, Office of Director. 84/06/,i'9. 
ip. 25426:266. 24X Fiche: 50-361, 84/06/29, 8407060070. 


8407060156 PNO-1 1 1-04-052: on 840619-28, three Boeing steam generator 
snubbers failed to meet testing criteria. Manufacturer to 
redesign it modify snubber. Redesign & mod of snubbers will 
not affect fuel loading. . 

YIN, I., DANIELSON. D. , STREETER, J. Regions, 

84/06/29. 2pp. 25421:140. 24X Fiche: 50-000, 84/06/29, 8407060156. 

8407060251 IE Info Notice 84-56, "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus. " Svc list end. , _ . ^ 

JORDAN, E.L. Division of Emergency Preparedness 6 Engineering 

Response (Post 830103). 84/07/10. aanvntnssi 

York, Inc. 120pp. 25865:166. 24X Fiche: 50 - 000 , 84/07/10, 8407060251. 

8407090230 En-84-017A: on 840706, IE reduced ^ P 

to perform adequate radiation surveys from *4, 800 to * 1 , 000 . 

Action based on licensee response it corrective actions « 
possibility of adverse economic effect of larger . 

FLACK, E., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/06. Ip. 25445:316. 


8407090231 PNa-I-84-057: possib 1 e strike vote by LILCO employees 
expected within several days. LILCO mgt prepared contingency 
plan w/reactor fuel under 24 h surveillance by nonunion 
personnel expected to cross picket lines. 

OREENMAN.E. , MCCABE, E, Region 1, 

25445:317. 24X Fiche: 50-322, 04/07/03, 8407090231. 


84/07/03. Ip. 


ik07090232 PNQ- 1-84-059: on 840705 , license# commenced shutdown from 
100% power due to wall cracks in 8-inch J . 

common suction line near vent valve 2 CV372. Le g 

outage to effect repairs unknown. S4/07/05 

LINVILLE. J. . NORRHOLM.L, Region 

ip. 25445:318. 24 X Fich e: 50-311, 84/07/05, 8407090232. 

407090236 PNO-I-84-058: on 840705 , I OSCC detected in portions of RHR 8t 
core spray sys not currently scheduled for 
during ongoing outage. Affected wells located in hot y 
between drywell 6 first injection valve. .. . 25445*344 

BEALL. J. Region 1 . Offlc. Of Dir.ctor, 84/07/05, Ip. 25445.344. 
24X Fiche: 50-293, 04/07/05, 8407090236. 
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8407090283 EN-S4~03S; on S40706( notic e of violation 8< proposetl 
imposition of civil penalty in amount of $75i 000 will be 
issued. Action based on violation involving inoperab il i ty of 
source range monitor during initial fuel loading. 

FARRONi P. I AXELRADi J. Director's Office/ Office of Inspection and 
Enforcement. 84/07/02. 2pp. 25448:342. 24X Fi c h e; 50-387/ 84/07/02. 

8407090283. 


8407100431 PN0-III~84-053: patient received therapeutic radiation 
exposure of 6.400 rads, 2. 400 rads more than prescribed 
dose. Licensee QC procedure checks failed to detect error in 
timely manner. 

WIEDEMAN, D. G. . AXELSON. W. L. Region 3, Office of Director. 84/07/06, 
2pp. 25464:298. 


8407100487 PNO-TMI-84-007: 1 icensee successfully completed loosening 
58 reactor vessel closure studs in preparation for removal 
from reactor vessel f lang e. Activi ty did not affect 
conditions within reactor pressure vessel. 

COOK. R. . GRANT. P. TMI Program Office. 84/07/05. Ip. 25464:185. 
24X Fiche: 50-320. 84/07/05. 8407100487. 


8407100494 PN0-I-a4-059A: on 840705. unit shut down due to through-wall 
cracks in 8-inch charging pump common suction line near vent 
valve 2CV372. NRC inspectors & specialist on site to monitor 
evaluation & repair. Repa ir outage expected to last 1 wk. 

LINVILLE. J. , NORRHOLM, L. Region 1. Office of Director. 84/07/06. 
Ip. 25464:124. 24X Fi c h e : 50-31 1 . 84/07/06, 8407100494. 


8407110282 EN~84-040: on 840710. noti ce of violation Si proposed 
imposition of civil penalty will be issued in amount of 
1^60. 000. Action based on Severity Level III violation re 
failure to control access to protected area. 

ORIMSLEY, D. . AXELRAD. J. Director's Office. Office of Inspection and 
Enforcement. 84/07/05. Ip. 25527:038. 24X Fi c h e : 50-321 . 84/07/05. 

8407110282. 


8407130242 PNQ-1-84-057A: on 840708. employees belonging to Inti 
Brotherhood of Electric Workers voted to strike, re jecting 
ut’il final offer. Strike scheduled to commence on 840710. 

GREENMAN.E. . MCCABE. E. Region 1, Office of Director. 84/07/09. Ip. 
25564: 135. 24X Fiche: 50-322, 84/07/09. 8407130242. 


8407130350 PNO-I-84-061 : on 840709. plant shut down due to unidentified 
RCS leakage. Caused by leakage from weld connecting 3/4-inch 
controlled bleedoff line to reactor coolant pump 22B. 

LUPTAK, A. . WENZINGER.E. Region 1, Office of Director. 84/07/10. 

Ip. 25566:312. 24X Fich e: 50-318. 84/07/10. 8407130350. 


8407160144 PN0-I-84-056A: on 840709. QC check of plug status in steam 
generator A identified two tube plugging prob lems. Licensee 
formulating corrective actions. Tube 134-74 plugged instead 
of tube 135-72. Plug in tube 148-35 missing, 

CONNER. E. Region 1. Office of Director, 84/07/09. Ip. 25600:296. 
24X Fiche: 50-289. 84/07/09. 8407160144. 


8407160208 PN0-1-S4-057B: on 840709, Inti Brotherhood of Electric Workers 
provided util w/24 h strike notice. Strike involves operators 
maint crafts personnel but does not affect security guards 
or QA/QC inspectors. 

GREENMAN.E.. MCCABE. E. Region 1, Office of Director. 84/07/10. Ip. 
25590:351, 24X Fiche: 50-322. 84/07/10. 8407160208. 


8407170240 EN-84-042; on 840712, confirmatory order will be issued to 
util confirming commitment to implement regulatory 
performance improvement program. Action taken as result of 
poor SALP performance & recurring site violations. 

FARRON, P. , AXELRAD, J. Director's Officei Office of Inspection and 
Enforcement. 84/07/12. Ip. 25608:001. 24X Fiche; 50-259. 84/07/12. 

8407170240. 


8407170349 EN-84-041 : on 84071 1 , c onfirmatory order issued re licensee 
commitment to implement performance enhancement program. to 
ensure adherence to test ing . survei 1 lance, ma int & operating 
activity requirements. 

FARRON, P. , AXELRAD, 0. Director's Office, Office of Inspection and 
Enforcement. 84/07/12. Ip. 25613:045. 24X Fiche: 50-250, 84/07/12, 

8407170349. 


8407200024 PNO- 1 1 1-84-056; on 840716, when lightning struck in station 
switchyard causing loss of offsite power, diesel generator IB 
did not close onto emergency bus. Caused by faulty output 
breaker . Generator placed in manual. 

BOYD,D. , SHAFER, W, Region 3, Office of Director. 84/07/17. Ip. 
25693: 155. 24X Fiche: 50-409, 84/07/17, 8407200024. 


8407200166 EN-84-01 lA: on 840717, notice of violation & proposed 
imposition of civil penalty in amount of *20,000 issued to 
licensee. Action based on failure to control access to 
vital area. 

GRIMSLEY, D. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement, 84/07/11. Ip. 25692:164. 24X Fi ch e: 50-331 , 84/07/1 1, 

8407200166. 


8407200192 PNQ-1 1 1-84-055: on 840714 15, seal injection flow to CRD 

seals partially 1 ost, increas ing seal temp from 370 F to 
between 450 & 490 F & control rod 13 would not fully 
withdraw past 44-inch mar k , r es pec t i ve 1 ^ 

BOYD, D. I NORELIUS, C. Region 3. Office of Director. 84/07/16. Ip. 
25693:078. 24X Fiche; 30-409, 84/07/16. 8407200192. 


8407200194 PNO— 1 1 1—84—057 : o n 840716, const activities stopped. Const 
personnel laid off beginning 840717. Caused by failure to 
reach agreement w/group of major industrial customers on 
future financing for completion of plant. 

HARRISON, J., WARNICK.R. Region 3. Office of Director, 84/07/17. 
Ip. 25693:077. 24X Fich e : 50-329. 84/07/17, 8407200194. 


8407230040 PND-Y-84-041 : f rom 840716- 17, s team generator E-089 tube leak 
increased from 33 to 68 gallons per day (.05 gpm).Unit will 
be shut down well before 1 gpm Tech Spec limit reached. 

JOHNSON, P. H. , CHAFFEE, A. Region 5, Office of Director. 94/07/17. 

Ip. 25706:008. 24X Fic h e : 50-362, 84/07/17. 8407230040. 


8407230060 PN0-V-B4-040: on 840713. p i p ef i tter employed by Pullman 
Power Products died of heart attack while on job. Region V 
notified on 840714. 

■» Region 5, Office of Director. 84/07/16. Ip. 25706:064. 24X 

Fiche: 50-323. 84/07/16, 8407230060. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sys. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/25. Consolidated Edison Co. of New 

York. Inc. lOSpp. 26057:245, 24X Fiche: 50-000, 84/07/25, 8407230079. 


8407230150 PNO-1 1 1-84-054: o n 840713.500 mCi Cs-137 gamma density gauge 
reported missing during semiannual inventory of equipment. 

Search of facility failed to turn up gauge. Region III 
continues to monitor recovery effort. 

WIEDEMAN, D.. AXELSON. W. L, Region 3. Office of Director. 84/07/16. 
Ip. 25705:225. 


8407240092 PN0-V-84-041A: on 340719, during 107. power, unit shut down to 
locate repair tube leak in steam generator E-089, Highest 
I leakage observed at 150 gal lons/day. Three-wk outage 
expected. Licensee planning press release. 

JOHNSON, P. H. . CHAFFEE, A. Region 5. Office of Director. 84/07/19. 
Ip. 25723:157. 24X Fi ch e ; 50-362, 84/07/19, 8407240092. 


8407240108 PND-I-84-056B: on 840716. five steam generator plugs 
discovered missing from lower outlet head area. Cause not 
stated. Licensee will issue LER. 

CONNER, E. . CONTE, R. Region 1, Office of Director, 84/07/17. Ip. 
25723:160. 24X Fiche: 50-289, 84/07/17, 8407240108. 


8407240246 PNO-II 1-84-059: on 840720, rupture disk on reserve hydrogen 
tank blew, starting fire. Tank isolated 8< fire allowed to burn 
out. Adjacent tanks 8c equipment hosed d own. Sec ur i ty guard 
incurred minor flash burns, State of IL will be notified. 

OULDEMOND, W. , WRIGHT, G. Region 3, Office of Director, 84/07/20, 
Ip. 25722:176. 24X Fi c h e : 50-373, 84/07/20, 8407240246. 


8407240346 PNO-I I I-84-05B; on 840718, unit shut down after insp 
containment integrated leak rate tests conducted in 1981 & 

83 failed to demonstrate integrity of containment. 

Deficiencies found in testing methods 8t test data, 

OULDEMOND, W, , WRIGHT, G., WALKER, R. Region 3, Office of Director. 
84/07/19. Ip. 25723:330. 24X Fiche; 50-295, 84/07/19, 8407240346. 


8407250081 EN-84-045: on 840720, not ic e of violation S< proposed 
imposition of civil penalties in amount of *120,000 to be 
issued. Action based on failure to rept conditions adverse to 
quality. 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/17. Ip. 25747:281. 24X Fiche: 50-259, 84/07/17, 

8407250081. 


8407250119 EN-84-044: on 840720, notice of violation 8c proposed 
imposition of civil penalty to be issued in amount of 
*150, 000. Action based on three violations re inoperability 
of auxiliary feedwater sys, 

FARRON, P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/17. Ip. 25745:358. 24X Fiche: 50-250, 84/07/17, 

8407250119. 


8407250203 PN0-V-a4-042: on 840717, 1 i c ensee reported failure of 
teletherapy source to retract after completion of treatment. 

Cause unknown. Investigation continuing. 

THOMAS, R. , WENSLAWSKI, F. Region 5, Office of Director. 84/07/18. 
Ip. 25735:024. 
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8407260239 EN-a4-046: on 840725, notice of violation & proposed 
imposition of civil penalty in amount of *40,000 to be 
issued. Ac ti on based on failure to apply controls for 
procurement S-. installation of saf ety-re lated fasteners. 

KLINGLER, G. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/18. Ip. 25777:264. 24X Fi che: 50-313, 84/07/18. 

8407260239. 


8407260251 PNO-Tm-84-OOa; on 840724, 1 i c ensee anticipting lifting 
reactor vessel closure head. Lift monitored at control 
station located on ring D & inside containment. 

COOK, R. I GRANT, P. TMI Program Office. 84/07/24.- Ip. 25777:265. 
24X Fiche; 50-320, 84/07/24, 8407260251. 


8407270123 PNO~I I-S4-044: on 840717. Emory Air Freight f 1 ight, ui/three 
shipments of lr-192, landed in thick mud at end of runway. No 
injuries or damage to Ir-192 matl. Aircraft removed from mud 
ORNL inspected & released matl for continued shipment. 

BARR, K. P. , SINKULE, M. V. Region 2, Office of Director. 84/07/17. 
2pp. 25786:293. 


8407270174 PNQ-I I-S4-043: on 840716, two containers, carrying two new fuel 
bundles each, dropped from fork lift while being loaded 
aboard aircraft. Survey indicated no contamination present. 

Damaged container returned to Westinghouse. 

KAHLE, J. B. , BARR. K. P. Region 2, Office of Director. 84/07/17. 2pp. 
25788: 350. 


8407300017 PNO-I I I-84-058A: on 840727 or 28, licensee will perform 
integrated leak rate test while continuing to seek exemption 
from App J to preclude test repeat. Exempti on involves 
testing methodology used in 1983 test. 

GULDEMOND, W. , WRIGHT. G. , WALKER. R. Region 3, Office of Director. 
84/07/24. Ip. 25805:179. 24X Fi ch e : 50-295, 84/07/24, 8407300017. 


8407300275 EN-84-047: on 840724, notice of violation & proposed 
imposition of civil penalty in amount of *1,000 will be 
issued. Action based on violation re failure to maintain matl 
access area barriers in reliable 8< effective condition. 

GRIMSLEY, 0. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/07/23. Ip. 25803:070. 


8407300298 PN0-V-a4-043: on 840723, pati ent received 6,000 rad when 
total prescribed dosage for treatment was 4,500 rad. Caused 
by treatment calculation depth incorrectly entered on 
patient chart. Rept will be be filed by licensee. 

RIEDLINGER, B. , WENSLAWSKI, F. Region 5, Office of Director. 
84/07/23. Ip. 25801:262. 


8407310198 PNS- 1 -84-01 5: on 840719, small q.uantity of marijuana found in 
central alarm station (CAS). Investigation proved that 
security guard stored substance in CAS. Guard employment 
terminated on 840724. 

MADDEN, W., KEIMIG, R. Region 1, Office of Director. 84/07/25. Ip. 
25834:305. 24X Fiche; 50-271 . 84/07/25. 8407310198. 


8407310258 PNO-I-84— 062: on 840726, during planned loss of offsite power 
startup test, ac power lost for 11 minutes. Diesel generators 
failed to start automatica 1 1 y. Power restored by manually 
reenergizing ac buses from offsite supply. 

FERLIC, K. , ESELGROTH, P. Region 1, Office of Director. 84/07/26. 

Ip. 25832:187. 24X Fiche: 50-388, 84/07/26, 8407310258. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8407020376 Forwards comments on proposed insp procedure revs & ANSI std 
criteria applicable to QA audit programs, in response to 
840522 request. 

BISHOP, T.W. Division of Res ident. Reactor Project & Engineering 
Programs. 84/06/26. GRACE, U. N. Division of QA, Safeguards «< 
Inspection Programs (Post 830103). 13pp. 25215:001. 


8407050362 Forwards monthly FR notice re issuance of amends to OLs 
involving NSHC. W/o end. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 
84/06/11. SIMPSON, A. Senate, Environment Jfc Public Works. 
UDALUM.K. , OTTINGER.R.L. Senate. 2pp. 25431:361. 


8407050414 Responds to 840514 memo re vital e<iuipment guidelines. 
Proposed guidelines accurately reflect agreement reached at 
840424 meeting. Working group should be established prior to 
CRGR review. 

EISENHUT, D. G. Division of Licensing. 84/06/19. BURNETT* R. F. 
Office of Nuclear Material Safety St Saf eguards. Director. 3pp 
25418:316. 


— 8406060426 Forwards changes in vital equipment guidelines for NRR 
concurrence per 840424 meeting. Corrective actions 
identified by RER program should be initiated w/o waiting 
for completion of addenda. 

BURNETT, R.F. Office of Nuclear Material Safety & 

Saf eg uards, Direc tor . 84/05/14. EISENHUT, D. G. Division of 

Licensing. 4pp. 25418:316. 


8407090331 Forwards info re new requirements for control of potentially 
explosive mixtures in waste gas sys of PWRs. 

WILLIS, C. A. Meteorology & Effluent Treatment Branch. 84/06/28. 
HARWARD, E. D. Atomic Industrial Forum. 14pp. 25513:127. 


8407090337 Forwards listed documents available in PDR, per approval of 
publication of proposed rule to limit use of high enriched U 
in reactors. W/o NUREG/CR-3666. 

LAHS, W. R. Regulatory Analysis & Materials Risk Branch (post 840429). 

84/07/02. MCKNIGHT, J. Record Services Branch (Document Control 
Desk). Ip. 25457:324. 


— 8407090348 "RERTR Program Activities re Development & Application of 
New Low Enriched U Fuels, " presented at Inti Symposium on 
Use & Development of Low tt Medium Flux Research Reactors on 
831017-19 at MIT. Related info end. 

TRAVELLIjA. Argonne National Laboratory. 83/10/17. 29pp. 

25457; 325. 


8407110593 Forwards mods to MIT proposal, "Safety Regulation of 
Advanced Reactors, " Docket 84-018. Requests contracting MIT 
to perform work as modified by end. 

SPEIS, T. P. Division of Safety Technology. 84/06/26. HALMAN, E. L. 
Division of Contracts. 9pp. 25545:326. 


8407130478 Forwards AE0D/N403 "Rept on Misadministrations for 
Jo 1-Dec 1983." 

HELTEMES, C. J. Director's Office. AE0D/N403. 84/07/03. DAVIS, J. 0. 

Office of Nuclear Material Safety Zt Saf eguards, Director. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. MURLEY, T. E. Region 1, Office of Director. Ip, 

25582: 200. 


— 8407130484 "Rept on Medical Misadministrations for Jul-Dec 1983. " 
PETTI JOHN, 8. L. Director's Office. AE0D/N403. 84/06/30. 14pp. 

25582: 281. 


8407160028 Discusses 030104 Public Law 97-415, authorl zing immediate 
issuance of amend to OL if amend involves NSHC it requiring 
periodic publication of proposed or issued amends. Month ly 
FR notice end. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/07/05. SIMPSON, A. Senate, Environment 8c Public Works. 

UDALL, M. K. House of Rep., Interior «< Insular Affairs. OTTINGER.R.L. 
House of Rep. , Energy Zt Commerce. 3pp. 25623: 357. 


8407160055 Forwards "Identification of New Unresolved Safety Issues," 
summarizing review of generic safety issues to determine if 
any issues should be designated unresolved safety issues. 

SPEIS, T.P. Division of Safety Technology. 04/06/29. FRALEY, R.F. 
ACR8 - Advisory Committee on Reactor Safeguards. 3pp. 25624: 189. 


— 8407160060 "Identification of New Unresolved Safety Issues. ’* 
■* NRC - No Detailed Affiliation Given. 04/06/29. 33pp. 

25624: 192. 


8407160220 Notification of 840719 meeting w/Nudear Util Task Action 
Committee (NUTAC) in Bethesda,MD to discuss NRC comments on 
detailed control room design documents. 

WEISS, S.H. Human Factors Engineering Branch. 84/06/28. MOORE, V. A. 
Human Factors Engineering Branch. 4pp. 25625:221. 


8407170289 Responds to 840620 Itr providing copy of partially drafted 
SARP for TN-BRP cask. Comments on structural models for 
impact limiters, fuel basket Zt thermal analysis end. 

MACDONALD, C. E. Transportation Certification Branch. 84/07/09. 
0ERTZ,C. P. Energy, Dept. of. 4pp. 25627:357. 


8407200207 Forwards IE rept of insp at Kalamazoo,Ml plant on 840323, 
27 8( 28 (k notice of violation. No civil penalty will be 
proposed because of actions taken to mitigate hazards of 
Cs~l37 source falling into floor drain. 

KEPPLER, J. G. Region 3, Office of Director. EA-04-069. 84/07/17. 

SIMMS, R.O. Kalamazoo, MI. 3pp. 25693:015. 


— 8407200210 Notice of violation from insp on 840323,27 «< 28. 

KEPPLER, J.G. Region 3, Office of Director. EA-84-069. 84/07/17, 

Ip. 25693:018. 
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— 8407200212 IE rept of insp at KalamazooiMI plant on 840323 1 27 8c 28. 
Violations noted ; remova 1 of gauge by unauthorized 
individuals resulting in loss of source ?< failure to leak 
test source. 

REICHHOLD. W. P. - SRENIAWSKI i D. J. Region 3. Office of Director. 
84/06/25. 25pp. 25693:019. 


— 8407200214 Forwards transfer paperwork for 05-137 sealed source (Serial 
60353) delivered to Ohmart Corp on 840328. 

S. Standard Nuclear Consultants! Ltd. 84/03/30. 

SRENIAWSKI. D. J. Region 3. Office of Director. 4pp. 25693:044. 


— 8407200216 Forwards caution tag attached to gauge returned from 
Kalamazoo. MI 8s general license tag. General license tag in 
use at time gauges were sold under license conditions. 

SIECK. P.E. Ohmart Corp. 84/04/05. SRENIAWSKI . D. J. Region 3. 
Office of Director. 2pp. 25693:048. 


— 8407200217 Forwards photographs re Kalamazoo. MI inc ident. P hotos 1.3 8-. 5 
show Kalamazoo. MI gauge 8< Photos 2. 4 8« 6 show complete 
similar gauge. Source capsule located at "X" point in Photo 
1 . 

SIECK. P. E. Ohmart Corp. 84/03/26. SRENIAWSKI. D. J. Region 3. 

Office of Director. 4pp. 25693:050. 


— 8407200218 Advises of retrieval of 1 Ci Cs-137 source dislodged from 
Ohmart Densart sludge density gauge at wastewater treatment 
facility in Kalamazoo. MI. Rad iat ion exposure during removal 
minimal because of depth of concrete shielding. 

BUHR. S. Standard Nuclear Consultants. Ltd. 84/04/24. WIEDEMAN. D. 
Region 3. Office of Director. 3pp. 25693:054. 


— 8407200219 Forwards clinical findings for two employees possibly 
exposed to Cs-137 source. No evidence of medically 
significant exposure to radioactive source. 

SIMMS. R.G. Kalamazoo. MI. 84/06/13. AXELSON. W. L. Regions. 
Office of Director. 3pp. 25693:057. 


8407240081 Forwards Rockbestos 840615 Itr. per 840719 telcon re FOIA 
request for documents concerning electrical eq.uipment 
qualification insp (FOIA 84-441). W/o end. 

ZECH. 0. G, Vendor Program Branch. 84/07/20. MULLINEX. W. Director's 
Office. Office of Inspection and Enforcement. Ip. 25723: 129. 


8407240275 Notifies of address change for Solv-X USA. Inc. 

BAREFOOT, E. A. Solv-X USA, Inc. 84/07/03. NRC - No Detailed 
Affiliation Given. Ip. 25722:149. 


8407250545 “EEI Guide to Effective Drug 8< Alcohol Policy Development." 
NRC regulatory analysis of f itness-f or-duty rule end. 

* Edison Electric Institute. 84/07/24. 72pp. 25778:277. 


8407260376 Forwards engineering evaluation rept re erosion in nuclear 
power plants. Rept concludes that data base should only be 
considered representative of types of degradation that can 
occur due to erosion. 

BROWN. E. J. Reactor Operations Analysis Branch. AE0D/E416. 

84/06/11. SEYFRIT, K. V. Reactor Operations Analysis Branch. 2pp. 
25791:252. 


— 8407260388 “Erosion in Nuclear Power Plants," engineering evaluation 
rept. 

* Reactor Operations Analysis Branch. AEOD/3416. 84/06/11. 

38pp. 25791:254. 


8407270235 Forwards list of documents referred to in 840713 memo re 
FOIA Request 84-441 Rockbestos cable). 

ZECH, 6. G. Vendor Program Branch. 84/07/24. MULLINEX. W. Director's 
Office. Office of Inspection and Enforcement. Ip. 25786:348. 


NUREO NUREO REPORTS AND RELATED CORRESPONDENCE 


8406060419 NUREG-1051 

SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY 
OF KANSAS. Docket No. 50-148. 

* Division of Licensing. 84/05/31. 68pp. Availably at NRC. 

*4. 50. 24847; 182. 24X Fiche: 50-148. 84/05/31. 8406060419. 


8406070143 NUREO/CR-3300 VOl 

REVIEW AND EVALUATION OF THE ZION PROBABILISTIC SAFETY 
STUDY: PLANT ANALYSIS. 

BERRY.D.L., BRISBIN. N. L. . CARLSON. D. D. Sand ia Laboratories. FIN 
A-1125. SAND83-1118. 84/05/31. Division of Safety Technology. 

479pp. Available at NRC. $9.50. 24059:165. 24X 

Fiche: 50-295. 84/05/31, 8406070143. 


8406210549 Discusses results of review of util 821228 response to 
Generic Ltr 82-16. Three listed items not met. Proposed 
changes to Tech Specs requested within 30 days of ltr 
receipt for Items 1 & 2. Safety evaluation end. 

RIVENBARK, G. W. Operating Reactors Branch 4. GL-82-16. 84/06/12. 

TUCKER, H.B. Duke Power Co. 2pp. 25226:005. 24X 

Fiche: 50-269, 84/06/12, 8406210549. 


— 8407020303 Safety evaluation on conformance to Generic Ltr 82-16 re 
NUREG-0737 items to be implemented into licensee Tech Specs. 
Licensee in conformance except for four listed items as 
noted in end EGZtQ technical evaluation rept. 

Office of Nuclear Reactor Regulation, Director. GL-82-16. 
84/06/12. 2pp. 25226:007. 24X Fiche: 50-269, 84/06/12, 8406210549. 


8407020036 NUREO/CR-3310 

TESTING QF THE CONTAIN CODE. 

SCIACCA, F. W. , BERGERON, K. D. , MURATA, K. K. Sandia Laborator ies. FIN 
A-1198. SAND83-1149. 84/04/30. Division of Accident Evaluation. 

200pp. 25230:001. 


8407020071 Forwards emergency operating procedures generation package 
in response to NUREG-0737, Sup pi 1. 

MILLS, L.M. Tennessee Valley Authority. 84/06/22. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 103pp. 25219: 139. 

24X Fiche: 50-259, 84/06/22, 8407020071. 


8407020156 NUREG/CR-3600 

DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE TEST HI-4. 
OSBORNE, M. F. , COLLINS, J. L. , LORENZ, R. A. Oak Ridge National 
Laboratory. FIN B-0127. ORNL/TM-901 1 . 84/06/30. Division of 
Accident Evaluation. 70pp. 25275:328. 


8407020165 NUREO/CR-3693 

ACOUSTIC EMISSION MONITORING OF HOT FUNCTIONAL TESTING. Watts 
Bar Unit 1 Nuclear Reactor. 

HUTTON, P.H., DAWSON, U. F. , FRIESEL.M.A. Battelle Memorial Institute, 
Pacific Northwest Laboratories. FIN B-2088. PNL-5022. 84/06/30. 

Division of Engineering Technology. 52pp. Available at NRC. $4.00. 
25275: 181. 24X Fiche; 50-390. 84/06/30, 8407020165. 


8407020174 NUREG/CR-3B47 

CLIMATIC CALIBRATION OF POLLEN DATA; A User's Guide For The 
Applicable Computer Programs In The Statistical Package For 
Social Scientists (SPSS). 

ARIOO, R., HOWE, S. E. , WEBB.T. Brown Univ. , Providence, RI. FIN 
B-7121. 84/06/30. Division of Radiation Programs ?< Earth Sciences 

(post 840429). 39pp. Available at NRC. $3.75. 29275:235. 


8407020195 NUREG-107B 

ENVIRONMENTAL IMPACT APPRAISAL FOR RENEWAL OF SPECIAL 
NUCLEAR MATERIAL LICENSE NO. SNM- 1097. Doc ket No. 70-1113. 
(General Electric Company , Wi Imington Manufacturing 
Department ) 

■» Division of Fuel Cycle S« Material Safety. 84/06/30. 84pp. 

Available at NRC. $4.50. 25275:094. 


8407020225 NURE0-105B 

TECHNICAL SPECIFICATIONS FOR CALLAWAY PLANT, UNIT NO. 1. 

Docket No. STN 50-483. (Union Electric Company) 

ANDERSON, F. D. Division of Licensing. 84/06/30. 490pp. 25230:206. 

24X Fiche: 50-483, 84/06/30, 8407020225. 


8407020266 NUREG/CR-3771 

VESSEL V-7 AND V-8 REPAIR AND CHARACTERIZATION OF INSERT 
MATERIAL. 

DQMIAN, H. A. Babcock 8« Wilcox Co. * Oak Ridge National Laboratory. 
FIN B-0119. 84/05/31. Division of Engineering Technology. lOlpp. 

25279; 029. 


8407020313 Forwards Chemistry Procedure S0123— 1 1 1— 8. 8, "Alternate 
Methods of Post-Accident Parameter Sampling," per request re 
interim post-accident assessment capab i lity. NUREG-0737, Item 
II. B. 3 mods rescheduled for next refueling outage. 

MEDFORD, M.O. Southern California Edison Co. 84/06/28. 
CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 25216:194. 24X 

Fiche: 50-206, 84/06/28, 8407020313. 


8407020319 Forwards marked-up Tech Specs (NUREG~0926) for docketing as 
part of Tech Spec review. 

KINTNER.L- L. Licensing Branch 1. 84/06/29. Licensing Branch 1. 

571pp. 25213:045. 24X Fiche; 50-416, 84/06/29, 8407020319. 


8407020346 Forwards program for implementation of Reg Guide 1.97, Rev 2, 
per 840221 emergency planning confirmatory order. Less 
stringent guidelines of Rev 3 to Reg Guide 1.97 will be 
prescr i b ed, as appropriate. 

BAYNE, U.P. Power Authority of the State of New York. IPN-84-20. 
84/06/29. VARGA, S. A, Operating Reactors Branch 1. 116pp. 

25216:219. 24X Fiche: 50-286, 84/06/29, 8407020346. 
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S407020353 Forwards order confirming licensee commitments on emergency 
response capability sc bed u les, per Generic Ltr 82— 33. Order 
based on util 830415 ltr. 

MILLER. J. R. Operating Reactors Branch 3. GL-a2-33. 84/06/14. 

STEWART. W. L. Virginia Electric & Pouer Co. 4pp. 25272:327. 24X 
Fiche: 50-338. 84/06/14. 8407020353. 


— 8407020356 Order confirming licensee commitment on emergency response 
capab i 1 it ies. per Suppl 1 to NUREG-0737 Generic Ltr 82-33. 

Licensee will provide schedules for dates for implementing 
requirements. 

EISENHUT, D. G. Division of Licensing. GL-82-33: 84/06/14. 

Virginia Electric & Power Co. 6pp. 25272:331. 24X 

Fiche: 50-338. 84/06/14, 8407020353, 


8407020360 NUREG/CR-3781 DRFT 

PCT-RELATED CLADDING FAILURES DURING OFF-NORMAL EVENTS- 
DRAFT: Draft Report Of The USNRC PCI Review Group. 

MACDONALD. P. E. EGStG. Inc. TQKAR, M. . VAN HOUTEN, R. "NRC - No 
Detailed Affiliation Given. EGG-2313. 84/06/30. Office of 

Nuclear Regulatory Research. Director. 112pp. 25274:148. 


8407020377 Forwards executive & background vols of Rev 1 to 
Westinghouse Owners Group "Emergency Response Guidelines: 

High Pressure Version" & "Emergency Response Guidel ines: Low 
Pressure Version. " per NUREG-0737. Item 1. C. 1. 

SHEPPARD. U. J. Westinghouse Operating Plants Owners Group. 
SHEPPARD. U. J. Carolina Power & Light Co. GL-82-33. 84/05/04. 

THOMPSON. H. L. Division of Human Factors Safety. 3pp. 25240:001. 


— 8407020381 Rev I to "Emergency Response Guidelines: Executive Vol, 
Administrative Application." 

* Westinghouse Electric Corp. 83/09/01. 763pp. 25240:004. 


— 8407020386 Rev 1 to "Emergency Response Guidelines; High Pressure 
Version. Background. E-0 & ECA-0. " 

* Westinghouse Electric Corp. 83/09/01. 600pp. 25242:047. 


— 8407020390 Rev 1 to "Emergency Response Guidelines: High Pressure 
Version. Background. E-1, E-2. ECA-1 ECA-22. " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 84/09/01. 617pp. 25243:292. 


— 8407020393 Rev 1 to "Emergency Response Guidel ines: High Pressure 
Version, Background. E-3 & ECA-3. " 

* Westinghouse Electric Corp. 83/09/01. 803pp. 25245: 189. 


— 8407020395 Rev 1 to "Emergency Response Gui de 1 ines; High Pressure 
Version, Background, FR-S/C/H. " 

♦ Westinghouse Electric Corp. 83/09/01. 517pp. 25247:272. 


— 8407020398 Rev 1 to "Emergency Response Guidelines: High Pressure 
Version, Background, FR-P/Z/I Status Trees." 

* Westinghouse Electric Corp. 83/09/01. 784pp, 25249:069. 


— 8407020401 Rev 1 to "Emergency Response Guidel ines; Low Pressure 
Version, Background, E-0 Sfe ECA-0." 

«• Westinghouse Electric Corp. 83/09/01. 600pp. 25252:133. 


— 8407020405 Rev 1 to "Emergency Response Gui del ines: Low Pressure 
Version, Background. E-1, E-2, ECA-1 & ECA-2. " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 83/09/01. 573pp. 25254:023. 


— 8407020407. Rev 1 to "Emergency Response Gui del ines: Lou Pressure 
Version, Background, E-3 ECA-3." 

* Westinghouse Electric Corp. 83/09/01. 788pp. 25255:236. 


— 8407020410 Rev 1 to "Emergency Response Quid el ines: Low Pressure 
Version, Background, FR-S/C/H. " 

. rriTT, R.T/nQ/TH • -artfl 


8407020483 Forwards safety evaluation of proposed auxiliary feedwater 
sys Tech Spec changes. Proposed changes meet guidelines of 
Generic Ltr 83-37 it TMI Item 1 1. E. 1. 1 , pend ing change from 
quarterly to monthly surveillance requirement. 

MILLER, J.R. Operating Reactors Branch 3. GL-83-37. 84/06/15. 

JONES, W.C. Omaha Public Power District. 3pp. 25229:345. 24X 

Fiche: 50-285,84/06/15, 8407020483. 


8407030092 Provides requested info supporting conclusion that 
containment recombiner capability it atmospheric containment 
air dilution sys not required. 

RYBAK, B. Commonwealth Edison Co. 885SN. 84/06/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 25267:186. 
24X Fiche : 50-000, 84/06/25, 8407030092. 


8407030157 Forwards SER re detailed control room design review program 
p Ian, submitted on 840328 in response to NUREO-0737, Supp 1 1 
it Item I. D. 1. In-progress audit requested. Proposed agenda 
end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-S4-06-053. 

84/06/28. KAY, J. A. Yankee Atomic Electric Co. 16pp. 25267:287. 

24X Fiche: 50-029,84/06/28, 8407030157. 


8407030171 Forwards "Safety Parameter Display Sys SAR, '* in response to 
NUREG-0737, Suppl 1, Section 4.2 per Generic Ltr 82-33. 

Existing capabilities & proposed mods d isc ussed. Fi ve 
critical safety functions fully addressed. 

MARSHALL, J. R. Arkansas Power St Light Co. GL-82-33. 84/06/29. 

EISENHUT, D. G. Division of Licensing. 2pp. 25234:261. 24X 

Fiche; 50-313,84/06/29, 8407030171. 


— 8407030178 "Safety Parameter Display Sys SAR. " 

* Arkansas Power & Light Co. 84/06/29. 23pp. 25234:263. 24X 

Fiche: 50-313, 84/06/29, 8407030171. 


8407030215 Forwards response to 830824 request for addl info on 
NUREG-0737, Item II. F. 2, "Detection of Inadequate Core 
Cooling," hot leg level monitor, reactor coolant pump St 
subcooling margin monitor. Design description of sys end. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. RJR84-240. 
84/06/28. STOLZ, J. F. Operating Reactors Branch 4. 138pp. 

25238:178. 24X Fiche: 50-312, 84/06/28, 8407030215. 


8407030220 Forwards final response to Generic Ltr S3-10D re resolution 
of TMI Action Item II. K. 3. 5, "Automatic Trip of Reactor 
Coolant Pumps. " Justif icat ion for utilization of manual 
reactor coolant pump trip provided. 

KAMMER,D. S. Tennessee Valley Authority. GL-82-33. 84/06/26. 

ADENSAM, E. Licensing Branch 4. 2pp. 25238:361. 24X 

Fiche: 50-327,84/06/26, 8407030220. 


8407030222 Forwards request for addl info re NUREG-0737, Item H. K. 3. 28 
"Verification of Qualifications of Accumulators on Automatic 
Depressurization Sys Valves," to complete review of util 
830615 submittal. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-052. 

84/06/28. COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 7pp. 25239:001. 24X Fiche: 50-245, 84/06/28, 

8407030222. 


8407030228 Forwards revised schedule for implementation of activities 
for control of heavy loads, per NUREQ— 0612. Procedure 1507-2, 

"Fuel Handling Bldg Crane Operation, " will be revised by 
840815. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

5211-84-2147. 84/06/28. EISENHUT, D. 0. Division of Licensing. 3pp 

25239:017. 24X Fiche: 50-289, 84/06/28, 8407030228. 


8407030247 Forwards draft "Control of Heavy Loads - Phase II, Dresden 
Units 2 3, " technical evaluation rept.Rept based on util 

response to Sections 5. 1. 2-5. 1. 6 of 801222 generic ltr, 

"Control of Heavy Loads (Phase II). " 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-050. 

84/06/28. FARRAR, D.L. Commonwealth Edison Co. 2pp. 25270:315. 
24X Fiche: 50-237, 84/06/28, 8407030247. 


—8407030257 TER-C 5506-45 1/452 DR 

Draft "Control of Heavy Loads - Phase II, Dresden Units 2 8t 
3, “ technical evaluation rept. 

SHOOK, T. A. , AHMED, N. Franklin Inst itute/Frank lin Research Center. 
NRC-03-81-130. TAC 52223. 84/06/15, SINGH, A. Office of Nuclear 

Reactor Regulation, Director. 31pp. 25270:317. 24X 

Fiche: 50-237, 84/06/28, 8407030247. 
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8407030303 Forwards procedures generation package re methods for 
developing St implementing function-oriented emergency 
operating procedures. per Generic Ltr 82-33. 

CAREY. J. J. Duq,uesne Light Co. GL-82-33. 84/^06/28. EISENHUT. D. 0. 

Division of Licensing. 3pp. 25271:129. 24X Fiche: 50-334, 84/06/28, 

8407030303. 


— 8407030310 "Procedures Generation Package for Beaver Valley Power 
Station. Unit 1. " 

MATHER, C., SOVICH, G. S. , GRADA. K. D. Duquesne Light Co. 84/07/01. 
96pp. 25271:132. 24X Fic he: 50-334, 84/06/28, 8407030303. 


8407030324 Forwards "Control of Heavy Loads (C-10), Salem Nuclear 
Generating Station, Uni ts 1 St 2," technical evaluation rept. 
Guidelines of NUREG-0612, Sections 5.1.1 St 5.3 satisfied. 

Phase 1 acceptable. 

VARGA. S. A. Operating Reactors Branch 1. 84/06/22. UDERITZ.R. A. 

Public Service Electric St Gas Co. of New Jersey. 4pp. 25411:065. 
24X Fic he: 50-272. 84/06/22, 8407030324. 


—8406120460 TER-C5506-390/391 

"Control of Heavy Loads <C-10>, " technical evaluation rept. 
BOMBERGER. C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 08081. 84/06/07. NRC - No Detailed 

Affiliation Given. 33pp. 67364:258. 24X Fiche: 50-272, 84/96/22, 

8407030324. 


8407030357 Advises that precr itical. low power 8< power ascension 
procedures reviewed by Westinghouse per NUREG-0660 8< SER 
Section 13. 5. 3. Item identified in IE Insp Rept 50-413/84-29. 
TUCKER, H.B. Duke Power Co. 84/06/27. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25272:280. 24X 

Fiche: 50-413. 84/06/27, 8407030357. 


8407030366 Forwards response to hfflC 801222 request for info re 
NUREO-0612. Section 2.4, "Control of Heavy Loads." Evaluation 
of four cranes/hoist St drop of reactor vessel upper 
internals into refueling cavity included. 

WITHERS. B.D. Portland General Electric Co. 84/06/29. El SENHUT. D. G. 

Division of Licensing. 10pp. 25272:287. 24X Fiche: 50-344. 

84/06/29. 8407030366. 


8407030372 Forwards SER of implementation of Rev 1 to NUREO-0313. per 
util 810228 response to Generic Ltr 81-04. Negative EOStG 
assessment of conformance w/NUREO-0313 not germane because 
Generic Ltrs 84-07 St 84-11 re IGSCC issued. 

CRUTCHFIELD. D. Operating Reactors Branch 5. LSQ5-a4-06-049. 

84/06/28. FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
3pp. 25239:279. 24X Fi che : 50-219. 84/06/20, 8407030372. 


— 8407030381 Safety evaluation re IGSCC in RCPB piping sy s. Ouidel ines 
of Rev 1 to NUREO-0313 not fully met. based on review of 
response to Generic Ltr 81-04. Action pending responses to 
Generic Ltrs 84-07 «t 84-11. 

* Office of Nuclear Reactor Regulation. Director. GL-81-04. 
84/06/28. 4pp. 25239:282. 24X Fich e: 50-219, 84/06/28, 8407030372. 


—8407030388 EOO-FM-6255 

"Technical Evaluation of Integrity of Oyster Creek Reactor 
Coolant Boundary Piping Sys. " 

NAOATA, P. K. EOStG, Inc. FIN A-6429. TAC 46668. 83/08/31. 
KOQ. W. H. Division of Engineering. DONOHEW. J. N. Division of 

Licensing. 38pp. 25239:286. 24X Fiche: 50-219. 84/06/28. 

8407030372. 


8407030493 Forwards safety evaluation re NUREO-0737, Item II.K. 2. 13. 
"Thermal-Mechanical Rept. "* Info adequately demonstrates 
vessel integrity maintained. Item 8t Unresolved Safety Issues 
A-45 8t A-4q complete. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/18. GIESLER.C. W. 

Wisconsin Public Service Corp, 11pp. 25409:350. 24X 

Fiche: 50-305. 84/06/18. 8407030493. 


8407050022 Forwards comments on ACR8 Subcommittee on Class 9 Accidents 
840427 meeting re status of severe accident policy statement 
(NUREO-1070). NRC/IDCOR interactions «t quantitative 
uncertainty estimates for source term QUEST. 

CORRADINI.M. Wisconsin. Univ. of, Madison. WI. CORRADINI.M. ACR8 - 
Advisory Committee on Reactor Safeguards. 84/05/10. WANG. A. ACRS - 
Advisory' Committee on Reactor Safeguards. 4pp. 25432:091. 


8407050048 Forwards comments on NUREO-1070 re sever* accident policy 
statement. Policy somewhat vague on delineating criteria used 
for deciding if specific categories of plants meet 
requirements. 

CORRADINI.M, Wisconsin. Univ. of. Madison. WI. CORRADINI.M. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/18. KERR.W. 

Michigan. Univ. of. Ann Arbor, MI. KERR.W. ACRS - Advisory 
Committee on Reactor Safeguards, 7pp. 25414:328. 


S407050117 Forwards "Detailed Control Room Design Review Program Plan 
for Vermont Yankee Nuclear Power Plant," submitted per 
Generic Ltr 82-33 (NUREO-0737. Supp 1 1). 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-64. 

84/06/19. VASSALLQ, D. B. Operating Reactors Branch 2. Ip. 
25408:293. 24X Fiche : 50-271 . 84/06/ 19, 84070501 17. 


— 8407050119 "Detailed Control Room Design Review Program Plan for 
Vermont Yankee Nuclear Power Plant. " 

SOJKA,R.E. , REID, D. A., SAWYER, E. A. Yankee Atomic Electric Co. 
84/06/12. 79pp. 25408:294. 24X Fic he ; 50-271 , 84/06/ 19, 84070501 17. 


8407050196 Forwards SER of util responses to Generic Ltr 81-04, 
requiring review of ASME Cod© Class 1 8c 2 pressure boundary 
piping, safe ends & fitting matls to determine compliance w/ 

Rev 1 to NUREG-0313. Responses do not comply w/guidelines, 
CRUTCHFIELD, D, Operating Reactors Branch 5. LS05-84-06-035. 

84/06/20. COUNSIL, W, G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 3pp. 25417:284. 24X Fiche; 50-245, 84/06/20, 

8407050196. 


— 8407050200 SER re IGSCC in RCPB piping sys. Util response not in 
compliance w/NUREG-0313, Rev 1 guidelines, 

♦ Office of Nuclear Reactor Regulation, Director. GL-81-04. 
84/06/20. 3pp. 25417:287. 24X Fiche: 50-245, 84/06/20, 8407050196. 


— 8405310338 EGG-FM-6256 

"Technical Evaluation of Integrity of Millstone Nuclear 
Power Station Unit 1 RCBP Piping Sys. " 

NAGATA, P. K. EGScG, Inc. FIN A-6429. TAC 46665. 83/08/31. 

KQO, W. H. Division of Engineering. 41pp. 25417:290. 24X 

Fiche: 50-245, 34/06/20, 8407050196. 


8407050197 Forwards "Program Plan Rep t, Deta i 1 ed Control Room Design 
Review, " per Suppl 1 to NUREO-0737 (Generic Ltr 82-33) 8< 

830414 commitment. Review rescheduled to Feb 1985 for listed 
reasons. Concurrence requested by 840730, 

LEMPOES, T. E. Niagara Mohawk Power Corp. NMP2L 0099, 84/06/29. 

SCHWENCER,A. Licensing Branch 2. 2pp. 25284:262. 24X 

Fiche: 50-410,84/06/29, 8407050197. 


— 8407050199 "Program Plan Rept Deta i 1 ed , Contr 0 1 Room Design Review." 
* Stone St Webster Engineering Corp. GL-82-33. 84/06/30. 86pp. 

25284:264. 24X Fiche: 50-410, 84/06/29, 8407050197. 


8407050220 Forwards updated F'SAR.Vols 1-10, per NUREG-0820. Li st of 
plant changes end. Chapter 12 contains info requested in 
Generic Ltr 84-14 re replacement 8< requalification training 
program. Chap ter 14 to be submitted at later date. 

DEWITT, R. B. Consumers Power Co. GL-84-14 . 84/06/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Spp. 25655:001. 
24X Fiche; 50-255, 84/06/28, 8407050220. 


8407050303 Confirms 840614 telcon re upcoming submittal of proposed 
supplemental changes to electrical Tech Specs, future 
submittal of NUREO-0737 associated Tech Specs 8c proposed 
changes to Limiting Condition for Operation 4. 1. 9. 

WAREMBQURC, D. W. Public Service Co. of Colorado. P-S4186. 84/06/22. 

JOHNSON, E. H, Region 4, Office of Director. 3pp. 25410:001. 24X 

Fiche: 50-267, 84/06/22, 8407050303. 


8407050333 Forwards IE Insp Rept 50-390/84-41 on 840507-11, No 
violations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/04. PARRIS, H. 0. 
Tennessee Valley Authority. 2pp. 25416:314. 24X 

Fiche: 50-390. 84/06/04, 8407050333. 


— 8407050337 IE Insp Rept 50-390/84-41 on 840507-11. No violations noted. 
Major areas inspec ted : preoperat iona 1 testing of radwaste 
sys, ventilation exhaust air cleanup sys & TMI action items. 

HOSEY, C.M. , JENKINS. 0, R. Region 2, Office of Director. 84/05/30. 
5pp. 25416:316. 24X Fiche; 50-390, 84/06/04, 8407050333. 


8407050437 Clarifies 8c documents review status of NUREG-0737, Items 
lI.E. 1. I *( II. E. 1.2 re auxi liary feedwater sys. Review of 
II. E. 1.1 complete, per NUREG-0680. except for emergency power 
bus loading confirmatory item. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/21. HUKILL, H. D, 

General Public Utilities - GPU Service Corp. 4pp. 25431:356. 24X 

Fiche: 50-289, 84/06/21, 8407050437. 


8407060027 Forwards IE Insp Repts 50-250/84-17 8« 50-251/84-17 on 
840515-17. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/05. WILLIAMS, J. W, 
Florida Power & Light Co. 2pp. 25441:158. 24X 

Fiche; 50-250, 84/06/05. 8407060027, 


— 8407060034 IE Insp Repts 50-250/84-17 & 50-251/84-17 on 840515-17. No 
violations noted. Major areas inspected; TMI Item II. F. 1.4 
re containment pressure monitor 8« control room tours. 

DAVENPORT, K. E. , JAPE, F. Region 2, Office of Director. 

50-251/84-17. 84/06/01. 3pp. 25441:160. 24X 

Fiche: 50-250, 84/06/05, 8407060027, 
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8407020353 Forwards order confirming licensee commitments on emergency 
response capability sched ulesi per Generic Ltr 82-33. Order 
based on util 830415 ltr. 

MILLER* J. R. Operating Reactors Branch 3. GL-82-33. 84/06/14. 

STEWART, W L. Virginia Electric & Power Co. 4pp. 25272:327. 24X 
Fiche: 50-333, 84/06/14. 8407020353. 


— 8407020356 Order confirming licensee commitment on emergency response 
capab i 1 i t ies, per Suppl 1 to NRJREG-0737 & Generic Ltr 82-33. 

Licensee will provide schedules for dates for implementing 
requirements. 

EISENHUT. D. G. Division of Licensing. GL-S2-33: 84/06/14. 

Virginia Electric & Power Co. 6pp. 25272:331. 24X 

Fiche: 50-338. 84/06/14, 8407020353. 


8407020360 NUREG/CR-3781 DRFT 

PCT-RELATED CLADDING FAILURES DURING OFF-NORMAL EVENTS- 
DRAFT: Draft Report Of The USNRC PCI Review Group. 

MACDONALD, P. E. EG&G, Inc. TDKAR, M. , VAN HOUTEN, R. ’NRC - No 
Detailed Affiliation Given. EGG-2313. 84/06/30. Office of 

Nuclear Regulatory Research, Director. 112pp. 25274:148. 


8407020377 Forwards executive & background vols of Rev 1 to 
Westinghouse Owners Group "Emergency Response Guidelines: 

High Pressure Version" & "Emergency Response Guidelines; Low 
Pressure Version," per NUREG-0737, Item 1. C. 1. 

SHEPPARD, J. J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, J. J. Carolina Power & Light Co. GL-S2-33. 84/05/04. 

THOMPSON, H. L. Division of Human Factors Safety. 3pp. 25240:001. 


— 8407020381 Rev 1 to "Emergency Response Gui del ines: Exec utive Vol, 
Administrative Application." 

* Westinghouse Electric Corp. 83/09/01. 763pp. 25240:004. 


— 8407020386 Rev 1 to "Emergency Response Guidel ines; High Pressure 
Version, Background, E-0 ECA-Q. " 

* Westinghouse Electric Corp. 83/09/01. 600pp. 25242:047. 


— 8407020390 Rev 1 to "Emergency Response Guidelines: High Pressure 
Version, Background, E-1, E-2, ECA-1 & ECA-22. " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 84/09/01. 617pp. 25243:292. 


— 8407020393 Rev 1 to "Emergency Response Guidelines; High Pressure 
Version, Background, E-3 & ECA-3. " 

* Westinghouse Electric Corp. 83/09/01. 803pp. 25245:189. 


— 8407020395 Rev 1 to "Emergency Response Guidel ines; High Pressure 
Version, Background, FR-S/C/H. " 

* Westinghouse Electric Corp. 83/09/01. 517pp. 25247:272. 


■8407020398 Rev 1 to "Emergency Response Guidel ines: High Pressure 
Version, Background, FR-P/Z/I Status Trees." 

* Westinghouse Electric Corp. 83/09/01. 784pp. 25249:069. 


— 8407020401 Rev 1 to "Emergency Response Guidel ines: Low Pressure 
Version, Background, E-0 S< ECA-0. " 

* Westinghouse Electric Corp. 83/09/01. 600pp. 25252:133. 


— 8407020405 Rev 1 to "Emergency Response Guidel ines: Low Pressure 
Version, Background, E-1, E-2, ECA-1 & EGA— 2. " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 83/09/01. 573pp. 25254:023. 


— 8407020407- Rev 1 to "Emergency Response Guidel ines; Low Pressure 
Version, Background, E-3 ?< ECA-3." 

•e Westinghouse Electric Corp. 83/09/01. 788pp. 25255:236. 


— 8407020410 Rev 1 to "Emergency Response Guidelines: Low Pressure 
Versi on. Background , FR-S/C/H, '* 

* Westinghouse Electric Corp. 83/07/01. 515pp. 25257:304. 


•8407020414 Rev 1 to "Emergency Response Guidelines: Low Pressure 
Version, Background, FR-P/Z/I Status Trees." 

* Westinghouse Electric Corp. 83/09/01. 390pp, 25259:099. 


8407020456 Forwards 48 h endurance test rept, "Turbine (Steam) Driven 
Auxiliary Feedwater Sys Pump Test Rept, " per NUREG-0737 
Section II. E. 1.1 reqLuirement & SSER 14. Ack of receipt 
rBq.uBsted. 

SCHUYLER, J. O. Pacific Gas & Electric Co. DCL-84-240. 84/06/27. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 25217:065. 24X 

Fiche: 50-275, 84/06/27, 8407020456. 


8407020480 Submits description of core exit thermocouple sys upgrade, 
per TMI Item II.F. 2. Two fully qualified microprocessor 
backup displays will be util ized. Tech Spec changes end- 
LIDEN, E. A. Public Service Electric Gas Co. of New Jersey. 
GL-03-27. 84/06/19, VARGA, S. A. Operating Reactors Branch 1. 8pp. 

25217:212. 24X Fiche: 50-272, 84/06/19, 8407020480. 


8407020483 Forwards safety evaluation of proposed auxiliary feedwater 
sys Tech Spec changes. Prop os ed changes meet guidelines of 
Generic Ltr 83-37 Se TMI Item II. E. 1. 1, pending change from 
quarterly to monthly surveillance requirement. 

MILLER. J.R. Operating Reactors Branch 3. GL-83-37. 84/06/15. 

JONES, W.C. Omaha Public Power District. 3pp. 25229:345. 24X 

Fiche: 50-285, 84/06/15, 8407020483. 


8407030092 Provides requested info supporting conclusion that 
containment recombiner capability & atmospheric containment 
air dilution sys not required. 

RYBAK, B. Commonwealth Edison Co. SS58N. 84/06/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 4pp. 25267: 186. 
24X Fiche: 50-000, 84/06/25, 8407030092. 


8407030157 Forwards SER re detailed control room design review program 
p Ian, submitted on 840328 in response to NUREG-0737, Sup p 1 1 
& Item I. D. 1. In-progress audit requested. Proposed agenda 
end. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-053. 

84/06/28. KAY, J.A. Yankee Atomic Electric Co. 16pp, 25267:207. 

24X Fiche: 50-029, 84/06/28 , 84070301 57. 


8407030171 Forwards "Safety Parameter Display Sys SAR, " in response to 
NUREG-0737, Suppl I, Section 4.2 per Generic Ltr 82-33. 

Existing capabilities & proposed mods d iscussed. Fi ve 
critical safety functions fully addressed. 

MARSHALL, J. R. Arkansas Power & Light Co. GL-82-33. 84/06/29. 

EISENHUT, D. G. Division of Licensing. 2pp. 25234:261. 24X 

Fiche: 50-313, 84/06/29, 8407030171. 


— 8407030178 "Safety Parameter Display Sys SAR." 

e Arkansas Power 8t Light Co. 84/06/29. 23pp. 25234:263. 24X 

Fiche: 50-313, 84/06/29, 8407030171. 


8407030215 Forwards response to 830824 request for addl info on 
NUREG-0737, Item II. F. 2, "Detection of Inadequate Core 
Cooling," hot leg level moni tor, reactor coolant pump & 
subcooling margin monitor. Design description of sys end. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. RJR84-240. 
84/06/28. ST0L2, J. F. Operating Reactors Branch 4, 138pp. 

25238:178. 24X Fiche: 50-312, 84/06/28, 8407030215. 


8407030220 Forwards final response to Generic Ltr 83-lOD re resolution 
of TMI Action Item II.K. 3. 5, "Automatic Trip of Reactor 
Coolant Pumps. " Justification for utilization of manual 
reactor coolant pump trip provided. 

KAMMER, D. S. Tennessee Valley Authority. OL— 82— 33. 84/06/26. 

ADENSAM, E. Licensing Branch 4. 2pp. 25238:361. 24X 

Fiche: 50-327, 84/06/26, 8407030220. 


8407030222 Forwards request for addl info re NUREG-0737, 1 tern 1 1. K. 3. 28, 
"Verif ication of Qual if ications of Accumulators on Automatic 
Depressurization Sys Valves," to complete review of util 
830615 submittal. 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-06-052. 

84/06/28. COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 7pp. 25239:001. 24X Fiche: 50-245, 84/06/28, 

8407030222. 


8407030228 Forwards revised schedule for implementation of activities 
for control of heavy loads, per NUREO-0612. Procedure 1507-2, 

"Fuel Handling Bldg Crane Operation," will be revised by 
840815. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 

5211-84-2147. 84/06/28. EISENHUT, D. C. Division of Licensing. 3pp. 

25239:017. 24X Fiche: 50-289, 84/06/28. 8407030228. 


8407030247 Forwards draft “Control of Heavy Loads - Phase II, Dresden 
Units 2 3, “ technical evaluation rept. Rept based on util 

response to Sections 5. 1.2-5. 1.6 of 801222 generic ltr, 

"Control of Heavy Loads (Phase II). " 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-a4-06-050. 

84/06/28. FARRAR, D.L. Commonwealth Edison Co. 2pp. 25270:315. 
24X Fiche: 50-237, 84/06/28, 8407030247. 


—8407030257 TER-C 5506-451/452 DR 

Draft "Control of Heavy Loads - Phase II, Dresden Units 2 & 

3, " technical evaluation rept. 

SHOOK, T. A. , AWIED, N. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAG 52223. 84/06/15. SINGH, A. Office of Nuclear 

Reactor Regulation, Director. 31pp. 25270:317. 24X 

Fiche: 50-237, 84/06/28, 8407030247. 


8407030274 Provides schedule to complete emergency dose assessment sys 
project, per NUREG-0737, Suppl 1, Items 1. C. 1, 1. D. 1, 1. D. 2, 

III. A. 1.2 & III. A. 2. 2. Projec t should be completed by 
841231. 

WESTAFER, 0. R. Florida Power Corp. 3F0684-16. 84/06/29. 

RIVENBARK, G. W. Operating Reactors Branch 4. 8pp. 25271:073. 24X 

Fiche; 50-302, 84/06/29. 8407030274. 
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8407030303 Forwards procedures generation package re methods for 
developing & implementing function-oriented emergency 
operating procedures^ per Generic Ltr 82-33. 

CAREYi v/. J. Dutiuesne Light Co. GL-S2~33. 84A06/28. EISENHUT. 0. 0. 

Division of Licensing. 3pp. 2S271; 129. 24X Fiche; 50-334. 94/06/28, 

8407030303. 


— 8407030310 "Procedures Generation Package for Beaver Valley Power 
Station, Unit 1. " 

MATHER, C. I SOVlCHi G. S. , GRADA. K. D. Dueiuesne Light Co. 84/07/01. 
96pp. 25271:132. 24X Fi c he ; 50-334, 84/06/28, 8407030303. 


8407030324 Forwards "Control of Heavy Loads (C-10), Salem Nuclear 
Generating Station, Uni ts 1 & 2," technical evaluation rept. 
Guidelines of NUREG-0612. Sections 5.1.1 5.3 satisfied. 

Phase 1 acceptable. 

VARCAiS.A. Operating Reactors Branch 1. 84/06/22. UDERITZ,R.A. 

Public Service Electric & Gas Co. of New Jersey. 4pp. 25411:065. 
24X Fiche: 50-272, 84/06/22, 8407030324. 


—8406120460 TER-C3506-390/391 

"Control of Heavy Loads (C-10>, " technical evaluation rept. 
BOMBERGER, C. Franklin Institute/Frankl in Research Center. 
NRC-03-81-130. TAG 08081. 84/06/07. NRC - No Detailed 

Affiliation Given. 33pp. 67364:258. 24X Fiche: 50-272. 84/06/22, 

8407030324. 


8407030357 Advises that precritical, low power JU power ascension 
procedures reviewed by Uestinghouse per NUREG-0660 & SER 
Section 13. 5. 3. Item identified in IE Insp Rept 50-413/84-29. 
TUCKER, H. B. Duke Power Co. 84/06/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 25272:280. 24X 

Fiche: 50-413, 84/06/27, 8407030357. 


8407030366 Forwards response to NRC 801222 request for info re 
NUREG-0612, Section 2.4, "Control of Heavy Loads." Evaluation 
of four cranes/hoist it. drop of reactor vessel upper 
internals into refueling cavity included. 

WITHERS, B.D. Portland General Electric Co. 84/06/29. EISENHUT, D. G. 

Division of Licensing. 10pp. 25272:287. 24X Fi che : 50-344, 

84/06/29. 8407030366. 


8407030372 Forwards SER of implementation of Rev 1 to NUREG-0313. per 
util 810228 response to Generic Ltr 81-04. Negative EO&O 
assessment of conformance w/NURE0-03l3 not germane because 
Generic Ltrs 84-07 8« 84-11 re ICSCC issued. 

CRUTCHFIELD. D. Operating Reactors Branch 5. LSQ5-84-06-049. 

84/06/28. FIEDLER. P.B. General Public Utilities - GPU Service Corp. 
3pp, 25239:279. 24X Fiche: 50-219, 84/06/28, 8407030372. 


— 8407030381 Safety evaluation re IGSCC in RCPB piping sy s. Guidelines 
of Rev 1 to NUREO-0313 not fully met, based on review of 
response to Generic Ltr 81-04- Action ponding responses to 
Generic Ltrs 84-07 it 84-11. 

e Office of Nuclear Reactor Regulation, Director. GL-81-04. 
84/06/28. 4pp. 25239:282. 24X Fiche: 50-219. 84/06/20, 8407030372. 


—84.07030388 EOO-FM-6255 

"Technical Evaluation of Integrity of Oyster Creek Reactor 
Coolant Boundary Piping Sys. " 

NAGATA, P. K. E08«0, Inc. FIN A-6429. TAG 46668. 83/08/31. 

KOO. W. H. Division of Engineering. DONOHEW, J. N. Division of 

Licensing. 38pp. 25239:286. 24X Fiche: 50-219, 84/06/28, 

8407030372. 


8407030493 Forwards safety evaluation re NUREO-0737, Item II. K. 2. 13, 
"Thermal-Mechanical Rept. "* Info adequately demonstrates 
vessel integrity maintained. Item it Unresolved Safety Issues 
A-45 it A-4q complete. 

VARGA, 8. A. Opereting Reactors Branch i. 84/06/18. GIE8LER,C.W. 
Wisconsin Public Service Corp. 11pp. 25409:350. 24X 

Fiche: 50-305, 84/06/18, 8407030493. 


8407050022 Forwards comments on ACRS Subcommittee on Class 9 Accidents 
840427 meeting re status of severe accident policy statement 
( NUREO- 1070), NRC/ IDCOR interactions it quantitative 
uncertainty estimates for source term Ql€:ST. 

CORRADINI.M. Wisconsin, Univ. of, Madison. WI. CORRADINI.M. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/10. WANG, A. ACRS - 
Advisory' Committee on Reactor Safeguards. 4pp. 25432:091. 


8407050048 Forwards comments on hWREO-1070 re severe accident policy 
statement. Policy somewhat vague on delineating criteria used 
for deciding if specific categories of plants meet 
requirements. 

CORRADINI.M. Wisconsin, Univ. of. Madison, WI. C0RRADINI,M. ACRS - 
Advisory Committee on Reactor Safeguards. 84/05/18. KERR, W. 

Michigan, Univ. of, Ann Arbor, MI. KERR, W. ACRS - Advisory 
Committee on Reactor Safeguards. 7pp, 25414:328. 


8407050117 Forwards "Detailed Control Room Design Review Program Plan 
for Vermont Yankee Nuclear Power Plant," submitted per 
Generic Ltr 82-33 (NUREG-0737, Sup p 1 1). 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-64. 

84/06/19. VASSALLO, D. B. Operating Reactors Branch 2. Ip. 
25408:293. 24X Fiche : 50-271 , 84/06/19. 84070501 17. 


— 8407050119 "Detailed Control Room Design Review Program Plan for 
Vermont Yankee Nuclear Power Plant. " 

SOJKA, R.E. , REID, D. A., SAWYER, E. A. Yankee Atomic Electric Co. 
84/06/12. 79pp. 25408:294. 24X F i c he : 50-271 , 84/06/ 19. 84070501 17. 


8407050196 Forwards SER of util responses to Generic Ltr 81-04, 
requiring review of ASME Code Class 1 & 2 pressure boundary 
piping, safe ends & fitting matls to determine compliance w/ 

Rev 1 to NUREG-0313. Responses do not comply w/g u idel ine s. 
CRUTCHFIELD, D. Operating Reactors Branch 5. LSa5-S4-06-035. 

84/06/20. COUNSILiW. G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 3pp. 25417:284. 24X Fiche: 50-245, 84/06/20, 

8407050196. 


— 8407050200 SER re IGSCC in RCPB piping sys. Util response not in 
compliance w/NUREG-0313. Re v 1 guidelines. 

* Office of Nuclear Reactor Regulation. Director. GL-81-04. 
84/06/20. 3pp. 25417:287. 24X Fiche: 50-245, 84/06/20, 8407050196. 


“8405310338 EGG-FM-6256 

"Technical Evaluation of Integrity of Millstone Nuclear 
Power Station Unit 1 RCBP Piping Sys. " 

NAGATA, P. K. EGS<G, Inc. FIN A-6429. TAG 46665. 83/08/31. 

KOO, W. H. Division of Engineering. 41pp. 25417:290. 24X 

Fiche: 50-245. 84/06/20, 8407050196. 


8407050197 Forwards "Program Plan Rep t , Deta i 1 ed Control Room Design 
Review, " per Suppl 1 to NUREG“0737 (Generic Ltr 82-33) & 

030414 commitment. Review rescheduled to Feb 1985 for listed 
reasons. Concurrence requested by 840730. 

LEMPGES, T. E. Niagara Mohawk Power Corp. NMP2L 0099. 84/06/29. 

SCHWENCER.A. Licensing Branch 2. 2pp. 25284:262. 24X 

Fiche: 50-410. 84/06/29, 8407050197. 


— 8407050199 "Program Plan Rept Detai 1 ed , Control Room Design Review." 
# Stone it Webster Engineering Corp. OL-82-33. 84/06/30. S6pp. 

25234:264. 24X Fiche: 50-410, 84/06/29, 8407050197. 


8407050220 Forwards updated F'SAR.Vols 1-10, per NURE0-0a20. Li st of 
plant changes end. Chapter 12 contains info requested in 
Generic Ltr 84-14 re replacement it requal i f i cation training 
program. Chapter 14 to be submitted at later date. 

DEWITT, R.B. Consumers Power Co. OL-84-14. 84/06/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 5pp. 25655:001. 
24X Fiche; 50-255, 84/06/28, 8407050220. 


8407050303 Confirms 840614 telcon re upcoming submittal of proposed 
supplemental changes to electrical Tech Specs, future 
submittal of NUREO-0737 associated Tech Specs & proposed 
changes to Limiting Condition for Operation 4.1.9. 

WAREMBQURG, D. W. Public Service Co. of Colorado. P-84ia6. 84/06/22. 

JOHNSON, E.H. Region 4, Office of Director. 3pp. 25410:001. 24X 

Fiche: 50-267, 84/06/22. 8407050303. 


8407050333 Forwards IE Insp Rept 50-390/84-41 on 840507-11. No 
violations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/06/04. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 25416:314. 24X 

Fiche; 50-390, 84/06/04, 8407050333. 


— 8407050337 IE Insp Rept 50-390/84-41 on 840507-11. No violations noted. 
Major areas inspected : preoperational testing of radwaste 
sys, venti lat ion exhaust air cleanup sys 3k TMI action items. 
HOSEY,C.M. , JENKINS, O.R. Region 2, Office of Director. 84/05/30. 
5pp. 25416:316. 24X Fiche: 50-390, 84/06/04. 8407050333. 


8407050437 Clarifies 8< documents review status of NUREG-0737, Items 
II. E. 1.1 3k II, E. 1. 2 re auxi liary feedwater sys. Review of 
lI.E.l, 1 complete, per NUREQ-0680, except for emergency power 
bus loading confirmatory item. 

STOLZ, J. F. Operating Reactors Branch 4. 84/06/21. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 25431:356. 24X 

Fiche: 50-289, 84/06/21. B407050437. 


8407060027 Forwards IE Insp Repts 50-250/84-17 & 50-251/84-17 on 
840515-17. No violations or deviations noted. 

DANCE, H.C. Region 2, Office of Director. 84/06/05. WILLIAMS, J. W. 
Florida Power it Light Co. 2pp. 25441:158. 24X 

Fiche; 50-250. 84/06/05, 8407060027. 


— 8407060034 IE Insp Repts 50-250/84-17 it 50-251/84-17 on 840515-17. No 
violations noted. Major areas inspec ted: TMI Item II. F, 1.4 
re containment pressure monitor Sc control room tours. 

DAVENPORT, K. E. , JAPE, F. Region 2, Office of Director. 

50-251/04-17. 84/06/01. 3pp. 25441:160. 24X 

Fiche: 50-250, 84/06/05, 8407060027. 
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8407060128 Informs of practices in implementing 8< admin i® ter ing 
provisions of NURE0-102i. "Operator Licensing Examiner 
Stds< " re administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director. 84/07/02, LARSON, C, E. 
Northern States Power Co. 2pp. 2!5'42l;140. 24X 

Fiche: 50-000, 84/07/02, 8407060128. 


'^F"*£:,V 4 £,.. P£wc‘£FvA?'CE i:?!'JLA'':£N :KA.P?S! MODEL; 

i ‘ -m Z : wDLf‘ - -1 Ca'« Ridge National Latoratory. 

2'-,;4±;,;: DR'**.' ’’M-RCA: »; Division of Radiation 

1 'post 24C42R; SSp;, 25452; 250. 


8407060138 Requests extension for submittal of responses re compliartc 
w/Reg Guide 1.97 until 840928 «< NURe0-‘0737, I tern II. K. 3. 18 
until 840914. 

DALTROFF. S. L. Philadelphia Electric Co. 84/06/28. EISENMUT, D. Q. 
Division of Licensing. 2pp. 25422 : 012. 24X Fiche; S0”'277, 04/06/28 

8407060138. 


'»'J " ,;i'S vu 5 '5 Z2 'I ** “ 3*33 

rrrr;;- 3 ; 3 :**'iLA~:DN PS 3 CED.RE 3 DN CROSS-LIWE 0 

^ : s.s~d.« -.aat'atsr.es F :;4 A-:D 5 :. SAWS 3 - 2406 . 

S 4 :'; 34 .f 3 C 3 i...sicr- £-;;-:»e-i “3 Te:?-. r.s I ogg , 100 pp. 25441 : 190 . 


34 . “i-ista’-'is a, id I re#s 6c FSAR resulting frcrs NRC review of 
ii ti F 5 Aj? #;:®i cr. S 4 C£ 2 ? St*;* usill be jiut in filter 
9 «'c 6 »Cu’"*s tc ru- sgis w'pr®t»atera energized at 
*«*«t iz .r f Lawirg test to drive cff escess r efrigsrant. 

T'XfER.u 3 Z'.'i'it =su»'* Dc S4'‘-D7/G3. DENTCW. H. H. Office of 

Reaits' Rejulatif - Directs'*' AS'ENSAM, E, S, Licensing Branch 
* -593 I 542 R : 3 S Fict® 53 - 4 13 ., 34 / 07 /C 3 . 8407060076 . 


34'.., , < 06X84 .^.is'Ss p-a-iti'ces j%»i m i.sp leaenting pravisions of 
WLP£S~;'3^', Xperatar ^.icensing Esaair.er Stds, “ re 
• *i*y*.atar ®ir««s 

R, Rsgicr 3. Dffice of Oirectsr 84/07/02. QIESLE3?. C. W. 
Wisccrsir Rit;;: £,#-v;ce Dsrp, 2pp. £5429 126. £47. 

5;-X5. .S4X7.< :£.. 34;:X6K34 


8407060159 Application to amend License DPR-62, c hang ing Tech Specs to 
reflect installation of new suppression pool temp monitoring 
sys during current refueling outage, per NUREQ— 0661 & 

NUREO-0783. Fee end. 

CUTTER, A. B. Carolina Power ie Light Co. NLS— 04”269. 04/06/29. 

VASSALLO, D. B. Operating Reactors Branch 2. 3pp. 25426:005. 24X 

Fiche: 50-324, 84/06/29. 8407060159. 


— 8407060171 Proposed Tech Specs, ref 1 ec ti ng installation of new 
suppression pool temp monitoring sys during current 
refueling outage, per NUREG-0661 & NUREO-0703. 

♦ Carolina Power 8t Light Co. NLS--a4-269. 84/06/29. 15pp. 

25426:008. 24X Fiche; 50-324, 84/06/29, 8407060159. 


8407060163 Provides list of practices NRC utilises in implementing 
provisions of NUREO-1021, "Operator Licensing Examiner 
Stds, " concerning admini strati on of simulator exams. 

WALKER. R.D. Region 3, Office of Director. 84/07/02, COOK# J. W. 
Consumers Power Co. 2pp. 25422:150. 24X Fiche: 50-329. S4/07/02. 

8407060163. 


jj^aztiies used in isp ieaer.ting previsions of 
^‘***^*" ‘■aS: ‘/D psratsr Licensing E®a.x;f:er Stds, " re 
cf t:.«ulatar »a»®s. 

WAi.l<ER. •« :ft?eg;cn 3 . 2 ff::e cf Directcr. 84 / 07 / 02 . LIHDO<. F. W. 

I y i Pem-* <:-3Z?»rMtiv9 2pp, 25427; 100. 24X 

f i : H e 5 : - 4CR - 34 ,• D 7 / 32, S4 3 7060064 


3407560085 ”:* 4 («pd« "Ditailed Certr 
SaviS'-Ssss* Nurlea- Fewer Plant. " 
r»*po-se ts me BZlSl? itr.Scheiu 
f»f" : ta «.K£S-'C 737 . axil dff 

-SOUSE. R » Edzssr, Ca. : 

wperati-g ^ Branch 4, ip. 

F i c ft » 33 - 34 jt , 04 / 5 ^ /29 , 84 U 7060035 . 


1 1 Rcom Design Review for 
per 340415 cc.-aaitment, in 
® fer design imprevements, 
c-'cvided cr =50131. 

5 - 3 i.-Ct/ 2 ^ STOLZ-J. 

25427: 1C4. 24X 


8407060166 Forwards “Reg Guide 1.97, '^Instrumentation for Llght-Water- 
Cooled Nuclear Power Plants to Assess Plant 8< Environs 
Conditions During t< Following AcciderTb, ' Compliance Rept" 
per Sup pi 1 to NUREG-0737. 

MCDONALD. R. P. Alabama Power Co. 84/06/29. VARGA, 8. A. Office of 
Nuclear Reactor Regulation, Director. Ip. 25419:001. 24X 

Fiche: 50-348, 84/06/29, 8407060166. 


•8407060168 "Reg Guide 1.97, 'Instrumentation for Light-Mater-Cooled 
Nuclear Power Plants to Assess Plant <c Environs Conditions 
During tn Following Accident, ' Compliance Rept, " 

* Alabama Power Co. 84/06/29. 823pp. 25419:008. 24X 

Fiche; 50-348, 84/06/29, 8407060166. 


— i4C7&fc0C'8e 4 : 5- : / 0 

pf!!!*;!®' R«'S* Design Rewie«, for Savis-Sesse Nuclear 

NL»re r«?t,Pe?t prepa'red m response to 

iI«£ 3 -D- 37 ‘ concfactea wsing Suppl 2 to 

* Edison Co 84 / 06 / 29 . 375 bs. 25427:105 24 X 

'Fiche 50 - 346 . 84 / 06 / 29 . S 40706008 S. 

ytil «®»ts requirements of 

Nuclear L* ^MtFymentatian for Light-Water-Cocled 

ceSis? 6 ^eUowirg Accident.** per Suppi i to MUREC- 0737 . 
QserSina'e ^oi«'do Edxmon Co, GL- 82 - 33 . 34 / 06 / 2 S, STDL 2 . U. F 

^PP- 25429 ; 175 . 24 X 

F, 4 « 6 e 5 w- 346 . 84 / 36 / 28 .' 8407060093 , 

©4C7C6C1C2 « .* * 

«^C 9 - 102 r «* used in xmpleaenting provision of 

*d*inist^lr Dieensing Exa.iner Stds,’' re 

Rtgion 3 ,. Office e# Director. 84 / 07 / 02 . DEWITT, R.B. 
2 pp. 25426 : 36 *. 24 S{ Fiche; 50 - 000 * 84 / 07 / 02 , 


Cmmmmrt Power Ca 
84070615102 


*'*“*“’ "»•* in i*tlt«entins crovisions of 

11407060103 , 24 , 5 C Fiche: 50 - 346 , 84 / 07 / 02 , 

»'»Pl»«entins provisions of 
Op«r«t-p Licensinf Examiner Stds," re 
«Ll*tor exams, 

ESEUiM,n.R. 

*»J,natS«» Cft jpp. 25429 ,- 123 . 24X 


8407060174 Amend to application for OL «< application to amend License 
NPF-25. deleting License Condition 20 re post-accident 
sampling capability, per NUREG-0737, Item II. B, 3, on basis of 
prohibitive limitations of process nol«« methodology. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 8LNRC 
84-0015. 84/02/01. DENTON. H. R. Office of Nuclear Reactor 

2pp. 25426:253. 24X Fiche: 50-000, 84/02/01, 

8407060174. 

8407060175 Provides response to NRC 840105 Itr, Items I & 2 re proceduri 
generation package. Analysis of Westinghouse Owners Group 
N5reG-S737ritem"?.J*L°"®* guidelines performed per 

DE^ow^h'^p^ Electric & Power Co. 095A. 84/06/29. 

23426 Reactor Regulation, Director. Spp. 

25426.258. 24X Fiche; 50-000, 84/06/29, 8407060175. 

^pI2t-TMT nuppS *o minimize schedule delays of 

post-TMI NUREG-0737, Items II. F. 1.1 - 6, per 840626 reooest, 

instiuati^r*?® •‘^elding 6 detailed pre- 

i i ^ preparation procedures. 

OfJu; of'Nucliinpr Co. 84/06/29. DENTON. M. R. 

urrzee Of Nuclear Reactor Regulation, Director MILLER, U R 
Operating Reactors Branch 3.“ 3pp. 25426^263 
Fiche: 50-266, 84/06/29, 8407060177. 

^^UREG-102i”^”n”** Practices in implementing provisions of 

lEHS‘£S'rl£^- 
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8407060190 Provides list of certain practices used in implementing 
provisions of NUREG-1021. “Operator Licensing Examiner 
StdS/ " re administration of simulator exams. 

WALKER. R.D. Region 3. Office of Director. 84/07/02. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. Ip. 25422:311. 24X Fic he: 50-31 S, 84/07/02, 8407060190. 


8407060194 Recommends that review fees req.uested in 840307 1 tr not be 
imposed for review of emergency response guidelines per 
NUREO-0737, I tern I. C. 1. Review fees inappropriate for 
NRC-imposed requirements. 

SHEPPARD, J. J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, v/. J. Carolina Power ?« Light Co. 0G~127. 84/06/25. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip, 
25426: 190. 


8407060215 Provides list of certain practices used in implementing 
provisions of NUREG-1021, “Operator Licensing Examiner 
Stds, “ re administration of simulator exams. 

WALKER, R. D. Region 3, Office of Director. 84/07/02. REED, C. 
Commonwealth Edison Co. 2pp. 25430:028. 24X Fic he: 50-000, 84/07/02, 

B407060215. 


8407060223 Informs of certain practices in implementing provisions of 
NUREO-1021, "Operator Licensing Examiner Stds" re 
administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director, 84/07/02. SCHNELL, D. F. 
Union Electric Co. 2pp. 25422:153. 24X Fiche: 50-493, 84/07/02, 

8407060223. 


8407060228 Forwards "Prucedures Generation Package for Vermont Yankee 
Nuclear Power Plant," per 830419 commitments. Pac kage 
provides basis for development of plant-specific emergency 
operating procedures per Suppl 1 to NUREG-0737. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-75. 

04/06/29. VASSALLO, D. B. Operating Reactors Branch 2. Ip. 
25425:333. 24X Fiche: 50-271, 84/06/29, 8407060228. 


— 8407060231 Procedure GP-R-112020, "Procedures Generation Package for 
Vermont Yankee Nuclear Power Plant. " 

* General Physics Corp. 84/06/27. 31pp. 25425:334. 24X 

Fiche: 50-271, 84/06/29. 8407060228. 


8407060238 Provides list of NRC practices in implementing provisions 
of NUREG-1021. "Operator Licensing Examiner Stds, " 
concerning administration of simulator exams. 

WALKER, R.D. Region 3, Office of Director. 84/07/02. LIU, L. Iowa 
Electric Light «< Power Co. 2pp. 25426:062. 24X 

Fiche-: 50-331, 84/07/02, 0407060238. 


8407060239 Forwards response to NRC 840514 request for addl info re 
decay heat loads, testing Sc insp of storage rac ks, cool ing 
water flow Sc heavy load handling. 

WILLIAMS, J. W. Florida Power Sc Light Co. L-84-165. 84/07/02. 

VARGA, S. A. Operating Reactors Branch 1. 5pp. 25426:064. 24X 

Fiche-: 50-250, 84/07/02, 8407060239. 


8407060340 NUREC/CR-3849 

TWO-PHASE 3X3 ROD BUNDLE TEST FACILITY FOR POST-CRITICAL 
HEAT FLUX BOILING. 

TUZLA, K. , UNAL, C, , BADR, O. A. Lehigh Univ, , Bethlehem. PA. FIN 
B-6794. TS-843. 84/06/30. Division of Accident Evaluation. 

57pp. Available at NRC. *4.25. 25432:290. 


8407060358 Requests justification Sc proposed compensating measures for 
deviations re min staffing goals for emergency planning.per 
NUREG-0654 8< Suppl 1 to NUREG-0737. Uti 1 830615 S< Oct 1983 
submittals deficient in area of response ‘ time. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/15. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 25434:149. 24X 

Fiche-: 50-528, 04/06/15, 8407060358. 


8407090046 Requests clarif ication on whether jet pump integrity issue 
classified as closed, per NUREO/CR-3376, or considered open, 
per NUREG-0933 interpretation. 

STELLO, V. Regional Operations Sc Generic Requirements. 84/06/28. 
DENTON/H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
25454: 226. 


— 8407090052 Comments on NUREG/CR-3376, “Parallel Channel Effects S< 
Long-Term Cooling During Emergency Core Cooling in BWR/4, '■ 

St RT Lahey 831020 Itr. Ltr rept fails to provide proper 
evaluation of significance of findings. 

MINOGUE, R. B. Office of Nuclear Regulatory Research, Director, 
84/05/24. STELLO, V. Regional Operations Sc Generic Requirements. 
Spp. 25454:227. 


—8407090056 Submits addl info on long-term cooling in BWR re postulated 
accident sequence. Sequence applicable only when LPCI 
injected in core shroud flows around fuel channels. GE will 
update topical repts. 

BeCKNER,W. D. Reactor Systems Research Branch. 04/04/18. 

8H0TKIN, L. M, Reactor Systems Research Branch, Ip. 25454:235. 


8407090098 Forwards current status of NUREG-0737 items. Table 1 includes 
listing of NUREG-p737 items NRC considers acceptable 8c 
resolved. Tab le 2 provides target dates of planned mods. 

FIEDLER, P.B, General Public Utilities - GPU Service Corp. 84/06/27. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 6pp. 25442:012. 24X 

Fiche: 50-219, 84/06/27, 8407090098. 


8407090102 Requests listed addl info re detailed control room design 
review program plan submitted in response to Suppl 1 to 
NUREG-0737 concerning occurrence of annunciator nuisance 
alarms in control room. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/14. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE, U. C. San Diego Gas 8e Electric Co. 
2pp. 25513:254. 24X Fi c h e : 50-361 , 84/06/1 4, 8407090102. 


8407090108 Submits correction to 840612 confirmatory order requirements 
for emergency response capsb i 1 ity, per 831219 ltr 8< Suppl 1 
to NUREG-0737. Technical support ctr will be fully functional 
by Dec 1986. 

LIDEN, E. A. Public Service Electric Si Gas Co. of New Jersey. 

84/06/27. VARGA, S. A Operating Reactors Branch 1, 2pp. 25442:151. 
24X Fiche; 50-272, 84/06/27, 8407090108, 


8407090121 Forwards procedures generation package for emergency 
operating procedures, per commitment in 830824 supplemental 
response to Generic Ltr 82-33. Item 4a of 840221 confirmatory 
order completed. 

CUTTER, A. B. Carolina Power & Light Co. NLS-84-293. 84/07/02. 

VARGA, S. A. Operating Reactors Branch 1. 2pp, 25443:047. 24X 

Fiche: 50-261, 84/07/02, 8407090121. 


8407090171 Advises that incorrect date referenced in 940530 response to 
Generic Ltrs 83-lOC & D re automatic tripping of reactor 
coolant pumps (TMI Item 1 1. K. 3, 5). Correct date for Ltr 
OG-110 should be 831201. 

ALEXICH. M, P. Indiana & Michigan Electric Co. CL-83-10C. 84/06/25. 

EISENHUT, D. G. Division of Licensing. Ip, 25443:046. 24X 

Fiche: 50-315, 84/06/25, 8407090171. 


8407090196 Responds to 840523 request for info on radiation effect on 
boron S( chloride analyzers it solution used in analyzers 
re NUREG“0737, Item II. B. 3, “Post-Accident Sampling Sys. " 

MARSHALL, J. R. Arkansas Power & Light Co. 0CAN06S416. 84/06/27. 

STOLZ, J. F. Operating Reactors Branch 4. MILLER, J. R. Operating 
Reactors Branch 3. 2pp. 25443:357. 24X Fiche: 50-313, 84/06/27, 

8407090196. 


8407090197 Provides addl info re post-accident sampling sys, per 
NUREG-0737, Item II. B. 3. 

RYBAK, B, Commonwealth Edison Co. 8840N. 34/07/02. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 4pp. 25443:359. 
24X Fiche: 50-000, 84/07/02, 8407090197. 


8407090228 Ack receipt of orders confirming licensee commitments on 
emergency response capability (Generic Ltr 82-33) . Comments 
on schedular commitments for safety parameter display sys, 

Reg Guide 1.97 8c emergency response facilities provided. 

RYBAK, B. Commonwealth Edison Co. GL-82-33. 04/06/29. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp, 25445:314. 

24X Fiche: 50-000, 84/06/29, 8407090228. 


8407090240 Submits results of evaluation re post-accident backup 
sampling capabilities identified in 820504 IE insp rept. 

Backup grab sample 8c analysis capabilities provide 
compliance w/requirements of NUREG-0737, I tern II. B. 3. 

JONES, W.C. Omaha Public Power District. LIC-84-099. 84/04/23. 

DENISE, R.P. Region 4, Office of Director. 2pp. 25448:338. 24X 

Fiche: 50-285, 84/04/23, B407090240. 


8407090258 Forwards request for addl info to complete review of 
NUREG-0737, Items I. A. 2. 1, "Immediate Upgrading of Reactor 
Operators 8c Senior Operators" St II. B. 4, "Training for 
Mitigating Core Damage. " 

CRUTCHFIELD, D. Operating Reactors Branch 5. LS05-84-07-001. 

84/07/02. FARRAR, D. L. Commonwealth Edison Co. 10pp. 25450:176. 

24X Fiche: 50-000, 84/07/02, 8407090258. 


8407090337 Forwards listed documents available in PDR,per approval of 
publication of pT*oposed rule to limit use of high enriched U 
in reactors. W/o NUREG/CR-3666. 

LAHS, W. R. Regulatory Analysis 8c Materials Risk Branch (post 840429). 

84/07/02. MCKNIGHT, J. Record Services Branch (Document Control 
Desk). Ip. 25457:324. 


8407100066 Forwards safety eval uati on, based on end technical 
evaluation rept, of licensee response to 801222 generic ltr 
on control of heavy loads (NUREG-0612) . Sections 5.1.1 8c 5.3 
guidelines met. Phase I acceptable. 

VASSALLO, D, B. Operating Reactors Branch 2. 84/06/27. SINCLAIR, J. B. 

Vermont Yankee Nuclear Power Corp. 2pp. 25516:301. 24X 

Fiche: 50-271, 84/06/27, 8407100066. 
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— 8407100070 Safety evaluation accepting licensee response to 801222 
generic Itr on control of heavy loads (NURE0--0612). 

Guidelines of Sections 5. 1. 1 & 5. 3 met. Phase I acceptable. 

* NRC “ No Detailed Affiliation Given. 84/06/27. 2pp. 
25516:303. 24X Fi ch e : 50-271 , 84/06/27, 8407100066. 


— B40A190360 TER-C5506-401 

"Control of Heavy Loads (C-10) , Vermont Yankee Nuclear 
Power Station," technical evaluation rept. 

BDMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-S1-130. TAG 47132. 34/06/15. SINGH, A. NRC - No Detailed 

Affiliation Given. 30pp. 25516:305. 24X Rich e: 50-271, 84/06/27, 

8407100066. 


8407100114 Forwards util position paper on Section 6 of NUREO-0737, 
Suppl 1 re Reg Guide 1.97, "Instrumentation for Light-Water- 
Cooled Nuclear Power Plants to Assess Plant Environs 
Conditions During & Following Accident. " 

MARSHALL, J. R. Arkansas Power Sc Light Co. 1CAN068402. 84/06/25. 

EISENHUT, D. G. Division of Licensing. 36pp. 25512:163. 24X 

Fiche: 50-368, 34/06/25, 8407100114. 


S407100223 Provides addl info re 1984 refueling outage weld joint insp 
program submitted by 840313 Itr & supplemented by 840323 & 

0515 Itrs. Nozzle concerns evaluatead per IE Info Notice 
84-41. Safe end installation conforms, per NUREG-0313, Rev 1. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-77. 

84/07/03. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 
25512:306. 24X Fiche: 50-271. 84/07/03, 8407100223. 


8407100230 Forwards Addendum 1 to "LACBWR Detailed Control Room Design 
Review, " per 840413 request for addl info & Generic Ltr 
82-33 re NUREG-0737, I tern I.D, 1. 

LINDER, F. Dairyland Power Cooperative. QL-82-33. 84/06/22. 

EISENHUT, D. G. Division of Licensing. Ip. 25512:308. 24X 

Fiche: 50-409. 84/06/22, 8407100230. 


—8405310355 ECG-FM-6254 

"Technical Evaluation of Integrity of Monticello RCPB Piping 
Sys. " 

NAGATA. P. EG&G, Inc. FIN A-6429. TAG 46666. 83/07/31. KDO, W. H. 

Division of Engineering. 42pp. 67347:010. 24X 

Fiche: 50-263,84/06/15, 8407100356. 


8407100422 Forwards milestone commitments on Suppl 1 to NUREG~0737, 
procedures generation pac kage, function task analysis 
methodology & Reg Guide 1.97 milestone activity schedule 
change. 

JOHNSON, B. D. Consumers Power Co. 84/06/29. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 56pp. 25461:315. 24X 

Fiche: 50-255, 84/06/29, 8407100422. 


8407100423 Forwards corrected addl info re post-accident sampling sys, 
previously submitted on 840706. Info responds to SER Subitem 
3 concerning accuracy, range t< sensitivity of each 
radionuclide Sc chemical analysis. 

ZIMMERMAN, S. R. Carolina Power & Light Co. NLS-84-262. 04/07/06. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 5pp. 
25464: 283. 24X Fiche: 50-400, 84/07/06, 8407100423. 


8407100429 Forwards Rev 1 to "Detailed Control Room Design Review 
Summary Rept," per Suppl 1 to NUREO-0737. Rept documents Apr 
*c June 1984 environ surveys addressing concerns identified 
in util 840321 St NRC 840605 Itrs. 

PETRICKjN. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-99, 84/06/29. DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. 2pp. 25458:001. 24X Fiche: 50-000, 84/06/29, 8407100429. 


— 8407100433 Rev 1 to "Detailed Control Room Design Review Summary Rept 
for SNUPPS, " in response to Generic Ltr 82-33, <NUREG-0737, 

Suppl 1). 

# Nuclear Products Co. GL-82-33. 84/06/30. 174pp. 23438:003. 

24X Fiche: 50-000, 84/06/29, 8407100429. 


S4071002S7 Submits amend to statement re installation of analog trip 
sys provided in 840619 update of previous responses to 
NUREG-0737, Item II.K. 3. 16, "Reduction of Challenges it 
Failures of Relief Valves - Feasibility Study S< Sys Mod." 

BAYNE, J.P. Power Authority of the State of New York. JPN-84-41. 
84/06/29. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 
25464:001. 24X Fiche: 50-333, 84/06/29, 8407100287. 


8407100299 Forwards safety analysis of safety parameter display sys, 
in response to Generic Ltr 82-33, Suppl 1 to NUREG-0737. Sys 
will be available for control room use during preoperat ional 
testing. 

COOK, J. W. Consumers Power Co, GL-82-33. 84/06/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 45pp. 25511:253. 

24X Fiche: 50-329, 84/06/28, 8407100299. 


3407100305 Forwards confirmatory documentation procedures generation 
package writers guide ?< plant-specific technical guidelines 
per NUREG-0737, Item I. C. 1. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2154. 84/06/29. STOLZ, J. F. Operating Reactors Branch 4. 

4pp. 25511:154. 24X Fiche: 50-289, 84/06/29, 8407100305. 


8407100435 Forwards refined safety parameter display sys implementation 
plan Zi description of ver if i cation/validati on program, per 
NUREG-0737, Item I.D. 2 Reaffirms commitment to implement 
basic safety parameter display sys by 841231. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2168. 84/07/05. STOLZ, J. F. Assistant Director for 

Operating Reactors. 18pp. 25464:300. 24X Fiche: 50-289, 84/07/05, 

8407100433. 


8407100475 Requests written concurrence that 21,300 gallons of 
protected water sufficient to allow manual switchover to svc 
water, per NRC 840517 request & NUREG-0737, Item II. E. 1.1. 

MARSHALL, J. R. Arkansas Power & Light Co. 1CAN078402. 84/07/03. 

STOLZ, J.F. Operating Reactors Branch 4. 2pp. 23464:153. 24X 

Fiche: 50-313, 84/07/03, 8407100475. 


8407100490 Responds to 840502 request for info re ins trumentation for 
monitoring inadequate core cooling it util 830323 response to 
Generic Ltr 82-33, Suppl 1 to NUREG-0737. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. OL-82-33. 
84/07/03. VARGA, S. A. Operating Reactors Branch 1. 2pp. 25464:120. 
24X Fiche: 50-247, 84/07/03, 8407100490. 


8407100350 Responds to 831118 ltr informing of plan to incorporate 
automatic switchover of RCIC sys suction per Item II.K. 3. 22 
of NUREG-0737. Generic issue considered closed based on 
commitment & schedule for implementation. ^ 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/26. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25513:326. 24X 

Fiche: 50-293,84/06/26, 8407100350. 


8407100503 Application for amend to Licenses DPR-53 it DPR-69, revising 
Tech Specs as listed, in response to Generic Ltr 83-28. New 
post-accident sampling sys instal led, per NUREO-0737, Item 
II. B. 3. Mar ked-up Tech Specs Sc fee end. 

LUNDVALL, A. E. Baltimore Gas «t Electric Co. 6L-83-28. 84/06/29. 

MILLER, J.R. Operating Reactors Branch 3. 31pp. 25464:247. 24X 

Fiche: 50-317, 04/06/29, 8407100503. 


8407100354 Responds to open item identified in IE Insp Rept 
50-305/84-05 concerning NUREC-0737, Item II. F. 1,2 re 
radioiodine mentoring sys. End interpretation of requirement 
provides justifiable basis for compliance. 

GIESLER, C. W. Wisconsin Public Service Corp. NRC-84-112. 84/07/06, 

EISENHUT, D. G. Division of Licensing. 6pp, 25513:092. 24X 

Fiche; 50-305, 84/07/06, 8407100354. 


6407100523 Provides list of tests conducted in special low power test 
program to satisfy License Condition 2. C. 8f . Partic ipat ion 
8c observation of low power tests by shift crews also 
satisfies requirements of NUREG-0737, Item I. G. 1. 

SCHUYLER, J. 0. Pacific Gas 8c Electric Co. DCL-a4-250. 84/07/02. 

EISENHUT, D. G. Division of Licensing. 2pp. 25465:331. 24X 

Fiche: 50-275, 84/07/02, 8407100523. 


8407100356 Forwards saPety evaluation re IGSCC in RCPB piping sys it 
EGScG "Technical Evaluation of Integrity of Monticello 
Reactor Coolant Boundary Piping Sys. " Ends should assist in 
preparing responses to Generic Ltrs 84-07 it 84-11. 

VASSALLO, D. B. Operating Reactors Branch 2. OL-ai-04. 84/06/15. 

MUSOLF, D. M- Northern States Power Co. 3pp. 25517:274. 24X 

Fiche: 50-263, 84/06/15, 8407100356. 


8407100536 Forwards Rev 0 to "Guideline for Preparation of Emergency 
Operating Procedures" it "Procedures Generation Package," 
per Suppl 1 to NUREG-0737 requirements. 

PILANT, J. M. Nebraska Public Power District. NLS8400t79. 84/06/29. 

EISENHUT, D. 0. Division of Licensing. Ip. 25509:293. 24X 

Fiche; 50-298, 84/06/29. 8407100536. 


— 8407100362 Safety evaluation re IGSCC in RCPB piping sys, per Generic 
Ltf 81-04. Licensee response does not meet NUREO-0313 
guidelines. Further action will depend upon responses to 
Generic Ltrs 84-07 it 84-11. 

* Office of Nuclear Reactor Regulation, Director. CL-81-04, 
84/06/15. 4pp. 25517:277. 24X Fiche: 50-263, 84/06/15, 8407100356. 


— 8407100542 Rev 0 to "Guideline for Preparation of Emergency Operating 
Procedures, " 

* Nebraska Public Power District. 84/04/25. 49pp. 25509:294. 

24X Fiche: 50-290, 84/06/29, 8407100536. 


— 8407100546 "Procedures Generation Package. " 

* Nebraska Public Power District. 84/06/22. 17pp. 25509:343. 

24X Fiche: 50-298, 04/06/29, 8407100536. 
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9407100548 Describes action plan in response to 840403 concerns re 
NUREO-0737, Item 11. F. 1. "Noble Gas Accident Monitoring 
Instrumentation." Reactor plant exhaust stack discharge will 
be diluted by using clear source of air prior to release. 

WAREMBOURG/ D. W. Public Service Co. of Colorado. P-84191. 84/07/02. 

JOHNSON, E.H, Region 4, Office of Director. 2pp. 25465:237. 24X 

Fiche: 50-267, 8^/07/02, 8407100548. 


8407100570 Forwards application for amend to License DPR-63 j providing 
Tech Specs re NUREG-0737, Items 1 1. B. 1, 1 1. F. 1. 3, 1 1 . F. 1 . 4* 

11. F. 1. S St II. F. 1. 6. Tech Specs requested per Generic Ltr 
83-36 not included for reasons d iscussed. Fee end. 

LEMPGES, T. E. Niagara Mohawk Power Corp. GL-83-36. 84/06/29. 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25465:050. 24X 

Fiche: 50-220, 84/06/29, 8407100570. 


— 8407100578 Application for amend to License DPR-63, providing Tech Specs 
re NUREG-0737. Items II. B. 1, II. F. 1. 3, 1 1. F. 1. 4, 1 1. F. 1. 5 & 

II. F. 1.6. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 84/06/29. 2pp. 

25465:052. 24X Fic he: 50-220, 84/06/29, 8407100570. 


— 8407100587 Proposed Tech Specs re NUREG-0737, Items II. B . 1 , 1 1. F. 1. 3, 
II. F. 1. 4, II. F. 1. 5 & II. F. 1. 6. 

# Niagara Mohawk Power Corp. 84/06/29. 11pp. 25465:054. 24X 

Fiche: 50-220, 84/06/29, 8407100570. 


8407100648 Forwards safety evaluation re response to Generic Ltr 81—04 
& NUREG-0313, Rev 1, "Technical Rept on Matl Selection & 

Processing Guidelines for BWR RCPB Piping. " Assessment of 
NUREG conformance superseded by Generic Ltrs 84-07 & 84—11. 

VASSALLO, D. B. Operating Reactors Branch 2. GL~81-04. 84/06/20. 

HARRINGTON, W. D. Boston Edison Co. 3pp. 25516:224. 24X 

Fiche: 50-293, 84/06/20, 8407100648. 


— 8407100653 Safety evaluation re IGSCC in RCPB piping sy s per Generic 
Ltr 81-04. Fur th er actions will depend on licensee response 
to Generic Ltrs 84-07 St 84-11. 

* Office of Nuclear Reactor Regulation, Director. GL-Sl-04. 
84/06/20. 4pp. 25516:227. 24X Fic he: 50-293, 84/06/20, 8407100648. 


— 8407100655 EGG-FM-6257 

"Technical Evaluation of Integrity of Pilgrim Nuclear Power 
Station Unit 1 Reactor Coolant Boundary Piping Sys. " 

NAGATA, P. K. EG&Q, Inc. FIN A-6429, TAG 46673. 83/08/31. 

KOO, W. H. Division of Engineering. 47pp. 25516:231. 24X 

Fiche: 50-293, 84/06/20, 8407 100648. 


8407100658 Forwards order changing schedule completion dates for 
NUREG-0737, Items II.B.3 & II. F. 1(6) from 840601 to end of 
Refueling Outage 6. Extension necessary due to delay caused 
by pipe insp & replacement program. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/15. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 25516:215. 24X 

Fiche: 50-293, 84/06/15, 8407100658. 


— 8407100661 Order extending until end of Refueling Outage 6 schedule 
completion dates for NUREG-0737, Items II. B. 3 «c II. F. 1(6). 

EISENHUT, D. G. Division of Licensing. 84/06/15. Boston Edison 
Co. 4pp. 25516:217. 24X Fic he : 50-293, 84/06/ 15, 8407 100658. 


8407100664 Forwards safety evaluation re response to Generic Ltr 81—04 
NUREG— 0313, Rev 1, "Technical Rept on Matl Selection & 

Processing Guidelines for BWR RCPB Piping. " Assessment of 
NUREG conformance superseded by Generic Ltrs 84—07 & 84—11. 

VASSALLO, D. B. Operating Reactors Branch 2. GL-81-04. 84/06/15. 

SINCLAIR, U. B. Vermont Yanlcee Nuclear Power Corp. 3pp. 25516:168. 
24X Fiche: 50-271. 84/06/15, 8407100664. 


— 8407100665 Safety evaluation re IGSCC in RCPB piping sys. 

* Office of Nuclear Reactor Regulation, Director, GL-Sl-04. 
84/06/15. 4pp. 25516:171. 24X Fiche: 50-271, 84/06/lS, 8407100664. 


— 8407100666 EGG-FM-6249 

"Technical Evaluation of Integrity of Vermont Yankee Nuclear 
Power Station Reactor Coolant Boundary Piping Sys." 

NAGATA, P.K. EG&G, Inc. FIN A-6429. TAC 46674. 83/07/31. 

KOO, W. H. Division of Engineering. 40pp. 25516:175, 24X 

Fiche: 50-271, 84/06/15. 8407100664. 


8407110001 NUREG- 1074 

DRAFT ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
HOPE CREEK GENERATING STATION. Doc k et No. 50-354. (Public 
Service Electric And Gas Co And Atlantic City Electric Co) 

* Office of Nuclear Reactor Regulation, Director. 84/06/30. 227pp. 

25544:001. 24X Fiche: 50-354, 84/06/30, 84071 lOOOl. 


0407110002 Summary of 840510 meeting w/util re comments contained in 
NRC 840222 ltr concerning detailed control room design 
review, per Suppl 1 to NUREG-0737. 

ABELSON, H. I. Operating Reactors Branch 3. GL-B3-18. 84/06/27. 

Operating Reactors Branch 2. 4pp, 25547:083. 24X 

Fiche: 50-333, 84/06/27, 8407110002. 


9407110004 NURE0/CR-35e3 

EVALUATION OF LOW-ALTITUDE REMOTE SENSING TECHNIQUES FOR 
OBTAINING SITE CHARACTERISTIC INFORMATION. 

ESTES, J.E., SCEPAN, J. , RITTER, L. California, Univ. of, Santa 
Barbara, CA. FIN A-1251. S-762-R. 84/04/30. Division of Health, 

Siting Sc Waste Management, 79pp. 25545:247. 


8407110007 NUREG-07a7 806 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATERFORD STEAM ELECTRIC STATION, UNIT 3. Docket No. 50-382. 
(Louisiana Power And Light Company) 

* Division of Licensing. 84/06/30. i6Bpp. Available at NRC, 
*6.00. 25545:008. 24X Fiche: 50-382, 84/06/30, 84071 10007. 


8407110010 Forwards minutes of CRGR Meeting 45 on 830817-19 re orders 
considering BWR piping insp as Category 1 matter, 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/08/22. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 

25539: 286. 


— 8308190510 Advises that NRC intends to request licensees to include 
consideration of human factors design of remote shutdown 
capability in detailed control room design review (DCRDR). 
Inclusion in DCRDR should not require CRGR review. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
83/08/09. STELLD, V. Regional Operations St Generic Requirements. 
4pp. 25539:302. 


8407110012 NUREG/CR-3624 

A FORTRAN 77 PROGRAM AND USER'S GUIDE FOR THE GENERATION OF 
LATIN HYPERCUBE AND RANDOM SAMPLES FOR USE WITH COMPUTER 
MODELS. 

IMAN/R.L. , SHORTENCARIER Sandia Laboratories. FIN A-1339. 
SAND83-2365, 84/06/30. Division of Risk Analysis Operations 

(post 840429). 67pp. 25545: 178. 


8407110014 NUREG-0675 S23 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF DIABLO 
CANYON NUCLEAR POWER PLANT, UNITS 1 AND 2. Docket Nos. 

50-275 And 50-323, (Pacific Gas And Electric Company) 

* Division of Licensing. 84/06/30. 46pp. Available at NRC. 

*3.75. 25546:280, 24X Fiche: 50-275, 84/06/30, 84071 10014. 


8407110018 NUREG/CR-3800 
REFCO-aS USER'S MANUAL. 

DELENE. J. G. , HERMANN, 0. W. Oak Ridge National Laboratory. FIN 
B-0454. ORNL/TM-9186. 84/06/30. Division of Health, Siting 8« 

Waste Management. 76pp. 25547:087. 


8407110019 NUREG/CR-3504 

TURBULENCE MODELING IN THE COMMIX COMPUTER 
CHER.F. F. , DOMANUS, H, M. . SHA, W. T. Argonne 
A-2045. ANL-83-65. 84/05/31. Division 

53pp. 25546:001. 


CODE. 

National Laboratory, FIN 
of Accident Evaluation. 


8407110022 NUREG/CR-3713 

GROUPING OF LIGHT WATER REACTORS FOR EVALUATION OF DECAY 
HEAT REMOVAL CAPABILITY. 

KAROL, R., FRESCO, A. , PERKINS, K. R. Brookhaven National Laboratory. 
FIN A-3381. BNL-NUREG-51752. 84/06/30. Division of Safety 
Technology. B2pp, Available at NRC. *4.50, 25547:001. 


8407110023 NUREG-0304 V09 NOl 

REGULATORY AND TECHNICAL REPORTS. Compilation For First 
Quarter 1984. 

# Division of Technical Information & Document Control. 84/05/31. 
146pp. 25544:227. 


8407110027 Forwards SER re responses to Generic Ltr 81-04 requiring 
review of ASME Code Class 1 & 2 pressure boundary piping 
sa-fe ends St fitting matls to determine compliance w/Rev 1 
to NUREG-0313. Responses do not comply w/g ui d el i nes, 

VASSALLO, D. B. Operating Reactors Branch 2, GL-Sl-04. 84/06/15. 

LIU, L. Iowa Electric Light St Power Co. 3pp. 25547:182. 24X 

Fiche: 50-331, 84/06/15, 84071 10027. 


— 8407110039 SER re IGSCC in RCPB piping sys. Util response not in 
compliance w/NUREG-0313, Rev 1 guidelines, 

* Office of Nuclear Reactor Regulation, Director. GL-81-04. 
84/06/15. 4pp. 25547:185. 24X Fi ch e: 50-331 , 84/06/1 5, 84071 10027. 


—8405310324 EGO-FM-6245 ROl 

Rev 1 to "Technical Evaluation of Integrity of Duane Arnold 
Reactor Coolant Boundary Piping Sys. " 

NAGATA, P.K. EG&G, Inc. FIN A-6429. TAC 46660. 83/06/30. 

KOO, W. H. Division of Engineering. 44pp. 25547:189. 24X 

Fiche: 50-331, 84/06/15, 84071 10027. 
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8407110034 NUREG/CR--36a6 VOl 

MIPS — COMPUTER CODE FOR WHIP AND IMPACT ANALYSIS OF PIPING 
SYSTEMS. Part A - User's Manual. 

POWELLi G. H. I HOLLINGS, J. P. , ROW. D. G. California. Univ. of. Berkeley. 
CA. FIN 4-0383-3. UCRL-15597, 84/06/30. Division of Engineering 

Technology. 227pp. Available at NRC. $6.50. 25546:053. 


8407110046 Forwards safety evaluation re BWR feedwater & CRD return 
line nozzle cracking, based on NUREG— 0619 & recommendations 
of NEDE-21821-A. Newly installed spargers effective «c 
installations of low-flow controller not required.. 

VASSALLO. D. B- Operating Reactors Branch 2. 84/06/27. SINCLAIR. J. B. 

Vermont Yankee Nuclear Power Corp, 2pp. 25540:328. 24X 

Fiche: 50-271. 84/06/27. 8407110046. 


— 8407110055 Safety evaluation re BWR feedwater it CRD return line mods. 
Util can operate w/o rerouting of reactor water cleanup, 
w/o removing clad 8c w/o installing low-flow controller for 
feedwater sys. 

* Office of Nuclear Reactor Regulation. .Director. 84/06/27. 2pp. 
25540: 330. 24X Fiche: 50-271, 84/06/27. 84071 10046. 


8407110052 NUREG/CR-3686 V04 

WIPS—COMPUTER CODE FOR WHIP AND IMPACT ANALYSIS OF PIPING 
SYSTEMS. Part D - Verification Manual. 

POWELL. G.H.. HU. F-C. California. Univ. of. Berkeley. CA. * 
Lawrence Livermore National Laboratory. A-0383-3. UCRL-15597. 

84/06/30. Division of Engineering Technology. 247pp. Available 
at NRC. *6.50. 25537:001. 


8407110060 NUREG/CR-3686 

WIPS — COMPUTER CODE FOR WHIP AND IMPACT ANALYSIS OF PIPING 
SYSTEMS. Summary Report. 

POWELL. G. H. California. Univ. of. Berkeley. CA. * Lawrence 
Livermore National Laboratory. FIN A-0383-3. UCRL-15597, 84/06/30. 

Division of Engineering Technology, 12pp. Available at NRC. 

♦3. 00. 25542; 050. 


8407110066 NUREG/BR-0025 VI 0 N4 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR. G. W. Office of State Programs. Director. 84/06/15. Spp. 
26195:352. 


6407110069 Forwards safety evaluation it EG&G technical evaluation re 
IGSCC in RCPB piping sys 8t compliance w/Rev 1 to 
NUREG-0313. Goth evaluations should be used in responding to 
Generic Ltrs 84-11 it 84-07. 

VASSALLO, D. B. Operating Reactors Branch 2. OL-84-07. 84/06/15. 

UTLEY. E.E. Carolina Power it Light Co. 3pp. 25540:271. 24X 

Fiche: 50-324, 84/06/15. 84071 10069. 


— 8407110102 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 8* 84-11. 

♦ Office of Nuclear Reactor Regulation. Director. GL-84-07. 
84/06/15. 7pp. 25540:274. 24X Fiche: 50-324. 84/06/15. 8407110069. 


—8405310413 EGG-FM-6248 

"Integrity of Brunswick Steam Electric Plant. Units 1 & 2 
Reactor Coolant Boundary Piping Sys." technical evaluation. 
NAGATA. P. K. EGScG. Inc. FIN A-6429. TAC 46656. 83/07/31. 

KOOiW. H. Division of Engineering. 47pp. 25540:281. 24X 

Fiche: 50-324. 84/06/15. 8407110069. 


8407110076 NUREG/CR-3686 V03 

WIPS—COMPUTER CODE FOR WHIP AND IMPACT ANALYSIS OF PIPING 
SYSTEMS. Part C - Programmer 's Manual. 

POWELL. G. a. HOLLINGS. J. P. . ROW. D. 0. California. Univ. of. Berkeley. 
CA. FIN A-0383-3. UCRL-15597. 84/06/30. Division of Engineering 

Technology. 84pp. Available at NRC. *4.75. 25537:248. 


8407110090 NUREG/CR-3686 V02 

WIPS—COMPUTER CODE FOR WHIP AND IMPACT ANALYSIS OF PIPING 
SYSTEMS. Part B - Theory Manual. 

POWELL, G. a. HOLLINGS. J. P. , ROW. D. 0. California. Univ. of. Berkeley, 
CA. FIN A-0383-3. UCRL-15597. 84/06/30. Division of Engineering 

Technology. lS2pp. Available at NRC. *6.00. 25538:001. 


—8407110154 EGG-FM-6246 ROl 

Rev 1 to "Technical Evaluation of Integrity of Browns 
Ferry 1.2 it 3 Reactor Coolant Boundary Piping Sys." 

NAGATA, P.K. EG&G, Inc. FIN A-6429. TAC 46653. 83/08/30. 

KOO. W. H. Division of Engineering. 52pp. 25538:294. 24X 

Fiche; 50-259. 84/06/15, 8407110132. 


8407110143 Forwards safety evaluation of post-accident sampling sys 
<NUREG“0737, Item 11. B. 3). Plant meets 10 of 11 criteria. 

Procedure for estimating extent of core damage due by 
841030. 

VARGA. S. A. Operating Reactors Branch 1. 84/06/28. O'TOOLE. J.D. 

Consolidated Edison Co. of New York. Inc. llpp- 25537:332. 24X 

Fiche: 50-247, 84/06/28. 8407110143. 


8407110172 NUREG/CR-2424 V02 

MATHEMATICAL SIMULATION OF SEDIMENT AND RADIONUCLIDE 
TRANSPORT IN COASTAL WATERS. V 2 User's M CP Listing for 
FETRA. 

ONISHI.Y. . THOMPSON/ F. L. Battelle Memorial Institute. Pacific 
Northwest Laborator ies. FIN B-2271. PNL-5088. 84/05/31. 

Division of Health. Siting it Waste Management. 89pp. Available at 
NRC. *4. 50. 25542: 134. 


8407110180 NUREG/CR-3838 

AN INITIAL REVIEW OF SEVERAL METEOROLOGICAL MODELS SUITABLE 
FOR LOW-LEVEL WASTE DISPOSAL FACILITIES. 

CULKOWSKI. W. M. Commerce. Dept, of, Natl. Oceanograph ic ®t Atmospheric 
Administration. FIN B-7107. 84/06/30. Division of Radiation 

Programs it Earth Sciences (post 840429). 21pp. Available at NRC. 

*3. 25. 25536: 296. 


8407110223 Forwards safety evaluation it EG&G technical evaluation re 
IGSCC in RCPB piping sys it compliance w/Rev 1 to NUREG-0313. 
Evaluations should be used in responding to Generic 
Ltrs 84-11 it 84-07. 

VASSALLO. D. B. Operating Reactors Branch 2. GL-81-04. 84/06/20. 

BAYNE, J. P. Power Authority of the State of New York. 3pp. 

25538: 184. 24X Fiche: 50-333. 84/06/20, 8407110223. 


— 8407110243 Safety evaluation re IGSCC in RCPB piping sys. Further staff 
actions will depend upon licensee response to Generic Ltrs 
84-07 it 84-11. 

* Office of Nuclear Reactor Regulation. Director. GL-81-04, 
84/06/20. 4pp. 25538:187. 24X Fiche: 50-333. 84/06/20/ 8407110223. 


•8407110255 EOO-FM-6259 

"Technical Evaluation of Integrity of JA Fitzpatrick Nuclear 
Power Plant Reactor Coolant Boundary Piping Sys." 

NAGATA/ P.K. EO&O/ Inc. FIN A-6429. TAC 46661. 83/08/31. 

KOO. W. H. Division of Engineering. 40pp. 25538:191. 24X 

Fiche: 50-333. 84/06/20/ 8407110223. 


8407110258 Forwards response to request for addl info it clarification 
of Section 4.11 of SEP Topics III-5. A. 4. III-5. A. 5 & 

1II-5. A. 6/as part of commitments under NUREO-0827, 

LINDER/ F. Dairyland Power Cooperative. LAC-10011. 84/06/29. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 25pp. 25527:206. 24X 

Fiche: 50-409. 84/06/29. 8407110258. 


8407110267 Submits info re plan to modify containment wide-range 
pressure monitor recording capability at facility, per NUREG- 
0737, Item II.F. 1. 4. "Containment Pressure Monitor." Modified 
method adequate & no further mods planned. 

MEDFORD. M.O. Southern California Edison Co. 84/07/09. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 25522:342. 24X 

Fiche: 50-206. 84/07/09, 8407110267. 


8407110395 Requests addl info to complete review of util response to 
Generic Ltr 82-33 re Suppl 1 to NUREG-0737. "Requirements 
for Emergency Response Capability." Results of preliminary 
review contained in "Conformance to Reg Guide 1.97....“ 

YOUNGBLOOD. B. J. Licensing Branch 1. GL-82-33. 84/06/26. 

SCHNELL/D. F. Union Electric Co. 3pp. 25548:121. 24X 

Fiche: 50-483. 84/06/26. 8407110395. 


— 8406140044 "Conformance to Reg Guide 1. 97. Callaway Plant. Unit 1." 

UDY.A. C. EG&G/ Inc. FINA-6493. GL-82-33. 84/05/31. NRC - No 

Detailed Affiliation Given. 16pp. 25548:124. 24X 

Fiche: 50-483, 84/06/26, 8407110395. 
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8407110496 Forwards SER re safety parameter display sys based on review 
of 831229 & 840210 submittals in partial response to 
Generic Ltr 82-33»Suppl 1 to NUREG~0737 re emergency 
response capab i 1 i ty. Response acceptable. 

VARGAi S. A, Operating Reactors Branch 1. GL-a2-33. 84/06/22. 

FARRARi D. L. Commonwealth Edison Co. 2pp. 25547:289. 24X 

Fiche; 50-295. 84/06/22. 8407110496. 


— 8407110503 Safety evaluation re safety parameter display sys based on 
review of 831229 840210 submittals in partial response to 

Generic Ltr 82-33. Suppl 1 to NUREO-0737 re emergency 
response capabi 1 i ty. Response acceptable. 

* Office of Nuclear Reactor Regulation. Director. GL-82-33. 
84/06/22. 12pp. 25547:291. 24X Fiche: 50-295. 84/06/22. 8407110496. 


8407110589 Forwards ret^uest for addl info re review of NUREG-0737. Item 
I. D. 2 concerning safety parameter display sys. Info requested 
within 60 days of ltr date. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/06/27. HOOTEN. B. G. 

Niagara Mohawk Power Corp. 3pp. 25543:356. 24X 

Fiche: 50-220. 84/06/27. 8407110589. 


8407120057 Submits items of interest. On 840618-20. meeting held u/Oak 
Ridge Associated Univs re ongoing confirmatory survey being 
conducted at Greenvi 1 le. PA site. Environ assessments (NUREG- 
1078 & NUREG-1077) will be published in 840620 FR. 

PAGE. R. G. Uranium Fuel Licensing Branch. 84/06/27. DAVIS. J. 0. 
Division of Fuel Cycle Jk Material Safety. 3pp. 25572:339. 


8407120067 Forwards response to 840426 request for addl info re SEP/ 
SER on capability of plant structures to withstand effects 
of flooding described in SEP <NUREG-0827) . 

LINDER. F. Dairyland Power Cooperative. LAC-10016. 84/07/03. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 5pp. 25551:036. 24X 

Fiche: 50-409. 84/07/03. 8407120067. 


8407120206 Informs that addl time needed to provide info for resolution 
of NUREG-0737, Item II.K. 3. 16. "Reduction of Challenges & 

Failures of Relief Valves, "per 840403 request. Info will be 
provided 30 days following refueling outage. 

SINCLAIR. J. B. Vermont Yankee Nuclear Power Corp. EVY 04-80. 

84/07/09. VASSALLO. D. B. Operating Reactors Branch 2. Ip. 

25550: 103. 24X Fiche: 50-271. 84/07/09, 8407120206. 


8407120232 Informs that CEN-268 applicable to NUREO-0737. Item II.K. 3. 5. 
"Automatic Trip of Reactor Coolant Pumps, " per C-E rev to 
emergency procedure guidel ines. incorporating strategy for 
pump trip, 

C0UN8IL. W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL.W.O. Northeast Utilities. B11240. 84/06/28. 

EISENHUT. D. G. Division of Licensing. 2pp. 25549:333. 24X 

Fiche: 50-336. 84/06/28, 8407120232. 


8407120257 Requests page changes to proof & review version of 840203 
Tech Sp ecs. Submittal should propose all changes issued to 
Callaway in NUREG-1058 & applicable to Wolf Creek. Proposed 
changes requested by 840720 for review. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/06/28. KOESTER. G. L. Kansas 

Gas «( Electric Co. 2pp. 25573:064. 24X Fiche: 50-000, 84/06/28, 

8407120257. 


8407120286 Forwards comments on 840501-04 detailed control room design 
review in-progrets audit, conducted in connection w/Suppl 1 
to NURE0-O737. Science Applications. Inc assisted in audit. 

Concurs w/contractor recommendations. 

VARGA. 8. A. Operating Reactors Branch l. 84/06/22. GIESLER, C. W. 
Wisconsin Public Service Corp. 6pp. 25573:025. 24X 

Fiche: 50-305. 84/06/22, 8407120286. 


—8406200028 "Detailed Control Room Design Review In-Progress Audit 
Rept for Kewaunee Nuclear Power Plant. " 

* Science Applications. Inc. NRC-03-82-096. 84/05/31. NRC - 

No Detailed Affiliation Given. 33pp. 25573:031. 24X 

Fiche: 50-305. 84/06/22. 8407120286. 


8407120315 Final deficiency rept re unqualified Limitorqu# valve 
operator (NUREG-0508) . Initially reported on 840515. 

Unqualified Buchanan 0824 terminal block replaced w/ 
qualified Curtis Type L, per Field Change Notice WATM-10706. 
MILLS.L.M. Tennessee Valley Authority. 84/07/03. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 25549:062. 24X 

Fiche: 50-390. 84/07/03. 8407120315. 


8407120432 Forwards safety evaluation re NUREG-0737, I tern II. B. 3, 
"Post-Accident Sampling Sys. " Sys meets 5 of 11 criteria of 
item. Remaining criteria require preparation of plant- 
specific methodology for estimating core damage. 

VARGA, S. A. Operating Reactors Branch 1. 84/06/22. FARRAR, D, L. 

Commonwealth Edison Co. 5pp. 25555:355. 24X Fiche: 50-295, 84/06/22, 

0407120432. 


8407120435 Forwards application for SNM license requesting 
authorization to receive, possess, inspect, store & package for 
return to vendor, unirradiated fuel assemblies made of U 
enriched in U-235 isotope. 

SWARTZ, E. D. Commonwealth Edison Co. 8695N. 84/06/08. DAVIS. J. 0. 

Office of Nuclear Material Safety Safeguards. Director. 2pp. 
25573:317. 24X Fiche: 50-456. 84/06/08. 840712043 5. 


8407120450 Forwards DES (NUREG-1074) & notice of availability of DES. 
Request for comments being sent to federal, state St local 
agencies. W/o DES. 

SCHWENCER.A. Licensing Branch 2. 84/06/29. HIRSCH. A. 

Environmental Protection Agency. 2pp. 25555:334. 24X 

Fiche; 50-354, 84/06/29, 8407120450. 


“8407110627 Notice of availability of DES (NUREG-1074). 

SCHWENCER.A. Licensing Branch 2. 84/06/29. 2pp. 25555:336. 24X 

Fiche: 50-354, 84/06/29, 8407120450. 


8407120512 Forwards DES (NUREO-1074) 8t notice of avai labi lity. W/o end. 
SCHWENCER,A. Licensing Branch 2. 84/06/29. MITTL. R. L. Public 

Service Electric & Gas Co. of New Jersey. 2pp. 25558:359. 24X 

Fiche: 50-354. 84/06/29, 8407120512. 


8407120539 NUREG/CR-3S25 VO 1-02 

ACOUSTIC EMISSION/FLAW RELATIONSHIP FOR IN-SERVICE 
MONITORING OF NUCLEAR PRESSURE VESSELS. Quar ter 1 y Report: 

October 1983 - March 1984. Vols 1 St 2. 

HUTTON. P.H., KURTZ. R.J. Battelle Memorial Institute. Pacific 
Northwest Laboratories. FIN B-20e8. PNL-5125. 84/06/30. 

Division of Engineering Technology. 47pp. Available at NRC. *4.00. 
25556: 187. 


8407120600 Comments on review of BWIP response to Odder S< USG8 
geochemical concerns re Site Characterization Repts 
SD-BWI-DIC-002 St SD-BWI-DIC-003. Both documents relatable to 
NRC issues. 

BROOKS. D.J. Geotechnical Branch (Post 831001). 00870, 84/06/15. 

WRIGHT, R.J. Repository Projects Branch (Post 831001). Ip. 

25558: 177. 


— 8407120612 Requests review of BWIP responses to USGS concerns re Site 
Character! zation Rept SD-BWI-DIC-002 w/respect to App C St 
NUREO-0960. 

REHFELDT, W. R. NRC - No Detailed Affiliation Given. 84/06/05. 
GREEVES, J. T. , JOHNSON, T. C, . NATARAJA. M. S. NRC - No Detailed 
Affiliation Given. Ip. 2 5558:179. 


8407120626 NURE0/8R-0025 VI 0 N5 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR, 0. W. Office of State Programs, Director. 84/06/22. 3pp. 
25556:319. 


8407120632 NUREG/CR-3848 

EXPERIMENTAL INVESTIGATION OF UNSTEADY TORNADIC WIND LOADS 
ON STRUCTURES. 

JISCHKE, M. C. . MOSLEHI.F. Ok lahoma. Univ. of. Norman. OK. FIN 
B-6241. 84/06/30. Division of Radiation Programs St Earth Sciences 

(post 840429). 34pp. Available at NRC. *4.50. 25556:233. 


8407130033 Partial response to FOIA request for all documents St 
correspondence re FIN A-3320. "Mark III LOCA Pool Dynamics. " 
Forwards documents listed in App A. Documents also available 
in PDR. 

FELTON, J. M. Division of Rules and Records. FIN A-3320. 84/05/23. 
SHOLLY. S. C. Union of Concerned Scientists. 5pp. 25586:101. 


— 8402230185 Forwards FR notice of issuance 8< availability of "For 
Comment" edition of proposed Rev 6 to Section 6. 2.1.1. C of 
SRP (NUREO-0800) St associated NUREG-097a re Mark III 
LOCA-related hydrodynamic load definition. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/02/13. COMBS. T. R. Office of the Secretary of the Commission. 
Ip, 25586: 175. 


— 8402230187 Notice of issuance St availability of "For Comment" edition 
of proposed Rev 6 to Section 6.2. 1. 1. C of SRP (NUREG— 0800) 8< 
associated NUREG-0978, "Mark III LQCA-related Hydrodynamic 
Load Definition St Regulatory Analysis. " 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/02/13. 21pp. 25586: 176. 


8407130037 Further response to FOIA request for numerous categories of 
records re issues discussed in IE Info Notices 81-29.83-52. 

83-57 St 83-72 St Board Notifications 83-128 St S3-128A. 

Forwards Apps C 8< D document $. Search continuing. 

FELTON. J. M. Division of Rules and Records. 84/04/13. JORDAN, W. S. 
Harmon St Weiss. 7pp. 25584:078. 24X Fiche: 50-000, 84/04/ 13, 

8407130037 . 
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-8407130174 Foruiards status of EPRI PWR safety & relief valve test 
program, NUREG-0737, Item 1 1 . D. 1 . Rela ted info end. 

* Affiliation Not Assigned. 81/07/24. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 5pp, 25584:107. 


— 8407130187 "Control of Heavy Loads at Nine Mile Point Unit 2. " 

* Stone S; Webster, Inc. 12177. 84/07/10. 50pp. 25567:204. 24X 

Fiche: 50-410, 84/07/10, 8407130180. 


— 8407130232 Forwards Div of Engineering draft Itr to PWR licensees & 
applicants re NUREG-0737, I tem II. D. 1.2 on safety valve 
ring adjustments. 

VOLLHER.R. H. Division of Engineering. 82/10/19, EISENHUT, D. 0. 
Division of Licensing. 3pp. 25584:161. 


8407130189 Advises that response to Suppl 1 , NUREG-0737 
for emergency response capability related to control 
design review will be provided by 840917. 

LIDEN,E. A. Public Service Electric & Gas Co. of New 
84/07/05. VAROA, S. A. Operating Reactors Branch 1. 
24X Fiche: 50-272, 84/07/05, 8407130189. 


re requirements 
room 

Jersey. 

3pp. 25562:359. 


— B407130246 Requests formal review of licensee vendor submittals re 
Dresser safety valves. Safety evaluation input expected by 
821 1 12. Review should be charged to plant-specific TACs for 
NUREG-0737i Item II. D. 1. 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 

LAINAS, G. C. Assistant Director for Operating Reactors. 82/11/03. 
KNIGHT, J. P, Assistant Director for Comp. Structures Engineering 
<Pre 830201). Ip. 25584:164. 24X Fiche: 50-000, 84/04/13. 

8407130037. 


8407130059 Forwards addl info re TMI Item II. F. 2 concerning inadequate 
core cooling instrumentation implementation status. per 
840503 request. Emergency procedures will be upgraded as part 
of detailed control room design review. 

STEWART, W. L. Virginia Electric «< Power Co. 313. 84/07/06. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 32pp. 
25562:023. 24X Fi ch e : 50-000, 84/07/06, 8407130059. 


8407130062 Informs that reactor vessel level sys will be installed no 
later than first refueling outage after 870101. Bid specs 
will be issued to C-E & Technology for Energy Corp for 
competitive bids by Jul 1984. 

MCDONALD, R. P. Alabama Power Co. GL-S2-28. 84/07/06. VARGA, S. A. 

Office of Nuclear Reactor Regulation, Director. 4pp. 25563:179. 
24X Fiche; 50-348. 84/07/06, 8407130062. 


8407130143 Forwards application for amend to License DPR-20, changing 
Tech Specs re post-accident samp 1 ing s, per NUREG-0737 
(Generic Ltr 83-37). 

JOHNSON, B.D. Consumers Power Co. GL-S3-37. 84/07/09. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 25562:302. 24X 

Fiche. 50-255, 84/07/09. 8407130143. 


— 8407130149 Application for amend to License DPR-20, revi sin g Tech Spec 
Section 6. 17 to require implementation of program ensuring 
capability to obtain analyze reactor coolant, radioactive 
iodines & particulates in plant gaseous effluents. 

DEWITT, R.B., DURFEY. S. L. Consumers Power Co. OL-83-37. 84/07/09. 

2pp. 25562:303. 24X Fic he: 50-255, 84/0^/09, 8407130143. 


— S407130157 Proposed Tech Specs, imp lamenting program to ensure 
capability to obtain & analyze reactor coolant, radioactive 
iodines & particulates in plant gaseous effluents & 
containment atmosphere samples under accident conditions. 

Consumers Power Co. 84/07/09. 2pp. 25562:305. 24X 

Fiche: 50-255, 84/07/09, 8407130143. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 Sc 
83-72. Forwards App F documents. App G documents withheld 
(ref FOIA Exemptions 4 Sc 5). 

FELTON, J. M. Division of Rules and Records. 84/04/23. JORDAN, W. S. 
Harmon S< Weiss. 8pp. 25586:213. 24X Fiche: 50-000, 84/04/23, 

8407130156. 


“8407130203 NP-2292 

"PWR Safety 8< Relief Valve Test Program, Valve Selection/ 
Justification Rept, " final rept. 

« MPR Associates, Inc. 82/12/31. 278pp. 25588:263. 


— 8407130229 Draft memo re review of addl licensee/vendor info concerning 
Dresser PWR pressurirer safety valve ring adjustments. 

Forwards draft safety evaluation for each affected plant. 

Related info end. 

KNIGHT, J. P. Assistant Director for Comp. S« Structures Engineering 
(Post 830201). 84/04/23. MIRAGLIA, F. J. Assistant Director for 

Safety Assessment. 134pp. 25589:213. 24X Fiche; 50-000, 84/04/23, 

8407130156. 


8407130172 Responds to proposed imposition of Civil Penalty EA 84-37 
for violations noted in IE Insp Repts 50-369/83-39 8c 
50-370/83-46. Containment spray valve incident due to 
personnel error, not defect in independent verification. 

TUCKER, H.B. Duke Power Co. EA-S4-037. 84/07/06. Director's 

Office. Office of Inspection and Enforcement. 18pp. 25563: 128. 24X 

Fiche: 50-369, 84/07/06. B407130172. 


8407130180 Forwards S8cW rept "Control of Heavy Loads at Nine Mile Point 
Unit 2." in response to NRC Question 410.28. 

MANGAN. C. V. Niagara Mohawk Power Corp. (NMP2L 0107). 84/07/10. 

SCHWENCER.A. Licensing Branch 2. Ip. 25567:203. 24X 

Fiche: 50-410, 84/07/10. 8407130180. 


8407130190 Forwards nonproprietary final sys design description for 
reactor coolant inventory trending sys, per NUREG-0737, I tem 
II. F. 2 8c proprietary, "Summary Info RCS Coolant Inventory 
Trending (CIT)...." Rept withheld (ref 10CFR2. 790). 

HUKILL. H. D. General Public Utilities - GPU Service Corp. 
5211-84-273. 84/07/06. STOLZ.J. F. Operating Reactors Branch 4. 

36pp. 25563:025. 24X Fi che : 50-289, 84/07/06, 8407130190. 


8407130252 Responds to Generic Ltr 84-14 re replacement 8c 
requalif ication training program. Section 13.2 of updated 
FSAR address preplanned 1 ectures, on-the-job tra ining, annua 1 
written exams & recordkeeping. 

WITHERS, B.D. Portland General Electric Co, OL-84-14. 84/07/06. 

EISENHUT, D. G. Division of Licensing. 2pp. 25567:147. 24X 

Fiche; 50-344, 84/07/06. 8407130252. 


8407130298 Forwards response to Open Items 2. 1. 5 8c 2. 1.6 of NUREO-0612, 
"Control of Heavy Loads" re special lifting devices & 
lifting d evices, respec t i vely . 

COUNSIL, W. G. , LEE. W. F. Connecticut Yankee Atomic Power Co. LEE, W. F. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

B11237. 84/06/29. CRUTCHFIELD, D. Operating Reactors Branch 5. 

iOpp. 25565:156. 24X Fi che : 50-000. 84/06/29, 8407130298. 


8407130393 NUREG-0750 V19 N02 

NUCLEAR REGULATORY COMMISSION ISSUANCES. February 19B4. 

Pp 487-554. 

* Division of Technical Information 8c Document Control. 84/02/29. 
75pp. 25575:242. 


8407130401 NUREG-0980 

NUCLEAR REGULATORY LEGISLATION. 

FOTIAS. A. .Office of the Executive Legal Director. 84/06/30. 649pp. 

Available at NRC. *11.00. 25580:001. 


8407130415 NUREG-1020LD V02 

GPU V. B&W LAWSUIT REVIEW AND ITS EFFECT ON TMI-1 . Genera 1 
Public Utilities Corporat i on, et al. v. The Babcock 8c Wilcox 
Company, et al. Three Mile Island Nuclear Station, Unit 1> 

Docket 50-289. 

* Office of Nuclear Reactor Regulation, Director. 84/06/30. 875pp. 

25576; OOl. 24X Fiche: 50-289, 84/06/30, 8407130415. 


8407130445 Requests addl info re 831201 8c 840309 submittals on 
reactor pump coolant trip, per NUREO-0737, Item II. K. 3. 5. 

Response requested within 30 days of ltr date. 

MILLER, J.R. Operating Reactors Branch 3. 84/07/02. SCHWORTER, T. 

Westinghouse Operating Plants Owners Group. 21pp. 25575: 329. 


8407130460 NUREG/CR-3682 ERR 

Errata, changing subtitle of NUCLEAR FUEL CYCLE RISK 
ASSESSMENT from "Review and Evaluation of Existing Records" 
to "Review and Evaluation of Existing Methods. " 

PELTO, P.J. , RHOADS, R.E., VESELY. W. E. Battelle Memorial Institute, 
Pacific Northwest Laboratories. FIN B-2402. PNL-4490. 84/06/22. 

Division of Risk Analysis 8c Operations (post 840429). Ip. Available 
At NRC. *5. 00. 25582; 309. 


8407130479 NUREG-0750 V19 NOl 

NUCLEAR REGULATORY COMMISSION ISSUANCES. January 1984. 

Pp 1-485. 

•* Division of Technical Information 8e Document Control. 84/01/31, 
487pp. 25582:311. 


8407130504 NUREG-0954 S02 

SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CATAWBA 
NUCLEAR STATION, UNITS 1 AND 2. Docket Nos. 50-413 And 50-414. 
(Duke Power Company, et al. ) 

♦ Division of Licensing. 84/06/30. 134pp. Available at NRC. 

*5.50. 25578:156. 24X Fiche: 50-413, 04/06/30, 8407130504. 


8407160002 Requests addl info re util 821217 response to Suppl 1 to 
NUREO-0737, "Requirements for Emergency Response 
Capability," by 840815. Forwards results for EG&G preliminary 
review, "Conformance to Reg Guide 1.97, Wolf Creek, Unit 1." 
YOUNGBLOOD, B. J. Licensing Branch 1. OL-82-33. 84/06/25. 

KOESTER.G, L. Kansas Gas 8< Electric Co. 3pp. 25624:297. 24X 

Fiche: 50-482. 84/06/25, 8407160002. 
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— 8406200009 "Conformance to Reg Guide 1.97iWolf Creek Plant. Unit 1. “ 
UDY, A.C. EG&G. Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 16pp. 25624:300. 24X Fiche: 50-482. 84/06/25. 

8407160002. 


8407160017 Fortuards order confirming licensee commitments to implement 
post-TMI related items set forth in Suppl 1 to NUREG-0737. 
based on util response to Generic Ltr 82-33. 

STOLZ. J. F. Operating Reactors Branch 4. GL-82-33. 84/07/06. 

TUCKER. N. R. Duke Power Co. Ip. 25624:273. 24X 

Fiche: 50-269, 84/07/06. 8407160017. 


— 8407160030 Advises that util revised original 830414 response to Suppl 
1 to NUREG-0737. Reasons for requesting extension in 
schedules for safety parameter display sys & Reg Guide 1.97 
rept 1 isted. Reasons acceptable. 

NICOLARAS, H. Operating Reactors Branch 4. 84/07/06. 

EISENHUT, D. G. Division of Licensing. 4pp. 25624:274. 24X 

Fiche: 50-269, 84/07/06, 8407160017. 


— 8407160044 Order confirming licensee commitments on emergency response 
capability submitted in response to Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/07/06. Duke 

Power Co. 6pp. 25624:278. 24X Fiche: 50-269, 84/07/06, 8407160017. 


8407160018 Forwards Amends 100 & 102 to Licenses DPR-44 DPR-56, 
respectively & safety eva luation. Amends change Tech Specs to 
add operability & surveillance requirements to listed y 

NUREO-0737 items, per Generic Ltr 83-02. 

GEARS, G.E. Operating Reactors Branch 4. OL-83-02. 84/07/02. 

BAUER, E.G. Philadelphia Electric Co. 6pp. 25624:240. 24X 

Fiche: 50-277, 84/07/02, 8407160018. 


8407160151 Forwards cost-benefit evaluation for SEP Topics III-2. "Wind 
& Tornado Loadings" & III-4. A, "Tornado Missiles," 
in response to open issues identified in SEP integrated 
plant SAR. 

THAYER, J. K. Yankee Atomic Electric Co. FYR 84-74. 84/07/09. 

CRUTCHFIELD. D. Operating Reactors Branch 5. 2Spp. 25600:219. 24X 

Fiche: 50-029, 84/07/09, 8407160151. 


8407160161 Forwards update to schedule &: implementation status of TMI 
action items in NUREG-0737. 

FAY, C. W. Wisconsin Electric Power Co. 84/07/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 38pp. 25601:062. 

24X Fiche: 50-266, 84/07/09, 8407160161. 


8407160206 Comments on NUREO-1055. "Improving Quality & QA in Design 
8c Const of Commercial Nuclear Power Plants. " Questions how 
meaningful public comments on such complex rept can be 
provided within 37 days. 

RUEKBERG, B. Illinois, Univ. of, Chicago, IL, 84/06/25. Office of 
the Secretary of the Commission. Ip- 25590:362. 


8407160234 Forwards response to NRC 840403 request for addl info re 
implementation of NUREG-0737, I tern II. K. 3. 16 on saf ety /r el i ef 
valve challenges !( failures. 

MILLS, L. M. Tennessee Valley Authority. 84/07/09. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 25590:003. 
24X Fiche: 50-259, 84/07/09, 8407160234. 


8407160280 NUREG/CR-2000 V03 N5 

LICENSEE EVENT REPORT (LER) COMP ILATION: For Month Of May 
1984. 

* Oak Ridge National Laboratory. FIN A— 9135. QRNL/NSIC— 200. 
84/06/30. Director's Office. 129pp. 25625:070. 


— 8407160033 Amends 100 8t 102 to Licenses DPR-44 & DPR-56, respectively, 
changing Tech Specs to add operability 8< surveillance 
requirements to certain NUREG-0737 items. 

RIVENBARK, G. W. Operating Reactors Branch 4. DPR-56 A 102. 
64/07/02. 24pp. 25624:246. 24X Fic he : 50-277. 84/07/02, 8407160018. 


8407170022 Responds to 840608 request for addl info in support of 
Invoice C0203 for Black Fox CP app lication, withdrawn on 
820406. 

MILLER, W. a. License Fee Management Branch. 84/07/06. CDNRAD, V. L. 
Public Service Co. of Oklahoma. 3pp. 25650:126. 24X 

Fiche: 50-556, 84/07/06, 8407170022. 


— 8407160039 Safety evaluation supporting Amends 100 8« 102 to Licenses 
DPR-44 8< DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director, GL-83-02. 
84/07/02. 3pp. 25624:270. 24X Fiche: 50-277, 84/07/02, 8407160018. 


8407160019 Forwards request for addl info on NUREG-0737, Item II. D. 1, 
"Performance Testing of Relief S< Safety Valves. " Response 
requested within 60 days. 

VARGA, S, A. Operating Reactors Branch 1. 84/06/02. MCDONALD, R. P. 

Alabama Power Co. 8pp. 25624:232. 24 X Fi che : 50-348, 84/06/02, 

8407160019. 


8407170247 Provides info resulting from discussions between util it NRC 
re 830920 response to Criterion 10 of NUREG-0737, Item II. B. 3 
concerning post-accident sampling. 

HAMMER, D. S. Tennessee Valley Authority. 84/07/13. ADENSAM, E. _ 
Licensing Branch 4. 2pp. 25612:254. 24X Fiche: 50-390, 84/07/13, 

8407170247. 


8407170248 Forwards FES (NUREG-1026) for info. W/o end! 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/07/10. WOOD, J. B. Commerce, 

Dept, of, Natl. Oceanographic «< Atmospheric Administration. 5pp. 
25631:289. 24X Fiche: 50-456, 84/07/10, 8407170248. 


8407160058 Advises of NRC plans to conduct design verification audit 
on 840724-27 of emergency response info sys/safety parameter 
display sys design in OE rept NEDE-30284, per Suppl 1 to 
NUREO-0 737. Draft audit plan end. 

SCHWENCER,A, Licensing Branch 2. 84/07/02. BAUER, E. C. 

Philadelphia Electric Co. 13pp. 25623:332. 24X 

Fiche: 50-352, 84/07/02, 8407160058. 


0407160120 Forwards Amend 5 to FSAR. Amend contains supplemental info 
re review for conformance w/8RP(NUREG-0800) , per 10CFR50. 34. 

Amend also updates design description «< corrects 
ty pograp h ica 1 errors. 

SORENSEN, G. C. Washington Public Power Supply System. 003-84-399. 
84/06/20. KNIGHTON, G. W, Licensing Branch 3. 7pp. 25597:026. 24X 

Fiche: 50-508, 84/06/20, 8407160120. 


8407160124 Provides info addressing fuel load deferral item re 
acceptab il ity of test results for control room Halon Sys 
SKC07, automatic fire suppression sys for control room 
cables, Acceptance of ays consistent w/SER ( NUREG-0830) . 

SCHNELL, D. F. Union Electric Co. ULNRC-857. 84/06/29. KEPPLER, J. 0. 

Region 3, Office of Director. Hpp- 25600:272. 24X 

Fiche: 50-483, 84/06/29, 8407160124. 


8407160140 Presents details of plans to update ECCS evaluation model 
to incorporate NUREO-0630 «< compensating models S< other 
minor upjdates. Table of large break LOCA evaluation models 
end. 

BRYAN, R.H. Babcock «< Wilcox Operating Plants Owners Group. 
84/07/06. KADAMBI.P. NRC - No Detailed Affiliation Given. 5p. 
25590: 229. 


8407160146 Provides addl info re instrumentat ion being installed for 
detection of inadequate core cooling, per NUREO-0737, Item 
II. F. 2. Determination of subcooling margin end. 

TRAMM,T. R. Commonwealth Edison Co. 8924N. 84/07/06. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 25600:266, 
24X Fiche: 50'-000, 84/07/06, 8407160146. 


8407170257 Forwards FES (NUREG-1026) for inf o. W/o end. 

YOUNGBLOOD, B. U. Licensing Branch 1. 84/07/10. Illinois, State 

of. 2pp. 25631:287. 24X Fiche: 50-456, 84/07/10. 8407170257. 


8407170300 Forwards IE Insp Repts 50-317/84-05 St 50-318/84-05 on 
840301-02. No violations noted. Util analysis of potential 
post-accident radiation levels well conceived Zt thoroughly 
implemented. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/06/25. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 2pp. 25627:162. 24X 

Fiche: 50-317, 84/06/25, 8407170300. 


—8407170304 IE Insp Repts 50-317/84-05 & 50-318/84-05 on 840301-02. No 
violations noted. Major areas inspected: actions taken to 
comply w/NUREG-0737, Item II. B. 2 re design review of plant 
shielding & emergency procedure changes. 

FERLIC.K. P. Region 1, Office of Director. 50-318/84-05. 

84/06/22. 11pp. 25627:164. 24X Fiche : 50-317, 84/06/25, 8407170300. 


8407170313 Requests review of draft NUREG-1032. App A re loss of offsite 
power frequency & duration relationship & of ORNL draft rept 
on loss of offsite power operating experience. Comments 
requested by 840801. W/o encl. 

BARANOWSKY, P. W. Reactor Risk Branch. 84/07/11. KNIEL, K. Generic 
Issues Branch, 6pp. 25627:348. 


07170320 Notification of 840724-26 meeting w/GE in San Uose,CA to 
conduct design verification audit of safety parameter 
display sys, per Suppl 1 to NUREG-0737. Draft audit plan ^ 

SCALETTI, D. C. Standard i zat i on & Special Projects Branch. 84/07/11. 

THOMAS, C. 0. Standardization & Special Projects Branch. llpp. 


8407170351 Forwards response to DG Eisenhut 840529 request for addl 
info re Multi-Plant Action F-55 concerning NUREG-0737, 

Item II.K. 3. 28, “Qual if icati on of Automatic Depressur i zati on 

KAMMEpJ'rS.^^^Tlnnessee Valley Authority. ay07/12. DENTON,H_R_ 
Office of Nuclear Reactor Regulation, Director. 2pp. 25618.322. 
24X Fiche: 50-259, 84/07/12, 8407170351. 
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8407170407 Forwards "Reg Guide 1.97 Position" re instrumentation for 
light water-cooled nuclear power plants to assess plant & 
environ conditions during & following acc ident. Rep t suppl 
due by 840915. 

RODRIGUEZ* R. J. Sacramento Municipal Utility District. RUR 84-247. 
84/07/13. STOLZiJ. F. Operating Reactors Branch 4. 2pp. 25614:043. 
24X Fiche: 50-312. 34/07/13, 8407170407. 


— 8407170412 "Reg Guide 1.97 Position. " 

* Sacramento Municipal Utility District. 84/07/13. 42pp. 

25614:047. 24X Fiche: 50-312. 84/07/13. 8407170407. 


8407170408 Forwards response to NRC questions re 840402 application 
for amend to OL. W/three oversize drawings, two being 
proprietary . One aperture card available in PDR. Two aperture 
cards available in Central Files. ^ « 

KOBER.R. W. Rochester Gas & Electric Corp. 84/07/06. CRUTCHFIELD. D. 

Operating Reactors Branch 3. 7pp. 25608:049. 24X 

Fiche-: 50-244. 84/07/06, 8407170408. 


8407170443 Forwards IE Insp Repts 50-245/84-07 & 50-336/84-09 on 
840402-06. No violations noted. Conformance deficiency re 
post-accident reactor coolant will be addressed in 
enforcement action. 

MARTIN. T. T. Division of Engineering it Technical Programs. 84/06/21. 

COUNSIL. W, G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 25627:088 . 24X Fiche' 50-245. 84/06/21. 8407170443. 


— 8407170448 IE Insp Repts 50-245/84-07 & 50-336/84-09 on 840402-06. No 
violations noted. Major areas inspected: imp lementation of 
NUREG-0737 task actions re post-accident sampling & 
effluent & radiation monitoring. 

WHITE. J.R. Region 4. Office of Director. HALL. A. , ROHRIG. N. 
Brookhaven National Laboratory. 50-336/84-09. 84/06/18. 33pp. 

25627:090. 24X Fiche: 50-245. 84/06/21. 8407170443. 


8407170530 Forwards request for addl info re NUREG— 0737. Item II. D. 1 
concerning performance testing on relief it safety valves. 

Info requested within 60 days. 

VARGA. S. A. Operating Reactors Branch 1. 84/07/05. UTLEY. E.E. 

Carolina Power & Light Co. 9pp. 25634:293. 24X 

Fiche: 50-261, 84/07/05. 8407170530. 


8407170536 Ack receipt of 840530 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/84-07. 

Confirms understanding that corrective actions will be 
completed by 840928. per 840615 telcon. 

LEWIS.R.C. Region 2. Office of Director. 84/06/19. WILCUS.W.S. 
Florida Power Corp. Ip. 25627:060. 24X Fiche: 50-302. 84/06/19. 

8407170536. 


—8407170554 IE Insp Rept 50-302/84-07 on 840227-0302. Vi o la t ion noted: 
review of Emergency Plan Implementing Procedure EM-307 re 
post-accident sampling sys inadequate. 

FRANKLIN, L, A. . JENKINS. G. R. Region 2. Office of Director. 
84/04/26. 4pp. 25627:066. 24X Fiche: 50-302. 84/06/19, 8407170536. 


8407170553 NUREG-0540 V06 N04 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE. April 
1-30. 1984. 

* Division of Technical Information it Document Control. 84/06/30. 
644pp. 25628:001. 


8407170557 NUREQ-074S V04 NOS 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data As Of May 
31, 1984. (Orange Book) 

» Office of Resource Management, Director. 84/07/31. 200pp. 

25630:001. 


8407170560 NUREC/CR-3134 

A SETS USER'S MANUAL FOR VITAL AREA ANALYSIS. 

STACK, D.W., HILL.M. S. Sandia Laboratories. FIN A- 1338. 
SAND83-0074. 84/06/30, Division of Facility Operations. 108pp. 

25634: 037. 


8407180005 NUREG/CR-3810 VOl 

REACTOR SAFETY RESEARCH PROORAr®. Quarterly Report 
January-March 1984. 

EDLER.S. K. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2088. PNL-5106-1. 84/06/30. Division of 

Accident Evaluation. 35pp. Available at NRC. 4*3.75. 23665:287. 


8407180011 NUREG/CR-3391 V03 

LWR PRESSURE VESSEL SURVEILLANCE DOSIMETRY IMPROVEMENT 
PROGRAM. Annual Report. Oc tober 1. 1982-Septefflber 30,1983. 

MCELROY. W. M. . KAM. F. B. , GRUNDL. J. A. Hanford Engineering Development 
Laboratory. FIN B-5988. HEDL-TME 83-23. 84/06/30. Division of 

Engineering Technology. 198pp. Available at NRC. $6. 00. 

25652: 102. 


8407180017 NUREG-1026 

FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION. UNITS 1 AND 2. Docket Nos. STN 50-456 And 
STN 50-457. (Commonwealth Edison Company) 

* Division of Licensing. 84/06/30. 276pp. Available at NRC. 

*7.00. 25682:126. 24X Fiche: 50-456, 84/06/30. 8407180017. 


8407180022 NUREG-0020 V08 NOS 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT. Data As 
Of April 30. 1984. (Grey Book) 

* Division of Budget & Analysis. 84/06/30. 372pp. 25653:001. 


8407180028 NUREG/CR-3505 

^ A VOLUME-WEIGHTED SKEW-UPWIND DIFFERENCE SCHEME IN COMMIX. 

MIAO, C. C. . LYCZKOWSKI. R. W. , LEAF. 0. K. Argonne National Laboratory. 
FIN A-2045. ANL-83-66. 84/05/31. Division of Accident 

Evaluation, 92pp. 23683: 140. 


8407180032 Ack receipt of 840518 Itr informing NRC of steps taken to 
correct violations it deviation noted in IE Insp Rept 
50-302/84-09. 

LEWIS.R.C. Region 2. Office of Director. 84/06/25. WILOUS. U. 8. 
Florida Power Corp. Ip. 25666:287. 24X Fiche: 50-302, 84/06/23. 

8407180032. 


— 8407180225 IE Insp Rept 50-302/84-09 on 840228-0327. Noncompliance 
noted: failure to test control room emergency ventilation 
sys, to follow surveillance procedure used to determine RCS 
leakage it to use calibr instrumentation. 

STETKA. T. F. , MYERS. D. 0. Region 2. Office of Director. 

PANCIERA. V. W. Division of Project & Resident Programs. IEB-79-13, 
84/04/18. 15pp. 25666:298. 24X Fiche: 50-302, 84/06/25, 

8407180032. 


8407180036 Forwards FES {NUREO-1026) & notice of availability of FES. 
Notice forwarded to Ofc of FR for pub 1 icat ion. Rept placed in 
PDR it LPDR. W/o FES. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/07/10. FARRAR, D.L. 

Commonwealth Edison Co. Ip. 25654:324. 24X Fiche: 50-456. 84/07/10. 

8407180036. 


•8407180042 Notice of availability of FES for Braidwood Station. Units 

1 2 . 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/07/10. 2pp. 25654:325. 

24X Fiche: 50-456, 84/07/10, 8407180036. 


8407180039 NUREO-0525 R09 

SAFEGUARDS SUMMARY EVENT LIST (SSEL). 

♦ Licensing Policy 8* Programs Branch. 84/06/30. 53pp. Available 

at NRC. *4. 25. 25654: 272. 


8407180046 NUREG- 1059 

SAFETY EVALUATION REPORT RELATED TO THE RENEWAL OF THE 
OPERATING LICENSE FOR THE UNION CARBIDE SUBSIDIARY B. INC. 
RESEARCH REACTOR. Doc ket No. 50-54. 

♦ Division of Licensing. 84/06/30. 98pp. Available at NRC. 

*4.75. 25683:041. . 24X Fiche: 50-054, 84/06/30. 8407180046. 


8407180048 Forwards FES (NUREO-1026) it notice of availability of FES. 
per NEPA of 1969. Notice will be sent to Ofc of FR for 
publication. W/o FES. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/07/10. HIRSCH. A. 

Environmental Protection Agency. Ip. 25654:351. 24X 

Fiche: 50-456. 84/07/10. 8407180048. 
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84071800S7 Forwards draft technical evaluation repts< “Control of Heavy 
Loads at Nuclear Power Plantsi South Texas Projecti Units 1 & 

2< *■ Phases 1 & 2i f or review & comment. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/02.- GOLDBERG, U. H. Houston 

Lighting & Power Co. 3pp. 25667:296. 24X Fic he: 50-498, 84/07/02. 

8407180057. 


— 8406150095 "Control of Heavy Loads at Nuclear Power Plants, South Texas 
Project, Units 1 & 2 (Phase ID." 

SHABER.C.R. EG&G, Inc. FIN A-6457. 84/05/31. NRC - No 

Detailed Affiliation Given. 35pp. 25667:331. 24X 

Fiche: 50-498. 84/07/02, 8407180057. 


— 8406150262 "Control of Heavy Loads at Nuclear Power Plants, South Texas 
Pro jec t, Un i ts 1 2.(Phase I)," draft technical evaluation 
rep t. 

SHABER.C.R. EG&G, Inc. FIN A-6457. 84/05/31. NRC - No 

Detailed Affiliation Given. 32pp. 25667:299. 24X 

Fiche: 50-498, 84/07/02. 8407180057. 


8407180070 Amends 101 «< 38 to Licenses DPR-57 & NPF-5. res pec 1 1 vely . 
reflecting common reactor vessel water levels, in response to 
NUREO-0737 & mods to pipe break detection circuitry, 

RIVENBARK. G. W. Operating Reactors Branch 4. NPF-05 A 038. 
84/07/11. 29pp. 25652:306. 24X Fiche: 50-321, 84/07/1 1 . 8407180063. 


— 8407180078 Safety evaluation supporting Amends 101 & 38 to Licenses 
DPR-57 & NPF-5, respectively . 

* Office of Nuclear Reactor Regulation, Director. 84/07/11. 4pp. 
25652:335. 24X Fiche: 50-321, 84/07/11, 8407180063. 


8407180065 Forwards Rev 3 to "Diablo Canyon Units 1 & 2 Radiation 
Shielding Review," per NUREO-0737. Item II.B.2. Rept includes 
radiation levels for equipment inside containment, high 
energy line break analysis & vital area access doses. 

SCHUYLER, U, O. Pacific Gas & Electric Co. DCL-e4-260. 84/07/12. 

KNIGHTON, G. W, Licensing Branch 3. 2pp. 25641:070, 24X 

Fiche: 50-275, 84/07/12, 8407180065. 


— 8407180068 Rev 3 to "Diablo Canyon Units 1 S« 2 Radiation Shielding 
Review. " 

SHAW,H.C., LEE,T.P., CONNELL, E.C. Pacific Gas & Electric Co. 
84/06/30. 400pp. 25641:072. 24X Fiche: 50-275, 84/07/12, 

8407180065. 


8407180091 Forwards overview re appeal for requested mod of hydrogen 
purge sys valves to close on radiation signal, per Generic 
Ltr 84-08 & NUREG-0737, Item II.E.4.2.7, "Containment Venting 
at Power. " Add! info re leakage testing expected by 840730. 
COUNSIL.M. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSILiW. G. Northeast Utilities. A04104. 84/07/11. 

MILLER, J.R. Operating Reactors Branch 3. 40pp. 25647:119. 24X 

Fiche: 50-336, 84/07/11, 8407180091. 


8407180131 Forwards IE Insp Rept 50-275/84-09 on 840423-27 & 0514-25. 
No noncompliance noted. 

BISHOP, T.W. Region 5, Office of Director. 84/06/22. SCHUYLER, J. 0. 
Pacific Gas & Electric Co. Ip. 25667:065. 24X 

Fiche: 50-275, 84/06/22. 8407180131. 


—8407180133 IE Insp Rept 50-275/84-09 on 840423-27 & 0514-25. No 
noncompliance noted. Major areas inspected : sei smical ly 
induced sys interaction program (SER, Suppl 1 1, NUREO-0675 ) 

S( related allegations. 

CROWLEY. T. F. . CANTER. H. L. Region 5, Office of Director. 84/06/20. 
6pp. 25667:066. 24X Fic h e: 50-275, 84/06/22, 8407180131. 


8407,180138 Commits to provide operator training for use of 
post-accident sampling sys every 6 months. NUREO-0737, Item 
II. B. 3 considered complete. 

MCDONALD, R. P. Alabama Power Co. 84/07/11. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. Ip. 25636:258. 24X 

Fiche: 50-348, 84/07/11, 8407180138. 


8407180145 Forwards Rev 1 to "Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig, Reactor Vessel Internals Lift Rig, Load 
Cell & Load Cell Linkage to Requirements of NUREG-0612. . . , 
in resolution of open items, per 840618 conference call, 

SCHMIDT, H.C. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). TXX-4226. 84/07/12. YOUNGBLOOD, B. U. Licensing 

Branch 1. 2pp. 25635:325. 24X Fiche: 50-445. S4/07/12, 8407180145, 


—8407180146 WCAP-10156 ROl 

Rev 1 to "Evaluation of Acceptability of Reactor Vessel Head 
Lift Rig, Reactor Vessel Internals Lift Rig, Load Cell & Load 
Cell Linkage to Requirements of NUREG-0612 for Texas Util 
Generating, Co Comanche Peak, Units 1 & 2. " 

SANDNER.H. H. Westinghous® Electric Corp. 83/02/28. 200pp. 

25635; 327. 24X Fiche: 50-445, 84/07/12, 8407180145. 


8407180205 Forwards Rev 2 to "Control Room Hab itab i lity /Technical 
Support Ctr, " per NUREO-0737, Item 1 1 1 . D. 3. 4. Rep t deletes 
requirements for ammonia detectors Sc emergency food Sc water 
supply for control room. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. RJR 84-249. 
84/07/05. STOLZ, J. F. Operating Reactors Branch 4. 2pp. 25642:225. 
24X Fiche: 50-312, 84/07/05, 8407180205. 


— 8407180210 Rev 2 to "Control Room Hab itab i 1 ity /Technical Support Ctr." 
* Sacramento Municipal Utility District. 34/04/30. 40pp. 

25642:227. 24X Fiche: 50-312, 34/07/05. 8407180205. 


8407180206 NUREG/CR-3427 V04 

LONG-TERM PERFORMANCE OF MATERIALS USED FOR HIGH-LEVEL WASTE 
PACKAGING. Annual Report, April 1983 - April 1984. 

STAHL, D., MILLER, N. E. Battelle Memorial Institute, Columbus 
Laboratories. FIN B-6764. BMl-2113. 84/06/30. Division of 

Radiation Programs Sc Earth Sciences (post 840429). 282pp. Available 

at NRC. *7.00. 25665:001. 


8407180211 Forwards Suppl 1 to 840410 application for amend to Licenses 
DPR-42 Sc DPR-60, changing Tech Specs to delete requirement 
for ammonia, hydrocloric acid S< formaldehyde gas detection 
sys in main control room, per NUREG-0737, Item III.D. 3. 4. 

MUSOLF. D. Northern States Power Co. 84/07/09. Office of Nuclear 
Reactor Regulation, Director. 2pp. 25642:269. 24X 

Fiche: 50-282, 84/07/09, 8407180211. 


— 8407180216 Suppl 1 to 840410 application for amend to Licenses DPR-42 U 
DPR-60, changing Tech Specs to delete requirement for 
ammonia, hydrocloric acid Sc formaldehyde gas detection sys in 
main control room, per NUREO-0737, Item III.D. 3. 4. 

MUSOLF, D. Northern States Power Co. 84/07/09. Ip. 25642:271. 

24X Fiche: 50-282. 84/07/09, 8407180211. 


8407180218 NURE0/CR-3B75 

THE USE OF IN-SITU PROCEDURES FOR SEISMIC QUALIFICATION OF 
EQUIPMENT IN CURRENTLY OPERATING PLANTS. 

SADIK, S. , ARENDTS, J. G. , DIXON. B.W. EG5<G. Inc. FIN A-6474. 
EGG-EA-6650. 84/06/30. Division of Safety Technology. 186pp. 

Available at NRC. *6.00. 25654:015. 


8407180290 Forwards Suppl 2 to NUREG-0954, consist ing of SER issued 
June 1984 Sc application for SNM license. App lication Sc 
license previously transmitted. W/o end. Related 
correspondence. 

JOHNSON, G. E. Hearing Branch 4. DSB 304. OL. 84/07/12. 

KELLY, J.L., FOSTER, R.F., HOOPER, F. F. Atomic Safety and Licensing 
Board Panel. 2pp. 25651:354. 24X Fiche: 50-413, 84/07/12, 8407180290. 


8407180329 NUREO/CR-3839 

AN EMPIRICAL ASSESSMENT OF NEAR-SOURCE GROUND MOTION FOR A 
6.6 MB (7.5 MS) EARTHQUAKE IN THE EASTERN UNITED STATES. 

CAMPBELL, K. W. Lawrence Livermore National Laboratory. FIN A-0406. 
UCID-20083. 84/06/30. Division of Accident Evaluation. 66pp. 

Available at NRC. *4.50. 25654:203. 


8407190023 Forwards IE Insp Rept 50-413/84-63 on 840521-25. No 
violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/06/22. TUCKER, H.B. 
Duke Power Co. 2pp. 25687:252. 24X Fiche; 50-413, 84/06/22, 

8407190023. 


— 8407190030 IE Insp Rept 50-413/84-63 on 840521-25. No violations or 
deviations noted. Major areas inspected; TMI action item 
followup *< plant tour. 

WAGNER, A. G., BROWNLEE, V. L. Region 2, Office of Director. 

84/06/21. 5pp. 25687:254. 24X Fiche: 50-413, 84/06/22, 8407190023. 


8407190035 Forwards IE Insp Rept 50-305/84-04 on 840416-0615. No 
noncompliance noted. 

SHAFER, W. D. Region 3, Office of Director. 84/06/29. 0IESLER,C. W. 
Wisconsin Public Service Corp. 2pp. 25687:134. 24X 

Fiche: 50-305, 84/06/29, 8407190035. 


— B407190044 IE Insp Rept 50-305/84-04 on 840416-0615. No noncompliance 
or deviations noted. Major areas inspected: operational 
saf et y » surve i 1 lane B, ind ep endent insp, IE buX letins, p lant 
startup from refueling & Type B ?< C leak rate testing. 

JACKIW, I. N. Region 3, Office of Director. IEB-83-07. 84/06/25. 

7pp. 25687:136. 24X Fiche : 50-305, 84/06/29, 8407190035. 


0407190050 Forwards IE Insp Repts 50—282/84—04 & 50—306/84—03 on 
840411-0610. No noncompliance noted. Deviation from 
commitments made in previous correspondence identified. 

Corrective action requested within 30 days of ltr date. 

SHAFER. W. D. Region 3, Office of Director. 04/06/29. LARSON, C.E. 
Northern States Power Co. 2pp. 25687: 109. 24X 

Fiche: 50-282, 84/06/29, 8407190050. 
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— 8407190062 IE Insp Repts 50-282/84-04 & 50-306/84-03 on 840411-0610. 
Deviations identified: fa i 1 ure to meet amend commitment re 
RCS vent sys. 

JACKIW, I.N. Region 3i Office of Director. 50-306/84-03. 

84/06/25. 9pp. 25687:111. 24X Fic he: 50-282. 84/06/29, 8407190050. 


B4071 90060 NUREG/CR-3658 

CONSIDERATIONS RELEVANT TO THE DRY STORAGE OF LWR FUEL RODS 
CONTAINING WATER. 

WOODLEY. R.E. Hanford Engineering Development Laboratory. FIN 
B-2435. HEDL-TME 84-14. 84/06/30. Division of Engineering 

Technology. 35pp. Available at NRC. $3.75. 25693:247. 


8407190148 Forwards IE Insp Repts 50-390/84-35 50-391/84-33 on 

840421-0525. No violations or deviations noted. 

VERRELLI, D. M." Region 2. Office of Director. 84/06/21. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 25686:274. 24X 

Fiche: 50-390. 84/06/21. 8407190148. 


— 8407190160 IE Insp Repts 50-390/84-35 & 50-391/84-33 on 840421-0525. No 
violations or deviations noted. Major areas inspected: 
previous enforcement matters.TMI task i terns, fol lowup on 
licensee identified items & IE bulletin closeout, 

SHYMLOCK. M. B. . SWAN. W. B. . HOLLAND. W. E. Region 2. Office of 
Director. 50-391/84-33. 84/06/20. 11pp. 25686:276. 24X 

Fiche: 50-390. 84/06/21.8407190148. 


8407190178 Forwards IE Insp Rept 50-413/84-53 on 840514-18. No 
violations or deviations noted. Summary of commitments to 
correct significant findings identified during review also 
end, per 830530 telcon. 

LEWIS. R.C. Region 2. Office of Director. 84/06/25. TUCKER. H. B. 
Duke Power Co. 4pp. 25685:306. 24X Fiche : 50-413, 84/06/25. 

B40719Q178. 


— 8407190188 IE Insp Rept 50-413/84-53 on 840514-18. No violations or 
deviations noted. Major areas inspected: emergency. abnormal, 
operation, maint, instrument performance procedure review It 
implementation of independent verification. 

KRUG. H. . GIBSON. A. F. Region 2. Office of Director. 84/06/21. 
19pp. 25685:310. 24X Fiche: 50-413, 84/06/25. 8407190178. 


8407190241 Forwards testimony of W Hodges. U Clifford. T Quay, combined 
testimony of U Knox & E Tomlinson for 840730 low power 
hearing Zt NUREO-0420. Supp 1 6. "SER re Operation of Shoreham 
Nuclear Power Station. “ Related correspondence. 

PERLIS. R. G. Hearing Branch 3. DSB 339, OL-4. 84/07/16. 

MILLER. M.E.. JOHNSON, E. B. , BRIGHT. G.O. Atomic Safety and Licensing 
Board Panel. Ip. 25668:331. 24X Fiche: 50-322. 84/07/16. 8407190241. 


8407190266 Forwards IE Insp Repts 50-369/84-16 it 50-370/84-13 on 
840529-0601. No violations or deviations noted. 

DANCE. H.C. Region 2. Office of Director. 84/06/19. TUCKER. H.B. 
Duke Power Co. 2pp. 25685:199. 24X Fiche: 50-369, 84/06/1 9. 

8407190266. 


— 8407190282 IE Insp Repts 50-369/84-16 it 50-370/84-13 on 840529-0601. No 
violations or deviations noted. Major areas inspected: 

NUREG-0737 items, audits, chemistry program. shield survey, 
external exposure control, posting labeling & control. 

ALBRIGHT. R. H, . JENKINS. G. R. Region 2. Office of Director. 
50-370/84-13. 84/06/18. 6pp. 25685:201. 24X 

Fiche: 50-369. 84/06/19, 8407190266. 


8407190323 Forwards "Emergency Operating Procedure Generation Package, 
Vogtle Electric Generating Plant. " per Suppl 1 to 
NUREG-0737. Section 7.2b re method of developing 
plant-specific emergency operating procedure. 

FOSTEl?. D. 0. Georgia Power Co. GN-34B. 84/05/01. ADENSAM, E. G. 

Licensing Branch 4, Ip. 25681:130. 24X Fiche: 50-424, 84/05/01. 

8407190323. 


•0407190326 "Emergency Operating Procedure Generation Package. Vogtle 
Electric Generating Plant. " 

* Georgia Power Co. 84/04/30. 87pp. 25681: 131. 24X 

Fiche: 50-424, 84/05/01, 8407190323. 


8407190329 Responds to Generic Ltr 83-42 re possibility of single 
failure in electric power/control sys resulting in failure 
of crane to support load. Fac ility previously modified by 
adding reverse phase it loss of phase protection relay. 

MUSOLF, D. Northern States Power Co. 0L“S3-42. 84/07/11. Office 

Of Nuclear Reactor Regulation. Director. Ip. 25681-290. 24X 

Fiche: 50-263. 84/07/11. 8407190329, 


8407190335 Forwards historical calibr data for containment hydrogen Zt 
oxygen monitors for determining instrument setpoint 
stability. per 840515 telcon request for addi info on 
NUREG-0737. Items II. F. 1. 4-6. 

Z IMMERMAN. S. R. Carolina Power Zt Light Co. NLS-84-302. 84/07/10. 

VASSALLO. O. B. Operating Reactors Branch 2. 4pp. 25682' 001 24X 

Fiche: 50-324, 84/07/10. 8407190335, 


S407190350 Requests extensions until 1985 refueling outage to complete 
addition of second shutdown condenser level control sys !< 
until 840901 for consequence study re wind Zt tornado 
loadings, tornado missiles & seismic design considerations. 

LINDER. F. Dairyland Power Cooperative. LAC-10029. 84/07/10. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 2pp. 25681:220. 24X 

Fiche: 50-409, 84/07/10. 8407190350. 


8407190372 Forwards IE Insp Repts 50-321/84-17 Zt 50-366/84-17 on 
840529-0601. No violations noted. 

DANCE. H.C. Region 2. Office of Director. 84/06/14. KELLY. R. J. 
Georgia Power Co. 2pp. 25684:355. 24X Fiche: 50-321. 84/06/14, 

8407190372. 


“8407190378 IE Insp Repts 50-321/84-17 Zt 50-366/84-17 on 840529-0601. No 
violations noted. Major areas inspected: APRM sys. rod block 
monitor sys, Tech Spec program mods witnessing. status of IE 
Bulletin 80-25 & Target Rock safety relief valve. 

BURRIS, S.P., JAPE. F. Region 2. Office of Director. 50-366/84-17. 
84/06/12. 4pp. 25684:357. 24X Fiche: 50-321. 84/06/14. 8407190372. 


8407190404 Forwards IE Insp Repts 50-324/84-10 Zt 50-325/84-10 on 
840507-10. No violations or deviations noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/06/13. UTLEY. E. E. 

Carolina Power Zt Light Co. 2pp. 25684:281. 24X 

Fiche: 50-324, 84/06/13. 8407190404. 


— 8407190412 IE Insp Repts 50-324/84-10 Zt 50-325/84-10 on 840507-10. No 
violations or deviations noted. Major areas inspected: 

NUREG-0737 items. external/internal exposure control , surveys 
& posting, labeling Zt control. 

ALBRIGHT, R. H. . JENKINS. 0. R. Region 2. Office of Director. 
50-325/84-10. 84/06/11. 6pp. 25684:283. 24X 

Fiche: 50-324. 84/06/13, 8407190404. 


8407190487 NUREG-0725 R04 

PUBLIC INFORMATION CIRCULAR FOR SHIPMENTS OF IRRADIATED 
REACTOR FUEL. 

* Division of Safeguards. 84/06/30. 51pp. Available at NRC. 

$7. 00. 25693: 177. 


8407190513 Notifies of CRGR Meeting 58 on 840315 to discuss 
proposed NUREG-0801. "Evaluation of Criteria for Detailed 
Control Room Design Review. " 

STELLO. V. Committee to Review Generic Requirements. 84/03/02. 
MATTSON. R. J. Office of Nuclear Reactor Regulation. Director. 

JORDAN. E. L. Director's Office. Office of Inspection and Enforcement. 

CUNNINGHAM, R. Office of Nuclear Material Safety Zt 
Safeguards. Director. Ip. 25688:114. 


--S407190515 NUREG-0801 DRFT 

EVALUATION CRITERIA FOR DETAILED CONTROL ROOM DESIGN 
REVIEWS. 

♦ Division of Human Factors Safety. 84/07/09. 55pp. 25688:115. 


8407200074 Forwards License Change Applications 108 Zt 109 for amend to 
License NPF-1, changing Tech Specs to revise height of 
meteorological instruments on tower Sc necessary remote 
shutdown instrumentation. Certificate of Sve end. 

WITHERS. B.D. Portland General Electric Co. 84/07/13. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 25692; 120. 24X 

Fiche: 50-344. 84/07/13. 8407200074. 


— 8407200110 License Chang# Applications 108 S< 109 for amend to License 
NPF-1. correcting discrepancies between Tech Specs Sc plant 
instrumentation Sc incorporating NUREG-0737, Item II. K. 3. 3 
requirements. 

WITHERS, B.D. Portland General Electric Co. 84/07/13. 6pp. 
25692:122. 24X Fiche; 50-344. 84/07/13, 8407200074. 


8407200095 Summarizes ACRS 291st meeting on 840712-14 re NUREO-1070. 
"NRC Policy on Future Reactor Designs; Decisions on Severe 
Accident Issues in Nuclear Power Plant Regulation. " Policy 
dealing w/new plants needs strengthening. 

EBERSOLE. J. C. ACRS — Advisory Committee on Reactor Safeguards. 
84/07/18. PALLADINO, N. J. Commissioners. 7pp. 25693:159. 


8407200144 Forwards revised Page 1 of notice of violation transmitted 
w/IE Insp Rept 50-346/84-06 on 840402-0611. Or ig inal app 
incorrectly classified severity level of Violation 1. 

SHAFER. W.D. Region 3. Office of Director. 84/07/11. CROUSE. R. P. 
Toledo Edison Co. Ip. 25692:176. 24X Fiche: 50-346. 84/07/11, 

8407200144. 


— 8407200156 IE Insp Rept 50-346/84-06 on 840402-0611. Noncomp I iance 
noted : fai lure to establish procedures to rept conditions 
adverse to qual i ty. Reac tor protection sys actuations not 
reported to NRC. 

JACKIW. I.N. Region 3, Office of Director. IEB-83-04. 84/06/29. 

13pp. 25692:182. 24X Fiche: 50-346, 84/07/11, 8407200144. 
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8407200149 Responds to 840612 retiuest re NUREG-0737, Items I. A. 1.3 re 
shift manning overtime limits St II.K. 3, 3 re reporting safety 
& relief valve fa ilures. Prop osed Tech Specs address Generic 
Ltr 82-16. per 840626 application for license amend. 

TUCKER, H. B. Duke Power Co. OL-82-16. 84/07/16. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 4pp. 25692:171. 
24X Fiche: 50-269, 84/07/16, 8407200149. 


8407200168 Supple 840629 implementation schedule for NUREG-0737. Supp 1 1 
projects, per NRC request for info re emergency operating 
procedure (EOP) upgrade 8< proposed Reg Guide 1.97 project 
schedules. EOPs will be upgraded by Feb 1986. 

VANDEWALLE, D. J. Consumers Power Co. 84/07/17. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 3pp. 25692:338 . 24X 

Fiche; 50-255. 84/07/17, 8407200168. 


B407200198 Forwards SALP rept for Oct 1982 - Jan 1984. Shortc omings in 
areas of plant bp erat i ons, des i gn. eng i neer ing & mods Zt 
licensing activities discussed at 840522 meeting. 

HURLEY. T. E. Region 1. Office of Director. 84/07/09. HUKILL. H. D. 
General Public Utilities - GPU Service Corp. 3pp. 25692:236. 24X 

Fiche: 50-289. 84/07/09, 8407200198. 


— 8407200200 SALP rept for Oct 1982 - Jan 1984. Category 2 assigned to 
licensing activities. 

Region 1, Office of Director. 50-289 CAT2. 84/04/02. 57pp. 

25692:239. 24X Fiche: 50-289, 84/07/09, 8407200198. 


8407230009 Confirms info provided in telcon re NUREG-0737, Item II. B. 3, 
"Post-Accident Sampling Sys. " Personnel will be trained 
annually training sessions held semiannually. 

BAYNE, J.P. Power Authority of the State of New York. JPN-a4-45. . 

84/07/16. VASSALLO. D. B. Operating Reactors Branch 2. 2pp. 
25706:025. 24X Fi ch e: 50-333, 84/07/ 16, 8407230009. 


8407230043 Advises that two natural circulation tests will be conducted 
to provide addl opportunity for operators to observe tests, 
per License Condition 2.C. (8)f (NUREG-0737, Section I.G.l). 

SCHUYLER. J. D. Pacific Gas Electric Co. DCL-84-266. 84/07/18. 

EISENHUT. D. G. Division of Licensing. Ip. 25706:005. 24X 

Fiche: 50-275. 84/07/18, 8407230043. 


8407230063 Responds to request for addl info re plans for safety 
parameter display sys per Suppl 1 to NUREO-0737. Suggests 
meeting w/NRC to discuss safety parameter display sys. 

Revised parameter list end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/07/17. RI VENBARK. G. W. 
Operating Reactors Branch 4. 7pp. 25705:357. 24X 

Fiche: 50-277, 84/07/17, 8407230063. 


8407230123 Forwards NUREG-1 038, Suppl 1, "SER re Operation of Shearon 
Harris Nuclear Power Plant, Unit 1." W/o end. Related 
correspondence. 

BARTH, C. A. Hearing Branch 1. DSB 419. OL. 84/07/18. KELLEY, J. L. , 
CARPENTER, J. H. . BRIGHT. G.O. Atomic Safety and Licensing Board Panel. 
Ip. 25706:076. 24X Fiche’: 50-400, 84/07/18, 8407230123. 


8407230176 Forwards IE Insp Rept 50-275/84-15 on 840430-0504. No 
violations noted. 

WENSLAWSKI. F. A. Region 5. Office of Director. 84/07/19. 
SCHUYLER, J. O. Pacific Gas 8-. Electric Co. 2pp. 25704:273. 24X 

Fiche: 50-275, 84/07/19, 8407330176. 


— B407230177 IE Insp Rept 50-275/84-15 on 840430-0504. No violations or 
deviations noted. Major areas inspected: imp lamentation of 
radiological controls, operability of containment hydrogen 
monitors & implementation of NUREG-0737, Item II. B. 3. 

GARCIA, E.M., YUHAS, Q. P. ’Region 5, Office of Director. 84/07/17. 
4pp. 25704:275. 24X Fiche: 50-275, 84/07/19, 8407230176. 


8407230230 Advises of completion of review of 830802 submittal re 
safety parameter display sys, per Generic Ltr 82-33. Potential 
human engineering discrepancies identified. Addl info 
requested re isolation devices. 

KNIGHTON, G. W. Licensing Branch 3. GL-82-33. 84/06/27. 

SCHUYLER, J. O. Pacific Gas Si Electric Co. 4pp, 25726:340. 24X 

Fiche: 50-275, 84/06/27, 8407230238. 


--8407230245 SER re safety parameter display sys, per Suppl 1 to 
NUREG-0737 (Generic Ltr 82-33). Human engineering 
discrepancies identified. 

# NRC - No Detailed Affiliation Given. GL-82-33. 84/06/27. 

15pp. 25726:344. 24X Fiche; 50-275. 84/06/27, 8407230238. 


8407230301 Forwards order confirming licensee 830415 commitments to 
implement items set forth in Suppl 1 to NUREG-0737 (Generic 
Ltr 82-33) re emergency response capability. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-33. 84/07/03. 

FAY, C.W. Wisconsin Electric Power Co. 2pp. 25726:226. 24X 

Fiche: 50-266, 84/07/03, 8407230301. 4 


— 8407230304 Order confirming licensee commitments on emergency response 
capab i 1 ity , p er Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/07/02. 

Wisconsin Electric Power Co. 14pp. 25726:228. 24X 

Fiche; 50-266, 84/07/03, 8407230301. 


8407230305 Forwards SER re review of Westinghouse Topical Rept WCAP 
10019, "Summary Rept on Reactor Vessel Integrity for 
Westinghouse Operating Plants." Vessel integrity maintained 
per NUREG-0737, Item II.K. 2. 13. 

KNIGHTON, G. W. Licensing Branch 3. 84/06/29. SCHUYLER, J. 0. Pacific 

Gas & Electric Co. 3pp. 25726:212, 24X Fiche: 50-275, 84/06/29, 

8407230305. 


— 8407230313 Safety evaluation re NUREG-0737, Item II. K, 2. 13, "Thermal- 
Mechanical Rept-Effect of High Pressure Injection on Vessel 
Integrity for Small Break LDCA W/o Auxiliary Feedwater for 
All Operating PWR Plants. " 

* Office of Nuclear Reactor Regulation, Director. 84/06/29. 

11pp. 25726:215. 24X Fiche: 50-275, 84/06/29, 8407230305. 


8407230344 Discusses IE Insp Repts 50-213/83-25 8^ 50-245/84-07 & 
forwards notice of violation. 

MURLEY, T. E. Region 1. Office of Director. EA-84-002. 84/07/11. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 4pp. 
25726:152. 24X Fiche: 50-000, 84/07/1 1, 8407230344. 


— 8407230349 Notice of violation from insp on 831024-28. Violations noted: 
post-accident sampling capability not implemented 8t 
maintained per NUREG-0737, Item II. B, 3 & post-accident 
sampling procedure inadequately established. 

MURLEY, T. E. Region 1, Office of Director. EA-a4-002. 84/07/11. 

3pp. 25726:156. 24X Fi c h e : 50-000, 84/07/ 1 1 . 8407230344. 


— 8407230354 Notice of violation from insp on 840402-06. Violation noted: 
failure to implement & maintain post-acc i d ent sampling 
capability per NUREG-0737, Item II. B. 3. 

MURLEY, T. E. Region 1, Office of Director. EA-84-002. 84/07/11. 

2pp. 25726:159. 24X Fich e: 50-000, 84/07/1 1. 8407230344. 


8407230405 Forwards evaluation of util 830308 response to Generic Ltr 
82-28, "Inadequate Core Cooling Instrumentation Sys" ?< 
request for addl info. Response requested within 30 days of 
ltr receipt. 

MILLER, J. R. Operating Reactors Branch 3. GL-82-28. 84/07/11. 

JONES, W.C. Omaha Public Power District. 7pp. 25726:069. 24X 

Fiche; 50-285, 84/07/11, 8407230405. 


8407230424 Forwards "Conformance to Reg Guide 1.97, Diablo Canyon 
Nuclear Power Plant, Units 1 & 2, " interim rept. Requests 
review of items inadequately justified. Response requested 
within 60 days. 

KNIGHTON, 0. W, Licensing Branch 3. 84/06/27. SCHUYLER, J, 0. Pacific 

Gas & Electric Co. 2pp. 25726:192. 24X Fiche: 50-275, 84/06/27, 

8407230424. 


— 8406110400 "Conformance to Reg Guide 1.97, Diablo Canyon Nuclear Power 
Plant, Units 1 2. " 

UDY, A. C. EGSiG, Inc. FIN A-6493. GL-82-33. 84/05/31. NRC - No 

Detailed Affiliation Given. 12pp. 25726: 194. 24X 

Fiche: 50-275, 84/06/04. 8407230424. 


8407240086 Forwards responses to issues identified in 840117 techinical 
evaluation rept for Phase I review of control of heavy 
loads, per 840615 meeting. Westinghouse will perform 
point-by-point review of special lifting devices. 

WOQLEVER, E. J. Duquesne Light Co. 2NRC-4-107. 84/07/17. 

KNIGHTON, 0 W l.i cf*''S inq PT^nch 3. 4pp. 25723:114. 24X 

Fiche: 50— -IL. 3*1, -OT/ :?. 3.?072:'JC=J6 


8407240009 Provides addl info re environ qualification of equipment 
Important to safety, in response to 840517 request. Failure 
of nonsaf ety— re lated components does not prevent 
satisfactory operation of saf ety-related equipment. 

KAY, J. A. Yankee Atomic Electric Co. FYR 84-77. 84/07/16. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 25723:154. 24X 

Fiche-: 50-029. 84/07/16, 8407240089. 


8407240128 Forwards request for addl info re safety parameter display 
sys, per NUREG-0737. Supp 1 1 Generic Ltr 82-33. Response 
within 60 days of ltr receipt requested. 

PAULSON, W. A. Operating Reactors Branch 5. LS05-84-07-010. 

84/07/19. FIEDLERS, P. B. General Public Utilities - GPU Service 
Corp. 7pp. 25723:173. 24X Fiche: 50-219. 84/07/19. 8407240128. 


8407240129 Informs that procedures re gas & water clearing thrust loads 
associated w/second safety relief valve actuations in 
discharge lines in conformance w/NUREG-0661 , based on 
Teledyne Engineering Svcs review. 

SINCLAIR, J. B. Vermont Yankee Nuclear Power Corp. FVY 84/88. 
84/07/19. VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 

25715: 278. 24X Fiche: 50-271, 84/07/19, 8407240129. 
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Forwards safety evaluation supporting util response to 
801222 generic Itr re control of heavy loads (Phase I). 

Suidelines of NUREO-OS 12, Sections 5 . 1.1 & 5.3 satisfied. 

PAULSON, «. A. Operating Reactors Branch 5. LSO 5-84-07-01 2. 
84/07/19. CQUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 2pp, 25723:087. 24X Fiche: 50-245, 84/07/19, 

8407240130. 


— 8407240216 Safety evaluation re restart after 820125 steam generator 
tube rupture incident. Eval uation addresses SER (Nt.ff?EQ”0916>, 

Item 6 & 10 re requirement for safety injection signal Jk 
review of plant procedures. 

e Office of Nuclear Reactor Regulation, Director. 84/07/19. 4pp. 
25723:326. 24X Fiche: 50-244, 84/07/19. 8407240207. 


—8407240134 Safety evaluation supporting util response to 801222 generic 
loads (Phase I). Guidelines of 

Nl/REO-0612 satisfied. 


Reactor Regulation, Director. 
25723.089. 24X Fich e ; 50-245, 84/07/ 19, 8407240130, 


84/07/19. Ip. 


8407240247 Forwards implementation schedules for Rev 1 to Reg Guide 
1.97, for items not met due to plans to evaluate several 
proposed mods per integrated safety assessment program, in 
response to Suppl 1 to NUREG~0737. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. A04121. 84/07/17. 

MILLER, J. R. Operating Reactors Branch 3. 4pp. 25719: 168. 24X 
Fiche: 50-000.84/07/17, 8407240247. 


-8406290120 TER-C 5506-368 

"Control of Heavy Loads, ( c-iO) , Mi 1 1 stone Point Nuclear Power 
Station, Unit 1 ," technical evaluation rept. 

BOMBERGER, C. , AHMED, N. Franklin Institute/Franklin Research 
Center. NRC-03-81-130. TAC 08060. 84/06/27. SINGH, A. NRC - No 

Detailed Affiliation Given. 24pp. 25723:090. 24X 
Fiche: 50-245. 84/07/19, 8407240130 


8407240137 Forwards Amend 81 to License DPR-40 & safety evaluation. 
Amend adds operability & surveillance requirements for 
containment wide-range moni tors, wide-range noble gas stack 
t steam line radiation monitor. 

TOURIGNY, E. 0. Operating Reactors Branch 3. 84/07/12. JONES, W. C. 

Omaha Public Power District. 2 pD 25752-158 24X 

Fiche: 50-285. 84/07/12,8407240137 

8407240158 Safety evaluation supporting Amend 81 to License DPR-40. 

Regulation, Director. 84/07/12. 3pp. 
25752:167. 24X Fiche; 50-2Q5, 64/07/12, 8407240137. 


8407240143 Forwards Amend 80 to License DPR-40 & safety evaluation. 
Amend adds limiting conditions for operation & surveillance 
requirements for RCS vents & administrative requirements for 
sampling. 

TOURIGNY, E. G. Operating Reactors Branch 3. 84/07/09. JONES, W. C. 

Omaha Public Power District. 2pp. 25752:181. 24 X 

Fiche: 50-285, 84/07/09, 0407240143 


-8407240 W Amend 80 to License DPR-40, adding limiting conditions for 
operation ^ surveillance requirement for RCS vents Zt 
administrative requirements for sampling & analysis of 
plant effluents. y ^ 

Reactors Branch 3. 84/07/09. 

25752:183. 24X Fiche; 50-285. a 4 /’ 07 / 09 , 8407240143. 


Spp. 


»^«^«ation supporting Amend 80 to License DPR-40. 
oA/S^/Ao* Nuclear Reactor Regulation, Director. GL-83-37. 
84/07/09. 3pp. 25752:191. 24X Fiche: 50-285. 84/07/09. 8407240143, 


8407240^3 Forwards update to 840706 response to 840615 request for 
addl info re augmented shift staffing for emergency 

from Suppl 1 to NUREG-0737. 

Service Co, ANPP-30006-EEVB, 

Fi^nl^50:52s"e4%7/i^ 25714:007. 24X 


84072^177 Forwards request for addl info re plant-specific technical 
°^.P^«'=«1ures generation package, 

3. GL-82-33, 84/07/13. BASKIN, K. P. 

HOLCOMBE, J. C. San Diego Gas & 

Electric Co. Spp. 25752:12a. 24X Fiche: 50-361, 84/07/ 13. 8407240177. 


8407240255 Forwards safety evaluation re util 821 101 , 830331, S401 12 & 
0419 submittals on post-accident sampling sys.TMI Action 
Item 1 1. B. 3. Post-acc i dent sampling sys meets Item II. B. 3 
criteria St acceptable. 

PAULSON, W. A. Operating Reactors Branch 5. LSQ5-S4-07-014. 

84/07/19. COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 9pp. 25719:172 . 24X Fiche; 50-245, 84/07/19, 

8407240255. 


8407240260 Application to amend License NPF-12, revising Tech Spec 
6.3.1, “Unit Staff (Qualifications," to clarify educational 
requirements for senior reactor operators. Change refs 
NUREO-0737 Xt 1021. Fee end. 

DIXON, O.W. Sooth Carolina Electric & Gas Co. 84/07/19. DENTON.H.R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25719:083. 
24X Fiche: 50-395,84/07/19. 8407240260. 


•8407240269 Proposed changes to Tech Spec 6. 3. 1, "Unit Staff 
(Qualifications," to clarify educational requirements for 
senior reactor operators. 

* South Carolina Electric Zt Gas Co. 84/07/19. Ip. 25719:085. 
24X Fiche; 50-395, 84/07/19, 8407240260. 


8407240264 Package of two comments on .NUREG-10S5, "Improving (Quality it 
Assurance of Quality in Design St Const of Commercial Nuclear 
Power Plants. " 

HENRY, W.O. Duke Power Co. AMARAL, J. M. Bechtel Corp. 84/07/19. 
Docketing St Services Branch. 6pp. 25719:086. 


8407240268 Comments on NUREG-IOSS, "Improving Quality St Assurance of 
(Quality in Design St Const of Commerical Nuclear Power 
Plants. " Recommendation for increased comprehensive third- 
party audits should be deleted. 

ZIMMERMAN, S. R. Carolina Power St Light Co. NLS-84-312. 84/07/13. 

CHILK.S. J. Docketing St Services Branch. 6pp. 25718:310. 


8407240271 Package of two comments on NUREG-1055, "Improving Quality St 
Assurance of Quality in Design S< Const of Commerical Nuclear 
Power Plants. " 

GLASSCOCK.R. B. Washington Public Power Supply System. WILLIAMS, J. W. 

Atomic Industrial Forum. 84/07/20. Docketing Sc Services Branch. 
Spp. 25718:316. 


8407240310 Forwards responses to 840529 SER re inadequate core cooling 
instrumentation, p er TMI Item 1 1. F. 2. Critical function 
monitoring sys & qualified safety paramete(^ display sys will 
be installed. 

BAYNE, J.P. Power Authority of the State of Naw York. lPN-84-24. 
84/07/19. VARGA, S. A. Operating Reactors Branch 1. 7pp. 25714:233. 
24X Fiche; 50-286, 84/07/19, 8407240310. 


8407240178 Application to amend Licenses DPR-58 & DPR-74, changing 
NUR^-OJa?. = ^•quirements set forth in 

S4%7/19”' %ew™^h”r ^ Electric Co. AEP: NRC: 0S56A. 

84/07/19. DENTON,H. R. Office of Nuclear Reactor Regulation, 

** 24X Fiche; 50-31 5, 84/07/19, 8407240178. 


Director. 10pp. 25722:303. 


8407240324 Forwards addl info on NUREG-0737, Item II. B. 3 re post- 
accident sampling sys, in response to 840420 request. Core 
damage assessment procedure, utiliz ing Uestinghouse Owners 
Group post-accident core damage assessment methodology, end. 

CAREY, J, J. Duquesne Light Co. 84/07/16. VARGA, S. A. Operating 
Raactors Branch 1. 100pp. 25714:052. 24X Fiche: 50-334, 84/07/16, 

8407240324. 


8407240194 Forwards Figure 
lI.E. 4. 2. 7, "Containment 


3. I, per 840711 Itr re NUREG-0737, Item 

Vent inn a II Jj,-- 


8407240337 Forwards draft design verification audit plan for safety 
parameter display sys, per Suppl 1 to NUREO-0737 (Generic Ltr 
82-33). Audit tentatively scheduled for 841001-05. 

KNIGHTON, G. W. Licensing Branch 3. GL-82-33. 84/07/13- UTLEY, E.E. 
Carolina Power & Light Co. 13pp. 25753:008. 24X 
Fiche: 50-400, 84/07/13, 8407240337. 
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8407250011 Forwards SER based on util responses to 801222 generic Itr 
concerning NUREG‘'0612 re control of heavy loads at nuclear 
power plants (Phase I) & end technical evaluation rept. 
Implementation of Phase I acceptable. 

RIVENBARK, (5. W. Operating Reactors Branch 4. 84/07/13. WILGUS. W. S. 

Florida Power Corp. 2pp. 25779:001. 24X Fiche: 50-302i 84/07/13* 

84072S0011. 


— 8407250013 SER re util responses to 801222 generic Itr concerning 
NURE<J--0612 re control of heavy loads at nuclear power plants 
(Phase 1) . Imp lamentation of Phase I acceptable. 

SINGH* A. NRG - No Detailed Affiliation Given. 84/06/27. 2pp. 
25779:003. 24X Fiche: 50-302, 84/07/13, 840725001 1. 


—8406270187 TER -C 5 506-347 

"Control of Heavy Loads <C-10) , Crystal River Unit 3* “ 
technical evaluation rept. 

BOHBERGER* C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAG 07983. 84/06/22. SINGH* A. NRC - No Detailed 

Affiliation Given. 27pp. 25779:005. 24X Fiche: 50-302* 84/07/13* 

8407250011. 


8407250096 Forwards Amend 103 to License DPR-49 & safety evaluation. 
Amend revises Tech Specs to incorporate changes re 
NUREG-0737* Items II. F. 1. 1 & II. F. 1.2 requirements, p er 
Generic Ltr 83-36. 

THADANI*M. C. Operating Reactors Branch 2. GL-83-36. 84/07/09. 

LIU*L. Iowa Electric Light & Power Co, 2pp. 25755:224. 24X 

Fiche: 50-331, 84/07/09. 8407250096. 


— 8407250099 Amend 103 to License DPR-49, revi sing Tech Specs to 
incorporate changes re NUREG-0737* Items II, F. 1.1 & II. F. 1.2 
requirements, per Generic Ltr 83-36. 

VASSALLO, D. B. Operating Reactors Branch 2. OL-83-36. 84/07/09. 

Spp. 25755:226. 24X Fiche: 50-331, 84/07/09* 8407250096. 


— 8407250104 Safety evaluation supporting Amend 103 to License DPR-49. 
* Office of Nuclear Reactor Regulation* Director. GL-83-36. 
84/07/09. 2pp. 25755:234. 24X Fiche: 50-331 , 94/07/09* 8407250096. 


8407250211 Endorses BWR Owners Group Ltr BWROG-0420* "Transmittal of 
Addl Info on Scram Discharge Pipe Breaks Requested by NRC at 
340223 Meeting U/BNR Owners Group. " Util walkdown of scram 
discharge vol sys preempts NUREG-0803. 

CURTIS* N.W. Pennsylvania Power & Light Co. PLA-2253. 84/07/20. 

SCHWENCER.A, Licensing Branch 2. Ip. 25735:037. 24X 

Fiche^: 50-387, 84/07/20, 8407250211. 


8407250233 Forwards initial leak test results for waste gas sys 
associated special test instruction* per 820611 commitment re 
NUREG-0737. Item III.D. 1. 1, "Integrity of Sys Outside 
Containment, " 

KAMMER* D. S. Tennessee Valley Authority. 04/07/20. ADENSAM, E. 
Licensing Branch 4. 4pp. 25736:194. 24X Fiche: 50-390* 84/07/20* 

8407250233. 


8407250256 Forwards site-specific data on fish consumption & dilution 
afforded by receiving water body, to assist in determining 
potential population dose commitment per NUREO/CR-2850. 

MURRAY. T. D. Toledo Edison Co. 084-1475. 84/07/20. WILLIS* C. A. 

Office of Nuclear Reactor Regulation, Director. 2pp. 25736:312. 
24X Fiche: 50-346* 84/07/20, 8407250256. 


8407250258 Advises that amends proposed in response to NUREG-0737 will 
be submitted by 840915. 

KOBER.R.W. Rochester Gas 15< Electric Corp. GL-83-37. 84/07/17. 

CRUTCHFIELD, D. Operating Reactors Branch 5. Ip. 25736:353. 24X 

Fiche: 50-244* 84/07/17* 8407250258. 


8407250261 Submits plan for resolution of long-term emergency procedure 
guideline items to close out NUREG-0737, Item I. C. 1. Requests 
full NRC cooperation to achieve final resolution. 

WELLS.R. W. Northeast Utilities. RWW-84-50. 84/07/18. 

EISENHUT* D. G. Division of Licensing. 2pp, 25736:321. 


8407250311 Forwards FY84-87 EDO program guidance* updating 830520 
version & developed in support of NUREG-0885* Issue 3* "NRC 
Commission Policy Zt Planning Guidance 1984. " 

DIRCKS* W. U. Office of the Executive Director for Operations. 
84/05/22. Office of the Executive Director for Operations. 28pp. 

25770: 101. 


8407250362 Comments on NUREO-1055* "Rept to Congress on Improving 
Quality QA in Design & Const of Commercial Nuclear Power 
Plants. " 

MITTL* R. L. Public Service Electric & Gas Co. of New Jersey. 
84/07/20. CHILK*S. J. Office of the Secretary of the Commission. 
4pp. 25740:356. 


8407250364 Comments on NUREG-1055, "Improving Quality 8c QA in Design & 
Const of Commercial Nuclear Power Plants. " Opposes role 
requiring third-party audits. 

KEARNEY, J.J. Edison Electric Institute. 84/07/20. CHILK* S. J. 
Office of the Secretary of the Commission. 2pp. 25740:343. 


8407250374 Summarizes CRGR Meeting 46 on 830914 re proposed generic 
requirements on steam generators used in PWRs. List of 
attendees 8< supporting documentation end. 

STELLO, V. Committee to Review Generic Requirements. 83/10/06. 
DIRCKS, W. J. Office of the Executive Director for Operations. 7pp. 
25754: 148. 


— 8310110428 Forwards estimates of consequence calculations for non-core 
melt steam generator tube rupture events. Risk estimates 
conservative, 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
83/09/26. STELLO* V. Regional Operations 8c Generic Requ irements. 
6pp. 25754:155. 


8407250377 Advises that schedular info for implementation of provisions 
of Rev 2 to Reg Guide 1.97 will not be submitted by 840717 
due to plans to evaluate proposed mods as part of integrated 
safety assessment program* per Suppl 1 to NUREG-0737. 

COUNSIL, W. G. , SEARS, C.F. Connecticut Yankee Atomic Power Co. 

SEARS, C. F. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). A04121. 84/07/12. EISENHUT, D. G. Division of 

Licensing. 4pp. 25745:354. 24X Fiche: 50-000* 84/07/12* 8407250377. 


8407250380 Forwards info in response to NRC 840530 ltr re specific 
methods used in writing emergency operating procedures. 
Plant-speclf ic technical guidelines for Unit 2 will be 
submitted on 841101. 

MARSHALL, J. R. Arkansas Power 8c Light Co. OCAN07e410. 84/07/17. 

MILLER, J. R. Operating Reactors Branch 3. ST0LZ,J. F. Operating 
Reactors Branch 4. Spp. 25743:062. 24X Fiche : 50-313. 84/07/17, 

8407250380. 


8407250450 Summarizes CRGR Meeting 58 on 840315 re proposed NUREG-0801, 
"Evaluation Criteria for Detailed Control Room Design 
Review. " 

STELLO* V. Committee to Review Generic Requirements. 84/04/06. 
DIRCKS* W. J. Office of the Executive Director for Operations. 13pp. 
25764: 144. 


8407260012 Provides revised response to Generic Ltr 83-36* "NUREQ-0737 
Tech Specs* " per 840416 8< 0613 requests to include listed 
aspects re control room habitability requirements. 

Justification of plan not to incorporate provisions end. 

HCGAUGHY* R. W. Iowa Electric Light 8< Power Co. NG-84-2a48. 

84/07/20. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. 4pp. 25776:331. 24X Fi ch e: 50-331 . 84/07/20, 8407260012. 


8407260016 Forwards IE Insp Rept 50-275/84-18 on 840620-22. No 
violations noted. Five issues identified re status of 
post-accident sampling sys. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/07/02. 
SCHUYLER, J. 0. Pacific Gas 8< Electric Co. Ip. 25780:232. 24X 

Fiche: 50-275, 84/07/02, 8407260016. 


— 8407260021 IE Insp Rept 50-275/94-18 on 840620-22. No violations or 
deviations noted. Major areas insp ected: imp 1 ementati on of 
NUREO-0737, Item II. B. 3, "Post-Accident Sampling Sys." 
facility tour, review of plant status 8*. planned evolutions. 

GARCIA, E.M., YUHASiO. P. Region 5, Office of Director. 84/07/02. 
Spp. 25780:233. 24X Fi ch e : 50-275* 84/07/02, 8407260016. 


8407260066 NUREO/BR-0051 U06 N1 

POWER REACTOR EVENTS. January-February 1984. 

MASSARO.S. A, Director's Office. 84/06/30. 54pp. 25791:025. 


8407260069 Informs of error on Page v. 5 of NUREG-0960* Vol 2. "Draft 
Site Character i zation Analysis of Site Characterization Rept 
for BWIP. " Published version of Page v. 5* corrected page 
original wording as presented by Engineers Inti end. 

BUCKLEY, J. T. Engineering Branch (Post 831001). 889. 84/07/05. 

WRIGHT, R.J. Repository Projects Branch (Post 831001). 5pp. 
25792: 279. 


8407260073 Forwards IE Emergency Response Facilities Appraisals 
50-361/84-08 & 50-362/84-07 on 840326-30. No violations or 
deficiencies identified. Computer dose projection program in 
health physics computer sys identified as open item. 

SCHUSTER, M. D. Region 5, Office of Director. 84/07/09. BASKIN.K. P. 
Southern California Edison Co. 2pp. 25782:212. 24X 

Fiche; 50-361,84/07/09* 8407260073. 


•8407260084 IE Emergency Response Facilities Appraisals 50-361/84-08 8t 
50-362/84-07 on 840326-30. Ma j or areas inspec ted ; draft Rev 4 
to IE Insp Procedure 82212 to determine if licensee 
successfully implemented Suppl 1 to NUREG-0737 requirements. 

FISH, R. F. Region 5, Office of Director. 50-362/84-07. 84/07/05. 

27pp. 25782:214. 24X Fiche: 50-361, 84/07/09. 8407260073. 
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— 8407260100 Foruiards computer printouts of completed dose assessments 
using EARS program for Scenarios 2i 5* 19 & 20 from NUREG/ 

CR-3012»Vol 3 j per request for IE Emergency Response 
Facilities Appraisals 50-361 /SA-OS St 50-362/84—07. 

BRAY, L. Southern California Edison Co. S4/04/12. FISHER. Region 
5i Office of Director. 9pp. 25782:241. 24X Fi che : 50— 361 j 

84/07/09, 8407260073. 


8407260157 Discusses activities necessary to resolve NUREG— 0737, Item 
III, D. 3.4, "Control Room Hab itab il ity, " per S40307 Itr. 

Completion of mods delayed until 840930 due to design 
info d e lay s, contrac tor strike & organi rational changes. 

K-OBER, R. W. Rochester Gas S; Electric Corp. 84/07/20. PAULSON, W. A. 
Operating Reactors Branch 5. 2pp. 25776:338. 24X 

Fiche: 50-244.84/07/20, 8407260157. 


8407260204 Informs of mods to post-acc ident sampling sys, in response to 
NUREG-0737, Item 1 1. B. 3. Exhaust filtration sys will not be 
xnstal led. New dilution & sample preparation lab fume hood 
will be connected to chemistry lab exhaust sys. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 84/07/19. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 17pp, 25779:252. 24X 

Fiche: 50-219, 84/07/19, 8407260204. 


8407260291 Forwards Rev 1 to SAR for spent fuel storage facilities mod. 
Rev clearly indicates that spent fuel cask crane limit 
switches will be overriden to install temporary const crane 
used to move storage rack around spent fuel pool. 

WILLIAMS, J. W, Florida Power & Light Co. L-84-1S7. 84/07/23. 

EISENHUT, D. G. Division of Licensing. 2pp. 25777:304. 24X 

Fiche: 50-250, 84/07/23, 8407260291. 


—8407260300 Rev 1 to “Spent Fuel Storage Facility Mod SAR. “ 

* Florida Power & Light Co. 84/07/23. llpp. 25777:306. 24X 

Fiche: 50-250, 84/07/23, 8407260291. 


8407260348 Discusses IE insps on 840108-26 S-. 0222-29 Zl forwards notices 
of deviation ?< violation it proposed imposition of civil 
penalty. Enforcement conference held on 840217 at Region II 
ofc. Violations categorized at Severity Level III. 

0 'REILLY, U. P. Region 2, Office of Director. EA-84-041. 84/07/20. 

WILLIAMS. U. W. Florida Power & Light Co. 4pp. 25774:335. 24X 

Fiche: 50-250, 84/07/20, 8407260348. 


— 8407260351 Notice of deviation from insp on 840108-26. Deviation noted: 
implementation of NUREG-0737, Item I.C.6 not completed as of 
840126. 

# Region 2. Office of Director. EA-S4-041. 84/07/20. Ip. 

25774: 344. 24X Fiche; 50-250, 84/07/20.8407260348. 


8407260374 Board Notification 84-131: transmits 840713 staff review of 
recent TMl-1 steam generator leakage it long-term corrosion 
test program, per licensee 840627,0703 it 06 submittals. 

LAINAS, G. C. Assistant Director for Operating Reactors. 84/07/13. 
Atomic Safety and Licensing Board Panel. 2pp. 25791:309. 24X 

Fiche: 50-289, 84/07/13, 8407260374. 


— 8407260386 Discusses review of TMI-1 steam generator leakage 8c long- 
term corrosion tests, per licensee 840627,0703 Sc 06 
submittals. Info does not affect evaluations, conclusions or 
proposed license conditions in NUREG-1019. 

STOLZ, J. F. Operating Reactors Branch 4. 84/07/13. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 5pp. 25791:311. 24X 

Fiche: 50-289. 84/07/13, S407260374. 


8407260494 Comments in response to Commission 840601 order re mgt 
integr i ty. Inf 0 adeq.uate to support Commission decision. 
NUREG-O680, Suppl 5 & Certificate of Svc end. 

GOLDBERG, U. R. Hearing Branch 4. DSB 541. ALAB-772. 84/07/26. 

201pp. 25779:318. 24X Fiche: 50-289, 84/07/26, 8407260494. 


8407270013 Informs that SENTRY post-accident sampling sys (TMI Item 
II. B. 3) operable, w/exception of training technicians for 
in-line sampling 8c analys is. Completion of training scheduled 
by 840725. 

SCHUYLER, U. 0. Pacific Gas & Electric Co. DCL~S4-271. 84/07/24. 

KNIGHTON, 0. W. Licensing Branch 3. 9pp. 25790:277. 24X 

Fiche: 50-275, 84/07/24, 8407270013. 


8407270043 Advises of status of qualification program for B8cW 
acoustical monitoring sys for direct indication of 
pressurizer relief 8c safety valve position, per NUREG-0737, 
Item II. D. 3. 

STEWART, W. L. Virginia Electric «< Power Co. 044C, 84/07/23. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 
EISENHUT, D. G. Division of Licensing. 2pp. 25786:257. 24X 

Fiche: 50-338, 84/07/23, 8407270043. 


8407270045 Forwards safety evaluations of pool dynamic 8< structural 
load aspects of Mark I containment long-term program. Util 
plant— unique analysis rept verified restoration to original 
design safety marg in. Ac ti on complete. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/02. SINCLAIR, J. B, 

Vermont Yankee Nuclear Power Corp. 3pp. 25812:030. 24X 

Fiche: 50-271, 84/07/02, 8407270045. 


— 8407270046 Safety evaluation re pool dynamic loads review of Mark I 
containment long-term program.Pool dynamic loads utilized 
accep tab le. 

# Office of Nuclear Reactor Regulation, Director. 84/07/02. 2pp. 
25812: 033. 24X Fiche: 50-271, 84/07/02, 8407270045. 


— 8407270048 Safety evaluation re structural review of Mark I containment 
long-term program. 

* Office of Nuclear Reactor Regulation, Director. 84/07/02. 2pp, 
25812; 064. 24X Fiche: 50-271, 84/07/02. 8407270045. 


—8309290276 TER-C 5506-320 

“Audit for Mark I Containment Long-Term Program - Structural 
Analysis for Operating Reactors, " technical evaluation 
rep t. 

SUBRAMONIAN, N. Franklin Institute/Frankl in Research Center. 
NRC-03-81-130. TAG 07950. 83/09/27. NRC - No Detailed 

Affiliation Given. 53pp. 25812:068. 24X Fiche; 50-271, 84/07/02, 

8407270045. 


8407270063 Forwards request for addl info re NUREG-0737, Item II.K.3.28, 
“Goal if icat ion of Automatic Depressurization Sys 
Accumulators. " Assurance that valves can provide emergency 
cooling 100 days following accident requested. 

EISENHUT, D. G. Division of Licensing. 84/07/16. MUSOLF, D. M. 
Northern States Power Co. 7pp. 25811:266. 24X 

Fiche; 50-263, 84/07/16, 8407270063. 


8407270066 Advises that two natural circulation tests performed during 
special low power test program repeated on 840724 so several 
licensed operators could observe, per NUREG-0737, Item I. G. 1. 
Requirements of License Condition 2. C. (8)f completed. 

SCHUYLER, U. 0.- Pacific Gas it Electric Co. DCL-84-272. 84/07/24. 

EISENHUT, D. G. Division of Licensing. Ip. 25790:078. 24X 

Fiche: 50-275, 84/07/24, 8407270066. 


8407270077 Advises of status of qual if ication program for B?<W 
acoustical monitoring sys for direct indication of 
pressurizer relief & safety valve position, per NUREG-0737, 
Item II.D. 3. Sys review will be completed by end of 1984. 
STEWART, W.L. Virginia Electric it Power Co. 045C. 84/07/23. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
EISENHUT, D. G. Division of Licensing. 2pp. 25790:073. 24X 

Fiche; 50-280, 84/07/23, 8407270077. 


8407270150 Advises that 830603,0906,1025 it 840321 requests for approval 
of exception to distance requirements for emergency 
operations facility (EOF) unacceptab le. Plans for developing 
EOF design, per Generic Ltr 82-33, requested within 30 days. 

EISENHUT, D. G. Division of Licensing. GL-82-33. 84/07/20. 

TUCKER, H.B. Duke Power Co. 3pp. 25811:202. 24X 

Fiche: 50-269, 84/07/20, 8407270150. 


8407270170 Advises that Class II fee appropriate for 831219 tc 840321 
applications for Tech Spec changes re saf ety-related water 
supply it water purity of BWR primary coolant. Fee assessment 
info end. 

MILLER, W.O. License Fee Management Branch. 84/07/20. LINDER, F. 
Dairyland Power Cooperative. 3pp. 25811: 179. 24X 

Fiche: 50-409, 84/07/20, 8407270170. 


8407270183 Forwards request for addl info re NUREG-0737, Item II.K.3.28, 
“Qualif icati on of Automatic Depressurization Sys 
Accumulators. “ Justification that accumulator design 
capacity acc eptable, if lOO-day function not met, requested. 

EISENHUT, D. G. Division of Licensing. 84/07/16. SINCLAIR, J. B. 
Vermont Yankee Nuclear Power Corp. 6pp. 25799:355. 24X 

Fiche; 50-271 , 84/07/16, 8407270183. 


S407270186 Forwards comments on closeout rept for IE Bulletin 79-11, 
"Faulty Overcurrent Trip Device in Circuit Breakers for 
Engineered Safety Sys, " in response to 840629 ltr. Marked-up 
NUREG/CR-3792, “Closeout of IE Bulletin 79-11, " end. 

BAER, R. L. Engineering it Generic Communications Branch. IEB-79-11. 
84/07/18. LOFY.R. A. Parameter, Inc. 36pp. 25799:317. 24X 

Fiche: 50-247, 84/07/18, 8407270186. 


8407270191 Forwards request for addl info re NUREG-0737, Item II. B.3 re 
post-accident sampling sys. Info requested by 840730. 

R1VENBARK,G. W. Operating Reactors Branch 4. 84/07/19. CROUSE, R.P. 

Toledo Edison Co. 4pp, 25799:311. 24X Fiche: 50-346, 84/07/19, 

8407270191. 
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8407270258 Forwards "Description of Deviations from Generic Emergencg 
Response Guidelines <Westinghouse Owners Group ERG-Basic 
Edition)*" per Suppl 1 to NUREG-0737 & Section 13.5,3 of 
SER.Rept suppls 840618 Itr. 

TUCKER* H. B. Duke Power Co. 84/07/25. DENTDN* H. R. Office of 
Nuclear Reactor Regulation* Director. 2pp. 25789:144 24x 

Fiche: 50-413* 84/07/25* 8407270258. 


—8407270351 Description of Deviations from Generic Emergency Response 
Guidelines (Westinghouse Owners Group ERG-Basic Edition). " 
a Duke Power Co. 84/07/31. 20pp. 25789; 146. 24X 

Fiche: 50-413, 84/07/25, 8407270258. 


8407270265 Forwards SER re implementation of Rev 1 to NURE0-03i3, 
including complete technical evaluation rept. Original 840626 
transmittal inadvertently omitted several pages of technical 
evaluation. 

PAULSON, W. A. Operating Reactors Branch 5. LS05-84-07— 025. 

84/07/25. VANDEWALLE* D. J. Consumers Power Co. 3pp 25788-253 
24X Fiche; 50-155* 84/07/25* 8407270265. 


—8407270292 EGO-FM-6258 ADD 

Addenda to "Technical Evaluation of Integrity of Big Rock 
Point Nuclear Reactor Coolant Boundary Piping Sys " 

NAGATA. P. K. EG&G* Inc. FIN A-6429. TAC 46651. 83/08/31. 

KOO* W. H. NRC ~ No Detailed Affiliation Given. 44pp 23788-259 
24X Fiche: 50-155*84/07/25* 8407270265. 


8407270268 Forwards request for addl info preliminary assessment re 
Multi-Plant Action F-55 (TMI II.K. 3. 28)* "Qual if ication of 
Automatic Depressuri ration Sys Accumulators," per 
10CFR50. 54<f ), Response requested within 45 days. 

EISENHUT, D. G. Division of Licensing. 34/07/16. BAYNE* J. P. Power 
Authority of the State of New York. 6pp. 25811:170 24X 

Fiche: 30-333, 84/07/16, 8407270268. 


8407270272 Forwards SSER 6 <NUREG-0420 ) . 

SCHWENCER, A. Licensing Branch 2. 84/07/16. LEONARD, U. Long Island 

Lighting Co. 35pp. 25811:135. 24X Fich e : 50-322* 84/07/16, 

8407270272. 


8407270281 Requests that NUREG-0737, Item I. C. 1 be closed & 
implementation of detailed program generation package be 
delayed until completion of preimplementation audit of 
detailed control room design review. 

WAREMBOURG* D. W. Public Service Co. of Colorado. P-84226. 84/07/19. 

JOHNSON. E. H. Region 4, Office of Director. 2pp. 25788:303. 24X 

Fiche: 50-267,84/07/19, 8407270281. 


8407270379 Forwards safety evaluation re licensee submittal concerning 
NUREG-0737/ Item II. D, 1, "Safety 8< Relief Ualve Testing. " 

Submittal demonstrates ability of RCS relief safety valves 
to function under expected conditions. Review complete. 

VA8SALL0, D. D. Operating Reactors Branch 2. 84/07/13. FARRAR* D. L. 

Commonwealth Edison Co. I8pp. 25799:079. 24X Fiche: 50-254, 

84/07/13, 8407270379. 


8407270442 Forwards SER re NUREO-0737, Item II. D. 1, "Safety Jk Relief 
Valve Testing" (also Multi-Plant Action M-14). Info re 
ability of RCS valves 6i piping to function under expected 
conditions meets NUREG requirements. W/o end. 

KNIGHTON, G. W. Licensing Branch 3. 84/07/19. BASKIN, K. P. Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas 6 Electric Co. 
20pp. 26060:001. 24X Fi c he : 50-361, 84/07/19. 8407270442. 


8407300010 Forwards safety evaluation *< technical evaluation rept, based 
on util responses to Generic Ltr 81— 04, requesting review of 
ASME Code Class 1 & 2 pressure boundary piping, safe ends it 
fitting mat Is. Responses unacceptable. 

RIVENBARK/O. Operating Reactors Branch 4. GL-ai-04. 84/07/18. 

BAUER. E. 6. Philadelphia Electric Co. 3pp, 25848:001. 24X 

Fiche: 50-277, 84/07/18, 8407300010. 


■0407300013 Safety evaluation re lOSCC in RCPB piping sys, based on util 
responses to Generic Ltr 81-04. Responses unacceptable. 

* Office of Nuclear Reactor Regulation, Director. GL-81-04. 
84/07/18. 4pp. 25848:004. 24X Fich e: 50-277, 84/07/18, 8407300010. 


— 8407300018 EOO-FM-6247 

"Technical Evaluation of Integrity of Peach Bottom. Units 
2 8( 3 Reactor Coolant Boundary Piping Sys. " 

NAGATA, P.K, EGStO, Inc. FIN A-6429. GL-81-04. 83/06/30. 

KOOiW. H. Division of Engineering. 4lpp, 25848:008. 24X 

Fiche: 50-277. 84/07/18. 8407300010. 


8407300102 Forwards IE Insp Repts 50-327/84-14 & 50-328/84-14 on 
840521-25. No violations or deviations noted. 

VERRELLI. D. M. Region 2, Office of Director. 84/06/27. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 25815:311. 24X 

Fiche: 50-327. 84/06/27, 8407300102. 


8407300109 IE Insp Repts 50-327/84-14 50-328/84-14 on 840521-25. No 

violations or deviations noted. Major areas inspected: ALARA, 
external exposures 5t post-accident sampling sys 
PEERY, W. W. . JENKINS, G.R. Region 2, Office of Director. 
50-328/84-14. 84/06/21. 8pp. 25815:313. 24X 

Fiche; 50-327, 84/06/27, 8407300102. 


8407300111 Forwards Amend 75 to License DPR-35 »c safety evaluation. 
Amend incorporates plan for long-term program 8t revises 
schedules for specific mods, per Suppl i to NUREG-0737 re 
emergency response capability. 

EISENHUT, D. G. Division of Licensing. 84/07/13. HARRINGTON, W. D. 
Boston Edison Co. 3pp. 25848:058. 24X Fiche; 50-293, 84/07/13, 

8407300111. 


8407300120 Amend 75 to License DPR-35, Incorporating plan for long-term 
program revising schedules for specific mods, per Suppl 1 
to NUREG-0737 re emergency response capability. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/07/13. 2pp. 

25848:061. 24X Fiche; 50-293. 84/07/13, 840730011 1. 


8407300122 Safety evaluation supporting Amend 75 to License DPR-35. Plan 
for long-term program end. 

* Office of Nuclear Reactor Regulation, Director. 84/07/13 
14pp, 25848:063. 24X Fiche: 50-293, 84/07/13, 84073001 1 1 . 


8407300135 Forwards comments on NUREG-0798. "SER re Operation of Fermi 
2." Differences between SER «: Tech Specs documented. Tec h 
Specs consistent & accurate re plant design. 

JENS, W. H. Detroit Edison Co, EF2-69204. 84/07/20. YOUNGBLOOD, B. J. 

Licensing Branch 1. 9pp. 25807:065. 24X Fiche: 50-341. 84/07/20. 

8407300135. 


8407300182 Forwards updates re implementation of commitments on 
emergency response capab i 1 i t ies, per Suppl 1 to NUREG-0737 
(Generic Ltr 82-33). Amend to end schedule to 840221 order 
requested. Cycle 7 refueling outage to commence in Jan 1985. 
RODRIGUEZ. R. J. Sacramento Municipal Utility District. GL -82-33. 
84/07/24. EISENHUT, D. G. Division of Licensing. 2pp 25803:137 
24X Fiche: 50-312,84/07/24. 8407300182. 


8407300244 Provides supplementary info to NUREG-03i3 request for addl 
info. Delta ferrite readings taken on Unit 3 valve during 
current outage show that ferrite content of cast austenitic 
stainless steel ranges from 8% to 20X. 

MILLS, L.M. Tennessee Valley Authority, 84/07/24. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp 25803: 145. 
24X Fiche: 50-259, 84/07/24, 8407300244. 


B407300271 Forwards response to NRC questions re Rev 3 to BAW 10092, 
"Craft-2" Sc BAN 10154, "B8cW Small Break LOCA Evaluation 
Model," submitted on behalf of BScW Owners Group, as response 
to NUREG-0565 J, NUREG-0737, Section II.K. 3. 30. 

TAYLOR, J. H. Babcock *t Wilcox Co. 84/07/25. THOMAS, C. 0. 
Standardization !< Special Projects Branch. 46pp. 25803:024. 


8407300324 Discusses 840622 memo re first draft of proposed events in 
AO rept to Congress. Agrees that inoperable containment 
spray sys at San Onofre meets AO cri teria, however, 
inoperable ECCS at Diablo Canyon does not. 

DENTON. H. R. Office of Nuclear Reactor Regulation, Director. 
84/07/19. HELTEMES, C. J. Director's Office. 13pp. 25816:202. 


8407300452 Clarifies mid to late 1985 commitment date for mod of 
reactor plant exhaust stack noble gat radiation monitoring 
sys. Mod will be complete prior to end of fourth refueling 
outage, per NUREO-0737, Item II. F. 1. 1. 

WAREMBOURG, D. W. Public Service Co. of Colorado. P-84203. 84/07/12. 

JOHNSON, E. H. Region 4, Office of Director. Ip. 25014:286. 24X 

Fiche: 50-267, 84/07/12, 8407300452. 


8407300463 Summary of 840621 meeting w/util in Bethesda, MD re 
emergency plan, per criterion of NUREG-0654. List of attendees 
end. 

WAGNER. D. H. Licensing Branch 2. 84/07/24. Licensing Branch 2. 

8pp. 25816:086. 24X Fiche: 50-354, 84/07/24, 8407300463. 


8407300466 Forwards Issue 1 to Radiological Emergency Response Planning 
Implementing Procedure RERP-CORE, "Core Damage Evaluation. " 
to close NUREG-0737, Item II. B. 3, "Pos t-Acci<ient Sampling 
Sys." per 840702 submittal, 

WAREMBOURG, D. W. Public Service Co, of Colorado. P-a4216. 84/07/16. 

JOHNSON, E.H. Region 4. Office of Director. 2pp. 25814:299. 24X 

Fiche; 50-267, 84/07/16. 8407300466. 


8407310206 Forwards summary of discussion concerning SER re auxiliary 
feedwater sys Tech Spec changes. NUREG-0737, Item II. E. 1.1 
(Generic Ltr 83-37). Quarter I y test frequency adequate & SER 
should be revised accordingly. 

ANDREWS, R.L. Omaha Public Power District. LIC-84-237. 84/07/27. 

MILLER. J.R. Operating Reactors Branch 3. 2pp. 25834:306. 24X 

Fiche: 50-285, 84/07/27. 8407310206. 
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8407310215 Forwards supplemental info on fNWREG-0737, Item II. E. 1. 1 
(Generic Ltr 83-37) re long-term auxiliary feedwater sys 
Tech Spec evaluation. No changes to existing Tech Specs 
necessary. 

ANDREWS, R.L. Omaha Public Power District. LIC-84-239. 84/07/27, 

MILLER, J. R. Operating Reactors Branch 3. 2pp. 25834:324 . 24X 

Fiche: 50-285, 84/07/27, 8407310215. 


8407310223 Forwards response to 840406 req.uest for addl info re control 
of heavy loads, NUREG-0612. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/07/26. VASSALLO, D. B. 
Operating Reactors Branch 2. 7pp. 25833:097. 24X 

Fiche: 50-220, 84/07/26, 8407310223. 


8407310270 Comments on ASLB 840712 q.uestion re whether Board 
Notification S2-122A & NUREO/CR-37S6 constitute substantial 
new info on seismic design & effect on position re 
Contention 5. Related correspondence. 

BLAKE, E. L. Shaw, Pittman, Potts Trowbridge. BLAKE, E. L. Georgia 
Power Co. DSB 639. OL. 84/07/27. MARGULIES, M. B. , LINENBERGER, G. . 
PARIS, D. H. Atomic Safety and Licensing Board Panel. 29pp. 

25832: 206. 24X Fiche; 50-424. 84/07/27, 8407310270. 


8407310277 Forwards fee for Item 8 of 830623 application to amend 
Licenses DPR-71 Se DPR-62 Tech Specs, per 840621 request. 

CUTTER, A. B. Carolina Power & Light Co. NLS-84-334. 84/07/24. 

MILLER, W.O. License Fee Management Branch. Ip. 25832:255. 24X 

Fiche: 50-324, 84/07/24, 8407310277. 


8407310281 Ac k receipt of 840629 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/83-35 & 
50-318/83-35. Corrective actions will be examined during 
future insp. 

BELLAMY, R. R. Division of Engineering & Technical Programs. 
84/07/26. LUNDVALL, A. E. Baltimore Gas Sc Electric Co. 2pp. 
25832:267. 24X Fich e: 50-317, 84/07/26, 8407310281. 


— 8407310290 Responds to NRC 840309 ltr re violations noted in IE Insp 
Repts 50-317/83-35 it 50-31 8/83-35. Meteoro log ica 1 tower 
installed, per NUREG-0737, I tern III. A. 2 St NUREG-0654 
requirements it considered in conformance w/Reg Guide 1. 23. 

LUND V ALL. A. E. Baltimore Gas S Electric Co. 84/06/29. MARTIN, T. T. 

Division of Engineering & Technical Programs. 4pp. 25832:269. 

24X Fiche: 50-317, 84/07/26, S4073102S1. 


8407310336 Submits comments it/or proposed schedules for resolution of 
NUREG-0737 items re Tech Specs to determine consistency 
u/guidance of Generic Ltr 83-37. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

COUNSIL, W.G. Northeast Utilities. A03610. 84/07/25. EISENHUT, D. G. 

Division of Licensing. 5pp. 25829:152. 24X Fiche: 50-000, 84/07/25, 

8407310336. 


B407310405 Forwards review of NUREG-0737, Item II. B. 2, “Decay Heat 
Plant Shielding Option. *' Proposed solution improves schedule 
for resolution of item by limiting required physical mods to 
manual reach rod on DHV-64, 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2179. 84/07/27. STOLZ, J. E. Operating Reactors Branch 4. 

12pp. 25834:175. 24X Fi ch e : 50-289. 84/07/27, 8407310405. 


8407310427 Forwards '* In-Pro gress Audit of Detailed Control Room Design 
Reviews for Northern States Power Co, Prairie Island & 

Monticello Nuclear Generating Plants. " Requirements of 
NUREO-0737, Suppl 1 satisfied. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/17. MUSOLF, D. M. 

Northern States Power Co. 3pp. 25863:283. 24X 

Fiche: 50-000, 84/07/17, 8407310427. 


—8407020560 "In-Progress Audit of Detailed Control Room Design Reviews 
for Northern States Power Co Prairie Island St Monticello 
Nuclear Generating Plants. " 

* Science Applications, Inc. NRC-03-82-096. 84/06/18. NRC - 

No Detailed Affiliation Given. 23pp, 25863:286. 24X 

Fiche: 50-000, 84/07/17, 8407310427. 


8407310475 Summary of ACRS Reliability U Probabilistic Assessment 
Subcommittee 840314 meeting in Washington, DC re draft PRA 
ref document, NUREG-1050. Agenda, attendee list & viewgraphs 
end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/03/27. 

ACRS - Advisory Committee on Reactor Safeguards. 15pp. 25853:280, 


8406250214 IE Info Notice 84-51, "Independent Verification. “ Svc list 
end . 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/06/26. Consolidated Edison Co. of New 

York, Inc. 154pp. 25535:160. 24X Fiche; 50-000. 84/06/26, 8406250214. 


8406280311 IE Info Notice 84-52, "Inadequate Mat! Procurement Controls 
on Part of Licensees & Vendors. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 84/06/29. Consolidated Edison Co. of New 

York, Inc. 124pp. 25602:151. 24X Fiche: 50-000, 84/06/29, 840628031 1. 


S407020057 Forwards request for 0MB review & supporting statement re 
reporting & recordkeeping requirements of NRC Form 1, 

"Personnel Security Questionnaire. " 

NORRY, P.G. Office of Administration. 84/06/26. MACRAE, J. B. Office 
of Management & Budget. Ip. 25225:287. 


8407020264 Forwards State of WI schedule of corrective actions re 
deficiencies identified during 840314 offsite radiological 
emergency preparedness exerc ise. Proposed training session 
scheduled for 840719 will correct deficiencies. 

KRIMM, R. W. Federal Emergency Management Agency. 84/06/27. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 6pp. 25215:129. 24X Fic he: 50-282, 84/06/27, 

8407020264. 


8407020366 Forwards evaluation of 840321 exercise of radiological 
emergency preparedness plans & 840419 remedial exercise of 
alert & notification sys. 

KRIMM, R. Federal Emergency Management Agency. 84/06/26. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 25219:042. 24X Fi c he: 50-483, 84/06/26. 

8407020366. 


— 8407020368 "Exercise Evaluation of Implementation of State & Local 
Radiological Emergency Response Plans Conducted 840321 & 

Remedial Exercise Evaluation of State & Local Public Alert 
& Notification Procedures Conducted 840419. " 

BREHENY, P. J. Federal Emergency Management Agency. 84/05/08. 
92pp. 25219:044. 24X Fi c he: 50-483, 84/06/26, 8407020366. 


8407020411 Responds to 840525 request re evaluation of evacuation time 
estimates for facility. New suspense date of 840719 
established to prepare evaluation using population levels to 
include levels proposed by various parties. 

KRIMM, R. W. Federal Emergency Management Agency. 84/06/21. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). Ip. 25217:264. 24X Fiche : 50-309, 84/06/21, 

8407020411. 


8407020461 Forwards H Denton 840424 ltr re results of review of AIF 
Standardization Subcommittee study on level of design detail 
required for single-stage licensing 8</or design 
certification. W/o end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/21. PALLADINO, GILINSKY, ROBERTS Commissioners. 2pp. 
25229: 361. 


8407030085 IE Info Notice 84-53, "Info re Use of Loctite 242 St Other 
Anaerobic Adhesive /Sea lants. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York, Inc. 119pp. 25602:276. 24X Fiche: 50-000, 84/07/05, B407030085. 


8407030089 IE Info Notice 84-54, "Deficiencies in Design Base 
Documentation & Calculations Supporting Nuclear Power Plant 
Design. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 84/07/05. Consolidated Edison Co. of New 

York. Inc. 122pp. 25602:032. 24X Fiche : 50-000, 84/07/05, 8407030099. 


8407030170 Forwards relevant pages of transcript of 840620 hearing 
reflecting ASLB 8t party comments re two offsite emergency 
planning contentions of City of Philadelph ia. Related 
correspondence. 

VOGLER. B.H. " Hearing Branch 2. DSB 988. OL. 84/06/29. HIRSCH, M. 
Federal Emergency Management Agency. 2pp. 25238: 129. 24X 

Fiche: 50-352, 84/06/29. 8407030170. 


8407030415 Forwards INPO Dec 1983 const project evaluation. Tracking sys 
& programs for resolution of findings established. 

HALL.D. P. Illinois Power Co. U-10153. 84/05/04. KEPPLER, J. G. 

Region 3, Office of Director. Ip. 25239:089. 24X 

Fiche: 50-461, 84/05/04, 8407030415. 


■8407030419 "Const Project Eval uati on, Cl inton Power Station." 
* Institute of Nuclear Power Operations. 83/12/31. 36pp. 

25239:090. 24X Fiche: 50-461 , 84/05/04, 8407030415. 



NONDOCKETED ITEMS 


465 


8407050091 Advises that State of MO & local plans St preparedness 
adequate to protect health St safety of public in event of 
radiological emergency. Evaluation based on full-scale 
exercises conducted on 820310 St 830406. 

SPECK. S. W. Federal Emergency Management Agency. 84/06/26. 

DIRCKS. W. J. Office of the Executive Director for Operations. Ip. 
25299: 360. 24X Fiche: 50-298. 84/06/26, 8407050091. 


8407050102 Advises that State of NE St local plans St preparedness 
adequate to protect health S< safety of public in event of 
radiological emergency. Evaluation based on full-scale 
exercises conducted on 820310 St 830406. 

SPECK# S. W. Federal Emergency Management Agency. 84/06/26. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
25284: 354. 24X Fiche: 50-298, 84/06/26, 8407050102. 


8407050203 Fortuards FEMA state Sc local agency exercise evaluation for 
facility radiological emergency response exercise held on 
831206-07. Review of rept Sc cooperation w/state St local 
officials during efforts to correct defects requested. 

JOHNSON, E.H. Region 4, Office of Director. 84/06/29. JONES, W. C. 
Omaha Public Power District. Ip. 25410:043, 24X 

Fiche: 50-285. 84/06/29, 8407050203. 


8407050215 Responds to 831216 request indicating corrective steps taken 
to avoid further radiation safety violations. Proper forms 
maintained & suggested test will be made for leakage. 

BLOYDcR.M. Interior. Dept, of, Geological Survey. 84/01/24. 

HALL# R. E. Region 4, Office of Director. Ip. 25410:042. 


8407050274 IE Info Notice 84-55# "Seal Table Leaks at PWRs. “ Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 84/07/06. Consolidated Edison Co. of New 

York# Inc. 236pp. 25865:286. 24X Fiche: 50-000, 84/07/06, 8407050274. 


8407060246 Forwards RW Krimm 840523 1 tr forwarding schedule of 
corrective actions submitted to State of PA Emergency Mgt 
Agency in response to 831116 full-scale offsite radiological 
emergency preparedness plan exercise deficiencies. 

MARTIN# T. T. Division of Engineering & Technical Programs. 84/06/27. 

KANOA# B. K. General Public Utilities - GPU Service Corp. 2pp. 

25425; 296. 24X Fiche: 50-320, 84/06/27, 8407060246. 


8407060251 IE Info Notice 84-56. "Respirator Users Notice for Certain 
5-Minute Emergency Escape Self-Contained Breathing 
Apparatus, " Svc list end. 

JORDAN# E. L- Division of Emergency Preparedness & Engineering 
Response (Post 930103). 84/07/10. Consolidated Edison Co. of New 

York. Inc. 120pp. 25865:166. 24X Fiche: 50-000. 84/07/10, 8407060251. 


8407060320 Forwards rev to "Modular Format for Uniformity of 
Radiological Emergency Preparedness Exercise Observations & 
Evaluations." Rev provides more un if orm, workable approach 
in reviewing plans & preparing interim findings. 

MCLOUGHLIN, D. Federal Emergency Management Agency. 83/08/05. 
Federal Emergency Management Agency. 8pp, 25487:280. 


— 8407060322 Revised "Modular Format for Uniformity of Radiological 
Emergency Preparedness Exercise Observations & Evaluations." 

* Federal Emergency Management Agency. 83/06/30. iSOpp. 
25487; 288. 


0407060335 Forwards request for 0MB review St supporting statement re 
10CFR51. 53(b ), "Requirements for Licensee Actions re 
Disposition of Spent Fuel Upon Expiration of Reactor OLs. " 

NORRY.P.G. Office of Administration. 84/07/02. MACRAE, J. B. Office 
of Management St Budget Ip. 25453:112.' 


8407090194 Transcript of 840627 open meeting in Wash ing ton, DC re DOE 
briefing on draft mission plan.Pp 1-64. Supp orting 
documentati on end. 

♦ Commissioners. 84/06/27. 78pp. 25513: 164, 


8407130033 Partial response to FOIA request for all documents & 
correspondence re FIN A-3320, "Mark III LOCA Pool Dynamics. " 
Forwards documents listed in App A. Documents also available 
in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3320. 84/05/23. 

SHOLLY, S, C. Union of Concerned Scientists. 5pp. 25586:101. 


— 8407130036 Informs of review St approval of FIN A-3320, "Mark III LOCA 
Pool Dynamics, " FIN A-3321, "Safety Relief Valve Containment 
Assessment" & FIN A-3346, "BWR Plant-Unique Pool Dynamic 
Loads. “ 

SCHWELLER, D. Energy, Dept. of. FIN A-3320. 80/06/20. 

MATTSON, R.J. Division of Systems Safety. Ip. 25586:106. 


— 8407130087 Forwards for review & s ignature# vouch er received from DOE 
re FIN A-3320(0) . Response requested within 5 work days, 

DANDOIS.D. B. Division of Accounting. FIN A-3320 (0). 80/12/29. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586; 119. 


— 8407130091 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 5 work days. 

DANDOISiD.B. Division of Accounting. FIN A-3320 <0). 80/12/31. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director, Ip. 
25586: 120. 


— 8407130103 Forwards DOE voucher re FIN A-3320 for review St signature. 
Response requested within 5 work days. 

DANDOIS,D. B. Division of Accounting. FIN A-3320CO>. 81/02/23. 

RUBENSTEIN# L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 122. 


— 8407130110 Forwards DOE voucher re FIN A-3320 for review 8t signature. 
Response requested within 5 work days. 

DANDOIS, D. B. Division of Accounting. FIN A-3320(0). 81/03/20. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 123. 


— 8407130117 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 5 work days. 

DANDOIS,D.B. Division of Accounting. FINA-3320C1). 81/04/02. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation# Director. Ip. 
25586: 124. 


— 8407130130 Forwards DOE voucher re FIN A-3320 for review 8t signature. 
Response requested within 5 work days. 

DANDOIS, D, B. Division of Accounting, FIN A-3320 (1), 81/05/06. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation# Director. Ip. 
25586: 127. 


-8407130133 Forwards DDE voucher re FIN A-3320 for review St signature. 
Response requested within 5 work days. 

DANDOIS# D.B. Division of Accounting. FIN A-3320 (1 ) . 81/06/04. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586; 128. 


— 8407130138 Forwards DDE voucher re FIN A-3320 for review & signature. 
Response requested within 5 work days. 

DANDOIS, D. B. Division of Accounting. FIN A-3320 < 1 ) . 81/07/07. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 129. 


—8407130151 Forwards DDE voucher re FIN A-3320 for review 8t signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting. FIN A-3320(l). 81/08/03. 

RUBENSTEIN, L, Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 134. 


— 8407130152 Forwards DOE voucher re FIN A-3320 for review 8t signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting. FIN A-3320(l). 91/08/28. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 135. 


— 8407130154 Forwards DOE voucher re FIN A-3320 for review & signature. 
Response requested within 5 work days. 

DANDOIS.D. B. Division of Accounting, FIN A-3320( 1 ) . 81/10/01. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. 

3pp. 25586: 136. 


— 8407130181 Forwards DOE voucher re FIN A-3320 for review 8t signature. 
Response requested within 5 work days, 

DANDOIS, D.B. Division of Accounting. FIN A-3320( 1 > . 81/12/02. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation, Director. Ip. 
25586: 155. 


— 8407130355 Forwards DOE voucher re FIN A-3320 for review St signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting. FIN A-3320(l). 82/01/19. 
butler, W. Office of Nuclear Reactor Regulation# Director. 2pp. 
25586: 156. 


— 8407130364 Forwards DOE voucher re FIN A-3320 for review St signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting. FIN A-3320 (2) . 82/01/26. 

RUBENSTEIN# L. Office of Nuclear Reactor Regulation# Director. Ip. 
25586: 158. 


— 8407130379 Forwards DOE voucher re FIN A-3320 for review 8e signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting, FIN A-3320 (2). 82/01/28. 

RUBENSTEIN, L. Office of Nuclear Reactor Regulation# Director. Ip. 
25586: 159. 


— 8407130382 Forwards DOE voucher re FIN A-3320 for review tt signature. 
Response requested within 5 work days. 

DANDOIS, D.B. Division of Accounting, FIN A-3320(2). 82/02/26. 

butler, W. Office of Nuclear Reactor Regulation, Director. Ip. 
25586; 160. 
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— 8407130385 Forwards DOE 


Response requested within 
OANDOIS* 0. B. Division of 


voucher 


irk ^~3320 for review signature. 


^ days. 


BUTLER. W. Office of 

25586: 161. ^ ^««cti 


9. FIN A-3320<2). 82/03/25. 

Regulation, Director. Ip. 


—3407130388 Forwards DOE voucher i 


within 5 A~3330 for review it signature. 


BUTLER. W. 
255B6: 162. 


Office of FIN A-3320(2). 82/06/02. 


Regulatio 


Ip- 


-8407130396 Forwards listing of 

completed. Std order for DQe . Pi'ojects in which all 
completed projects deob 1 igatin^ *"ould be issued for 
OOEKA, G. J. Energy. Dept ^„’'*'’'ain' 


Energy. Dept. funds. 

BECKWITH, C. A, Office of the A- 3320 , 82/07/01. 

f’troiier. ip, 25586: 165. 


—0407130397 Forwards DDE voucher 

Response requested within 5 wor! A-3320 for review & signature. 
DANDQIS.O. a. Division of Account *tic1. 


r«quBs^ea wicnin 5 Work for review & signati 

DANDQIS.O. a. Division of Account *tic1. 

RUBENSTEIN. L. Office of Nuclea^^n'^^' A-3320<2). 82/07/12. 

25586:166. ^*«ctOT Regulation. Director. 


IP- 


8407130266 Forwards "WNP-2 Rep t, Erne 

joint exercise performed on 8405ll^*"‘=’^ Response Plan Exercise" for 
UOT.-M o c^deral Emergency Manao. 

Division of Emergtncu o Agency. 84/07/09 
it 830103). ip. 25567. *« Engineer 


KRIMM. R. W 
UORDAN. E. L 
Response (Pos 
8407130266. 


017. 


^ Engineering 

24X Fiche; 50-397. 84/07/09. 


8407230079 IE Info Notice 84-58, "Inadvertent Defeat of Safety Function 
Caused by Human Error Involving Wrong Unit. Wrong Train or 
Wrong Sus. " Svc list end. . _ . . 

UORDAN. E.L. Division of Emergency Preparedness &. Engineering 
c.ennnea /Pftsr H30103) 84/07/25. Consolidated Edison Co. of New 

^ Inc. 108pp. 26057:245. 24X Fiche; 50 - 000 , 84/07/25. 8407230079. 


York. 


8407230121 Ack receipt of end FEMA 840706 Itr "Big Rock Point 
Nuclear Power Plant Site-Specific Offsite Radiological 
Emergency Preparedness Alert U Notification Sys. . . . Caveat 
in 830516 44CFR350 finding removed. Sys adequate. na 

PAPERIELLO. C. U. Division of Emergency preparedness ^ Engineering 
Response (Post 830103). 84/07/18. DEWITT, R. B. Consumers Power Co. 

2pp. 25706:165. 24X Fiche; 50-155, 84/07/18, 8407230121. 

8407230134 Forwards admitted emergency planning contentions. ASLB will 
rule on remaining proffered contentions. Discovery must be 

B«mO%°*°He!rln 3 Branch 1. DSB 41S. OU. BA/07^6. E. 

Federal Emergency Management Agency. 10pp. 25705.042. 24X 

Fiche: 50-400, 84/07/16. 8407230134. 

8407230138 Forwards resolution of last offsite planning issue. per ASLB 
821103 partial initial decision & 821212 amend. State of LA 
provided Itrs of agreement from support parishes identifying 
vehicles & drivers to be used in evacuation. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/16. 

JORDAN, E L. Division of Emergency Preparedness & 

Response (Post 830103). 2pp. 25705:085. 

8407230138. 


24X Fiche; 50-382. 84/07/16. 


-8407130272 "WNP -2 Rept, Emergency r 

exercise performed on 840516. ®Ponse Plan Exercise. 


for joint 


perrormeo on B40516 -»'«n5e f^jan Exercise." fo 

♦ Federal Emergency Management a 

25567:018. 24X Piche : 50-397. 84 /or!"^'^- Q 4 / 06 / 15 . I 20 pp. 

'U7/09,84Q7j3Q266. 

8407130280 Forwards rept for 840306 

emergency preparedness p Ians. Def is® of offsite radiological 
detract from State of FL & St LucU observed did not 

overall demonstrated capabiiitu ^ Martin Counties 

UOTMM. O LI e 


KRIMM, R.W. Federal Emergency Man^ 
UORDAN, E.L. Division of Emero.n!.*®!!’"**'^ 
Response (Post 830103 
8407130280, 


of Emergency Agency. 84/07/09 

2 pp. 25565^!?*'^**‘"**» 


Engineering 
24X Fiche; 50-335, 84/07/09, 


—8407130285 "St Lucie Nuclear Power pi 

* Federal Emergency Management Exercise Conducted on 840306. 

25565:258. 24X Fiche: 50-335. 84 / 07 !!l‘=«- 84 / 03 / 24 . 91pp. 

'' 07 / 09 , 8407130280 . 

8407130301 Forwards schedule of State 

corrective actions submitted in resB«^ E'i'ergency Mgt Agency 
831116 deficiencies 


cited by Region III of FEMA asm! 

TMI offsite radiological emergency exercise of 

'ision of Eng inter ina l‘’^^®<‘"*»s Plans. 

Philadelphia ElectrL Programs. 84/06/27. 
06/27.8407130301, ' 2pp. 25560:007. 24X 


MARTIN, T.T. Division 
DALTROFF. S. L. 

Fiche: 50-000. 84/06/27, 


dness plans. 


8407170181 Forwards request for OMB 

10CFR50. 64, "Limiting Use of Highig*t^*“ ^ supporting statement re 
Reactors. nriched U in Research 

NORRY, P.G. Office of Administration 

: 328, 

8407170374 Forwards "Big Rock Point Nu 

Offsite Radiological Emergency Preoa^^**^ Power Plant Site-Specific 
Notification Sys Independent Technic ®**’^**® Alert & 
acceptable. '^*1 Review. '* Sys 

SPECK. S. W. Federal Emergency Manan* 

DIRCKS, W. U. Office of the Execut ive*"^*?^ Agency. 84 / 07 / 06 , 

25618:227. 24X Fiche: 50-155. 84/07 /oa«’^*‘^*°^ Operations, Ip. 

8407170374. 

— 8407170378 "Big Rock Point Nuclear p 

Radiological Emergency PT'eparedne»«’“!’' ‘’l^nt Site-Specific Offsite 
Independent Technical Review." t, Notification Sys 

* Federal Emergency Management Ab 

25618:228. 24X Fiche: 50-1 55, 84/07/IJ5''- 84/06/20 70pp. 

^'''06.8407170374.' 


8407230147 Ack receipt of FEMA 840626 Itr & exercise evaluation of 
840321 & 0419 remedial offsite emergency preparedness Si 
alert 8 i notification sys exercises, respectively. Remedial 
exercise demonstrated two deficiencies corrected. 

PAPERIELLO, C. U. Region 3. Office of Oirec tor. 84/07/16. 

SCHNELL,D.F. Union Electric Co. 2pp. 25705:119, 24X 

Fiche: 50-483, 84/07/16, 8407230147. 

8407230158 Forwards final "Radiological Emergency Preparedness Exercise 
Rept for Commanche Peak." Deficiencies observed did not 
detract from overall demonstrated capbility of State of TX 
& Somervell & Hood Counties. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/16. 

UORDAN. E.L. Division of Emergency 

Response (Post 830103). Ip. 25706:237. 24X Fiche: 50-445. 84/07/16. 

8407230158. 

—8407230161 Final "Radiological Emergency Preparedness Exercise Rept for 
Commanche Peak." ao « 

* Federal Emergency Management Agency. 84/06/25. 89pp. 

25706:238. 24X Fiche: 50-445. 84/07/16. 8407230158, 

8407240007 DOE/S-0024 ^ 

"LWR Reactor R&D St Reactor Safety RSiD. " rept of Energy 
Research Advisory Board to DOE. « 

* Energy. Dept. of. 83/09/30. 53pp. 25734:079. 

8407260391 Forwards, for OMB review, supporting statement re contract 
clauses ?< procurement forms utilized by Div of Contracts, 

in response to OMB 840323 Itr. maz-bac i r Office 

NORRY. P.G. Office of Administration. 84/07/20. MACRAE. U. B. Office 
of Management tt Budget. Ip. 25791: 197. 

8407270225 Forwards RW Krimm 840518 memo, transmitting updated status 
rept on remaining suggestions re offsite emergency planning 
issues contained in ASLB 811214 partial . H D 

STOLZ.U.F. Operating Reactors Branch 4 ^799 234' 24X 

(General Public Utilities - GPU Service Corp. 4pp. 25799.234, 24X 

Fiche: 50-289. 84/07/17. 8407270225. 

8407310225 Forwards "Final Radiological Emergency Preparedness Exercise 
Rept" of 840208 joint exercise. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/25. 

UORDAN. E. L. Division of Emergency Preparedness & ^^Sineering 
“ 25831:214. 24 X Fiche: 50-382. 84/07/25, 


Response (Post 830103). 
8407310225. 


IP- 


—8407310229 "Final Radiological Emergency Preparedness Exercise Rept" 
of 840208 exercise. 

* Federal Emergency Management Agency. 84/07/02. Sapp- 
25831:215. 24X Fiche: 50-382, 84/07/25, 8407310225. 

8407310271 Responds to request for interim rept re evacuation time for 
Boothbay Harbor region in lO-mile emergency planning zone. 

Comment on impact of evacuation time estimates premature 
until finalization it review of estimates. 

KRIMM.R.W. Federal Emergency Management Agency. 84/(17/23. 

UORDAN, E.L. Division of Emergency Preparedness ftA/07/23, 

Response (Post 830103). 2pp. 25832:235. 24X Fiche: 50-309. 84/07/23, 
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8407310372 Con-Pirms 840716 telcon uj/M Lawless & D Perrotti stating that 
no addl info re offsite planning required due to changes in 
plans development schedule of Illinois Emergency Svcs 
Disaster Agency , Status rept dtd 840427 end. - 
KRIMM^R. W. Federal Emergency Management Agency. 84/07/25. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 25829:128, 24X Fi c he : 50-456. 84/07/25# 

8407310372. 


— 8407310381 Forwards "Interim Finding," status rept re offsite 
radiological emergency planning for fac i 1 ity. Rept focuses on 
surroundings# emergency planning zones, demographic 
considerations & status of planning i>. preparedness. 

KRIMM.R.W. Federal Emergency Management Agency. 84/04/27. 
JORDAN# E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 7pp. 25829:129, 24X 

Fiche: 50-456# 84/07/25# 8407310372. 


8407310397 Forwards State of MN schedule of corrective actions for 
deficiencies identified during 840313 offsite radiological 
emergency preparedness e x ere i se. Sched u le adequate. 

KRIMM.R.W. Federal Emergency Management Agency. 84/07/25. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 10pp. 25830:283. 24X Fiche : 50-282. 

84/07/25, 8407310397. 


PR PROPOSED RULE 


8407030340 Comments on proposed rule 10CFR2 re general statement of 
policy on NRC role in transp ortat i on incidents ?< accidents 
involving nuclear matls. Supp orts rule. Other policy issues 
which should be addressed listed. 

SCHUBERT, A. L. Florida, State of. 49FR8S83 030. 84/06/26, 

CHILK# S. J. Docketing & Services Branch. Ip. 25272:156. 


8407030341 Comments on proposed rule 10CFR50 re rev to backfitting 
process for power reactors. Recommends generic cost-benefit 
analysis be conducted before proposing any backfits. 

THORPE. J.R. General Public Utilities - GPU Service Corp. 49FR16900 
022, 84/06/25. CHILK# S. J. Office of the Secretary of the 

Commission. 2pp. 25272: 157. 


8407030343 Comments on proposed rule 10CFR9 re charges for reproduction 
of records. Supports rule. 

OLSON, R.C. Baltimore Gas U Electric Co. 49FR25482 001. 84/06/26. 

Docketing Services Branch. Ip. 25272:159. 


8407030344 Comments on proposed rules 10CFR2 U 50 re regulatory reform 
proposal on rules of practice# rules for licensing of 
production utilization fac ilities. Urges Commission 
to withdraw rule changes entirely. 

HOLT# J. Public Interest Research Group# New York. 49FR14698 030. 
84/06/20. NRC - No Detailed Affiliation Given. 15pp.‘ 25272:160. 


8407030346 Comments on proposed rule 10CFR40 deleting glass enamel & 
glass enamel frit containing small amounts of U. Opposes 
rule. 

STAUTER#J. C. Kerr-McGee Corp. 49FR 18308 006. 84/06/27. 

Docketing & Services Branch. 2pp. 25272:301. 


8407030349 Comments on proposed rules 10CFR2 50 re regulatory 
reform proposal for rules of practices# rules for licensing 
of production 8c utilization f aci 1 i t i es. Basi c reform of 
licensing process urgently needed. Supports rules. 

COWAN# B. Z. Atomic Industrial Forum. 49FR1469S 029. 84/06/25. 

Docketing 8t Services Branch. llpp. 25272:259. 


8407030374 Comments on proposed rule 10CFR9 re charges for reproduction 
of records. Opposes proposed higher rates unless availability 
of matl improved. 

CHAPMAN# N.G. Bechtel Corp. 49FR25482 002. 84/06/27. Docketing 8c 

Services Branch. 2pp. 25272:270. 


8407030411 Comments on proposed rules 10CFR2 8c 50 re elimination 
of review of financial qual if ications of electric 
utils in OL reviews 8c hearings for nuclear power plants. 

Supports rule. 

KEARNEY#, J. J. Edison Electric Institute. 49FR 13044 031. 84/06/28. 

CHILK, S.J." Docketing 8< Services Branch. Ip. 25239:088. 


8407030413 Package of two comments on proposed rules 10CFR2 8c 50 
re elimination of review of financial qualifications 
of electric utils in OL reviews 8c hearings for nuclear 
power plants. 

SILBERG.J. E. Shaw, Pittman# Potts 8c Trowbridge. HICKS# R. Texas. 
State of. 49FR13044. 84/07/02. Docketing 8c Services Branch. 

ISpp. 25239: 126. 


8407030431 Packages of two comments on proposed rules 10CFR2 8c 50 re 
elimination of review of financial qualifications of 
electric utils in OL reviews & hearings for nuclear power 
p lants. 

HOBART# L. American Public Power Association. REVELEY# T. Long 
Island Lighting Co. 40FR13044. 84/06/29. CHILK# S. J. Office of the 

Secretary of the Commission. I7pp. 25239:203. 


8407050201 Comments on proposed rules 10CFR2 &e 50 re elimination of 
review of financial qualifications of electric utils in OL 
reviews Sc hearings for nuclear power p lants. Supp orts rule. 

CONWAY. R. E. Georgia Power Co. 49FR 13044 035. 34/06/28. 

Docketing Sc Services Branch. 3pp. 25297:001. 


8407050205 Forwards comments on proposed rule 10CFR50 re environ 
qualif ication of electrical equipment, 

STERN# P. Maine, State of. 49FRS445 020. 84/06/26. Docketing St 

Services Branch. Ip. 25297:291. 


— B407050209 Comments on proposed rule 10CFR50 re environ qualification 
of electrical equipment. Opposes rule. 

STERN# P. Maine# State of. 84/06/26. Docketing 8 Services 
Branch. 14pp. 25297:292. 


8407090125 Comments on proposed rules 10CFR2 8 50 re elimination of 
financial qualification of electric utils applying for OL. 

Requests extension until 840716 to comment on Natl Assoc of 
Regulatory Util Commissioners survey. 

JORDAN# W. S. Harmon 8 Weiss. 49FR13044. 84/07/03. PALLADINO, N. J. # 

ROBERTS# T. M. . ASSELSTINE# J, K. Commissioners. 2pp, 25443:102. 


8407090130 Comments on proposed rules 10CFR2 8 50 re elimination of 
financial qualifications of electric utils applying for OL# 
in response to comments by UCS 8 State of NY atty general. 

* LeBoeuf# Lamb# Leiby & MacRae. 49FR13044 017. 84/06/28. 
CHILK# S. J. Office of the Secretary of the Commission. 3pp. 
25443:211. 


8407090135 Comments on proposed rule 10CFR73 re mod of protection 
requirements for spent fuel sh ipment. Supports rule. 

MAYER. C.H, Tri-State Motor Transit Co. (subs, of Georgia Pacific 
Corp. >. 49FR23867 001. 84/07/02. Docketing 8 Services Branch. 
Ip. 25443:187. 


8407090180 Comments on proposed rules 10CFR2 8 50 re elimination of 
financial qualification of electric utils applying for OL. 
Forwards response to Natl Assoc of Regulatory Util 
Commissioners questionnaire. 

WINSLOW. R. Connecticut Municipal Electric Energy Cooperative. 
49FR13044 024. 84/06/21. FOLEY, M. National Association of 

Regulatory Utility Commissioners. 23pp. 25443:250. 


3407120267 Comments on proposed rules 10CFR2 8 50 re elimination of 
financial qualifications. "Natl Assoc of Regulatory Utils 
Commissioner Study. " Requests extension of comment period. 

BELL# N. Nuclear Information 8 Resource Service. 49FR13044 036. 
84/07/05. PALLADINO# N. # ASSELSTINE# J, # BERNTHAL# F. Commissioners. 
Ip. 25549:286. 


— 8407120271 Requests addl extension for comments on proposed rules 
10CFR2 8 50 re eliminating financial qualification reviews 
for OL applications. 

BELL. N. Nuclear Information 8 Resource Service. 49FR13044 036. 
84/06/26. KAGAN, C.F. NRC - No Detailed Affiliation Given. 2pp. 
25549: 287. 


S407120274 Comments on proposed rules 10CFR30# 40# 70, 71 8 73 re NRC 
policy statement# "NRC Response to Accidents Occurring 
During Transportation of Radioactive Matl. " NRC role re 
accidents 8 incidents should be defined. 

ALLARD# H. G. Virginia# Commonwealth of#. 49FR12335 004. 84/07/06. 

Docketing 8 Services Branch. Ip. 25550:001. 


8407120372 Comments on proposed rules 10CFR2 8 50 re elimination of 
util financial qualification for OL. Provides corrections to 
comments received by Comm Ed re Byron 8 LaSalle nuclear 
p lants. 

* Isham# Lincoln 8 Beale. 49FR13044. 84/06/28. Docketing 8 

Services Branch. 5pp. 25549:020. 


8407160211 Comments on proposed rule 10CFR73 re mod of protection 
requirements for spent fuel sh ipments. Opposes rule. Citi zens 
should be allowed to comment on proposals to ship through 
communities 8 to prevent shipments from going near schools. 
RUEKBERG, B. Illinois# Univ, of# Chicago# IL. 49FR23867 002. 
84/06/25. Docketing 8 Services Branch, Ip. 25590:353. 


8407160212 Comments on proposed rules 10CFR2 8 50 re eliminating review 
of financial qualif ications. Forwards jointly-filed comments 
of UCS 8 Nuclear Info 8 Resource Sve on Natl Assoc of 
Regulatory Utils Commissioners survey. 

JORDAN# W.S. Harmon 8 Weiss. 49FR 13044 037. 84/07/11. CHILK, S. 

Office of the Secretary of the Commission. 27pp. 25591:227. 
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8407160214 Comments on proposed rule 10CFR50 re environ q^ual if ication 
of electrical equipment important to safety. Urges Commission 
to assure 840815 deadline for resolution of issue met. 

CURRAN, D. i WEISSiE. R. Harmon & Weiss. 49FR8445 021. 84/07/09. 

PALLADINO, N. U. , BERNTHAL. F. M. , ROBERTS. T. M. Commissioners. 2pp. 
25590: 354. 


8407240001 Forwards «< lists documents re FR notice. " 10CFR50 it 10CFR55, 
Training 8.. Qual if icati on of Civilian Nuclear Power Plant 
Personnel & Operators Licenses. " 

ROE. M. L. NRC - No Detailed Affiliation Given. 84/07/13. SMITH. R. 
Record Services Branch (Document Control Desk). •36pp. 25733:318. 

8407240003 Forwards INPO 82'-0H. "Accreditation of Training in Nuclear 
Power Industry." including accreditation criteria & 
description of accreditati on process. 

STRAHM. K. A. Institute of Nuclear Power Operations. 84/06/12. 

THOMPSON. H. Division of Human Factors Safety. Ip. 25733:354. 


— 8407240004 INPO 82-011 

"Accreditation of Training in Nuclear Power Industry. " 

«• Institute of Nuclear Power Operations. 82/05/31. 50pp. 

25733: 355. 


8207010053 Revision 1 to memorandum of agreement between NRC & INPO re 
exchange of experience, info & data concerning nuclear power 
plant safety. 

DIRCKS. M. J. Office of the Executive Director for Operations. 
WILKINSON. E. P. Institute of Nuclear Power Operations. 82/04/01. 
21pp. 25734:058. 


8407240256 Comments on proposed rule 10CFR60 re disposal in unsaturated 
lone. Transmits proposed alternative performance objective it 
rational# for objective. 

RUSHCE, B, C. Energy, Dept. of. 49FR5934 009. ,84/07/11. CHILK. S. U. 

Office of the Secretary of the Commission. 7pp. 25722; 194. 


8407240284 Comments on proposed rule 10CFR20 re accreditation for 
suppliers of personnel radiation dosimeters. Mandatory 
program generated. Fee schedule unrealistic it anti small 
bus iness. 

MERCER, R.L. Health Physics Northwest. 49FR120S 096. 84/05/23. 

SMITH. D. , SIMMONS, P. Congress (Joint & Rotating Committees, etc.). 
2pp. 25719:214. 


8407240287 Comments on proposed rule 10CFR73 re mod to protection 
requirements for spent fuel sh ipp ing. Supports removal of 
interim rule for fuel cooled more than 150 days. 

PARKYN. J. Affiliation Not Assigned. 49FR23S67 003. 84/07/10. 

Docketing & Services Branch. Ip. 25719:216. 


0407240311 Comments on proposed rules 10CFR2 & 50 re elimination of 
financial qualif ications of electric utils in OL reviews & 
hearings for nuclear power plants. Ofc of State Programs rept 
to Ofc of General Counsel end. 

KAGAN, C. F. Office of the General Counsel. 49FR13044 039. 84/07/18. 

PLEASANT, E. Office of the Secretary of the Commission. Ip. 

25714: 223. 


— 0407240315 "Visits W/State Public Util Commissions, Federal Agencies «. 
Publicly-Owned Nuclear Utils re Provision of Adequate 
Funding for Safe Operation & Decommissioning of Nuclear 
Power Plants. " 

# Office of State Programs, Director. 84/06/15. 9pp. 25714:224. 


8407240318 Comments on proposed rules 10CFR2 it 50 re elimination of 
financial qual if ications revi ew. Opposes rule. 

DOUGHTY, U. Seacoast Anti-Pollution League. 49FR13044 038. 
84/07/10, Docketing & Services Branch. 11pp. 25714:016. 


0407240321 Comments on proposed rule 10CFR9 re charges for 
reproduction of records. Opposes rule. 

LEWIS, M. I. Lewis. M. 49FR25482 003. 84/07/10. CHILK, S. Office of 

the Secretary of the Commission. Ip. 25716:359. 


8407240327 Forwards comments on proposed rule 10CFR9 re increased 
charges for reproduction svcs, 

BELL, N. Nuclear Information it Resource Service, 49FR25482. 
84/07/13. CHILK, 8. Office of the Secretary of the Commission. Ip. 
25716: 360. 


— 8407240332 Comments on proposed rule 10CFR9 re increased charges 
for reproduction svcs. Urges appropriate action be taken to 
terminate TS Infosys contract based on inadequate 
performance. 

BELL, N. Nuclear Information it Resource Service. 49FR25482. 
84/07/13. SCATTDLINI, L. Public Document Branch. Ip. 25716:361. 


8407240335 Comments on proposed rule 10CFR9 re increased charges for 
reproduction svcs. Svc presently provided by TS Infosys 
substandard i: unacceptable it increased costs unnecessary & 
burdensome. 

BELL, N. Nuclear Information «c Resource Service. 49FR25482 004. 
84/07/12. CHILK, S. Office of the Secretary of the Commission. 6pp. 
25716: 355. 


8407240340 Comments on proposed rules 10CFR2 it 50 re elimination of 
financial qual if ication in electric utils OL reviews it 
hearings for nuclear power plants. Only case-specific review 
will determine whether util financially qualified. 

HIATT, S. L. Affiliation Not Assigned. 49FR13044 008, 84/07/09. 

Docketing & Services Branch. Ip. 25722:362. 


8407250337 Comments on proposed rules 10CFR30, 40, 70, 71 & 73 re general 
statement of policy on NRC role in responding to accidents 
Sc incidents involving transportation of nuclear matls. 

Supports rules. 

EURE, J. A. Iowa, State of. 49FR 12335 005. 84/07/19. Docketing 8< 

Services Branch. Ip. 25736:356. 


PRM PETITION FOR RULEMAKING 


8407170487 Informs of three petitions for rulemaking re 

electromagnetic pulse filed by Ohio Citizens for Responsible 
Energy, MI Lewis 8< Mapleton Interveners. Ltrs to petitioners, 
transmitting FR, end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/06/04. DIRCKS, W.J. Office of the Executive Director for 
Operations. 10pp. 25650:022. 


— 8407170508 Informs that 820316 request to provide design features 
protecting against electromagnetic pulse denied due to 
inconsistencey w/natl policy. 

DIRCKS, W. U. Office of the Executive Director for Operations. 
84/06/22. ALEXANDER, R, Ohio Citizens for Responsible Energy. 
2pp. 25650:032. 


— 8407170510 Informs that 820316 request to provide design features 
protecting against electromagnetic pulse denied due to 
inconsistency w/natl policy. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/06/22. LEWIS, M.I. Lewis, M. 3pp. 25650:034. 


— 8407170513 Informs that 820316 request to provide design features 
protecting against electromagnetic pulse denied due to 
inconsistency w/natl policy. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
04/06/22. MARSHALL, W. H. Mapleton Interveners. 3pp. 25650:037. 


— 8407170517 Notice of denial of petitions for rulemaking filed by 
tJhio Citizens for Responsible Energy, MI Lewis it Mapleton 
Interveners. , 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/22. 13pp. 25650:040. 


— 8204300097 Petition for rulemaking PRM 50-32 re electromagnetic pulses 
& impact on safety of nuclear power plants. Perry proceeding 
should be suspended pending resolution of petition. 

ALEXANDER, R. Ohio Citizens for Responsible Energy. 82/03/16. 
Commissioners. 5pp. 66037:332. 


— 8407170538 Comments on 840416 draft recommendation re denial of 
Petitions for Rulemaking 50-32, 32A it 32B concerning 
electromagnetic pulse. 

MINOGUE,R.B. Office of Nuclear Regulatory Research, Director. 
84/05/16. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 25650:114. 


— 8407170542 Responds to 840416 request to review draft recommendation to 
EDO for denial of petitions for rulemaking on 
electromagnetic pulse. Concurs w/denial subj to end 
comments. Further study would be prudent. 

DAVIS, J.G. Office of Nuclear Material Safety 8t 

Safeguards, Director. 84/05/15. DENTON, H. R. Office of Nuclear 

Reactor Regulation, Director. 3pp. 29650: 115. 


— 8407170547 Responds to 830505 memo suggesting investigation of 
credibility & probability of portable electromagnetic pulse 
generator. Covert const of generator feasible. 

BURNETT, R.F. Division of Safeguards. 83/08/25. GOLLER, K. R. 
Division of Facility Operations. 3pp. 25650:118. 
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8407100443 Final Deficiency Rept DR-163 re missing set screw used to 
install flexible coupling drive hubs on shaft of 
TDI-supplied standby diesel generator. Initial ly reported on 
S40601. Hub reinstal led. A1 so reportable under Part 21. 

BOOKER, J.E. Gulf States Utilities Co. RBG-18126. 84/07/02. 

COLLINS, J.T. Region 4, Office of Director. 3pp. 25464:116. 24X 

Fiche: 50-458, 84/07/02, 8407100443. 


8407110453 Forwards concept for storage of high. level waste glass 
filled canisters in existing West Valley chemical process 
cell-Addl documents will be forwarded as available. 

HANNUM, W. H. Energy. Dept. of. 23756. 84/06/06. CLARK. A. T. 

Advanced Fuel & Spent Fuel Licensing Branch. 7pp. 25552: 135. 


8407110455 *'1983 Summary Rept Preoperati ona 1 Environ Monitoring Program 
West Valley Demonstration Project. " W/84051B Itr. 

* West Valley Nuclear Services Co., Inc. HANNUM, W. H. Energy, Dept, 
of. 23757. 83/12/31. CLARK, A. T. Advanced Fuel & Spent Fuel 

Licensing Branch. TSpp. 25548:216. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8407020274 Final Deficiency Rept PRD-84/08 re failure of WJ Woolley Co 
to seismically qualify containment personnel air lock 
pneumatic supply sys. Initially reported on 840416, Final Part 
21 rept for Unit 1 submitted on 840420. 

RICHARD, J.B. Mississippi Power & Light Co. AECM-84/0337. 84/06/21. 

O'REILLY, J. P. Region 2. Office of Director. 5pp. 25215:182. 24X 

Fiche: 50-416. 84/06/21. 8407020274. 


8407020283 Interim deficiency rept re Westinghouse main steam line 
break energy release analysis not considering effects of 
steam superheating. Initially reported on 840522. Also 
reported per Part 21. 

MILLSiL.M. Tennessee Valley Authority. 84/06/21. O 'REILLY, J. P. 
Region 2. Office of Director. 2pp. 25214:259. 24X 

Fiche: 50-390. 84/06/21, 8407020283. 


8407Q20365 Thirteenth interim deficiency rept re failure of main steam 
lines due to main feedwater overf i 1 1 . In it ia 1 ly reported on 
000317- Next rept expected to be submitted by 851218. Also 
reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/06/21. □ 'REILLY, J. P. 

Region 2. Office of Director. 2pp. 25217:311. 24X 

Fiche: 50-438, 84/06/21. 8407020365. 


8407020487 Final deficiency rept re clamps on CRD insert/withdrawal 
lines. Initial ly. reported on 831209. Outer pedestal support 
modified due to lack of sufficient axial restraint capacity 
of inner pedestal support. Also reportable per Part 21. 

CURTIS. N.W. Pennsylvania Power & Light Co. PLA-2118. 84/06/18. 

MURLEY.T. E. Region 1, Office of Director. 10pp. 25217:222. 24X 

Fiche: 50-388, 84/06/18, 8407020487. 


8407060118 Part 21 rept re defective 18-inch ASME Class 1 pipe for RHR 
sys supplied by Tioga Pipe Supply Co, Inc. All pipe subj to 
comprehensive UT insp. 

MUSOLF, D. Northern States Power Co. SSH-M-84/Ol. 84/06/29. 
Director's Office, Office of Inspection and Enforcement. 3pp. 
25421:187. 24X Fi che: 50-263, 84/06/29, 84070601 18. 


8407090179 Part 21 rept re operation h. maint of Gammabeam-150 
irradiator equipped w/mod Kit B. Radiation source drawer 
may be inadvertently exposed within shielded room. Access to 
shielded room most not be gained through normal procedure. 

JACKSON, B. J. Atomic Energy of Canada, Ltd. RA84-6-63. 84/06/26. 

Director's Office, Office of Inspection and Enforcement. 4pp. 
25443: 272. 


8407090239 Potential Part 21 rept re bug in DETECTOR computer code for 
in-core detectors. Bug incorrectly calculated enthalpy rise 
peaking factor. Bug corrected. 

SHANSTROM, R. T. Shanstrom Nuclear Associates. NR84051. 84/05/24. 

HURLEY, T.E. Region 1, Office of Director. 8pp. 25443:349. 24X 

Fiche: 50-000, 84/05/24, 8407090239. 


8407100395 Final Deficiency Rept DER 83-66 re impeller wear rings on 
Bingham-Willamette electric motor driven auxiliary feedwater 
pomp 1-M-AFB-POl. Caused by localized frictional overheating. 

Also reported per Part 21. 

VAN BRUNT, E.E, Arizona Public Service Co. DER 83-66. 84/06/21. 

BISHOP, T.W. Division of Resident, Reactor Project 8e Engineering 
Programs. 6pp. 25465:350. 24X Fiche: 50-528, 84/06/21, 8407100395. 


8407100437 Interim Part 21 rept re possible error in Lehigh Labs method 
to test Micro-Lok fiberglass pipe insulation for compliance 
to Reg Guide 1. 36. Initial ly reported on 840507. Test results 
recalculated for fluoride ions in insulation. 

HERBERT, R.P. Manville Service Corp. 84/07/05. DEYOUNG, R. 

Director's Office, Office of Inspection and Enforcement. Ip. 

25464: 119. 


8407100517 Part 21 rept re potentially defective welds on retaining 
bolt studs on display panel box on radiation monitors. 

Initially reported on 840619. Vendor will replace weld studs 
for listed customers by 841231. 

STANLEY, L. A. KamanCo. K I -GEN-84-039. 84/06/21. POTAPOVS, U. 

Region 4, Office of Director. 3pp. 25465:325. 24X 

Fiche; 50-000, 84/06/21, 8407100517. 


8407120070 Second interim deficiency rept, Item 180, re mis interpretation 
of undervoltage attachments on main reactor trip breakers. 

Initially reported on 830427. West inghouse will replace 
attachments. Next rept by 840930. Also reported per Part 21. 

PARSONS, R.M. Carolina Power «< Light Co. NRC-235. 84/06/27. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 25551:041. 24X 

Fiche: 50-400, 84/06/27, 8407120070. 


8407120146 Final Deficiency Rept NCR W-174-P re failure of 
anti— reversing ratchet pins to disengage on ERCW pumps mfg 
by Siemans-Allis. Initial ly reported on 840530.011 baffle Jk 
seal installed around pins. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. NCR W-174-P. 84/06/28. 

O'REILLY. J. P. Region 2. Office of Director. 2pp. 25550:297. 24X 

Fiche; 50-390,84/06/28, 8407120146. 


8407120186 Final deficiency rept re installation of noncorrosion 
resistant matl for instrument air pipe penetrations. 

Initially reported on 830315. Drawings revised to reflect use 
of stainless steel. Also reportable per Part 21. 

RICHARD, J.B. Mississippi Power & Light Co. AECM-84/2— 0012. 

84/07/03, O'REILLY, J. P. Region 2. Office of Director. 4pp. 
25551:001. 24X Fiche; 50-416, 84/07/03, 8407120186. 


8407120205 Final deficiency rept. Item 77 re shop welding defects on 
seismic Class 1 cable tray, conduit Sc HVAC hangers. Ini tial 1 y 
reported on 820802. All Peden Steel matl inspected prior to 
sh ipment. Also reportable per Part 21. 

PARSONS, R.M. Carolina Power & Light Co. NRC-234. 84/06/27. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 25550:073. 24X 

Fiche: 50-400. 84/06/27, 8407120205. 


8407120289 Corrected interim deficiency rept re location of cooling 
water tower basin intertie piping in areas affected by 
liquefaction of in situ soil under SSE cond i t i ons, Ini t ia 1 1 y 
reported on 840323. Also reportable per Part 21. 

FOSTER. D. 0. Georgia Power Co. . ON-371, 84/06/04. O 'REILLY. J. P. 

Region 2, Office of Director. 9pp. 25550 : 011. 24X 

Fiche: 50-424, 84/06/04. 8407120289. 


8407160147 Part 21 rept re defective uninterruptible power supply 
batteries supplies by Exide Corp, Util replaced batteries 
during current 1984 refueling outage. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. FVY 84-70. 
84/06/29. HURLEY, T.E. Region 1, Office of Director. 4pp. 
25600:297. 24X Fiche; 50-271, 84/06/29, 8407160147. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder. Eva luation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

, Fiche: 50-000, 84/07/13. 8407170143. 


8407170440 Forwards interim Part 21 rept re calculational errors for 
missile doors. Initially reported on 840629. Further redesign 
required to determine extent of exceeding specified design 
al lowab 1 es. Next rept will be submitted by 840801. 

GODFREY, D. A. Wooley Manufac turing Div. 84/07/05. KEPPLER. J. 0. 
Region 3, Office of Director. 3pp. 25608: 129. 24X 

Fiche: 50-000. 84/07/05, 8407170440. 


8407190366 Significant Deficiency Rept SDR-137 re potentially 
defective GE Type HMA auxiliary relay s. Defective equipment 
will be inspected & corrected, per OE instructions. Also 
reportable under Part 21. 

GALLAGHER, J. W. Philadelphia Electric Co. SDR-137. 84/07/05. 

HURLEY, T.E. Region 1, Office of Director. 4pp. 25685:170. 24X 

Fiche: 50-352, 84/07/05, 8407190366. 


8407190406 Final Deficiency Rept 84-19 re insulation damage in certain 
reels of Rockbestos mu Iti-conduc tor cable. Initially reported 
on 840608. Reels returned to vendor. Also reported per 
Part 21. 

LEMPQES, T. E. Niagara Mohawk Power Corp. NMP2L 0104. 84/07/06. 

STAR08TECKI, R. Region 1. Office of Director. 2pp. 25684:292. 24X 

Fiche; 50-410, 84/07/06, 8407190406. 
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8407190418 Final deficiency rept re premature failure of Pacific Air 
Products Co linear converters on multi— blade dampers & 
louvers used in HVAC sys. Initially reported on 840216. 

Maint program ini tiated. Also reported per Part 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. CROC 94(84)1. 
84/07/10. KEPPLER* J- G. Region 3, Office of Director. 2pp. 

25681; 288. 24X Fiche: 50-440. 84/07/10, 8407190418. 


8407260027 Fxnal Deficiency Rept DER 84-23 re yolk sleeve on Train B 
recirculation valve loosened & yolk sleeve nut. pinion shaft 
bearings two keys damaged. Initially reported on 840415 


Also reported per Part 21. 

VAN BRUNT, E. E. Ari zona Public Service Co. ANPP-29951-TDS/ 
84/07/12. BISHOP, T.W. Region 5. Office of Director. 
25781:322. 24X Fiche; 50-528. 84/07/12, 8407260027. 


5pp. 


8407200040 Part 21 rept re potential defect of steam generator support 
large bore snub ber. Caused by blind end cover & piston rod 
eye experiencing stresses above yield p oi nt. Snub b ers being 
redesigned. Next rept expected by 840810. 

MCCABE. J. Paul Munroe Hydraulics. Inc. 84/07/12. Director's 
Office, Office of Inspection and Enf ore ement. 2pp. 25697:218. 24X 

Fiche: 50-261 , 84/07/12, 8407200040. 


Interim deficiency rept, Item 177 re welding defects in 
process I&C sys cab inets. Uti 1 awaiting Westinghouse 
evaluation. Extension requested until 840930 to submit next 
rept. Also reportable per Part 21. 

PARSONS, R.M. Carolina Power 8c Light Co. 177. 84/07/05. 

O'RpLLY. J. P. Region 2, Office of Director. Ip. 25780*164 24X 

Fiche: 50-400, 84/07/05. 8407260468. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused fay 
surface imp erf ect i on. No corrective action required. 

Evaluation completed on 840713. 

BOYER. R.E. Transamerica Delaval, Inc. 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche; 50-000. 84/07/13- 8407200101. 


8407270231 Supplemental Part 21 rept re two laminar type discontinutie 
noted in Tioga Pipe Supply Co 18-inch carbon steel pipes. 

Corrective Action Rept M-27 issued to Bechtel on 840705 
requesting indentif ication of cause. 

MUSOLF. D. Northern States Power Co. 84/07/20. Director's Office 
Office of Inspection and Enforcement. 8pp 25786*259 24X 

Fiche; 50-263, 84/07/20. 8407270231. 


8407230326 Final deficiency rept re Anchor Darling valves in HPCS sys. 
Initially reported on 840127. Corrective action consists of 
staking antirotational screws. Ac ti on completion expected by 
841231. Also reported per Part 21. 

LEMPOES, T. E. Niagara Mohawk Power Corp. CNMP2L 0097). 84/06/29. 

STAROSTECKI. R. Division of Project & Resident Programs. 2pp. 

25710: 303. 24X Fiche: 50-410. 84/06/29, 8407230326. 


8407310090 Final potential Part 21 rept supplementing 840711 
notifxcati-on re delivery of defective analog trip panels 8c 
conductor ends. Corrective action completed prior to 
equipment placement in svc. 

MANNER. J S, Nutherm International, Inc. 84/07/18. Region 3, 
84073^0090 25833:098. 24X Fi ch e ; 50-000, 84/07/18, 


8407250326 Part 21 rept re potential overpressure condition in vendor 
component cooling sys, confirming 840712 telcon. Closure of 
surge tank vent valve on high radiation signal could 
increase pressure due to sys inleakage or heat load. 

RAHE,E. P. Westinghouse Electric Corp. NS-EPR-293S. 84/07/13. 
DEYOUNG, R. C, Director 's Office, Office of Inspection and 
Enforcement. 2pp. 25739:009. 24X Fiche: 50-000, 84/07/13, 8407250326. 


ivi I spui-uing possiDie oefects »c 
noncompliances per Part 21. Review should be performed to 
determine if other cases exist where commercial matl shipped 
where purchase orders referenced Part 21. 

COLLINS, J. T. Region 4, Office of Director. 84/07/25. JANDL, U C 
Lone Star Screw Co. Ip. 25832:022. 


8407250346 Final Deficiency Rept NCR 2390 re overtorqued studs on 
Borg-Warner gate valve motor operators. Initially reported on 
831121. Vendor determined torque value on Drawing 79760 
incorrect. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. NCR 2390. 84/07/10. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 25754:160. 24X 

Fiche: 50-438, 84/07/10. 8407250346. 


8407250464 Final Deficiency Rept DER 83-69 re misplaced Unit 1 Seismic 
supports on Posi-Seal va 1 ves. Ini t ia 1 1 y reported, on 831011. 

Bechtel installed addl shaft supports for Units 1-3. Also 
reportable per Part 21. 

VAN BRUNT, E.E. Arizona Public Service Co. ANPP-29940-TDS/. 
84/07/11. BISHOP. T.W. Division of Res iden t. Reac tor Project & 
Engineering Programs. 4pp. 25764:168. 24X Fiche: 50-528. 84/07/1 1, 

8407250464. 


8407250475 Final Deficiency Rept DER 82-76 re Target Rock valves not 
meeting spec/test requirements. Initially reported on 
821124. C-E provided mods to existing solenoid operators for 
Model 77L-001. Also reportable per Part 21. 

VAN BRUNT. E. E. Arizona Public Service Co. ANPP-29939-TDS/. 
84/07/11. BISHOP. T.W. Division of Resident, Reactor Project 8< 
Engineering Programs. 6pp. 25764:178. 24X Fiche: 50-528. 84/07/11, 

8407250475. 


8407250542 Tenth interim deficiency rept re inconsistency between pipe 
breaks in LOCA analysis & structural analysis of connecting 
pipes in broken loop. Ini t ial ly reported on 801121. Next rept 
will be submitted by 850628. Also reportable per Part 21. 

MILLS, L.M. Tennessee Valley Authority. 84/07/06. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 25764:214. 24X 

Fiche: 50-438. 84/07/06. 8407250542. 


8407250553 Second interim deficiency rept re adaptor keyway on 8-inch 
Borg-Warner globe valves. Initially reported on 840131. Caused 
by duplication of keyway design. Next rept expected by 
841026 Also reportable per Part 21. 

MILLS. L. M. Tennessee Valley Authority. 84/07/10. 0 'REILLY. U. P. 

Region 2. Office of Director. 2pp. 25764:216. 24X 

Fiche: 50-438. 84/07/10. 8407250553. 


8407260022 Part 21 & interim deficiency rept re broken capstan spring 
tang in Pacific Scientific shock arrestors. Initial ly 
reported on 840119. All shock arrestors returned to vendor 
for insp, Defective springs replaced. 

FOSTER. D. 0. Georgia Power Co. GN-380, 84/07/03. 0 'REILLY. J. P. 

Region 2. Office of Director. 8pp. 25782:289. 24X 

Fiche: 50-424, 84/07/03. 8407260022. 


—8407310235 Part 21 rept re matls shipped as commercial matl. nuts 
procured for ASME Code work w/o proper number of hardness 
tests & shortage of Charpy impact tests on heats of steel 
used in past 4-5 yrs. 

UANDL.J. C. Lone Star Screw Co. 84/07/02. 

Office of Director. 6pp. 25832:023. 


COLLINS. J. Region 4. 


I iiicnen insuiaoion on individ 

J"® s‘,-ipping of Rockbo.to. 

.llf m single pair shielded cable by Nuthern. Affected 
cabinets replaced. 

HANNER.J S_ Nutherm International, Inc. 84/07/11, Region 3. 
MO 75 I 03 L 25833:150. 24X Fiche: 50-293, 84/07/11, 


QA999 


quality ASSURANCE INSPECTIONS 




vw I I TOF iO CateOI 

Midland. Forwards documents listed on App A. 

Rules and Records. 84/05/17. 
MrKiand ic Ellis. 3pp, 23000:001. 


RICE, C. M. 


Violations noted in IE Ins, 
Rept 99900364/82-01. Commercial grade items supplied 

violation^cited^"*^°^ exempt from posting requirement for 

83/01/17. POTAPOVS, U. 

Region 4, Office of Director. 2pp. 25365:277. 


i'—' ‘"vok. applicable 

“gun J; o«‘c: 






T__ n "uoi. onrormances not 

Insp Rept 99900912/82-02. Corrective actions: recall sys 

P to assure all forms & labels filled 

out; completely. 

Environmental Testing Corp. 83/01/28, POTAPOVS, U. 
Vendor Program Branch. ip. 25284 : 353 . 


^"^^IJ^eioLl^tllcon Everett, MA plant on 840806-10, 

Branch. 84/07/05. BOPP, R. Gaulin Corp. 




840702 telcon. 

8^/07/05. BURRESS, H. P. Unite 
25426 201 Raytheon Co. ). Ip. 
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9407060212 Confirms QA program insp at Houston. TX plant on 840716-20. 
per 840622 telcon. 

POTAPOVS. U. Vendor Program Branch. 84/07/05. GROSS. G. W. 

Gulfalloy. Ip. 25426:211. 


8407060255 Forwards QA Program Insp Rept ?9?00224/84-01 on 840416-18, No 
noncompliance noted. 

POTAPOVS. U. Vendor Program Branch. 84/06/15. KEYES, M. A. Bailey 
Controls Co. (subs, of Babcock & Wilcox Co, ), 2pp. 25441:069. 


—8407060260 QA Program Insp Rept 99900224/84-01 on 840416-18. No 
noncompliance noted. Major areas insp ected : bu i It— in 
indicators w/crazed plastic hous ings. loose terminals. damaged 
terminal studs & improper size terminals on 24 gauge wire. 
HAMILTON. J. W. . BARNES. I. Vendor Program Branch. 84/06/13. 6pp. 
25441: 071. 


8407100127 Forwards response to NRC 840604 Itr re nonconformance noted 
in QA Program Insp Rept 99900859/84-01 . Correc t ive actions: 
purchase orders for all types of starting raw matl will 
contain Part 21 applicability statement. 

BENAVIDES. P. R. . MICHAEL, R.D. Bonney Forge. 84/06/22. POTOPOVS. U. 
Vendor Program Branch. 24pp. 25512:082. 


8407100135 Responds to NRC 840530 Itr re violation & nonconformance 
noted in QA Program Insp Rept 99900786/84-01. Correc tive 
actions: supplemental rept will be submitted & annual mg t 
audit of QA section will verify compliance w/Part 21. 

DIXON, D.J. General Electric Co. 84/06/27. POTAPOVS, U. Vendor 
Program Branch. POTAPOVS, U. Region 4, Office of Director. 7pp. 
25512: 268. 


8407100152 Responds to NRC 840530 Itr re nonconformance noted in QA 
Program Insp Rept 99900330/83-01. Corrective actions :mfg 
procedures modified & undervoltage trip device drawings 
revised to allow greater max clearance. 

CHRISTOPHER, T. Westinghouse Electric Corp. 84/06/22. POTAPOVS, U. 
Region 4, Office of Director. 2pp. 25512:298. 


8407100207 Responds to NRC 840530 Itr re nonconformance noted in QA 
Program Insp Rept 99900259/83-02. Maintains that lOCFRSO.App 
B does not apply to type of testing performed. Plant Tech 
Spec re min flow rate assures adequate RCS flow. 

POTEET, W. R. Combustion Engineering, Inc. 84/06/21. POTAPOVS, U. 
Region 4, Office of Director. 3pp. 25512:302. 


8407120283 Responds to nonconformance noted in QA Program Insp Rept 
99900769/84-01. Corrective ac ti ons: personnel involvement 
w/Part 21 evaluation process notified of procedures to be 
fol lowed. Enc 1 test procedure issued. 

DODSON, J. Pacific Air Products Co. 84/06/28. POTAPOVS. U. Region 
4, Office of Director. 6pp. 25550:020. 


8407120336 Responds to NRC 840615 Itr re violation noted in QA Program 
Insp Rept 99900911/84-01. Corrective actions; employee 
bulletin issued instructing employees to follow Procedure 
70—42 re equipment failure reporting process. 

BDHL, L. S. General Electric Co. 84/07/06. POTAPOVS, U. Vendor 
Program Branch. 2pp. 25549:213, 


8407120356 Responds to NRC 840123 Itr re nonconformance & violation 
noted in QA Program Insp Rept 99900833/83-01 . Corrective 
actions; info posted on bulletin boards 8t personnel 
counseled on Procedure E-1 for drawing QC, 

MEISSNER, F. N, Electro Switch Corp. 84/02/01. Region 4, Office of 
Director. 4pp. 25549:004. 


8407120442 Forwards QA Program Insp Rept 99900507/84-02 from insp on 
840507-11. Corrective actions taken by Sargent it Lundy re 
bellows expansion joint support design acceptabl e. Issue 
closed. W/o end, 

POTAPOVS, U. Vendor Program Branch. 84/06/28. SPESSARD, R . L. 
Division of Project 8t Resident Programs. Ip. 25955:073. 


8407120455 Discusses reviews of allegations re Sargent it Lundy audits. 
Exam of internal audit repts for Cl inton, Byron/Braidwood 
Fermi reported in QA Program Insp Rept 99900507/84-02 from 
insp on 840507-11. Item closed. 

SEARS. P.M. Vendor Program Branch. 84/06/28. POTAPOVS. U. Vendor 
Program Branch. Ip. 25555:079. 


8407130367 Ack receipt of 840517 it 0608 Itrs in response to NRC 840419 
it 0601 Itrs re violation & nonconformance noted in (iA 
Program Insp Rept 99900715/84-01. Corrective actions to be 
reviewed during future insp. 

POTAPOVS. U. Vendor Program Branch. 84/06/28. LOCASIO, A. T. 
GH-Bettis Corp. Ip. 25575:183. 


8407160134 Confirms QA program insp at New Haven, CT plant on 840723-27. 
per 840709 telcon. 

POTAPOVS, U. Vendor Program Branch. 84/07/10. REED, E. S. Rockbestos 
Co. Ip. 25600:304. 


8407100484 Responds to 840514 Itr re purchase orders not invoking Part 
21 requ irements. f ina 1 insp operation not initialled it audits 
not performed on yearly basi s. Qperat i on 510 signed by QA 
manager. Annual audits not mandatory . p er NCA3853 (d>. 

MOR lARTY, J. M. Colt Industries. Inc. 04/06/22. POTAPOVS, U. Region 
4. Office of Director. POTAPOVS, U. Vendor Program Branch. 5pp. 
25464: ISO. 


8407100509 Ack receipt of nuclear q.ua 1 i f icati on facility QA manual. 
KIDD, B. Limxtorque Corp. 84/06/20. POTAPOVS, U. Region 4, Office 
of Director. Ip. 25465:333. 


8407160164 Confirms rescheduling of QA program insp at Everett, MA plant 
to 840B13-17, per 340709 telcon. 

POTAPOVS, U. Vendor Program Branch. 84/07/10. 80PP, R. Gaulin Corp. 

Ip. 29600:217. 


B407160230 Ack receipt of 840302 response to NRC 840117 Itr re QA 
Program Insp Repts 99900334/83-02 it 99900334/83-03. As 
result of review. addl info required within 25 days of Itr 
date. 

POTAPOVS, U. Region 4. Office of Director. 84/07/11. MATHEWS. C.S. 
Transamerica Delaval. Inc. 2pp. 25590:001. 


8407100515 Responds to 840608 request for addl info re nonconformances 
noted in QA Program Insp Rept 9990347/83-01. Correc tive 
actions: orders reviewed & checked against 10CFR21 code 
requirements it procedure describing regulations posted. 

MURPHY. T. A. Gulf & Western Industries, Inc. 04/06/27. POTAPOVS. U. 
Region 4, Office of Director. Ip. 25465:316. 


8407170147 Responds to NRC Itr re nonconformance noted in QA Program 
Insp Rept 99900740/84-01. Corrective actions; customers will 
be notified if switchgear cannot be tested to degree 
required to assure complete functional operation. 

DUVALL, D. D. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 
84/06/18. POTAPOVS. U. Vend or Program Branch. 2pp. 25609:150. 


— 8407100519 Procedure 1021B/ "Procedure for Reporting of Defects 8< 
Nonconf ormance Under Provisions of 10CFR21. " 

# Gulf it Western Industries, Inc. 84/06/27. Ip, 25465:317. 


—8407100525 Procedure 1021A. "10CFR21 Requirements. " Related info end. 

* Gulf & Western Industries, Inc. 84/06/27. 4pp. 25465:318. 


8407120037 Ack receipt of nonconformance repts noted in QA Program Insp 
Rept 99900832/84-01 on 840309-09. Requests extension until 
840817 doe to plant shutdown for summer vacation. 

FUENTES, J. Power Breakers. Inc. 84/06/28. POTAPOVS, U. Vendor 
Program Branch. Ip. 29591:011. 


8407120044 Ack receipt of 840522 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900852/84-01, Corrective actions it preventive measures will 
be reviewed during future insp. 

POTAPOVS. U. Vendor Program Branch. 84/07/10. PITTMAN, U. Hudson 
Products Corp. Ip. 25551:018. 


8407170156 Ack receipt of 840402 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900100/84-01. No further response required. 

POTAPOVS, U. Vendor Program Branch, 84/06/04, MIGNOONA, T. 
Limitorque Corp. lp> 25627:212. 

8407170287 Forwards Vendor insp repts for evaluation. W/o repts. Enel 
endorsements should be signed & returned, 

HUNTER. D. R. Region 4, Office of Director. 84/07/12. SPENCE, M, D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.), 3pp. 25618:316. 24X Fic he: 50-445. 84/07/12, 3407170287. 


8407170291 Forwards vendor insp repts identifying Vendor Program 
Branch concerns found during insp of vendor activities. 

Quality & acceptability-related evaluation requested. W/o 
end. 

JOHNSON, E.H. Region 4. Office of Director. 84/07/11. CAHILL, W.J. 
Gulf States Utilities Co. 2pp. 25618:311. 24X 

Fiche: 50-458, 84/07/11, 8407170291. 


8407120227 Responds to NRC 840530 Itr re nonconformance noted in QA 
Program Insp Rept 99900519/84-01. Corrective actions: des ign 
changes implemented to replace field wiring w/qoalified high 
temp wiring w/392 F rated insulation. 

KOMES, U. M. Bechtel Corp. 84/06/29. POTAPOVS, U. Region 4, Office 
of Director. 4pp. 25549:329. 


8407170382 Forwards vendor insp repts for info (k act ion. Requ ests 
evaluation of significance of reported findings re quality 
8t acceptability of product or sve provided by vendors. W/o 
ends. 

JOHNSON, E. H. Region 4, Office of Director. 84/07/12. LEDDICK, R. S. 
Louisiana Power & Light Co. 3pp. 25612:292. 24X 

Fiche; 50-382, 84/07/12, 8407170382. 
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Afl 


3407170389 Foruiards of 74 P°’^ 

.valuation of of 

ouality & acceptability or v 


for info & action. Requests 
*®ted findings re 

or SVC provided bg 


quality & acceptab 
vendor. W/o ends 
hunter, D.R. Co. ^PP' 

Arkansas Power 340717038*5* 

Fiche; 50-313, 84/07/12' 340/ i 


Office of 24X 


04/07/12. GRIFFIN, J.M. 


a-fd &C requests evaluation of 

insp rep*^ - accep tab i 1 1 ty of 

8407170400 in°s re qual i orsement pages end. 

significance of ^ ^®^;„dors- 

product or SVC provided by r. - rector. 34 / 07 / 12 . OPREA, G. W. 

W/o vendor insp repts^ Office ^^ 25613 : 042 . 24 X 

JOHNSON, E H Region 3p p , 85* 

Houston Lighting 5 /CS J 407 l 70400 - 

Fiche: 50-498. 84/07/12, 84071/ 

re concerns found during msp of 
lNS'“ 5 .‘“Region^. Office of 062 . 26 * 


HUNTER^D. R. Reg^o" “^''^3ppr 25*^®’ 

Kansas Gas & Electric 70450. 

Fiche; 50-482. 84/07/12, 34071 


re nonconformance noted in QA 
8407190298 Responds jorrective^ac^ ^ 

l:Z‘l i;»p”r^ucl.ar Htgion 4, Office ef 

be furnished s,/ANI Nitness^P6t f 2pp 25382:117. 

DOWICKI.W.J. Retific Progrf"' S’’®'’"' 

Director. POTAPOVS, V. 

,j«ed as primary insulations on 
^ 47 .,. basic Lpts 99900277/83-01, 

8407200018 Discusses ®p_Qgram ^ 

Class IE products, per a« » onTOPOVS, U. Vendor Program 

83-02 & 83-04. .„-co 84/07/13- 

SHORT, P. A. Rockbestos Co. 

Branch. 3pp. 25693: 156. 

T-e violations noted in QA 

8407200037 Responds J[^5o4%t-02- D®" ^ ^ violations 

Program Insp Rept 9*9900404/ ^.^^ing. 94/07/12. POTAPOVS, U. 

requests reconsideration -.gj-tric C P 

GALLAGHER, J. L. Westinghouse ®2569i:327. 

Vendor Program Branch. SPP- 

^conformance noted in QA Program 
8407200068 ^Correct! ve ilt^w/ANSI 

Inso Rent 99900075/84-01. Cor ret ^pare pare 

stamp nuclear J®g^fective POTAPOVS, U. Vendor 

witness will be Inc. S4/07/OD. 

DOWICKI.W.U. 

Program Branch. 2pp- 256 


re nonconformance noted in QA 

8407200091 Respondj So3S7/a4-01.'c97''!j*n''reptrfoJ' t^end” 

Program Insp Rept evaluation P ^-evised. 

for generating operating P^o J • ^o. 84 / 07 / 13 . 

analysis being i^P inc- Programs. 4 pp. 

BIJARCHI.I. GA Technologies, ^ .^g^hnicai rr y 

POTAPOVS, U. Division of Vendo 

25693 ; 166. 

^conformances & violations noted 

8407200208 Responds .,“So 34 i%^-^i,^rbrr'evLwed''f ^ 

in QA Program Insp Rept . . gvcs wi-^-^ 

all purchase orders for tes gjations. pQ^-^po^s, U. Vendor 

inclusion of all ^®I^c of Director. 2 pp. 

SMITH,L.J. GNB Batteries. Inc_ ^ 4 , Office 

Program Branch. POTAPOVS. U. 

25689 : 033 . 


spacer matl for Class IE lead acid 
-8407200213 Responds to 840306 JJ^jified ^ 

storage batteries. Batteries qu months d 


.t=r„rhTb7.ri;d.B4bt.ri.4 montN* durinj r.fu.linj 

Recommends matl be surveye „.n’:i/P7 DEYOUNG, R. C, 

to determine efficiency. 94/03/27. DfcYUuw 

RICHARDS, A. C. GNB Batteries, 035. 

4, Office of Director. 5PP- 


Region 


, 840615 request for addl info re 

8407200236 Forwards response to Rept 

nonconformance noted in QA required std 


nonconformance noted m • ' T requir®^ 
99900052/84-01. Corrective actio 
process completed for design g 4 / 07 /l<^' 
HINKELMAN, L. G. Bechtel Corp- 


POTAPOVS, U, Vendor Program 


8407230141 Ac k receipt of Itr i n f fH-tn i ny WRC of ^teps taktn 

correct none onf ormarn: «» fiotrtl ui QA Prayr,aw Intp Rept 
99900519/84-01. Imp, 1 f?mtn t.;j i i uf) of ciu'rtM.'tlve actions will be 
reviewed during future in?,p 

ZECH, G. Vendor Proyraoi IffdU'u, h (j4/o;/«'V KilMfr,, J « Bechtel Cur 

Ip. 25705:106. 


8407240061 Ac k receipt of U40/U5 Itr J ti t, 17 rp r e t i on of Paragraph 
NCA-8414 to require t, ude dd'jta r irp t uiuu; cep tab I « when taken 
in conjunction u>/NC fne I Itr to AGMl.' for 

c larifi cation. 

ZECH.G. G, Vendor Program Orarn.h MA/aZ/TO DDWICKI , W, vJ. Pacific 

Valves, Inc. Ip. I 4 i 


— 8404270265 Requests c 1 4 r i f 1 1 at iuft ,10 to wh»n nucleaT- power plant par 
must be stamped ■*'/ rt.itSr data rept*8 r t^mp I » t; ipif 

BAKER , E, T. Vend o r P r « y i« 0 ra ft s: h f )4/C34 / 1 V f” I GENOERO , 0 , H 

American Society uf Mafh4nti.at CTfy i neer* i'pp ;'5723’ 14» 


8407240069 Confirms 'QA prt3gr^»it) insp at r,an I'JitytnCA ofc on 84O02O“‘24* 

per 840618 tel con. 

ZECH, 0. G. Vendor Prograot Branch fi4/0//P0 HOUSL.H C. CA 
Technologies, Inc.. /Owneral Atomic Co Ip 2fl'/23, 140, 


8407240186 Ack receipt of U4O606 Itr i rs f ormt ng NRC of tteps 'taken to 
correct violat i on/nonc onf nrmance noted in UA Program Insp 

Rept 99900791/84-01 

ZECH, 0. G. Vendor Program Branch CAWLJD, QahnsofJ Co 

Inc. (subs, of Hillmatn Coal Cuke Ci, ) Ip 302 


8407240251 Responds to NRC it,r re fuitw on f urmatu. t noted in QA ProgTa/a 
Insp Rept 99900905 /B 3 "02 Cur r «k; t; 1 v*? As t inn* f!!et.fei(in 6 sjf 
QA Manual 380 will be revises! tft jfx. ItstJe t sir, tr s» I , r tvi ew, 
approval & distribution of ettg ifis^er i ng pros #dni'e« manual 
SADLIER,R.C. Wyl® La b or * t or i e>ft U 4 /Hi/{;:' PUTAPDVli, U, Region 4 » 

Office of Director. 4pp 2r571l.l Ill'IH 


8407250227 Forwards QA 'Pi'ogram Ifi«p Rept V9W0Ar7.y')4 01 on 040907-1 1 

No noncompliance noted 

POTAPOVS, U, Vendor Program Br«n< h {14/06/18 MARRliJQN.S P 
National Board of Boil#r {k Pr®t#wre V#»«el Inspectors 2pp 

25754; 306. 


— 8407250234 QA Prograsn Inttp R*pt WVOOAl .VH4 "-'Ol on 040907-U No 
noncompliance noted Major areas inspertetf qual t f icati «n 
experience 8 s trainin.^ of 1 n»pet' tsjr s< i f'»v#s t i gati dn«, record 
maint, test control, aud i t* 8 s status of prevtuw® finding*. 

SUTTON, U.W., HALE, C. J, Venunr Program Branch B4/06/19, 9pp 
29754 ; 308 , 


8407250241 Confirms QA progr^sn in«p «t Pi ttstmrgh. FA plant on 
840806-10, per 840710 t®ic«n 

ZECH, G. G. Vendor Program Branr.h f|4/07/;':i KtlCH. 0, Nafcinn#! Vaiv® 
«e Mfg. Co. Ip. 23738', 233 


8407250269 Ack receipt oP 840412 «. 061'l Itrs infsn'ming NRC 0 # «tep* 
taken to correct none oti f o rmarn: # noted 10 OA Prsigram Insp 
Rept 99900840/83-01. Lisit«d #dtJl info requested within 29 

days of itr date. 

ZECH, G. G. Vendor Pro9r,am Branch B4./0//23. riELDER.D. Cardinal 
Industrial Products Corp 2pp 29/40 340 


8407260039 Confirms QA 
040724-27, p er 840719 
ZECH, O. G. Vendor pr 
Batteries 8t Charges. 


program insp .,it Plymauth 
t:® 1 c on 

ogr^m Branch 84/07/20 
Ip- 29781 294 


Meeting, PA p lant on 
BRANCA,®. Indue trial 


8407260041 Forwards QA Pr 
St notice of nonconforma 
POTAPOVS, U. Vendor Pro 
Combustion Engineering, 


og r«m 
nee 
Sr am 
Inc. 


In*p Rtp't WOO4OI/04"-O2 on SAOMl-aS 

Branch, 04/07/02 eTHE-WIDGEs M 
2pp 29701 297 


8407260046 Notice 0 ^ none onf orm«nc« from in*p «n 840921 -as. 

* V.nUbr Projram Branch, B4/07/0a Epo. S57flI.aW, 


®'’Soncon“ralcrno?r«' 2 !‘’ W 040 t/a 4-02 on 84052 i- 25 , 

methods utilised verification of accuracy O'f 

L;e?;!relai:rcaicu;:2r'*"^"! 

SEARS, p. M. , pnTAPnussf'*'^.^ ^ provided, 

S, U. Ve'H'dor Program Branch ,04/06/27, lAfp- 
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—8407260103 QA Program Insp Rept 99900507/84-02 on 840307-08 & 0507-11. 
Noncompliance noted : imp lementation of QA program re review 
of clamp support arrangement for small bore bleed line did 
not account for possibility of loosening. 

SEARS.P.M. I POTAPOVS, U. Vendor Program Branch. 84/06/22. 16pp. 

25782:253. 


8407260152 Forwards QA Program Insp Rept 9900605/84-01 on 840604-07. 
No noncompliance noted. 

POTAPOVS, U. Vendor Program Branch. 84/07/05. MUISE, R. E. Kemper 
Insurance Co. 2pp. 25782:276. 


—8407260158 QA Program Insp Rept 99900605/84-01 on 840604-07. No 
noncompliance noted. Major areas inspected : activities 
associated w/administration of ASME Code sys. 

SUTTON, vl.W., HALE, C. J. Region 4, Office of Director. 84/07/03. 
9pp. 25782:278. 


B407260179 Forwards QA Projram Insp Rept 99900053/84-01 on 840604-07 
notice of nonconformance. 

POTAPOVS, U. Vendor Program Branch. 84/07/09. CARON, A. E. Darling 
Valve & Mfg. 2pp. 25781:023. 


— 8407260180 Notice of nonconformance from insp on 840604-07. 
♦ Vendor Program Branch. 84/07/09. Ip. 25781:025. 


—8407260184 QA Program Insp Rept 99900053/84-01 on 840604-07. 
Nonconformance noted;vendor QA failed to identify discrepant 
gasket matl on matl rejection notice St describe corrective 
action. 

KELLEY, W.D., BARNES,!,. Vendor Program Branch. 84/07/03. 12pp. 

25781:026. 


8407260226 Confirms QA program insp at Huntsvi 1 1 e, AL plant on 840730— 
0803, per 840723 telcon. 

ZECH, 0. G. Vendor Program Branch. 84/07/25. HOLBROOK, W. W. Wyle 
Laboratories. Ip. 25777:323. 


8407270114 Ack receipt of 840628 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900769/84-01. Corrective actions will be reviewed during 
future insp. 

ZECH, O. G. Vendor Program Branch. 84/07/24. DODSON. J. P. Pacific 
Air Products Co. Ip. 25789:229. 


8407310331 Responds to NRC 840702 Itr re nonconformances noted in QA 
Program Insp Rept 99900401/84-02. Corrective actions: QA 
Design Manual Section 5.2 will be revised re accuracy of 
proprietary codes, method internal consistency. 

ETHERIDGE, M. R. Combustion Engineering, Inc. 84/07/30. POTAPOVS. U. 
Vendor Program Branch. 7pp. 25829; 136. 


REQOD REGULATORY GUIDES 


8407020346 Forwards program for implementation of Reg Guide 1.97, Rev 2, 
per 840221 emergency planning confirmatory order. Less 
stringent guidelines of Rev 3 to Reg Guide 1.97 will be 
prescribed, as appropriate. 

BAYNE, J.P. Power Authority of the State of New York. IPN-84-20. 
84/06/29. VARGA, S. A. Operating Reactors Branch 1. 116pp, 

25216: 219. 24X Fiche: 50-286, 84/06/29, 8407020346. 


8407030328 Proposed Rev 3 to Reg Guide 1.28, Task RS 002-5, "QA Program 
Req.uirements (Design & Const). " 

* NRC -No Detailed Affiliation Given. 84/05/31. 21pp. 25411:106. 


8407050145 Proposed summary of ACRS Subcommittee on Program for 
Qualification of Safety-Related Equipment 831201 meeting in 
Washington, DC re Rev 1 to Reg Guide 1.89, "Environ 
Qualification of Electrical Equipment...," 

♦ ACRS - Advisory Committee on Reactor Safeguards. 84/01/03. 

ACRS - Advisory Committee on Reactor Safeguards. 53pp. 25413:014. 


8407050220 Forwards updated FSAR,Vols 1-10, per NUREO-0820. Li st of 
plant changes end. Chapter 12 contains info requested in 
Generic Ltr 84-14 re replacement requal if ication training 
program. Chap ter 14 to be submitted at later date. 

DEWITT, R. B. Consumers Power Co. OL-84-14. 84/06/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 5pp. 25655:001. 
24X Fiche: 50-255, 84/06/28, 8407050220. 


— 8407050281 Rev 0 to App 7C to Palisades Plant updated FSAR, "Reg 
Guide 1.97 Interim Rept, Sept 1983." 

* Consumers Power Co. 84/06/28. 250pp. 25661:149. 24X 

Fiche: 50-255, 84/06/28, 8407050220. 


8407060093 Forwards rept describing how util meets requirements of 
Reg Guide 1.97, "Instrumentation for Light-Water-Cooled 
Nuclear Power Plants to Assess Plant St Environ Conditions 
During St Following Accident," per Suppl 1 to NUREG-0737. 

CROUSE, R.P. Toledo Edison Co. GL-82-33. 84/06/28. STOLZ, J. F. 

Operating Reactors Branch 4. 29pp, 25429: 175. 24X 

Fiche: 50-346, 84/06/28. B407060093. 


8407060138 Requests extension for submittal of responses re compliance 
w/Reg Guide 1.97 until 840928 St NUREG-0737, Item II. K, 3. 18 
until 840914. 

DALTROFF, S. L. Ph i lade 1 p h ia El ec tr i c Co, 84/06/28. EISENHUT, D. G. 
Division of Licensing. 2pp. 25422:012. 24X Fi c h e : 50-277, 84/06/28, 

8407060138. 


8407060166 Forwards "Reg Guide 1.97, 'Instrumentation for Light-Water- 
Cooled Nuclear Power Plants to Assess Plant St Environs 
Conditions During Sc Following Accident, ' Compliance Rept" 
per Suppl 1 to NUREG-0737. 

MCDONALD, R. P. Alabama Power Co. 84/06/29. VARGA, S. A, Office of 
Nuclear Reactor Regulation, Director. ip. 25419:001. 24X 

Fiche: 50-348, 84/06/29, 8407060166. 


— 8407060168 "Reg Guide 1.97, 'Instrumentation for Light-Water-Cooled 
Nuclear Power Plants to Assess Plant St Environs Conditions 
During St Following Accident, ' Compliance Rept." 

* Alabama Power Co. 84/06/29. 825pp. 25419:008. 24X 

Fiche; 50-348, 84/06/29, 8407060166. 


8407090105 Identifies St justifies addl deviation from Rev 2 to Reg 
Guide 1. 97, in revised response to 831003 Question 420.6. 

Direct containment sump sample capability uses pumps in 
recirculation spray sys. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CDUNSIL, W. G. Northeast Utilities. BU249. 84/06/27. 

YOUNGBLOOD, B. J. Licensing Branch 1. 3pp. 25442:001. 24X 

Fiche: 50-423, 84/06/27, 8407090105. 


8407100114 Forwards util position paper on Section 6 of NUREG-0737, 
Suppl I re Reg Guide 1.97, "Instrumentation for Light-Water- 
Cooled Nuclear Power Plants to Assess Plant Environs 
Conditions During U Following Accident." 

MARSHALL, J. R. Arkansas Power Light Co. 1CAN068402. 84/06/25. 

EISENHUT. D. G. Division of Licensing. 36pp. 25512:163. 24X 

Fiche: 50-368. 84/06/25. 8407100114. 


8407100422 Forwards milestone commitments on Suppl I to NUREG-0737, 
procedures generation pac kage, function task analysis 
methodology Reg Guide 1.97 milestone activity schedule 
change. 

JOHNSON, B. D. Consumers Power Co. 84/06/29. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 56pp. 25461:315. 24X 

Fiche: 50-255, 84/06/29. 8407100422. 


8407110264 Forwards WCAP-10492, "Analysis of Capsule T from PSE&G Salem 
Unit 2 Reactor Vessel Radiation Surveillance Program," per 
App H to 10CFR50. Rept presents new heatup cooldown limit 
curves based on values predicted by Reg Guide 1.99. 

LIDEN, E, A. Public Service Electric (k Gas Co. of New Jersey. 

84/07/03. VARGA, S. A, Operating Reactors Branch 1. 2pp. 25526:311. 
24X Fiche: 50-311, 84/07/03, 8407110264. 


8407110395 Requests addl info to complete review of util response to 
Generic Ltr 82-33 re Suppl 1 to NUREG-0737, "Requirements 
for Emergency Response Capability." Results of preliminary 
review contained in "Conformance to Reg Guide 1.97...." 

YOUNGBLOOD, B. J. Licensing Branch 1. GL-82-33. 84/06/26. 

SCHNELL, D. F. Union Electric Co. 3pp. 25548:121. 24X 

Fiche: 50-483, 84/06/26, 8407110395. 


— 8406140044 "Conformance to Reg Guide 1. 97, Cal laway Plant, Unit 1." 

UDY, A. C. EG8<0, Inc. FIN A-6493. OL-82-33. 84/05/31. NRC - No 

Detailed Affiliation Given. 16pp. 25548:124. 24X 

Fiche: 50-483, 84/06/26, 8407110395. 


8407110475 Rev 1 to Reg Guide 1.89 Task EE 042-2, "Environ 
Qualification of Certain Electric Equipment Important to 
Safety for Nuclear Power Plants. " 

* Office of Nuclear Regulatory Research, Director. 84/06/30. 18pp. 

25348: 197. 


8407120435 Forwards application for SNM license requesting 

author i zation to receive, possess, inspect, store tk package for 
return to vendor, unirradiated fuel assemblies made of U 
enriched in U-235 isotope. 

SWARTZ, E. D. Commonwealth Edison Co. a695N. 84/06/08. DAVIS, J. G. 

Office of Nuclear Material Safety Safeguards, Director. 2pp. 
25573: 317, 24X Fiche; 50-456, 84/06/08, 8407120435. 


— 8407120441 Rev 1 to Reg Guide 3. 15, "Std Format «< Content of License 
Applications for Storage Only of Unirradiated Power Reactor 
Fuel Sc Associated Radioactive Matl. " 

* Office of Nuclear Regulatory Research, Director. 83/03/05. 

30pp. 25573:354. 24X Fiche: 50-456, 84/06/08, 8407120435. 
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8407160002 Requests addl info re util 821217 response to Suppl 1 
NUREO-0737, "Requirements for Emergency Response 
Capability-" by 840 S 1 5. Forwards results for EG&G preliminary 
review. "Conformance to Reg Guide 1.97, Wolf Creek, Unit 1. *' 
YOUNGBLOOD- B. J. Licensing Branch 1. 33. 84/06/25. 

KOESTER,G. L. Kansas Gas & Electric Co. 3pp. 25624:297, 24X 

Fiche: 50-482. 84/06/25. 8407160002, 


to 


8407310281 Ack receipt of 840629 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/83—35 & 
50-318/83-35. Corrective actions will be examined during 
future insp. 

BELLAMY- R.R. Division of Engineering & Technical Programs. 
84/07/26. LUNDVALL- A. E. Baltimore Gas 8- Electric Co. 2pp. 
25832:267. 24X Fiche: 50-317, 84/07/26- 8407310281. 


--8406200009 "Conformance to Reg Guide 1.97, Wolf Creek Plant. Unit. 1. " 
UDY.A C. EG&G, Inc. FIN A-6493. 84/05/31. NRC - No Detailed 

Affiliation Given. 16pp. 25624:300. 24X Fiche: 50-482, 84/06/25, 

8407160002. 


8407160017 Forwards order confirming licensee commitments to implement 
post-TMI related items set forth in Suppl 1 to NUREG-0737, 
based on util response to Generic Ltr 82-33. 

STQLZ. U. F. Operating Reactors Branch 4. GL-S2-33. 84/07/06. 

TUCKER, N.R. Duke Power Co. Ip. 25624:273. 24X 

Fiche: 50-269, 84/07/06, 8407160017. 


8407160030 Advises that util revised original 830414 response to Suppl 

1 to NUREG-0737. Reasons for requesting extension in 
schedules for safety parameter display sys & Reg Guide 1.97 
rept listed. Reasons acceptable, 

NICOLARAS, H. Operating Reactors Branch 4. 84/07/06. 

EISENHUT, D. G. Division of Licensing. 4pp. 25624:274. 24X 

Fiche: 50-269. 84/07/06, 8407160017. 


8407160313 Errata to Reg Guide 10 . 6, Rev 1, "Guide for Preparation of 
Applications for Use of Sealed Sources it Devices for 
Performing Industrial Radiography, " Errata replace NRC 
Form 313R w/ NRC Form 313. 

» Office of Nuclear Regulatory Research, Director. 84/07/31. 8pp. 
25779: 225. 


— 8407310290 Responds to NRC 840309 ltr re violations noted in IE Insp 
Repts 50-317/83-35 & 50-318/83-35. Meteoro log ical tower 
instal led, per NUREG-0737, Item III. A. 2 it NUREG-0654 
requirements & considered in conformance w/Reg Guide 1.23. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/06/29. MARTIN, T. T. 

Division of Engineering & Technical Programs. 4pp. 25832:269. 

24X Fiche: 50-317, 84/07/26, 8407310281. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


8407270196 "Reliability Assessment of Indian Point Unit 3 Containment 
Structure Under Combined Loads." 

HWANG. H. . KAWAKAMI.J. Brookhaven National Laboratory. SHINOZUKA. M. 
Columbia Univ. . New York, NY. BNL-NURE0-34S61 . 84/05/23. ASHAR, H. 

NRC - No Detailed Affiliation Given. 21pp. 25799:249. 24X 

Fiche: 50-286, 84/05/23, 8407270196. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


0311140312 Summary of CRGR Meeting 47 on 830928. List of attendees end. 
STELLQ. V. Committee to Review Generic Requirements. 83/10/14. 
DIRCKS. W. J. Office of the Executive Director for Operations. 7pp. 
25780: 225. 


8407170407 Forwards "Reg Guide 1.97 Position" re instrumentation for 
light water-cooled nuclear power plants to assess plant & 
environ conditions during it following accident. Rept suppl 
due by 840915, 

RODRIGUEZ- R. J. Sacramento Municipal Utility District. RUR 84-247. 
84/07/13. STOLZ, J. F, Operating Reactors Branch 4. 2pp. 25614:045, 
24X Fiche: 50-312. 84/07/13- 8407170407. 


8401060321 Forwards NUREG-0801. "Evaluation Criteria for Detailed 
Control Room Design Review" it NUREG-0835( "Human Factors 
Review Guidelines for Safety Parameter Display Sys-" for 
CROR review. 

DENTON. H. R. Office of Nuclear Reactor Regulation- Director. 
83/12/27. STELLQ. V. Regional Operations it Generic Requirements. 
lOSpp. 25539:059. 


— 8407170412 "Reg Guide 1.97 Position." 

♦ Sacramento Municipal Utility District. 84/07/13. 42pp, 

25614:047. 24X Fiche: 50-312. 84/07/13,8407170407. 


8407200168 Suppls 840629 implementation schedule for NUREG-0737,, Sup p 1 1 
projects, per NRC request for info re emergency operating 
procedure (EOP) upgrade Zt proposed Reg Guide 1. 97 project 
schedules. EOPs will be upgraded by Feb 1986. 

VANDEWALLE, D. J, Consumers Power Co. 84/07/17. CRUTCHFIELD. D. 
Operating Reactors Branch 5. 3pp. 25692:338. 24X 

Fiche: 50-255, 84/07/17, 8407200168. 


8407230002 Reg Guide 1.84, Rev 22, "Design St Fabrication Code Case 
Acceptability, ASME Section III-Div 1." 

* Office of Nuclear Regulatory Research, Director. 84/07/31. 12pp. 

25727: 323. 


8407240089 Provides addl info re environ qualification of equipment 
important to safety- in response to 840517 request, Fai lure 
of nonsaf ety-related components does not prevent 
satisfactory operation of saf ety-related equipment. 

KAY,J. A. Yankee Atomic Electric Co. FYR 84-77. 84/07/16. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 3pp. 25723:154. 24X 

Fiche: 50-029. 84/07/16, 8407240089. 


8407240152 Reg Guide 1.85.Rev 22, Task ME 307-4, “Matls Code Case 
Acceptability ASME Section III-Div 1. " 

* Office of Nuclear Regulatory Research, Director. 84/07/31. 12pp. 

25734: 230. 


B407300170 Forwards proposed rev to draft SER re Reg Guide 1.75 
clarif ications* per 840531 meeting St 840612 ltr. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities^ COUNSIL. W. G. Northeast Utilities. B11273. 84/07/18. 

YOUNGBLOOD. B. J. Licensing Branch 1. 4pp. 25805:271. 24X 

Fiche; 50-423, 84/07/18, 8407300170. 


8407310157 Requests exemption from cold rod drop testing, based on Tech 
Spec Sc Reg Guide 1. 68 requirements. Rod drop testing at hot 
xero power sufficient to bound conditions under which scram 
might be required. 

SCHNELL, D. F. Union Electric Co. ULNRC-884. 84/07/26. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp, 25833:094. 

24X Fiche: 50-483. 84/07/26. 8407310157. 


— 8401270051 Summary of CROR 52nd meeting on 831207-08 re proposed IE 
bulletin. Committee revised language it issued IE Bulletin 
83-08 on 831228. Viewgraphs end. 

STELLQ. V. Regional Operations 8< Generic Requirements. 83/12/19. 
DIRCKS. W. J. Office of the Executive Director for Operations. 

60pp. 25539:111. 


8407020439 Comments on amend to proposed rule 10CFR50 re communications 
procedures, in response to 840523 memo. Amend would 
facilitate timely dissemination of Part 50 submittals to 
NRC.natl labs it PDRs. 

STELLO. V. Regional Operations it Generic Requirements. 0L-S2-14. 

84/06/28. NORRY. P.O. Office of Administration. 4pp. 25217:168. 


— 8407020445 Forwards for cons ideration, proposed rule 10CFR50 re amends 
to communications procedur es. Comments from concurring ofcs 
also end. W/o ends. 

NORRY. P.G. Office of Administration. 84-116. 84/05/23. 

STELLO. V. Regional Operations it Generic Requirements. 2pp. 

25217: 172. 


8407030144 Response to FOIA request for documents re TDl diesel 
generators it list of problems it defects which have occurred 
u/use or testing of generators. 

FELTON, J. M, Division of Roles and Records. 84/05/22. BELL, N. 
Nuclear Information 8t Resource Service. 2pp. 25409:319. 24X 

Fiche: 50-000. 84/05/22. 8407030144. 


— 8404050222 Summarizes CRGR Meeting 55 on 840206 to discuss proposed IE 
bulletin. "Failures of GE Type HFA Relays in Use in Class 
IE Safety Sys." Supporting documentation end. 

STELLO, V. Committee to Review Generic Requirements. 84/02/24. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
lOpp. 25409:326. 


8407030337 Forwards action plan for NRC concerns on setpoint 
methodology for GE supplied protection sys instrumentation. 
Final rept scheduled for completion by 851231. 

CAROLAN, J. F. LRG Instrumentation Setpoint Methodology Group. 
84/06/29. NOVAK, T. M. Assistant Director for Licensing. 12pp. 
25272: 133. 


8407060031 Summary of CRGR- Meeting 64 on 840530 re proposed rev to 
10CFR20. "Stds for Protection Against Radiation. " List of 
attendees end. 

STELLO, V. Committee to Review Generic Requirements. 84/06/20. 
DIRCKS, W. J. Office of the Executive Director for Operations. 2pp. 
25441:350. 
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8407090046 Requests clarif ication on whether jet pump integrity issue 
classified as closediper NUREG/CR"*3376i or considered openi 
per NUREG-0933 interpretation. 

STELLOf V. Regional Operations 8( Generic Requirements. 84/06/28. 
DENTON* H. R. Office of Nuclear Reactor Regulation* Director. Ip. 
25454: 226. 


—8407090052 Comments on NUREG/CR-3376. "Parallel Channel Effects & 
Long-Term Cooling During Emergency Core Cooling in BWR/4. " 

& RT Lahey 831020 Itr. Ltr rept fails to provide proper 
evaluation of significance of findings 

MINOGUE* R. B. Office of Nuclear Peculacory Research* Director. 
84/05/24. STELLO* V. Regional Operations & Generic Requirements, 
app. 25454:227. 


— 8407090056 Submits addl info on long-term cooling in BWR re postulated 
accident sequenc e. Sequenc e applicable only when LPC I 
injected in core shroud flows around fuel channels. GE will 
update topical repts. 

BECKNER* W. D. Reactor Systems Research Branch. 84/04/18. 

SHQTKIN*L. N. Reactor Systems Research Branch. Ip. 25454:235. 


— 8407090060 Comments on R Lahey paper on analysis of feed it bleed. Lahey 
method not unique & of little use. 

SHERON. B. W. Reactor Systems Branch. 83/12/13. SHOTKIN* L. 

Reactor Systems Research Branch. Ip. 25454:236. 


— 8407090063 Comments on RT Lahey paper* "Analysis of Feed it Bleed Mode 
of PWR Emergency Core Cooling." Equations 6 & 7 re analyses 
based on control vol erroneous St could lead to misleading 
conclusions. 

ZUBER*N. Reactor Systems Research Branch. 84/07/05. SHOTKIN, L. 
NRC - No Detailed Affiliation Given. Ip. 25454:237. 


8407090118 Forwards summary of CROP activities for 840530-0630. Summary 
will be included in EDO weekly rept to Commission for wk 
ending 840706. 

SNIEZEK, J. Committee to Review Generic Requirements. 84/07/06. 
Committee to Review Generic Requirements. 3pp. 25443:284. 


8407100073 Provides agenda it schedule mod for CRGR Meeting 66 on 
840711. 

STELLQ* V. Committee to Review Generic Requirements. 84/07/02. 
EISENHUT* D. Division of Licensing. JORDAN. E. L. Director's Office* 
Office of Inspection and Enforcement. CUNNINGHAM, R. E. Office of 
Nuclear Material Safety & Safeguards* Director. 2pp. 25520:033. 


8407100382 Forwards "Summary of Seismic Qualification Utils Group 
<SQUG} Program* " as aid in ongoing program to assess plant 
seismic design. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. MN-a4-121. 84/07/05. 

MILLER* J.R. Operating Reactors Branch 3. Ip. 25509:032. 24X 

Fiche: 50-309, 84/07/05* 8407100382. 


— 8407100396 "Summary of Seismic Qual if ication Utils Group <SQUG> 
Program. " 

YANEV*P.I., SWAN.S.W. EQE, Inc. SMITH. N. P. Commonwealth Edison 
Co. 84/07/05. 17pp. 25509:033. 24X Fiche: 50-309, 84/07/05* 

8407100382. 


'8407110010 Forwards minutes of CRGR Meeting 45 on 830817-19 re orders 
considering BUR piping insp as Category 1 matter. 

DIRCKS, W, J. Office of the Executive Director for Operations. 
83/08/22. PALLADINO, GILINSKY, ROBERTS Commissioners. Ip. 
25539:286. 


— 8308190510 Advises that NRC intends to request licensees to include 
consideration of human factors design of remote shutdown 
capability in detailed control room design review (DCRDR). 
Inclusion in DCRDR should not require CRGR review. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
83/08/09. STELLO* V. Regional Operations & Generic Requirements. 
4pp. 25539:302. 


8407110062 Summary of CRGR Meeting 48 on 831020 re proposed rulemaking 
on degree requirement for operating staff at nuclear power 
plants. 

STELLO, V. Committee to Review Generic Requirements. 83/10/28. 
DIRCKS. W. J. Office of the Executive Director for Operations. 6pp. 
25540: 067. 


—8407110067 Forwards proposed rulemaking package re degree requirement 
for operating staff at nuclear power plants. Date for CRGR 
briefing should be set. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
83/09/23. STELLO* V. Regional Operations «< Generic Requirements. 
164pp. 25540:073. 


8407120301 Notifies of CRGR Meeting 67 on 840725 in Bethesda,MD to 
discuss proposed IE bulletin "Undervoltage Trip Attachments 
of Reactor Trip Breakers" i. agenda JU schedule mod for CRGR 
Meeting 66. 

STELLO* U. Committee to Review Generic Requirements. 84/07/10. 
EISENHUT* D. Office of Nuclear Reactor Regulation* Director. 

JORDAN* E. L. Director's Office* Office of Inspection and Enforcement. 

CUNNINGHAM* R, E. Office of Nuclear Material Safety it 
Safeguard s. Director. 2pp. 25549:293. 


8407130294 Summary of CRGR Meeting 65 on 840627 re proposed amend to 
10CFR50, "Domestic Licensing of Production & Utilization 
Facilities" i. proposed Rev 3 to Reg Guide 1.28. 

STELLO* V. Committee to Review Generic Requirements. 84/07/05. 
DIRCKS, W. J. Office of the Executive Director for Operations. 3pp. 
25565: 140. 


8407190513 Notifies of CRGR Meeting 58 on 840315 to discuss 
proposed NUREG-OSOl* "Evaluation of Criteria for Detailed 
Control Room Design Review. " 

STELLO. V. Committee to Review Generic Requirements. 84/03/02. 
MATTSON, R. J, Office of Nuclear Reactor Regulation* Director. 

JORDAN* E. L. Director's Office* Office of Inspection and Enforcement. 

CUNNINGHAM* R. Office of Nuclear Material Safety it 
Safeguards* Director. Ip. 25688:114. 


— 8407190515 NUREG-OBOl DRFT 

EVALUATION CRITERIA FOR DETAILED CONTROL ROOM DESIGN 
REVIEWS. 

* Division of Human Factors Safety. 84/07/09. 55pp. 25688:115. 


8407200209 Provides modified agenda to CRGR Meeting 67 on 040725 re 
review of proposed IE bulletin* "Undervoltage Trip 
Attachments of Reactor Trip Breakers" it. plans to develop St 
issue generic ltr to include QA requirements. 

STELLO* V. Committee to Review Generic Requirements. 84/07/16. 
EISENHUT, D. Office of Nuclear Reactor Regulation* Director. 

JORDAN, E. L. Director's Office. Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety it 
Safeguards* Director. 2pp. 25693:006. 


8407250374 Summarizes CRGR Meeting 46 on 830914 re proposed generic 
requirements on steam generators used in PWRs.List of 
attendees & supporting documentation end. 

STELLO* V. Committee to Review Generic Requirements. 83/10/06. 
DIRCKS, W. J. Office of the Executive Director for Operations. 7pp. 
25754; 148. 


— 8310110428 Forwards estimates of consequence calculations for non-core 
melt steam generator tube rupture events. Risk estimates 
conservative. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director. 
83/09/26. STELLQ, V. Regional Operations it Generic Requirements. 
6pp. 25754; 155. 


8407250450 Summariies CRGR Meeting 58 on 840315 re proposed NUREG-OSOl, 
"Evaluation Criteria for Detailed Control Room Design 
Review. " 

STELLO* V. Committee to Review Generic Requirements. 84/04/06. 
DIRCKS* W. J. Office of the Executive Director for Operations. 13pp. 
25764; 144. 


8407250510 Summary of CRGR Meeting 49 on 831024 re draft Commission 
paper on reinsp of BWR stainless steel piping it piping 
repair criteria & proposed generic requirements for PWR 
steam g enerators. List of attendees end. 

STELLO* V. Committee to Review Generic Requirements. 83/10/28. 
DIRCKS, W. J. Office of the Executive Director for Operations. 9pp. 
25764: 193. 


8407260051 Summary of CRGR Meeting 43 on 830810 in Bethesda* MD re 
Unresolved Safety Issue A-12* "Potential for Low Fracture 
Toughness Lamellar Tearing in PWR Steam Generator 
Reactor Coolant Pump Supports. " 

STELLO, V, Committee to Review Generic Requirements. 83/08/10. 
DIRCKS* W. J. Office of the Executive Director for Operations. 8pp. 
25781: 079. 


— 8407260064 Discusses proposed interim requirements for Generic Issue 
B-56* "Diesel Reliability. " Proposed program establishes 
graded requirements w/0. 95/demand as min desired 
reliab i 1 ity. Program description it background info end. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director. 
83/07/01. STELLO* V. Regional Operations & Generic Requirements. 
3pp. 25781:087. 


— 8307210371 Forwards info for CRGR review re proposed interim diesel 
generator reliability improvement program resulting from 
Generic Issue B-56. Resolution of comments from NRR divs 
outlined. 

RUBENSTEIN* L. S. Assistant Director for Core it Plant Systems. 
83/04/08. DENTON* H.R. Office of Nuclear Reactor Regulation* 
Director. 6lpp. 25781:090. 
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— 8407260072 Forwards rept re priority ranking of generic safety Issues. 
Deletion of low priority issues recommended. Comments 
requested. 

HAN AUER. S. H. Division of Safety Technology. 82/09/03. Office 
of Nuclear Reactor Regulation. Director. 4pp. 25781:194. 


— 8210280101 Advises of extension of PNL technical analysis for Generic 
Issue B-56 to include question of value/impact significance 
if all operating plants required to improve diesel generator 
reliability to 0.99/demand. 

MILSTEAD. W. C. Safety Program Evaluation Branch. 82/09/30. 

CHOPRA. O.P. Power Systems Branch. 2pp. 25781:198. 


— 8303030236 Responds to 821209 memo re permissive time span within 
which onsite ac power should be operational to shut plant 
down following transient. 

SHERON. B. W. Reactor Systems Branch. TAC 40042, 83/02/09. 

SRINIVASAN. M. Power Systems Branch. 3pp. 25781:200. 


— 8302170246 Submits requested assistance in determining frequency of 
diesel generator fast start surveillance testing by Tech 
Specs requirement. Range is one test per month to one per 
6 months. 

THADANI.A. Reliability & Risk Assessment Branch. 83/02/04. 
SRINIVASAN. M. Power Systems Branch. 4pp. 25781:203. 


— 8208010053 Discusses testing requirements for diesel generators. per 
ACRS Subcommittee on AC/DC Power Sys Reliability 820908 
meeting w/NRC. Current testing requirement involving fast 
start ?< loading imposes severe stress ft wear on engine. 

FRALEY. R. F. ACRS - Advisory Committee on Reactor Safeguards. 
82/09/16. DIRCKS. W. J. Office of the Executive Director for 
Operations. Ip. 25781:207. 


— 8305250567 Forwards Significant Operating Event Rept SOER 83-01 re 
diesel generator fai lures. Rept provides recommendations on 
preventive maint. testing, training & design. Proper warmup, 
loading & cooldown required to ensure engine reliability. 

WILKINSON. E. P. Institute of Nuclear Power Operations. 83/03/10. 
DIRCKS. W. J. Office of the Executive Director for Operations. Ip. 
25781: 210. 


— 8307210375 Summarizes changes made in program associated w/Oeneric 
Issue B-56. "Diesel Reliability." as discussed at 830519 
briefing. 

RUBENSTEIN. L. S. Assistant Director for Core it Plant Systems. 
83/06/20. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. 2pp. 25781:211. 


8407300052 Notifies of acceptance of 840629 action plan, to answer NRC 
concerns on setpoint methodology for GE-supplied protection 
sys instrumentation. 

YOUNOBLOOD. B. J. Licensing Branch 1. 04/07/23. CAROLAN. J. F, LRQ 

Instrumentation Setpoint Methodology Group. CAROLAN. J. F. 
Philadelphia Electric Co, 4pp. 25816:360. 


8407310002 Notification of 840725 meeting w/Regulatory Response Group 
in Bethesda.MD to discuss main steamline break 8t superheat 
effects on environ qualif ication of equipment. 

WIOOINTON. D. L. Operating Reactors Branch 1. 84/07/23. VARGA. S. A. 

Operating Reactors Branch 1. 2pp. 25863:358. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8309080035 SECY-83-339 

Recommends approval of final rulemaking concerning fitness 
for duty for personnel w/unescorted access to protected 
areas. 

DIRCKS. W. vl. Office of the Executive Director for Operations. 
83/08/15. 58pp. 25554: 159. 


— 8206230260 SECY-e2-230 

Recommends application for stay of plant low power OL be 
denied. ALAB-673 provides thorough ii well reasoned treatment 
of issues presented & provides partial basis for denying 
stay motion. Draft order end. 

BICKWIT. L. Office of the General Counsel. ALAB-673. 82/06/07. 

77pp. 25409: 189. 


— 8407030147 SECY-82-270 

Forwards proposed Commission decision in Indian Point 
special proceeding re util.UCS & Village of Buchanan. NY 
requests concerning ASLB ruling. NRC decision not to suspend 
or revoke licenses & hearing site. respectively. 

MALSCH. M. G. Office of the General Counsel. 82/06/28. Ip. 
25409:259. 24X Fiche: 50-000. 84/05/15. 8407030136. 


—8407030156 SECY-82-277 

Informs Commission of Business it Prof People for Public 
Interest 820604 application for atty fees it expenses 
derived from participation in proceeding. 

MALSCH, M. G. Office of the General Counsel. 82/06/30. 2pp. 
25409:260. 24X Fi ch e: 50-000, 84/05/15, 8407030136. 


8407050134 SECY-84-263 

Requests Commission approve for pub 1 ication, proposed 
amends to 10CFR60 re site charac ter i zat ion it partic ipat ion 
of states it Indian tribes in process of siting, licensing 
it development of high level radwaste disposal. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/26. 103pp. 25622:097. 


84070504 1 1 SEC ¥-84-1 63 A 

Informs Commission of potentially significant issues for 
upcoming OL licensing cases. Viewgraphs end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/11. 21pp. 25418:295. 24X Fiche: 50-000. 84/06/11. 840705041 1. 


8407120108 Further response to FOIA request for all 1982 SECY papers. 
Info partially withheld <ref FOIA Exemption 5). 

FELTON. J. M. Division of Rules and Records. 84/05/22. WEISS. E.R. 
Union of Concerned Scientists. 2pp. 25557:059. 


—8407120129 SECy-S2-318 

Informs Commission of ASLB order which raises sua sponte 
issues in OL proceed ing. Related info end. 

BICKWIT. L. Office of the General Counsel. OL. 82/07/27. 38pp. 

25557:125. 24X Fiche: 50-358. 84/05/22. 8407120108. 


—8211020321 SECY-82-402 

Informs Commission of proposed referral of licensee request 
for hearing to chief administrative judge. ASLB. 

TRUBATCH, S. L, Office of the General Counsel. EA-82-045. 
82/10/04. 11pp. 25557:114. 


— 8407120115 SECY-B2-491 

Discusses Nuclear Fuel Svcs. Inc Erwin hearing re NRDC 
request for DOE classified info it provides draft order for 
Commission consideration. 

MALSCH, M. G. Office of the General Counsel. CLI-80-27. 82/12/15. 

52pp. 25557:062. 


STATE PROG STATE PROGRAMS 


8407020079 Notification of contract execution, Mod 7. to "Seismicity & 
Earthquake Hazard Research in Northern Alabama. " Contractor: 
Geological Survey of Alabama. 

UMBEL. D. Technical Assistance Contracts Branch, FIN B-6674. 
NRC-04-80-220. 84/06/20. BATSON, W. Office of Nuclear Regulatory 

Research. Director. ZURFLUEH. E. NRC - No Detailed Affiliation 
Given. Ip. 25225:351. 


— 8407020082 Mod 7. increasing funds & extending period of performance to 
850731, to "Seismicity «c Earthquake Hazard Research in 
Northern Alabama. " 

MANCINI.E. A. Alabama. State of. SMITH. P. A. Division of 
Contracts. FIN B-6674. NRC-04-80-220. 84/06/20. Ip. 25225:352. 


8407020139 Notification of contract execution. Mod 2. to "Environ 
Surveillance." Contractor : State of MD. 

SILVIS. R. M, Technical Assistance Contracts Branch. FIN B-5106, 
NRC-05-75-226. 84/06/26. DEYOUNG. R. C. Director 's Of f ice. Office of 

Inspection and Enforcement. Ip. 25272:348. 
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8407020278 Ack receipt of recipient 840227 MA Mobley 340529 responses 
to NRC comments & recommendations following 1983 review of 
State of TN radiation control program. 

WOODRUFF. R. L. NRC - No Detailed Affiliation Given. 84/06/25. 

WORD. J. E. Tennessee, State of. Ip. 25215:190. 


8407110032 Notifies of 840712-13 16-17 regulatory review of State of 

NY. Dept of Environ Conservation radiation control program, 
converlng principal administrative S« technical aspects of 
program. Discussion of results on 840717 suggested. 

MURPHY. T. E. Region 1, Office of Director. 84/06/28. WILLIAMS, H. 0. 
New York, State of. Ip. 25540:017. 


8407030340 Comments on proposed rule 10CFR2 re general statement of 
policy on NRC role in transp ortat ion incidents St accidents 
involving nuclear mat 1 s. Sup p orts rule. Other policy issues 
which should be addressed listed. 

SCHUBERT. A. L. Florida, State of. 49FR85S3 030. 84/06/26. 

CHILK. S. U. Docketing tt Services Branch. Ip. 25272:156. 


8407050041 Submits names of customers to whom radioisotope sources & 
probes shipped during last calendar quarter , inc lud ing 
shipping date, source model number & serial number & isotope 
contained in source by element location. 

STRELCZYK, U. A. UFA Technology, Inc. 84/04/17. SEYFRIT, K. V. Region 
4, Office of Director. 5pp. 25299:342. 


8407050091 Advises that State of MO & local plans & preparedness 
adequate to protect health & safety of public in event of 
radiological emergency . Eva luation based on full-scale 
exercises conducted on 820310 & 830406. 

SPECK, S. W. Federal Emergency Management Agency. 84/06/26. 

DIRCKS. W. J. Office of the Executive Director for Operations. Ip. 
25299:360. 24X Fiche: 50-298, 84/06/26, 8407050091. 


8407050102 Advises that State of NE & local plans & preparedness 
adequate to protect health %: safety of public in event of 
radiological emergency. Evaluation based on full-scale 
exercises conducted on 820310 8t 830406. 

SPECK, S. W. Federal Emergency Management Agency. 84/06/26. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
25284: 354. 24X Fiche; 50-298, 84/06/26. 8407050102. 


8407050205 Forwards comments on proposed rule 10CFR5O re environ 
qualification of electrical equipment. 

STERN, P. Maine, State of. 49FR8445 020. 84/06/26. Docketing Sc 

Services Branch. Ip. 25297:291. 


8407110061 Notifies of 840820-24 regulatory review of State of NY, Dept 
of Labor radiation control program, covering principal 
administrative & technical aspects of program. Discussion of 
results on 840824 suggested. 

HURLEY, T. E. Region 1- Office of Director. 84/06/28. ROBERTS. L. 

New York, State of. Ip. 25539:351. 


8407110066 NUREG/BR-0025 VIO N4 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR.G. W, Office of State Programs, Director. 84/06/15. Spp. 
26195: 352. 


8407110604 Confirms 840619 meeting w/Chem-Nuclear, Inc in Columbia.SC 
to discuss proposed NFS variance request to permit burial of 
specific activity transuranic bearing waste matls not 
covered fay current licenses. 

TROUANOWSKIi R. Region 2, Office of Director, 84/06/14. SHEALY, H. G. 
South Carolina, State of. 3pp. 25543:347. 


8407110626 Trip rept re review of State of CO U mill licensing program 
for compatibility w/NRC U mill licensing program 
requirements. 

SOLUENBERGER. D. Low-Level Waste & Uranium Recovery Projects Branch. 
84/06/18. HIGGINBOTHAM, L. Low-Level Waste 8« Uranium Recovery 
Projects Branch. Ip. 25543:341. 


8407120274 Comments on proposed rules 10CFR30, 40, 70, 71 Sc 73 re NRC 
policy statement, "NRC Response to Accidents Occurring 
During Transportation of Radioactive Matl. " NRC role re 
accidents & incidents should be defined. 

ALLARD, H. G. Virginia, Commonwealth of,. 49FR12335 004. 84/07/06. 

Docketing Services Branch. Ip. 25550:001. 


— 8407050209 Comments on proposed rule 10CFR50 re environ qualification 
of electrical equipment. Opposes rule. 

STERN, P. Maine, State of. 84/06/26. Docketing & Services 
Branch. 14pp. 25297:292. 


8407120556 Agenda for State of WA Radioactive Waste Advisory Council 
840618 regular meeting in Lacey, WA. 

* Washington, State of. 00864. 84/06/18. Washington. State of. 

3pp. 25558:319. 


8407050216 Notification of contract exec ution, Mod 6, to "Research Study 
Entitled 'Study of Regional Tectonics & Seismicity for State 
of lA. Contractor : State of lA. 

SILVIS.R.M. Technical Assistance Contracts Branch. FIN B~6312, 
NRC-04-7a-228. 84/06/27. BATSON, W. Office of Nuclear Regulatory 

Research, Director. MURPHY, A. NRC - No Detailed Affiliation Given. 
Ip. 25412:339. 


8407120566 Forwards H Shealy of State of SC 840622 Itr approving 
continued use of Westinghouse-Hittman Nuclear, Inc 
solidification media at Barnwell site contingent upon NRC 
review approval. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/07/05. HIGGINBOTHAM, L. Low Level Waste Licensing Branch. Ip. 
25558: 310. 


— 8407050225 Mod 6, canceling Mod 5, deobl igating funds !< incorporating 
overhead rates, to "Research Study Entitled 'Study of 
Regional Tectonics ?k Seismicity for State of lA. '" 

VAN ECK, 0. J. Iowa, State of. SMITH, P. A. Division of Contracts. 
FIN B-6312. NRC-04-78-228. 84/06/27. 2pp. 25412:340. 


-8407120572 Informs of review of Westinghouse-Hittman Nuclear, Inc 
topical rept, "Cement Solidified Wastes to Meet Stability 
Requirements of 10CFR61. " Continued use of media for 

solidification of waste approved. 

SHEALY, H. G. South Carolina, State of. 84/06/22. SCHNEIDER, K. 


8407050256 Confirms discussion following review evaluation of 
radiation control program. Overal 1 program for regulation of 
agreement matls adequate to protect public health St safety 
St is compatible w/Commiss i on program. 

O'REILLY, U. P. Region 2, Office of Director. 84/06/19. MYERS, 1. L. 
Alabama, State of. 4pp. 25417:070. 


8407050364 Summary of Nuclear Waste Advisory Council 840S18 meeting in 
Lacey, WA re BWIP. 

* Washington, State of. 851. 84/05/18. Washington, State of. 

6pp. 25432:001. 


8407050456 Summary of Nuclear Waste Board 840518 meeting In Lacey, WA re 
BWIP. 

BISHOP, W. A., STEVENS, D. Washington, State of. 850. 84/05/18. 

Washington, State of. 9pp. 25431:345. 


8407060286 Trip rept of attendance at 840515-16 meetings to discuss St 
review ONWI geochemistry program for salt sites in 
Columbus, OH. 

KELLY, W.R. Geotechnical Branch (Post 831001). 571. 84/06/05. 

STARMER,R.U. Geotechnical Branch (Post 831001). 2pp. 25434:234. 


8407090112 Confirms 840627 telcon scheduling 040730-31 orientation 
meetings in Salt Lake City, UT. Tentative list of topics end. 
COLLINS, U.T. Region 4, Office of Director. 84/06/29. ANDERSON, L. 
Utah, State of, 2pp. 25442: 149. 


8407100555 Requests deletion of J MacArtor & addition of* C Delaney to 
mailing list. 

e Delaware, State of. 84/06/28. NRC - No Detailed Affiliation 
Givan. 2pp. 25465:069. 


8407120607 Ack receipt of 840601 Itrs re NRC review of agreement matls 
program. Appreciation for State of NY cooperation expressed. 

HURLEY, T. E. Region 1, Office of Director. 84/06/20. AXELROD, D. 

New York, State of. Ip. 25555:300. 


— 8407120614 Ack receipt of NRC 840427 Itr re review & evaluation of 
agreement matls program. Ltr forwarded to K Rimawi for 
response re changes instituted 8< planned program revs. 

AXELROD, D. New York, State of. 84/06/01. HURLEY, T.E. Region 1, 
Office of Director. Ip. 25535:301. 

— 8407120622 Discusses plan for response to NRC review of State of NY 
agreement matls program. State will revise 10NYCRR16 to 
conform W/10CFR19. 20, place priority on radioactive matl insp 
Z( develop audit program. Environ health manual developed. 

RIMAWI, K. New York, State of. 84/06/01. MURLEY,T, E. Region 1, 
Office of Director, 2pp. 25555:302. 


6407120626 NUREG/BR-0025 VIO N5 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR,G. W. Office of State Programs, Director. 84/06/22. 3pp. 
25556:319. 


8407130328 Ack receipt of 831128 ltr re NRC review of State of TX 
radiation control' program. Insp backlog problem placed under 
intensified mgt sys. All imps should be current as of 
840901, 

BERNSTEIN, R. Texas, State of. 84/06/27. COLLINS, U. T. Region 4, 
Office of Director. Spp. 25564:151. 
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8407160163 Forwards Waste Packaging Insp Rept 15000046/84-05 on 
840606. Violations noted. 

WENSLAWSKI/ F. A. Region 5i Office of Director. 84/07/10. GRELLA* A. 
Safeguards & Materials Program Branch. Ip. 25601:035. 


— 8407160168 Waste Packaging Insp Rept 15000046/84-05 on 840606. 
Violations noted: from shipment of radwaste» one drum leaked/ 
one drum marked w/improper waste classif ication & three 
drums not marked w/stability marking. 

THOMAS/ R. D. Region 5/ Office of Director. WAITE/ J. A. Washington/ 
State of. 84/07/09. 26pp. 25601:036. 


8407160273 Forwards agenda for 840614 & 15 briefings for Salt 
Respository Project on NRC codes/ models/ data & documents 
on performance assessment. 

NEFF/J. 0. Energy/ Dept. of. (X)5S4- 84/06/08. BOH_INGER. L. H. 

Louisiana/ State of. 2pp. 25624:361, 


8407160289 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng i neers/ Inc/ to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF/J. 0. Energy. Dept. of. 00579. 84/06/19. CHRISTOFFERSON 

Utah/ State of. 2pp. 25624:350. 


—8407160294 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng ineers. Inc. to fulfill obligations to 
DOE cnnc o-nin c reoository conceptual design. 

NEFF/ J. 0 Energy. Dept. of. 84/06/19. FRISHMAN.S. Texas. State 
of. 2pp. 25624:352. 


— 8407160297 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor En g ineers. Inc. to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF. J. 0. Energy. Dept. of. 84/06/19. BOHLINGER. L. H. Louisiana, 
State of. 2pp. 25624: 354. 


■8407160299 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng ineers. Inc, to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF, J. 0. Energy. Dept. of. 84/06/19. FORSYTHE. R. Mississippi. 
State of. 2pp. 25624:356. 


8407170086 Extends invitation to attend State of NV & Desert Research 
Inst informal technical design review on 840706 in Las 
Vagas. NV to develop methodology of instrument emplacement to 
acciuire records of unsaturated zone moisture migration. 

LOUX, R. R. Nevada. State of. 00298. 84/06/18. COPLAN. S. Office of 

Nuclear Material Safety & Saf eguards, Director. Ip. 25634:226. 


8407170384 Confirms 840608 discussion re review of State of CO 
radiation control program. Significant problems disclosed in 
two Category I indicators re insp frequency it enforcement 
procedures. 

COLLINS. J. T. Region 4. Office of 'Director. 84/07/11. VERNON. T. M. 
Colorado, State of. 7pp. 25612:318. 


8407170472 Notifies of upcoming meetings on 840626,0723.0801-02.20. 
0913.25-28 8c 1126— 29. per 830719—20 meeting. Notice will be 
updated weekly. 

TAYLOR. T.J. Energy. Dept. of. 574. 84/06/29. LINEHAN. J. NRC - No 

Detailed Affiliation Given. 2pp. 25627:298. 


8407170524 Notification of contract execution: "Radiation Monitoring 
Program Requirements. " awarded to State of KS. 

UM6EL.D. Technical Assistance Contracts Branch. FIN B-S510. 
NRC-31-84-502. 84/07/10. MEYERS, D. M. Region 4, Office of Director. 

NICHOLAS, J. B. NRC - No Detailed Affiliation Given. Ip. 25634:284 


8407190357 Ack receipt of 8404,25 response to NRC comments & 
recommendations following 1984 review of State of FL. Dept 
of Health & Rehab i 1 i tat i ve Svcs radiation control 
program. NRC pleased w/positive actions implemented. 

O'REILLY, J. P. Region 2, Office of Director. 84/06/27. PINGREE.D.H. 
Florida, State of. Ip. 25685: 198. 


8407200264 Forwards trip rept of 840619-20 meetings in Columbia & 
Barnwell, SC re Nuclear Fuel Svc request for license 
variance it EPA-RCRA implication at Barnwell. 

WIDMAYER, D. A. Low-Level Waste & Uranium Recovery Projects Branch. 
84/07/05. HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery 
Projects Branch. 16pp. 25708:145. 


— 8407200266 Expresses reservations re Chem-Nuclear request for variance 
to license to dispose of waste contaminated W/Pu & U 
resulting from decommissioning activities. 

SHEALY, H. G. South Carolina. State of. 84/05/04. TROJANOWSKI. R. 
Region 2, Office of Director. 2pp. 25708: 161. 


8407240187 Forwards Subagreement 1 to MOU between State of IL, Dept of 
Nuclear Safety & NRC re low level radwaste insp. Listed 
comments should be entered in DCS & final version of MOU 
made available to PDR. 

SALTZMAN, J. Assistant Director for State 8! Licensee Relations. 
84/07/13. SHELTON. B. Document Management Branch. Ip. 25752:121. 


— 8407240189 Subagreement 1 to MOU between State of IL, Dept of Nuclear 
Safety NRC re low level radwaste insp. 

KEPPLER.J. G. Region 3, Office of Director. ETCH ISON, D. Illinois, 
State of. 84/06/11. 4pp. 25752:122. 


8407240261 Comments on Commission final decision re DOE general 
guidelines for recommendation of sites for nuclear waste 
repositories. Corrects typographical error on Page 2 of 
840622 testimony before Commission. 

VILD. B. Rhode Island. State of. 49FR9650. 84/06/25. 

PALLADINO. N. J. Commissioners. 5pp. 25718:331. 


8407240311 Comments on proposed rules 10CFR2 8c 50 re elimination of 
financial qual if i cat i ons of electric utils in OL reviews it 
hearings for nuclear power plants. Ofc of State Programs rept 
to Ofc of General Counsel end. 

KAGAN, C.F. Office of the General Counsel. 49FR13044 039. 84/07/18. 

PLEASANT. E. Office of the Secretary of the Commission. Ip. 

25714: 223. 


— 8407240315 "Visits W/State Public Util Commiss ions, Federa 1 Agencies *c 
Publicly-Owned Nuclear Utils re Provision of Adequate 
Funding for Safe Operation 8c Decommissioning of Nuclear 
Power Plants. " 

* Office of State Programs. Director. 84/06/15. 9pp. 25714:224. 


8407240559 Notification of contract execution, Mod 7. to "Investigation 
Program at Maxey Flats Radwaste Burial Facility. " 

Contractor: Commonwealth of KY. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6192. 
NRC-04-78-259. 84/07/05. BATSON. W. Office of Nuclear Regulatory 

Research. Director. O'DONNELL, E. NRC - No Detailed Affiliation 
Given. Ip. 25734:251. 


— 8407240565 Mod 7. extending period of performance until B41031 at no 
addl cost, to "Investigation Program at Maxey Flats Radwaste 
Burial Facil ity. " 

BALDWIN, C.E. Kentucky. Commonwealth of,. SMITH, P. A. Division of 
Contracts. FIN B-6192. NRC-04-7S-259. 84/07/05. Ip. 25734:252. 


8407250020 Discusses 840619 meeting w/State of SC re disposal of waste 
contaminated ui/low levels of Pu. 

BARR, K. P. Office of Nuclear Material Safety 8« Saf eguards, Director. 
84/07/11. HIGGENBOTHAM. L. Low-Level Waste it Uranium Recovery 
Projects Branch. 8pp. 25755:332. 


8407250337 Comments on proposed rules 10CFR30. 40. 70. 71 it 73 re general 
statement of policy on NRC role in responding to accidents 
it incidents involving transp ortat ion of nuclear matls. 

Supports rules. 

EURE. J. A. Iowa. State of. 49FR12335 005. 84/07/19. Docketing it 

Services Branch. Ip. 25736:356. 
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840725055& Agenda for State of WA* Nuclear Waste Advisory Counsil 840719 
meeting in Lacey< WA to discuss public involvement plan* 
environ monitoring review draft semiannual rept. 

* Washington# State of. 84/07/16. Washington# State of. 23pp. 
23778:217. 


8407250583 Draft memorandum of agreement between State of WA St DOE for 
consultation & c oop erati on# p er Public Law 97-425. 

* Washington, State of. * Energy, Dept. of. 83/12/19. 31pp. 

25778: 240. 


8407270429 Notification of contract execution# Mod 2# to "Radiation 
Monitoring Program Requirements." Contrac tor : State of NC. 

UMBEL# D. Technical Assistance Contracts Branch. FIN B-8406. 
NRC-29-83-627. 84/07/23. MALEY# R. J. Region 2. Office of Director. 

Ip. 25794:350. 24X Fich e: 50-400# 84/07/23# 8407270429. 


— 8407270433 Mod 2# incorporat ing TLD program participation at Shearon 
Harris# to "Radiation Monitoring Program Requirements. " 

* North Carolina# State of. SMITH# P. A. Division of Contracts. 
FIN B-8406. NRC-29-83-627. 84/07/23. 2pp. 25794:351. 24X 

Fiche: 50-400, 84/07/23. 8407270429. 


8407300202 Notice of preparation of draft permit on 840615 for conduct 
of Class III underground injection of fluid mineral 
production on pilot project# to Wyoming Fuel Co. 

GRAMS# D. Nebraska# State of. 01209. 84/06/15. 10pp. 25816:315. 


8407300273 Forwards revised Table 9-3B for 0 Sand RS«D In Situ Leach 
Project. Rev includes results for new well casing integrity 
tests on Wells 01-1. 01-5# OP-1 «< OP-6# as required by 
License 13RD# Cond i tion 1. 

FREEMAN. M.D. Sequoyah Fuels Corp. 01227. 84/06/20. SPEARS. R. * 

Wyoming. State of. 25pp. 25816:269. 


8407310279 Responds to 840613 Itr re results of NRC review & evaluation 
of State of AZ radiation control program. Staff responses to 
specific comments end. 

TEDFORD.C.F. Arizona. State of. 84/07/24. MARTIN# J.B. Region 5# 
Office of Director. 7pp. 25832:256. 


8407310397 Forwards State of MN schedule of corrective actions for 
deficiencies identified during 840313 offsitf radiological 
emergency preparedness exerc ise. Schedule adequate. 

KRIMMiR.W. Federal Emergency Management Agency. 84/07/23. 
JORDAN# E. L. Division of Emergency Preparedness Zt. Engineering 
Response (Post 830103). 10pp. 25830:283. 24X Fiche: 30-282. 

84/07/25, 8407310397. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8406140229 Forwards proprietary final Rev 0 to TR002# "NUS Process 
Svcs Corp Topical Rept on 10CFR61 Qualified Radwaste Forms. ” 
Affidavit end. Rept withheld (ref 10CFR2. 790). 

POWELL. R.H. NUS Corp. PS-83-0894. 84/06/06. THOMAS, C. 0. 

Standardization Special Projects Branch. 4pp. 24924:093. 


B406250001 Informs that J George became Chairman of TDI Diesel 
Generator Owners Group on 840530. 

RAY#C.L. TDI (Transamerica Delaval# Inc.) Owners Group. OGTP-81. 
84/06/19. DENTON, H.R. Office of Nuclear Reactor Regulation# 
Director. 2pp. 25121:352. 24X Fiche: 50-000. 84/06/19. 8406250001. 


8407020096 Forwards BNL rept# "Containment Failure Mode Z^ Fission 
Product Release Analysis for Limerick Generating Station: 

Base Case Assessment. " Analysis of Class S release 
inappropr late it should be amended# per BNL 840611 memo. 
BCHWENCER.A. Licensing Branch 2. 84/06/22. BAUER# E.G, 

Philadelphia Electric Co. 7pp. 25273:090. 24X 

Fiche: 50-352. 84/06/22# 8407020096. 


— 8407020105 BNL-NUREG-33835 

"Containment Failure Mode (k Fission Product Release Analysis 
for Limerick Generating Station: Base Case Assessment. " 

LUDEWIO.H. , YANG. J. W. . PRATT. W. T. Brookhaven National Laboratory. 
FIN A-3711. 84/04/30. NRC - No Detailed Affiliation Given. 

97pp. 25273:097. 24X Fiche: 50-352. 84/06/22. 8407020096. 


8407020377 Forwards executive «* background vols of Rev I to 
Westinghouse Owners Group "Emergency Response Guidelines: 

High Pressure Version" it "Emergency Response Guidelines: Lou 
Pressure Version. " per NUREG-0737# Item 1. C, 1. 

SHEPPARD. J. J. Westinghouse Operating Plants Owners Group. 
SHEPPARD# J. J. Carolina Power St Light Co. OL-82-33. 84/03/04, 

THOMPSON# H. L. Division of Human Factors Safety. 3pp. 23240:001. 


—8407020381 Rev 1 to "Emergency Response Guidelines: Executive Vol. 
Administrative Application. “ 

♦ Westinghouse Electric Corp. 83/09/01, 763pp. 23240:004. 


— 8407020386 Rev 1 to "Emergency Response Guidelines; High Pressure 
Version. Background. E-0 8< ECA-O. " 

* Westinghouse Electric Corp. 83/09/01. 600pp, 25242:047. 


— 8407020390 Rev 1 to "Emergency Response Guidelines: High Pressure 
Version# Background# E-1# E-2# ECArl ECA-22, " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 84/09/01. 617pp. 25243:292. 


— 8407020393 Rev 1 to "Emergency Response Guidel ines: High Pressure 
Version# Background# E-3 it ECA-3. " 

■» Westinghouse Electric Corp. 83/09/01. a03pp. 25245:189. 


— 8407020395 Rev 1 to "Emergency Response Gu id e 1 ines ; Hi g h Pressure 
Version# Bac kground# FR-S/C/H. " 

* Westinghouse Electric Corp. 83/09/01. 517pp. 25247:272. 


— 8407020398 Rev 1 to "Emergency Response Guidel ines: High Pressure 
Version# Background# FR-P/Z/I Status Trees." 

♦ Westinghouse Electric Corp. 83/09/01. 7S4pp. 25249:069. 


— 8407020401 Rev 1 to "Emergency Response Gu id el ines : Low Pressure 
Version# Background, E-0 it ECA-O." 

* Westinghouse Electric Corp. 83/09/01. 600pp. 25252:133. 


— 8407020405 Rev 1 to "Emergency Response Guidel ines; Low Pressure 
Version# Background# E-1# E-2. ECA-1 & ECA~2. " W/two oversize 
flow charts. Aperture cards available in PDR. 

* Westinghouse Electric Corp. 83/09/01. 573pp. 25254:023. 


“8407020407 Rev 1 to "Emergency Response Gui del ines : Low Pressure 
Version# Background# E-3 & ECA-3." 

* Westinghouse Electric Corp. 83/09/01. 788pp. 25255:236. 


— 8407020410 Rev 1 to "Emergency Response Guidelines: Low Pressure 
Version# Background# FR-S/C/H. *' 

* Westinghouse Electric Corp. 83/09/01. 515pp, 25257:304. 


— 8407020414 Rev 1 to "Emergency Response Gui de 1 ines : Low Pressure 
Version# Background# FR-P/Z/I Status Trees." 

* Westinghouse Electric Corp. 83/09/01. 390pp. 25259:099. 


8407020510 Answer opposing Palmetto Alliance & Carolina Environ Study 
Group 040531 motion to compel discovery re TDI diesel 
g enerators. Certificate of Sve end. Related correspondence. 

CARR# A. V. Duke Power Co. CARR. A. V. Bishop. Liberman# Cook# Purcell 
Reynolds. DSB 951. 84/06/28. Atomic Safety and Licensing Board 

Panel. 22pp. 25226:056. 24X Fiche: 50-413. 84/06/28# 8407020510. 


8407020581 Ack receipt of 840504 emergency response guidelines (ERG) 
Rev 1. Owners group criteria utilized to feedback potential 
ERG changes requested. 

EI8ENHUT# D. 0. Division of Licensing, 84/06/20. SHEPPARD, J. J. 
Westinghouse Operating Plants Owners Group, SHEPPARD# J. J. Carolina 
Power it Light Co. 3pp. 25229:110. 


8407030139 FOIA request for documents re TDI diesel generators at 
facilities it list of problems & defects which have occurred 
w/use or testing of generators. 

BELL. N. Nuclear Information «< Resource Service. 84/04/10. Office 
of Administration. 2pp, 25409:317. 


8407030144 Response to FOIA request for documents re TDI diesel 
generators & list of problems ?< defects which have occurred 
w/use or testing of generators. 

FELTON. J. M. Division of Rules and Records. 84/05/22. BELL# N. 
Nuclear Information S* Resource Service. 2pp. 25409:319. 24X 

Fiche: 50-000, 04/05/22# 8407030144. 


8407030294 Forwards nonproprietary proprietary "Technical Basis for 
Eliminating RHR Line Rupture as Struc.turaX Design Basis for 
Catawba Units 1 & 2 (k McGuire Units 1 <k 2# " per request for 
exemption from GDC 4. 

TUCKER. H. B. Duke Power Co. OL-84-04. 84/06/27. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 9pp. 25233:269, 
24X Fiche: 50-000. 84/06/27. 8407030294. 


— 8407030297 Requests withholding proprietary matl, per 10CFR2. 790. 
Affidavit CAW-83-80 end. 

WIE8EMANN# R. A. Westinghouse Electric Corp. CAW-84-55. 84/06/13. 
DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 6pp. 
25233 : 278. 24X Fiche: 50-4 13. 84/06/27. 8407030294. 


— 8407030300 WCAP 10576 

Nonproprietary "Technical Basis For Eliminating RHR Line 
Rupture As Structural Design Basis For Catawba Units 1 & 2 
McGuire Units 1 2. " 

SWAMY.S. A. Westinghouse Electric Corp. 84/06/30. 94pp. 

25233:204. 24X Fiche: 50-000, 84/06/27, 8407030294. 
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8407030392 Responds to listed Item 2 re BW? Owners Group on Pipe 
Cracking response to cracking in Inconel 182 butter welds in 
nosile to safe endsi per 840605 meeting. Lists summary of 
pipe cracking program. 

NEILSiS-H. BWR Owners Group. NEILS. G. H. Northern States Power Co. 
IES-8a--03. 84/06/27, DENTON, H. R. Office of Nuclear Reactor 

Regulation. Director. 3pp. 25239:220. 24X Fi che: 50— 293. 84/06/27. 

8407030392, 


8407030425 Forwards selected pages of GE Rept 22A2615 re recirculation 
& RHR weld joint insp program for 1984 refueling outage, per 
840515 Itr. in response to NRC telcon request. 

SINCLAIR. J. B. Vermont Yankee Nuclear Power Corp. FVY 84-60, 
84/06/29. VASSALLO, D. B. Operating Reactors Branch 2. 5pp. 
25239:191. 24X Fiche: 50-271 . 84/06/29, 8407030425. 


8407030454 Forwards "Catawba Nuclear Station Diesel Engine lA 
Component Revalidation Insp Final Rept" describing insp & 
evaluations performed. Results indicate TDI diesel 
generators provide reliable source of backup power. 

TUCKER. H. B. Duke Power Co. 84/06/29. DENTON. H. R, Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 

4. 2pp. 25276:228. 24X Fiche: 50-413, 84/06/29, 8407030454. 


— 8407030456 "Catawba Nuclear Station Diesel Engine lA Component 
Revalidation Insp Final Rept. " 

# Duke Power Co. 84/06/29. 19Spp. 25276:230. 24X 

Fiche: 50-413, 84/06/29. 8407030454. 


8407050097 Application to amend License DPR-62. chang ing Tech Specs to 
incorporate revised min critical power ratio values 8« 
revised MAPLHOR values for new BPaDRB299 fuel type. Fee enc 1. 

CUTTER. A. B. Carolina Power & Light Co. NLS-84-274. 84/06/26. 

VASSALLO, D. B. Operating Reactors Branch 2. 2pp. 25298:035. 24X 

Fiche: 50-324. 84/06/26. 8407050097. 


8407050110 Forwards refs for 840629 response to request for addl info 
re return to svc requirements of TDI emergency diesel 
generators. 

MEDFORD. M.O. Southern California Edison Co. 84/06/29. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 17S9pp. 25290:195. 

24X Fiche: 5Q-206. 84/06/29. 84070501 10. 


8407050254 Notification of 840615 meeting w/West inghouse in Bethesda.MD 
to discuss changes to reactor coolant pump operation during 
Mode 3 operation. Distribution list end. 

OUTTMAN, J. Reactor Systems Branch. 84/06/08. SHERON. B. W. Reactor 
Systems Branch. 2pp. 25432:068. 


8407050420 Forwards Rev 1 to nonpropr ietary STD-R-05-007. “Cement 
Solidified Wastes to Meet Stability Requirements of 
10CFR61. " 

LEDUC, R.J. Mestinghouse Hittman Nuclear. Inc, WHNI-E-787. 

84/06/20. PERSON, L. S, Low-Level Waste ?S< Uranium Recovery Projects 
Branch. 3pp. 25432:018. 


—8407050425 STD-R-05-005 ROl 

Rev 1 to "Cement Solidified Wastes to Meet Stability 
Requirements of 10CFR61, " 

•» Westinghouse Hittman Nuclear, Inc. 84/06/30. 4pp. 25432:021. 


8407060028 Forwards proprietary !< nonproprietary responses to- NRC 
840517 questions re analog transmitter trip sys Tech Spec 
package submitted on 840123. Proprietary responses withheld. 

OE affidavit dtd 840605 end. 

GUCWA.L. T. Georgia Power Co. NED-e4-2Sl. 84/06/07. STOLZ. J. F. 
Operating Reactors Branch 4, 21pp. 25429:273. 24X 

Fiche: 50-366. 84/06/07, 8407060028. 


8407060083 Forwards proprietary Rev 1. Suppl 2 to XN-NF-82-20 (P ). 
"Exxon Nuclear Co Evaluation Model EXEM/PWR ECCS Model 
Updates." Nonproprietary rept will be forwarded separately. 

Rept withheld. 

CHANDLER. J. C. Exxon Nuclear Co.. Inc, (subs, of Exxon Corp, ). 
JCC;092:084- 84/06/29. THOMAS. C. 0. Standardization & Special 

Projects Branch. Ip. 25422:152. 


8407060194 Recommends that review fees requested in 840307 Itr not be 
imposed for review of emergency response guidelines per 
NUREO-0737, Item I. C. 1. Review fees inappropriate for 
NRC-iffiposed requirements. 

SHEPPARD, U, J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, U. J. Carolina Power 8* Light Co. 00-127. 84/06/25. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
25426: 190. 


— 8407060226 CEN-259 ERR 

Errata to "Evaluation of Natural Circulation Cooldown Test 
Performed at San Onofre Nuclear Generating Station. " 

# Combustion Engineering. Inc. 84/07/02. 2pp. 25422: 160. 24X 

Fiche: 50-361, 84/07/02. 8407060224. 


8407090067 Summary of 840621 meeting w/B8«W Owners Group in Bethesda.MD 
re status of reactor trip breaker activities & long-term 
solutions. Viewgraphs end. 

ALEXION, T. W, Operating Reactors Assessment Branch. GL-83-28. 
84/06/25. HOLAHAN, G. M. Operating Reactors Assessment Branch. 14pp. 
25513: 276. 


8407090106 Comments on BNWL draft rept, "Review &< Evaluation of TDI 
Diesel Generator Owners Program Plan. " Rept provides 
appropriate Si logical structure for dealing w/problems in 
TDI diesel engines. 

HEYWOODiJ. B. Massach uset ts Institute of Technology, Cambridge, MA, 
3-340. 04/07/03. DENTON, H. R. Office of Nuclear Reactor Regulation, 

Director. 2pp. 25448:340. 24X Fiche: 50-000. 84/07/03, 8407090106. 


8407090324 Informs that TDI Owners Group relocation design review of 
TDI R-4 ii RV-4 series emergency diesel generator cylinder 
blocks liners issued on 840625. W/Certif i cate of Svc. 

Related correspondence, 

BRITT. L.F. Long Island Lighting Co, DSB 086. OL. 84/06/26. 
BORDENICK. B. M. . REPKA, D. A. Hearing Branch 3, 3pp, 25454:358. 24X 

Fiche: 50-322, 84/06/26. 0407090324. 


8407090352 Forwards TDI Owners Group Phase II rept specific to 
Shoreham. Rept final, subj to confirmatory QA review by 
util.W/o end. Related correspondence. 

STROUPE. 0. L. Hunton & Williams. STROUPE, 0. L. Long Island Lighting 
Co. DSB 094. GL. 84/06/29. BRENNER. L. Atomic Safety and 
Licensing Board Panel. Ip. 25454:324. 24X Fi ch e: 50-322. 84/06/29, 

8407090352. 


8407090378 Informs that "Design Review of Connecting Rod Bearing Shells 
for TDI Engines" issued on 840622. Cert i fi cate of Svc end. 

Related correspondence. 

BRITT, L. F. Long Island Lighting Co. DSB 087. OL. 84/06/25. 
BORDENICK, B. M. , REPKA. D. A. Hearing Branch 3. 3pp. 25457:312. 24X 

Fiche: 50-322,84/06/25. 8407090378. 


8407100086 Forwards topical rept evaluation of WCAP-8762{ P > / 
WCAP-8763(NP). Suppl 1. "Basis for Appl icab i 1 ity of WRB-1 
Correlation to 15x15 OFA & 14x14 OFA Fuel. " Rept acceptable 
for ref in license applications to extent delineated. 

THOMAS, C. 0. Standard iiat ion & Special Projects Branch. 84/06/29. 
RAHE.E. P. Westinghouse Electric Corp. 2pp. 25516:334. 


— 8407100092 Topical rept evaluation of WCAP-S762<P > /WCAP~S763(NP). Suppl 
1. "Basis for Applicability of WRB-1 Correlation to 15x15 
OFA 8( 14x14 OFA Fuel." Rept acceptable for ref in license 
applications to extent delineated. 

* NRC - No Detailed Affiliation Given. 84/06/29. 5pp. 

25516: 336. 


8407100267 Forwards "Phase IB Program, Div I Diesel Generator 
Oisassemb ly. Reinsp 8c Verification of Div II Diesel Generator 
As-Mfg Similarity. " per 840522 order. Preoperational 
testing will be completed by 840707. 

DALE.L.F. Mississippi Power 8c Light Co. AECM-84/0345. 84/07/05. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25463: 108. 24X Fiche: 50-416. 84/07/05,8407100267. 


— 8407100271 "Phase IB Program. Div I Diesel Generator Disassembly. Reinsp 
8c Verification of Div II Diesel Generator As-Mfg 
Similarity. " 

•» Mississippi Power 8c Light Co. 84/07/31. 200pp. 25463:110. 

24X Fiche: 50-416. 84/07/05. 8407100267. 


8407100392 Responds to 840424 request for addl info on XN--NF-82-49(P), 
"Exxon Nuclear Co Evaluation Mode 1 : EXEM/PWR Small Break 
Models. " Response to 840424 questions will be provided by 
850301. 

CHANDLER, J. C. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
JCC:090:84. 84/07/05. THOMAS, C. 0. Standardization & Special 

Projects Branch. Ip. 25465:315. 


8407100426 Forwards response to S Sun 840621 questions on BAW 10155, 
"FOAM-2." Code computes amount of swelling which will occur 
in quiescent fluid due to steam formation below fluid 
surface. 

TAYLOR. J.H. Babcock 8c Wilcox Co, 84/07/06. THOMAS. C. O. 
Standardization *< Special Projects Branch. 2pp. 25464:293. 


8407060224 Forwards errata to CEN-259, "Evaluation of Natural 
Circulation Cooldown Teat Performed at San Onofre Nuclear 
Generating Station. " per Branch Technical Position RSB 5-1. 
MIEDFORDi M. 0. Southern California Edison Co. 84/07/02. 
KNIGHTON, G, W. Licensing Branch 3. 2pp. 25422:158. 24X 

Fiche: 50-361. 84/07/02, 8407060224. 
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8407100439 Forwards nonproprietary equipment qualification data 
packagesi per May 1984 request for addl info re justification 
for interim operation (JIQ) & proprietary JIO re seismic 
qualification. JIO withheld (ref 10CFR2. 790). 

PETRICK^N. A. Standardized Nuclear Unit Power Plant System. SLNRC 
84-0101. 84/06/29. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 3pp. 25509:186. 24X Fich e : 50-000. 84/06/29. 

8407100439. 


—8407100444 WCAP-85S7 RO HE-9 

Nonproprietary "Equipment Qua 1 f i c iat i on Data Package. *' Rev 
0 to E(3DP“HE-9. "Garrett (PORV) Solenoid Operated Pilot 
Valve Position Indication Device," 

RAHE. E. P. Westinghouse Electric Corp, EQDP-HE-9. 84/05/31. 
23pp. 25509:189. 24X Fi c he : 50-482, 84/06/29, 8407100439. 


— 8407110271 WCAP-10492 

"Analysis of Capsule T from PSEStG Salem Unit 2 Reactor 
Vessel Radiation Surveillance Program." 

BAGGS.R.S. , YANICHRQ, S. E. , CHENEY, C. A. Westinghouse Electric Corp. 

84/03/31. S4pp. 25526:313. 24X Fiche : 50-31 1 , 84/07/03. 

84071 10264. 


9407110316 Submits plans for insp of TDI diesel engine 18 & return to 
SVC testing of engine lA following reassembly after insp. 

Vital engine parameters will be monitored on IS-minute basis 
during 1 h run at power to assure proper operation. 

TUCKER, H. 8. Duke Power Co. 84/07/06. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 8pp. 25523:098. 24X Fiche: 50-413, 84/07/06, 84071 10316. 


-8407100447 WCAP-8587 ROl HE-lOA 

Nonproprietary "Equipment Qual f i c iat ion Data Package, '* Rev 
I to EQDP-HE-IOA. "Head Vent Sys. " 

RAHE, E. P. Westinghouse Electric Corp, EQDP-HE-IOA. 84/05/31. 
24pp. 25509:212. 24X Fic he: 50-482, 84/06/29, 8407100439. 


8407110433 Notification of 840711 meeting ui/TDI Owners Group in 
Charlotte, NC to discuss open issues in Phase I component 
review & BNWL review of TDI Diesel Generator Owners Group 
program plan. 

MICHAELS, T. S. Division of Licensing. 84/07/05. BERLINGER. C. H. 
Division of Licensing. 4pp. 25547:358. 24X Fiche: 50-000, 84/07/05, 

8407110433. 


—8407100512 WCAP-8587 RO HE-IOC 

Nonpr opr i etary "Equipment Qual i f i cat i on Data Package." Rev 
0 to EQDP-HE-IOC, "Head Vent Sys. " 

RAHE, E. P. Westinghouse Electric Corp. EQDP-HE-IOC. 84/05/31. 
29pp. 25509:236. 24X Fic he : 50-482, 84/06/29, 8407100439. 


— 8407100518 WCAP-85a7 RO HE-lOB 

Nonproprietary "Equipment Qualfication Data Package," Rev O 
to EQDP-HE-lOB, "Head Vent Sys. " 

RAHE. E. P. Westinghouse Electric Corp. EQDP-HE-IOB. 84/05/31. 
Ip. 25509:265. 24X Fi c h e : 50-482. 84/06/29. 8407100439. 


8407100443 Final Deficiency Rept DR-163 re missing set screw used to 
install flexible coupling drive hubs on shaft of 
TDI-supplied standby diesel generator . Ini tia 1 ly reported on 
840601. Hub reinstalled. Also reportable under Part 21. 

BOOKER. J. E. Gulf States Utilities Co, DR-163. 84/07/02. 

COLLINS, J. T. Region 4. Office of Director. 3pp. 25464:116. 24X 

Fiche: 50-458, 84/07/02, 8407100443. 


8407100488 Forwards info re 1/4-scale test program to define thermal 
environ due to combustion of hydrogen as diffusion flame 
resulting from postulated degraded core scenario. 

HOBBS, S.H. Hydrogen Control Owners Group. HOBBS, S. H. Mississippi 
Power & Light Co. HGN-018. 84/07/06. DENTON. H. R. Office of 

Nuclear Reactor Regulation, Director. 67pp. 25459:226. 24X 

Fiche: 50-416. 84/07/06, 8407100488. 


8407100513 Forwards proprietary Rev 2,Suppl 2 to "Exxon Nuclear Plant 
Transient Methodology for BWRs. " Rept withheld (ref 
10CFR2. 790). 

CHANDLER, J. C. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. ). 
JCC:093:S4. 84/07/03. THOMAS. C.Q. Standardization & Special 

Projects Branch. Ip. 25509:284. 


8407110082 Forwards revised "QA Program for Shipping Packages for 
Radioactive Matl. " 

LICHTENBERGER Combustion Engineering, Inc. 23768. 84/06/11. 

MACDONALD, C. E. Transp or ta t i on Certification Branch. 2pp. 

25542: 096. 


—8407110095 CENFM-WH 00 

Unnumbered rev to "QA Program for Shipping Packages for 
Radioactive Matl. " 

* Combustion Engineering, Inc. 84/06/11. 36pp. 25542:097. 


8407110188 Forwards stability addendum to Westinghouse proprietary 
WCAP— 10507. "QUAD■^ Demonstration Assembly Rept. " Rept 
withheld (ref 10CFR2. 790). 

RAHE. E. P. Westinghouse Electric Corp. NS-EPR-2932. 84/07/05. 

RUBENSTEIN. L. S. . PHILLIPS. L. E. Core Performance Branch. 2pp. 
25521:001. 


8407110454 Responds to 840514 Itr re major licensing issues to be 
resolved concerning Tech Specs & TDI diesel generators. 

Licensee identified over 400 problem areas requiring approx 
150 changes to Tech Specs. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/06/22. MONTGOMERY, G. V. House of Rep. 5pp. 25548:105. 24X 

Fiche: 50-416, 84/06/22. 8407110454. 


— 8407110456 Requests that NRC grant full OL. Two generators previously 
disassembled, inspected, ref urbished & tested, 

MONTGOMERY, 0. V. House of Rep. 84/05/14. PALLADINO, N. 
Commissioners. Ip. 25548:109. 24X Fiche: 50-416, 84/06/22. 

8407110454. 


8407120056 Forwards request for addl info on Rev 2 to XN-NF-25-21 (P). 
"XCOBRA-IIIC: Computer Code to Determine Distribution of 
Coolant During Steady-State & Transient Core Operation. " ^ 

Response requested by 840720. 

THOMAS, C. 0. Standard i zat ion & Special Projects Branch. 84/07/05. 
CHANDLER. J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 2pp. 
25572: 343. 


8407120116 Subpoena directing H Blanding to appear on 840718 in New 
York. NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets, Served on 940711. 

BRENNER. L, Atomic Safety and Licensing Board Panel. DSB 206. OL. 
84/07/10. BLANDING, H, Affiliation Not Assigned. 2pp. 25550:236. 
24X Fiche: 50-322. 84/07/10. 8407120116. 


— 8407120120 Subpoena directing RA Giuffra to appear on 840718 in New 
York. NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets. Served on 840711. 

BRENNER. L. Atomic Safety and Licensing Board Panel. OL. 

84/07/10. GIUFFRA, R. A. Affiliation Not Assigned. 2pp. 

25550:238. 24X Fiche: 50-322. 84/07/10. 8407120116. 


— 8407120127 Subpoena directing R Woytowich to appear on 840718 in New 
York, NY for deposition re TDI submission concerning 
crankshafts on diesel generator sets. Courtesy notification 
end. Served on 840711, 

BRENNER, L. Atomic Safety and Licensing Board Panel. OL. 

84/07/10. WOYTOWICH. R. Affiliation Not Assigned. 4pp. 

25550:240. 24X Fi ch e : 50-322. 84/07/10. 84071201 16. 


8407120321 Forwards response to questions posed in BNWL 840604 Itr. 
Topics include rocker arm capscrews, cy I inder head studs. air 
start valve capscrews, fuel oil injection tubing. DSR-48 
connecting rods !« crankshaft. 

RAY.C. L. TDI (Transamerica Delaval, Inc.) Owners Group. QQTP-85. 
84/06/20. BERLINGER. C. Director's Office. Office of Inspection and 
Enforcement. 51pp. 25549:087. 24X Fiche: 50-000. 84/06/20. 

8407120321. 


— 8407110197 Requests withholding of proprietary version of stability 
addendum to Westinghouse WCAP-10507. "QUAD'+- Demonstration 
Assembly Rept. " 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-S4~64. 84/07/05. 

RUBENSTEIN. L. S. Core Performance Branch. Ip. 25521:003. 


8407110205 Forwards responses to remaining five questions in answer to 
Request 1 for addl info re BAW-10156. dtd 840504. 

TAYLOR, J.H. Babcock & Wilcox Co. 84/07/02. THOMAS, C.O. 

Standard i zat ion & Special Projects Branch. 35pp, 25521:309, 


8407110264 Forwards WCAP-10492, "Analysis of Capsule T from PSE&G Salem 
Unit 2 Reactor Vessel Radiation Surveillance Program, " per 
App H to 10CFR50. Rept presents new heatup cooldown limit 
curves based on values predicted by Reg Guide 1. 99. 

LIDEN. E. A. Public Service Electric & Gas Co. of New Jersey. 

04/07/03. VARGA. S. A. Operating Reactors Branch 1. 2pp. 25526:311. 
24X Fiche: 50-311. 84/07/03. 8407110264. 


— 8407120350 Rev 0 to Procedure NDE 11. 10, "Eddy Current Insp Procedure 
High Pressure Fuel Lines - Carbon Steel. " 

JOHNSON. D.B. Failure Analysis Associates, 84/05/17, 3pp. 
25549:140. 24X Fiche: 50-000. 84/06/20. 0407120321. 


— 8407120410 "Rept on Crankshaft Torsional Stresses, TDI Model DSR-48." 
YANG, R. Transamerica Delaval. Inc. 84/04/04. 36pp. 25549: 144. 

24X Fiche: 50-000. 84/06/20. 8407120321. 


— 8407120425 "Rocker Arm Suppi Calculation. " 

D'AMATO.J, Stone & Webster Engineering Corp. 84/06/19, 17pp. 

25549:180. 24X Fiche: 50-000, 84/06/20. 8407120321, 
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8407120389 Board Notification 84-127; forwards info re TDI Ouiners Group 
repts & conflict of interest determination concerning PNL. 

EISENHUT. D. G. Division of Licensing. 84/07/05. PALLADINO 
Consolidated Edison Co. of New Yorki Inc. 5pp. 25730:149. 24X 

Fiche: 50-000*84/07/05. 8407120389. 


— 8407240175 Informs that no conflict of interest arises by placing NRC 
contract on reliability of TDI engines w/PNL. based on info 
contained in 840514 memo. 

ABRAMS. N.E. Operations & Administrative Division. 84/05/18. 
CARRINGTON- M. Division of Licensing. Ip. 25730:154. 24X 

Fiche: 50-000. 84/07/05, 8407120389. 


— 8407240181 Retiuests ELD opinion on Div of Licensing project w/PNL re 
TDI diesel engine reliability 8< operabi 1 ity. Issue of 
potential conflict of interest exists. 

CARRINGTON. M. Division of Licensing. 84/05/14. ABRAMS. N.E. 
Operations & Administrative Division. Ip. 25730:155. 24X 

Fiche: 50-000. 84/07/05, 8407120389. 


— 8407240185 Provides summary of Battel le subcontract w/TDI to evaluate 
special silicon carbide-impregnated cylinder liners t( 
piston rings. Task does not involve dependability tests of 
TDI engines. No apparent conflict found- 

TURNER, G. L. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/05/02, WILLIAMS, M. Division of Licensing. 4pp. 
25730: 156. 24X Fiche: 50-000. 84/07/05. 8407120389. 


— 8407130127 "Mark III LOCA Pool Dynamics," monthly highlights for 
Mar 1981. 

KATO. W. Y. Brookhaven National Laboratory. FIN A-3320. 81/03/31. 

BUTLER. W. R. Containment Systems Branch. 2pp. 25586:125. 


— 8407130144 "Mark III LOCA Pool Dynamics," monthly highlights rept for 
May 1981. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3320. 81/06/17. 

BUTLER. W. R. Containment Systems Branch. 2pp. 25586:130. 


— 8407130167 Forwards std order for DOE work, "Mark III Pool Dynamic 
Program Cl)." issued to BNL. 

OGEKA.G.U. Energy. Dept. of. FIN A-3320. 81/11/27. DANDOIS.D. B. 

Office of the Controller. Ip. 25586:147. 


— 8407130173 Std order for DOE work: "Mark III LOCA Pool Dynamics 
Program. " issued to BNL. 

MATTSON. R. J. Division of Systems Integration Cpost 811005). 
OGEKA.G.U. Energy, Dept. of. FINA-3320-2. 20-19-40-42-3. 
81/11/20. 7pp. 25586; 148. 


— 8407130411 Forwards std order for DOE work: "Mark III LOCA Dynamic 
Program (1)," issued to BNL. for closeout & deobligation of 
balance of funds. 

GRENIER, B.L. Technical Support Branch. FIN A-3320. 82/08/26. 

OGEKA.G.U. Energy. Dept. of. Ip. 25586:170. 


8407130033 Partial response to FOIA reciuest for all documents & 
correspondence re FIN A-3320. "Mark III LOCA Pool Dynamics. " 
Forwards documents listed in App A. Documents also available 
in PDR. 

FELTON, U.M. Division of Rules and Records. FIN A-3320. 84/05/23. 

SHOLLY. S. C. Union of Concerned Scientists. 5pp. 25586:101. 


— 8201140093 Forwards std order for DOE work: "Mark III LOCA Pool 
Dynamic Program (I)," issued to BNL. Modifies 800530 proposal 
it provides incremental funds for initiation of Task 5. 

Revised proposal requested within 60 days. 

MATTSON, R.U. Division of Systems Integration (post 811005). FIN 
A-3320. 81/11/20. OGEKA.G.U. Energy. Dept. of. Ip. 25586:139. 


— 8201140095 Std order for DOE work; "Mark III LOCA Pool Dynamic Program 
(I), " issued to BNL. 

MATTSON, R. U. Division of Systems Integration (post 811005). FIN 
A-3320-2. 20-82-051. 81/11/20. 7pp. 25586:140. 


— 8407130038 Forwards monthly rogt status repts re FIN A-3320, "Mark III 
LOCA Pool Dynamics. " 

KATO. W. Y, Brookhaven National Laboratory. FIN A-3320. 80/08/20. 

BUTLER, W. R. Containment Systems Branch. 4pp. 25586:107. 


— 8407130042 Forwards comments & (Questions on Mark III LOCA re pool 
dynamic loads resulting from review of interim containment 
loads rept, Submitta 1 completes activities under FIN A-3320. 
RANLET. U. D. Brookhaven National Laboratory. FIN A-3320. 
80/08/28. FIELDS, M.B. Office of Nuclear Reactor Regulation, 
Director. 3pp. 25586: 111. 


— 8407130045 Forwards std order for DOE work; "Mark III LOCA Pool 
Dynamics, " issued to BNL. 

ROSS, D. F. Division of Systems Integration (pre 811005). FIN 
A-3320. 80/09/18. SCHWELLER, D. Energy, Dept. of. Ip. 

25586; 114. 


— 8407130414 Std order for DOE work: "Mark III LOCA Dynamic Program (1), 
issued to BNL. 

GRENIER. B.L. Technical Support Branch. FIN A-3320-2. 20-82-616. 

82/08/26. Ip. 25586:171. 


— 8407130420 Forwards std order for DOE work, "Mark III LOCA Dynamic 
Program (I)," issued to BNL, which closes out project it 
deobligates funds. 

OGEKA.G.U. Energy, Dept. of. FIN A-3320. 82/09/13. DANDOIS.D. 

Division of Accounting it Finance. ip. 25586: 172. 


— 8407130426 Std order for DOE work; "Mark III LOCA Dynamic Program (1), 
issued to BNL. 

GRENIER, B.L. Technical Support Branch. FIN A-3302-2. 

20-19-40-42-3. 82/08/26. 2pp. 25386: 173. 


—8407130147 "Mark III LOCA Pool Dynamics." monthly highlights rept for 
June 1981. 

KATO.M. Y. Brookhaven National Laboratory. FIN A-3320. 81/06/30. 

BUTLER, W.R. Containment Systems Branch. 2pp. 25586:132. 


8407130365 Forwards updated SER input re Dresser PWR pressurizer 
safety valve ring adjustments. 

KNIGHT, U.P. Assistant Director for Comp, it Structures Engineering 
(Pre 830201). 83/01/29. MIRAGLIA, F. J. Assistant Director for 

Safety Assessment. LAINAS, G. C. Assistant Director for Operating 
Reactors. 22pp. 25586:049. 


8407130046 Interim Deficiency Rept DR-202 re turbocharger thrust 
bearings in standby diesel generator supplied by 
Transamerica Delaval, Inc. Interim or final rept will be 
provided by 841004. 

BOOKER, U.E. Gulf States Utilities Co. RBO-10162. 84/07/05. 

COLLINS, U.T. Region 4, Office of Director. Ip. 25562:022. 24X 

Fiche: 50-458, 84/07/05, 8407130046. 


*8407130051 Std order for DOE work: "Mark III LOCA Pool Dynamics," 
issued to BNL. 

GRENIER, B.L. NRC - No Detailed Affiliation Given. FIN A-3320. 
20-80-312, 80/09/17. Ip. 25586:115. 


■8407130069 Requests amend to FIN A-3320. "Mark III LOCA Pool Dynamics" 
adding Task 4 re formulation of independent acceptance 
criteria. 

MAISE, G. Brookhaven National Laboratory, FIN A-3320. 80/10/21. 

FIELDS, M. Office of Nuclear Reactor Regulation, Director. Ip. 

25586: 116. 


■8407130074 Std order for DOE work: “Mark III LOCA Pool Dynamics," 
issued to BNL. 

* GRENIER, B.L. NRC - No Detailed Affiliation Given. FIN A-3320-1 
20-81-41. 80/12/15. Ip. 25586: 117. 


•8407130078 Forwards std order for DOE work: "Mark III LOCA Pool 
Dynamics Project, " issued to BNL. W/o end. 

ROSS, D. F. Division of Systems Integration (post 811005) FIN 
A-3320. 80/12/16. SCHWELLER, D. Energy, Dept. of. Ip. 

25586:118. 


*8407130095 Forwards std order for DOE work 20-31-41 re FIN A-3320, 
issued to BNL. 

FRINQ, U. F. Energy, Dept. of. FIN A-3320. 80/12/30. DANDOIS, D. 

Division of Accounting. ip. 25506:121. 


8407130092 Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on TDI 
diesel generator. Next rept will be provided by 841005. 

BOOKER, J.E. Gulf States Utilities Co. RBG-18159. 84/07/05. 

COLLINS, U.T. Region 4, Office of Director. Ip. 25562:101. 24X 

Fiche: 50-458, 84/07/05. 8407130092. 


8407130156 Further response to FOIA request for categories of records 
re issues discussed in IE Info Notices 81-29,83-52,83-57 it 
83-72. Forwards App F documents. App G documents withheld 
(ref FOIA Exemptions 4 it S>. 

FELTON, J.M. Division of Rules and Records. 84/04/23. UORDAN, W. S. 
Harmon it Weiss. 8pp. 25586:213, 24X Fiche: 50-000, 84/04/23, 

8407130156. 


—8407130191 CEN-227 

"Summary Rept on Operability of Preasurizer Safety Valves in 
C-E Designed Plants. " 

* Combustion Engineering, Inc. 82/12/31. 257pp. 25587:185. 


8407130216 Application for issuance of subpoenas to H Blanding, 

RA Gulffra R Woytowich re TDI crankshafts on diesel 
generator sets. Certificate of Svc end. Related 
correspondence. 

8CHEIDT, D. U. Suffolk County, NY. SCHEIDT. D. U. Kirkpatrick, 
Lockhart, Hill, Christopher it Phillips. DSB 224. OL. 84/07/09. 
Atomic Safety and Licensing Board Panel. 36pp. 25563:320. 24X 

Fiche: 50-322, 84/07/09, 8407130216. 
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8407130222 Motion for reconsideration of portions of ASLB 840705 order 
re emergency diesel generators as listed. 

DYNNER-A. R. Suffolk County, NY. DYNNER, A. R. Kirkpatrick, Lockhart, 
Hill, Christopher Phillips. DSB 210. QL. 84/07/10. Atomic 
Safety and Licensing Board Panel. 9pp. 25564:015. 24X 

Fiche: 50-322, 34/07/10, 8407130222. 


— 8407130226 Transcript of 840509 deposition of SO Christensen re TDI 
diesel generators (Vol 3). 

CHRISTENSEN, S. Affiliation Not Assigned. QL. 84/05/09. 46pp. 

25564:031. 24X Fiche; 50-322, 84/07/10, 8407130222. 


— 8407130231 Transcript of 840523 deposition of SG Christensen re TDI 
diesel generators. Certi ficate of Svc encl. 

CHRISTENSEN, S. Affiliation Not Assigned. QL-3. 84/05/23. 29pp. 

25564:077. 24X Fiche: 50-322, 84/07/10, 8407130222. 


8407130302 Forwards Rev 12 to Ebasco Topical Rept ETR-1001, "Ebasco 
Nuclear QA Program Manual." 

TENZER, B. E. Ebasco Services, Inc. (subs, of Enserch Corp. >. 
84/07/05. POTAPOVS, U. Vendor Program Branch. 4pp. 25564:214. 


—8407130304 ETR-1001 R12 

Rev 12 to "Ebasco Nuclear QA Program Manual. " 

* Ebasco Services, Inc. (subs, of Enserch Corp. ). 94/06/29. 

ISapp. 25564:218. 


8407130445 Requests addl info re 831201 & 840309 submittals on 
reactor pump coolant trip, per NUREG-0737, I tem ILK. 3. 5. 

Response requested within 30 days of itr date. 

MILLER, J.R. Operating Reactors Branch 3, 84/07/02. SCHWORTER, T. 

Westinghouse Operating Plants Owners Group. 21pp. 25575: 329. 


8407160013 Notification of 840712 meeting w/B&W Owners Group in 
Bethesda, MD to discuss non-nuclear instrumentation sys in 
BScW reactors w/view to understanding current status of sys, 
per NRC concerns. 

KADAMBI.P, Operating Reactors Branch 4. 84/07/03. STQLZ,V. F. 

Operating Reactors Branch 4. 3pp. 25624:288. 


8407160058 Advises of NRC plans to conduct design verification audit 
on 840724-27 of emergency response info sys/safety parameter 
display sys design in GE rept NEDE-30284, per Suppl 1 to 
NUREG-0737. Draft audit plan encl. 

SCHWENCER,A. Licensing Branch 2. 84/07/02. BAUER, E. G. 

Philadelphia Electric Co. 13pp. 25623:332. 24X 

Fiche: 50-352, 84/07/02, 8407160058. 


8407160094 Forwards response to NRC 840419 Itr re integral sys test 
code verification plans. RELAP5 code being evaluated for 
future use for transient predictions. 

BRYAN, R.H. BWR Owners Group. 84/07/06. KADAMBI, P, NRC - No 
Detailed Affiliation Given. 9pp. 25601:026. 


8407160104 Forwards comments on INEL rept, "Exploratory Trend Pattern 
Analysis of 1981 LER Data. " Second level of review must be 
performed to determine areas requiring addl study. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/06/28. HELTEMES, C. J. Director's Office. 5pp. 25622:201. 


— 84041303S4 Requests comments on encl INEL rept, "Exploration Trend & 
Pattern Analysis of 1981 LER Data, " by 840430, Addl 
background St perspective on draft rept encl.W/o encl. 

HELTEMES, C. J. Director's Office. 84/04/04. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director- 4pp. 25622:206. 


—8407160114 EOO-EA-6425 ROl DRFT 

Draft Rev 1 to "Exploratory Trend & Pattern Analysis of 1981 
LER Data. " 

HESTER, O, V. , GENTILLON, C. D. Idaho National Engineering Laboratory. 

84/03/31. NRC - No Detailed Affiliation Given. 215pp. 

25622: 210. 


8407160140 Presents details of plans to update ECCS evaluation model 
to incorporate NUREG-0630 8c compensating models Sc other 
minor up dates. Tab le of large break LOCA evaluation models 
enc 1. 

BRYAN, R.H. Babcock Sc Wilcox Operating Plants Owners Group. 
84/07/06. KADAMBI, P. NRC - No Detailed Affiliation Given. 5p. 
25590:229. 


8407160218 Forwards request for addl info re Topical Rept XN-NF-74-5, 
Rev 2, "Description of Exxon Nuclear Plant Transient 
Simulation Model for PWRs. " Response should be submitted by 
040830. 

THOMAS, C. 0. Standard i zat ion S< Special Projects Branch. 84/07/03. 
CHANDLER, U. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp, ). 13pp. 

25625: 231. 


8407160233 Ac k receipt of 840508 Itr providing basis for not applying 
fees for review of CEN-152 on C-E procedure g u ide 1 ines. Fees 
assessed for rept in accordance w/10CFR170 requirements. Fee 
requested within 30 days. 

MILLER, W. 0, License Fee Management Branch. 84/07/03, WELLS, R. W. 
C-E Operating Plants Owners Group, 4pp, 25625:225. 


8407160277 Forwards util 840629 followup rept re TDI diesel generators. 
Insp of Diesel lA complete except for insps that must be 
performed during or following engine reassemb 1 y . W/o end. 

Related correspondence. 

CARR, A. V. Duke Power Co. DSB 252. OL. 84/07/11, KELLEY, J. L. , 
PURDOM, P. W. , FOSTER, R. F, Atomic Safety and Licensing Board Panel. 
2pp. 25601:206. 24X Fiche: 50-413, 84/07/1 1, 8407160277. 


8407170048 Motion to quash Suffolk County 840710 application for 
subpoenas of H Blanding,R Guiffra & R Woytowich to testify 
on 840718 re TDI crankshaft on emergency diesel generator. 
Certificate of Svc encl. Related correspondence. 

FARLEY. E.M. Long Island Lighting Co. FARLEY. E. M. Hunton St 
Williams. DSB 266. OL. 84/07/13. Atomic Safety and Licensing 
Board Panel. 14pp, 25617:269. 24X Fiche; 50-322, 84/07/13, 

840717004S. 


8407170143 Part 21 rept re potential defect in Bendix HPI pumps of DSR 
or DSRV standby diesel generator. Caused by matl defect in 
delivery valve holder, Evaluation completed on 840713. No 
corrective action required. 

BOYER, R.E. Transamerica Delaval, Inc. 34/07/13. Director's 
Office, Office of Inspection and Enforcement. 6pp. 25608:002. 24X 

Fiche: 50-000, 84/07/13, 8407170143. 


8407170198 Responds to 840529 Itr highlighting issuance of IE Info 
Notice 84-30 re deficiencies in vendor-supplied components. 
Improvements in program for CSA of purchased components 
outlined. 

SMITH, S. H. Carolina Power St Light Co. 84/07/13. DEYOUNG, R. C. 
Director's Office, Office of Inspection and Enforcement. 2pp. 
25608: 306. 


8407170208 Forwards Change Notice 10 to Topical Rept SCE-l-A, "QA 
Program," incorporating changes in organization structure St 
responsibi lity. Change will be included in next topical rept 
amend. 

MEDFORD, M.O. Southern California Edison Co. 84/07/09. MARTIN, U. B. 
Region 5, Office of Director. 7pp. 25612:261. 


8407170280 Notification of 840713 meeting w/Westinghouse in Bethesda, MD 
to discuss proposed rev to WCAP-7800/WCAP 8370 re QA. 

MILHOAN, J. L. QA Branch. 84/07/10. ANKRUM, G. T. QA Branch. 2pp. 
25627: 361. 


8407170305 Forwards response to NRC 840420 request for addl info re use 
of NOMAD code St model to perform reload core design St keg 
parameter generation. Proposed changes to Topical Rept 
UEP-NFE-1 encl. 

STEWART, W.L. Virginia Electric St Power Co. 393. 84/07/06. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 94pp. 
25617:001. 24X Fiche: 50-000, 84/07/06, 8407170305. 


8407170364 Requests that proprietary GE Repts NEDC-22082-P. "Duane 
Arnold Energy Ctr Suppression Pool Temp Response" St 
NEDE-30051, "Analysis of Reduced RHR Svc Water Flow at 
Duane Arnold Energy Ctr, " be withdrawn St returned. 

MCGAUGHY, R. W. Iowa Electric Light St Power Co. NG-04-2849. 

84/07/12. DENTON, H. Office of Nuclear Reactor Regulation, Director. 
Ip. 25612:295. 24X Fiche: 50-331, 84/07/12, 8407170364. 


8407170420 Forwards Rev 0 to "GE BWR Supplemental Licensing Submittal 
for Pilgrim Nuclear Power Station, Unit I, Reload 6," Rept 
corrects document number of submittal provided by 831228 
Itr. 

HARRINGTON, W. D. Boston Edison Co. BECO 84-103. 84/07/12. 

VASSALLQ, D. B. Operating Reactors Branch 2. Ip. 25613:006, 24X 

Fiche: 50-293, 84/07/12, 8407170420. 


— 8407170425 23A1694 ROO 

Rev 0 to "GE BWR Supplemental Reload Licensing Submittal for 
Pilgrim Nuclear Power Station, Unit 1, Reload 6." 

VERBRYKE, P. A. General Electric Co. 84/03/31. 20pp. 25613:007. 

24X Fiche: 50-293, 84/07/12, 8407170420. 


8407170568 Forwards revised admitted emergency diesel generator 
contention, per ASLB 840705 order. Related correspondence. 

DYNNER, A. R. Kirkpatrick, Lockhart, Hill, Christopher & Phillips. 
DYNNER, A. R. Suffolk County, NY. DSB 283. 84/07/13. BRENNER, L. U- , 

FERGUSON, G. A. Atomic Safety and Licensing Board Panel. 6pp, 

25627: 030. 24X Fiche: 50-322, 84/07/13, 8407170568. 
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8407180126 Memorandum & order confirming admission of Suffolk County 
S40611 emergency diesel engine contentions & schedule for 
hearings. Courtesy notification end. Served on 840717. 

LANE. V. M. Atomic Safety and Licensing Board Panel. DSB 300. OL. 

84/07/17. Long Island Lighting Co. 14pp. 2S647: 160. 24X 
Fiche: 50-322. 84/07/17, 8407180126. 


8407180127 Accepts 840629 invitation to human factors program plan 
programmatic briefings on behalf of nuclear utils 
participating in Nuclear Utils Mgt it Human Resources 
Committee. 

OWEN. W. H. Duke Power Co. 84/07/03. THOMPSON, H. L. Division of 
Human Factors Safety. Ip. 25667:295. 


8407180145 Forwards Rev 1 to “Evaluation of Acceptability of Reactor 
Vessel Head Lift Rig. Reactor Vessel Internals Lift Rig, Load 
Cell & Load Cell Linkage to Requirements of NUREO-0612. . . . “ 
in resolution of open items, per 840618 conference call. 

SCHMIDT. H.C. Texas Utilities Electric Co. <formerly Texas Utilities 
Oenerating Co. ). TXX-4226. 84/07/12. YOUNGBLOOD. B. J. Licensing 

Branch 1. 2pp. 25635:325. 24X Fiche: 50-445, 84/07/12. 8407180145. 


—8407180146 WCAP-10156 ROl 

Rev 1 to “Evaluation of Acceptability of Reactor Vessel Head 
Lift Rig. Reactor Vessel Internals Lift Rig, Load Cell & Load 
Cell Linkage to Requirements of NUREG-0612 for Texas Util <* 
Generating Co. Comanche Peak. Units 1 & 2. “ 

SANDNER.H. H. Westinghouse Electric Corp. 83/02/28. 200pp. 

25635:327. 24X Fiche; 50-445, 84/07/12. 8407180145. 


8407180147 Memorandum & order denying util 840713 motion to quash 
subpoenas for deposition of American Bureau of Shipping 
employees. Courtesy notification end. 

BRENNER. L. Atomic Safety and Licensing Board Panel. DSB 301, OL. 
84/07/16. Long Island Lighting Co. 6pp. 25636:250. 24X 

Fiche: 30-322, 84/07/16, 8407180147. 


8407190233 Response opposing Suffolk County State of NY motion for 
directed certification on security issues. Motion untimely & 
lacks merit. 

IRWIN. D.P. Long Island Lighting Co. IRWIN. D. P, Hunton «c Williams. 
DSB 323. OL-4. 84/07/16. Commissioners. 28pp. 23676:021. 24X 

Fiche: 50-322, 84/07/16. 8407190233. 


— 8407190235 Recommends that matl re TDI diesel generators be adduced 
from listed documents. 

IRWIN. D.P. Hunton «« Williams. IRWIN. D, P. Long Island Lighting 
Co. OL-4- 84/06/18. BORDENICK. B. M. Hearing Branch 3. 5pp. 

25676:140. 24X Fiche: 50-322. 84/07/16. 8407190233. 


-8407190239 Responds to 840618 request to determine if Items 1-4 
contain info required to be protected as safeguards. 

Certificate of Svc end. 

BORDENICK. B. M. Hearing Branch 3. OL-4. 84/06/27. IRWIN, D.P. 

Hunton & Williams. 2pp. 25676:145. 24X Fiche: 50-322, 84/07/16. 

8407190233. 


8407190234 Forwards TDI diesel generator DR/QR rept.as referenced in 
840629 Itr to Brenner. W/o end. W/Certif icate of Svc. Related 
correspondence. 

DREIFU8. D. Hunton «< Williams. DSB 335. OL. 84/07/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 23682:014. 

24X Fiche: 50-322. 84/07/10. 8407190234. 


8407190249 Forwards “Suppl to Emergency Diesel Generator Engine Driven 
Jacket Water Pump Design Review. " 

RAY,C. L. Duke Power Co. OGTP-1 ll-N-25. 84/07/16. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 23668:294, 

24X Fiche: 50-000, 84/07/16. 8407190249. 


8407190313 Forwards "GESSAR II External Event Risk, “ providing 
qualitative assessment of risk from hurricanes, tornados, 
external floods. aircraft strike & hazardous matls, per NRC 
840607 request. 

QUIRK, J. F. General Electric Co. MFN-095-84. 84/07/12. 

EISENHUT, D. 0. Division of Licensing. Ip. 25682:091. 24X 

Fiche: 50-447, 84/07/12. 8407190313. 


—8407190317 "GESSAR T1 External Event Risk. " 

* General Electric Co. 84/07/12. 10pp. 25682:092. 24X 

Fiche: 50-447. 84/07/12. 8407190313. 


8407190368 Forwards info re nuclear island/balance of plant interfaces, 
including interface assumptions in PRA Jk documentation of 
GESSAR II design evolution, per DC Scaletti 840607 memo re 
closure activities for severe accident review. 

QUIRK. J.F. General Electric Co. MFN-097-84. 84/07/13. 

EISENHUT, D. G. Division of Licensing. e6pp. 25679:231. 24X 

Fiche: 50-447, 84/07/13, 8407190368. 


8407190370 Notification of 840717 meeting w/Westing house & Westinghouse 
Owners Group in Bethesda, MD to discuss steam generator tube 
rupture issues. Meeting agerfda end. 

NERSES. V. Licensing Branch 3. 84/07/11. KNIGHTON, G. W. Licensing 

Branch 3. 4pp. 25693:290. 


8407200087 Forwards application for amend to Licenses DPR-42 8t DPR-60, 
proposing Tech Spec changes re peaking factor limits, 
reporting, refueling boron concentration Zt radioactive source 
leakage tests. Fee end. 

MUSQLF, D. Northern States Power Co. OL-84-43. 84/07/11. Office 

of Nuclear Reactor Regulation, Director. 2pp. 25689:283. 24X 

Fiche: 50-282.84/07/11. 8407200087. 


— 8407200097 XN-NF-84-03 

"Prairie Island Units 1 & 2 Limiting Break LOCA-ECCS 
Analysis W/Increased Enthalpy Rise Factor. " 

TAHVILI.T. , KAYSER.W. V. . CHANDLER. J. C. Exxon Nuclear Co,. Inc. 
(subs, of Exxon Corp. ). 84/02/28. 67pp. 25690:019. 24X 

Fiche: 50-282. 84/07/11, 8407200087. 


8407200101 Part 21 rept re potential defect in Betts Spring Co valve 
spring on DSR or DSRV standby diesel generator. Caused by 
surface imperfection. No corrective action required. 

Evaluation completed on 840713. 

BOYER. R.E. Transamerica Delaval. Inc, 84/07/13. Director's 
Office. Office of Inspection and Enforcement. 6pp. 25692:305. 24X 

Fiche: 50-000, 84/07/13. 8407200101. 


8407200136 Informs that, effective 840601. CM Hammond replaced PB Haga 
as manager. product assurance in nuclear technology div. 

CM Hammond qualif ications submitted. 

RAHE. E. P. Westinghouse Electric Corp. NS-EPR-2930. 84/06/28. 

POTAPOVS. U. Region 4. Office of Director. Ip. 25692:214. 


8407200171 Provides supplemental info to BAW-1B08, "B&W J-R Test 
Procedure for Compact Fracture Toughness Specimens," per NRC 
request. Testing of irradiated specimens will progress at 
Lynchburg Research Ctr upon NRC approval. 

TAYLOR. J.H. Babcock & Wilcox Co. E8C-450. 84/07/13. MORAN. D. 

Office of Nuclear Reactor Regulation. Director. 2pp. 25692:352, 


8407200199 Informs NRC of several changes in corporate organization, 
Organizational chart end. 

SAILER. W. F. Gilbert/Commonwealth. Inc. (formerly Gilbert Associates# 
Inc.). 84/06/29. POTAPOVS. U. Vendor Program Branch. 2pp. 

25692: 233. 


8407230090 Final Deficiency Rept DR-172 re rupture of jacket water 
shroud on standby TDI diesel generator during flushing. 

Damaged shroud to be repaired or replaced prior to sys 
turnover. Item not reportable per 10CFR50. 55Ce). 

BOOKER. J.E. Gulf States Utilities Co. RBG-18170. 84/07/06. 

COLLINS. J.T. Region 4, Office of Director. Ip. 25710:197. 24X 

Fiche; 50-438, 84/07/06. 8407230090. 
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8407230128 Provides updated info re results of Mar 1984 Caseload 
Forecast Panel visit# basis for 1985 completion projection. 

TDI diesel generator requal if ication program underway . Mods 
will be completed or identified by end of 1984. 

EDELMANiM. R. Cleveland Electric Illuminating Co. 84/07/17. 
YOUNGBLOOD# B. J. Licensing Branch 1. 5pp. 25706:079. 24X 

Fiche: 50-440. 84/07/17. 8407230128. 


8407240022 Forwards request for addl info re Special Rept MFN-06B-84. 
"1984 Lead Test Assembly Licensing. " Response requested by 
840727. 

THOMAS. C. 0. Standard! ration ?« Special Projects Branch. 84/07/13. 
SHERWOOD. G. G. General Electric Co. 4pp. 25733:306. 


8407240120 Notification of 840719 meeting w/West inghouse & Duke Power 
Co in Bethesda.MD to discuss containment analysis aspect of 
WCAP-B354(P> . Supp 1 3. "Calculation of Containment Temp 
Pressure Response Following Steam Line Rupture...." 

HORAN. D. H. Standardization & Special Projects Branch. 84/07/16. 
THOMAS. C. 0. Standardization 8< Special Projects Branch. 3pp. 

25731: 359. 


8407240131 Forwards proprietary BAW-1793P. "Fracture Toughness Test 
Results From Capsule RSl-D. Rancho Seco. Unit 1 - Reactor 
Vessel Matl Surveillance Program." Rept withheld 
(ref 10CFR2. 790). 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. RJR 84-273. 
34/07/19. STDLZ. J. F. Operating Reactors Branch 4. Ip. 25723:180. 
24X Fiche: 50-312. 84/07/19. 8407240131. 


8407240146 Notification of 840718 meeting w/Exxon & ANL in Bethesda.MD 
to discuss PTSPWR2 8< SLOTRAX computer codes. 

GUTTMAN. U. Reactor Systems Branch. 84/07/11. SHERON. B.W. Reactor 
Systems Branch. 2pp. 25752: 179. 


8407240193 Application to amend License DPR-23. revising Tech Specs to 
allow use of integrated leak rate test duration criteria in 
ANSI N45. 4-1972. 

CUTTER, A. B. Carolina Power & Light Co. NLS-e4-211. 84/07/17. 

VARGA. S. A. Operating Reactors Branch 1. Ip. 25719:181. 24X 

Fiche: 50-261.84/07/17. 8407240193. 


— 8407240413 STD-R-05-O0S ROO 

Rev 0 to "SG-95 Solidified Boric Acid to Meet Stability 
Requirements of 10CFR61 , " 

a- Westinghouse Hittman Nuclear, Inc. 84/06/30, 9pp. 25751:020. 


8407240420 Forwards "NUS Process Svcs Corp Topical Rept on 10CFR61 
Qualified Raduiaste Forms. " Affidavit for withholding 
proprietary info encl.W/rept, 

POWELL, R, H. J. NUS Corp. PS-83-0921. 84/06/27. JOHNSON. T. 

Engineering Branch (Post 831001). Ip. 25734:353. 


8407240430 Forwards proprietary "NUS Process Svcs Corp Topical Rept on 
Barrier 55 High Integrity Container. PS-TR— 003. " Affidavit 
for withholding proprietary info end, Rept withheld 
(ref 10CFR2. 790). 

HIPSHER. W. M. NUS Corp. PS-a3-0918. 84/06/21. JOHNSON. T. 

Engineering Branch (Post 831001). ‘3pp. 25734:333. 


8407240471 Forwards proprietary WCAP 10565 & nonproprietary WCAP 10564. 
"Technical Bases for Eliminating Large Primary Loop Rupture 
as Structural Design Basis for Beaver Valley Unit 2. " 

WCAP 10565 withheld (ref 10CFR2. 790). 

WOOLEVER. E, J. Duquesne Light Co. 2NRC -4-104. 84/07/16. 

DENTON. H, R. Office of Nuclear Reactor Regulation. Director. 2pp. 
25713:319. 24X Fiche: 50-412. 84/07/16. 8407240471. 


--8407240474 Requests that WCAP 10565. "Technical Bases for Eliminating 
Large Primary Loop Rupture as Structural Design Basis for 
Beaver Valley Unit 2." be withheld from public disclosure, 
per 10CFR2. 790. 

WIESEMANN. R. A. Westinghouse Electric Corp. CAW-84-53. 84/06/06. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 7pp. 
25713:321. 24X Fiche: 50-412. 84/07/16. 8407240471 . 


— 8407240477 WCAP 10564 

"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for Beaver Valley Unit 
2 . " 

CHIRICOS. J. N. , JOHNSON. E. R. . MCINERNEY. J. J. Westinghouse Electric 
Corp. 84/05/31. 42pp. 25713:328. 24X Fiche; 50-412. 84/07/16. 

8407240471. 


— 8407240198 Forwards topical rept evaluation of Rev 1 to BN-TOP-l. 
"Testing Criteria for Integrated Leakage Rate Testing of 
Primary Containment Structures for Nuclear Power Plants. " 

Rept acceptable. 

DEYOUNG. R. C. Atomic Energy Commission. Directorate of Licensing. 
73/02/01. ALLEN. R.D. Bechtel Corp. 3pp. 25719:184. 24X 

Fiche: 50-261. 84/07/17. 8407240193. 


—8407240208 Topical rept evaluation of Rev 1 to BN-TOP-l. "Testing 
Criteria for Integrated Leakage Rate Testing of Primary 
Containment Structures for Nuclear Power Plants." 

FAIRTILE, M. B. Atomic Energy Commission, Directorate of Licensing. 
73/01/15. Ip. 25719:185. 24X Fiche: 50-261. 84/07/17, 8407240193. 

8407240195 Forwards supplemental response to Generic Ltr 83-28. Items 
4. 1 & 4. 2 re improvements to reactor trip breaker 
reliability . Transparencies from 840621 meeting w/NRC end. 

ENOS. J. T. Babcock & Wilcox Operating Plants Owners Group. GL-83-28. 
84/07/16. EISENHUT, D. G. Division of Licensing. 17pp. 25723:010. 


8407250139 Forwards "Dow Waste Solidification Process for Low Level 
Radwastes - Generic Waste Form Certification Results, " 
for review & acceptance for referencing in licensing 
actions, 

FILTER. H. E. Dow Chemical Co. 84/06/26. HIGGINBOTHAM. L. Low Level 
Waste Licensing Branch. ip. 25755:239, 


—8407250147 DNS-RSS-200 

"Dow Waste Solidification Process for Low Level Radwastes 
Generic Waste Form Certification Results, " 

* Dow Chemical Co. 84/06/30. 70pp. 25755:240. 


8407250181 Forwards response to NRC 840717 request for addl info re TDI 
engine insp. Augmented maint/survei llance program (Table A-1) 
supersedes all previous commitments for augmented program 
requirements. 

DALE.L.F. Mississippi Power 8t Light Co. AECM-B4/0373. 84/07/20. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 22pp. 
25736:213, 24X Fiche; 50-416. 84/07/20, 8407250181. 


8407240263 Forwards "Analysis of Capsule RSl-D, Rancho Seco, Unit 1 - 
Reactor Vessel Matl Surveillance Program," supporting 
development of revised pressure-temp 1 imits. Proprietary rept 
on fracture toughness test results submitted separately. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. RJR 84-272. 
84/07/18. STOLZi J, F. Operating Reactors Branch 4. Ip. 25723:194. 
24X Fiche: 50-312. 84/07/18. 8407240263. 


— 8407240267 B AW- 1792 

"Analysis of Capsule RSl-D. Rancho Seco, Unit 1 - Reactor 
Vessel Matl Surveillance Program. " 

LOWE.A.L., COLLINS. L, L. . EWING. J. W. Babcock & Wilcox Co. 

83/10/31. 80pp. 25723:195. 24X Fiche: 50-312. 84/07/18. 8407240263. 


8407240372 Informs of review fee for 820430 proposed Rev 1 to 
BAW-10122. "Normal Operating Controls." Review completed on 
840420. 

MILLER. W.O. License Fee Management Branch. 84/07/17. TAYLOR, J. H. 
Babcock it Wilcox Co. Ip. 25751:352. 


8407240410 Forwards Rev 0 to nonpropr ietary STD-R-05— 008. "SO-95 
Solidified Boric Acid to Meet Stability Requirements of 
10CFR61. " Affidavit in support of request to withhold 
proprietary rept end. 

LEDUC. R. J. Westinghouse Hittman Nuclear. Inc. WHNI-E-708. 
84/06/26. HIGGINBOTHAM. L. NRC - No Detailed Affiliation Given. 
4pp. 25751:016. 


— 8407250192 "Metallurgical Evaluation of Diesel Generator Turbocharger 
Guide Vane Holddown Bolts at Grand Gulf Nuclear Station - 
Unit 1. " 

BRIHMADESAM. J. Middle South Service, Inc. 84/07/31. 52pp. 

25736:235. 24X Fiche : 50-416. 84/07/20. 8407250181 . 


— 8407250195 "Metallurgical Evaluation of Diesel Generator Cylinder Head 
Valve Seat Cracks at Grand Gulf Nuclear Station - Unit 1. " 
BRIHMADESAM. J, Middle South Service. Inc. 84/06/30. 25pp. 

25736:287. 24X Fiche; 50-416, 84/07/20. 8407250181. 


8407250226 Supplemental Deficiency Rept 413-414/84-03 re overspeed 
governor it fuel transfer pump drive hubs of diesel 
generators. Insp of Unit 1 diesels in progress. Comp letion of 
corrective action anticipated prior to initial criticality. 
TUCKER, H. B. Duke Power Co. 413-414/84-03, 84/07/02. O'REILLY. 

Region 2. Office of Director. Ip. 25754:305. 24X 

Fiche: 50-413. 84/07/02. 8407250226. 


J. P. 


8407250261 Submits plan for resolution of long-term emergency procedure 
guideline items to close out NUREG-0737, Item I. C. 1. Request s 
full NRC cooperation to achieve final resolution. 

WELLS. R.W. Northeast Utilities. RWW-84-50. 84/07/18, 

EISENHUT, D, G. Division of Licensing. 2pp. 25736:321. 


8407250268 Responds to NRC Questions 440. 1,440.2 & 440. 4 C-E re 
steam generator modeling in small-break LOCA model, Info 
provided to assist in resolution of TMI Item II. K. 3.30. .. +. 

WELLS. R.W. C-E Operating Plants Owners Group. WELLS. R.W. Northeast 
Utilities. RWW-84-53. 84/07/18. THQMAS.C.O. Standardization & 

Special Projects Branch. 2pp. 25736:328. 



486 


IMONDOCKETED ITEMS 


8407250274 Informs of interest &■. support of NRC initiatives to 
eliminate unnecessary significant conservatisms from App K 
LOCA evaluation models. NRC should consider small-break LOCA 
evaluation models more explicitly in studies. 

WELLS. R.W. C-E Cr t : n - f^Tants Owners Group. WELLS. R. W. Northeast 
Utilities. ■■’Wi.s-4- IS. EISENHUT. D. G. Division of 

Licensing. Ip. 25736:332. 


8407250331 Forwards proprietary info re channel box d ef 1 e c t i on. to be 
incorporated into Amend 7 to NEDE-2401 1-P. per 830202 
840416 Itrs.Encl withheld. 

CHARNLEY, J. S. General Electric Co. MFN-101-84. 84/07/18. LOBEL, R. 

Core Per.formance Branch. Ip. 25736:357. 


8407250336 Forwards response to request for addl info required to 
complete review of util Topical Rept VEP-FRD-41. "VEPCO 
Reactor Sys Transient Analyses Using RETRAN Computer Code, *' 

STEWART. W. L. Virginia Electric Power Co. 376. 84/07/12. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 130pp. 
25738:239. 24X- Fiche: 50-000. 84/07/12, 8407250336. 


8407250351 Summary of 840628 meeting w/C-E Owners Group re GE reactor 
trip breaker activities Sc long-term solutions. List of 
attendees viewgraphs encl. 

ALEXION, T. W. Operating Reactors Assessment Branch. 84/07/13, 
HQLAHAN, G. M. Operating Reactors Assessment Branch. 14pp. 

25778: 078. 


8407250365 Forwards proprietary response to questions on Rev 2 to 
XN-NF-75-2HP), "XCOBRA-I I IC : Computer Code to Determine 
Distribution of Coolant During Steady-State Sc Transient 
Core Operation." Response withheld (ref 10CFR2. 790). 

CHANDLER, U. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
JCC:097:84. 84/07/10. THOMAS. C. 0. Standardization & Special 

Projects Branch. Ip. 25740:361. 


8407260015 Significant Deficiency Rept 413-414/84-05 re defective 
turbochar gers on Unit 1 d iesels, Resol ution proposed by TDI 
involves mod of turbocharger drip line to allow lubrication 
w/full flow keep warm lube oil. 

TUCKER, H.B. Duke Power Co. 413-414/84-05. 84/07/05. 0 ' REILLY, U. P. 

Region 2, Office of Director. Ip. 25781:321. 24X 

Fiche; 50-413,84/07/05. 8407260015, 


8407260120 Motion to compel production of listed documents. Documents 
needed for preparation of county prefiled testimony due 
on 840731. Certificate of Svc encl. Related correspondence. 

SCHEIDT. D, U. Suffolk County. NY. SCHEIDT. D. J. Kirkpatrick, 
Lockhart. Hill, Christopher it Phillips. DSB 518, 84/07/24. 

Atomic Safety and Licensing Board Panel, Itlpp. 25777:001, 24X 

Fiche: 50-322. 84/07/24, 8407260120. 


3407260232 Forwards Rev 1 to proprietary WCAP-10507, '‘QUAD+ 
Demonstration Assembly Rept," it application for withholding 
proprietary info from public disclosure. Rept withheld 
(ref 10CFR2. 790). 

RAHE, E. P. Westinghouse Electric Corp, NS-EPR-2943. 84/07/20. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 2pp. 
25777: 317. 


— 8407260240 Requests mi t^ h o 1 d ing s-np-ietary Rev 1 to stability addendum 
to WCAP“10507, r.\.A:)-r CutTcrb’.-.j Assembly Rept. " 

WIESEMANN, R, A. Westinghouse Electric Corp, AW-84-72. 84/07/20. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. Ip. 
25777: 319. 


8407260236 Responds to 840406 request for info re how B&W designed 
operating plants treat extended low power operation, 

Encl recommendation preserves global axial shape & local 
pellet burnup distribution assumptions. 

POWERS, R, Babcock ?( Wilcoj Operating Plants Owners Group. 84/07/11. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 2pp. 
25779:269. 24X Fiche: 50-295, 84/07/1 1 , 8407260236. 


— 8404200372 Discusses extended operation at reduced power followed by 
return to full power. Techn ical evaluation acceptable. 

Analysis, quantitative results it operating restrictions or 
recommendati os re safety analysis requested. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 
84/04/06. TAYLOR, J.H. Babcock it Wilcox Co. I4pp, 25779:271. 

24X Fiche: 50-295,84/07/11. 8407260236. 


8407260340 Summary of 840716 meeting w/Westinghouse Hittman Nuclear^in 
Silver Spring>MD re gas g eneration, seals, leak testing it 
acceptance & maint programs for waste packages. 

ODEOAARDEN, R. H, Division of Fuel Cycle Material Safety. 84/07/19. 
Division of Fuel Cycle it Material Safety. 2pp. 25791:333. 


8407260465 Forwards "Review & Evaluation of TDI Diesel Generator 
Owners Group Program Plan. " 

EISENHUT, D. G. Division of Licensing. 84/07/16. GEORGE, U. B. TDI 
(Transamer ica Delaval, Inc.) Owners Group. 2pp. 25791:167. 24X 

Fiche: 50-000, 84/07/16. 8407260465. 


—8407240442 PNL-5161 

"Review of Evaluation of TDI Diesel Generator Owners Group 
Program Plan. " 

Battelle Memorial Institute, Pacific Northwest Lab ora tor i es. 

FIN B-2952. 84/06/30. Division of Licensing. 26pp. 25791:169. 

24X Fiche: 50-000, 84/07/16, 8407260465. 


8407270103 Forwards Response 1 to request for addl info on Rev 0 to 
PS-53-0378 re radwaste solidification sys, per 840327 Itr. 

Extensive cement research demonstrating waste form 
stability documented in Rev 0 to TR-002. 

POWELL. R. H. NUS Corp. PS-83-0937. 84/07/09. THOMAS, C.D. 

Standard i zation Zt Special Pro jects Branch. 34pp. 25789:195. 


8407270256 Protests policy change discussed in Board Notification 
84-127 dtd 840705, end ing direct transmittal of TDI Owners 
Group repts to parties in proceedings via board 
notifications. PDR slow in providing copies. 

HIATT.S. L. Ohio Citizens for Responsible Energy. 84/07/23. 
EISENHUT, D. G. Division of Licensing. Ip. 25786:351. 24X 

Fiche; 50-440, 84/07/23, 84072702 56. 


8407270259 Submits plans for periodic maint, insp it surveillance of 
Diesel Engines lA it IB. Program will be reevaluated when 
TDI Owners Group recommended program issued. 

TUCKER, H. B. Duke Power Co. 84/07/16. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. aDENSAM, E. G. Licensing Branch 

4. 16pp. 25789:108. 24X Fic he : 50-413, 84/07/ 16, 8407270259. 


8407270342 Forwards request for addl info re CEN-26S, "Justification of 
Trip Two/Leave Two Reactor Coolant Pump Trip Strategy During 
Transients. " Response requested within 30 days. 

MILLER, J. R. Operating Reactors Branch 3. 84/07/02. WELLS, R. C-E 

Operating Plants Owners Group. WELLS, R. Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). i7pp. 25799:202. 


8407270362 Forwards request for addl info re B&W Rept 77-1149091-00 on 
reactor coolant pump tri p . Resp onse requested within 
30 days. 

MILLER. J.R. Operating Reactors Branch 3. 84/07/02. BRYAN, R. 

Babcock i>. Wilcox Operating Plants Owners Group. BRYAN, R. Tennessee 
Valley Authority. 12pp. 25799:103. 


8407300157 Forwards "Reactor Vessel Matl Surveillance Program for DC 
Cook, Unit 1, Analysis of Capsule Y. " Resulting license amends 
will be submitted in Nov 1984. W/o Unit 2 rept. 

ALEXICHiM. P. Indiana it Michigan Electric Co. AEP; NRC : 0S94A. 
84/07/20. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 2pp. 25806:030. 24X Fiche: 50-315, 84/07/20, 8407300157. 


— 8407300165 SWR I -7244-001 /I 

"Reactor Vessel Matl Surveillance Program for DC Cook, Unit 
I, Analysis of Capsule Y. " 

NORRIS, E. B. Southwest Research Institute. 84/01/31. 67pp. 

25806:082. 24X Fiche: 50-315, 84/07/20, 8407300157. 


8407300160 Application for amend to License DPR-23, revising Tech Specs 
for Cycle 10 operation. SAR, large break LQCA-ECCS analysis it 
proprietary Unit 2 radiological assessment of postulated 
accidents end. Proprietary repts withheld (ref 10CFR2, 790). 

CUTTER, A. B. Carolina Power it Light Co. NLS-84-325. 84/07/23. 

VARGA, S. A. Operating Reactors Branch 1. 12pp. 25806:153. 24X 

Fiche; 50-261 , 84/07/23, 8407300160. 


— 8407300172 XN-NF-83-72 R02 

Rev 2 to "HB Rob inson, Unit 2, Cycle 10 SAR. " 

STONE, I. Z. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
84/07/13. 37pp. 25806:217. 24X Fiche: 50-261, 84/07/23, 8407300160. 


— 8407300178 XN-NF-84-72 

"HB Rob inson, Unit 2, Large Break LOCA-ECCS Analysis W/ 

Increased Enthalpy Rise Factor. " 

TAHVILI,T. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
84/07/12. 75pp. 25806:253. 24X Fiche: 50-261, 84/07/23, 8407300160. 


8407300166 Forwards addl info to 840720 response to NRC 840717 request 
re TDI engine insp. Encl augmented maint/survei 1 lance program 
modified to add fuel oil piping sys insp. 

DALE, L. F. Mississippi Power it Light Co. AECM-S4/0386. 04/07/26. 

DENTON, H. R. Office of Nuclear Rearctor Regulation, Director. 24pp. 
25805:275. 24X Fiche : 50-416, 84/07/26, 8407300166. 


8407300180 Forwards Endorsement 129 to NELIA Policy NF-34 Endorsement 
63 to MAELU Policy MF-59. W/o Endorsement 63. 

ASHBURN, D. J. Marsh it McLennan, Inc. 84/07/23. SALTZMAN, J. 

Assistant Director for State it Licensee Relations. 2pp. 25807:344. 


8407300204 Forwards XN— NF-82— 25(NP ) (A) , "Generic Mechanical Design 
ReptiExxon 17x17 Fuel Assembly," per 830111 request. 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
JCC: 100: 84. 84/07/18. THOMAS, C. 0. Standard! zat ion it Special 

Projects Branch. Ip. 25802:178. 24X Fiche; 50-316, 84/07/18, 

8407300204. 
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— 8407300208 XN-NF-a2-25 ( NP ) ( A ) 

"Generic Mechanical Design Repti Exxon 17x17 Fuel Assembly." 

* Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 84/07/17. 

147pp. 25802:179. 24X Fi che: 50-316, 84/07/18, 8407300204. 


8407300214 Forwards req.uest for addl info resulting from 840622 meeting 
re TDI Diesel Generator Owners Group repts covering 
crankshaft, cylinder heads & connecting rods. 

BERLINGER, C. H. Division of Licensing. 84/07/23. GEORGE, J. B. TDI 
(Transamer ica Delaval, Inc. ) Owners Group. 10pp. 25316:305. 24X 

Fiche: 50-000, 84/07/23, 8407300214. 


8407300252 Application for amend to License NPF-3, revis ing Tech Specs 
to include Cycle 5 reload, per end BAW-1827, "Davis-Besse 
Nuclear Power Station, Unit 1, Cycle 5 - Reload Rept. " Safety 
evaluation significant hazards consideration also end. 

CROUSE, R. P. Toledo Edison Co, 1062. 84/07/20. STOLZ, J. F. 

Operating Reactors Branch 4. Spp. 25802:093. 24X 

Fiche: 50-346, 84/07/20, 8407300252. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8404300193 Forwards draft "Barrier Matls Test Plan, " for review 8< 
comment. Meeting scheduled for 840508-09 to discuss 
background info technical review comments. 

OLSON, O.L, Energy, Dept. of. 00768. 84/03/30. WRIGHT, R.J. 

Repository Projects Branch (Post 831001). Ip. 24252:164. 


— 8404300195 Draft "Barrier Matls Test Plan. " Nine oversize drawings 
enc 1. Aperture cards are available in PDR. 

* Rockwell International Corp. 84/03/05. 200pp. 24252:165. 


8406210449 Discusses plans to provide early May draft environ 
assessments for all salt sites, Early drafts do not represent 
contractor, subcontractor or DOE early position. 

NEFF, J. 0. Energy, Dept, of. 558. 84/05/25. LINEHAN. J. J. 

Repository Projects Branch (Post 831001). 2pp. 25488:076. 


— 8407300258 BAW-1S27 

"Davis-Besse Nuclear Power Station, Unit 1, Cycle 5 - Reload 
Rept. " 

* Babcock & Wilcox Co. 84/04/30. 77pp. 25802: 101. 24X 

Fiche: 50-346, 84/07/20, 8407300252. 


8407300271 Forwards response to NRC questions re Rev 3 to BAW 10092, 
"Craft-2" & BAW 10154, "B&W Small Break LOCA Evaluation 
Model," submitted on behalf of B&W Owners Group, as response 
to NUREG-0565 & NUREG-0737, Sec ti on II.K. 3. 30. 

TAYLOR, J. H. Babcock & Wilcox Co. 84/07/25. THOMAS, C. 0. 

Standar di ration t* Special Projects Branch. 46pp. 25803:024. 


8407300301 Forwards Rev 1 to "Emergency Diesel Generator Rocker Arm 
Capscrew Stress Analysis," prepared for TDI Diesel 
Generator Owners Group. 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 
00TP-129-N-27. 84/07/24. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 25802:061. 24X Fi c h e : 50-000, 84/07/24, 

8407300301. 


— 8407050037 Third draft of Chapter 3 to "Cypress Creek Dome Environ 
Assessment. " 


♦ Energy, Dept. 

of. 84/04/20. 

1034pp. 

25488: 078. 

— 8407050038 Draft 3 

of Chapter 3 to 

"Lavender Canyon Environ 

Assessment. " 




* Energy, Dept. 

of. 84/04/20. 

S97pp. i 

25491: 032. 

— 8407050043 Draft 3 

of Chapter 3 to 

"Swisher 

County Site Environ 

Assessment Rept. ’ 




•» Energy, Dept. 

of. 84/04/27. 

1213pp. 

25493: 209. 

— 8407050044 Draft 3 

of Chapter 3 to 

"Richton 

Dome Environ Assessment. 

* Energy, Dept, 

of, 84/04/13. 

1042pp. 

25496: 342. 


— 8407050053 Third draft of Chapter 3 to "Davis Canyon Environ 
Assessment. " 

« Energy. Dept, of. 84/04/20. 1,000pp. 25499:304. 


— 8407300307 Rev 1 to "Emergency Diesel Generator Rocker Arm Capscrew 
Stress Analysis. " 

* Stone & Webster Engineering Corp. 84/07/31. 29pp. 25802:063. 

24X Fiche: 50-000, 84/07/24, 8407300301. 


8407300322 Forwards request for addl info re AECC-2, “Radwaste Vol 
Reduction Sys. " Response by 840812 requested. 

THOMAS, C. 0. Standardization & Special Projects Branch. 84/07/23. 
GARCIA, R. Aerojet Energy Conversion Co. (subs, of General Tire it 
Rubber Co. >. 12pp. 25816:215. 


8407310169 Requests concurrence w/program to resume work on TDI 
designed & supplied electrical control panels it associated 
wiring. Program independent of const completion plan. 

QUAMME. D. L. Consumers Power Co. CSC-7S67. 84/06/21. HARR ISON, J. J. 

Region 3, Office of Director. 3pp. 25834:360 . 24X 

Fiche: 50-329, 84/06/21, 8407310169. 


— 8407050059 Draft 3 of Chapter 3 to 
* Energy, Dept. of. 84/04/13. 


"Vacherie Environ Assessment. " * 
1060pp. 25502:224. 


— 8407050063 Draft 3 of Chapter 3 to "Deaf Smith County Site Environ 
Assessment Rept. *' 

* Energy, Dept. of. 84/04/27. 1222pp. 25505:204, 


8406250330 Package of two comments opposing petition for rulemaking re 
DOE general guidelines for recommendation of sites for 
nuclear waste repositories. 

FINN, D. F. Mississippi, State of. 49FR9650. 84/06/21, 

Commissioners. 9pp. 25118:348. 


8407020020 Transcript of 840622 public meeting in Washing ton , DC re 
discussion «< possible vote on Commission concurrence on DOE 
siting guide lines. Pp 1-169. Supporting documentation end. 

* Commissioners. 84/06/22. 194pp, 25273:313. 


8407310222 Discusses util conclusion re conformance of TDI diesel 
generators to reliability requirements of GDC 17. Diesel 
generators inspected at least once w/satisfactory results. 

DALE,L. F. Mississippi Power 8< Light Co. AECM-84/04i0. 84/07/28. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
25835: 132. 24X Fiche: 50-416, 84/07/28, 8407310222. 


8407310248 Comments on PNL Rept PNL-5161, dtd June 1984, re key engine 
component endurance testing, per 840611 meeting. Hot 
crankshaft deflection readings should be taken within 4 h 
after shutdown. s 

RAY, C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 

OOTP-114-N-26. 84/07/26. BERLINGER, C. H. Office of Nuclear Reactor ' 

Regulation, Director. 4pp. 25828:239. 24X Fiche : 50-000, 84/07/26, 

8407310248. 


8407310301 Forwards application for amend to License NPF-3f c hang ing 
Tech Specs to reflect end BAW-1827, "Davis-Besse Nuclear 
Power Station Unit 1, Cycle 5 - Reload Rept. " 

CROUSE. R.P. Toledo Edison Co, 1062. 84/07/20. STOLZ, J. F, 

Operating Reactors Branch 4. 2pp. 25831:299, 24X 

Fiche: 50-346, 84/07/20, 8407310301. 


8407310371 Forwards proprietary Rev 2 to XN-NF-84-21 (p), "DC Cook Unit 
2, Cycle 5 57. Steam Generator Tube Plugging Limiting Break 
LOCA/ECCS Analysis," per American Electric Power Svc Co 
request. Rept withheld (ref 10CFR2. 790). 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 
JCC:106:84. 84/07/27. DENTON, H.R. Office of Nuclear Reactor 

Regulation, Director. Ip. 25831:176. 24X Fiche: 50-316, 84/07/27, 

8407310371. 


8407030351 Comments on petition for rulemaking re DOE guidelines for 
recommendation of sites for nuclear waste repositories. 

Requests more time for input into crucial decisionmaking 
process. 

PATAWA, E. H. Confederated Tribes of Umatilla Indian Reservation. 
49pf:;{9^30. 84/06/22. Office of the Secretary of the Commission. 

2pp. 25272:255. 


8407030494 Advises that review of Salt Lake City remedial action plan 
will be complete by 840620, even w/DOE failure to submit 
detailed supporting calculations until later than rept. 

Calculations must be submitted 6 wks allowed for review. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/06/06. MARLEY, J. A. Energy, Dept. of. Ip. 25409:361. 


8407030495 Requests listed state-orig inated documents to aid in 
analysis of DOE environ assessment for Nevada site. 

RUSSELL, C.F. Policy «« Program Control Branch (Post 831001). 293. 

94/06/13. JOHNSON, C, A. Nevada, State of. Ip. 25409:349. 

8407050364 Summary of Nuclear Waste Advisory Council 840518 meeting in 
Lacey, WA re BWIP. 

a Washington, State of. 851. 84/05/18. Washington, State of. 

6pp. 25432:001. 

8407050381 Offers no comments on NUPAC topical rept. Returns rept. W/o 
end. 

COBB, L. I. Safeguards S« Materials Program Branch. 84/06/04. 

OREEVES, J. T. Engineering Branch (Post 831001). Ip, 25431:360. 
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8407050420 Foriuards Rev 1 to nonproprietary STD-R-05-007i "Cement 
Solidified Wastes to Meet Stability Requirements of 
10CFR61. '• 

LEDUCi R. J. Wes tingfiouse Hittman Nucleari Inc. WHNI-E-787. 

84/06/20. PERSON/ L. S. Low-Level Waste & Uranium Recovery Projects 
Branch. 3pp. 25432:018. 


—8407050425 STD-R-05-005 ROl 

Rev 1 to "Cement Solidified Wastes to Meet Stability 
Requirements of 10CFR61. " 

* Westinghouse Hittman Nuclear/ Inc. 84/06/30. 4pp. 25432:021. 


8407050456 Summary of Nuclear Waste Board 840518 meeting in Lacey. WA re 
BWIP. 

BISHOP/W. A. / STEVENS/D. Washington, State of. 850. 84/05/18. 

Washington. State of. 9pp. 25431:345. 


8407050459 Forwards comments & questions from review of "Review Draft. 
Remedial Action Plan & Site Conceptual Design for 
Stab i li zati on of Inactive U Mill Tailings Site at Salt Lake 
City. UT. " 

OILLEN.D.M. . SMYKOWSKI.S. Engineering Branch (Post 831001 ) . 

84/06/14. PENNIFILL. R. Low-Level Waste St Uranium Recovery Projects 
Branch. 3pp. 25431:341. 


8407060063 Requests Eh St pH data for final conditions of U 
concentration data reported in "Sorption Behavior of 
Columbia River Basalts. " 

WRIOHT. R. J. Repository Projects Branch (Post 831001). 852. 

84/06/05. OLSEN. O.L. Energy. Dept. of. Ip. 25434:362. 


8407060066 Forwards (Jolder Assoc 840419 Itr rept. "BWIP Hydrogeology. " 
RUSSELL. C.F. Policy St Program Control Branch (Post B31001>. 854. 

84/06/08. BREWER. W. A. Washington. State of. Ip. 25441:352. 


— 8407060069 "BWIP Hydrogeology. " Ltr Rept 77. 

ROWE. J. Golder Associates. NRC-02-82-045. 84/04/19. GORDON. M. 

Division of Waste Management. 6pp. 25441:353. 


0407060071 Proposes new schedule for oft-postponed DOE/NRC environ 
assessment data meetings. NRC must review existing data St 
plans to generate data to resolve potential licensing 
issues. W/o end. 

COPLAN. S. M. Repository Projects Branch (Post 831001). 292. 

84/06/07. VIETH/D. L. Energy. Dept. of. 3pp. 25434:357. 


8407060154 Forwards "Environ Assessment of Remedial Action at Shiprock 
U Mill Tailings Site. Shiprock. NM. Uols 1 & 2. " for comment. 

MQRLEY. J. A. Energy. Dept. of. 84/06/28. Energy, Dept. of. Ip. 
25433:001. 


—8407060155 DOE/EA-0232 

“Environ Assessment of Remedial Action at Shiprock U Mill 
Tailings Site, Sh iproc k, NM. Vols 1 S< 2. " 

* Energy, Dept, of, 84/05/31. 487pp. 25433:002. 


8407060286 Trip rept of attendance at 840515-16 meetings to discuss St 
review ONWX geochemistry program for salt sites in 
Columbus, OH, 

KELLY, W.R. Geotechnical Branch (Post 831001). 571. 84/06/05. 

STARMER,R.J. Geotechnical Branch (Post 831001). 2pp. 25434:234. 


8407060290 Forwards conclusions of review of hydrogeologic St 
geochemical assessments contained in remedial action FES. 

KNAPP, M.R, Geotechnical Branch (Post 831001). 84/06/01. 

HIGGINBOTHAM, L. Low-Level Waste St Uranium Recovery Projects Branch. 
9pp. 25434:225. 


8407060294 Staff requirements memo re 840622 discuss ion/p oss i ble vote 
in Wash ing ton, DC on concurrence in DOE siting guidelines for 


8407060345 Submits revised geochemistry workshop agenda as result of 
840625 conference call w/NRC S< LASL. Ack of rev requested. 

VIETH, D.L. Energy, Dept. of. 291. 84/06/26. COPLAN, S. M. 

Repository Projects Branch (Post 831001). 5pp. 25434:166. 


8407060355 Forwards agenda for 840710-12 geochemistry workshop at LASL. 
Discussion of EQ3/6 computer model St geochemistry 
experiments planned for exploratory shaft also included. 

VIETH. D.L. Energy. Dept. of. 290. 84/06/20. COPLAN, S. M. 

Repository Projects Branch (Post 831001). 6pp. 25434:154. 


8407100022 Forwards Vols I, II & III of WMO 102-NP-A, "RADMAN - Computer 
Code to Classify & Document Packaged Low Level Waste in 
Accordance W/10CFR61 Regulations," final version. Vols II St 
III withheld. 

TUITE. P.T. Waste Management, Inc. 84/05/25. JOHNSON. T. NRC - No 
Detailed Affiliation Given. Ip. 25534:117. 


—8407100024 WMG 102-NP-A VOl 

Vol 1 to, "RADMAN - Computer Code to Classify St Document 
Packaged Low Level Waste in Accordance w/10CFR61 
Regulations. “ 

* Waste Management, Inc. 83/05/31. S2pp. 25534:118. 


8407100049 Forwards addl instruction on detection monitoring programs, 
per 840109 memo re implementation of new EPA mill tailings 
regulations. 

BROWNING, R. E. Division of Waste Management. 84/06/07. COLLINS, J. T. 
Region 4, Office of Director. 5pp. 25513:355. 


8407110369 Forwards "Plan for Edgemont Interim Storage Activities, " 
providing interim stabilization procedures. 

ROBERTS, W. A. Energy, Dept. of. 84/06/27. FLORY, C. Low-Level Waste 
St Uranium Recovery Projects Branch. Ip. 25548: 147. 


— 8407110378 "Plan for Edgemont Interim Storage Activities, “ 
* Energy, Dept. of. 84/06/27. 9pp. 25548:148. 


8407110386 Forwards detailed description of Apr 1984 site activities. 
MORLEY, J. A. Energy, Dept. of. 84/06/21. MARTIN, D. Low-Level Waste 
St Uranium Recovery Projects Branch. 6pp. 25548:141. 


8407110457 Ack receipt of Topical Rept STD-R-05-006, "Cement 
Solidification Wastes to Meet Stability Requirements of 
10CFR61, " transmitted on 840410. Schedule for review end. 
JOHNSON, T.C. Engineering Branch (Post 831001 ) . 34/06/12. 

LEDUC,R.U. Whittaker Corp. 2pp. 25548:017. 


8407110458 Informs of availability of in-house series of groundwater 
modeling programs to Ofc of Waste Mgt personnel w/access to 
MV-8000 minicomputer. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). 84/06/11. 

KNAPP, M.R. Geotechnical Branch (Post 831001). Ip. 25547:357. 


8407110502 Ack receipt of Topical Rept USG-6S4-1, "Envirostone Gypsum 
Cement." Review schedule end. 

TIKTINSKY, D. H. Engineering Branch (Post 831001). 84/06/28. 

LANGE, R.G. U. S. Gypsum Co. 2pp. 25547:283. 


8407110521 Forwards Vols 1 S: 2 to "Environ Assessment of Remedial 
Action at Shiprock U Mill Tailings Site, Sh iproc k, NM. " 

MORLEY, J. A. Energy, Dept. of. 84/06/22. MARTIN. D. Uranium 
Recovery Licensing Branch. 19pp. 25553:018. 


8407110522 Trip rept of participation in Fourth Natl Symposium & 
Exposition on Aquifier Resstoration & Groundwater Monitoring 
on 840522 in Columbus. OH. 

WEBER. M.F. Geotechnical Branch (Post 831001). 84/06/15. KNAPP, M. R. 

Geotechnical Branch (Post 831001). 8pp. 25547:233. 


3407110531 Discusses review of "Environ Assessment (EA) of Remedial 
Action at Shiprock U Mill Tailings Site, Shiprock, NM. " 

Publication recommended. Cone ern re groundwater contaminat i on 
& usage raised. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/06/22. BAUBLITZ. J. E. Energy, Dept. of. 2pp. 25547:231. 
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— S407110564 Requests Topical Rept USG-634~1» "Envirostone Gypsum 
Cement" submitted by US Gypsum Co be certified as 
proprietary (ref 10CFR2. 790) . Determinat ion requested prior 
to 040727. W/o end. 

BARRETT. L.H. Engineering Branch (Post 831001 ) . 84/06/29. 

GRELLA. A. W. Director's Office. Office of Inspection and 
Enforcement. GAMMILL. W. Meteorology & Effluent Treatment Branch. 
Ip. 25547: 163. 


8407110569 Submits schedule of site visits for review of DOE UMTRAP 
products. per 840618 telcon. Provis ion for access to sites 
w/owners prior to arrival requested. 

WEBER. M.F. Geotechnical Branch (Post 831001). 84/06/19. 

THEMELIS. U. Energy. Dept. of. Ip. 25545:360. 


8407110582 Concurs, u/1 isted reservat ions, in decision to publish FES re 
remedial action for abandoned vitro tailings in South Salt 
Lake.UT in present form. 

HIGGINBOTHAM. L. Low-Level Waste 5c Uranium Recovery Projects Branch. 
84/06/12. BAUBLITZ. J. E. Energy. Dept. of. 10pp. 25545:348, 


8407110598 Discusses review of DOE responses to NRC comments on 
Shiprock draft environ assessment, 

PENNIFILL. R. A. Low-Level Waste 5< Uranium Recovery Projects Branch. 
84/06/21. HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery 
Projects Branch. 3pp. 25543:353. 


8407110614 Revised draft procedures. including SHP-01 re earthwork 
vols. SHP-02 re radon barrier thickness 5. SHP-03 re site 
drainage during Sc after const. 

Jacobs Engineering Group. Inc. 83/12/31, 289pp, 25543:052. 


8407110622 Requests comments on US Gypsum Co topical rept entitled. 
"Envirostone Gypsum Cement. " by 840813. 

BARRETT. L, Engineering Branch (Post 831001). 84/06/29. CONTI, E.F. 

Waste Management Branch (post 840429), Ip. 25543:342. 


8407110626 Trip rept re review of State of CO U mill licensing program 
for compatibility w/NRC U mill licensing program 
requirements. 

SOLLENBERGER. D. Low-Level Waste Sc Uranium Recovery Projects Branch. 
84/06/18. HIGGINBOTHAM. L. Low-Level Waste 5< Uranium Recovery 
Projects Branch. Ip. 25543:341. 


8407120006 Trip rept of attendance at 840429 environ monitoring 
workshop in Durango. CO 5< site visits to UMTRAP site.Bodo 
Canyon Area E Sc Long Hollow. 

WEBER. M.F. Geotechnical Branch (Post 831001). 84/06/14. KNAPP. M. R. 

Geotechnical Branch (Post 831001). 161pp. 25573:151. 


8407120158 Submits ORNL contribution to mobile scanning van ©valuation 
task force. Efforts to identify buried deposits of known 
extent/activity unsuccessful. 

LITTLE. C. A. Oak Ridge National Laboratory. 84/06/11. WHITE. M.O. 
Energy. Dept. of. 4pp. 25556:160. 


8407120212 Forwards draft minutes of 840618 meeting re status of NRC 
review of DOE draft. "Mission Plan for Civilian Radwaste 
Mgt Program." Changes will be incorporated prior to 
finalizing minutes. 

DAVIS. J.G. Office of Nuclear Material Safety Sc Safeguards. Director. 
84/06/28. RUSCHE. B. C. Energy. Dept. of. 4pp. 25573:313. 


8407120217 "Summary of Comments on RH0-BW-ST-19P Presented at DOE/NRC 
Status Workshops on BWIP Geology on 840314. " 

JUSTUS, P. NRC - No Detailed Affiliation Given. 00871. 84/03/14. 

6pp. 25572:319. 


8407120298 Forwards US Gypsum Co topical rept. "Envirostone Gypsum 
Cement. " for review. Comments requested by 840817 in order 
to meet schedule. W/o end. 

BARRETT, L. Engineering Branch (Post 831001). 84/06/29. COBB, L. I. 

Safeguards 5c Mateirials Program Branch. Ip. 25558:026. 


8407120357 Forwards comments from review of May 1984 draft "Remedial 
Action Plan %>. Site Conceptual Design for Stabilization of 
Inactive U Mill Tailings Site at Salt Lake City, UT. " 

KNAPP. M.R. Geotechnical Branch (Post 031001). 84/06/28. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
7pp. 25558:007. 


8407120363 Forwards revised Page 1-5 for executive summary . Change made 
due to implication that NRC did not give attention to 
integrity of NRC regulatory program. 

BELL. M. J. Division of Waste Management, 84/06/21. Division of 
Waste Management. 3pp. 25558:001, 


8407120407 Forwards questions Sc comments re review of surface water 
hy dr o 1 og y I eros ion 5c long-term stabilization aspects of draft 
remedial action plan for Salt Lake City/Clive site. 

JOHNSON. T, L. Geotechnical Branch (Post 831001), 84/06/14. 

PENNIFILL, R. Low-Level Waste 8c Uranium Recovery Projects Branch. 
4pp. 25557:336. 


8407120408 Summary of 840514-16 spring meetings of American Geophysical 
Union in Cincinnati, OH. Outline of paper re waste repository 
problems abstracts end. 

CODELL.R. Geotechnical Branch (Post 831001). 84/06/18. KNAPP, M. R. 

Geotechnical Branch (Post 831001). 41pp. 25558:091. 


8407120446 Forwards items requested at 840612-13 BWIP Hydrology 
Workshop, including NRC/DOE 831104,840302.09,0406 8c 0525 
Itrs 5< NRC 840111 Itr transmitting site technical position 
on hydrologic testing strategy. W/o ends. 

RUSSELL, C.F. Policy 5c Program Control Branch (Post 831001). 00862. 
84/06/27. TOUSLEY.D.R. Yakima Indian Nation. TOUSLE Y, D. R. Harmon 
«c Weiss. Ip. 25555:325. 


— 8407120451 Forwards items requested at 840612-13 BWIP Hydrology 
Workshop, including NRC/DOE 831104,840302.09,0406 8< 0525 
Itrs 5c NRC B40111 Itr transmitting site technical position 
on hydrologic testing strategy. W/o ends. 

RUSSELL. C. F. Policy 5c Program Control Branch (Post 831001). 
84/06/27. NGUYEN. V.V. Affiliation Not Assigned. 2pp. 25555:326. 


8407120464 Advises of completion of review of May 1984 draft. "Remedial 
Action Plan 5c Site Conceptual Design for Stab i 1 i zation of 
Inactive U Mill Tailings Site at Salt Lake City.UT" & 
forwards comments. 

HIGGINBOTHAM, L. Low-Level Waste 5c Uranium Recovery Projects Branch. 
84/06/27. MORLEY. J. A. Energy. Dept. of. 10pp. 25558:323. 


8407120465 Extends invitation to visit reservation on 840711 to provide 
briefing re description & overview of NRC responsibilities 
in BWIP, role tribe plays in activities 8c possibility of 
compiling library of documents on process. 

PATAWA. E. H. Confederated Tribes of Umatilla Indian Reservation. 

00863. 84/06/08. RUSSELL. C.F. Division of Waste Management. Ip. 

25558: 322. 


8407120468 Forwards "Executive Summary: High Level Waste Oversight 
Committee Rept. " Recommendations requested by 840715. 

Establishment of accountability sys recommended. NMSS user 
Itr to RES identifying work supported requested. 

BROWNING. R. E. Division of Waste Management. 84/06/29. MILLER, H. 
Repository Projects Branch (Post 831001). KNAPP. M. Geotechnical 
Branch (Post 831001). BARRETT. L. Engineering Branch (Post 831001), 
Ip. 25559:058. 


— 8407120469 "Executive Summary:High Level Waste Oversight Committee 
Rept. " 

* NRC - No Detailed Affiliation Given. 84/06/29. 53pp. 

25559: 059. 


8407120478 Forwards Umatilla Indian Nation request for briefing re 
provision of 10CFR60, Subpart C 5( transportation of high 
level waste. W/o end. 

BUNTING, J. NRC “ No Detailed Affiliation Given. 00873. 84/06/25. 

DAVIS. J. NRC - No Detailed Affiliation Given, Ip. 25558:341. 


8407120484 Notifies of 840622 slide presentation re 840429-0504 trip 
to Durango, CO to prepare branches for visit to Durango 
UMTRAP site 8< alternate sites. 

WEBER. M.F. Geotechnical Branch (Post 831001). 84/06/19. 

KNAPP.. M.R., JOHNSON, T. Geotechnical Branch (Post 831001). 

GILLEN. D. Engineering Branch (Post 831<X)1}. Ip. 25558:358. 


8407120556 Agenda for State of WA Radioactive Waste Advisory Council 
840618 regular meeting in Lacey. WA. 

* Washington. State of, 00864. 84/06/18. Washington, State of. 

3pp. 2 5558:319. 


8407120559 Forwards records of telcons w/NRC personnel re site 
technical position on geologic stability issues Sk 
assessment of Pasco Basin. 

ASH. E, B. Rockwell International Corp. 00874. 84/06/29. OLSON, 0. L. 

Energy, Dept. of. 4pp. 25558:315. 


8407120564 Accepts 840608 invitation to visit Umatilla Indian 
Reservation it provide basic briefing re NRC role 8c 
responsibilities for disposal of high level waste, 

BROWNING, R. E. Division of Waste Management. 00872. 84/06/22. 
PATAWA, E. H. Confederated Tribes of Umatilla Indian Reservation. Ip. 

25558: 312. 
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8407120566 Forwards H Shsaly oF State of SC 840622 Itr approving 
continued use of Westinghouse-Hittman Nucleari Inc 
sol i d if i cation media at Barnwell site contingent upon NRC 
review & approval. 

NUSSBAUMER* D. A. Assistant Director for State Agreements Programs. 
84/07/05. HIGGINBOTHAM* L. Low Level Waste Licensing Branch. Ip. 
25558: 310. 


— 8407120572 Informs of review of Westinghouse-Hittman Nuclear, Inc 
topical rept, "Cement Solidified Wastes to Meet Stability 
Req,uir ements of 10CFR61. " Continued use of media for 
solidification of waste approved. 

SHEALY, H. G. South Carolina, State of. 84/06/22. SCHNEIDER, K. 
Assistant Director for State Agreements Programs. Ip. 25558:311. 


8407120600 Comments on review of BWIP response to Golder & USGS 
geochemical concerns re Site Character! lation Repts 
SD-BWI-DIC-002 «< SD-BWI-DIC-003. Both documents relatable to 
NRC issues. 

BROOKS, D. J. Geotechnical Branch <Post 831001). 00870. 84/06/15. 

WRIGHT, R.J. Repository Projects Branch (Post 831001). Ip. 

25558: 177. 


— 8407120604 Requests review of State of WA comments re Site 
Character! lation Rept SD-BWI-DIC-003. 

REHFELDT, W. R. NRC - No Detailed Affiliation Given. 17552. 
84/06/05. GREEVES, J. T. , JOHNSON, T. C. , NATARRAJA, M. S. NRC - No 
Detailed Affiliation Given. Ip. 25558:178. 


— 8407120612 Requests review of BWIP responses to USGS concerns re Site 
Characterization Rept SD-BWI-DIC-002 w/respect to App C it 
NUREG-0960. 

REHFELDT, W. R. NRC - No Detailed Affiliation Given. 84/06/05. 
GREEVES, J. T. . JOHNSON, T. C. , NATARAJA. M. S. NRC - No Detailed 
Affiliation Given. Ip. 25558:179. 


8407130362 Forwards documents for addition to BWIP accession list. 
* Rockwell International Corp. 00867. 84/06/19. Rockwell 

International Corp. 51pp. 25581:290. 


8407130366 Forwards "BWIP Presentation to NRC on BWIP Hydrologic 
Character! zation Plans/Status, " from 840612-13 hydrology 
workshop. 

OLSON, O.L. Energy, Dept. of. 00859. 84/06/27. WRIGHT, R. J. 

Repository Projects Branch (Post 831001). Ip. 25578:292. 


—8407130369 "BWIP Presentation to NRC on BWIP Hydrologic 
Character! zation Plans/Status. " 

* Energy, Dept. of. 84/06/12. 156pp. 25578:293. 


8407130417 Designates J Arthur as project contact w/NRC to coordinate 
scheduling for EIS & remedial action plan review, DOE/NRC 
MOU, NRC planned site visits & project licensing/maint 
St surveillance, 

MORLEY, J. A. Energy, Dept. of. 84/06/29. HIGGINBOTHAM, L. Division 
of Waste Management. Ip. 25575:350. 


8407160245 Forwards interim guidance for conducting workshops & data 
review meetings w/NRC. Requests comments & recommendations as 
result of actual use of Interim guidance. 

VIETH, D. L. Energy, Dept, of. 00297. 84/06/06. PRESTHOLT, P. T. NRC 

- No Detailed Affiliation Given. 12pp, 25625:056. 


8407160258 Responds to L Peters request re proposed study of Salton 
Sea geothermal field as near-field natural analog of 
radwaste repository . Detai led comments end. 

GREEVES.J.T, Engineering Branch (Post 831001). 00589. 34/06/20. 

MILLER, H. J. Repository Projects Branch (Post 831001). 6pp. 

25625: 030. 


8407160262 Confirms 840702 telcon w/R Hopkins re NRC concurrence on 
selection of remedial action for vicinity properties. 

840701, all radiological & engineering assessments 
\t to NRC Sc DOE concurrently. 


— 8407160292 Forwards AD Kelmers Ltr Rept L-290-6, "Request for Tuff 
S< Groundwater Matls from Yucca Mountain. " Assistance in 
obtaining site samples for evaluation of radionuclide 
sorption S< solubility info requested. 

WHATLEY, S.K. Oak Ridge National Laboratory. 84/05/22. 

STARMER,R. J. Geotechnical Branch (Post 831001). 3pp. 25625:003. 


8407160273 Forwards agenda for 840614 Sc 15 briefings for Salt 
Respository Project on NRC codes, models, data S; documents 
on performance assessment. 

NEFF, J. 0. Energy, Dept. of. 00584. 84/06/08. BOH.INGER, L. H. 

Louisiana, State of. 2pp. 25624:361. 


8407160289 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng i neers, Inc , to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF, J. 0. Energy, Dept, of. 00579. 84/06/19. CHRISTOFFERSON 

Utah, State of. 2pp. 25624:350. 


— 8407160294 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng ineers, Inc , to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF, J. 0. Energy, Dept. of. 84/06/19. FRISHMAN, S. Texas, State 
of. 2pp. 25624:352. 


— 8407160297 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Eng ineers, Inc , to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF. J. 0. Energy, Dept. of. 84/06/19. BDHLINGER, L. H. Louisiana, 
State of. 2pp. 25624: 354. 


— 8407160299 Forwards summary of 840523 meeting w/DOE re ascertaining 
usefulness of security plans from spent fuel storage 
facilities for Fluor Engineers, Inc, to fulfill obligations to 
DOE concerning repository conceptual design. 

NEFF, J. 0. Energy, Dept. of. 84/06/19. FORSYTHE, R. Mississippi, 
State of. 2pp. 25624: 356. 


8407160296 Submits Salt Repository Project rept for wk of 840625. 
VERMA,T. R. NRC - No Detailed Affiliation Given. 00306. 84/07/02. 

BROWNING, R. E. NRC - No Detailed Affiliation Given. Ip. 25624; 349. 


8407160316 Submits notice of upcoming meetings as result of 830719-20 
meetings. Notice updated weekly to reflect any changes. 

TAYLOR, T.J. Energy, Dept. of. 00580. 84/06/22. LINEHAN, J. NRC- 

No Detailed Affiliation Given. CHRISTOFFERSON Utah, State of. 
FRISHMAN, S. Texas, State of. 2pp. 25607:361. 


8407160317 Submits Salt Repository Project site rept for wk of 84061B. 
VERMA. T, R. NRC - No Detailed Affiliation Given. 00305. 84/06/28. 

BROWNING, R. E. Division of Waste Management. Ip. 25624:348. 


8407160318 Forwards product description sheets as addendum to rev to 
catalog it procedures for requesting unanalyzed Sc processed 
data/info from repository project in Columbus, OH. 

TAYLOR, T.J. Energy, Dept. of. 00588. 84/07/03. Affiliation Not 

Assigned. 16pp. 25624:332. 


8407160326 Informs that preliminary drafts of environ assessments on 
salt sites under consideration as high level waste 
repository locations not available. Documents should be 
obtained promptly to avoid future delays in reviewing EIS. 

JOHNSON, T.C. Engineering Branch (Post 831001). 00587. 04/06/27. 

JOHNSON, R.L. Repository Projects Branch (Post 831001). Ip. 

25607; 353. 


8407160328 Forwards pump test data Sc analysis from Clive, UT U mill 
tailings disposal site & M Knapp 840628 memo re review Sc 
comment on hydrogeologic characterization. 

FORD,W. H. Geotechnical Branch (Post 831001). 84/07/09. 

Geotechnical Branch (Post 831001). 77pp. 25607:269. 


8407170007 Notification of 840724 meeting w/NRC S< DOE contractor 
personnel to discuss expectations on format, content Sc level 
of detail in SCP. 

COOLEY, C.R. Energy, Dept. of. 00577. 84/06/26. BAILLIEUL, T. . 

BLANCHARD, M. , MECCA, J. Energy, Dept. of. 3pp. 25650:351. 
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8407170044 ForujarDls draft radiological & engineering assessments for 
four vicinity properties in Grand June t ionj COi for NRC 
review & concurrence. 

TUCKER i M. K. Energy. Dept. of. 84/07/05. HIGGINBOTHAM. L. Louf~Level 
Waste & Uranium Recovery Projects Branch. Ip. 25632: 167. 


—8407170049 REAOIOOO; REA-5 DRFT 

Draft "Radiological & Engineering Assessment for Property 
GJ-OIOOO-RS. " W/two oversize figures. Aperture cards 
available in PDR. 

* Bendix Corp. 84/06/30. 31pp. 25632:168. 


8407170163 Acks receipt of matl on thrust faulting potential at RRL & 
agrees that DOE/Roc kiue 1 1 must update &>. backstop regional 
tectonic concepts. Comp i lation for State of WA in progress, 
including overlays & mapped faults. 

BREWER. B. Washington. State of. 858. 84/06/26. WESTBROOK. K. 

Division of Waste Management. 3pp. 25631:347. 


8407170166 Forwards Jacobs dewatering model for Vitro site in Salt Lake 
City. UT. 

FORD. W. H. Geotechnical Branch (Post 831001). 84/07/09. 

Geotechnical Branch <Post 831001). 40pp. 25632:294. 


—8407170052 REA00975: GJ-1-104/A 

Draft "Rad io 1 eg i cal Sc Engineering Assessment for 
Property Gi.?-COR /5--RS " 

Bendix Corp. 84/06/30. 33pp. 25632:200. 


8407170256 Submits Nevada Nuclear Waste Storage Investigations Project 
site rept for wks of 84061B Sc 25. Monthly rept for Apr end. 

PRESTHOLT. P. T. NRC - No Detailed Affiliation Given. 295. 84/06/29. 

BROWNING. R. E. Division of Waste Management. 2pp. 25649:125. 


—8407170058 REAQ77a7: REA-6 DRFT 

Draft "Radiological S< Engineering Assessment for Property 
GJ-07787-RS. " 

* Bendix Corp. 84/06/30. 28pp. 25632:233. 


—8407170062 REA42871 : REA-7/ JS DR 

Draft "Radiological 8c Engineering Assessment for Property 
0J-42871-RS. " 

Bendix Corp. 84/06/30. 33pp. 25632:261. 


— 8407170261 Notifies of proposed 840706 technical design review in 
Las Vegas. NV to review research ob j ec tives. ant ic i pate d 
hydrogeolog ic environs 8< proposed design of unsaturated zone 
installation Sc consider suggestions. 

LOUX.R. R. Nevada. State of. 84/06/18. COPLAN. S, Division of 
Waste Management. 18pp. 25649: 127. 


— 8407170267 "Nevada Nuclear Waste Storage Investigations Project Monthly 
Rept for Apr 1984. " 

* Energy, Dept. of. 84/04/30. 105pp. 25649:145. 


8407170066 Submits Nevada Nuclear Waste Storage Investigation site rept 
for wks of 840528 8c 0604. 

PRESTHOLT. P. T. NRC - No Detailed Affiliation Given. 00296. 

84/06/11. BROWNING, R. E. Division of Waste Management. 41pp. 

25649: 029. 


—8407170071 UC ID-20069 

"EQ3/6 Geochemical Modeling Task Plan for Nevada Nuclear 
Waste Storage Investigations. " 

ISHERWQOD, D. , WOLERY, T. Lawrence Livermore National Laboratory. 
84/04/10. 55pp. 25649:070. 


8407170293 Forwards "Design Criteria for Stabilization of Inactive 
U Mill Tailings Sites." 

MORLEY, J. A. Energy. Dept. of. 84/07/02. HIGGINBOTHAM, L. Low-Level 
Waste 8< Uranium Recovery Projects Branch. GROELSEMA. D. H. Energy, 
Dept. of. OEIDT. J. Environmental Protection Agency. 2pp. 

25629:282. 


—8407170297 UMTRA-DOE/AL-050424 

"Design Criteria for Stab i 1 i zat i on of Inactive U Mill 
Tailings Sites. “ 

MORLEY. J. A. Energy, Dept. of. 84/06/30, 64pp. 25629:284. 


8407170080 Submits Salt Repository Project site rept for wk of 840604. 
VERMA. T. R. NRC - No Detailed Affiliation Given. 00583. 84/06/08. 

BROWNING, R. E. Division of Waste Management. 21pp. 25650:001. 


8407170083 Notifies of State of CO, Dept of Health 840717 8< 18 meetings 
in Denver. CO to discuss status of DES. Prel iminary DES 
comments 8< proposed disposition of comments end for 
analysis St discussion. Revised DES schedule also end. 

MORLEY, J. A, Energy, Dept. of. 84/07/09. HIGGINBOTHAM, L. Low-Level 
Waste ii Uranium Recovery Projects Branch. 99pp. 25649:250. 


8407170085 Trip rept of 840514-18 salt hydrology data orientation visit 
to BMI in Columbus, OH. Meeting minutes 8; list of attendees 
end. 

COOKE, B. . ROSS, F. Geotechnical Branch (Post 831001). 00591. 

84/06/21, KNAPP. M. Geotechnical Branch (Post 831001). 23pp. 

25634: 227. 


8407170086 Extends invitation to attend State of NV 8c Desert Research 
Inst informal technical design review on 840706 in Las 
Vagas.NV to develop methodology of instrument emplacement to 
acquire records of unsaturated zone moisture migration. 

LOUX, R. R. Nevada, State of. 00298. 84/06/18. COPLAN, S. Office of 

Nuclear Material Safety 8< Safeguards, Director. Ip. 25634:226. 


8407170094 Forwards "Site Technical Position - Geologic Issues for Salt 
Repository Project Investigations," fulfilling operating 
plan Milestone 5314217. 11, Comments requested 840706. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 00586. 84/06/26. 

BROWNING, R. E. Division of Waste Management. Ip. 25634:210. 


8407170472 Notifies of upcoming meetings on 840626,0723,0801-02,20. 
0913,25-28 S'. 1126-29, per 830719-20 meeting. Notice will be 
updated weekly. 

TAYLOR, T. J. Energy, Dept. of. 574. 84/06/29. LINEHAN, J, NRC - No 

Detailed Affiliation Given. CHR ISTOFFERSON Utah, State of. 
FRISHMAN.S. Texas, State of. 2pp. 25627:293. 


8407170403 Suppls 840608 request for NRC visit to reservation on approx 
840711 to discuss Nuclear Waste Policy Act 8< revise siting 
guidelines. 

PATAWA, E. H. Confederated Tribes of Umatilla Indian Reservation. 

857, 84/06/22. RUSSELL, C. F. Division of Waste Management. Ip. 

25634: 160, 


8407170541 Discusses Nevada Nuclear Waste Site Investigations site rept 
for week of 840611. 

PRESTHOLT. P. T. Energy, Dept. of. 00299. 84/06/15. BROWNING, R, E. 

Division of Waste Management. 4pp. 25634:249. 


8407180140 Forwards final "Vicinity Properties Mgt & Implementation 
Manual. " 

MORLEY, J. A. Energy, Dept. of. 84/07/09. HIGGINBOTHAM. L. Low-Level 
Waste 8< Uranium Recovery Projects Branch. GROELSEMA, D. H. Energy, 
Dept. of. GEIDT, J. Environmental Protection Agency. 3pp. 

25683: 234. 


— 8407180143 Final "Vicinity Properties Mgt Zt. Implementation Manual. " 
W/one oversize flow chart. Aperture card available in PDR. 

♦ Energy, Dept. of. 84/06/30. 200pp. 25683:237. 


— 8407170099 "Site Technical Position - Geologic Issues for Salt 
Repository Project Investigations. " 

* Geotechnical Branch (Post 831001). 84/06/25. 15pp, 25634:211. 


8407170101 Trip rept of Salt Project Team 840423-0504 visit to Federal 
Republic of Germany & Belgium r# nuclear waste activities. 

* Energy, Dept. of. 00585. 84/06/12. Energy, Dept, of. 40pp. 

25634: 170. 


8407170138 Advises of seventh bimonthly meeting of salt states & NRC 
scheduled for 840801-02 in Columbus, OH to discuss 
transportation issues to present updates on mission plan, 
guidelines, environ assessments & land acquisition. 

TAYLOR. T.J. Energy, Dept. of. 576. 84/06/27. LINEHAN, J. J, 

Repository Projects Branch (Post 831001). 5pp. 25632:336. 


8407170142 Forwards summary of 840614-15 meetings re 1984 performance 
assessment briefing by NRC for DOE salt repository project 
of c, 

NEFF, J. 0. Energy, Dept. of. 573. 84/06/26. LINEHAN, J. J. 

Rapository Projects Branch (Post 831001). 51pp. 25634:302. 


8407190175 Comments on "Policy Questions on Role of Field Testing in 
Establishment of Radwaste Repository." Current geotechnical 
techniques may not provide info needed for reasonable 
assurance. Paper should be reviewed by geotechnical experts. 
BUNTING, J.Q. Policy St Program Control Branch (Post 831001). 
84/04/27. GREEVES,J.T. Engineering Branch (Post 831001). 3pp. 
25693: 295. 


8407190516 Discusses issues from 840612-13 meetings re BWIP hydrologic 
characterization. Assessment of strategy in progress. 

WRIGHT, R. J. Repository Projects Branch (Post 83X001). 00876. 

84/07/03. OLSON, O.L, Energy, Dept. of. 2pp. 25693:319. 


8407190520 Forwards "10CFR60 - Disposal of High Level Radwaste in 
Geologic Repositories: Amends to Licensing Procedures, 

SECY-84-263," proposed rulemaking. W/o end. 

MATTSON, D. R, Policy *t Program Control Branch (Post 831001). 00595. 

84/07/02. BAHLINGER, H. Louisiana, State of. ip. 25693:309. 
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8407190522 Foruards "10CFR60 - Disposal of High Level Radwaste in 
Oeologic Repositories: Amends to Licensing Procedures< 
SECY'-S4“263i “ proposed rulemaking. W/o end. 

RUSSELL. C.F. Division of Waste Management. 00877. 84/07/02. 

STEVENS, D. Washington, State of. Ip. 25693:308. 


8407200054 Forwards "Envirostone Gypsum Cement," topical rept submitted 
by US Gypsum Co. Div of Waste Mgt review of rept in progress. 

W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/07/05. KIRNER.N. P. Washington, State of. Dept, of Social & 

Health Services. Ip. 25697:360. 


8407200224 Discusses concerns resulting from 840625 visit w/DOE & State 
of UT to proposed Clive, UT site & proposed rip-rap source 
area re rock availability & PMP & PMF analyses. 

HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/07/12. MORLEY, vJ. A. Energy, Dept. of. 2pp. 25697:341. 


8407200271 Forwards description of WATEQF, geotechnical code for 
calculating chemical equilibrium of natural waters. 

KELLY, W.R. Geotechnical Branch (Post 831001). 84/07/09. KNAPP, M. R. 

Geotechnical Branch (Post 831001). 5pp. 25697:319, 


8407200273 Trip rept of attendance at 840625-27 25th US Symposium on 
Rock Mechanics in Evanston, IL. Agenda & list of attendees 
end. 

BUCKLEY, J.T. Engineering Branch (Post 831001). 84/07/05. 

NATARAJA. M. S. Engineering Branch (Post 831001). 20pp. 25697:299. 


8407200275 Trip rept of 840625-29 visits to Clive. Shiproc k, Durango ?« 
Lakeview UMTRAP si tes. Summary of major observations listed. 
PENNIFILL. R. A. Low-Level Waste & Uranium Recovery Projects Branch. 
84/07/11. HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery 
Projects Branch. 3pp. 25697:296. 


8407200278 Forwards final remedial action plan (RAP) response to 
840214 it 0313 comments on draft RAP it marked-up draft RAP. 

Environ assessment issued . Concurrence on RAP requested by 
840824. 

MORLEY, J. A. Energy. Dept. of. S4/07/13. TSO. H. Navajo Nation. 
Ip. 25697:293. 


8407200285 Submits Nevada Nuclear Waste Site Investigations rept for 
uk of 840702. Agenda & viewgraphs end. W/o end. 

PRESTHQLT, P. T. Energy, Dept. of. 84/07/07. BROWNING, R. E. Division 
of Waste Management. Ip. 25697:290. 


8407230001 Forwards US Gypsum Co topical rept, "Envirostone Gypsum 
Cement," for info Ik comment. NRC findings will be forwarded 
upon completion of review. W/o end. 

NUSSBAUMER, D. A. Assistant Director for State & Licensee Relations. 
84/07/05. SHEALY, H. South Carolina, State of. Ip. 25727:273. 


8407230078 Forwards "Site Exp loration. Design & Const Principles for 
Raduaste Repositories. " 

HART.R. D. ITASCA Consulting Group, Inc. 84/07/11. GREEVES, J. T. 
Engineering Branch (Post 831001). 18pp. 25727:287. 


8407230111 Comments on document re project specific agreement. Phrase, 
it as soon as made avaxlble to DOE, unacceptab le. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 84/06/18. 

MILLER, H.U. Repository Projects Branch (Post 831001). Ip. 

25727: 267. 


8407230114 Comments on review of modeling strategy document, per 840509 
req.ueBt. Title should be changed to dearly reflect document 
intent. 

KNAPP, M.R. Geotechnical Branch (Post 831001 ). 84/07/02. 

miller, H. J. Repository Projects Branch (Post 831001). 5pp. 

25727: 268, 


8407230201 Forwards revised draft "Site Technical Position on 
Repository Design Issues for Salt Repository Project 
Inves-tigations, " for review. Comments requested by 840713. 
BARRETT, L. Engineering Branch (Post 831001). 00594. 84/07/03. 

BROWNING. R. E. Division of Waste Management. Ip. 25727:001. 


—8407230212 Draft "Site Technical Position Repository Design Issues for 
Salt Repository Project Investigation. " 

# Division of Waste Management. 84/07/31. 35pp. 25727:096. 


8407230211 Discusses NRC plans to meet responsibility under Title I of 
U Mill Tailings Radiation Control Act of 1978, in lieu of 
draft MOU scheduled for 840125 yet not received. Meeting 
suggested. 

HIGGINBOTHAM. L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/07/02. BAUBLITZ, J. Energy, Dept. of. 7pp. 25727:089. 


8407230319 Confirms 840525 conversation re 840625-27 Cl ive. Sh iprock & 
Durango site visits. Representative requested. Agenda encl. 

PENNIFILL, R. A. Division of Waste Management. 84/06/06. 

THEMELIS, J. G. Energy. Dept. of. 2pp. 25726:208. 


8407230408 Ack receipt of new evaluation of seismicity for Clive site 
for inclusion in FES it to support remedial action program. 
Earthquake analysis should include fault zone on west flank 
or justify use of earthq.uake less than MCE. 

HIGGINBOTHAM. L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/07/11. MORLEY. U. A. Energy. Dept. of. 2pp. 25726:066. 


— 8407230410 Handwriten memo informing of review of revised FES Section 
H. 5. "Engineering Seismology-South Clive Site. " 

BLACKFORD, M. NRC - No Detailed Affiliation Given. 84/07/03. 

PENNIFILL. R. NRC - No Detailed Affiliation Given. Ip. 25726:068. 


8407240261 Comments on Commission final decision re DOE general 
guidelines for recommendation of sites for nuclear waste 
repositories. Corrects typographical error on Page 2 of 
840622 testimony before Commission. 

VILD, B. Rhode Island, State of. 49FR9650. 84/06/25. 

PALLADINO.N. J. Commissioners. 5pp. 25718:331. 


8407240410 Forwards Rev 0 to nonproprietary STD-R-05-008. “SG-95 

Solidified Boric Acid to Meet Stability Req.uirements of 
10CFR61. “ Affidavit in support of request to withhold 
proprietary rept encl. 

LEDUC.R. J. Westinghouse Hittman Nuclear, Inc. WHNI-E-788. 
84/06/26. HIGGINBOTHAM, L. NRC - No Detailed Affiliation Given. 
4pp. 25751:016. 


—8407240413 STD-R-05-O0S ROO 

Rev O to "SO-95 Solidified Boric Acid to Meet Stability 
Req,uir ements of 10CFR61. " 

* Westinghouse Hittman Nuclear, Inc. 84/06/30. 9pp. 25751:020. 


8407240420 Forwards "NUS Process Svcs Corp Topical Rept on 10CFR61 
Qualified Radwaste Forms. " Affidavit for withholding 
proprietary info encl. W/rept. 

POWELL, R. H. J. NUS Corp. PS-S3-0921. 84/06/27. JOHNSON. T. 

Engineering Branch (Post 831001). Ip. 25734:353. 


8407240430 Forwards proprietary "NUS Process Svcs Corp Topical Rept on 
Barrier 55 High Integrity Container, PS- TR-003. " Affidavit 
for withholding proprietary info encl. Rept withheld 
(ref 10CFR2. 790). 

HIPSHER.W. M. NUS Corp. PS-83-0918. 84/06/21. JOHNSON, T. 

Engineering Branch (Post 831001). 3pp. 25734:333. 


8407240433 Requests concurrence w/NUS interpretation of several aspects 
of 10CFR61. 56 re waste form stability requirements, including 
encapsulation of mechanical filters, chemical decontamination 
exchange resins Sc filter sludge. 

POWELL. R. H. J, NUS Corp. PS-83-0906. 84/06/18. HIGGINBOTHAM, L. 

Low-Level Waste & Uranium Recovery Projects Branch. 3pp. 25734:327. 


8407240468 Forwards nonproprietary Sc proprietary Rev 0 to STD-R-03-008. 
"Topical Rept for Hittman RADLOK High Integrity Containers = 
for review. Affidavit requesting proprietary info be 
withheld (ref 10CFR2. 790) encl. W/o proprietary rept. 

LEDUC.R. J. Westinghouse Hittman Nuclear. Inc. WHNI-E-789. 

84/06/28. HIGGINBOTHAM, L. Low Level Waste Licensing Branch. 3pp. 
25763: ,198. 


— 8407240484 STD-R-03-008 ROO 

Nonproprietary Rev 0 to "Topical Rept for Hittman RADLOK 
High Integrity Containers, " 

* Westinghouse Hittman Nuclear, Inc. 84/06/28. 275pp. 

25763: 202. 


8407240541 Forwards topical rept for review Sc acceptance for 
referencing in licensing actions. Rept describes required 
CYTRAC inputs, technical determinations Sc generated 
documents. 

SHULMAN. M. N. CYGNA Energy Services. 84/06/15. HIGGINBOTHAM, L. 
Low-Level Waste Sc Uranium Recovery Projects Branch. Ip. 25732:001. 


— 8407240546 "Topical Rept CYTRAC an Interactive Radwaste Mgt Tool. 
♦ CYGNA Energy Services. 84/06/15. 576pp. 25732:002. 


8407240567 Forwards nonproprietary version of "ENVIROSTONE Gypsum 
Cement 10CFR61 Compliance Testing Topical Rept. " Affidavit 
requesting proprietary version be withheld (ref 10CFR2. 790) 
also encl, per NRC request. 

LANGE, R.G. U. S. Gypsum Co. 84/06/19. HIGGINBOTHAM. L. Low Level 
Waste Licensing Branch. 6pp. 25734: 134, 
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—8407240575 USG-684-1NP 

"ENVIROSTONE Gypsum Cement 10CFR61 Compliance Testing 
Topical Rept. " 

RQSENSTIEL.T. U . BODETT, S. P. , LANGE, R. G. U. S. Gypsum Co. 
84/05/31. 91pp. 25734: 140. 


8407240576 Forwards telcon rept re BWIP geologic mapping status & 
tentative NRC plans for field checking available mapping. 

ASHtE. B. Rockwell Internati onal Corp. 00886. 84/07/09. OLSON, 0. L. 

Washington, State of. 2pp. 25734:265. 


8407240583 Forwards application submitted to State of WA, Dept of 
Social & Health Svcs for author! ration to use Barrier 55 
high integrity container at low level radwaste site. 

HIPSHER,W. M. NUS Corp. PS-83-0913. 84/06/18. JOHNSON, T. Division 

of Waste Management. 2pp. 25734:261. 


8407240596 Forwards, for review acceptance for referencing in 
licensing actions, top ical rept which describes Impell 
61TRAK & WASTETRAK computer programs. End withheld 
(ref 10CFR2. 790). 

VANCE,J.N. Impell Corp. 84/05/18. HIGGINBOTHAM, L. Low-Level Waste 
ti Uranium Recovery Projects Branch. Ip. 25751: 146. 


8407240601 WTSD-TME-030 DRFT 

Draft "Packing Emplacement Development Tests." 

MARKOWITZ, J. M. , LEROCH, M. J. Westinghouse Electric Corp. 00884. 
84/04/30. 114pp. 25751: 147. 


8407240612 Requests return of topical rept, "ENVIROSTONE Cement 
Encapsulation of Radioactive Filter Elements. " 

BURNUM, S. Pacific Nuclear Systems Jk Services, Inc. 84/05/21. 
JOHNSON, T. Low-Level Waste ic Uranium Recovery Projects Branch. Ip. 
25751:256. 


8407250008 Ack receipt of topical rept re Impell computer programs 
61TRAK & WASTETRAK. Review schedule will be prepared upon 
receipt of program listings. 

ROLES, G.W. Uranium Recovery Licensing Branch. 84/06/18. VANCE, J. N. 
Impel! Corp. Ip. 25755:342. 


8407250016 Forwards draft "ENVIROSTONE Gypsum Cement 10CFR61 
Compliance Testing," detailing test program & test results 
on waste streams solidified w/cement, for NRC approval. 

LANGE. R.O. U. S. Gypsum Co. 84/05/29. HIGGINBOTHAM, L. Low Level 
Waste Licensing Branch. 2pp. 25779:032. 


—8407250019 Draft "ENVIROSTONE Gypsum Cement 10CFR61 Compliance 
Testing. " 

ROSENSTIEL, T. L. . BODETT, S. P. , LANGE, R. G. U. S. Gypsum Co. 
84/05/31. 89pp. 25779:034. 


8407250070 Confirms 840613 telcon w/D Yazzie re 840626,0701,02 & 03 
visits to inactive mill tailings sites located in Navajo 
Nation. 

PENNIFILL, R. A. Low-Level Waste Uranium Recovery Projects Branch. 
84/06/19. LINKIN.L.A. Navajo Nation. Ip. 25755:237. 


8407250078 Forwards "High Integrity Containers," in support of request 
for approval of NUHIC-120 high integrity container for 
disposal at Hanford. Also seeks preliminary approval for 
NUHIC-55. W/o end. 

CHANDA, J. J. Affiliation Not Assigned. 84/06/26. JOHNSON, T. Low 
Level Waste Licensing Branch. Ip. 25755:236. 


8407250103 Rev 2 to MK-UMTRA-3. "Health Physics Monitoring Plan." 
W/840710 transmittal Itr. 

MEYER, H.R., SULLIVAN, S. Morrison-Knudsen Co. , Inc. 84/06/14. 
MARTIN, D. NRC - No Detailed Affiliation Given. 18pp. 25755:171. 


8407250115 Lists BWIP ofc upcoming events. 

COOK, F. R. NRC - No Detailed Affiliation Given. 00885. 84/06/27. 

BROWNING, R. E. Division of Waste Management. 2pp. 25755: 169. 


8407250139 Forwards "Dow Waste Solidification Process for Low Level 
Radwastes - Generic Waste Form Certification Results, ’* 
for review Jk acceptance for referencing in licensing 
actions. 

FILTER. H.E. Dow Chemical Co. 84/06/26. HIGGINBOTHAM. L. Low Level 
Waste Licensing Branch, Ip. 25755:239. 


—8407250147 DNS-RSS-200 

"Dow Waste Solidification Process for Low Level Radwastes - 
Generic Waste Form Certification Results. " 

Dow Chemical Co. 84/06/30. 70pp. 25755:240. 


8407250151 Proposes to revise procedure for concurring in vicinity 
property remedial act ions, effective 840701. As basis 
for future remedial action, copy of each property 
radiological & engineering assessment requested. 

HIGGINBOTHAM, L. Division of Waste Management. 84/06/18. 

MORLEY, J. A. Energy. Dept. of. 3pp. 25755:154. 


8407250196 Forwards "ENVIROSTONE Cement Encapsulation of Radioactive 
Filter Elements" in response to S40521 Itr. W/o end. 

HIGGINBOTHAM, L. Division of Waste Management. 84/06/07. BURNUM, S. 
Pacific Nuclear Systems !< Services, Inc. Ip. 25778:187. 


8407250225 Notification of 840712 meeting w/NRC 6 Mitsubishi in 
Bethesda.MD to discuss high integrity container design. 

JOHNSON, T.C. Engineering Branch (Post 831001). 84/07/02. 

BROWNING, R. E. Division of Waste Management. BARRETT, L. Engineering 
Branch (Post 831001). HIGGINBOTHAM, L. Low-Level Waste !< Uranium 
Recovery Projects Branch. 2pp. 25778: 151. 


8407250262 Requests that end computer program listings for WASTETRAK 
Jk 61TRAK be treated as proprietary. W/o end. 

VANCE, J.N. Impell Corp. 84/07/13. HIGGINBOTHAM, L. Low-Level Waste 
8< Uranium Recovery Projects Branch, Ip. 25778:144. 


8407250388 "Evaluation of Hydraulic Head Measurements in DC-1," final 
rept. 

GRISAK, G.E. GTG Geologic Testing Consultants. 0083. 83/11/30. 

56pp. 25778:014. 


8407250404 Trip rept of 840313-15 visit to BWIP geology workshop. 
Presentation end. 

JUSTUS, P.S. Geotechnical Branch (Post 831001). 84/06/15. 

KNAPP, M.R. Geotechnical Branch (Post 831001). Ip, 25674:350. 


— 8407250405 Speech entitled, "Geologic Input to Licensing Decisions," 
presented at 840313 BWIP geology workshop. 

JUSTUS, P.S. Geotechnical Branch (Post 831001 ) . 84/03/13. 7pp. 

25764; 351. 


— 8407250408 Speech entitled, "Summary of Comments on RH0-BW-ST-19P, " 
presented at 840314 DOE/NRC status workshop on BWIP geology. 
JUSTUS, P. Geotechnical Branch (Post 831001). 84/03/14, 5pp. 

25764:358. 


8407250424 Forwards, for revi ew, top ical rept, including process control 
procedures for spent radioactive filter element 
encapsulation sys. W/o end. 

BURNUM, S.T. Pacific Nuclear Systems & Services, Inc. 84/06/27. 
HIGGINBOTHAM, L. Low Level Waste Licensing Branch. Ip. 25764:349. 


8407250496 Forwards "Topical Rept for High Integrity Container for 
Disposal of Low Level Radwastes. " Approval of container for 
use in US requested. 

ISHIZAKI,K. Chichibu Cement Co. , Ltd. 84/06/29. HIGGINBOTHAM, L. 
Low Level Waste Licensing Branch. 4pp. 25764:292. 


— 8407250501 "Topical Rept for High Integrity Container for Disposal of 
Low Level Radwastes. " 

Chichibu Cement Co. , Ltd. 84/06/30. 53pp. 25764:296. 


8407250556 Agenda for State of WA, Nuclear Waste Advisory Counsil 040719 
meeting In Lacey, WA to discuss public involvement plan, 
environ monitoring review & draft semiannual rept, 

* Washington, State of. 84/07/16. Washington, State of. 23pp. 
25778: 217. 


8407250564 Forwards proposed agenda for rock mechanics data review & 
list of published repts on thermal & thermomechanical 
properties data of rock. List of anticipated attendees 
requested . 

NEFF. J. 0. Energy, Dept. of. 84/07/05. LINEMAN, J. J. Repository 
Projects Branch (Post 831001). 3pp. 25778:201. 


— 8407250565 "List of Published Repts on Thermal Thermomechanical 
Properties Data of Rock." 

* Battelle Memorial Institute, Columbus Laboratories. ' 84/06/30. 
9pp. 25778:204. 


8407250577 Confirms 840703 telcon w/L Ball re NRC concurrence on 
selection of remedial action for vicinity proparties. If 
routine property becomes nonroutine during remedial action, 
notification shall be sent to NRC. 

THEMELIS, J. G. Energy, Dept. of. 84/07/10. CREW, M. E. Energy, Dept, 
of, 2pp. 25778: 199. ■ 


8407250583 Draft memorandum of agreement between State of WA & DOE for 
consultation it cooperation, per Public Law 97-425. 

* Washington, State of, ♦ Energy, Dept. of. 83/12/19. 31pp. 

25778:240. 
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8407260030 Trip r®pt of 840618-21 visit to Burl ington, VT for Fifth 
Inti Conference on Finite Elements in Water Resources. 

Discussion of adjoint sensitivity, parameter estimation 
theory, 3-D flou & transport & numerical topics end. 

OaODE.D. Geotechnical Branch (Post B31001). 84/07/17. KNAPP.M.R. 

Geotechnical Branch (Post 831001). 14pp. 25792:304. 


3407260036 Trip rept of 840313 visit 
program review of U Recovery Field 
forecast & current caseload 
possible changes to Reg Guide 8. 30 
SOLLENBERGER.D. Division of Waste 
HIGGINBOTHAM, L. Low-Level Waste & 
20pp. 25792:284. 


to Denver, CO for second quarterly 
Ofc. Details of caseload 
end. File started for 
re detection monitoring. 
Management. 84/05/11. 

Uranium Recovery Projects Branch. 


— 8407260379 "Index of USGS Hydrologic Data for Nevada Nuclear Waste Site 
Investigat ions, Jul 1984." 

* Energy, Dept. of. 84/07/03. 15pp. 25791:294. 


8407260380 Forwards "Ground tuater Issues for Nevada Nuclear Waste Site 
Investigations Pro jec t, NNWSl STP-1. 0, " site technical 
positi on. 

KNAPP, M. Geotechnical Branch (Post 831001). 317. 84/07/13. 

BROWNING, R. E. Division of Waste Management. 2pp. 25791:228. 


— 8407260383 "Groundwater Issues for Nevada Nuclear Waste Site 
Investigations Project, NNWSl STP-1. 0, " site technical 
posi tion. 

* Division of Waste Management. 84/07/31. 22pp. 25791:230. 


8407260049 Confirms R PennifiH 840712 discussion re DOE plans 
reprocess U mill tailings f>*om UMTRCA Title I site in 
Durango, CO. UMTRCA unclear as to what licensing required for 
reprocessing. _ 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects 
84/07/13. FONNER,R. Regulations Division. Ip, 25791:362. 


to 


Branc h. 


8407260412 Confirms that A El-Zeftawy will attend 840706 meeting 
sponsored by Desert Research Inst re instrument emplacement 
to monitor unsaturatecf zone moisture migration, in response 
to 840618 meeting U 840705 telcon. 

COPLAN, S. Repository Projects Branch (Post 831001). 316. 84/07/06. 

LOUX,R.R, Nevada. State of. Ip. 25791:023. 


8407260069 Informs of error on Page v. 5 of NUREG-0960, Vol 2, "Draft 
Site Characterization Analysis of Site Character i zati on Rept 
for BWIP. " Published version of Page v. 5, corrected page 
& original wording as presented by Engineers Inti end. 

BUCKLEY, J. T. Engineering Branch (Post 831001). 889. 84/07/05. 

WRIGHT, R.J. Repository Projects Branch (Post 831001). 5pp. 

25792: 279. 


8407260413 Forwards current list of technical meetings 8e data reviews 
in connection w/licensing tentatively established w/DOE. 

Schedule will be updated Sc distributed monthly to reflect 
changes. 

MILLER# H. J. Repository Projects Branch (Post 831001). 84/06/08. 

Repository Projects Branch (Post 831001). 5pp. 25791:017. 


8407260074 Informs that Rockwell Hanford Operations will assist 
RW Oalster in review of recent geologic mapping on 
840730-31, 

OLSON, a. L. Energy. Dept. of. 84/07/06. WRIGHT, R. J. Repository 
Projects Branch (Post 831001). Ip. 25791:360. 


8407260076 Forwards FR notice of availability of "NRC BWIP Site 
Technical Position 1 . 1 : Hydro logic Testing Strategy for 
BWIP. " 

LINEHAN, J.U, Repository Projects Branch (Post 831001). 888. 

84/07/06. FELTON, J. M. Division of Rules and Records. Ip. 
25791:355. 


— 8407260082 Notice of availability of "NRC BWIP Site Technical Position 
1. l:Hydrologic Testing Strategy for BWIP. " 

LINEMAN, U.J. Repository Projects Branch (Post 831001). 84/07/06. 

4pp. 25791:356. 


8407260090 Summarizes source of key events in identification it tracking 
of issues by NRC others at BWIP. 

WRIGHT, R.J, Repository Projects Branch (Post 831001). 882. 

84/07/05. MILLER, H. J. Repository Projects Branch (Post 831001). 

3pp. 25791:352. 


8407260417 Forwards current list of technical meetings & data reviews 
in connection w/licensing tentatively established w/DOE. 

Schedule will be updated & distributed biweekly to reflect 
changes. 

MILLER, H.J. Repository Projects Branch (Post 831001). 00903. 

84/07/05. Repository Projects Branch (Post 831001). 3pp. 

25791:014. 


8407260447 Comments on waste package issue STPs for Nevada Nuclear 
Waste Site Investigati ons/Nevada Test Site & RHO/BWIP, 
in response to 840621 request. 

ROOKS, D.J. Geotechnical Branch (Post 831001). 00904. 84/07/17. 

GREEVES.J.T. Engineering Branch (Post 831001). 2pp. 25782:359. 


8407260458 Submits Salt Repository Project site rept for wk of 840702. 
VERMA, T. R. Repository Projects Branch (Post 831001). 603. 

84/07/09. BROWNING, R. E. Division of Waste Management. Ip. 

25782: 334. 


8407260476 Forwards commients on draft umbrella site technical position 
on geology for salt sites, per 840626 request. 

BARRETT, L.H. Engineering Branch (Post 831001). 605. 84/07/06. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 5pp. 25782:327. 


8407260097 Summary of 830304-05 meetings w/DOE, Roc kwe 11 , State of WA, 
Weston Yakima Indian Nation in Silver Spring. MD re BWIP 
site characterization plan & proposed plan for release of 
BWIP site characterization data & info. 

WRIGHT, R. J. NRC - No Detailed Affiliation Given. OLSON, 0. L. 

Energy, Dept. of. 83/08/05. NRC - No Detailed Affiliation Given. 
80pp. ,25790: 29o! 


8407260261 Responds to 840618 request for concurrence on interpretation 
of several aspects of 10CFR61. 56 re waste form stability 
requirements. Issues addres»«d include encapsulation of 
mechanical filters & filter sludges. 

HIGGINHOTHAM. L. Low-Level Waste Uranium Recovery Projects Branch. 
84/07/16. POWELL, R. H. J. NUS Corp. 2pp. 25791:348. 


8407260311 UMTRA-DOE/AL-050504. 

"Remedial Action Plan & Site Conceptual Design for 
Stabilization of Inactive U Mill Tailings Site at Shiprock, 
NM, " final rept. Draft marked-up rept dtd Dec 1983 end. 

* Energy, Dept. of. 84/06/30, 715pp. 25795:001. 


8407260322 Forwards preliminary rept documenting observations St 
conveying recommendations to DOE re 840123-27 rock mechanics 
data review at BWIP. 

NATARAJA, M. S. , BUCKLEY, J. T. Engineering Branch (Post 831001). 
34/04/19. WRIGHT, R. J. Repository Projects Branch (Post 831001). 
7pp. 25791:341. 


8407260371 Forwards present understanding of derivation of listed 
equation re thermodynamic relations in magnetite-hemati te- 
water sys. Geometric programming should be investigated. 

PETERSON, C. H. Engineering Branch (Post 831001). 00905. 84/07/16. 

JOHNSON, T.C. Engineering Branch (Post 831001), 17pp. 25791:316. 


8407260375 Forwards "Index of ^SOS Hydrologic Data for Nevada Nuclear 
Waste Site Investigations, Jul 

VIETH, D. L. Energg, Dept. of. 319. 84/07/09, COPLAN, S. M. 

Repository Projects Branch (Post 831001). 2pp, 25791:292. 


8407260484 Forwards branch comments on draft umbrella site technical 
position on repository design issues for salt repository 
project investigations. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 00606. 84/07/13, 

BARRETT, L. Engineering Branch (Post 831001). 4pp. 25782:323. 


8407260435 Forwards draft "Processing Site Charac ter i zat i on Rept for 
U Mill Tailings Site at Ri verton, WY. " Comments requested by 
840810. 

MATTHEWS, M. L. Energy, Dept. of. 84/07/11. MARTIN. D. NRC - No 
Detailed Affiliation Given. Ip. 25792:001. 


—8407260486 UMTRA-DOE/AL-050107 

Draft "Processing Site Characterization Rept for U Mill 
Tailings Site at Riverton, WY. " W/seven oversize maps. 
Aperture cards in PDR. 

* Energy, Dept. of. 84/06/30. 275pp. 25792:004. 


8407270026 Provides Nevada Nuclear Waste Sit# Investigations rept for 
uik of 840702. 

PRESTHOLT, P. T. Energy, Dept. of. 314. 84/07/07. BROWNI NG, R. E. 

Division of Waste Management. 23pp, 25811:282. 


8407270033 Provides evidence of proprietary nature of 61TRAK, "Isotope 
Behavior Analysis Computer Program 8t WASTETRAK, Low Level 
Radwaste Tracking & Shipping Optimization Program." 

WAIS, E. A. Impell Corp. 84/06/01. HIGGINBOTHAM. L. Low Level Waste 
Licensing Branch. Ip. 25811:281. 


8407270037 Forwards NRC design/rock mechanic data review to be 
conducted at SANL on 840718-20. 

VIETH, D.L. Energy, Dept. of. 305. 84/07/13. COPLAN, S. M. 

Repository Projects Branch (Post 831001). 2pp. 25811:278. 
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0407270089 Lists upcoming meetings through Nov 1984. List will be 
updated weekly. 

TAYLOR. T. J. Energy. Dept. of. 601. 84/07/13. LINEHAN. J. NRC - No 

Detailed Affiliation Given. HINCHMAN, J. Utah. State of. 

FRISHMAN. S. Texas. State of, 2pp. 25811:263. 


8407270094 Submits notice of upcoming meetings through Nov 1984. List 
uill be updated weekly. 

TAYLOR. T. J. Energy. Dept. of. 602. 84/07/06. LINEHAN, J. NRC - No 

Detailed Affiliation Given. CHRISTOFFERSDN Utah. State of. 

FRISHMAN. S. Texas. State of. 2pp. 25811:261, 


B407270096 Responds to 840613 Itr to T Johnson containing questions re 
waste form technical position for 10CFR61. Answers address 
large-scale solidification Jl? decontamination solution 
solidification. 

HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery Projects Branch. 
04/07/16. POPPE. L. K. Chem-Nuclear Systems. Inc. 2pp. 25811:259. 


8407270105 Concurs w/planned remedial actions in radiological & 
engineoring assessments for listed vicinity properties. 

HIGGINBOTHAM. L. Low-Level Waste St Uranium Recovery Projects Branch. 
84/07/16. MORLEY, J. A. Energy. Dept. of. 2pp. 25811:257. 


8407270117 Summarizes 840624 insp of seven alternate areas being 
considered for disposal of Lakeview tailings. Only Site F 
near Camus Valley St Site £ at old mine had Identifiable 
potential problems. 

HIGGINBOTHAM, L. Low-Level Waste <k Uranium Recovery Projects Branch. 
84/07/17, MORLEY. J. A. Energy. Dept. of. 3pp. 25811:214. 


8407270126 Responds to 840613 request for NRC concurrence in Mod A003. 
"Supplemental Agreement to Cooperative Agreement 
DE-FCa4-81AL 16309 by «t Between DOE «t State of UT in Support 
of UMTRAP. " Concerns listed. 

HIGGINBOTHAM, L. Low-Level Waste tx Uranium Recovery Projects Branch. 
84/07/16. HILL. T. V. Energy. Dept. of. 2pp. 25811:212. 


8407270165 Comments on Oct 1983 draft "Repository Horizon 
Identification Rept. " Preference for Cohassett flow 
unsupported. Results of decision analysis should be reviewed 
per current EPA std. 

WRIGHT. R.J. Repository Projects Branch (Post 831001). 891. 

84/07/05. OLSON. 0. L. Energy, Dept. of. 10pp. 25811:189. 


8407270167 Forwards minutes of NRC workshops in Rich land, WA during 
1903-84, per 840628 request. W/o ends. 

□LSON. O.L, Energy, Dept. of. 890. 04/07/06. WEINER. R. 

Affiliation Not Assigned. Ip. 25811; 187. 


8407270323 Forwards draft "Groundwater Issues for Gulf Coast Interior 
Salt Domes. DOMES STP-1. 0. " site technical position. Comments 
due by 840724. 

KNAPP. M.R. (Seotechnical Branch (Post 831001). 00608. 84/07/13. 

BROWNING, R. E. Division of Waste Management. Ip. 25799:219. 


—8407270326 Draft "Groundwater Issues for Gulf Coast Interior Salt 
Domes. DOMES STP-l. 0. " site technical position, 

♦ Division of Waste Management. 84/07/31. 14pp, 25799:220. 


8407270389 Forwards draft agenda for 840801-02 meetings w/NRC BMI in 
Columbus, OH. Names will be added to distribution list. 

TAYLOR, T.J. Energy. Dept. of. 600. 84/07/12. BROWN. H. National 

Governors' Association. GERVERS. J. H. Latir Energy Consultants. 

5pp. 25799:059. 


8407300003 Responds to 840629 transmittal w/desi gnat ion of QN Gnugnoli 
as contact for coordinating UMTRAP activities. Requests that 
Gnugnoli be placed on distribution list for all 
correspondence w/NRC dealing w/UMTRAP, 

HIGGINBOTHAM. L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/07/12. MORLEY, J. A, Energy, Dept. of. Ip. 25816:325. 


8407300015 Forwards comments on Mar 1983 Rept RH0-BW-8T-19P, 
"Preliminary Interpretation of Tectonic Stability of 
Repository Location. Cold Creek Syncline. Hanford Site." 

WRIGHT. R.J. Repository Projects Branch (Post 831001). 84/07/03. 

OLSON, O.L, Energy. Dept. of. 7pp. 25046:339. 


8407310111 Draft "Durango Reprocessing Feasibility Study. " 

* Jacobs Engineering Group, Inc. 84/02/29. 56pp. 25862:301. 


8407310241 Submits Salt Repository Project site rept for uik of 840716. 
VERMA, T. R. Division of Waste Management. 04/07/19. BROWNING, R. E. 
Division of Waste Management. Ip. 25853:354. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8407020010 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. 84/06/25. THORNE, C. E. Energy. Dept. of. Ip. 
25276:046. 


•8407020290 Forwards application to export 12.380 kg U-235, contained in 
62. 056 kg U, to West Germany. 

HANNETT, B.A. Transnuc I ear , Inc. NUK-451. 84/06/14. MOORE. N. 

Assistant Director for Export/Import & International Safeguards. 

Ip. 25276:047. 


— 8407020021 Application for license to export 62.056 kg UF6. contained 
12.380 kg U-235, to West Germany. End use statement end. 

HANNETT. B.A. Transnuc 1 ear , Inc. NUK-451. 84/06/14. 7pp. 

25276: 048. 


8407020339 Application to amend license to export H-3. contained in 
metal f o i 1 s. assemb led in static electricity monitors. Amend 
would increase quantity & extend license until 
implementation of proposed changes to lOCFRllO. 

LAHR.T. N. 3M Co.. Minnesota Mining Mfg. Co. 84/06/11. 
PETERSON, M. R. Office of International Programs. Director. Ip. 
25272: 338. 


8407020347 Application to amend license to import 230 kg U from Japan 
to extend expiration date to 870101, 

RAVENSCROFT, N. Edlow International Co. 84/06/14. MOORE, R. N. 
Office of International Programs, Director. Ip. 25272:337. 


8407050139 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. 84/06/26. THORNE, C. E. Energy. Dept. of. Ip. 

25432: 070. 


0407050152 License for Exxon Nuclear Co to export assorted fuel 
hardware, inc lud ing tieplates it spacers, to West feermany, 

ZIMMERMAN. J. V. Assistant Director for Export/Import It International 
Safeguards. 84/06/26. Ip. 25412:362. 


8407050160 License for Elgar Inti Corp to export inverters, c onverters it 
other electrical equipment to United Kingdom. 

ZIMMERMAN. J. V. Assistant Director for Export/Import 8* International 
Safeguards. Z-204B. 84/06/26. 2pp. 25412:360. 


8407050165 Informs that Qfc of Inti Programs issued license to Elgar 
Inti Corp to export inverters to United Kingdom w/o normal 
IS-day waiting period. due to lengthy review period & 
consignee need for equipment. 

ZIMMERMAN. J. V. Assistant Director for Export/Import it International 
Safeguards. 2-204B. 84/06/26. Assistant Director for 

Export/Import 8t International Safeguards. Ip. 25412:357. 


8407050169 License for Transnuc lear, Inc to export 18.66 kg U-235, 
contained in 20 kg U. to The Netherlands, 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. NUK 408. 04/06/27. 2pp. 25412:355. 


8407050467 License for Exxon Nuclear Co. Inc to export miscellaneous 
nuclear fuel hardware to Belgium. 

ZIMMERMAN, J. V. Assistant Director for Export/Import International 
Safeguards. 84/06/25. Ip. 25431:331. 


8407050469 License for AMAX. Inc. Cl imax Molybdenum Co to export 
80 kg natural U. contained in 20 metric tons of tin 
concentrate it 80 kg natural thorium, to United Kingdom. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. SN-EXP. 84/06/27. Ip. 25431:330. 


8407050470 License for Westinghouse to export five proportional 
counters. Model 22791. to West Germany. 

ZIMMERMAN. J, V. Assistant Director for Export/Import & International 
Safeguards. ZE 10618. 84/06/26. Ip. 25431:329. 


8407100034 Discusses Edlow Inti Corp application for amend to import 
license to increase quantity to 230 kg U & extend expiration 
date to 870101. Issuance of amend recommended. 

MOORE. R.N, Assistant Director for Export/Import 8c Interna ti onal 
Safeguards. 84/07/02. Assistant Director for Export/Import it 
International Safeguards. Ip. 25513:360, 


8407100053 License for Eberline Instrument Corp to export 8 micrograms 
Pu~23?. in alpha calibr std stt.Model 694-4 8* 81.6 
micrograms Pu-239. in alpha calibr std, Model DNS- 1, to 
Philippines. 

ZIMMERMAN. J. V. Assistant Director for Export/Import 8c International 
Safeguards. SD ND 898870. 84/07/02. 2pp. 25513:353. 
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8407100054 AppUcation for license to eiport 20 tritium 

84/06/20, 2pp. 


gas packages/ 
25513: 351. 


8407170040 Amend 1 to Edlow Inti export 1 ic en s 6/ e x tend ing expiration 
date to 850701, 

PETERSON/ M. R. Assistant Director for Exp or t / Innp or t & International 
Safeguards. 84/07/09. Ip. 25650:121. 


8407100068 License for Braunkohle Transport USA 

«isceilaneous specially designed or prepared J 

components. for use in fuel fabrication plant/ to United 

ZIM^RMAN/U.U Assistant Director for Export/Import & International 
Safeguards. BW-BNFL/EQ. 84/06/28. Ip. 25513:350. 


8407170046 Amend 2 to Static Control Sys export 1 i c ense, e x te nd ing 
expiration date to 871001 Z'. increasing total ciuantity of 
matl to 300 Ci tritium. 

ZIHliERMAN, J. V. Assistant Director for Export/ Import Si International 
Safeguards. 84/07/06. 2pp. 25634:359, 


8407100187 Ltr of assurance re 
62. 056 leg U, to West Germany. 
DUBOIS/ D. France/ Govt, of, 
of. Ip. 25513:348. 


export of 12.380 kg U-235. contained in 
84/06/20, THORNE. C.E. Energy/ Dept. 


8407170053 License for Transnuc lear. Inc to export 10.000 kg depleted U 
to Switzerland. 

ZIMMERMAN. J. V. Assistant Director for Exp or t/ Imp or t & International 
Safeguards. MISC~451. 84/07/06. 2pp. 25634:357, 


S4071001S9 Application for license to export invertors, converters, 
freguency changers & generators to Belgium. 

* Elgar Corp. 17558. 84/04/24. Ip. 25513:349. 


8407100195 Application for license to 
frequency changers & generators to 
HOLUB/P. Elgar Corp. G703/9554. 


export inverters, converters. 
Israel. 

84/05/01. 7pp. 25513: 341. 


8407100255 Notice of change of address of counsel, effective 840707. 
Certificate of Sve end. 

GREENBERG. £. V, Nuclear Control Institute. GREENBERG. E, V. Galloway 
& Greenberg. DSB 119. 84/07/05. 3pp. 25511:332. 


8407170063 Amend 4 to Transnuc lear, Inc export 1 i c ense. c lar i f y i ng 
quantity of matl of Australian origin to be exported 5« 
authorizing export of 93.338.646 kg U, enriched to 4,04 w/o 
max. to West Germany. 

PETERSON, M. R. Assistant Director for Export/Import & International 
Safeguards. 84/07/09. Ip. 25634:356. 


8407170152 Forwards application to export 1.100 g U. as Ua2 
contamination on used pellet production equipment, to Great 
Britain. 

PETERSON, M. R. Assistant Director for Export/ Imp or t & International 
Safeguards. 84/07/10, THORNE. C. E. Energy. Dept, of, Ip. 

25631: 351. 


8407100307 Application for license to export coverter having 
multi-phase electrical power output within range of 600 to 
2/000 Hz to Italy. 

WANG.L P. Edis Corp. SD 51636. 84/05/18. Ip. 25513:338. 


8407100361 License for GA Technolog ies, Inc to export 250 g U-235/ 
contained in 270 g U & 0. 5 g Pu“239, contained in calibr & 
check sources. to Indonesia. 

ZIMMERMAN. J. V. Assistant Director for Export/Import & International 
Safeguards. IEL-4030. 84/07/02. 2pp. 25513:328. 


—8407170155 Application for license to export 1,100 g U, as U02 
con tami na t i on on used pellet production equipment, to Great 
Britain. 

HARMON. D. Braunkohle Transport & Storage, Inc. 0W-BNFL/U. 
84/06/27. Ip. 25631:352. 


8407170157 Application for license to export IS zirconium heat treatid 
tube shells to Japan. 

EJIMA/M. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co.. Ltd.), 
803-364. 84/07/06. Ip. 25631:340. 


8407100368 Informs of 840626 cancellation of Export License Application 
XSNM-2i41. Application being replaced by XSNM-2146, 

WRIGHT, B.L. NRC - No Detailed Affiliation Given. 84/06/26. NRC - 
No Detailed Affiliation Given. Ip. 25513:330. 


8407100376 Application to amend export license, increasing amount of 
matl to 77 kg U-235. contained in 1.533 kg U. 

DUBOIS. D. European Communities. Commission of. HEX-EX-4, 84/06/18. 
THORNE. C.E. Energy. Dept. of. Ip. 25513:331. 


8407170162 Ltr of assurance re export of 728 kg U— 235. contai ned in 
24. 422 kg U. to Japan. 

SHIRAKAWA, T. Japan. Govt. of. 84/06/29. RAYMOND. J. F. Energy. 
Dept. of. Ip. 25631:350. 


8407170326 Application for license to export one frequency changer. 
Model S00T-2O/20K-3, three phase. 20 Hz to 20 KHz range, to 
France. 

LANE. M. California Instruments. 28406, 84/07/06. 3pp. 25627:330 


8407100610 Application to amend export 1 icense. adding Inti Engineering 
Co as intermediate consignee & Gakko Hojin Ikuei-Kai as 
other party to export. 

NOWRY, W. R. GA Technologies, Inc. /General Atomic Co. IEL-6024. 
04/06/21. ZIMMERMAN. J. Assistant Director for Export/Import Zt 
International Safeguards. Ip. 25513:337. 


8407170004 License for Mitsui & Co (USA), Inc to export 739 kg U-235, 
contained in 23,895 kg U. to Japan. 

PETERSON, M. R. Assistant Director for Export/Import 8< International 
Safeguards. 84/07/10. 2pp. 25650:361. 


8407170006 License for Brunswick Corp to export 25 check valves CSC 
P/N NVO 2-15 to Canada. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & Int ernat ional 
Safeguards. 84/07/10. Ip. 25650:350. 


8407170009 License for Westinghouse to export 124.000 zirconium fuel 
tubes. 124, 000 stainless steel springs & 248.000 zirconium 
end plugs to Sweden. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. 84/07/10, ip. 25650:349. 


8407180013 License for Humanoid Sys to export 33 micrograms Pu-239. 
contained in nitrate salt. to France. 

ZIMMERMAN, J. V. Assistant Director for Export/Import &; Int er nationel 
Safeguards. 84/07/06. 2pp. 25654:339. 


8407180015 Ltr of assurance re export of 1,035 kg U-235. c ont a ined in 
30,451 kg U, to West Germany. 

DUBOIS. D. European Communities. Commission of. 84/07/10. 

THORNE, C. E. Energy. Dept. of. Ip. 25654:338. 


8407180016 License for Elgar Inti Corp to export inverters, converter!, 
frequency changers & generators. having multiphase electrical 
power output within range of 600 to 2000 Hz. to Belgium. 

PETERSON, M. R. Assistant Director for Export/Import & Internationai 
Safeguards. 17558. 84/07/12. Ip. 25654:337. 


8407180025 Forwards application to export U-233. P 4-239, Th -230, T1 -204. 
C8-134 & 1-125 calibr sources to Malaysia. 

HOADLEY.S. D. Monsanto Co. 84/06/28. OPLINGER. G. Assistant 
Director for Export/Import International Safeguards. Ip. 

25654: 335. 


8407170011 Informs that License XSNM-2132 may be issued. No matl 
circumstances since issuance of License XSNM-2109. 
nOORE.R.N. Assistant Director for Export/Import & Internation 
Safeguards. 84/07/09. Assistant Director for Export/Import 
International Safeguards. Ip. 25649; 362. 


Ltr assurance re export of 739 kg U-235. contained in 
Z3, 895 kg U. to Japan. 

SHIRAKAIW.T. Japan. Govt. of. 84/06/29. RAYMOND, J. F, Energy, 
Dept. of. Ip. 25634:362. «:.nBrgy, 


—8407180029 Application for license to export U-233. Pu-239. Th-230, 
T1-204. Cs-134 & 1-125 calibr sources to Malaysia. 

HOADLEY.S. D. Monsanto Co. 176-84A0(05) . 84/06/28, Ip. 

25654; 336. 


8407180037 Application for license to export 660 Zirconium tubes. 1540 
Zirconium plugs & 770 stainless steel springs to Spain. 

HERSCH, M. M. Westinghouse Electric Corp. MMH-523. 84/07/12, Ip. 

25654:323. 




8407180040 License for Edis Corp to export converter. having multiphase 
electrical power output within range of 600 to 2000 Hz. to 
Italy. 

PETERSDN. M. R. Assistant Director for Export/Import St International 
Safeguards. SO 51636. 84/07/13. Ip. 25654:362. 
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8407180043 Informs that License XSNM-2131 may be issued. Mo matl 
changed circumstances since issuance of License XSNM-2109. 

MOORE* R.N. Assistant Director for Export/Import 8c Interna t ional 
Safeguards. 84/07/10. Assistant Director for Ex port / Imp art 8t 
International Safeguards. Ip. 25654:358. 


8407180061 License for Humanoid Sys to export 8 micrograms Pu-239, 
contained in nitrate salt* to West Germany. 

PEFERSONi M. R. Assistant Director for Export/ Import 8; International 
Safeguards. 84/07/13. 2pp. 25652:341. 


8407180062 License for GE to export 72B kg U-235) contained in 24,422 kg 
U, to Japan. 

PETERSON, M. R. Assistant Director for Export/Import 8< International 
Safeguards. BDW-07-84. 84/07/11. 2pp. 25652:339. 


8407180076 Ltr of assurance re export of 1,380 kg U-235, c ontained in 
44, 530 ftg U, to West Germany. 

DUBOIS, D. European Communities, Commission of. 84/07/10. 

THORNE, C. E. Energy, Dept. of. Ip. 25665:325. 


8407190068 Requests withdrawal of 340330 application for Export License 
XSNM-2128. 

HANNETT, B.A. Transnuc I ear, Inc. 84/07/11. MOORE, R. N. Office of 
International Programs, Director. Ip. 25693:303. 


8407230370 Forwards application to export 22,356 kg U02 powder to 
Japan. 

WILSON, B.D. General Electric Co. BDW-104-84. 84/07/11. 

WRIGHT, B.L. Director's Office, Office of Inspection and Enforcement. 
Ip. 25726: 142. 


— 8407230373 Application for license to export 22,356 kg U02 powder to 
Japan. 

WILSON, B.D. General Electric Co. BWR-103-84. 84/07/10. Ip. 

25726: 143. 


8407240006 Application for license to export 7,598 kg UF6 to Japan. 
BROWN, L. R. Edlow International Co. KLK-25, 84/07/09, Ip. 

25733: 317, 


8407240020 Amend 1 to Transnuc 1 ear , Inc export 1 icense, increasing 
quantity of matl authorized for export to 1,314.400 kg 
U-235, contained in 43,408.000 kg U, to Sweden. 

PETERSON, M. R, Assistant Director for Export/ Imp art St International 
Safeguards. RBU-433. 84/07/17. Ip. 25733:310. 


0407240038 Urges issuance of license to export contaminated euipment. 
HARMON, D. Braunkohle Transport 8< Storage, Inc. 84/07/16. WRIGHT, B, 
NRC “ No Detailed Affiliation Given. Ip. 25731:351. 


8407240047 Revised application for export license, increasing quantities 
to 2,800 zirconium plugs & 1,400 stainless steel springs & 
adding 100 stainless steel thimble screws ?k 14 Inconel 
grids. 

HERSCH, M. M. Westinghouse Electric Corp. f1MH~527, 84/07/16. 

ZIMMERMAN, J. V. Assistant Director for Export/Import 8t International 
Safeguards. Ip. 25733:305. 


8407240051 Ltr of assurance re Transnuc lear, Inc application to export 
43,408 kg U, containing 1,314.4 kg U-235, to Sweden. 

LINDSTROM, M. Sweden, Govt. of. 84/07/03. THORNE, C E. Energy, 
Dept. of. Ip. 25733:304. 


8407240170 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON, M. R. Assistant Director for Export/Import S5< International 
Safeguards. 84/07/17. THORNE, C. E, Energy, Dept, of. Ip. 

25752: 133. 


8407240223 Forwards Transnuc 1 ear, Inc 840711 request for withdrawal of 
export license app 1 i cat i on. Wi thdrawa 1 of application should 
be reflected in records. 

PETERSON, M. R, Assistant Director for Export/Import & International 
Safeguards. 84/07/13. STOIBER, C.R. State, Dept, of, Bureau of 
Oceans & Inti. Environ, u Scientific Affairs. Ip. 25752:348. 


8407240259 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON, M. R. Assistant Director for Export/Import «< Internationa 1 
Safeguards. 84/07/17. THORNE, C. E. Energy, Dept. of. Ip. 

25752: 345. 


8407240270 Forwards application for license to export 648 kg UQ2, as 
powder, to Japan. 

WILSON, B.D. General Electric Co. BDW~104>'84. 84/07/U. 

WRIGHT, B.L. Assistant Director for Export/Import & International 
Safeguards. Ip. 25752:346. 


—8407240274 Application for license to export 648 kg U02/ as powder, to 
Japan. 

WILSON, B. D. General Electric Co. BWR-103-S4. 84/07/10 lo 

25752:347. 


8407250291 Application to amend export license, authorizing reexport of 
one 50 microgram Cf-252 source from Amersham Inti Ltd, to 
Libya. 

BROWN, L.R. Edlow Internati onal Co. 84/07/12. HEMBY, E. Assistant 
Director for Export/Import & Internet ional Safeguards Ip 
25778: 140. 


8407250295 Application for license to export inverters, converters, 
frequency changers & generators to Sweden. 

# Elgar Corp. L8366 SWEDEN. 84/07/10. Ip. 25778:137. 


8407250354 Application for license to export inverters, c onverters, 
frequency changers & generators to Norway. 

HALUB, P. Elgar Corp. 18366 NORWAY. 84/07/10. Ip, 25778:077. 


8407250357 Informs that Amend 1 to License XSNM-202B may be issued. No 
matl changed circumstances since issuance of Amend 2 to 
License XSNM-1912, 

MOORE, R.N. Assistant Director for Export/Import & International 
Safeguards. 84/07/17. Assistant Director for Export/Import 8< 
International Safeguards. ip. 25778:076. 


8407250360 Application to amend export li cense, increasing value of 
equipment. 

REYES, A. J. Mitsui & Co. (USA), Inc. (sobs, of Mitsui & Co., Ltd. ). 
84/07/11, HEMBY, E. Assistant Director for Exp ort/ Imp ort S, 
International Safeguards. Ip. 25778:075, 


8407250363 Application to amend export 1 i cense, increasing value of 
equipment 8,. adding number of sites. 

REYES. A. J. Mitsui Sk Co. (USA), Inc. (subs, of Mitsui Co., Ltd, ). 
84/07/11. HEMBY, E. Assistant Director for Exp ort/ Import 8< 
International Safeguards. Ip. 25778:074. 


0407250366 Application to amend export license, adding addl 
intermediate consignee. 

HERSCH, M. M. Westinghouse Electric Corp. MMH-525. 84/07/12. 

ZIMMERMAN, J. V. Assistant Director for Export/Import «< International 
Safeguards. Ip. 25778:073. 


8407250370 Application to amend export 1 icense, add ing Fukushima 2«<4 to 
list of sites licensed to receive articles. 

REYES, A. J. Mitsui Air International, Inc. 84/07/11. HEMBY, E. 
Assistant Director for Export/Import International Safeguards. Ip. 
25778: 072. 


8407250305 Application for license to export inverters, converters, 
frequency changers & generators to Switzerland. 

HALUB, P. Elgar Corp. 17176. 84/07/10. Ip. 25778:071. 


8407250387 Application for license to export inverters, converters, 
frequency changers Ik generators to The Netherlands. 

HALUB, P. Elgar Corp. 84/07/10. Ip. 25778:070. 


8407250389 Application for license to export inverters, converters, 
frequency changers & generators to Kuwait. 

HALUB, P. Elgar Corp. 80818. 84/07/10. Ip. 25778:013. 


8407250391 Forwards application to export spare parts for loading Zt 
unloading fuel elements into reactor to Canada, 

SCHAUB, J. B. General Motors Corp. 84/07/05. HEMBY, E. Office of 
International Programs, Director. Ip. 25778:011. 


— 0407250394 Application for license to export spare parts for loading 8t 
unloading fuel elements into reactor to Canada. 

SCHAUB, J.B. General Motors Corp. W/D 840146. 84/06/26. Ip. 

25778:012. 


8407250392 Application to amend export license, adding listed ultimate 
consignee St number of sites licensed to receive matl. 

REYES, A. J. Mitsui ik Co. (USA), Inc. (subs, of Mitsui it Co., Ltd,). 
84/07/11, HEMBY, E, Assistant Director for Export/Import Ik 
International Safeguards. Ip. 25778:010, 


8407250426 Forwards application for license to export inverters, 
c onverters, frequency changers St generators to France. 

Expedited review requested. 

HOLUB.P, Elgar Corp; 84/07/09. NRC - No Detailed Affiliation 
Given. Ip. 25779:222. 


— 8407250429 Application for license to export inverters, converters, 
frequency changers St generators to France. 

HOLUB.P. A. Elgar Corp. 84/07/09. 2pp. 25779:223. 
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8407250431 Forwards addendum to application for license to export 210 
lircaloij BMR fuel channels to Italy. 

W02NIAK< D. R. Carpenter Technology Corp. 84/07/09. HEMBY* E. 
Assistant Director for Export/Import & International Safeguards. Ip. 
25778: 195. 


— 8407250432 Addendum to application for license to export 210 Zircaloy 
BWR fuel channels to Italy. 

WOZNIAKiD. R. Carpenter Technology Corp, 84/07/09. 2pp. 

25778: 196. 


8407250448 Application to amend export licenssf adding listed 
intermediate consignee & consolidating U & hardware 
exports into one license. 

MALODYi C. W. Exxon Nuclear Co. i Inc. (subs, of Exxon Corp. ). 
84/06/15. ZlMMERMANi J. V. Assistant Director for Expor t/Impert «< 
International Safeguards. 2pp. 25778:354. 


— B4072504S5 Forwards table illustrating nuclear fuel hardware balances 
to replace table in 840615 request for license 
consolidation, 

MALODY. C. W. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. ). 
84/06/27. ZIMMERMAN, J. V. Assistant Director for Export/Import Si 
International Safeguards. 2pp. 25778:356. 


8407250453 Application for license to export compounds containing 
deuterium to Spain. 

♦ Sigma Chemical Co. D-115. 84/07/11. Ip. 25778:353. 


8407250460 Application for license to export 65-100 medium voltage, 
low voltage, control 8e instrumentation electric penetrations 
to China. 

JANKOWSKI. B. J. Conax Corp. NPS4-207. 84/07/10. Ip. 23778:349. 


8407250555 Application to amend export licenses to include Blayais 3 
reactor. 

MALODY, C. W. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ), 
84/07/17. Z IMMERMAN, J. V. Assistant Director for Export/Import S< 
International Safeguards. Ip. 25778:271. 


8407300082 License for Braunkohle Transport USA to export .050 hg 
U-235, contained in 1.100 kg U, to United Kingdom. 

MOORE, R.N. Assistant Director for Export/Import Ss International 
Safeguards. BW-BNFL/U. 84/07/24. 2pp. 25816:349. 


8407300083 License for Monsanto Co to export 2. 1 mg U-233 & 4 mg 
Pu-239, contained in calibr sources, to Malaysia. 

MOORE, R.N. Assistant Director for Export/Import & International 
Safeguards. 176-84A0(05> . 84/07/24. 2pp. 25816:347. 

8407300085 Application for license to export digital analog 
programmer to Italy. 

WANO.L. P. Edis Corp. S. 0. 51667. 84/05/18. Ip. 25816:346. 

8407300091 Forwards application for license to export 120 Ci tritium 
gas to Brazil. 

ZIMMERMAN, J. V, Assistant Director for Export/Import & International 
Safeguards. 84/07/24. STOIBER, C. R. State, Dept, of, Bureau of 

Oceans & Inti. Environ. U Scientific Affairs. Ip. 25816:329. 


— 8407300095 Application for license to export 120 Ci tritium gas to 
Brazil. 

DUMAS, D. New England Nuclear Corp. 84/06/20. 2pp. 25816:330. 


— 8407300096 Submits end use statement re export of 120 Ci tritium gas 
to Brazil. 

DUMAS, D. New England Nuclear Corp. 84/07/19. MOORE, N. Office of 
Internati onal Programs, Director. ip, 25816:332. 


8407300099 Application for license to export inverters, converters, 
frequency changers & generators to Norway. 

RORER,E.E. Elgar Corp. Z-241A. 83/09/10. 2pp. 25816:327, 


8407250581 Application for license to export 70 pieces Inconel 600 
steam generator tubing to Scotland. 

HERSCH, M. M. Westinghouse Electric Corp. MMH-529. 84/07/18. Ip. 

25778: 198. 


8407260009 Requests Executive Branch position re Union Carbide Corp 
application for license to export 51,800 lb nuclear grade 
graphite to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import & International 
Safeguards. 84/07/18. STOIBER, C.R. State, Dept, of, Bureau of 
Oceans it Inti. Environ. t< Scientific Affairs. Ip. 25791:009. 


8407260014 Application for license to export 51,800 lb nuclear grade 
graphite, contained in 10 45x45.276 inch pieces, to Japan. 

BALALIS.C. 0. Union Carbide Corp. 70-2643-10, 84/07/24. 3pp. 

25791:006. 


8407260463 Requests Executive Branch position re Eiger Inti Corp 
application for license to export Inverters, converters, 
frequency changers 8c generators to Kuwait. 

ZIMMERMAN, J. V. Assistant Director for Export/Import it International 
Safeguards. 84/07/20. STOIBER, C.R. State, Dept, of. Bureau of 
Oceans 8i Inti. Environ. Sc Scientific Affairs. Ip. 25782:332. 
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AUTHOR NUMBER CATEGORY AUTHOR NUMBER CATEGORY AUTHOR NUMBER CATEGORY 


AAMODT. M. M. 8407090353 50-289 G ALLEN. M. H. 84070&0100 50-219 S ASSELSTINE. J. K. 84071 102B7 50-443 0 

AAMODT, M. M. 8407310430 50-289 G ALLEN. M. H. 04O7OAO153 50-219 S ASSEL8TINE. J. K. 8407110291 50-443 C 

AAMODT. M. M. 8407310436* 50-289 G ALLEN, M.T. 8407020355 50-324 S ASSELSTINE. J. K. 8407110298 50-443 0 

ABELSON. H. I. 8407110002 50-333 F AMARAL, J. M. 8407240264 NUREG ASSELSTINE. J. K. 8407110307 50-443 0 

ABELSON, H. I. 8407110470 50-333 P AMARAL. J. M. 8407260405* 50-461 A ASSELSTINE. J. K. 8407110314 50-443 G 

ABELSON, H. I. 8407250237 50-333 Q ANDERSON. A. R. 8407090097* 50-277 Q ASSELSTINE, J. K. 8407110315 50-443 0 

ABELSON, H. I. 8407260299 50-333 P ANDERSON. C. 8407100535* 50-271 Q ASSELSTINE, J. K. 8407110318 50-443 Q 

ABRAHAM. K. 8407240302 50-289 G ANDERSON, C. J. 8407030071* 50-443 Q ASSELSTINE. J. K. 8407110323 50-443 G 

ABRAMS, N.E. 8407240175* 50-322 S ANDERSON. C. J. 8407110077* 50-293 Q ASSELSTINE, J. K. 8407110324 50-443 G 

ABT. S. R. 8407270181* 40-8452 ANDERSON, C. J. 8407110491* 50-423 Q ASSELSTINE, J, K. 8407110325 50-443 G 

AST. S. R. 8407270241* 40-8452 ANDERSON, F. D. 8407020225 50-483 P ASSELSTINE, J. K. 8407110331 50-443 0 

ADAMDNIS, D. C. 8407130204* 50-445 Q ANDERSON, G. C. 8407030234 50-482 0 ASSELSTINE, J. K. 8407110339 50-443 0 

ADAMS, T.R. 8407100598 50-316 S ANDERSON, J. J. 8407090143 50-286 S ASSELSTINE, J. K. 8407110347 50-443 G 

ADCOCK, B.R. 8407110229* 50-170 Q ANDERSON, J. J. 8407190438 50-286 S ASSELSTINE, J. K. 8407110355 50-443 G 

ADENSAM, E. O. 8407110492 50-395 P ANDERSON, J. J. 8407240507 50-286 S ASSELSTINE, J. K. 8407110399 50-443 G 

ADENSAM, E. G. 8407110495* 50-395 P ANDERSON, P. H. 8407230014* 50-400 G ASSELSTINE, J. K. 8407230189* 50-416 P 

ADENSAM, E. G. 8407230214 50-438 M ANDERSON, P. H. 8407230014* 50-400 G ASSELSTINE, J. K. 8407250220 50-443 0 

ADENSAM, E.G. 8407230218* 50-438 M ANDERSON, P. L. 8407110382* 50-255 P ASSELSTINE, J. K. 8407310179* 50-322 F 

AGLES, J. A. 8407190226* 50-250 Q ANDERSON, P. L. 8407110396* 50-255 P AU, T. Y. 8407090341 50-289 0 

AHLERS. D. M. 8407120100 50-413 F ANDERSON, R. 0. 8407200094* 50-282 P AU, T. Y. 0407130212 50-289 G 

AHMED, A. 8407030032* 50-443 Q ANDREWS. R. L. 8407100543 50-285 P AU, T. Y. 8407130318 50-289 G 

AHMED, A. 8407030038* 50-443 Q ANDREWS, R. L. 8407170383 50-285 0 AU, T. Y. 8407260490* 50-289 G 

AHMED. N. 8406290120* 50-245 P ANDREWS. R. L. 8407250095 50-285 K AUBLE, T. 8407130197* FOIA 

AHMED, N. 8407030257* 50-237 P ANDREWS, R. L. 8407260318 50-285 R AUSTIN, G. 8407180006 50-295 R 

ALBRIGHT, R. H. 8407050315* 50-416 Q ANDREWS, R. L. 8407310206 50-285 P AXELRAD, J. 8407020062 50-220 Q 

ALBRIGHT, R. H. 8407190282* 50-369 Q ANDREWS, R. L. 8407310215 50-285 P AXELRAD, J. 8407020118 I«<E 

ALBRIGHT, R. H. 8407190412* 50-324 Q ANDREWS, R.L. 8407310236 50-285 P AXELRAD, J. 8407020452 I««E 

ALDEN.W. M. 8407190247 50-277 R ANDRUS, N. J. 8407260499 40-4492 AXELRAD, J. 8407050211 IS(E 

ALDRICH, L.R. 8407190385 50-373 S ANDRUS, N. J. 8407270198 40-4492 AXELRAD, J, 8407090230 IS«E 

ALDRICH, L.R. 8407240376 50-373 S ANG, W. P. 8407050207* 50-416 0 AXELRAD, J. 8407090283 50-387 0 

ALESIO, W. Q, 8407060141* 40-8681 ANG. W. P. 8407050259* 50-413 0 AXELRAD, J. 8407110282 50-321 Q 

ALEXANDER, G. 8407260215 50-454 A ANG, W. P. 8407190165* 50-390 Q AXELRAD. J. 8407170240 50-259 Q 

ALEXANDER, G. L. 8407060235 50-237 P ANG, W. P. 8407190166* 50-413 Q AXELRAD, J. 8407170349 50-250 Q 

ALEXANDER, G, L. 8407170263 50-237 Q ANTHONY, R. L. 8407090356 50-352 G AXELRAD. J. 8407200166 50-331 Q 

ALEXANDER, G, L. 8407230156 50-454 Q ANTHONY, R. L. 8407090356 50-352 G AXELRAD. J. 8407250081 50-259 Q 

ALEXANDER, R. 8204300097* PRM ANTHONY. R. L. 8407090359 50-352 G AXELRAD. J. 8407250119 50-250 0 

ALEXICH, M. P. 8407030238 50-315 F ANTHONY, R. L. 8407090359 50-352 G AXELRAD, J. 8407260239 50-313 Q 

ALEXICH.M. P. 8407030293 50-315 F ANTHONY, R. L. 8407100620 50-352 0 AXELRAD. J. 8407300275 70-143 

ALEXICH, M,P. 8407030347 50-316 P ANTHONY. R. L. 8407100620 50-352 G AXELRAD, J. A. 8407030491 50-259 G 

ALEXICH, M.P, 8407090171 50-315 P ANTHONY, R. L. 8407100624 50-352 G AXELRAD. J. A. 8407170192 50-409 Q 

ALEXICH, M.P. 8407120338* 50-315 Q ANTHONY, R. L. 8407100624 50-352 G AXELRAD. M. 8407190491 50-461 G 

ALEXICH.M P. 8407120339 50-316 P ANTHONY, R. L. 8407100637 50-352 G AXELRAD. M. 8407190491 50-461 G 

ALEXICH. M.P. 8407120388 50-315 P ANTHONY, R. L. 8407100637 50-352 G AXELRAD. M. 8407190491 50-461 G 

ALEXICH. M.P. 8407130219 50-315 Q ANTHONY, R. L. 8407190501 50-352 G AXELROD. D. 8407120614* State Prog 

ALEXICH, M.P. 8407170183* 50-315 P ANTHONY, R. L. 8407190501 ' 50-352 G AXELSON. W. L. 8407020004 50-266 F 

ALEXICH. M.P. 8407170271 50-315 P ANTONICH, P. 8407200222 50-387 P AXELSON. W. L. 8407030360 70-925 

ALEXICH. M.P. 8407240178 50-315 P APPEL, R. R. 8407050057 40-8728 AXELSON. W. L. 8407030361 50-255 Q 

ALEXICH, M.P. 8407260106 50-315 K ARENDTS, J. G. 8407180218 NUREG AXELSON, W. L. 8407030444 50-295 Q 

ALEXICH. M.P. 8407260212 50-315 Q ARIAS. J. 8407110322 50-251 S AXELSON, W. L, 8407060079 70-1193 

ALEXICH, M.P. 8407300157 50-315 P ARIOO, R. 8407020174 NUREG AXELSON. W. L. 8407100001 50-255 F 

ALEXICH, M.P. 8407300159 50-315 Q ARIGS.J. 8407090264 50-251 S AXELSON. W. L. 8407100247 50-373 Q 

ALEXICH, M.P. 8407300317 50-315 Q ARNOLD. R. C. 8407060222* 50-289 G AXELSON. W. L. 8407100346 50-155 F 

ALEXION. T. W. 8407090067 TOPREP ASH, E, B. 8407120559 WASTE MQT AXELSON, W. L. 8407100431 I5«E 

ALEXION, T. W. 8407250351 TOPREP ASH, E. B, 8407240576 WASTE MGT AXELSON. W. L. 8407170388 70-2872 

ALLARD. H. G. 8407120274 PR ASHBURN, D. J, 8407300180 TOPREP AXELSON. W. L. 8407190095 70-8 
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AUTHOR 

NUMBER 

CATEOORY 

AXELSCW. W. L. 

8407230150 

IJ(£ 


AXELSON, H. L. 

84073 100?7 

50-346 

( 

BADR. 0. 

8407100479# 

50-247 

F 

BAW. 0. 

8407100479* 

50-247 

F 

BADR, 0. A. 

8407060340 

NUREC 


BAER. R. L. 

8407120458 

50-261 

G 

BAER. R. L. 

8407120477 

50-261 

G 

BAER. R. L. 

8407120498 

50-261 

G 

BAER. R. L. 

8407130394 

50-261 

G 

BAER. R. L. 

8407270186 

50-247 

G 

SAOOS. R. S. 

8407110271* 

50-311 

P 

BAILEY, E. P. 

8407300149* 

50-416 

Q 

BAILEY. R. J. 

8407110418* 

50-322 

0 

BAIR. a. ©. 

8407270441 

50-344 

R 

BAIRD, J. B. 

8407120526* 

50-482 

Q 

BAIRD, J. B. 

8407120571* 

50-298 

Q 

BAISDEN. L. 

8407250003 

CONTRACT 

BAKER', C. H. 

8407250125 

50-445 

T 

BAKER, E. T. 

8404270265* 

0A999 


BAKER. K. R. 

8407250578 

50-315 

S 

BAKER, K. R. 

8407260329 

50-315 

s 

BAKER, N. D. 

8407240454* 

CONTRACT 

BAKER, S. W. 

8407120222* 

70-1974 


BALALIS,C. Q. 

8407260014 

XPORTLIC 

BALCH, L. L. 

8407020494 

50-155 

R 

BALCH, L. L. 

8407270414 

50-155 

R 

BALDW1N,C. E. 

8407240565# 

CONTRACT 

BALLARD, R. E. 

8407060012* 

50-445 

G 

BANDHAUER, H. K. 

8407170092 

50-302 

S 

BANDHAUER. W. K. 

8407240373 

50-302 

s 

BA^CR JI, S, K. 

8407020032 

40-8801 


BANCART.R. L. 

8407090148 

50-445 

A 

BAN©ART,R. L. 

8407120558 

50-445 

Q 

BANOART. R. L. 

8407120574 

50-445 

0 

BANOART, R. L. 

8407120602 

50-445 

Q 

BANOART, R. L. 

8407120628 

50-445 

Q 

BARAN, R. 

8407020343 

50-219 

R 

BARANOWSKY. P. W. 

8407170313 

NUREG 


BAREFOOT, E. A. 

8407240275 

MISC 


BARKER, H, A. 

8407310373 

50-546 

I 

BARNES. Z. . 

8407260184* 

QA999 


BARNES, I. 

8407060260* 

QA999 


BARNES, I. 

8407180262# 

50-528 

0 

BARR. K. 

8407190193* 

50-320 

Q 

BARR. K. P. 

8407250020 

27-47 


BARR. K. P. 

8407270123 

I8tE 


BARR. K, P. 

8407270174 

70-1151 


BARR. K. R. 

8407170448* 

50-245 

<5 

BARRETT. L 

8407110622 

WASTE MOT 

BARRETT, L. 

8407120298 

WASTE MOT 

BARRETT. L. 

8407230201 

WASTE MGT 

BARRETT, L, H. 

8407110560 

WASTE MOT 

BARRETT, L. H. 

8407110564* 

WASTE MGT 

BARRETT, L. H. 

8407190182 

50-320 

Q 

BARRETT, L. H. 

8407250144 

50-320 

Q 

BARRETT, L. H. 

8407260476 

WASTE MGT 

BARRY, L. W. 

8407050113* 

COMMISSION 

BARTH, C. A. 

8407110232 

50-400 

G 

BARTH. C. A. 

8407180300 

50-400 

G 

BARTH, C. A. 

8407180314 

50-400 

G 

BARTH, C. A. 

8407180319 

50-400 

G 

BARTH, C. A. 

8407230123 

50-400 

G 

BARTH, C, A. 

8407230134 

50-400 

G 

BARTLETT, B. L. 

8407200105 

50-260 

S 

BARTTER, W. D. 

8407060056 

NJREG 


BARZANO. W. J. 

B407160311 

40-2061 


BABKIN, K. P. 

8407110186 

50-206 

P 

BA»^IN. K- P. 

8407110196* 

50-206 

P 

BASKIN. K. P, 

8407190414 

50-206 

P 

BASKIN. K. P. 

8407190425* 

50-206 

P 

BASKIN, K,P. 

8407250395 

50-206 

P 

BASKIN, K.P. 

8407250396* 

50-206 

P 

BASKIN. K. P. 

8407310291* 

50-361 

Q 

BATEMAN, W. H. 

8407240062* 

50-410 

Q 

BATES, J, W* 

8407190094* 

50-413 

Q 

BATES, J. U. 

8407260312* 

70-1113 


BAIER, E. 0. 

8407020396* 

50-352 

K 

BAtWACK, H. 

8407090036* 

50-289 

Q 

BAU8CFI, D. B. 

8407090350 

50-289 

G 

BAU8ER. D. B. 

8407090350 

50-289 

0 

BAU80I.D.B. 

8407130155 

50-289 

Q 

BAUSCR',D,B. 

8407130155 

50-289 

Q 

lAy^ll,D.l. 

8407190206 

5Ch-289 

G 

BAl«H, '0. Bv 

8407190206 

50-289 

0 


8407190488 

50-289 

G 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

BAUSER. D. B. 

8407190488 

50-289 

G 

BAUSER, D. B. 

3407230119 

50-400 

T 

BAUSER. D. B. 

8407230119 

50-400 

T 

BAUSER. D. B. 

8407230318 

50-400 

G 

BAUSER. D. B. 

8407230318 

50-400 

G 

BAUSER. D. B. 

8407250206 

50-400 

G 

BAUSER. D. B. 

8407250206 

50-400 

G 

BAXTER. T. A. 

8407030471 

50-400 

G 

BAXTER. T. A. 

8407030471 

50-400 

G 

BAXTER. T. A. 

8407130314 

50-400 

G 

BAXTER. T. A. 

8407130314 

50-400 

G 

BAXTER. T. A. 

8407160303 

50-400 

G 

BAXTER. T. A. 

8407160303 

50-400 

G 

BAXTER. T. A. 

8407310267 

50-400 

G 

BAXTER. T. A. 

8407310267 

50-400 

G 

BAYNARD. P. Y. 

8407180038* 

50-302 

Q 

BAYNE. J. P. 

8407020346 

50-286 

F 

BAYNE, J. P. 

8407020425 

50-286 

P 

BAYNE, J. P. 

8407060214 

50-333 

P 

BAYNE, J. P. 

8407090215 

50-286 

P 

BAYNE. J. P. 

8407090243 

50-333 

P 

BAYNE. J. P. 

8407100287 

50-333 

P 

BAYNE. J. P. 

8407100374 

50-286 

P 

BAYNE. J. P. 

84071 10540* 

50-286 

Q 

BAYNE, J. P. 

8407200086 

50-333 

F 

BAYNE. J. P. 

8407200189 

50-286 

P 

BAYNE. J. P. 

8407230009 

50-333 

P 

BAYNE, J. P. 

8407240078 

50-333 

F 

BAYNE. J. P. 

8407240310 

50-286 

P 

BAYNE. J. P. 

8407250359 

50-333 

K 

BAYNE, J. P. 

8407270188 

50-247 

P 

BAYNE, J. P. 

8407270264 

50-333 

P 

BAYNE, J. P. 

8407300171 

50-286 

K 

BEAHM. D. M. 

8407020317* 

50-269 

P 

BEALL, J. 

8407090236 

50-293 

S 

BEATTY. 0. P. 

8407060115 

50-261 

R 

BECHHOEFER, C. 

8407120134 

50-498 

6 

BECK. G. P. 

8407160156 

50-151 

F 

BECKER. B. D. 

8407020520 

30-454 

G 

BECKER, B. 0. 

8407020520 

50-454 

G 

BECKER. B. D. 

8407020521* 

50-454 

G 

BECKER. B. D. 

8407020521* 

50-454 

0 

BECKER, B, D. 

8407130245 

50-454 

G 

BECKER. B. D. 

8407130245 

50-454 

G 

BECKER. B. D. 

8407190270 

50-456 

G 

BECKER, B. D. 

8407230337 

50-454 

G 

BECKER. B. D. 

8407230337 

50-454 

G 

BECKHAM. J. T. 

8407170397 

30-366 

P 

BECKHAM, J. T. 

8407260203 

50-321 

K 

BECKNER, W. D. 

8407090056* 

REVIEW GRP 

BEHNKE. U. B. 

8407090371* 

50-454 

T 

BELAiNGER. J. L. 

8407160186* 

50-266 

Q 

BEL ISLE, G. 

8407180283* 

50-327 

<3 

BEL ISLE, G. A. 

8407090010* 

50-335 

Q 

BELISLE, 0. A. 

8407180128* 

50-338 

Q 

BELISLE, G. A. 

8407190031* 

50-390 

Q 

BELISLE, G. A. 

8407190112* 

50-390 

Q 

BELL, J. 

8407190193* 

50-320 

Q 

BELL, J. M. 

8407250150* 

50-320 

Q 

BELL, M. J. 

8407120363 

WASTE MGT 

BELL. N. 

BELL. N. 

8407030139 
84071 10499 

50-400 

FOIA 

S 

. BELL. N. 

BELL. N. 

BELL, N. 

BELL, N. 

BELL. N. 

BELL, N. 

8407120124 

8407120267 

8407120271* 

8407240327 

8407240332* 

8407240335 

50-397 

PR 

PR 

PR 

PR 

PR 

P 

BELLAMY, R. 

8407230005 

50-247 

a 

BELLAMY, R. R. 

8407110514 

50-286 

Q 

BELLAMY, R. R. 

8407310281 

50-317 

Q 

BEMIS, P. 

8407190460* 

50-324 

Q 

BEMIS,P. R. 

8407050253* 

50-400 

Q 

BEMIS, P. R. 

8407050370* 

50-261 

Q 

BEMIS, P.R, 

8407050391* 

50-324 

Q 

BEMIS, P. R. 

8407190159* 

50-261 

Q 

BEMIS, P. R, 
BENAVIDES, P.R. 
BENDER, n. 

BENDER, M. 

BENKDVITZ, C. 
BENNETT, A. B. 

8407270408* 

8407100127 

8407050150 

8407050150 

8407170576 

8407130195* 

30-400 

QA999 

ACRS 

ACRS 

NUREG 

FOIA 

Q 

BEIWETT. W. R. 

8407130371* 

50-267 

Q 

BENVENISTE, J. 
BERODOLL, T. E, 

8407100430 

8407170037* 

50-187 

CONTRACT 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BERGDOLL, T. E. 
BERGERON, K. D. 

8407250174* 

8407020036 

CONTRACT 

NUREG 

BERLIN, K. 

8407180310* 

50-528 

G 

BERLINGER, C. H. 

8407300214 

50-206 

S 

BERNABEI, L. 

8407050189 

50-289 

G 

BERNABEI, L. 

8407050189 

50-289 

G 

BERNSTEIN, R. 

8407130328 

State Pt'oa 

BERNTHAL. F. M. 

8407250157* 

50-454 

A 

BERRY, D. L. 

8406070143 

50-295 

P 

BERRY, J. A. 

8407110057* 

50-219 

Q 

BESS. J. E. 

8407260008* 

50-382 

Q 

BETTENHAUSEN, L. 

8407100691* 

50-322 

Q 

BETTENHAUSEN. L. 

8407110015* 

50-219 

Q 

BETTENHAUSEN, L. 

8407110073* 

50-388 

Q 

BETTENHAUSEN, L. 

8407110388* 

50-29 

Q 

BETTENHAUSEN, L. 

8407300221* 

50-388 

Q 

BETTENHAUSEN. L. 

8407300330* 

50-244 

<3 

BETTENHAUSEN, L. 

8407300340* 

50-443 

Q 

BETTENHAUSEN. L. 

8407310058* 

50-293 

Q 

BETTENHAUSEN. L. 

8407310321* 

50-352 

Q 

BEVAN, R. B. 

8407100069 

50-254 

P 

BEVAN. R. B. 

8407250306 

50-254 

P 

BEWLEY, E. K. 

8407260216 

50-317 

R 

BIBB, H. E. 

8407060019* 

50-335 

Q 

BIBB, H. E. 

8407310133* 

50-335 

Q 

B ICEHOUSE, H. J. 
BICKWIT. L. 

8407030077* 

8206230260* 

50-317 

FOIA 

<3 

BICKWIT. L. 
BIDINOER, G. H. 
BIDINOER. G. H. 

8407120129* 

8407060367* 

8407100178* 

50-358 

70-2375 

70-1113 

Q 

BIEMILLER, S. 

8407020114 

50-309 

R 

BIEMILLER. S. A. 
BIJARCHI. I. 

8407300188 

8407200091 

50-309 

QA999 

R 

BINDER, J. D. 

BISHOP, T. W. 

8407030203# 

8407020376 

50-454 

MISC 

T 

BISHOP, T. W. 

B407060120 

50-275 

(3 

BISHOP. T. W. 

8407060248 

50-328 

Q 

BISHOP, T. W. 

8407170353 

50-273 

Q 

BISHOP. T. W. 

8407180131 

50r275 

Q 

BISHOP. T. W. 

8407180248 

50-328 

<3 

BISHOP, T. W. 

8407180256 

50-397 

<3 

BISHOP. T. W. 

8407180260 

50-328 

Q 

BISHOP, T. W. 

8407180273 

50-275 

Q 

BISHOP. T. W. 

8407180282 

50-344 

Q 

BISHOP. T. W. 

8407180287 

50-273 

Q 

BISHOP. T. W. 

8407180325 

50-275 

Q 

BISHOP. T. W. 

8407190015 

50-460 

Q 

BISHOP. T. W. 

8407190279 

50-362 

Q 

BISHOP, T. W. 

8407250518 

50-312 

Q 

BISHOP, T. W. 

8407260119 

50-206 

Q 

BISHOP, T. W. 

8407260345 

,50-328 

<3 

BISHOP. T. W. 

8407310086 

50-397 

Q 

BISHOP, T. W. 

8407310108 

50-397 

Q 

BISHOP. W. A. 

8407050456 

WASTE MGT 

BISTODEAU. D. 

8407090092 

50-263 

S 

BLACKFORD, M. 

8407230410* 

WASTE MOT 

BLAKE. E. L. 

8407060073 

50-289 

0 

BLAKE, E. L. 

8407090343 

50-289 

Q 

BLAKE, E. L. 

8407090343 

50-209 

G 

BLAKE, E. L. 

8407120133 

50-289 

G 

BLAKE. E. L. 

8407120133 

50-289 

0 

BLAKE. E. L. 

8407130162 

50-289 

G 

BLAKE. E. L. 

8407130162 

50-289 

0 

BLAKE. E. L. 

8407270095 

50-289 

G 

BLAKE, E. L. 

8407270095 

50-209 

G 

BLAKE. E. L. 

8407310270 

50-424 

0 

BLAKE. E. L. 

8407310270 

50-424 

G 

BLAKE. J. J. 

8407050207* 

50-416 

<3 

BLAKE. J. J. 

8407050259* 

50-413 

Q 

BLAKE. J. J. 

8407050318* 

50-269 

Q 

BLAKE. J. J. 

8407050334* 

50-424 

Q 

BLAKE. J. J. 

8407050406* 

50-280 

Q 

BLAKE. J, J. 

8407060039* 

50-259 

Q 

BLAKE, J. J. 

8407060328* 

50-438 

Q 

BLAKE. J. J. 

8407090061* 

50-395 

Q 

BLAKE. J. J. 

8407180122* 

50-390 

Q 

BLAKE. J. J. 

8407180199* 

50-424 

Q 

BLAKE. J. J. 

8407180253* 

50-261 

Q 

BLAKE. J. J. 

8407190059* 

50-335 

Q 

BLAKE. J. J. 

8407190101* 

50-338 

<3 

BLAKE. J. J. 

8407190165* 

50-390 

Q 

BLAKE. J. J. 

8407190166* 

50-413 

Q 

BLAKE. J. J. 

8407190177* 

50-413 

Q 

BLAKE. J, J. 

8407190195* 

50-348 

<k 

BLAKE. J. J. 

8407190225* 

50-400 

<3 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLAKE. J. J. 

8407190287# 

50-390 

Q 

BLAKE. J. J. 

8407190391# 

50-424 

Q 

BLAKE. J. J. 

840730024 S# 

50-302 

G 

BLAKE. J. J. 

8407300269# 

50-390 

Q 

BLAKE. J. J. 

8407300389# 

50-338 

G 

BLATT. «. 

840702018S 

50-247 

R 

blatt. M. 

8407270216 

50-247 

S 

BLATT. M. 

8407300391 

50-247 

R 

blauer. k. 

8407120241 

50-315 

H 

blind. A. A. 

8407200173 

50-315 

S 

blind, a. a. 

8407260149 

50-315 

S 

BLIXT.J. T. 

8407310216 

50-445 

T 

blixt. j. T. 

8407310216 

50-445 

T 

BLOCH. P. 

8407120130 

50-445 

G 

BLOCH, P. B. 

8407020314 

50-445 

0 

BLOCH, P. B. 

8407090139 

50-445 

Q 

BLOCH. P. B. 

8407090360 

50-440 

0 

BLOCH. P. B. 

84071003S2 

50-445 

G 

BLOCH. P. B. 

BLOSSOM, J. N. 

8407270171 

8407020524 

50-440 

40-8452 

G 

BLOUOH. A. R. 

BLOYD. R. M. 
BLUBAUOH. R. E. 

8407230365# 

8407050215 

8407030245 

50-277 

□RO 

40-3453 

G 

BLUMBERO. N. 

8407110015# 

30-219 

G 

BOARDMAN. J. ft. 

8407260008# 

50-382 

Q 

BOCK. C. A. 

8407120079 

50-456 

G 

BOCK, C. A. 

8407120079 

50-456 

G 

bodett. S. p. 

8407240575# 

WASTE MOT 

BODETT. S. P. 

BOODEN. 6. 

booden. Q. 

BOODEN. O. 

BOODEN. Q. 

BOOE. R. 

BOOE. R. J. 

8407250019# 

8407020497 

840702059 1 

8407270193 

84073OO146 

8407120346* 

8407120352# 

WASTE MGT 
40-1162 

40-1 162 
40-8684 
40-1162 
40-8099 
40-8099 

BOOOS. R. 8. 

BOHL. L. 8. 

8407030427* 

8407120336 

50-261 

QA999 

P 

BOLEN. A. E. 
BOLLINGER. L. J. 

8407190150 

8407100059# 

30-123 

40-8392 

F 

SOLON. A. E. 

8407190374# 

50-123 

F 

bonberger.c. 

8406120460# 

50-272 

P 

BOMBEROER.C. 

8406190360* 

50-271 

P 

BOHBEROER. C. 

8406270187* 

50-302 

P 

BONBEROER. C. 

8406290120* 

50-245 

P 

BOND. 0. D. 

8407230038 

50-410 

H 

BOOKER. J. E, 

8407020248 

50-438 

S 

BOOKER, J. E. 

8407020253 

50-458 

S 

BOOKER, J. E. 

8407020352 

50-458 

s 

BOOKER, J. E. 

8407020362 

50-458 

s 

BOOKER, J. E. 

8407030100 

50-458 

s 

BOOKER. U. E. 

8407050005 

50-458 

s 

BOOKER. J. E. 

8407050029 

50-458 

s 

BOOKER, J. E. 

8407050033 

50-458 

s 

BOOKER. J. E. 

8407050054 

50-458 

s 

BOOKER. J. £. 

8407050088 

50-458 

s 

BOOKER. J. E. 

8407090084 

50-458 

s 

BOOKER. J. E. 

8407090161 

30-450 

e 

BOOKER', J. E. 

8407100414 

50-458 

s 

BOOKER, J. E. 

8407100443 

50-458 

s 

BOOKER, J. E. 

8407130026 

50-450 

s 

BOOKER, J. E. 

8407130046 

50-458 

s 

BOOKER, J. E. 

8407130092 

50-458 

s 

BOOKER, J. E. 

8407130207 

50-458 

s 

BOOKER, J. E. 

8407130241 

50-458 

s 

BOOKER, J. E. 

8407160166 

50-458 

A 

BOOKER, xJ. E. 

8407200013 

50-458 

s 

BOOKER. J. E. 

8407230090 

50-458 

s 

BOOKER, J. E. 

8407250255 

50-450 

0 

BOOKER, U. E. 

8407300434 

50-458 

s 

BOOKER, J, E. 

8407300446 

50-450 

s 

BOOKER, J. E. 

8407300449 

50-458 

8 

BOOKER. J. E. 

8407300453 

50-458 

s 

BOOKER, J. E. 

8407300464 

50-458 

8 

BOOKER, J. E. 

8407300469 

50-458 

8 

BOOKER. J. E. 

8407300480 

50-458 

S 

BOOKER, J. E. 

8407300403 

50-450 

8 

BOOKER, U. E. 

8407300486 

50-458 

8 

BOOKER, J. E. 

8407300490 

50-430 

8 

BOOKER, U. £. 

BOOTH. L, F. 

0407310081 

8407020288 

50-458 

40-0724 

8 

BORCHARDT, R. 

8407130329* 

50-293 

G 

BORDENICKiB. M. 

8407030264 

50-424 

0 

BORDENICK.B. M. 

8407030308 

50-322 

0 

BORDENICK.B. M. 

8407100560 

50-322 

Q 

BORDENICK.B. M. 

S407100371 

50-322 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BORDENICK. B. M. 

8407100607 

50-322 

G 

BORDENICK. B. M. 

8407110234 

50-322 

0 

BORDENICK. B. M. 

8407110236* 

50-322 

0 

BORDENICK. B. M. 

8407110256 

50-322 

G 

BORDENICK. B. M. 

8407190239* 

50-322 

G 

BORDENICK. B. M. 

8407270127 

50-322 

T 

BORDERS. J. M. 

8407300149* 

50-416 

Q 

BORELLA, H. M. 
BOSKEY. B. 

8407110004 

8407030296 

NUREG 

50-348 

M 

BOSKEY.B. 

8407030296 

50-348 

M 

BOSKEY. B. 

8407030468 

50-348 

G 

BOSKEY. B. 

8407030468 

50-348 

G 

BOSKEY. B. 

8407120090 

50-348 

M 

BOSKEY. B. 

8407120090 

50-348 

M 

BOSKEY. B. 

8407190309 

50-348 

M 

BOSKEY. B. 

8407190509 

50-348 

M 

BOSNAK.R. J. 

8406050014* 

50-280 

P 

BOSTED. C. 

8407180231* 

50-528 

G 

BOUKNIOHT, J. A. 

8407100248 

50-348 

M 

BOUKNIOHT, J. A. 

8407100248 

50-348 

M 

BOUKNIOHT. J. A. 

8407100341 

50-348 

M 

BOUKNIOHT, U. A. 

8407100341 

50-348 

M 

BOUKNIOHT. J. A. 

8407100618 

50-348 

M 

BOUKNIOHT, J. A. 

8407100618 

50-348 

M 

BOUKNIOHT, U. A. 

8407250412 

50-348 

M 

BOUKNIOHT, U. A. 

8407250412 

50-348 

M 

BOYD, D. 

8407200024 

50-409 

S 

BOYD. D. 

8407200192 

50-409 

S 

BOYD. D. C. 

8407170539* 

50-331 

G 

BOYER, R. E. 

8407170143 

50-206 

S 

BOYER. R. E. 

8407200101 

50-206 

8 

BOYER, V. S. 

8407030266* 

50-352 

A 

BOYER. V. S. 

8407120092* 

50-352 

'' 

BOYER, V. S. 

BOYER. V. S. 

8407260026 

8407270179 

50-352 

50-352 


BRACKEN, K. W. 
BRADFORD. W. H. 

8407120012 

8407260271* 

71-5814 

50-348 

Q 

BRADFORD. W. H. 

8407270427* 

50-348 

G 

BRADLEY, E. J. 

8407020389 

50-352 

K 

BRADLEY. E. J. 

8407020396# 

50-352 

K 

BRADLEY. E. J. 

8407030254 

50-352 

A 

BRADLEY. E. J, 

8407260173 

50-277 

K 

BRADLEY. J. 

8407130495 

50-155 

F 

BRADY. J. A. 

8407170188 

50-320 

F 

BRADY. J. A. 

8407250279 

50-289 

F 

BRAMLETT. L. S. 

B407300074 

50-368 

R 

BRANCH. E. B. 

8407190504# 

50-454 

T 

BRANCH. E. B. 

8407190504* 

50-454 

T 

BRANCH, e. B. 

8407310423 

50-454 

T 

BRANCH, M. W. 

8407180164* 

50-333 

Q 

BRANCH. M. W. 

8407180322# 

50-438 

G 

BRANDT, C. T, 

8407190240 

50-445 

T 

BRANDT, C. T. 

8407190240 

50-445 

T 

BRANNIN. J. P. 

8407190430 

50-335 

S 

BRAY, L. 

8407260100# 

50-361 

Q 

BREHENY.P. J. 

8407020368# 

50-483 

F 

BRENIZER. J. S. 

8407020188 

50-396 

P 

BRENNER, L. 

8407100380 

50-352 

0 

BRENNER, L. 

8407120116 

50-322 

G 

BRENNER. L. 

8407120120# 

50-322 

G 

BRENNER. L. 

8407120127* 

50-322 

0 

BRENNER. L. 

8407180147 

50-322 

G 

BRENNER. L. 

8407240179 

50-352 

G 

BRENNER. L. 

8407250418 

50-352 

G 

BRENNER. L. 

8407260489 

50-322 

G 

BRENNER. L. 

8407260491 

50-322 

G 

BRENNER. L. 

8407310129# 

50-322 

G 

BREWER. B. 

8407170163 

WASTE MOT 

BREWER, K. 

8407260288 

50-250 

Q 

BREY, H. L. 

8407030175 

50-267 

S 

BREY, H. L. 

8407230333 

50-267 

Q 

BRICH.R. F. 
BRICH.R. F. 
BRICH.R. F. 
BRIOENBAUOH. 0. 

8407060292* 

8407300024* 

8407300032 

8407190237# 

40-1341 

40-1341 

40-1341 

50-322 

T 

BRIDENBAUOH. D. 

8407190250# 

50-322 

T 

BRIOENBAUOH. D. 

8407300053# 

50-275 

0 

BRIOOS. L. 

8407300340# 

50-443 

0 

BRIOOS, L. 

8407310321* 

50-352 

Q 

BRIGHT, 0. 0. 

8407090360 

50-440 

0 

BRIGHT, 0. 0. 

8407180289 

50-142 

G 

BRIGHT, 0. 0. 

8407260126 

50-400 

0 

BRIGHT, 0. □. 

8407270171 

50-440 

0 

BRIHMADESAM. J. 

8407250192* 

50-416 

G 

BRIHMADE8AM, J, 

8407250195* 

50-416 

G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BRISBIN.N. L. 

8406070143 

50-295 

P 

BRITT, L. F. 

8407090324 

50-322 

G 

BRITT, L. F. 

8407090378 

50-322 

G 

BRITT, L. F. 

8407260488 

50-322 

0 

BRITT, R. W, 

8407060177 

50-266 

P 

BRITTAIN, P. G. 

8407190222 

50-445 

T 

BROCK, B. L. 

8407030463# 

70-1257 


BROCK, B. L. 

8407050175# 

70-984 


BROCK, B. L. 

8407180328# 

70-734 


BROMBERG. B. 

8407100654 

CONTRACT 


BROMBERG. B. 

8407190521 

CONTRACT 


BROMBERG. B. J. 

8407090316 

CONTRACT 


BROMBERG, B. J. 

8407170031 

CONTRACT 


BRONS, J. C. 

8407090143 

50-286 

S 

BRONS, J. C. 

8407110527# 

50-286 

Q 

BRONS, J. C. 

8407190091 

50-286 

R 

BRONS, J. C, 

8407190438 

50-286 

S 

BRONS, J. C. 

8407240507 

50-286 

S 

BRONS, J. C. 

8407260279 

50-286 

Q 

BROOKS. D. J. 

8407120600 

WASTE MGT 

BROUGHTON, T. Q. 

8407030477# 

50-289 

T 

BROWN, D. U. 

8407250214 

50-348 

Ml 

BROWN, E. J. 

8407260376 

MISC 


DROWN, K. 

8407270068 

40-8745 


BROWN, K. H, 

8407020199# 

70-1167 


BROWN. K, H. 

8407020209# 

70-1167 


BROWN, K. H. 

8407020254# 

70-1167 


BROWN. L. R. 

8407240006 

XPDRTLIC 


BROWN, L. R. 

8407250291 

XPORTLIC 


BROWN, R. S. 

8407170051# 

50-556 

A 

BROWN, R. T. 

8407030272# 

50-327 

R 

BROWN, W. B. 

8407120409 

70-143 


BROWN. W. B 

8407120436 

70-1201 


BROWN, W. B. 

8407120457 

70-27 


BROWN, W. B. 

8407120472 

70-27 


BROWN. W. B. 

8407120483 

70-1151 


BROWN. W. H, 

8407120485 

70-1359 


BROWN, W. B. 

8407120515 

70-27 


BROWN. W. B. 

8407120540 

70-1113 


BROWN. W. B. 

8407120547 

70-27 


BROWN. W. B. 

8407120552 

70-135 


BROWN, W. E. 

8407120573 

70-143 


BROWN. W. B. 

8407120584 

70-734 


BROWN. W. B. 

8407120617 

70-143 


BROWN. W. B 

8407130006 

70-1151 


BROWN. W. B. 

8407130341 

70-143 


BROWN. W. B. 

8407130345 

70-27 


BROWN. W. B. 

8407130347 

70-1201 


BROWN. W. B. 

8407130384 

70-143 


BROWN. W. B. 

8407130399 

70-143 


DROWN. W, B. 

8407130403 

70-143 


BROWNING, R. E. 

8407100049 

WASTE MOT 

BROWNING, R. E. 

8407120468 

WASTE MGT 

BROWNING, R. E. 

8407120564 

WASTE MGT 

BROWNLEE, V. L. 

8407050397# 

50-413 

Q 

BROWNLEE, V. L. 

8407180185* 

50-369 

0 

BROWNLEE, V. L. 

8407180258* 

50-269 

Q 

BROWNLEE. V. L. 

8407190030* 

50-413 

Q 

BROWNLEE, V, L. 

8407270391* 

50-269 

Q 

BRUOOINK, D. J. 

8407030272* 

50-327 

R 

BRUNOARDT, R. 

8407190383 

50-298 

S 

BRYAN. R. H. 

8407160094 

TOPREP 


BRYAN. R. H. 

8407160140 

TOPREP 


BRYANT, J. 

8407180258* 

50-269 

Q 

BRYANT. J. 

8407270391* 

50-269 

Q 

BRYANT, K. R. 

8407270384 

50-483 

R 

BRYANT, R. E. 

8407250174* 

CONTRACT 


BUCHANAN, J. P, 

8407030272* 

50-327 

R 

BUCKALEW, W. H. 

8407130319* 

FOIA 


BUCKLEY. B. 

8407090147 

50-400 

A 

BUCKLEY, B. 

8407240142 

50-400 

A 

BUCKLEY, J. T. 

8407200273 

WASTE MOT 

BUCKLEY. J. T. 

8407260069 

WASTE MOT 

BUCKLEY, J, T. 

8407260322 

WASTE MOT 

BUDNITZ.R. J. 

8407310042* 

CONTRACT 


BUHR, 8. 

8407200214* 

MISC 


BUHR. S. 

8407200218* 

MISC 


bunting, J. 

8407120478 

WASTE MOT 

BUNTING, J. 0. 

8407190175 

WASTE MGT 

BURDICK. T. 

8407130408* 

50-266 

G 

BURDICK, T.M. 

8407310021* 

50-456 

Q 

BURDOIN. J. F. 

8407170356# 

50-275 

Q 

burger, C. 

8407270391# 

50-269 

G 

burger, f. j. 

8407230058 

50-271 

R 

BURGESS, B. L. 

8407190256* 

50-329 

Q 



502 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BURKE. D. J. 

840730038A* 

50-280 

G 

BURNETT. P. T. 

8407190025* 

50-413 

Q 

BURNETT. P. T. 

8407 1902 5 a# 

50-369 

Q 

BURNETT. R.F. 
BURNETT. R.F. 

BURNETT, R. F. 

BURNS, M. 

8406060426# 

8407120510 

8407170547# 

8407090115 

MISC 

70-143 

PRM 

50-498 

G 

BURNUM. S, 

8407240612 

WASTE MGT 

BURNUM. S. T. 

8407250424 

WASTE MGT 

BURRIS. S. P. 

8407050378# 

50-413 

Q 

BURRIS. S. P. 

8407190135# 

50-390 

G 

BURRIS. S. P. 

8407190378# 

50-321 

Q 

BURRIS. S. P. 

8407300406* 

50-321 

G 

BURWELL. S. B. 

8402150450# 

50-445 

Q 

BURNELL, S. B. 

8407110545 

50-445 

A 

BURWELL, S. B. 

8407 160023 

50-445 

T 

BUSH, M. U. 

8407310297 

50-352 

G 

BUSLIK, A. 

BUSTARD. L. D. 
BUTLER, S. D. 

8407030165# 

8407060059 

8407060314# 

FOIA 

NUREG 

50-327 

Q 

BUTLER, S. D. 

8407190271* 

50-327 

G 

BYRD. R. W. 

8407090117 

50-416 

S 

CAHILL, W. J. 

8407030330 

50-458 

A 

CAHILL, W. U. 

8407030332* 

50-458 

A 

CAHILL, W. J. 

8407050238 

50-458 

K 

CAIN, C, L. 

CAIN, J. M. 

8407260068# 

8407020431 

40-6622 

50-382 

A 

CALDWELL. L. 

8407170574 

50-397 

G 

CALDWELL, R. A. 

8407170229# 

50-298 

G 

CALDWELL, R. A. 

8407250446* 

50-445 

G 

CALEY. J. L. 

8407190287# 

50-390 

G 

CALLAN, L. J. 

8407300444# 

50-277 

G 

CALL I CUT, J. 

8407170065 

50-445 

T 

CAMPAONONE, M. J. 

8407310582 

50-322 

A 

CAMPBELL, K. W. 

CAMPBELL. R. 

8407180329 

8407130293# 

NUREG 

50-352 

G 

CAMPBELL, R. M. 

8407250430* 

50-456 

G 

caniano, r. j. 
CANTER, H. L. 

8407120210 

8407170356# 

40-8724 

50-275 

G 

CANTER. H. L. 

8407180133* 

50-275 

G 

CANTRELL, F. S. 

8407020406 

50-259 

S 

CANTRELL, F. S. 

8407190302* 

50-566 

Q 

CANTRELL, F. S. 

8407260253* 

50-395 

G 

CANTRELL, F. S. 

8407260271* 

50-348 

Q 

CANTRELL, F. S. 

8407270427* 

50-348 

Q 

CAPHTON. D. L. 

8407310058* 

50-293 

G 

CAPPUCCIO, Q. 

8407100502* 

50-271 

P 

CARDARELLI, R. 
CAREY, J. J. 

8407120063* 

8407020009 

40-7455 

50-334 

R 

CAREY, J. U. 

8407020108 

50-334 

R 

CAREY, J. U. 

8407030276 

50-334 

P 

CAREY, U. J. 

8407030280* 

50-334 

P 

CAREY, U. J. 

8407030303 

50-334 

F 

CAREY, U. U, 

8407100486 

50-334 

F 

CAREY, U. U. 

S4071004S9* 

50-334 

F 

CAREY, U. J. 

8407170043 

50-334 

G 

CAREY, J. U. 

8407180074 

50-334 

P 

CAREY, J. J. 

8407180080* 

50-334 

P 

CAREY, J. U. 

8407180093 

50-334 

P 

CAREY. U. U. 

8407180096* 

50-334 

P 

CAREY, J. U. 

8407240296 

50-334 

P 

CAREY, J. U. 

8407240324 

50-334 

P 

CAREY, J. J. 

8407250101 

50-334 

K 

CAREY, J. J. 

8407270403 

50-334 

R 

CARLSON. D. D. 

8406070143 

50-295 

P 

CARNEY. J. 

8407020126 

50-265 

S 

CAROLAN, U. F. 

8407030337 

REVIEW GRP 

CARPENTER. D. R. 

8407120475* 

50-498 

Q 

CARPENTER. F. D. 

8407230113 

50-352 

R 

CARPENTER. U. H. 

8407260126 

50-400 

G 

CARR. A. V. 

8407020510 

50-413 

G 

CARR. A. V. 

8407020510 

50-413 

G 

CARR. A. V. 

8407100252 

50-413 

6 

CARR. A. U. 

8407160277 

50-413 

G 

CARR. A. V. 

8407180304 

50-413 

0 

CARR I NOTON. M. 

8407240181* 

50-322 

S 

CARROLL. R. 

8407180035* 

50-390 

G 

CARSON. B. H. 

8407310321* 

50-352 

G 

CARUSO. M- A. 
CA8CARAN0. R. N. 

8407130309* 

8407020095 

FOIA 

50-295 

Q 

CASCARANO. R. N. 

8407030319 

50-304 

P 

CASCARANO. R. N. 

8407030420 

50-295 

P 

CASCARANO, R. N. 

8407300197 

50-295 

P 

CASE. E. 0. 

8407250333* 

50-298 

F 

CASE^ E. 0. 

8407270185* 

50-155 

F 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

CASE. E. G. 

8407270239# 

50-155 

P 

CASHWELL, R. J. 

8407240235 

50-156 

R 

CASSEL, D. W. 

8407060101 

50-454 

G 

CASSEL. D. W. 

8407060103# 

50-454 

G 

CASSEL. D. W. 

8407130261 

50-454 

G 

CASSEL. D. W. 

8407130268* 

50-454 

G 

CASTIGLIONE, L. 

8407030105 

50-155 

S 

CASTIGLIONE, L. 

8407030151 

50-155 

S 

CASTIGLIONE, L. 

8407030190 

50-155 

S 

CASTIGLIONE, L. 

8407030409 

50-155 

S 

CATTON, I. 

8407030041 

ACRS 


CATTON, I. 

8407030447 

ACRS 


CATTON, I. 

8407050016 

ACRS 


CAUGHEY. M. A. 

8407120159 

50-289 

H 

CERVENKA, P. F. 

8407060180 

50-219 

S 

CESARE, J. G. 

8407060125 

50-416 

R 

CESARE, J. G. 

8407200250 

50-416 

R 

CHA, B. K. 

8407180028 

NUREG 


CHAFFEE, A. 

8407230040 

50-362 

S 

CHAFFEE, A. 

8407240092 

50-362 

S 

CHAFFEE, A. E. 

8407180292* 

50-275 

G 

CHAFFEE, A. E. 

8407190283* 

50-362 

G 

CHAFFEE, A. E. 

8407260125# 

50-206 

G 

CHAN. E. X. 

8407270100 

50-457 

G 

CHAN, E. I. 

8407270141 

50-456 

G 

CHAN, R. S. 

8407030252* 

50-454 

G 

CHANDA, J. J. 

8407250078 

WASTE MGT 

CHANDLER, J. C. 

8407060083 

TOP REP 


CHANDLER, J. C. 

8407100392 

TOP REP 


CHANDLER, J. C. 

8407100513 

TOPREP 


CHANDLER, J. C. 

8407200097* 

50-282 

P 

CHANDLER, J. C. 

8407250365 

TOPREP 


CHANDLER, J. C. 

8407300204 

50-316 

P 

CHANDLER. J. C. 

8407310313 

50-295 

P 

CHANDLER, J. C. 

8407310371 

50-316 

P 

CHAPLIN. S. D. 

8407260040 

50-320 

S 

CHAPMAN. D. N. 

8407060012# 

50-445 

G 

CHAPMAN. D. N. 

8407170082 

50-445 

T 

CHAPMAN. N. G. 

8407030374 

PR 


CHARNLEY. J. S. 

3407250331 

TOPREP 


CHARYULU. V. 

8407250270 

50-294 

F 

CHAUDHARY. S. K. 

8407110049# 

50-352 

Q 

CHAUDHARY. S. K. 

3407 130293# 

50-352 

Q 

CHAVEZ, D. 

8407090329 

50-454 

0 

CHAVEZ. D. 

8407090329 

50-454 

G 

CHAVEZ, D. 

8407100603 

50-454 

0 

CHAVEZ, D. 

8407100603 

50-454 

G 

CHEN. F. F. 

8407180028 

NUREG 


CHEN, J. C. 

8407060340 

NUREG 


CHEN, P. 

8407110034 

NUREG 


CHEN, P. 

8407110076 

NUREG 


CHEN, P. 

8407110090 

NUREG 


CHENEY, C. A. 

8407110271* 

50-311 

P 

CHER, F. F. 

8407110019 

NUREG 


CHEUNG. L. S. 

8407300375* 

50-272 

Q 

CHI.L. L. 

8407100539# 

50-331 

S 

CHI. S. H. 

8407130119# 

FOIA 


CHI. S. H. 

8407130119* 

FOIA 


CHILK. S. J. 

8407030143 

50-358 

T 

CHILK, S. J. 

8407030466 

50-271 

G 

CHILK, S. J. 

8407050173 

50-275 

0 

CHILK. S. J. 

8407050185 

50-275 

G 

CHILK. S. J. 

8407050316 

lOCFR 


CHILK. S. J. 

8407050360 

lOCFR 


CHILK, S. J. 

8407050457 

50-320 

Q 

CHILK, S. J. 

8407060294 

lOCFR 


CHILK, S. 0. 

8407090183 

50-289 

G 

CHILK, S. J. 

8407100293 

50-483 

G 

CHILK, S. J. 

8407110240 

50-413 

G 

CHILK, S, U. 

8407110288 

50-348 

M 

CHILK, S. J. 

8407110405 

lOCFR 


CHILK, S. J. 

8407130146# 

50-289 

T 

CHILK. S. J. 

• 8407130234 

50-142 

G 

CHILK. S. U. 

8407160010 

50-483 

G 

CHILK, S. J. 

8407160310 

50-275 

G 

CHILK, S, J. 

8407170543 

50-275 

G 

CHILK, S. U, 

8407170558 

50-275 

G 

CHILK. S. J. 

8407180149 

50-293 

G 

CHILK. S. J. 

8407190518 

71-6698 


CHILK, S. J, 

8407240227 

50-275 

G 

CHILK, S. J. 

8407240309 

50-269 

F 

CHILK, S. J. 

8407250200 

50-247 

G 

CHILK, S. J. 

8407300014 

50-289 

G 

CHILK, S. J. 

8407300397 

50-289 

G 

CHILK, S. J. 

840730041 1 

50-289 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHILK, S. J. 

8407300465 

50-275 

6 

CHILK, S. J. 

8407300495 

50-247 

0 

CHILK, S. J. 

8407310253 

50-289 

G 

CHIN, R. Y. 

8407170141 

50^304 

S 

CHIRIGOS, J. N. 

8407240477# 

50-412 

A 

CHOULES. N. 

8407300493* 

50-346 

Q 

CHOULES,N. C. 

8407090142# 

50-483 

Q 

CHRISSOTIMOS, N. 

8407240551# 

50-10 

Q 

CHRISTENSEN, S. 

8407130226# 

50-322 

G 

CHRISTENSEN, S. 

8407130231* 

50-322 

G 

CHRISTIAN, J. T. 

8407190005# 

50-322 

T 

CHRISTIANS, R. 

8407100241# 

50-409 

F 

CHRISTMAN, J. N. 

8407090383 

50-322 

G 

CHRISTMAN, J. N, 

8407090383 

50-322 

G 

CHRISTOFFER, G. 

8407240073* 

50-155 

Q 

CHR I STOPPER, G. 

8407240224* 

50-237 

Q 

CHRISTOPHER, T. 
CHRISTOPHER, W. 

8407100152 

8407250091 

QA999 

50-259 

S 

CHUNG, J. W. 

8407100691# 

50-322 

Q 

CHUNG, J. W. 

8407300221* 

50-388 

Q 

CHURCHILL. B. W. 

8407090082 

50-289 

G 

CHURCHILL. B. W. 

8407090082 

50-289 

G 

CHURCHILL, B. W. 

8407100304 

50-289 

G 

CHURCHILL. B. W. 

8407100304 

50-289 

G 

CHURCHILL. B. W. 

8407160253 

50-289 

0 

CHURCHILL. B. W. 

8407160253 

50-289 

G 

CILLIS, M. 

8407260006# 

50-433 

Q 

CIOFFI, M. J. 

8407030077# 

50-317 

Q 

CLARK, B. L. 

8407120165 

50-278 

S 

CLARK, B. L. 

8407130072 

50-277 

S 

CLARK, B. L. 

8407130340 

50-278 

S 

CLARK, B. L. 

8407250286 

50-277 

S 

CLARK, B. L. 

8407310073 

50-277 

s 

CLARK, C. 

9407170356* 

50-275 

Q 

CLARK, L. 

CLARK, L. 

CLARK, P. R. 

8407020429 

8407020450 

8407060092 

70- 938 

71- 9134 
50-289 

P 

CLARK. P. R. 

8407060185 

50-320 

P 

CLARK, P. R. 

8407060216 

50-289 

P 

CLARK, P, R. 

8407060218* 

50-289 

Q 

CLARK, R. J. 

8407090146 

50-259 

P 

CLARK, R, J. 

8407100626 

50-259 

P 

CLARK, R. J. 

8407250102 

50-259 

P 

CLARK, R. J. 

8407270192 

50-259 

P 

CLARK, R. L. 

8407120276 

50-277 

S 

CLAY. E. L. 

CLAYPOOL. R. C. 

8407260393* 

8407060121 

70-27 

50-352 

0 

CLAYPQOL. R. C. 

8407090173* 

50-352 

G 

CLAYTON, F, L. 

8407240090 

50-348 

F 

CLAYTON, F. L. 

8407240094* 

50-348 

F 

CLEMENTS. B. R. 

8407090144 

50-445 

S 

CLEMENTS. B. R. 

8407090186 

50-445 

S 

CLEMENTS. B. R. 

8407090190 

50-445 

s 

CLEMENTS. B. R. 

8407090200 

50-445 

s 

CLEMENTS. B. R. 

8407090255 

50-445 

s 

CLEMENTS. B. R. 

8407170231 

50-445 

T 

CLEMENTS. B. R. 

8407170350 

50-445 

A 

CLEMENTS. B. R. 

8407200028 

50-445 

K 

CLEMENTS. B. R. 

8407200247 

50-445 

S 

CLEMENTS, B. R. 

8407240221 

SO-445 

A 

CLEMENTS, B. R. 

8407250263 

50-445 

T 

CLEMENTS, B. R. 

8407250340 

50-445 

S 

CLEMENTS, B. R, 

8407310001 

50-445 

s 

CLEMENTS, B. R. 

8407310095 

50-445 

A 

CLEMENTS, W. L. 

8407100627 

50-352 

G 

CLEMENTS, W. L. 

8407130428 

50-289 

G 

CLEMENTS, W. L. 

8407180150 

50-289 

tr 

CLIFFORD, J. W. 

8407190259# 

50-322 

T 

CLINE, W. E. 

8407060015# 

50-276 

Q 

CLINE, W. E 

8407060065# 

50-416 

G 

CLINE, W. E. 

8407060357# 

50-324 

Q 

CLINE, W. E. 

8407180135# 

50-413 

Q 

CLINE. W. E. 

8407190265# 

50-416 

Q 

COBB. L. I. 

8407050381 

WASTE MOT 

CODELL, R. 

8407120408 

WASTE MGT 

COHEN. I. 

8407110089# 

50-219 

Q 

COHEN. I. 

8407170445# 

50-244 

Q 

COHEN. L. 

8407170448# 

50-245 

Q 

COLBURN. T. G. 

8407310047 

50-266 

P 

COLEMAN. F. 

8407170269 

50-445 

T 

COLEMAN, N. M. 

8407110458 

WASTE MOT 

COLEY. J. L. 

8407060039* 

50-259 

Q 

COLEY. J. L. 

8407090061# 

50-395 

Q 

COLEY, J. L. 

8407300269# 

50-390 

Q 

COLLINS. D. 

8407050283 

50-320 

S 
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AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

COLLINS. D. 

8407190193* 

50-320 

Q 

COLLINS. 0. 

8407300384* 

50-320 

G 

COLLINS. D. J. 
COLLINS. J. L. 
COLLINS. J. T. 

8407250150* 

8407020156 

8407020564 

50-320 

NUREG 

40-299 

Q 

COLLINS. J. T. 

8407090112 

State Prog 

COLLINS. J. T. 

8407100087 

50-285 

S 

COLLINS. J. T. 

8407100477* 

50-445 

Q 

COLLINS. J. T. 

8407130372 

50-267 

Q 

COLLINS. J. T. 

8407170296 

50-267 

Q 

COLLINS. J. T. 

8407170384 

State Prog 

COLLINS. J. T. 
COLLINS. J. T. 

8407310028 

8407310230 

50-498 

PT21 

Q 

COLLINS. L. L. 

8407240267# 

50-312 

P 

COLLINS. S. 

8407120082 

50-220 

G 

COLLINS. S. J. 

8407170077 

50-410 

Q 

COLLINS. B. J. 

8407190462* 

50-244 

Q 

COLLINS. S. J. 

8407190472* 

50-244 

Q 

COLLINS. S. J. 

8407240097* 

50-244 

0 

COLLINS. T. R. 

8407190186* 

50-261 

0 

COLOMBO. R. 

8407190379 

50-312 

R 

COLOMBO. R. W. 

8407090087 

50-312 

S 

CONLON, T. E. 

8407050264* 

50-416 

Q 

CONLON. T. E. 

8407050374* 

50-261 

G 

CONLON. T. E. 

8407050408* 

50-400 

Q 

CONLON. T. E, 

8407090028* 

50-413 

Q 

CONLON. T. E. 

8407180152# 

50-338 

G 

CONLON. T. E. 

8407180165# 

50-413 

G 

CONLON. T. E. 

8407190120* 

50-413 

Q 

CONLON. T. E. 

8407190164* 

50-424 

G 

CONLON. T. E, 

8407190320* 

50-413 

Q 

CONLON. T. E 

8407190424* 

50-390 

Q 

CONLON. T. E. 

8407260314* 

50-424 

Q 

CONNAUOHTON. K. 

8407100550* 

50-454 

T 

CQNNAUGHTON. K. 

8407100557* 

50-454 

T 

CONNAUOHTON. K. 

8407190232* 

50-454 

T 

CONNELL. E. C. 

8407180068* 

50-275 

P 

CONNER, E. 

8407160144 

50-289 

S 

CONNER, E. 

8407240108 

50-289 

S 

CONNER, E. L. 

8407110049* 

50-352 

G 

CONNER. E. L. 

8407110439 

50-219 

Q 

CONNER. F. 

8407090036# 

50-289 

Q 

CONNER. T. B. 

8407230306 

50-352 

G 

CONNER. T. B. 

8407230306 

50-352 

G 

CONNER. T. B. 

8407230342 

50-354 

G 

CONNER, T. B. 
CQNRAY.B. W. 

8407230342 

8407020354 

50-354 

40-8663 

G 

CONSTABLE. G. L. 

8407100138* 

50-382 

G 

CONTE. R. 

8407090036* 

50-289 

G 

CONTE, R, 

8407240108 

50-289 

S 

CONVERSE, W. E. 

8407020003 

50-368 

R 

CONWAY. J. T. 

CONWAY. R. E. 

8407180262* 

8407050201 

50-528 

PR 

G 

CONWAY. W. F. 

8407170264 

50-271 

Q 

COOK. D. B. 

8407130043 

50-265 

8 

COOK. F. R. 

8407250115 

WASTE MGT 

COOK. J. 

B407130199 

50-333 

R 

COOK. J. W. 

8407020125* 

50-329 

Q 

COOK. J. W. 

8407090202 

50-329 

R 

COOK, J. W. 

8407100161 

50-329 

A 

COOK. J. W. 

8407100299 

50-329 

F 

COOK, J. W. 

840712021 1 

50-329 

A 

COOK. J. W. 

8407160103 

50-329 

S 

COOK. J. W. 

8407160153 

50-329 

8 

COOK. J. W. 

8407160173 

50-329 

8 

COOK, J, W. 

8407170386 

30-329 

8 

COOK. J. W. 

8407200062 

50-329 

R 

COOK, J. W, 

0407230098 

50-329 

8 

COOK. J. W. 

8407230194 

50-329 

S 

COOK, K. W. 

8407060030 

50-382 

A 

COOK. K. W. 

8407060077 

50-382 

E 

COOK. K. W. 

0407100117 

50-382 

1 

COOK. K. W. 

8407180^22 

50-382 

A 

COOK. K. W. 

8407240095 

50-382 

F 

COOK. K. W, 

8407240106* 

50-382 

F 

COOK. K. W. 

8407310240 

50-382 

F 

COOK. K. U. 

840731041 1* 

50-382 

Q 

COOK.R. 

8407100407 

50-320 

8 

COOK. R. 

8407190193* 

50-320 

Q 

COOK, R, 

8407260251 

50-320 

8 

COOK. R. 

8407300384* 

50-320 

G 

COOK. W, A. 

0407240097* 

50-244 

Q 

COOKE. B. 

COOL, D. A. 

COOL. D. A. 

8407170085 

8407180089 

8407250415* 

WASTE MGT 

40-7435 

40-8724 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

COOLEY, C. R. 

8407170007 

WASTE i 

MOT 

COOLEY. R, A. 

8407130381* 

50-267 

Q 

COOPER. L. J. 

8407250282 

50-298 

S 

COOPER, M. R. 

3407260164 

50-328 

S 

COPELAND. V. 0. 

8407100245 

50-155 

G 

COPELAND. V. G. 

8407100245 

50-155 

G 

COPLAN, S. 

8407160272 

WASTE 1 

MOT 

COPLAN, S. 

8407260412 

WASTE 1 

MGT 

COPLAN, S. M. 

B407060071 

WASTE 1 

MGT 

CORE IT. C. D. 

8407120113* 

50-413 

F 

CORDARO, M. C. 

8407090311* 

50-322 

T 

CORDARO. M. C, 

8407090315* 

50-322 

T 

CORMIER. W. H. 

8407020517 

50-142 

G 

CORMIER. W. H. 

8407090321 

50-142 

G 

CORMIER, W. H. 

8407130425 

50-142 

G 

CORMIER. W. H. 

8407130427 

50-142 

G 

CORMIER. W. H. 

8407130435 

50-142 

0 

CORMIER, W. H. 

8407250410 

50-142 

0 

CORMIER. W. H. 
CORRADINI.M. 

CORRADINI.M. 
CORRADINI.M. 
CORRADINI.M. 
CORRADINI.M. L. 
CORRADINI. M. L. 

8407310410 

8407050022 

8407050022 

8407050048 

8407050048 

8407050140 

8407050140 

50-142 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

ACRS 

P 

CORRELL.E. C. 

8407300316 
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8407030154* 

50-289 

G 

EICHENHOLTZ, H 
EISENHOWER, E. H. 

8407030093* 

8407170566 

50-29 

NUREG 

Q 

EISENHUT, D. G. 

8311300184* 

50-454 

Q 

EISENHUT, D. G. 

8404180285* 

50-293 

S 

EISENHUT, D. G. 

8405210099* 

50-322 

E 

EISENHUT, D. G. 

8406270142 

50-3 

V 

EISENHUT, D. 0. 

8406290210 

50-275 

T 

EISENHUT, D. G. 

8407020065 

50-247 

P 

EISENHUT, D. G. 

8407020206 

50-3 

P 

EISENHUT, D. G. 
EISENHUT, D. 0. 

8407020356* 

8407020581 

50-338 

TOPREP 

F 

EISENHUT, D, G. 

8407030055 

50-483 

P 
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EISENHUT, D. 0. 

8407030057 

50-445 

Q 

EISENHUT, D. G. 
EISENHUT, D. G. 

8407030097 

8407050414 

50-3 

MI SC 

V 

EISENHUT, D. G. 

8407060097 

50-3 

P 

EISENHUT, D. 0. 

8407060356 

50-275 

P 

EISENHUT, D. G. 

8407060369 

50-400 

A 

EISENHUT. D. G. 

8407060371* 

50-400 

A 

EISENHUT, D. G. 

8407090151 

50-275 

P 

EISENHUT, D. G. 

8407100282 

50-259 

F 

EISENHUT, D. G. 

8407100340 

50-275 

G 

EISENHUT, D. G. 

8407100661* 

50-293 

P 

EISENHUT, D. G. 

8407110075 

50-333 

P 

EISENHUT, D. G. 

8407 1 1 0476 

50-275 

T 

EISENHUT, D. G. 

8407110478 

50-275 

P 

EISENHUT, D. G, 

8407110481 

50-388 

P 

EISENHUT, D. G. 

8407110483* 

50-388 

P 

EISENHUT, D. G, 

8407110500 

50-454 

Q 

EISENHUT, D. G. 

8407110520* 

50-338 

P 

EISENHUT, D. G. 

8407110532 

50-352 

A 

EISENHUT, D. G. 

8407120309 

50-322 

S 

EISENHUT, D. G. 

8407130159 

50-29 

P 

EISENHUT, D. G. 

8407130493 

50-315 

F 

EISENHUT, D. G. 

8407160044* 

50-269 

F 

EISENHUT, D. G. 

8407160181 

50-267 

F 

EISENHUT, D, G. 

8407170140 

50-410 

A 

EISENHUT, D. G. 

8407170332 

50-289 

F 

EISENHUT, D. G. 

8407200038 

50-458 

A 

EISENHUT, D. G. 

8407200048 

50-454 

A 

EISENHUT, D. G. 

8407230304* 

50-266 

F 

EISENHUT, D. G. 

8407240017* 

50-282 

F 

EISENHUT, D. G. 

8407240316* 

50-155 

F 

EISENHUT, D. G. 

8407250034 

50-445 

A 

EISENHUT, D. G. 

8407250087 

50-413 

A 

EISENHUT, D. G. 

8407250094 

50-454 

A 

EISENHUT, D. G. 

8407260438 

50-336 

P 

EISENHUT, D. G. 

8407260442 

50-309 

S 

EISENHUT, D. G. 

8407260465 

50-206 

S 

EISENHUT, D. G. 

8407270063 

50-263 

P 

EISENHUT, D. 0. 

8407270150 

50-269 

F 

EISENHUT, D. G. 

8407270183 

50-271 

P 

EISENHUT, D. G, 

8407270268 

50-333 

P 

EISENHUT, D. 0. 

8407300111 

50-293 

P 

EISENHUT, D. 0. 
EJIMA, M. 

8407300155* 

8407170157 

50-318 

XPORTLIC 

P 

EL-GASSEIR, M. 

8407190242* 

50-322 

T 

EL-2EFTAWY, M. 

8407120265* 

50-10 

S 

EL-ZEFTAWY. M. 

8407240348 

50-312 

s 

EL-2EFTAWY, M. 

8407240351* 

50-312 

S 

ELEY, G. D. 

8407190237* 

50-322 

T 

ELLERSHAW, L. E. 

8407180262* 

50-520 

Q 

ELLIOTT, C. W. 

8407310242 

50-352 

G 

ELLIS, D. W. 

8407100172 

50-29 

S 

ELLIS, J. 

8407060078 

50-445 

G 

ELLIS, J. 

8407060104 

50-445 

0 

ELLIS, J. 

8407090191 

50-445 

G 

ELLIS, J. 

8407110227 

50-445 

G 

ELLIS, J. 

8407230332 

50-445 

G 

ELLIS, J. 

8407230343* 

50-445 

G 

ELLIS, J. 

8407230351* 

50-445 

G 

ELROD, S. 

8407180164* 

50-338 

0 

ELROD, S. 

8407300386* 

50-280 

Q 

ELROD, S. A. 

8407030323 

50-338 

S 

ELROD, S. A. 

8407060019* 

50-335 

Q 

ELROD, S. A. 

8407260259 

50-250 

0 

ELROD, S. A. 

8407260288 

50-250 

Q 

ELROD, S. A. 

8407310133* 

50-335 

0 

ELSASSER, T. 

8407190036* 

50-423 

Q 

ELSASSER, T. C. 
ELSASSER, T. C. 
ELSASSER, T. C. 

84071 10016* 
84071 10452* 
8407190082* 

50-166 

70-33 

70-820 

0 

ELSASSER, T. C. 

8407260193* 

50-199 

Q 

ELTON, T. L. 

8407060206 

50-321 

S 

ELTON, T. L. 

8407090166 

50-366 

S 

ELTON, T. L. 

8407100532 

50-321 

S 

ELTON, T. L. 

8407160236 

50-321 

8 

ELTON, T, L. 

840727021 1 

50-321 

S 

EMBRY, K. L. 

8407090149 

50-309 

s 

EMCH, R. L. 

8407160308* 

50-237 

p 

EMCH. R. L. 

8407200020 

50-155 

p 

EMCH, R. L. 

8407270245 

50-155 

P 

ENG, P. L, 

8407030062* 

50-483 

Q 

ENG, P. L. 

8407120595* 

50-483 

Q 

ENG, P, L. 
EN6ELMANN, R. 
ENOELMANN, R. 

8407180272* 

8407020083 

8407300025 

50-282 

40-299 

40-8745 

Q 
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ENGLE, L. B. 

8407050260 

50-338 

F 

ENGLE, L. B. 

8407240503 

50-338 

F 

ENNIS, J. D. 

ENNIS, J. D. 

ENOS. J. T. 

8407120557* 

8407170197* 

8407240195 

50-416 

70-27 

TOPREP 

G 

ESELGROTH.P. 
ESTES. J. E. 

8407310258 

8407110004 

50-388 

NUREG 

S 

ETCHISON, D. 

ETHER IDOE.M. R. 
EURE, J. A. 

8407240189* 

8407310331 

8407250337 

State P 
QA999 

PR 

rog 

EVANS, C. A. 

EVANS, R. G. 
EVERETT, R. J. 
EVERETT, R. J. 

8407250446* 

8407110526 

8407020226* 

8407260068* 

50-445 

70-8 

70-1167 

40-6622 

G 

EWING, J. W. 

FABRY, A. 

8407240267* 

8407180011 

50-312 

NUREG 

P 

FAIRTILE, M. B. 

8407240208* 

50-261 

P 

FAKLER, J. L. 

8407090336 

50-322 

T 

FALCONER, D. P. 

8407300101* 

50-287 

Q 

FALZONE, R. R. 

8407090314* 

50-322 

T 

FALZONE, R, R. 

8407090314* 

50-322 

T 

FARBER, M. J. 

8407030062* 

50-483 

G 

FARBER, M. J. 

8407120595* 

50-483 

G 

FARLEY, E. M. 

8407 170048 

50-322 

G 

FARLEY, E. M. 

8407170048 

50-322 

G 

FARRAR. D. L. 

8407030098* 

50-454 

G 

FARRAR, D. L. 

8407030103* 

50-454 

G 

FARRAR. D. L. 

8407060053* 

50-456 

G 

FARRAR, D. L. 

8407060140 

50-373 

F 

FARRAR, D. L. 

8407060252* 

50-454 

Q 

FARRAR, D. L. 

8407060267* 

50-373 

G 

FARRAR, D. L. 

8407100270* 

50-456 

Q 

FARRAR, D. L. 

8407100377* 

50-456 

G 

FARRAR, D. L. 

8407120325* 

50-373 

G 

FARRAR. D. L. 

8407130240 

50-454 

F 

FARRAR, D. L. 

8407170241* 

50-254 

Q 

FARRAR, D. L. 

8407170434 

50-454 

F 

FARRAR, D. L. 

8407240288* 

50-454 

Q 

FARRAR, D. L. 

8407250172 

50-295 

P 

FARRAR, D. L. 

8407310288* 

50-454 

G 

FARRELL, R, E. 

8407120593* 

50-458 

G 

FARRON, P. 

8407090283 

50-387 

G 

FARRON, P. 

8407170240 

50-259 

G 

FARRON, P. 

8407170349 

50-250 

G 

FARRON, P. 

8407250081 

50-259 

Q 

FARRON. P. 

B407250119 

50-250 

G 

FASANO, A. 

8407050283 

50-320 

S 

FASANO, A. 

8407190193* 

50-320 

Q 

FASANO, A. 

8407300384* 

50-320 

G 

FASANO, A. N. 

8407250150* 

50-320 

G 

FAY, C. W. 

8407030391 

50-266 

P 

FAY, C. W. 

8407050128 

50-266 

P 

FAY, C. W. 

8407050138 

50-266 

S 

FAY, C. W. 

B4070602B0 

50-266 

Q 

FAY, C. W. 

8407120320 

50-266 

F 

FAY, C. W. 

8407130002 

50-266 

P 

FAY, C. W. 

8407160161 

50-266 

P 

FAY, C. W. 

8407160188 

50-266 

P 

FAY, C. W. 

8407170309 

50-266 

Q 

FAY, C. W. 

8407170336 

50-266 

F 

FAY, C. W. 

8407170375 

50-266 

P 

FAY, C. W. 

8407180003 

50-266 

R 

FEE, W. F. 

8407160199 

50-423 

F 

FEE, W. F. 

8407160199 

50-423 

F 

FEIERABEND, C. D. 

8407060019* 

50-335 

Q 

FE lER ABEND, C. D. 
FELTON, J. M. 

8407310133* 

8405220481 

50-335 

FOIA 

Q 

FELTON, J. M. 

8407030129 

50-358 

Q 

FELTON, J. M. 

8407030131 

50-289 

G 

FELTON, J. M. 

8407030136 

50-3 

6 

FELTON. J. M. 

8407030144 

50-293 

S 

FELTON, J. M. 

8407110445 

50-280 

Q 

FELTON, J. M. 

FELTON, J. M. 

FELTON, J. M. 

FELTON, J. M. 

8407110451 

8407110462 

8407110485 

8407120022 

50-447 

FOIA 

FOIA 

40-86 

A 

FELTON, J. M. 

8407120091 

50-282 

S 

FELTON, J. M. 

8407120104 

50-413 

F 

FELTON, J. M. 

8407120108 

50-358 

0 

FELTON, J. M. 

8407120119 

50-289 

P 

FELTON, J, M. 

8407120126 

50-397 

P 

FELTON, J. M. 

FELTON, J. M. 

FELTON, J. M. 

FELTON, J. M. 

8407120156 
8407120179 
8407130020 . 
8407130033 

50-275 

FOIA 

FOIA 

FOIA 

P 
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FELTDNiJ. M. 8407130037 FOIA FOSTER, D. 0. 8407160141 50-424 Q GARDE, B. P. 8407090354 50-445 G 

FELTON, J.M. 84071301S6 FOIA FOSTER, D. 0. 8407190145-fr 50-424 Q GARDNER, R. N. S407190256* 50-329 Q 

FELTZ, D. E. 8407090211 50-i:3S R FOSTER, D, 0. 8407190323 50-424 F GARLAND, W. L, 8407260408 40-8452 

FERKIN, Z. G. 8407160278 50-352 G FOSTER, D. 0. 8407260022 50-424 S GARNER, L. 8407050370* 50-261 Q 

FERKIN, Z. G. 8407190204 50-352 G FOSTER, D. 0. 8407260114 50-424 K GARNER, L.W. 8407050391* 50-324 Q 

FERKIN, Z. 0. 8407260493 50-352 G FOSTER, D. 0. 8407260150 50-424 C GARNER, L.W. 8407190460* 50-324 Q 

FERLICiK. 8407090306* 50-317 Q FOSTER, D. 0. S407260258 50-424 Q OARR ISON, R. F. 8407030483 71-9152 

FERLIC.K. 8407310258 50-388 S FOSTER, D. 0. 8407260267 50-424 A GARRISON, R. F. 8407110100 71-9069 

FERLIC,K. P. 8407170304* 50-317 Q FOSTER, D. 0. 8407260275 50-424 Q GAUNDY, R. D. 8407240115* 50-3 F 

FERNANDEZ, C. 8308240241* 50-3 P FOSTER, J. H. 8407250582 50-373 S GAUTAM, A. 8407110135* 50-483 Q 

FEY,F. L. 8407100521 50-263 F FOSTER, J. H. 8407270207 50-373 S GEARS, G. E. 8407060262 50-277 P 

FEY.F. L. 8407130032 50-282 F FOSTER, L. 8407180283* 50-327 Q GEARS, G. E. 84071204B9 50-277 P 

FEY,F. L. 8407130178 50-282 F FOSTER, L. E. 8407090010* 50-335 Q GEARS, G. E 8407160018 50-277 P 

FIEDLER, P.B. 8407020343 50-219 R FOSTER, L. E. 8407190019* 50-338 Q QENTILLON, C. D. 8407160114* TOPREP 

FIEDLER, P.B. 8407030362 50-219 S FOSTER, L. E. 8407190031* 50-390 Q GEORGE, J. B. 8407090141 50-445 R 

FIEDLER, P.B. 8407060100 50-219 S FOSTER, L.E. 8407190112* 50-390 Q GEORGE, J.B. 8407190236 50-445 T 

FIEDLER, P.B. 8407060153 50-219 S FOSTER, R.F. 8407030223 50-413 G GEORGE, J.B. 8407240202 50-445 R 

FIEDLER, P. B. 8407060180 50-219 S FOTIAS, A. 8407130401 NUREG GERRETS, T. F. 8407130084 50-382 S 

FIEDLER, P.B. 8407090098 50-219 P FOX, C. D. 8407190481 50-461 G GERRETS, T, F, 8407130168 50-382 S 

FIEDLER, P.B. 8407090154 50-219 S FOX. C. D. 8407190481 ..;0-461 G GERRETS, T. F. 8407130330 50-382 S 

FIEDLER, P.B. 8407130003 50-219 P FOX, J. N. 8407190305* 50-447 A GERRETS, T. F, 8407300442 50-382 S 

FIEDLER, P.B. 8407130288 50-219 S FRALEY, R. F. 8208010053* REVIEW GRP GERRETS, T, F. 8407300459 50-382 S 

FIEDLER, P.B. 8407160200 50-219 R FRALEY. R. F. 8405240497* ACRS GERRETS, T. F, 8407310219 50-332 S 

FIEDLER, P.B. 8407160203* 50-219 R FRAME, P. W. 8407110573 70-25 GERRETTS, T. F. 8407100569 50-382 S 

FIEDLER, P.B. 8407170444 50-219 F FRANKLIN, L. A, 8407170554* 50-302 Q GERVER, L. 8407310109 50-254 F 

FIEDLER, P.B. 8407200190 50-219 P FRANKUM, D. 8407190217 50-445 T GESKE, D. 8407170127* 50-275 P 

FIEDLER, P.B. 8407250240 50-219 Q FREEMAN, M. D. 8407020476 40-8768 GI ACOBBE, F. S. 8407030474* 50-289 T 

FIEDLER, P.B. 8407260162 50-219 P FREEMAN, M. D. 8407020492 40-8768 GIACODBE, F. S. 8407030478* 50-289 T 

FIEDLER, P.B. 8407260168* 50-219 P FREEMAN, M. D. 8407030207 40-8768 GIACOBBE, F. S. 8407030481* 50-289 T 

FIEDLER, P.B. 8407260204 50-219 P FREEMAN, M. D. 8407260456 40-8768 GIANGI.G. J. 8407170188 50-320 F 

FIEDLER, P.B. 8407310374 50-219 Q FREEMAN, M. D. 8407270130 40-8768 GIBBONS, T. P. 8407190424* 50-390 Q 

FIELDS, J.S. 8407230268 50-387 R FREEMAN, M. D. 8407300273 40-8768 GIBBS. M. E. 0407030198 50-454 T 

FIELDS, J.S. 8407240113 50-387 P FRENCH, L. D. 8407020272 50-29 S GIBBS, M. E. 8407030198 50-454 T 

FIELDS, J.S. 8407240317 50-387 P FRENCH, R. 8407090091* 50-454 T GIBBS, M. E. 8407090075 50-454 G 

FIKAR.L. F. 8407190213 50-445 T FRESCO, A. 8407110022 NUREG GIBBS, M. E. 8407090075 50-454 G 

FILTER, H.E. 8407250139 WASTE MOT FRIDAY, J.D. 8407050114* 50-324 P GIBBS, M, E. 8407090165 50-454 G 

FINKEL, A, E. 8407110491* 50-423 Q FRIESEL, M. A. 8407020165 50-390 A GIBBS, M.E. 8407090165 50-454 G 

FINN, D. F. 8406250330 WASTE MGT FRINO, J. F. 8407130095* FOIA GIBBS. M.E B407090334 50-454 G 

FINNERAN, J. C. 8407020527* 50-445 0 FRYE, J. H. 8407020538 50-142 G GIBBS, M.E. 8407090334 50-454 G 

FXNNERAN, J. C. 8407060012* 50-445 G FRYE, J. H. 8407060020 50-70 G GIBBS, M.E. 8407090342 50-454 6 

FINNERAN, J. C. 8407110306* 50-445 G FRYE. J. H. 8407060080 50-70 G GIBBS, M. E. 8407090342 50-454 G 

FIORELLI.O. 8407180251* 50-528 0 FRYE, J, H. 8407090318 40-2061 GIBBS, M. E 8407160293 50-454 G 

FISH, R.F. 8407190399* 50-397 Q FRYE. J. H. 8407090349 50-142 G GIBBS, M.E. 8407160293 50-454 G 

FISH. R.F. 8407260084* 50-361 <J FRYE, J. H. 8407180289 50-142 G GIBSON, A. F. 8407190188* 50-413 Q 

FISHER, B.O. 8407020067 40-8690 FRYE, J. H. 8407190496 40-2061 GIBSON, J. 8407300033 50-336 R 

FISHER, D. 8407310003 50-272 P FRYE, J. H. 8407190497 40-2061 GIESLER.C.W. 8407020327* 50-305 Q 

FITTI.C.J. 8407170059* 50-556 A FRYE. J. H. 8407240320* 50-70 G GIESLER.C.W. 8407030184 50-305 P 

FITTI.C.J. 8407310096* 50-352 G FRYE, J. H. 8407300020 40-2061 GIESLER.C.W. 8407100354 50-305 Q 

FITZGERALD, M. J. 8407090154 50-219 S PUENTES. J. 8407120037 (3A999 GIESLER.C.W. 8407160108 50-305 R 

FITZPATRICK, B. 8407180286* 50-266 Q FULLWOOD. R. R. 8407130460 NUREG OIESLER, C. W. 8407170133* 50-305 Q 

FLACK, E. 8407020452 I&E FUROAL, D. T. 8407130319* FOIA GIESLER.C.W. 84071B0173 50-305 I 

FLACK, E. 8407050211 I&E FURSE, M. C. 8407020543 50-454 G GIESLER.C.W. 8407310390* 50-305 F 

FLACK, E. 8407090230 I&E PURSE, M. C. 8407020543 50-454 0 GILBERT, L. S. 8407250152 40-2061 

FLEENOR.C. 8407240440 CONTRACT FURSE, M. C. 8407160306 50-454 0 GILBERT, L.S. 8407250155* 40-2061 

FLEENOR.C. 8407240476 CONTRACT FURSE, M. C. 8407160306 50-454 0 GILBERT, L. S. 3407250160* 40-2061 

FLEENOR.C. 8407240489 CONTRACT OAGLI ARDO. J. E. 8407100120 50-382 Q GILBERT, L.S. 0407250162* 40-2061 

FLEENOR.C. 8407300468 CONTRACT OAGLI ARDO. J. E. 8407120449 50-382 A GILBERT, L.S. 0407270153 40-2061 

FLIPPO, T, A. 8407100138* 50-382 Q OAGLI ARDO, J. E. 8407260005 50-382 Q GILBERT, R. A. 8407120039 50-237 P 

FLQREK, D. J. 8407110073* 50-383 Q OAGLI ARDO, J. E. 8407310332 50-382 F GILBERT, R. A. 8407270228 50-237 F 

FLQREK, D. J. 8407300221* 50-388 Q OAGLI ARDO, J. E. 8407310392 50-382 Q GILDENHQRN. A. J. 8407230392 CONTRACT 

FLORES. L.H. 8407250158* 50-369 P OAGLI ARDO. J. E. 8407310409 50-382 Q GILINSKY. V. 8407020515 50-289 G 

FOGARTY. D.J. 8407310171 50-361 V OAHM, J. W. B407090182 50-267 P GILINSKY. V. 8407030473 50-322 G 

FONNER.R. L. 8407180321 40-2061 GALLAGHER, G. 8407250113* 50-275 P GILINSKY, V. 8407120162* 50-275 P 

FONNER.R. L. 8407250152 40-2061 GALLAGHER, J. L. 8407200037 QA999 GILINSKY. V. 8407120169# 50-275 P 

FONNER.R. L. 8407250155* 40-2061 GALLAGHER, J. W. 8407030251 50-352 S GILINSKY. V. 8407130164# 50-267 P 

FONNER.R. L. 8407250160* 40-2061 GALLAGHER, J. W. 8407190366 50-352 S GILLEN, D. M. 8407050459 WASTE MOT 

FONNER.R. L. 8407250162* 40-2061 OALLE, D. P. 8407120545 50-10 F 6ILLETT, W. T. 8407020073 50-316 R 

FORD, E. J. 8407060314* 50-327 Q OALLO, J, 8407020504 50-456 G QILLETT, W. T. 8407020463 50-315 R 

FORD. E. J. 8407190271* 50-327 Q OALLO. J, 8407020504 50-456 G GILLETT. W. T, 3407270336 50-316 R 

FORD.J. T. 8407020017 70-1201 GALLO, J. 8407090339 50-456 0 GILLETT, W.T. 8407270377 50-315 R 

FORDiW. H. 8407160328 WASTE MOT GALLO, J. 8407090339 50-456 G GILLILAND, R. E. 8407200064* 70-1993 

FORD. W. H. 8407170166 WASTE MOT OALLO, J. 8407100245 50-155 0 OILMAN. A. R, 8407100160# 40-672 

FORNEY, W. 8407250154* 50-456 Q OALLO. J, 8407100245 50-155 G GILMAN. A. R. B407300303* 40-672 

FORNEY. W.L. 8407180027* 50-483 Q OALLO. J. 8407130236 50-456 G GIRARD. E.H. 8407180199* 50-424 Q 

FORNEY. W.L. 8407190087* 50-546 0 OALLO, J. 8407X30236 50-456 G GIRARD. E, H. 8407190391* 50-424 Q 

FORNEY. W.L. 8407250194* 50-454 © OALLO, J. 8407190500 50-454 T GIRARD. E. H. 8407300245* 50-302 Q 

FORTUNA. R. 8407120633* 50-^445 Q OALLO, J. 8407190500 50-454 T GLASS, S. M. 8407110236* 50-322 G 

FORTUNA. R.A. 8407110490* FOIA OALLO. R. 8407020252 50-443 S GLASS, S, M. 8407190490 50-322 G 

FOSTER. D.O. 8407050326* 50-424 Q OALLO, R. 8407130329* 50-293 Q GLASSCOCK, R. B. 8407240271 NUREG 

FOSTER. D.O. 8407050328* 50-424 Q OALM. D. T. 8407230178 70-698 OLDER SEN. W, 8407240224* 50-237 Q 

FOSTER. 0.0. 8407090029* 50-424 Q GARCIA. E.M. 8407230177* 50-275 <3 OLOERSEN, W. B. 8407240073* 50-155 Q 

FOSTER, D. 0. 8407090039* 50-424 Q GARCIA. E M, 8407260021* 50-275 Q OLOTZER, M, M. 8407110175 71-90 

FOSTER, D. 0. 8407120252 50-424 S GARCIA. p!j. 8407020525 40-299 GODDARD, R. J. 8407030160 50-529 G 

FOSTER, D. 0. 8407120289 50-424 8 GARCIA. P.J. 8407130389* 40-6659 GODDARD. R. J. 8407030275 50-458 0 

FOSTER, D. 0. 8407120341 30-424 8 GARCIA, P.j! 8407300047* 40-8084 GODDARD, R. J. 8407030309 50-322 G 
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OODDARD. R. U. 

8407110215 

50-155 

G 

GODDARD- R. U. 

8407180293 

50-155 

G 

GODDARD, R. U. 

8407180296 

50-155 

G 

GODFREY, D. A. 

8407170440 

50-352 

S 

gody, a. T. 

84071‘?0073* 

50-213 

Q 

GODY- A. T. 

84071 9023 

50-220 

Q 

GODY# A. T. 

840730037 5» 

50-272 

Q 

GOLDBERG, J. H. 

8407050064 

50-498 

A 

GOLDBERG, J. R. 

8407030268 

50-289 

G 

GOLDBERG. J. R. 

3407100511 

50-289 

G 

GOLDBERG, J. R. 

8407100608 

50-289 

G 

GOLDBERG, J. R. 

8407190125 

50-289 

G 

GOLDBERG, J. R. 

8407230132 

50-289 

G 

GOLDBERG, J. R. 

8407260494 

50-289 

G 

GOLDEN, M. P. 

8407130310 

50-333 

J 

GODDARD, R. J- 

8407030314 

50-443 

G 

GOODE, D. 

8407260030 

WASTE MGT 

GOODMAN. L. S. 

8407020465 

50-409 

R 

GOODMAN, L. S. 

8407030101 

50-409 

S 

GOODMAN, L. S. 

8407100241* 

50-409 

F 

GOODMAN, L. S. 

8407120201 

50-409 

S 

GOODMAN, L. S. 

8407190392 

50-409 

S 

GOODMAN. L. S. 

8407300063 

50-409 

R 

GOWER. L. 

8407170087 

50-254 

F 

GRADA, K. D. 

8407030310* 

50-334 

F 

GRAESSER, K. L. 

8407030159 

50-304 

S 

GRAESSER, K. L. 

8407170141 

50-304 

S 

GRAESSER, K. L. 

8407170359 

50-295 

s 

GRAESSER, K. L. 

8407180006 

50-295 

R 

GRAESSER, K. L. 

8407200286 

50-304 

s 

GRAESSER, K. L. 

8407200287 

50-295 

S 

GRAESSER, K. L. 

8407250589 

50-295 

s 

GRAESSER, K. L. 

8407270004 

50-295 

s 

GRAHAM, D. 

8407160182 

50-302 

R 

GRAMM, R. A. 

8407240062* 

50-410 

Q 

GRAMS, D. 

GRANELEY, G. U. 
GRANT, N. W. 

8407300202 

8407060141* 

8407020345* 

40-8829 

40-8681 

50-250 

R 

GRANT, N. W. 

8407020348* 

50-250 

R 

GRANT, N. W. 

8407190141 

50-250 

R 

GRANT, P. 

8407030377 

50-320 

S 

GRANT, P. 

8407100407 

50-320 

S 

GRANT, P. 

8407260251 

50-320 

s 

GRANT, P. J. 

8407090071 

50-320 

R 

grant, p. j. 

8407090269 

50-320 

Q 

grant; p. j. 

8407120394 

50-320 

R 

grant, P. vJ. 

8407160127 

50-320 

R 

grant, p. j. 

8407240416 

50-320 

R 

grant, p. j. 

8407300379 

50-320 

Q 

grant, w. b. 

8407030117* 

50-330 

G 

grant, w. b. 

8407090012* 

50-263 

Q 

grant, w. b. 

8407240104* 

50-155 

Q 

GRAVES, R. H. 

8407050218 

50-213 

R 

GRAVES, R. H. 

8407100007 

50-213 

S 

graves- R, H. 

8407100246 

50-213 

s 

GRAVES, R. H. 

8407300395 

50-213 

R 

GRAY, J. R. 

8407110265 

50-413 

G 

GRAYSON, W. M, 

8407260044* 

50-206 

G 

GREEN, vJ. 

8407170347 

50-445 

t 

GREEN, J. 

8407170347 

50-445 

T 

GREENBERG, E. V. 
GREENBERG, E. V. 

greenblatt, M. 
GREENE, U. 

8407100255 

8407100255 

0407020275* 

8407170027 

XPORTLIC 

XPORTLIC 

CONTRACT 

50-321 

F 

GREENE, T. 

GREENE, T. a. 
OREENKORN, R. A. 
GREENMAN, E. 

8407130404* 

8209140049* 

8407180045* 

8407090231 

FOIA 

FOIA 

CONTRACT 

50-322 

S 

GREENMAN. E. 

8407130242 

50-322 

S 

GREENMAN, E. 

8407160208 

50-322 

s 

GREENMAN, E. 0. 

8407110016* 

50-166 

Q 

GREENMAN, E. G. 

8407190462* 

50-244 

Q 

GREEVES. U. T. 

8407160258 

WASTE MOT 

GREBER. L. R. 

8407030050* 

50-409 

Q 

greoer. L. R. 

8407030117* 

50-330 

G 

OREGER, L. R. 

8407090012* 

50-263 

G 

GRENIER, B. L. 
GRENIER, B. L. 
GRENIER, B. L. 
GRENIER, B. L, 

GRENIER, B. L. 
GRENIER. B, L. 
GRIDLEY. R. L. 

8407130051* 

8407130074* 

8407130391* 

8407130411* 

8407130414* 

8407130426* 

8407050114* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-324 

P 

GRIER, 6. H. 

8407190227 

50-445 

t 

GRIER, B. H. 

8407190227 

50-445 

t 
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SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

griffin, H. B. 

8407120633* 

50-445 

Q 

griffin, J. M. 

8407130107 

50-368 

V 

griffin, j. M. 

8407170381 

50-313 

P 

griffing, e. p. 

8407230173 

50-16 

R 

ORIMSLEY, D. 

8407110282 

50-321 

Q 

grimsley, D. 

8407200166 

50-331 

Q 

GRIMSLEY, □. 

8407300275 

70-143 


ORISAK, G. E. 

8407250388 

WASTE MGT 

GRQTENHUIS, M. 

8407060270 

50-324 

Q 

OROTENHUIS, M. 

8407270428 

50-325 

P 

OROTENHUIS, M. 

8407300479 

50-324 

P 

GROVES, K, L. 

8407100204* 

40-8186 


GRUNDL, J. A. 

8407180011 

NUREG 


OUCWA, L. T. 

8407020277 

50-321 

P 

OUCWA. L. T. 

8407030025 

71-521 


GUCWA, L. T. 

8407050403* 

50-321 

Q 

GUCWA, L. T. 

8407050405* 

50-321 

Q 

OUCWA, L. T. 

8407060028 

50-366 

P 

GUCWA, L. T. 

8407090140 

50-321 

P 

GUCWA, L. T. 

8407100530 

50-366 

Q 

GUCWA, L. T. 

8407130073 

50-321 

P 

GUCWA, L. T. 

8407160113 

50-321 

Q 

GUCWA, L. T. 

8407170373 

50-366 

P 

GUCWA, L. T. 

8407230062 

50-321 

P 

GUCWA, L. T. 

8407240057 

50-321 

P 

GUCWA, L. T. 

8407260293 

50-321 

Q 

OUCWA, L. T. 

8407300243 

50-366 

P 

GUCWA, L. T. 

8407300293 

50-366 

P 

GUENTHER, S. 

8407190307* 

50-321 

Q 

GUILD, R. 

8407090157 

50-413 

G 

GUILD, R. 

8407090157 

50-413 

G 

GUILD, R. 

8407130250 

50-413 

G 

GUILD, R. 

8407130250 

50-413 

G 

GUILD. R. 

8407170537 

50-413 

G 

GUILD, R. 

8407170537 

50-413 

G 

GUILD. R. 

8407200253 

50-413 

G 

GUILD, R. 

8407200253 

50-413 

G 

GUILD, R. 

8407200255* 

50-413 

0 

GUILD, R. 

8407200255* 

50-413 

G 

GUILD. R. 

8407240305 

50-413 

G 

GUILD, R. 

8407240305 

50-413 

G 

GUINN. F. K. 

8407020243 

70-143 


GUINN, F. K. 

8407300450* 

70-143 


GUINN, P. R. 

8407100219 

40-2833 


GUINN, P. R. 

8407100681 

40-8850 


GULDEMDND, W. 

8407110135* 

50-483 

Q 

GULDEMONO, W. 

8407240246 

50-373 

3 

GULDEMOND. W. 

8407240346 

50-295 

S 

GULDEMDND, W. 

8407300017 

50-295 

5 

GULDEMOND, W. G. 

8407180272* 

50-282 

Q 

GULDEMOND, W, G. 

8407260029* 

50-346 

Q 

GUNDERSON, 0. 

8407120346* 

40-8099 


GUNTHER 

8407250231* 

50-322 

T 

GUNTHER. W. E. 

8407190004* 

50-322 

T 

GUPTA, D. 

8205120474 

50-498 

A 

QUSTE, W. J. 

8407310295 

50-416 

G 

OUTTERMAN, A. H. 

8407030325 

50-498 

G 

OUTTERMAN, A. H. 

8407030325 

50-498 

G 

OUTTMAN, J. 

8407050254 

TOPREP 


GUTTMAN, J. 

8407240146 

TDPREP 


QWYNN, T. P. 

8407100628* 

50-346 

Q 

HAAS, P. M. 

8407060056 

NUREG 


HACKNEY, C, A. 

8407120526* 

50-482 

Q 

HACKNEY, C. A. 

8407120571* 

50-298 

Q 

HAGAN, T. F, 

8407090326* 

CONTRACT 


HAGAN, T. F, 

8407100652* 

CONTRACT 


HAGAN, T. F. 

8407100659* 

CONTRACT 


HAGAN, T. F. 

8407110467* 

CONTRACT 


HAGAN, T. F. 

8407110484* 

CONTRACT 


HAGAN, T. F. 

8407160050* 

CONTRACT 


HAGAN. T. F. 

8407170037* 

CONTRACT 


HAGAN, T. F. 

8407180067* 

CONTRACT 


HAGAN, T, F. 

8407180073* 

CONTRACT 


HAGAN, T. F. 

8407230398* 

CONTRACT 


HAGAN, T. F. 

8407240454* 

CONTRACT 


HAGAN, T. F. 

8407240626* 

CONTRACT 


HAGAN, T. F. 

8407250174* 

CONTRACT 


HAGHI.M. A. 

8407170396 

50-287 

8 

HAGHI.M. A. 

8407260045 

50-287 

3 

HAGUE, R. L. 

8407180286* 

50-266 

Q 

HAOY. T. 

0407190523* 

CONTRACT 


HAIRSTON, W. G. 

8407020106* 

50-348 

R 

HAIRSTON, W. G. 

84070201 10* 

50-348 

R 

HAIRSTON, W. G. 

8407020418 

50-364 

R 

HA 1ST, D. P. 

8407180292* 

50-275 

Q 
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AUTHOR 
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HAKL, A. R. 

8407200177 

71-9015 


HALE, C. J. 

8407250234* 

QA999 


HALE, C. J. 

8407260158* 

QA999 


HALL, A. 

8407170448* 

50-245 

Q 

HALL, B. L. 

S407240122* 

50-250 

Q 

HALL, D. P. 

8407030116 

50-461 

A 

HALL, D. P. 

S407030354* 

50-461 

Q 

HALL, D. P. 

8407030415 

50-461 

A 

HALL, D. P. 

8407100006 

50-461 

S 

HALL, D. P. 

8407100387 

50-461 

s 

HALL, D. P. 

8407100391* 

50-461 

Q 

HALL, D. P. 

8407130201 

50-461 

K 

HALL, D. P. 

8407190355* 

50-461 

Q 

HALL, D. P. 

8407230117 

50-461 

A 

hall, D. P. 

8407230206 

50-461 

S 

HALL, D. P. 

8407230322 

50-461 

S 

HALL, D. P. 

8407250358 

50-461 

s 

hall, D. P. 

0407250477 

50-461 

s 

hall, D. P. 

8407260085 

50-461 

s 

hall, D. P. 

8407310316 

50-461 

G 

hall, j. G. 

8407240148 

50-461 

s 

hall, M. 

8407090115 

50-498 

G 

hall, m. 

8407250125 

50-445 

T 

hall, r. e. 

8407260008* 

50-382 

Q 

HALLER 

8407130082 

50-389 

F 

hallford, j. E. 

8407250376 

50-445 

T 

HALLFORD, J. E. 

0407250376 

50-445 

T 

halub, P. 

8407250354 

XPORTLIC 


HALUB, P. 

8407250385 

XPORTLIC 


HALUB, P. 

8407250387 

XPORTLIC 


HALUB, P. 

8407250389 

XPORTLIC 


HAMILTON 

8407250141 

50-293 

S 

HAMILTON, D. H. 

8407300433* 

50-275 

G 

HAMILTON, D. H. 

8407300433* 

50-275 

Q 

HAMILTON, J. L. 

8407180265* 

50-327 

Q 

HAMILTON, J. W. 

8407060260* 

QA999 


HAMILTON, P. 

8407190144 

50-293 

R 

HAMILTON, P. J. 

8407020094 

50-293 

S 

HAMILTON, P. J. 

8407020144 

50-293 

S 

HAMILTON, P. J. 

8407020297 

50-293 

S 

HAMILTON, P. J. 

0407020337 

50-293 

S 

HAMILTON, P. J. 

0407020469 

50-293 

S 

HANAUER.S. H. 

8407260072* 

review GRP 

HANKINS, D. A. 

8407190305* 

50-447 

A 

HANNER, j. 3. 

8407310090 

50-10 

S 

HANNER, J. S. 

8407310325 

50-293 

8 

HANNETT, B. 

8407200277 

70-1426 


HANNETT, B. A. 

8407020021* 

XPORTLIC 


HANNETT, B. A. 

8407020290# 

XPORTLIC 


HANNETT, B. A. 

8407190068 

XPORTLIC 


HANNUM, W. H. 

8407110453 

PROJ 


HANNUM, W. H. 

8407110455 

PROJ 


HARDIN, A. 

8407050370* 

50-261 

Q 

hardy, B. L. 

8407020066 

40-8084 


HARDY, B. L. 

8407020138 

40-8084 


HARMON, D. 

0407170155* 

XPORTLIC 


HARMON, D. 

8407240038 

XPORTLIC 


HARPSTER. T. L. 

8407300375* 

50-272 

Q 

HARRAN, 0. 

8407300194 

50-245 

R 

HARRELL, E W. 

8407240381 

50-339 

s 

HARRELL. E. W. 

8407240504 

50-339 

8 

HARRELL. P. H. 

8407120482* 

50-313 

Q 

HARRELL. P. H. 

8407130018* 

50-313 

Q 

HARRINGTON. W. D. 

8407020093 

50-293 

P 

HARRINGTON, W. 0. 

8407020094 

50-293 

S 

HARRINGTON, W. D. 

8407020144 

50-293 

s 

HARRINGTON, W. D. 

8407020297 

50-293 

s 

HARRINGTON, W. D. 

8407020337 

50-293 

s 

HARRINGTON, W. D. 

8407020469 

50-293 

s 

HARRINGTON. W. 0. 

8407060137 

50-293 

p 

HARRINGTON, W. D. 

8407060164* 

50-293 

Q 

HARRINGTON, W. D. 

8407060167* 

50-293 

Q 

HARRINGTON, W. D. 

8407090193 

50-293 

P 

HARRINGTON, W. D. 

8407090249^. 

50-293 

Q 

HARRINGTON, W. D. 

8407110310 

50-293 

P 

HARRINGTON, W. D. 

8407170076 

50-293 

P 

HARRINGTON, W. D. 

8407170414 

50-293 

P 

HARRINGTON, W. D. 

8407170420 

30-293 

P 

HARRINGTON. W. D. 

8407180187 

50-293 

P 

HARRINGTON. W. D. 

8407190144 

50-293 

R 

HARRINGTON, W. D. 

8407200174 

30-293 

P 

HARRINGTON, W. D. 

8407200197 

30-293 

8 

HARRINGTON, W, D. 

8407250141 

30-293 

S 

HARRINGTON, W. D. 

8407250186 

30-293 

K 

HARRINGTON, W. D. 

8407260306 

50-293 

R 



AUTHOR 
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NUMBER 

SUBJECT 

CATEGORY 

harrinston- W. D. 

84-07300297* 

50-293 

Q 

harrinoton. W. D. 

8407310107 

50-293 

Q 

HARRIS. J. C. 

84-07020163 

50-390 

A 

HARRIS. J. R. 

8407050264* 

50-416 

Q 

HARRIS. J. R. 

8407180165# 

50-413 

Q 

HARRIS. J. R. 

8407190164* 

50-424 

Q 

HARRIS. J. R. 

8407260314* 

50-424 

Q 

HARRIS. M. S. 

8407270322 

50-331 

S 

HARRIS. R. 

840713Q293* 

50-352 

Q 

HARRIS. R. H. 

8407250430* 

50-456 

Q 

HARRISON. F. 

8407110198 

50-324 

R 

HARRISON. F. 

8407180124* 

50-325 

R 

HARRISON. J. 

8407020075 

50-329 

S 

HARRISON. J. 

8407030440 

50-329 

S 

HARRISON. J. 

8407200194 

50-329 

S 

HARRISON. J. J. 

8407060258 

50-329 

A 

HARRISON. J. J. 

8407100239 

50-329 

Q 

HARRISON. J. ^J. 

8407170294 

50-329 

A 

HARRISON, J. J. 

8407190256* 

50-329 

Q 

HARRISON. J. J. 

8407310172 

50-329 

A 

HARRSCH.R- 

8407030159 

50-304 

S 

HART. 0. 

8407270413* 

50-275 

U 

HART. R. D. 

8407130080 

50-250 

S 

hart. R. D. 

8407130308 

50-251 

S 

HART. R. D. 

8407230078 

WASTE MGT 

HART. R. D. 

8407270355 

50-250 

S 

HART. R. D. 

8407270372 

50-250 

s 

HART.R. D. 

8407310037 

50-251 

s 

HARTIGAN. N. F. 

8407060106 

40-2061 


HARTMAN, S. L. 

8407110281 

50-445 

G 

HARTMAN, B. L. 

8407110281 

50-445 

G 

HASSE. R. 

8407180281* 

50-255 

Q 

HASSELL. D. F. 

8407100533 

50-338 

0 

HASSELL, D. F. 

8407100592 

50-338 

G 

HASSELL. D. F. 

8407180294 

50-454 

G 

HASSELL, D. F. 

8407180316 

50-338 

G 

HAUOHEY. M. F. 

8407020145 

50-410 

E 

HAUOHEV. M. F. 

8407130481 

50-410 

E 

HAUOHEY, M. F. 

8407160011 

50-410 

E 

HAWKINS, E. F. 

8407020191 

40-0786 


HAWKINS, E. F. 

8407020447 

40-8722 


HAWKINS, E. F. 

8407020470 

40-8786 


HAWKINS, E. F. 

8407020531 

40-8829 


HAWKINS, E. F. 

3407020533 

40-8768 


HAWKINS, E. F. 

3407020568 

40-8663 


HAWKINS, E. F. 

8407020570 

40-8675 


HAWKINS, E, F. 

8407020584 

40-8768 


HAWKINS, E. F. 

8407050032 

40-8706 


HAWKINS, E. F. 

8407050036* 

40-8786 


HAWKINS, E. F. 

8407050047* 

40-8064 


HAWKINS, E. F. 

8407050136* 

40-0505 


HAWKINS, E. F. 

8407060278* 

40-8703 


HAWKINS. E. F. 

8407060292* 

40-1341 


HAWKINS, E.F. 

8407270189 

40-8829 


HAWKINS. E. r. 

8407270381 

40-8585 


HAWKINS, E. F. 

8407300007* 

40-8768 


HAWKINS, E. F. 

8407300021 

40-0829 


HAWKINS, E. F. 

8407300024* 

40-1341 


HAWKINS, E. F. 

8407300032 

40-1341 


HAWKINS, F. 

8407180281* 

50-255 

Q 

HAWKINS, F. 

8407250098 

50-445 

T 

HAWKINS. F. 

8407300493* 

50-346 

Q 

HAWKINS, F. C. 

8407090142* 

50-483 

Q 

HAWKINS, F. C. 

8407190102* 

50-454 

Q 

HAWXHURST, yj. 

8407170445* 

50-244 

Q 

HAYES. B. B. 

8407020509 

50-445 

0 

HAYES, D, W. 

8407100557* 

50-454 

T 

HAYES. D. W. 

8407190232* 

50-454 

T 

HAYES. D. W. 

8407250302* 

50-454 

Q 

HAVES, F. R. 

8407100539* 

50-33 1 

S 

HAYES. R. E. 

8407120633* 

50-445 

Q 

HAYNES, J. 0. 

8404300070 

50-361 

S 

HAYNES, J. 0. 

8407020239 

50-206 

R 

HAYNES, J. ©. 

8407020384 

50-362 

Q 

HAYNES, J. 0. 

8407020417 

50-361 

R 

HAYNES, J. 0. 

8407030273 

50-362 

8 

HAYNES, J. 0. 

8407030317 

50-362 

S 

HAYNES, J. 0. 

8407060160 

50-361 

8 

HAYNES, J. 0. 

8407090177 

50-362 

S 

HAYNES, J. 0. 

8407090218 

50-361 

S 

HAYNES, J. 0. 

8407100251 

50-362 

8 

HAYNES, J. 0, 

8407100281 

50-206 

8 

HAYNES, U. e. 

8407130312 

50-206 

8 

HAYNES, J. 0. 

8407160185 

50-206 

8 

HAYNES, J. 0. 

8407190381 

50-361 

8 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HAYNES. J. G. 

8407190387 

50-362 

S 

HAYNES. J. 6. 

8407190397 

50-362 

S 

HAYNES. J. 6. 

8407190400 

50-361 

S 

HAYNES. J. 0. 

8407190405 

50-362 

S 

HAYNES, J. 0. 

8407190435 

50-361 

s 

HAYNES, J. 0. 

8407190475 

50-362 

s 

HAYNES, J. G. 

8407190482 

50-362 

s 

HAYNES, J. G. 

8407230020 

50-362 

s 

HAYNES, J. 0. 

8407230044 

50-362 

s 

HAYNES, J. G. 

8407230066 

50-361 

s 

HAYNES. J. G. 

8407230067 

50-361 

s 

HAYNES, J. 0. 

8407250089 

50-362 

s 

HAYNES, J. 0. 

8407270421 

50-206 

R 

HAYNES, J. G. 

8407270445 

50-361 

R 

HAYNES, J. Q. 

8407310349 

50-361 

S 

HAYNES, R. C. 

8407120029* 

40-86 


HAYNES, R. C. 

8407120033* 

40-86 


HEALZER, J. M. 

8407270257 

50-334 

P 

HECHT, A. M. 

8407130214* 

FOIA 


HECHT. A. M. 

8407130327* 

FOIA 


HEHL, C. W. 

8407260253* 

50-395 

Q 

HEIDER, L. H. 

8407020076 

50-29 

R 

HEIDER, L. H. 

8407090288 

50-29 

Q 

HEIDER, L. H. 

8407120245* 

50-29 

Q 

HEIDER, L. H. 

8407300199 

50-29 

R 

HEINLEIN.D. E, 

8407270384 

50-483 

R 

HELQESON, K. A. 

8407110270 

70-820 


HELTEMES, C. J, 

8404130384* 

TOPREP 


HELTEMES, C. J*. 

8407120242* 

50-10 

S 

HELTEMES, C. J. 

8407130478 

MISC 


HELTEMES, C. J. 

8407260455 

50-206 

S 

HENRY, W. Q. 

8407240264 

NUREO 


HENSLEY, K. D. 

8407020326 

70-143 


HENSLEY, K. D. 

8407 110028 

70-143 


HENSLEY, K. D. 

8407110138 

70-143 


HENSLEY, K. D. 

8407120164 

50-143 

C 

HERBERT, R. J. 

8407200157 

50-245 

8 

HERBERT, R. J. 

8407200157 

50-245 

B 

HERBERT, R. J. 

8407200162 

50-336 

8 

HERBERT, R. J. 

8407200162 

50-336 

8 

HERBERT. R. J. 

8407300194 

50-245 

R 

HERBERT, R. J. 

8407300194 

50-245 

R 

HERBERT, R. P. 

8407100437 

PT21 


HERBQRN.D. I. 

8403160045 

50-461 

M 

HERBORN, n. I. 

8407170165 

50-461 

A 

HERDT, A. R. 

8407180191* 

50-424 

Q 

HERMANN, 0. W. 

8407110010 

NUREG 


HERMANN, R. A. 

8407110533 

50-220 

P 

HERNAN, R. 

8407160066 

50-302 

P 

HERR, H. R. 

8407120633* 

50-445 

Q 

HERRERA, T, 

8407270068 

40-8745 


HERRINGTON, C. C. 

8407020044 

70-1308 


HERSCH, M. M. 

B4071 80037 

XPORTLIC 


HERSCH. M. M. 

0407240047 

XPORTLIC 


HERSCH, M. M. 

8407250366 

XPORTLIC 


HERSCH, M. M. 

8407250581 

XPORTLIC 


HERSHEY. 8. P. 

8407170549 

50-352 

0 

HESTER. 0. V. 

8407160114* 

TOPREP 


HEWARD. R. W. 

8407100276* 

50-219 

Q 

HEYWOOD. J. B. 

8407090106 

50-206 

5 

HIATT. S. L, 

8407100617 

50-440 

0 

HIATT, S. L. 

8407120099 

50-440 

0 

HIATT, S. L 

8407120176 

FOIA 


HIATT, S. L.. 

8407130276 

50-440 

G 

HIATT, S.L. 

8407240340 

PR 


HIATT, 8. L, 

8407270256 

50-440 

H 

HICKEY, E. E. 

8407120105* 

50-413 

F 

HICKEY, J. P. 

8407030138 

FOIA 


HICKEY. J. W. 

8407100052 

40-0592 


HICKEY, J. W. 

8407100188 

40-8186 


HICKEY, J, W. 

8407100208* 

40-8186 


HICKIN, R, A. 

B4071 70573* 

CONTRACT 


HICKS, R, 

8407030413 

PR 


HIGGINBOTHAM. L. 

8407030494 

WASTE MOT 

HIGGINBOTHAM, L. 

B4071 10531 

WASTE MOT 

HIGGINBOTHAM, L. 

8407110559 

WASTE MOT 

HIGGINBOTHAM, U. 

84071 10502 

WASTE MOT 

HIGGINBOTHAM, L. 

8407120464 

WASTE MOT 

HIGGINBOTHAM, L. 

8407200224 

WASTE MOT 

HIGGINBOTHAM, L. 

840723021 1 

WASTE MGT 

HIGGINBOTHAM, L. 

8407230408 

WASTE MOT 

HIGGINBOTHAM, L. 

8407250151 

WASTE MOT 

HIGGINBOTHAM, L. 

8407250196 

WASTE MOT 

HIGGINBOTHAM, L. 

8407260049 

WASTE MOT 

HIGGINBOTHAM, L. 

8407270096 

WASTE MOT 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HIGGINBOTHAM, L. 
HIGGINBOTHAM, L. 
HIGGINBOTHAM, L. 
HIGGINBOTHAM, L. 
HIGOINHOTHAM, L. 

8407270105 

8407270117 

8407270126 

8407300003 

8407260261 

WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MGT 

HIGGINS, R. L, 
HILAND, P. 
HILDENBRAND, P. 
HILDENDRAND, P. 
HILDENBRAND, P. 

8407310021* 

8407190256* 

8407020533 

8407020570 

8407300007* 

50-456 Q 

50-329 Q 

40-8768 
40-8675 
40-8768 

HILL, C. Z. 

HILL, C. Z. 

HILL, C. Z. 

HILL, D. 

HILL.O. A. 

8407030005 

8407030017 

8407300162 

8407190523* 

8407310193* 

40-8584 

40-8584 

40-8584 

CONTRACT 

CONTRACT 

HILL, M, S. 

HIND, J, A. 

HIND, J. A. 
HINKELMAN, L. G. 
HIPSHER, W. M. 

8407170560 

8407100470 

8407160183 

8407200236 

8407240430 

NUREG 

50-483 Q 

50-266 Q 

QA999 

WASTE MGT 

HIPSHER, W. M. 
HIRSCH. D. 

HIRSCH, D. 

HOADLEY. S. D. 
HQADLEY. S. D. 

8407240583 

8407130010 

8407230347 

8407180025 

8407180029* 

WASTE MGT 
50-142 Q 

50-142 G 

XPORTLIC 
XPORTLIC 

HOBART, L. 

HOBBS, S. H. 

HOBBS, S. H. 

HOBBS, S. H. 

HOBBS, S. H. 

8407030431 
8407100488 
8407100488 
8407 160 173 
8407190152 

PR 

50-416 P 
50-416 P 
50-416 P 
50-416 P 

HOBBS. S. H. 

HODDER, M. H. 
HDDDER, M. H. 
HODGDON. A. P. 
HODQDON, A. P. 

8407310214 

8407090308 

8407090308 

8407030202 

8407030302 

50-416 P 
50-250 G 
50-250 G 
50-352 G 
50-352 G 

HODGDON, A. P. 
HODODQN, A. P. 
HODGDON. A. P, 
HODGE, L. L. 

HODGE, L, L, 

8407100565 

8407190109 

8407240182 

8407090189 

8407090195* 

50-352 G 
50-352 0 
50-352 G 
50-322 G 
50-322 G 

HODGES. J. 

HODGES. J. W. 
HODGES, J. W. 
HODGES, M. W. 
HDDSON. J. 

8403160195* 

8407160129* 

8407160131* 

8407190251* 

8407110491* 

50-390 A 

50-390 A 

50-390 A 

50-322 T 

50-423 Q 

HOFFMAN, D.P. 
HOFFMAN, D.P. 
HOFFMAN, D. P. 
HOFFMAN. J. 

HOGAN, R. T. 

8407020494 

3407240215 

8407270414 

8407020299 

8407170469* 

50-155 R 

50-155 P 

50-155 R 

50-219 J 

50-322 Q 

HOOOE, L. D. 
HDLAHAN, 0. 
HOLLAND, W. E. 
HOLLAR. D. E. 
HOLLAR. D. E 

8407230398* 

8404250241 

8407190160* 

8407130273 

8407230310 

CONTRACT 
50-275 S 

50-390 Q 

50-400 0 

80-400 0 

hollar, D.E. 
HOLLEY, W. L. 
HOLLEY, W. L. 
HOLLINGS. J. P. 
HOLLINOS, J. P. 

8407300026 
8407120467* 
B407170216* 
B4071 10034 
8407110076 

50-400 0 
50-490 Q 
50-482 Q 
NUREG 

NUREG 

HOLLINGS, J. P. 
HOLLIS, H. 
HOLLOWAY, C. J. 
HOLLOWAY, C. J, 
HOLMES-RAY, P. 

8407110090 

8407250125 

8407170026* 

8407170030* 

8407050430* 

NUREO 

50-445 T 

50-556 A 

50-556 A 

50-321 Q 

HOLMES-RAY. P. 
HOLMES-RAY, P. 
HOLONICH, J. J. 
HOLT, J. 

HOLTZ , J. L. 

8407060146* 

8407300428* 

8407130477 

8407030344 

8407020108 

50-321 Q 

50-321 Q 

50-482 A 

PR 

50-334 R 

HOLTZ, J. L 
HOLTZCLAW, K. W. 
HOLUB, p. 

HOLUB, p. 

HOLUB.P. A. 

8407270403 

8407190305* 

8407100195 

8407250426 

B407250429* 

50-334 R 
50-447 A 

XPORTLIC 
XPORTLIC 
XPORTLIC 

HONIG, h 

HORIN, W-A. 
HORIN.W. A. 

HORIN, W. A, 

HORIN, W. A. 

8407130221* 

8407020516 

8407020516 

8407060003 

8407060003 

FOIA 

50-445 0 

50-445 0 

50-445 ' G 

50-443 0 

HORIN.W, A. 
HORIN.W, A. 

HORIN, W. A. 

HORIN, W. A. 

HORIN, W. A. 

8407060008* 

8407060008* 

8407110293 

8407110293 

8407110299* 

50-44 5 0 
50-445 0 

30-445 0 

50-445 0 

50-445 G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HORINi W. A. 

8407110299* 

50-445 

G 

hqrin. w. a. 

8407130257 

50-445 

G 

HQRIN. W. A. 

8407130257 

50-445 

G 

HORIN. W. A. 

8407160250 

50-445 

G 

HQRIN. W. A. 

8407160250 

50-445 

G 

HQRIN. W. A. 

8407200256 

50-445 

G 

HQROSCHAK. M. 

8407090298 

50-322 

G 

HQROSCHAK, M. 

8407090298 

50-322 

G 

HQROSCHAK. M. J. 

8407090309 

50-322 

T 

HQROSCHAK. M. J. 

8407090309 

50-322 

T 

HOSEY.C. n. 

8407050337* 

50-390 

Q 

HOSEY. C. M. 

8407060293* 

50-250 

G 

HOSLER. U. 
HOSSLER.O. E. 

8407130197* 

8407310360 

FOIA 

50-289 

H 

HOUSTON. R. W. 

8403190446* 

50-447 

A 

HOWE. P. W. 

8407110155 

50-324 

P 

HOWE. P. W. 

8407110160 

50-324 

F 

HOWE. S. E. 

HOYLE. J. C. 

HOYLE. J. C. 

8407020174 

8407130035 

8407160215 

NUREG 

FOIA 

50-289 

T 

HOYLE. J. C. 

8407230340 

50-322 

G 

HOYLE. J. C. 

8407300470 

50-275 

G 

HSU. C. 

8407240428 

50-259 

S 

HSU. C. 

8407240429* 

50-259 

S 

HU. F-C. 

HU. F-C. 

HU. F-C. 

HU. F-C. 

HUBBARD, R. B. 

8407110034 

8407110052 

8407110076 

8407110090 

8407190250* 

NUREG 

NUREG 

NUREG 

NUREG 

50-322 

T 

HUDSPETH. U. B. 

8407060116 

50-348 

F 

HUDSPETH. J. B. 

8407170390 

50-348 

F 

HUDSPETH. J. B. 

8407230019 

50-348 

F 

HUDSPETH. J. B. 

8407240098 

50-348 

F 

HUDSPETH. U. B. 

8407240191 

50-348 

F 

HUDSPETH. U. B. 

8407250222 

50-348 

F 

HUDSPETH. J, B. 

8407270253 

50-348 

F 

HUFFMAN. 0. N. 

8407060015* 

50-276 

Q 

HUGHES. E. M, 

8407030252* 

50-454 

0 

HUKILL. H. D, 

8407020005 

50-289 

R 

HUKILL.H. D. 

8407030228 

50-289 

P 

HUKILL. H. D, 

8407030387 

50-299 

Q 

HUKILL. H. D. 

8407060195 

50-289 

P 

HUKILL. H. D, 

8407060202 

50-289 

P 

HUKILL. H. D. 

8407060209 

50-289 

S 

HUKILL. H. D. 

8407060213 

50-289 

S 

HUKILL. H. D. 

S407090022 

50-289 

V 

HUKILL. H. D. 

8407090199 

50-289 

P 

HUKILL.H. D. 

8407090244* 

50-289 

G 

HUKILL, H. D, 

8407100305 

50-289 

P 

HUKILL. H. D. 

8407100428 

50-289 

G 

HUKILL, H. D. 

8407100435 

50-289 

F 

HUKILL.H. D. 

8407100540 

50-289 

P 

HUKILL, H. D. 

8407130190 

50-289 

P 

HUKILL, H. D. 

8407130202 

50-289 

Q 

HUKILL. H. D. 

8407170224 

50-289 

P 

HUKILL.H. D. 

8407170387 

50-289 

P 

HUKILL.H. D. 

8407170393 

50-289 

R 

HUKILL, H. D. 

8407200191 

50-289 

P 

HUKILL. H.D. 

8407200204* 

50-289 

Q 

HUKILL.H, D. 

8407230010 

50-289 

P 

HUKILL, H.D. 

8407250184 

50-289 

P 

HUKILL.H. D. 

8407250191* 

50-289 

P 

HUKILL.H. D. 

8407250259 

50-289 

P 

HUKILL. H. D. 

8407250266* 

50-289 

P 

HUKILL, H.D. 

8407260221 

50-289 

P 

HUKILL. H. D. 

8407300173 

50-289 

P 

HUKILL. H. D. 

8407300238 

50-289 

Q 

HUKILL. H. D. 

8407310348 

50-289 

G 

HUKILL. H. D. 

8407310405 

50-289 

P 

HUKILL. H.D. 

8407310407 

50-289 

F 

HULL, D. P. 

8407250490 

50-461 

S 

HUNNICUTT, D. 

8407120569* 

50-445 

G 

HUNNICUTT. D. 

8407250446* 

50-445 

G 

HUNNICUTT. D. M. 

8407120582* 

50-445 

Q 

HUNNICUTT. D. M. 

8407120613* 

50-445 

G 

HUNSTAD. A. A. 

8407030428 

50-282 

S 

HUNSTAD, A. A. 

8407270008 

50-306 

S 

HUNT, M. D. 

8407050374* 

50-261 

Q 

HUNT, M. D. 

8407090028* 

50-413 

G 

HUNTER. D. 

8407100399 

50-271 

Q 

HUNTER. D. 

8407310353 

50-271 

P 

HUNTER. D.R. 

8407170158 

50-482 

G 

HUNTER. D.R. 

8407170214 

50-285 

Q 

HUNTER. D. R. 

8407170287 

50-445 

G 

HUNTER, D. R. 

8407170389 

50-313 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HUNTER, D. R. 
HUNTER. J. A. 

8407170450 

8407130211* 

50-482 

FOIA 

Q 

HUTTON. P. H. 
HUTTON. P. H. 

8407020165 

8407120539 

50-390 

NUREG 

A 

HWANG. H. 

8407270196 

50-286 

P 

HYDER. J. E 

8407090168* 

50-S7 

Q 

HYDER. J. E. 

8407090172* 

50-156 

Q 

IANNUZ2I. T. W. 

8407190006* 

50-322 

T 

IBEN. C. 

IDEKER, R. L. 

IMAN. R. L. 

8407030430 

8407120148 

8407110012 

50-254 

70-143 

NUREG 

5 

lOTTI. R. C. 

8407020527* 

50-445 

G 

IQTTI. R. C. 

8407110306* 

50-445 

G 

lOTTI, R. C, 
IPPOLITO. T. A. 

8407110306* 

8407130306* 

50-445 

FOIA 

G 

IRELAND, R. E. 

8407100193* 

50-313 

G 

IRELAND, R. E. 

8407130371* 

50-267 

Q 

IRELAND. R. E. 

8407130381* 

50-267 

G 

IRELAND, R. E. 

8407260019* 

50-267 

Q 

IRWIN, D. P. 

8407090096 

50-322 

G 

IRWIN. D. P. 

8407090368 

50-322 

G 

IRWIN. D. P. 

8407090368 

50-322 

G 

IRWIN, D. P. 

8407120160* 

50-322 

O 

IRWIN, D. P. 

8407120160* 

50-322 

G 

IRWIN. D. P. 

8407180323 

50-322 

G 

IRWIN, D. P. 

8407180323 

50-322 

G 

IRWIN, D. P. 

8407 180324* 

50-322 

G 

IRWIN, D. P. 

8407180324* 

50-322 

G 

IRWIN. D. P. 

8407190233 

50-322 

G 

IRWIN, D. P. 

8407190233 

50-322 

G 

IRWIN, D. P. 

8407190235* 

50-322 

G 

IRWIN, D. P. 

8407190235* 

50-322 

G 

IRWIN, D. P. 

8407300034 

50-322 

G 

IRWIN, D. P. 

8407300034 

50-322 

G 

IRWIN, D. P. 

8407300447 

50-322 

G 

IRWIN. D. P. 

8407300447 

50-322 

G 

IRWIN. D. P. 

8407300451* 

50-322 

G 

IRWIN. D. P. 

8407300451* 

50-322 

G 

I SHERWOOD. D. 

8407170071* 

WASTE MGT 

ISHI2AKI. K. 

8407250496 

WASTE MGT 

ISLEY. T. 

8407180157 

50-346 

S 

IVEY, K. D. 

8407170356* 

50-275 

G 

IVEY, L. W. 

8407190399* 

50-397 

Q 

JACKIW, I. N. 

8407100628* 

50-346 

G 

JACKIW, I. N. 

8407180286* 

50-266 

G 

JACKIW. I. N. 

8407190044* 

50-305 

G 

JACKIW, I. N. 

8407190062* 

50-282 

G 

JACKIW, I. N. 

8407190092* 

50-282 

G 

JACKIW, I. N. 
JACKSON. B. J. 

JACKSON, 0. 

8407200156* 

8407090179 

8407110161* 

50-346 

PT21 

71-9009 

Q 

JACKSON, L. H. 

8407050432* 

50-261 

G 

JACKSON, L. H. 

8407190048* 

50-413 

Q 

JACKSON. L. H. 

8407190143* 

50-390 

G 

JAFFE. D. H. 

8407160223 

50-317 

P 

JAGGAR. F. S. 

8407310021* 

50-456 

G 

JAMISON. J. 

JANDL. J. C. 

8407120571# 

8407310235* 

50-298 

PT21 

G 

JANG, J. C. 

8407170469* 

50-322 

G 

JANG, J. C. 

JANKOWSKI, B. J. 

8407240111* 

8407250460 

50-309 

XPORTLIC 

G 

JANUSKA, A. G. 

8407240104* 

50-155 

G 

JAPE, F. 

8407050319* 

50-395 

Q 

JAPE. F. 

8407050378* 

50-413 

G 

jape. F. 

8407050384* 

50-413 

Q 

JAPE. F. 

8407050385* 

50-416 

G 

JAPE. F. 

8407060034* 

50-250 

Q 

JAPE. F. 

8407100033* 

50-335 

G 

JAPE. F. 

8407100060* 

50-338 

G 

JAPE. F. 

8407180141* 

50-269 

Q 

JAPE. F. 

8407190025* 

50-413 

G 

JAPE. F. 

8407190119* 

50-413 

G 

JAPE, F. 

8407190135* 

50-390 

Q 

JAPE. F. 

8407190258* 

50-369 

G 

JAPE. F. 

8407190280* 

50-250 

G 

JAPE. F. 

8407190378* 

50-321 

Q 

JAPE, F. 

8407300400* 

50-338 

Q 

JAPE. F. 

8407300406* 

50-321 

Q 

JAPE. F. 

8407300416# 

50-338 

Q 

JAPE, F. 

8407310246* 

50-251, 

G 

JAUDON, J. • 

8407120475* 

50-498 

Q 

JAUDON, J. P. 

8407120467* 

50-498 

G 

JAUDON, J. P. 

‘ 8407120571* 

50-298 

Q 

JAUDON, J. P. 

8407120593* 

50-458 

Q 

JAUDON, J. P. 

8407170229* 

50-298 

Q 
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JAUDON, J. P. 

8407260008* 

50-382 

Q 

JAUDON, J. P. 

8407310043* 

50-498 

S 

JEFFERIES, W. G. 

8407250158* 

50-369 

P 

JENISON, K. M. 

8407030323 

50-338 

s 

JENISON. K. M. 

8407260288 

50-250 

Q 

JENKINS. G. 

8407190186* 

50-261 

Q 

JENKINS. G. R, 

8407050315* 

50-416 

0 

JENKINS. G. R, 

8407050337* 

50-390 

Q 

JENKINS, G. R, 

8407050443* 

50-327 

Q 

JENKINS, G. R. 

8407060065* 

50-416 

Q 

JENKINS, G. R. 

8407060293* 

50-250 

Q 

JENKINS, 0. R. 

8407170504* 

50-348 

Q 

JENKINS, G. R. 

8407170554* 

50-302 

Q 

JENKINS, G. R. 

8407190026* 

50-160 

Q 

JENKINS, G. R. 

8407190282* 

50-369 

Q 

JENKINS, G. R. 

8407190412* 

50-324 

Q 

JENKINS, G. R. 

8407300109* 

50-327 

Q 

JENKINS, G. R. 

8407300134* 

50-335 

Q 

JENKINS. G. R. 

8407300354* 

50-269 

Q 

JENKINS. G. R. 

8407300376* 

50-395 

Q 

JENS. W. H. 

8406120365* 

50-341 

K 

JENS. W. H. 

8407020002 

50-341 

A 

JENS. W. H. 

8407030096 

50-341 

Q 

JENS. W. H. 

8407030166 

50-341 

E 

JENS. W. H. 

8407100463 

50-341 

Q 

JENS, W. H. 

8407110199 

50-341 

F 

JENS. W. H. 

8407170057 

50-341 

A 

JENS, W. H. 

8407170391 

50-341 

S 

JENS, W. H. 

8407200181 

50-341 

Q 

JENS, W. H. 

8407240176 

50-341 

A 

JENS, W. H. 

8407240280 

50-341 

S 

JENS, W. H. 

8407250482 

50-341 

S 

JENS. W. H. 

840726032 1 

50-341 

s 

JENS. W. H. 

8407260331 

50-341 

s 

JENS, W. H. 

8407270018 

50-341 

Q 

JENS, W. H. 

8407270195 

50-341 

s 

JENS. W. H. 

8407300135 

50-341 

E 

JENS, W. H. 

8407300462 

50-341 

S 

JENS, W. H. 

8407310102 

50-341 

s 

JENS, W. H. 

8407310112 

50-341 

A 

JIERREE, C. C. 
JIERREE. C. C. 
JIERREE, C. C. 
JISCHKE, M. C. 
JOHNSON, A. 

8407050123 

8407300047* 

8407300220 

8407120632 

8407260006* 

40-4492 

40-8084 

40-4492 

NUREO 

50-433 

Q 

JOHNSON, A. D. 

8407180292* 

50-275 

Q 

JOHNSON, B. D. 

8407020117 

50-255 

R 

JOHNSON, B. D. 

8407030256 

50-255 

S 

JOHNSON, B. D. 

8407030326 

50-255 

R 

JOHNSON, B. D. 

8407030365* 

50-255 

G 

JOHNSON, B. D. 

8407050112 

50-255 

P 

JOHNSON, B. D. 

8407060129* 

50-255 

Q 

JOHNSON, B. D. 

8407100422 

50-255 

F 

JOHNSON, B. D. 

8407100510* 

50-255 

F 

JOHNSON, B. D. 

8407110360* 

50-255 

P 

JOHNSON, B. D. 

8407130143 

50-255 

P 

JOHNSON, B. D. 

8407190221 

50-255 

Q 

JOHNSON, C. 

8407100348 

50-317 

P 

JOHNSON, C. 

8407120414 

50-269 

P 

JOHNSON, C. E. 

8407120582* 

50-445 

G 

JOHNSON, C. R. 
JOHNSON, C. R. 
JOHNSON, D. B. 

8407110114 

8407310511 

8407120350* 

71-9183 

71-9183 

50-206 

S 

JOHNSON, D. F. 

8407100005* 

50-317 

Q 

JOHNSON, D. F. 

8407110057* 

50-219 

Q 

JOHNSON, D. F. 

8407190462* 

50-244 

G 

JOHNSON, D. F. 

8407240404* 

50-272 

G 

JOHNSON, E. H. 

8407050098 

50-267 

F 

JOHNSON, E. H. 

8407050188 

50-482 

V 

JOHNSON, E. H. 

8407050203 

50-285 

F 

JOHNSON, E. H. 

8407100018 

50-313 

G 

JOHNSON, E. H. 

8407100165 

50-313 

G 

JOHNSON, E. H. 

8407110085 

50-298 

V 

JOHNSON. E. H. 

8407120460 

50-498 

G 

JOHNSON, E. H. 

8407120470 

50-498 

Q 

JOHNSON, E. H. 

8407120479 

50-313 

Q 

JOHNSON, E. H. 

8407120523 

50-482 

G 

JOHNSON, E. H. 

8407120562 

50-298 

Q 

JOHNSON, E. H. 

8407120585 

50-458 

Q 

JOHNSON, E. H. 

8407130014 

50-313 

G 

UOHNSON, E. H. 

8407130064 

50-313 

Q 

JOHNSON, E. H. 

8407130359 

50-267 

G 

JOHNSON, E. H. 

8407130381* 

-50-267 

Q 

JOHNSON, E. H. 

8407170205 

50-458 

Q 

JOHNSON, E. H. 

8407170209 

50-482 

Q 
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JOHNSON, E. H. 

8407170221 

50-298 

Q 

JULIAN, C. A. 

8407180322* 

50-438 

Q 

KEIMIG, R. R. 

8407110418* 

50-322 

Q 

JOHNSON, E, H. 

8407170284 

50-313 

Q 

JULIAN, C. A, 

8407190160* 

50-390 

Q 

KEIMIG, R. R. 

8407 1205 19* 

50-57 

Q 

JOHNSON, E. H. 

8407170291 

50-458 

Q 

JULIAN, C. A. 

8407190226* 

50-250 

Q 

KEIMIO, R. R. 

8407120530* 

70-124 


JOHNSON, E. H. 

8407170382 

50-382 

Q 

JULIAN. C. A. 

8407190271* 

50-327 

Q 

KEIMIG, R. R. 

8407170047* 

70-1703 


JOHNSON, E. H. 

8407170400 

50-498 

Q 

JUSTUS, P. 

8407120217 

WASTE MGT 

KEIMIG, R, R. 

8407170210* 

50-334 

Q 

JOHNSON, E. H, 

8407200193 

50-313 

Q 

JUSTUS, P. 

8407250408* 

WASTE MOT 

KEIMIG, R, R. 

8407180275* 

70-1100 


JOHNSON, E. H. 

8407240079 

50-267 

Q 

JUSTUS, P. S. 

8407250404 

WASTE MGT 

KEISER, H, W. 

8407060184 

50-388 

S 

JOHNSON, E. H. 

8407230440 

50-445 

Q 

JUSTUS, P. S. 

8407250405* 

WASTE MGT 

KEISER, H, W. 

8407060227 

50-388 

S 

JOHNSON, E. H. 

8407260010 

50-267 

Q 

KADAMBI, P, 

8407160013 

TOPREP 


KEISER, H, W. 

8407190376 

50-388 

S 

JOHNSON, E. H. 

8407300373 

50-498 

Q 

KAGAN, C. F. 

8407240311 

PR 


KEISER, H, W, 

8407200288 

50-387 

S 

JOHNSON, E. H. 

8407310036* 

50-498 

Q 

KAHLE, J. B. 

8407 ISO 16 9* 

70-B24 


KEITH. W. 

8407250586 

50-331 

S 

JOHNSON, E, H. 

8407310043* 

50-498 

Q 

KAHLE, J. a. 

8407270174 

70-1151 


KELLER, R. M. 

8407100005* 

50-317 

Q 

JOHNSON, E. R. 

8407240477* 

50-412 

A 

KAHLE, J, B. 

8407300460* 

70-143 


KELLER, R, M. 

8407190462* 

50-244 

Q 

JOHNSON, E. W. 

8407100285 

50-346 

S 

KAHLER. R. E. 

8407170073 

50-445 

T 

KELLEY, J. L. 

8407030223 

50-413 

G 

JOHNSON, 0. E. 

8407180290 

50-413 

G 

KALIVIANAKIS 

8407030430 

50-254 

S 

KELLEY, J, L. 

8407230320 

50-413 

G 

JOHNSON, 0. E. 

8407230106 

50-413 

G 

KALIVIANAKIS, N. 

8407020126 

50-265 

S 

KELLEY. J. L. 

8407300404 

50-400 

G 

JOHNSON, e. E. 

8407230109 

50-413 

T 

KALIVIANAKIS, N. 

8407030195 

50-265 

s 

KELLEY, J. L 

8407310330 

50-413 

G 

JOHNSON, J. 

8407130329* 

50-293 

Q 

KALIVIANAKIS, N. 

8407130043 

50-265 

s 

KELLEY, W. D. 

8407260184* 

QA999 


JOHNSON, J. R. 

8407170246 

50-445 

T 

KALIVIANAKIS, N. 

8407180008 

50-254 

R 

KELLUND, C. 

8407260347* 

50-528 

Q 

JOHNSON, J. R , 

8407170246 

50-445 

T 

KALIVIANAKIS, N. 

8407180010 

50-254 

R 

KELLY, E. 

8407110571* 

50-388 

Q 

JOHNSON. L. D. 

8407310326 

50-454 

T 

KALMON, K. J. 

8407090252 

50-374 

S 

KELLY, E. M. 

8407170304* 

50-317 

Q 

JOHNSON, L. D. 

8407310326 

50-454 

T 

KAM, F. B. 

8407180011 

NUREG 


KELLY, E. M. 

8407270369* 

50-322 

G 

JOHNSON. L. E. 

8407110026* 

50-334 

Q 

KAMMER, D. S. 

8407030220 

50-327 

P 

KELLY, J. 

8407170229* 

50-298 

Q 

JOHNSON, P. H. 

3407060070 

50-361 

S 

KAMMER. D. S. 

8407030246 

50-327 

P 

KELLY, J. 

8407250446* 

50-445 

Q 

JOHNSON, P. H, 

8407180276* 

50-275 

Q 

KAMMER. D. S. 

8407050298 

50-390 

K 

KELLY, J. J. 

8407300033 

50-336 

R 

JOHNSON, P. H. 

8407190283* 

50-362 

Q 

KAMMER, D. S. 

8407060200 

50-259 

P 

KELLY, J. J. 

8407300033 

50-336 

R 

JOHNSON, P.H. 

8407230040 

50-362 

S 

KAMMER, D. S. 

8407060319* 

50-438 

Q 

KELLY, J. L. 

8407260126 

50-400 

G 

JOHNSON. P. H. 

8407240092 

50-362 

s 

KAMMER, D. S. 

8407090101 

50-390 

E 

KELLY, L. 

8407190091 

50-286 

R 

JOHNSON, P.H. 

8407260122* 

50-206 

Q 

KAMMER, D. S. 

8407090116 

50-259 

P 

KELLY, R.M. 

8407240404* 

50-272 

G 

JOHNSON. P. H. 

8407260125* 

50-206 

Q 

KAMMER, D. S. 

8407160149 

50-390 

Q 

KELLY, T. 

8407200287 

50-295 

S 

JOHNSON, R. G. 

8407050051 

50-263 

J 

KAMMER, D. S. 

8407170247 

50-390 

A 

KELLY, W.J. 

8407020113 

50-275 

R 

JOHNSON, R. G. 

8407050103 

50-263 

J 

KAMMER, D. S. 

8407170343 

50-438 

A 

KELLY, W. J. 

8407270361 

50-275 

R 

JOHNSON, R. J. 

8407030128* 

50-259 

P 

KAMMER, D. S. 

8407170351 

50-259 

P 

KELLY, W. R. 

8407060286 

WASTE MGT 

JOHNSON, T. C . 

8407110457 

WASTE MGT 

KAMMER, D. S. 

8407170361 

50-259 

P 

KELLY, W. R. 

8407200271 

WASTE MGT 

JOHNSON. T. C . 

8407160326 

WASTE MGT 

KAMMER, D. S. 

8407250233 

50-390 

A 

KEMPER, J. S. 

8407060173 

50-352 

E 

JOHNSON, T. C. 

8407250225 

WASTE MGT 

KANOA, B. K. 

8407030416 

50-320 

P 

KEMPER,. J. S. 

8407100440 

50-352 

A 

JOHNSON, T. L- 

8407120407 

WASTE MOT 

KANOA, B. K. 

8407060170 

50-320 

R 

KEMPER, J. S. 

8407110440 

70-2988 


JOHNSON, W. 

8407120526* 

50-482 

Q 

KANOA, B. K. 

8407090273* 

50-320 

G 

KEMPER, J. S. 

8407130296 

50-352 

£ 

JOHNSON, W. A. 

8407130208 

50-346 

Q 

KANOA, B. K. 

8407170379 

50-320 

Q 

KEMPER, J. S. 

8407170084 

50-352 

G 

JOHNSON, W. D. 

8407100193# 

50-313 

Q 

KANOA, B.K. 

8407190344 

50-320 

R 

KEMPER, J. S. 

8407230061 

50-352 

A 

JOHNSON. W. D. 

8407120482* 

50-313 

Q 

KANGA, B.K. 

8407200140 

50-320 

P 

KEMPER. J. S. 

8407230144 

50-352 

Q 

JOHNSON, U. D. 

8407130018* 

50-313 

Q 

KANG A, Q. K. 

8407240197 

50-320 

R 

KEMPER, J. S. 

8407250371 

50-352 

A 

JOHNSON. U. D. 

8407170216* 

50-482 

Q 

KANGA, B, K. 

8407240243 

50-320 

P 

KEMPER, J, S. 

8407260208 

50-352 

F 

JOHNSON, W. P. 

8407090138 

50-443 

Q 

KANGA. B. K. 

8407240339 

50-320 

P 

KEMPER, J. S. 

8407270274 

50-352 

E 

JOHNSTON, 0, W. 

8407180284* 

50-344 

Q 

KANGA, B, K. 

8407250088 

50-320 

P 

KEMPER, J. S. 

8407270277 

50-277 

G 

JONES, D. E. 

8407310057* 

50-254 

Q 

KANGA, B. K. 

8407260040 

50-320 

S 

KEMPER, J, S. 

8407300189 

50-352 

Q 

JONES, F. R. 

8407120509* 

50-322 

A 

KANGA, B. K. 

8407270050 

50-320 

P 

KEMPER, J. S. 

8407310182 

50-352 

A 

JONES, 0, T. 

8407020374 

50-259 

R 

KANOA. B.K. 

8407270088 

50-320 

P 

KENNY, T. J. 

8407250574* 

50-286 

Q 

JONES, 0, T. 

8407180118 

50-259 

S 

KANOA, B, K. 

B407300291 

50-320 

P 

KENYON, B. D. 

8406260398* 

50-388 

Q 

JONES, C. T. 

8407200105 

50-260 

S 

KANOA, B. K. 

B4073 10399 

50-320 

P 

KENYON, B. D. 

8407020432 

50-387 

R 

JONES, 0. T. 

8407240364 

50-296 

S 

KANOLEY, J. P, 

B4071 10185 

71-6698 


KENYON, B. D. 

8407060006 

50-388 

S 

JONES, 0. T. 

8407250091 

50-259 

s 

KANGLEY, J. P. 

8407110185 

71-6698 


KENYON, B. D. 

8407110259* 

50-388 

Q 

JONES, G. T, 

8407270254 

50-259 

S 

KANGLEY, J. P. 

8407110192 

71-9073 


KENYON, B. D. 

8407110276* 

50-388 

Q 

JONES, 0. T. 

8407270348 

50-259 

R 

KANYO. J. P. 

8407110074 

50-483 

F 

KENYON, B. D. 

8407160160 

50-387 

F 

JONES, M. E. 

8407120403* 

50-280 

Y 

KANYO, J, P. 

B407 130249 

50-483 

F 

KENYON. B. D. 

8407270443 

50-387 

R 

JONES, P. C. 

8407270190 

40-8029 


KAPITZ, J. 

8407200094* 

50-282 

P 

KEPPLER, J. G. 

8407020101 

50-483 

Q 

JONES, P. E, 

S407230295* 

CONTRACT 


KARAM, R. A. 

0407060004* 

50-276 

G 

KEPPLER, J. 0. 

8407030122 

50-461 

Q 

JONES, V. 

8407020392 

50-280 

R 

KARMAN, M. 

B407180312 

50-456 

0 

KEPPLER, J. 0, 

8407060043 

50-329 

H 

JONES, V. 

8407270448 

50-280 

R 

KARMAN, f1. 

8407260028 

50-456 

G 

KEPPLER, J. G. 

8407060230 

50-282 

Q 

JONES, W. C. 

8407050219 

50-285 

Q 

KARNER, H. W. 

9407160307* 

50-275 

0 

KEPPLER, J. G, 

8407090011 

50-263 

Q 

JONES. W. C. 

8407060179 

50-285 

P 
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LEWIS, S. H. 

8407180298 

50-454 

G 

LEE. J. N. 

8407020133 

50-338 

R 

LETSCHE. K. J. 

8407310315 

50-322 

G 

LEWIS. S. H. 

8407190228 

50-454 

T 

LEE. J. N. 

8407190360 

50-338 

R 

LETSCHE. K. J. 

8407310315 

50-322 

G 

LEWIS. S. H. 

8407250187 

50-454 

G 

LEE. 0. R. 

840702029 1 

50-267 

F 

LEVERENZ. K. 

8407120443* 

50-456 

X 

LEY. M. 

8407180047 

50-412 

E 

LEE. 0. R. 

8407090187 

50-267 

S 

LEVERENZ. K. 

8407120445* 

50-456 

X 

LEY, M. 

8407200254 

50-412 

E 

LEE. 0. R. 

8407090320 

50-267 

P 

LEVERENZ, K. 

8407120448* 

50-456 

X 

LEY.M. 

8407200257 

SO-4 1 2 

E 

lee. 0. R. 

8407090323* 

50-267 

P 

LEVERENZ. K. 

8407120452* 

50-456 

X 

LEY.M. 

8407250293 

50-412 

A 

LEE. 0. R. 

8407130316 

50-267 

Q 

LEVERENZ, K. 

8407120454* 

50-456 

X 

LEYRER, L, 

8407130343* 

FOIA 


LEE. 0. R. 

8407130332 

50-267 

F 

LEVERENZ. K. 

8407120456* 

50-456 

X 

LICHTENBEROER 

8407110082 

71-90 


LEE. O.R. 

8407260198 

50-267 

K 

LEVERENZ. K. 

8407120459* 

50-456 

X 

LICHTENBERGER 

8407310455 

70- 1100 


LEE. R. S. 

8407160049 

50-368 

P 

LEVERENZ. K. 

8407120461* 

50-456 

X 

LICITRA.E. A. 

8407060352 

50-528 

F 

LEE, T. D. 

8407300460* 

70-143 


LEVIN. H. 

8407100461 

50-329 

A 

LICITRA, E. A. 

8407180086 

50-528 

A 

LEE. T.P. 

8407180068* 

50-275 

P 

LEVIN. H. A. 

8407060207 

50-329 

A 

LICITRA.E. A. 

8407300145 

50-528 

F 

LEE. W. F. 

8407130298 

50-213 

P 

LEVIN. H. A. 

8407240266 

50-329 

A 

LIDEN. fe. A. 

8407020069 

50-272 

Q 

LEE, W. F. 

8407130298 

50-213 

P 

LEVINE, A. 

8407170565 

50-322 

T 

LIDEN. E, A. 

8407020196 

50-272 

Q 

LEE. W. F. 

8407130298 

50-213 

P 

LEVINE. A. 

8407170569* 

50-322 

T 

LIDEN. E, A. 

8407020480 

50-272 

P 

LEECH, P. H. 

8407100644 

50-293 

P 

LEVINE. J. M. 

8407230397 

50-313 

P 

LIDEN. E. A. 

8407060308* 

50-272 

Q 

LEECH, P.H. 

8407170074 

50-293 

P 

LEVINE, J. M. 

8407240374 

50-313 

F 

LIDEN. E. A. 

8407060312* 

50-272 

Q 

LEECH, P.H. 

8407300332 

50-293 

S 

LEVINE, J, M. 

8407250382* 

50-313 

F 

LIDEN, E. A. 

8407090108 

50-272 

F 

LEFEVER.B. W. 

8407100652* 

CONTRACT 


LEVINE, J. M. 

8407250383* 

50-313 

F 

LIDEN. E. A. 

8407110190 

50-272 

S 

LEMPOES. T. E. 

8407020078 

70-45 


LEVINE. J. M. 

8407250384* 

50-313 

F 

LIDEN. E. A. 

8407110225 

50-272 

F 

LEMPOES. T. E. 

8407020328 

50-220 

S 

LEWIS. D. R. 

8407020500 

50-424 

0 

LIDEN. E. A. 

8407110245* 

50-272 

F 

LEMPOES. T. E. 

8407020351 

50-220 

s 

LEWIS, D. R. 

8407020500 

50-424 

G 

LIDEN. E. A. 

8407110264 

50-311 

P 

LEMPOES. T. E. 

8407020363 

50-220 

s 

LEWIS, D. R. 

8407020545 

50-424 

0 

LIDEN. E. A. 

8407110272* 

50-272 

F 

LEMPOES, T. E. 

8407020394 

30-220 

s 

LEWIS, D. R. 

8407020545 

50-424 

G 

LIDEN. E, A. 

8407110303# 

50-3 1 1 

P 

LEMPOES. T. E. 

8407030270 

50-410 

F 

LEWIS. K. A, 

8407190006# 

50-322 

T 

LIDEN. E. A. 

8407110466# 

50-272 

G 

LEMPOES. T. E. 

8407030331 

50-410 

S 

LEWIS. M. L. 

8407240321 

PR 


LIDEN. E, A. 

8407120542 

50-272 

F 

LEMPOES, T. E. 

8407030368 

50-410 

s 

LEWIS. M. I. 

8407310391 

50-352 

H 

LIDEN. E. A. 

B407130189 

50-272 

F 

LEMPOES. T. E. 

8407030424 

30-220 

s 

LEWIS, R. C. 

8407020412 

50-413 

Q 

LIDEN. E. A. 

8407250265 

50-272 

G 

LEMPOES, T. E. 

8407030434 

50-410 

s 

LEWIS. R. C. 

8407050323 

50-424 

G 

LIDEN. E. A. 

8407270002 

50-272 

P 

LEMPOES. T. E. 

8407030439 

50-220 

Q 

LEWIS. R. C. 

8407050363 

50-413 

G 

LIEBERMAN. J. 

8407160086# 

50-3 52 

G 

LEMPOES. r. E. 

8407050197 

50-410 

F 

LEWIS, R. C. 

8407050372# 

50-413 

Q 

LIFORD, K. A. 

8407170228 

50-445 

T 

LEMPOES, T. E. 

8407060197 

50-220 

P 

LEWIS, R. C. 

8407050400 

50-321 

Q 

LIMRDTH.D. F. 

8407300444# 

50-277 

Q 

LEMPOES. T. E. 

8407090113 

50-220 

P 

LEWIS. R. C. 

8407060029 

50-259 

G 

LINDEMAN. H. N. 

8407250414# 

50-348 

M 

LEMPOES. T. E. 

8407100481 

50-410 

I 

LEWIS. R. C. 

8407060041 

50-416 

G 

LINDEMAN. H. N, 

8407250414# 

50-348 

M 

LEMPOES. T. E. 

8407100561 

50-220 

K 

LEWIS. R. C. 

8407060048# 

50-416 

Q 

LINDER. F. 

8407020403 

50-409 

G 

LEMPOES. T. E. 

8407100570 

50-220 

P 

LEWIS. R. C. 

8407060060# 

50-416 

G 

LINDER. F. 

8407020465 

50-409 

R 

LEMPOES, T. E. 

3407100578* 

50-220 

P 

LEWIS, R.C. 

8407060305 

50-327 

Q 

LINDER. F. 

8407030101 

50-409 

S 

LEMPOES, T. E. 

8407180105 

50-220 

Q 

LEWIS. R. C. 

3407060310* 

50-327 

Q 

LINDER. F. 

8407100230 

50-409 

F 

LEMPOES. T. E. 

8407190255 

30-220 

S 

LEWIS, R.C. 

8407060318 

50-438 

Q 

LINDER, F. 

8407110063 

71-25 


LEMPOES. T. E, 

8407190369 

50-410 

S 

LEWIS, R. C. 

8407060323* 

50-438 

Q 

LINDER. F. 

8407110258 

50-409 

P 

LEMPOES. T. E, 

3407190394 

50-410 

S 

LEWIS, R.C. 

840709000 1 

50-335 

Q 

LINDER, F. 

8407120067 

50-409 

P 

LEMPOES. T. E. 

8407190406 

50-410 

S 

LEWIS, R.C, 

8407090006* 

50-335 

Q 

LINDER. F. 

8407120201 

50-409 

S 

LEMPOES. T. E. 

8407190410 

50-410 

s 

LEWIS. R. C. 

8407090024 

50-424 

Q 

LINDER, F. 

8407190272 

50-409 

P 

LEMPOES, T. E. 

8407190474 

50-220 

s 

LEWIS. R. C. 

8407090032# 

50-424 

Q 

UNDER. F. 

8407190350 

50-409 

F 

LEMPOES. T, E. 

8407200009 

50-220 

s 

LEWIS. R.C. 

8407170055 

50-250 

F 

LINDER, F. 

8407190392 

50-409 

S 

LEMPOES, T. E. 

8407200108 

50-220 

R 

LEWIS. R.C. 

8407170250 

50-395 

F 

LINDER. F. 

8407300063 

50-409 

R 

LEMPOES, T. E. 

8407230071 

50-220 

S 

LEWIS, R.C. 

8407170489 

50-348 

Q 

UNDER, F. 

8407300168# 

50-409 

G 

LEMPOES. T. E. 

8407230326 

50-410 

S 

LEWIS, R. C. 

8407170496* 

50-348 

Q 

LINDER. F. 

8407310146 

50-409 

P 

LENAHAN. J. J. 

8407050319* 

50-395 

Q 

LEWIS. R. C. 

8407170536 

50-302 

G 

LINDSTRDM. M. 

8407240051 

XPORTLIC 


lenahan. j. j. 

8407300400* 

50-338 

Q 

LEWIS, R. C. 

8407170546# 

50-302 

Q 

LINEHAN, J. 

8407170020 

WASTE MOT 

LENAHAN. J. J. 

8407310246* 

50-251 

Q 

LEWIS, R. C. 

8407180004 

50-390 

Q 

LINEHAN. J. J, 

8407260076 

WASTE MGT 

lenart, R. S. 

8407230173 

50-16 

R 

LEWIS. R. C. 

8407180009# 

50-390 

G 

LINEHAN. J. J. 

8407260082# 

WASTE MOT 

LEONARD. J. D. 

8407030193 

50-322 

A 

LEWIS. R. C. 

8407180020# 

50-390 

Q 

LINENBERGER, 0. 

8407110328 

50-289 

G 

LEONARD, J. D. 

8407030405 

50-322 

A 

LEWIS. R. C. 

8407180032 

50-302 

Q 

LINOINFELTER, S. 

8407250235# 

50-390 

A 

LEONARD. J. D. 

8407050006 

50-322 

F 

LEWIS, R. C. 

8407180044# 

50-302 

Q 

LINVILLE. J. 

8407090232 

50-311 

S 

LEONARD. U. D. 

8407060201 

50-322 

V 

LEWIS. R. C. 

0407100116 

50-413 

G 

LINVILLE. J. 

8407100494 

50-311 

S 

LEONARD. J. D. 

8407120096 

50-322 

A 

LEWIS. R. C. 

8407180159# 

50-413 

G 

LINVILLE. J. C. 

3407020092* 

50-272 

Q 

LEONARD. J. D. 

8407120264 

50-322 

E 

LEWIS. R. C. 

8407180277# 

50-327 

G 

LINVILLE. J. C. 

8407 110009* 

50-311 

Q 

LEONARD. O. D. 

8407120302 

50-322 

F 

LEWIS. R. C. 

8407180291 

50-438 

G 

LINVILLE. J. C. 

8407260181* 

50-272 

Q 

LEONARD, J. D. 

8407120318 

50-322 

G 

LEWIS. R. C. 

8407180308# 

50-438 

G 

LINVILLE. J, C. 

8407270415* 

50-311 

Q 

LEONARD, J. 0. 

8407130077 

50-322 

E 

LEWIS, R. C. 

8407180315# 

50-438 

G 

LITTLE 

8407300420* 

50-454 

T 

LEONARD, J.O. 

8407180201 

50-322 

Q 

LEWIS, R. C. 

8407190131 

50-261 

Q 

LITTLE. C. A. 

8407120158 

WASTE MGT 

LEONARD, J. D. 

8407180208 

50-322 

A 

LEWIS, R. C. 

8407190136 

50-413 

Q 

LITTLE. W, 

8407100550* 

50-454 

T 

LEONE, D. L. 

8407090089* 

50-454 

T 

LEWIS. R. C 

8407190151# 

50-261 

Q 

little. W. S. 

8407030049 

50-255 

G 

LEROCH, M. J. 

8407240601 

WASTE MOT 

LEWIS. R. C. 

8407190167# 

50-413 

G 

LITTLE, W. B. 

8407090138 

50-454 

G 

LETSCHE, K. 

8407310308 

50-322 

0 

LEWIS. R. C, 

8407190176* 

50-261 

G 

LITTLE, W. S. 

8407110029 

50-461 

Q 

LETSCHE. K. 

8407310308 

50-322 

G 

LEWIS. R. C. 

8407190178 

50-413 

G 

LITTLE, W.S. 

0407190028 

50-440 

Q 

LETSCHE. K. U. 

8407060011 

50-322 

0 

LEWIS. R. C. 

8407190200 

50-250 

G 

LITTLE, W. S. 

8407260024 

50-346 

Q 

LETSCHE. K. %J, 

8407060011 

50-322 

0 

LEWIS, R. C. 

8407190203* 

50-250 

G 

little. W. S. 

8407300427* 

50-454 

T 

LETSCHE. K. J. 

8407060016* 

50-322 

0 

LEWIS. R, C. 

8407200117 

50-259 

G 

little. W. S. 

8407310045 

50-254 

Q 

LETSCHE. K. U. 

8407060016* 

50-322 

0 

LEWIS. R. C 

8407240126 

50-327 

F 

LIU. W. C. 

0407050334* 

50-424 

Q 

LETSCHE, K. U. 

8407090178 

50-322 

0 

LEWIS. R.C. 

8407260235 

50-395 

G 

LIU. W. C. 

8407060328* 

50-438 

Q 

LETSCHE. K. J. 

8407090346 

50-322 

Q 

LEWIS. R.C, 

8407260242# 

50-395 

G 

LIU, W. C. 

8407190165* 

50-390 

Q 

LETSCHE, K. J. 

B407090346 

50-322 

Q 

LEWIS. R.C, 

8407270388 

50-438 

Q 

LIVERMORE, H. H. 

8407030127* 

50-461 

G 

LETSCHE, K. J. 

8407120106 

50-322 

Q 

LEWIS. R. C. 

8407270410 

50-348 

G 

LOCKE. R. F. 

8407090100 

50-133 

G 

LETSCHE. K. J. 

8407120106 

50-322 

0 

LEWIS. R.C. 

8407270420# 

50-348 

G 

LOCKE, R. F, 

8407300417 

50-275 

G 

LETSCHE, K. U. 

8407120149 

50-322 

0 

LEWIS. R.C. 

8407300210 

50-269 

G 

LOCKE. T. R. 

8407170283 

50-445 

T 

LETSCHE, K. U. 

8407120149 

50-322 

0 

LEWIS. R.C. 

8407300251 

50-390 

G 

LODGE, T.J. 

8407200252 

50-440 

G 

LETSCHE. K. 

8407120153* 

50-322 

0 

LEWIS, R. C. 

8407300265# 

50-390 

Q 

LOFY, R. A. 

0407240593* 

CONTRACT 


LETSCHE, K, J. 

0407120153* 

50-322 

0 

LEWIS. R. C. 

3407300336* 

50-269 

G 

LOOUE.R. H. 

8407030394 

50-277 

8 

LETSCHE, K. J. 

8407190229 

50-322 

T 

LEWIS. R. C. 

8407300484# 

50-413 

Q 

LOOUE.R. H. 

8407120165 

50-278 

S 
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50-277 

S 

MACDONALD, C. E. 

8407160321 

71-9016 


MACOUINEAS, D. B. 

8407260113 

50-348 

M 

LOGUEi R. H. 


50-277 

s 

MACDONALD, C. E. 

8407160324 

71-6771 


MACOUINEAS, D. B. 

8407260113 

50-348 

M 

LOSUEi R. H. 


50-277 

S 

MACDONALD, C. E. 

8407160325* 

71-6771 


MACIUSKA, F. L. 

8407190470* 

50-244 

Q 

LOOUEi R. H. 


50-277 

s 

MACDONALD, C. E. 

8407170005 

71-6574 


MACLELLAN, J. 

8407120571* 

50-298 

Q 

LOSUEf R. H. 
LOIONON, 0. A. 

8407020397 

30-395 

R 

MACDONALD, C. E. 

8407170008* 

71-6574 


MADAN. J. K. 

8407190264* 

50-322 

T 



50-395 

R 

MACDONALD, C. E. 

8407170021 

71-9089 


MADDEN, W. 

8407110418* 

50-322 

Q 



50-395 

R 

MACDONALD, C. E. 

8407170034* 

71-9089 


MADDEN, W. 

8407310198 

50-271 

s 

loionon* s. a. 


50-395 

R 

MACDONALD, C. E. 

8407170128 

71-9151 


MADEDA, T. J. 

8407190100* 

70-8 


LOlSNONi G. A. 


50-395 

R 

MACDONALD, C. E. 

8407170132* 

71-9151 


MADISON, J. P. 

8407110120 

71-6717 


LOIONONi q. a. 
loionon. g . a. 

8407300361* 

50-395 

R 

MACDONALD, C. E. 

8407170150 

71-9152 


MAGER. T. R, 

8407130204* 

50-445 

Q 



50-395 

R 

MACDONALD, C. E. 

8407170151* 

71-9152 


MAHASUVERACHAI 

8407110034 

NUREG 




50-219 

S 

MACDONALD, C. E. 

8407170167 

71-9176 


MAHASUVERACHAI 

8407110076 

NUREG 




50-219 

P 

MACDONALD, C. E. 

8407170172* 

71-9176 


MAHASUVERACHAI 

8407110090 

NUREG 


LOMBARDO* vi. u. 


50-298 

Q 

MACDONALD, C. E. 

8407170185 

71-9177 • 


MAHGEREFTEH, M. 

8407090246* 

50-289 

0 

long. W. 0. 

8407110437 

50-259 

F 

MACDONALD, C. E. 

8407170193* 

71-9177 


MAISE, G. 

8407130069* 

FOIA 




NUREG 


MACDONALD, C. E. 

8407170215 

71-9080 


MAJESKI.M. R. 

8407020009 

50-334 

R 



50-250 

G 

MACDONALD, C. E. 

8407170220* 

71-9080 


MALLOY, J. 

8407180281* 

50-255 

0 


8407120172 

50-250 

G 

MACDONALD, C. E. 

8407170223 

71-9010 


MALODY, C. W. 

8407250448 

XPORTLIC 




50-250 

G 

MACDONALD, C, E. 

S407 170226 

71-6568 


MALODY, C. W. 

8407250455* 

XPORTLIC 


lor ION, J. 

8407130238 

50-250 

G 

MACDONALD, C. E. 

8407170230 

71-9001 


MALODY, C. W. 

8407250555 

XPORTLIC 




50-250 

G 

MACDONALD, C. E. 

8407170233 

71-4986 


MALSCH, M. G. 

8407030147* 

50-3 

0 



50-250 

0 

MACDONALD, C. E. 

8407170235* 

71-6568 


MALSCH, M. G. 

84070301 56«- 

50-367 

G 



50-250 

0 

MACDONALD, C. E. 

8407170289 

MISC 


MALSCH, M. G. 

8407090055 

50-352 

G 


8407230024 

50-250 

G 

MACDONALD, C. E. 

8407170299 

71-9096 


MALSCH, M. G. 

8407120115* 

70-135 


LOR ION, J. 

8407230024 

50-250 

0 

MACDONALD, C. E. 

8407170302* 

71-9096 


MANCINI.E. A. 

8407020082* 

CONTRACT 



8407 17008 6 

WASTE MOT 

MACDONALD, C. E. 

8407170310 

71-9159 


HANDLER, J. W. 

8407160070* 

50-302 

P 



WASTE MGT 

MACDONALD, C. E. 

8407170315* 

71-9159 


MANOAN, C. V. 

8407020234 

50-410 

S 


8407100550* 

50-454 

T 

MACDONALD, C. E. 

8407170341 

71-9108 


MANOAN, C. V. 

8407020402 

50-410 

s 


8407190075* 

50-483 

Q 

MACDONALD, C . E. 

8407170342* 

71-9108 


HANOAN. C. V. 

8407020413 

50-410 

s 

LOVE. R. S. 

8407300432* 

50-454 

T 

MACDONALD, C. E. 

8407170405 

71-9145 


MANOAN, C. V. 

8407030298 

50-410 

s 


8407240267* 

50-312 

P 

MACDONALD, C . E. 

8407170410* 

71-9145 


MANOAN, C. V. 

8407110241* 

50-220 

Q 


8407030301* 

50-348 

M 

MACDONALD, C. E. 

8407170438 

71-9139 


MANOAN. C. V. 

8407120203 

50-410 
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8407180138 

50-348 

P 

40-672 


MCDONALD. R. P. 

8407190172# 

50-348 

G 

50-244 

G 

MCDONALD. R. P. 

8407 1903 S3 

50-348 

R 

50-443 

Q 

MCDONALD, R. P. 

8407230137 

50-348 

P 

50-272 

G 

MCDONALD. R. P. 

8407260243# 

50-348 

G 

50-293 

G 

MCDONALD. R. P. 

8407270375 

50-364 

R 

50-277 

G 

MCDONALD. R. P. 

8407270387 

50-348 

R 

70-1757 


MCDONALD. R. P. 

8407270416* 

50-348 

Q 

50-271 

G 

MCDONALD. R. P. 

8407310176 

50-348 

P 

70-1395 


MCELROY. W. M. 

8407180011 

NUREG 


40-7455 


MCGARRY, E. D. 

8407180011 

NUREG 


50-352 

Q 

MCGARRY, J. M. 

8407100602 

50-413 

G 

50-352 

Q 

MCGARRY, J. M. 

8407100602 

50-413 

G 

50-352 

F 

MCGARRY, J. M. 

8407190511 

50-413 

G 

50-271 

Q 

MCGARRY, J. M. 

8407190511 

50-413 

G 

50-397 

S 

MCGARRY, J M. 

8407190514# 

50-413 

G 

NUREO 


MCGARRY, J. M. 

8407190514* 

50-413 

G 

50-374 

S 

MCOAUOHY, J. P. 

8407260338 

50-416 

G 

50-334 

F 

MCGAUOHY, R. W. 

8407020151 

50-331 

K 

50-338 

Q 

MCGAUOHY, R. W. 

8407030163 

50-331 

P 

50-338 

Q 

MCGAUGHY, R. W. 

8407090217 

50-331 

P 

WASTE MGT 

MCGAUOHY. R. W. 

8407090247 

50-331 

P 

50-285 

R 

MCGAUGHY. R. W. 

8407100407 

50-331 

P 

50-312 

P 

MCGAUGHY. R. W. 

8407100534 

50-331 

S 

WASTE MOT 

MCGAUOHY. R. W. 

8407170364 

50-331 

P 

FOIA 


MCGAUOHY. R. W. 

8407230155 

50-331 

Q 

FOIA 


MCGAUGHY, R. W. 

8407260012 

50-331 

P 

50-322 

0 

MCGOVERN. J. J, 

8407110554 

70-687 


FOIA 


MCGOVERN, J, J. 

8407120007 

70-687 


FOIA 


MCGOVERN, J, J. 

8407 190422 

70-687 


FOIA 


MCGOWAN, J. K. 

8407240094* 

50-348 

F 

50-156 

F 

MCGUIRE, D. R. 

8405290074* 

50-259 

G 

50-454 

T 

MCGUIRE. D.R. 

8407120497# 

50-321 

G 

50-454 

T 

MCGUIRE, D. R. 

8407120557* 

50-416 

G 

50-16 

R 

MCGUIRE. D. R. 

8407170197# 

70-27 


50-400 

Q 

MCGUIRE. D. R. 

8407230151# 

50-348 

G 

50-400 

Q 

MCGUIRE, D.R. 

8407230175* 

50-413 

G 

71-9193 


MCGUIRE. D, R. 

8407240122# 

50-250 

G 

PR 


MCGUIRE. D. R. 

8407310092# 

70-143 


50-206 

R 

MC INERNEY, J. J. 

8407240477* 

50-412 

A 

50-361 

R 

MCKAY, L.R. 

8407060136* 

50-416 

R 

50-206 

R 

MCKAY, L.R. 

8407110118 

71-6601 


50-361 

R 

MCKENNA, E. M. 

8407120280 

50-206 

P 

70-824 


MCKENNA. E. M. 

8407260117 

50-206 

P 

50-413 

Q 

MCKENNA, E. M. 

8407270090 

50-206 

P 

70-1113 


MCKINNEY. C. J. 

8407030169 

50-395 

S 

70-27 


MCLAUGHLIN, J. M. 

8407090367* 

50-454 

T 

70-143 


MCLAUGHLIN, J. M. 

8407090367# 

50-454 

T 

50-443 

Q 

MCLEAN, R. B. 

8407020419 

40-1341 


50-322 

Q 

MCLEAREN, T, 

8407110461 

CONTRACT 


50-293 

G 

MCLEAREN, T. 

8407160043 

CONTRACT 


50-322 

B 

MCLEAREN. T. 

8407180066 

CONTRACT 


50-308 

Q 

MCLEAREN. T. 

8407230289 

CONTRACT 


50-322 

s 

MCLEAREN. T. 

0407240625 

CONTRACT 


50-322 

s 

MCLOUOHLIN. D. 

8407060320 

ORG 


50-322 

Q 

MCMANAMAN, V. L. 

0407100194* 

40-8186 


50-261 

8 

MCMILLEN, vI. I. 

8407130408* 

50-266 

Q 

50-322 

T 

MCMILLEN. J. I, 

8407310021* 

50-456 

Q 



MCMURRAY. C. M. 

8407050181 

50-322 

G 



MCMURRAY, C. M, 

8407050181 

50-322 

G 

50-445 

T 

MCMURRAY. C. M. 

8407090294 

50-322 

G 



MCMURRAY. C. M. 

8407090294 

50-322 

G 



MCMURRAY. C. M. 

8407090296* 

50-322 

G 



MCMURRAY. C. M. 

8407090296# 

50-322 

G 



MCMURRAY. C, M. 

8407260136 

50-322 

G 

50-322 

Q 

MCMURRAY. C. M. 

8407260136 

50-322 

G 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MCNAHARAi A. E. 

8407270309«- 

50-244 

R 

MCNAMARA, A. E. 

84072703 10«- 

50-244 

R 

MCNEILL, C. A. 

8407130199 

50-333 

R 

MCNEILL, C. A. 

8407240074 

50-333 

Q 

MCNEILL, U. D. 

8407170563 

50-458 

G 

MCNEILL, J. D. 

8407170570 

50-458 

G 

MCNEILL, J. D. 

8407170579 

50-458 

G 

MCNEILL, U. D. 

8407180023-«- 

50-458 

G 

MCWEY, B. 

0407020323* 

50-206 

P 

MEDFORD, M. 

8407060143 

50-361 

P 

MEDFORD, M. 0. 

8407020313 

50-206 

P 

MEDFORD, M. 0. 

8407050110 

50-206 

S 

MEDFORD. M. 0. 

8407050227 

50-361 

P 

MEDFORD, M. 0. 

8407060224 

50-361 

P 

MEDFORD, M. 0. 

8407100408 

50-361 

R 

MEDFORD, M. 0, 

84071 10178 

50-206 

P 

MEDFORD, M. 0. 

8407110248 

50-361 

P 

MEDFORD, M. 0. 

8407110267 

50-206 

P 

MEDFORD, M. 0. 

8407120371 

50-361 

P 

MEDFORD, M. 0. 

8407170208 

TOPREP 


MEDFORD, M. 0. 

8407170211 

50-361 

P 

MEDFORD, M. 0. 

8407180226 

50-206 

P 

MEDFORD. M. 0. 

8407190339 

50-361 

R 

MEDFORD. M. 0. 

8407200060 

50-361 

P 

MEDFORD, M. 0. 

8407240083 

50-206 

P 

MEDFORD, M. 0. 

8407300128 

50-361 

P 

MEDFORD, M. 0. 

8407310378 

50-206 

P 

MEDFORD, M. □. 

8407310429 

50-206 

P 

MEISSNER. F. N. 

8407120356 

QA999 


MENDONCA, M. M. 

8407180276* 

50-275 

G 

MENSCER. D. V. 

8407310373 

50-546 

I 

MERCER, J. W. 

8407300475* 

CONTRACT 


MERCER, R. L. 

8407240284 

PR 


MERGES, P. J. 

8407110610 

70-687 


MERRITT, S. 

8407020330 

50-237 

S 

MERRITT, S. 

8407230016 

50-237 

S 

MERR I WEATHER, N. 

8407050408# 

50-400 

Q 

MERR I WEATHER, N. 

8407180152* 

50-338 

Q 

MESERVE, R. A. 

8407230328 

40-2061 


MESERVE. R. A. 

8407230328 

40-2061 


MESERUE, R. A. 

8407230338* 

40-2061 


MESERVE. R. A. 

8407230338* 

40-2061 


MESERVE, R. A. 

8407240171 

40-2061 


MESERVE. R. A. 

0407240171 

40-2061 


MESERVE. R. A. 

8407260129 

40-2061 


MESERVE, R. A. 

8407260129 

40-2061 


MESERVE, R. A. 

8407260133 

40-2061 


MESERVE, R. A. 

8407260133 

40-2061 


MESERVE, R. A. 

8407260143 

40-2061 


MESERVE, R. A. 

8407260143 

40-2061 


MESSERLY. R. 

8407190230 

50-445 

T 

MEYER, C. 

8407190257* 

50-322 

T 

MEYER. G. W. 

8407230365* 

50-277 

Q 

MEYER, H. R. 

8407250103 

WASTE MOT 

MIAO. C. C. 

8407180028 

WREG 


MICHAEL, R. D. 

8407100127 

QA999 


MICHAELS, T. S. 

8407110433 

50-206 

S 

MICHELSON, C. 

8407130351* 

FOIA 


MIGHT, A. 

8407270336 

50-316 

R 

MIGHT, A. 

8407270377 

50-315 

R 

MILES. 8. G. 

8407130139 

50-445 

T 

MILHOAN, U. L, 

8407170280 

TOPREP 


MILLER, F. R. 

8407250083 

50-346 

S 

MILLER, H. J. 

8407260413 

WASTE MGT 

miller, H. J. 

8407260417 

WASTE MGT 

MILLER, J, F. 

8406250040* 

50-29 

P 

MILLER, J. M. 

8407250310 

50-311 

R 

MILLER, J. R. 

8407020040 

50-317 

F 

MILLER, U. R, 

8407020043 

50-285 

P 

MILLER, J. R. 

8407020086 

50-368 

F 

MILLER, J. R. 

8407020134 

50-280 

P 

MILLER, J. R. 

8407020213 

50-266 

P 

MILLER, U. R. 

0407020353 

50-338 

F 

MILLER, J, R. 

8407020483 

50-285 

P 

MILLER, J. R- 

aAn-ri 




PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MILLER, J. R. 

8407240147* 

50-285 

P 

MILLER, J. R. 

3407240151* 

50-285 

P 

MILLER, J. R. 

3407240588 

50-389 

P 

MILLER, J, R. 
MILLER, J. R. 

MILLER, J.R. 

8407250253 

8407270342 

8407270362 

50-338 

TOPREP 

TOPREP 

F 

MILLER, J. R. 

8407300113 

50-318 

P 

MILLER, J. R. 

8407300366 

50-389 

P 

MILLER, J. R. 

8407310427 

50-263 

F 

MILLER. L. C. 

S407090347 

50-322 

G 

MILLER, L. C. 

8407090347 

50-322 

G 

MILLER, L. F. 

8407190129* 

50-312 

Q 

MILLER. L. F. 

8407190449* 

50-361 

Q 

MILLER, L. F. 

8407260035* 

50-361 

Q 

MILLER, L. K. 

8407240415 

50-272 

R 

MILLER, M. 

8407110441* 

50-286 

Q 

MILLER, M. A. 

S405160S02 

50-206 

S 

MILLER, M. E. 

8407090167 

50-322 

G 

MILLER, M. E. 

8407170060 

50-322 

G 

MILLER, M. E. 

8407190494 

50-322 

G 

MILLER, M. E. 

8407230028 

50-322 

G 

MILLER, M. E. 

8407250420 

50-322 

G 

MILLER, M. I. 

8407090086 

50-454 

T 

MILLER, M. I. 

8407090086 

50-454 

T 

MILLER, M. I. 

8407090361 

50-454 

T 

MILLER, M. I. 

8407090361 

50-454 

T 

MILLER, M. I. 

8407120117 

50-434 

T 

MILLER, M. I. 

8407120117 

30-454 

T 

MILLER, M. I. 

8407170572 

50-454 

G 

MILLER, M. I. 

8407170572 

30-454 

G 

MILLER, M. I. 

8407170578 

50-454 

G 

MILLER, M. I. 

8407170578 

50-454 

G 

MILLER, M. S. 

8407310333 

50-322 

G 

MILLER, M. S. 

8407310333 

50-322 

G 

MILLER, M. S. 

8407310337* 

50-322 

G 

MILLER, M. S. 

8407310337* 

50-322 

G 

MILLER, M. T. 

8407020421* 

50-387 

Q 

MILLER, M. T. 
MILLER, N. E. 

8407310321* 

8407180206 

50-352 

NUREG 

Q 

MILLER, W. H. 

8407090028* 

50-413 

Q 

MILLER, W. H. 

8407190120* 

50-413 

Q 

MILLER, W. 0. 

8407020140 

50-89 

P 

MILLER, W. 0. 

8407020227 

50-339 

P 

MILLER, W. 0. 

8407030334 

50-289 

F 

MILLER, W. 0. 

8407050455 

50-387 

P 

MILLER, W. Q. 

8407120359 

50-361 

P 

MILLER. W. 0. 
MILLER, W. 0, 

8407130007 

8407160233 

50-369 

TOPREP 

P 

MILLER, W. 0. 

8407170022 

50-556 

A 

MILLER, W. 0. 

8407230315 

30-409 

P 

MILLER, W. 0. 

8407230321 

50-280 

P 

MILLER, W. 0. 

8407230336 

50-250 

P 

MILLER, W. 0. 
MILLER, W. 0. 

3407230357 

8407240372 

50-309 

TOPREP 

P 

MILLER, W. 0. 

8407260404 

50-382 

A 

MILLER, W. 0. 

3407270170 

50-409 

P 

MILLS, L. M. 

3403160193 

50-390 

A 

MILLS, L. M. 

8407020071 

50-259 

F 

MILLS, L. M. 

8407020149 

50-438 

S 

MILLS, L. M. 

8407020152 

50-438 

s 

MILLS, L. M. 

8407020238 

50-390 

Q 

MILLS, L. M. 

8407020283 

50-390 

5 

MILLS, L. M. 

8407020301 

50-438 

S 

MILLS, L. M. 

8407020365 

50-438 

S 

MILLS, L. M. 

8407020375 

50-438 

s 

MILLS, L. M. 

8407020379 

50-391 

s 

MILLS, L. M. 

MILLS, L. n. 

8407030432 

8407030465 

50-438 

71-277 

A 

MILLS, L. M. 

8407050001 

50-259 

P 

MILLS, L. M. 

8407060033* 

50-259 

G 

MILLS. L. M. 

840706021 1 

50-259 

F 

MILLS. L. M. 

0407060307* 

50-327 

Q 

MILLS. L. M. 

8407090204 

50-259 

F 

MILLS. L. M. 

8407090265 

50-259 

F 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MILLS, L. M. 

8407 120288 

50-439 

S 

MILLS. L. M. 

8407120296 

50-438 

s 

MILLS. L. M. 

8407120315 

50-390 

s 

MILLS. L. M. 

8407120379 

50-391 

s 

MILLS. L. M. 

8407 120382 

50-438 

s 

MILLS. L. M. 

8407120396 

50-390 

s 

MILLS. L. M. 

8407120400 

50-390 

s 

MILLS, L. M. 

8407120453 

50-518 

Q 

MILLS. L. M. . 

8407160096 

50-328 

P 

MILLS. L. M. 

8407160123 

50-390 

A 

MILLS. L. M. 

8407160152 

50-390 

G 

MILLS, L. M. 

8407160167 

50-327 

F 

MILLS, L. M. 

8407160234 

50-259 

P 

MILLS. L. M. 

8407170217 

50-390 

F 

MILLS. L. M. 

8407170360 

50-390 

F 

MILLS, L. M. 

8407180007* 

50-390 

G 

MILLS, L. M. 

8407180012* 

50-390 

Q 

MILLS, L. M. 

8407180263* 

50-327 

G 

MILLS, L. M. 

8407180267* 

50-518 

Q 

MILLS, L. M. 

8407180274* 

50-327 

Q 

MILLS, L. M. 

8407180301* 

50-438 

Q 

MILLS. L. M. 

8407180313* 

50-438 

G 

MILLS. L. M. 

8407230082 

50-259 

X 

MILLS. L. M. 

8407230145 

50-390 

A 

MILLS. L. M. 

8407230181 

50-327 

P 

MILLS, L. M. 

8407240192 

50-327 

F 

MILLS. L. M. 

8407250346 

50-438 

S 

MILLS. L. M. 

8407250352 

50-438 

S 

MILLS. L. M. 

8407250506 

50-438 

s 

MILLS. L. M. 

8407250542 

50-438 

s 

MILLS. L. M. 

8407250553 

50-438 

s 

MILLS. L. M. 

8407260018 

50-438 

5 

MILLS. L. M. 

8407260326 

50-259 

Q 

MILLS. L. M, 

8407260477 

40-1341 


MILLS. L. M. 

8407270168 

40-1341 


MILLS, L. M. 

8407270395* 

50-438 

G 

MILLS. L. M. 

8407300176 

50-390 

A 

MILLS. L. M. 

8407300200 

50-260 

P 

MILLS, L. M. 

840730021 9 

50-390 

A 

MILLS. L. M. 

8407300244 

50-259 

P 

MILLS. L. M. 

8407300259* 

50-390 

Q 

MILLS. L. M. 

8407310100 

50-390 

A 

MILLS. W. R. 

8407130335* 

50-298 

S 

MILSTEAD, W. C. 

8210280101* 

REVIEW GRP 

MILTENBERGER. S. 

8407100438 

50-483 

5 

MILTENBEROER. S. 

8407240505 

50-483 

S 

MILTENBERGER. S. 

8407240510 

50-483 

s 

MILTENBEROER, S. 

8407270005 

50-483 

s 

MILTENBERGER, S. ■ 

8407270384 

50-483 

R 

MINECK. D. L. 

8407100004 

50-331 

S 

MINECK. D. L. 

8407240424 

50-331 

R 

MINECK. D. L. 

8407250586 

50-331 

5 

MINECK. D. L. 

8407270293 

50-331 

S 

MINECK. D. L. 

8407270322 

50-331 

s 

MINER, S. 

8407130263* 

50-302 

s 

MINER. S. 

8407130376 

50-312 

p 

MINER. S. 

8407180107 

50-312 

F 

MINOGUE. R. B. 

8407090052# 

REVIEW GRP 

MINOGUE. R. B. 

8407170538* 

PRM 


MINOR. G. 

8407190242* 

50-322 

T 

MINOR. G C. 

8407190237* 

50-322 

T 

MINOR. G. C. 

8407190257* 

50-322 

T 

MINOR, S. 

8407240531 

5a-312 

P 

MIRAGLIA. F. J. 

8308040588* 

50-282 

S 

MIRAOLIA. F. J. 

8407130246* 

50-270 

P 

MIRAGLIA, F. J. 

8407160056* 

50-366 

P 

MIRAOLIA, F. J, 

8407270142* 

50-155 

P 

MITCHELL, M. W. 

8407120596 

50-294 

F 

MITTL. R. L. 

8407020214 

50-354 

K 

MITTL, R. L. 

8407110209 

50-354 

A 

MITTL. R- L. 

8407110296 

50-354 

E 

MITTL. R. L. 

8407110302 

50-354 

K 

MITTL, R. L 

8407190333 

50-354 

A 

MITTL. R. L. 

0407250362 

NUREG 





ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HONAOHANi J. A. 

8407250223 

50-322 

T 

m3NAGHANi J. A. 

8407310302 

50-322 

G 

MONAGHAN* J. A. 

8407310302 

50-322 

G 

MONAGHAN, J. A, 

8407310307* 

50-322 

G 

fONAOHAN* J. A. 

8407310307* 

50-322 

G 

KONAOHAMi j. a. 

8407310314* 

50-322 

G 

MONAGHAN* J. A. 

8407310314* 

50-322 

G 

fONAOHAMi A, 

8407310319* 

50-322 

G 

MONAGHAN* J. A. 

8407310319* 

50-322 

G 

MONAGHAN* J. A. 

8407310323* 

50-322 

G 

MONAGHAN* J- A. 

8407310323* 

50-322 

G 

MONTGOMERY* D. 

8407060303* 

50-335 

Q 

MONTGOMERY, D. M. 

8407190083* 

50-395 

Q 

MONTGOMERY* D. M. 

8407190126* 

50-413 

0 

ffflNTOOMERY. D. M. 

8407 190273* 

50-413 

Q 

MONTGOMERY* Q. V. 

8407110456* 

50-416 

U 

moody. 0. H. 
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8407030072* 

8407030342* 

8407060113 

8407060241 
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8407100452 

8407100467 

8407100490 

8407110540* 

8407120306 

8407120546 

8407120601 

8407240107 

8407240115* 

8407240350 

8407240467 
8407250347 
8407260187 
8407270188 
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8407300391 

8407120569* 
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8407250046 

8407260340 

8407020357 

8407030042* 

8407130167* 

8407130173* 

8407130396* 

8407130420* 

8407020242 

8407190231* 

8407020448 

8404300193 

8407130366 

8407260074 

8407260097 

8407270167 

8407030343 

8407110172 

8407230195 

8407300381* 

8407310051* 

8407180185* 

8407230268 

8407160063 

8407020156 

8407060209 

8407110034 

8407110076 

8407110090 

8407170278 

8407170295 

8407170337 

8407180127 

8407180276* 

8407180292* 

8407020263 

8407060317 

8407240545 

8407240597 

8407250032 

8407310033 

8407310257 

8407060362 

8407060363 

8407060370* 

8407090015 

8407090020* 

8407100167 

8407100173* 

8407100549 

8407100553* 

8407110337 

8407110570 

8407110578* 

8407120057 

8407180090 

8407190527 

8407200078 

8407200083* 

8407250317 

8407250413 

8407250421* 


SUBJECT 

CATEGORY 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


SO-247 

Q 

PAI, D. H. 

8407030482# 

50-289 

T 

50-247 

Q 

painter, R. A. 

8407240628* 

CONTRACT 


50-247 

Q 

PALLADINO, N. J. 

8405180075* 

50-320 

P 

50-247 

P 

PALLADINO, N. J. 

8407050121* 

COMMISSION 

50-247 

P 

PALLADINO, N. J. 

8407120042* 

50-275 

E 

50-247 

F 

PALLADINO. N. J. 

8407120174 

50-289 

0 

50-247 

P 

PALLADINO, N. J. 

8407120560 

50-289 

P 

50-247 

F 

PALLADINO, N. J. 

8407160130 

50-387 

U 

50-286 

Q 

PALLADINO, N. J. 

8407170029 

50-275 

G 

50-247 

P 

PALLADINO. N. J. 

8407170136 

50-416 

U 

50-3 

F 

PALLADINO, N. J. 

8407170564 

50-322 

G 

50-3 

F 

PALLADINO, N. J. 

8407270160 

COMMISSION 

50-3 

F 

PALLADINO, N. J. 

8407270303 

COMMISSION 

50-3 

F 

PALLADINO, N. J. 

8407270370 

COMMISSION 

50-247 

K 

PALLADINO, N. J. 

8407270383 

50-142 

U 

50-3 

F 

PALLADINO, N. J, 

8407270401 

50-275 

U 

50-247 

F 

PALLADINO, N. J. 

8407310089* 

50-322 

F 

50-247 

P 

PALLADINO, N. J. 

8407310125* 

50-322 

0 

50-247 

P 

PALOMINO, F. 0. 

8407060011 

50-322 

G 

50-247 

S 

palomino, f. G. 

8407060016* 

50-322 

G 

50-247 

R 

PALOMINO, F. 0. 

8407090302 

50-322 

G 

50-445 

0 

PALOMINO, F. G, 

8407170526 

50-322 

G 

50-445 

Q 

palomino, F. G. 

8407310308 

50-322 

G 

71-9073 


PANCIERA, V. 

8407050430* 

50-321 

Q 

TOPREP 


PANCIERA, V. 

8407060146* 

50-321 

Q 

40-299 


PANCIERA, V. 

8407300428* 

50-321 

Q 

50-454 

Q 

PANCIERA, V. W. 

8407180225* 

50-302 

G 

FOIA 

FOIA 

FOIA 

FOIA 

40-8768 

50-220 

Q 

PANGBURN, G. C, 
PANGBURN, G. C. 
PANGBURN, G. C. 

PANGBURN, G. C, 
PANGBURN, G. C. 
PAOLINO, R. J. 

8407020457 

8407020580 

8407060282 

8407260068* 

8407300061 

8407030071* 

40-8102 

40-8102 

40-8102 

40-6622 

40-B452 

50-443 

Q 

71-9069 


PAPER lELLO, C. J. 

8407020404 

50-10 

G 

WASTE MGT 

PAPERIELLO, C. J. 

8407030037 

50-454 

Q 

WASTE MGT 

PAPERIELLO, C. J. 

8407030044 

50-409 

Q 

WASTE MGT 

PAPERIELLO, C. J. 

8407030109 

50-330 

Q 

WASTE MGT 

PAPERIELLO, C. J. 

8407030400 

70-925 


WASTE MGT 

PAPERIELLO, C. J. 

8407030458 

50-409 

F 

PR 


PAPERIELLO, C. J. 

8407060243 

50-454 

Q 

NUREG 


PAPERIELLO. C. J. 

8407060265 

50-373 

G 

50-498 

S 

PAPERIELLO, C. J. 

8407100142 

50-266 

F 

50-498 

G 

PAPERIELLO, C. J. 

8407100506 

50-255 

F 

50-498 

Q 

PAPERIELLO, C. J. 

8407110035 

50-155 

F 

50-369 

Q 

PAPERIELLO, C. J. 

8407120618 

40-7708 


50-387 

R 

PAPERIELLO, C. J. 

8407170124 

50-305 

G 

50-336 

S 

PAPERIELLO, C. J. 

8407230121 

50-155 

F 

NUREG 


PAPERIELLO, C. J. 

8407230147 

50-483 

F 

50-289 

S 

PAPERIELLO, C. J. 

8407240055 

50-155 

G 

NUREG 


PAPERIELLO. C. J. 

8407240065* 

50-155 

Q 

NUREG 


PAPERIELLO, C. J. 

8407240100 

50-155 

Q 

NUREG 


PAPERIELLO, C. J. 

8407240220 

50-237 

Q 

50-413 

A 

PAPERIELLO, C. J, 

8407240239 

50-373 

F 

50-413 

A 

PAPERIELLO, C. J. 

8407300140 

50-409 

Q 

50-413 

A 

PAPERIELLO, C. J. 

8407310386 

50-305 

F 

TOPREP 


PAPPAS, R. A. 

8407020165 

50-390 

A 

50-275 

Q 

PAPPIN, J. 

8407120571* 

50-298 

Q 

50-275 

Q 

PARKER, A. T. 

8407060012* 

50-445 

G 

CONTRACT 


PARKER, J. L. 

8407060191 

50-416 

S 

CONTRACT 
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8407260403 

50-461 

A 
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A 

CONTRACT 


PARKINSON, G. L. 

8407270006 
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A 

70-143 
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8407240287 

8407050401* 

PR 
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G 

70-143 


PARSONS, R. M. 
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50-400 

S 

40-2061 
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s 
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70-1113 


PASCIAK, W. J. 

8407130346# 

50-277 

G 

70-1113 


PASCIAK, W. U. 

8407170469* 

50-322 

G 

70-25 ' 


PASCIAK, W. J. 

8407170471* 

50-219 

G 

70*25 


PASCIAK, W. J. 

8407240111* 

50-309 

G 

40-6500 


PASTVA, M. J. 

8407020350 

50-324 

S 

70-143 


PASTVA, M. J. 

8407100465 

50-325 

S 

70-143 


PASTVA, M. J. 

8407190377 

50-324 

S 

40-7455 
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50-325 

S 

70-371 
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8407030351 

WASTE MGT 

70-622 


PATAWA, E. H. 

8407120465 

WASTE MGT 

40-2061 
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8407170483 

WASTE MGT 

40-2061 


PATE, R. J. 

8407100372 

50-224 

V 

40-2061 


PATE, R. J, 

8407100379 

50-113 

V 

40-8724 


PATE, R. J. 

8407100528 

50-433 
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40-8724 


PATE, R. J. 
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AUTHOR 
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PATE, R, J. 

8407260031 

50-361 

Q 

PETERSON, M. R. 

8407240223 

XPORTLIC 


POTAPOVS, U. 



— 

paton. w. d. 

8407110317 

50-454 

G 

PETERSON. M. R. 

B407240259 

XPORTLIC 


POTAPOVS, U. 




PATTERSON, J. P. 

8407240073* 

50-155 

Q 

PETRICK, N. A, 

8407060112 

50-482 

A 

POTAPOVS, U. 




PATTERSON, M. D. 

8407060219 

50-317 

P 

PETRICK. N. A. 

B407060174 

50-482 

A 

POTAPOVS, U. 




FATTONi u. 

8407170237 

50-445 

T 

PETRICK. N. A, 

8407060220 

50-482 

F 

POTAPOVS. U. 

8407260041 

QA999 


?atton< j. d, 

8407020250 

40-8102 


PETRICK, N. A. 

8407100429 

50-482 

F 

POTAPOVS. U. 




PATTON, U. D. 

8407050177 

40-8102 


PETRICK. N. A. 

8407100439 

50-482 

A 

POTAPOVS, U. 




PATTON. J. D. 

8407270036 

40-8064 


PETRICK. N, A. 

8407100449 

50-482 

A 

POTAPOVS. U. 

S40726O1O3# 



PAUL, R. A. 

8407030050* 

50-409 

Q 

PETRICK. N. A. 

840720007 1 

50-482 

A 

POTAPOVS, U. 




PAULIAN, J. L. 

8407110526 

70-8 


PETROFF. D, M. 

8407100483 

50-315 

F 

POTAPOVS, U. 

8407260179 

QA999 


PAULIIZrE. P. 

8407030071# 

50-443 

0 

PETTENGILL, H. 

8407020251 

40-1162 


POTEET, W. R. 




PAULSON. W. A. 

8407090225 

50-255 

P 

PETTENOILL, H. G, 

8407020554 

40-8698 


POTTER, R. W. 




PAULSON, W. A. 

8407240128 

50-219 
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PETTENGILL, H. G. 

8407030015 

40-8602 


POWELL, 0. H. 



G 

PAULSON. W. A. 

8407240130 

50-245 

P 

PETTENGILL, H. J. 

8407020249 

40-1162 


POWELL, G. H. 

84071 10055» 



PAULSON. W. A. 

8407240183 

50-219 

P 

PETTENOILL. H. d. 

8407020457 

40-8102 


POWELL. G. H, 

84071 10060 

NUREG 


PAULSON, W. A. 

8407240207 

50-244 

P 

PETTENGILL, H. J. 

8407020525 

40-299 


POWELL, G. H. 

84071 10076 



PAULSON, W. A. 

8407240255 

50-245 

P 

PETTENGILL, H. J. 

8407020562 

40-8584 


POWELL, G. H. 

84071 10090 



PAULSON, W. A. 

8407240277 

50-155 

P 

PETTENOILL, H. J. 

8407020580 

40-8102 


POWELL, R. H, 

8406140229 



PAULSON, M. A. 

8407240285 

50-219 

P 

PETTENOILL, H. J. 

8407030227 

40-6659 


POWELL, R. H, 

B407270103 



PAULSON, W. A. 

8407240290# 

50-219 

P 

PETTENOILL, H. J. 

8407050123 

40-4492 


POWELL, R. H, J. 

8407240420 

WASTE MGT 

PAULSON, W. A. 

B407270135 

50-155 

P 

PETTENGILL, H, J. 

8407060282 

40-8102 


POWELL, R. H. J. 

8407240433 

LIA.CITP M/5T 

PAULSON, W. A, 

8407270182 

50- 1 55 

F 

PETTENGILL. H. J. 

8407130378 

40-6659 


POWERS, C. M. 

8407020367 



PAULSON, M. A. 

8407270213 

50-29 

P 

PETTENOILL. H. J. 

8407130383* 

40-6659 


POWERS, C. M. 

8407020416 

50-397 


PAULSON, M. A, 

8407270222 

50-155 

P 

PETTENOILL. H. J. 

8407130389* 

40-6659 


POWERS, C. M. 

8407030161 



PAULSON, W. A. 

8407270234 

50-206 

P 

PETTENOILL. H. J. 

8407260052 

40-6622 


POWERS, C. M. 

8407030226 

50-397 

S 

PAULSON, W. A. 

8407270247 

50-206 

P 

PETTENGILL. H. J, 

8407260068* 

40-6622 


POWERS, C. M. 

8407030260 

50-397 


PAULSON, W. A. 

8407270265 

50-155 

P 

PETTENGILL. H. J, 

8407270184 

40-3453 


POWERS, C. M, 

8407120266 

50-397 


PAXTON, H. C. 

8407030234 

50-482 

G 

PETTENGILL, H. J. 

8407270444 

40-4492 


POWERS, C. M. 

8407120328 



PAYNE. M. T. 

8407250417 

50-400 

G 

PETTENGILL, H. J. 

8407300028 

40-8102 


POWERS, C. M. 

8407160190 

50-397 


PAYNE. H. T. 

8407250417 

50-400 

G 

PETTENOILL, H. J. 

8407300040 

40-8084 


POWERS, C. M. 

8407200057 

50-397 

s 

PEDERSEN, R. L, 

8407030008 

50-3 

P 

PETTENOILL, H. J. 

8407300047* 

40-8084 


POWERS, C, M. 

8407200075 

50-397 


PEDRO. U. 

8407110449 

FOIA 


PETTENGILL, H. J. 

840730006 1 

40-8452 


POWERS, C. M. 

B407200262 

50-397 


PEDRO. J. 

8407110465 

FOIA 


PETTENGILL, H. J. 

8407300220 

40-4492 


POWERS, C. M. 

8407200267 

50-397 

s 

PEDRO. J. 

8407120151 

50-275 

P 

PETTENGILL, H. J. 

8407300267 

40-8584 


POWERS, C. M. 

8407200283 

50—397 


PEEBLES. T. A. 

8407260259 

50-250 

Q 

PETTENGILL, H. J. 

8407300276 

40-2259 


POWERS, C. M. 

8407250591 

50-397 

s 

PEERY. W. W. 

8407050443* 

50-327 

Q 

PETTENGILL. M, J. 

8407020523 

40-2259 


POWERS, C. M. 

8407250593 

50-397 

s 

PEERY, W. W. 

8407190026* 

50-160 

Q 

PETTI JOHN, S. L. 

8407130484* 

MI SC 


POWERS, C. M. 

8407260033 

50-397 

9 

PEERY. W, W. 

8407300109# 

50-327 

Q 

PEVEY, L. E. 

8407020331 

40-4348 


POWERS, C. M. 

8407260145 

50-397 

s 

PEERY, W, W. 

8407300376* 

50-395 

Q 

PEVEY, L. E. 

8407200116 

70-398 


POWERS, D. E. 

8407060012* 

50-445 

G 

PELIZZA, M. S. 

8407270108 

40-8786 


PEVEY, L. E. 

8407310243 

40-4348 


POWERS, L. M. 

8407260043 

50-397 

S 

PELIZZA.M. B. 

8407270145 

40-8786 


PHILIPS, M. H. 

8407020518* 

50-445 

0 

POWERS, R. 

8407260236 

50-295 

P 

PELIZZA.M. S. 

8407300035 

40-8786 


PHILIPS, M. H. 

8407020518* 

50-445 

G 

PRATT. W. T. 

8407020105# 

50-352 

A 

PELLETIER, J. P, 

8407170079 

50-271 

S 

PHILLIPS, M. P. 

8407240073* 

50-155 

Q 

PRELL. J. A. 

8407190073* 

50-213 

G 

PELLETIER, J. P, 

8407170348 

50-271 

S 

PHILLIPS, M. P, 

8407240224* 

50-237 

Q 

PRELL. J. A. 

8407310321* 

50-352 

Q 

PELLETIER, J, P. 

8407230034 

50-271 

S 

PIERINGER, P. 

8407030244 

50-317 

S 

PRESTEMON, D, L, 

8407310104* 

50-352 

G 

PELLETIER, J. P. 

8407230055 

50-271 

S 

PIERRET, J. A. 

8407050233 

40-7580 


PRESTHOLT, P. T. 

8407170066 

WASTE MGT 

PELLETIER, J. P. 

8407240286 

50-271 

s 

PIERRET, J. A. 

8407050235* 

40-7580 


PRESTHOLT, P. T, 

8407170256 

WASTE MGT 

PELTO, P. J. 

8407130460 

NUREG 


PIERRET, J. A. 

8407050240* 

40-7580 


PRESTHOLT, P. T, 

8407170541 

WASTE MGT 

PENNIFILL. R. A. 

8407110598 

WASTE MOT 

PIERRET, J. A. 

8407050245 

40-7580 


PRESTHOLT, P, T. 

8407200285 

WASTE MOT 

PENNIFILL. R, A. 

8407200275 

WASTE MOT 

PIERSON, R. 

8407180185* 

50-369 

Q 

PRESTHOLT, P. T, 

8407270026 * 

WASTE MGT 

PENNIFILL. R. A. 

8407230319 

WASTE MOT 

PILANT, J. M. 

8407050002 

50-298 

R 

PREVATTE. R. 

8407050370* 

50-261 

Q 

PENNIFILL, R, A. 

8407250070 

WASTE MOT 

PILANT, J. M. 

8407050019 

50-298 

R 

PREVATTE. R. L, 

8407050253* 

50-400 

G 

PEREZ, 0,P. 

8407250529* 

50-312 

Q 

PILANT, J. m: 

8407050045 

50-298 

R 

PREVATTE. R. L. 

8407270408* 

50-400 

Q 

PERKINS, J. 

8407310394 

50-289 

F 

PILANT, J. M. 

8407050074 

50-298 

R 

PROTO, N, T. 

8407130431 

40-2061 


PERKINS, K. R. 

8407110022 

NUREG 


PILANT, J. M. 

8407100472 

50-298 

P 

PROTO, N. T. 

8407130432 

40-2061 


PERLIS, R. 0. 

8407030168 

50-322 

G 

PILANT. J. M, 

8407100536 

50-298 

F 

PROTO, N, T. 

8407130432 

40-2061 


>ERLIS,R. Q. 

8407030284 

50-322 

G 

PILANT, J. M. 

8407100563 

50-298 

P 

PUDLICK, L. E. 

8407260336 

50-263 

S 

>ERL1S, R. e. 

8407090132 

50-322 

G 

PILANT, J. M. 

8407130326 

50-298 

Q 

PULLANI, a. 

8407100535* 

50-271 

G 

mis,R. 0. 

8407110230 

50-322 

G 

PILANT, J. M, 

8407170203 

50-298 

P 

PULLANI, S. V. 

8407110077* 

50-293 

G 

mis, R. Q. 

8407110279 

50-322 

G 

PILANT, J. M. 

8407170292 

50-298 

P 

PURDOM, P. W. 

8407030223 

50-413 

G 

iRLIS, R. e. 

8407180299 

50-322 

G 

PILANT, J. M. 

6407170372 

50-298 

F 

PURDY, G. R, 

8407170078 

50-445 

T 

mis, R. s. 

8407180302 

50-322 

G 

PILANT, J. M. 

8407240163 

50-298 

P 

PUTNAM. K. S. 

8407240424 

50-331 

R 

mis, R. 0. 

8407190224 

50-322 

0 

PILANT, J. M. 

8407250252 

50-298 

P 

PUTNAM, K. S. 

8407270293 

50-331 

S 

mis, R. 0. 

8407190241 

50-322 

T 

PILANT, J. M. 

8407250332 

50-298 

P 

PUZEY, A. M. 

8407130315 

50-344 

F 

ERLIS. R. 0. 

8407230122 

50-322 

G 

PILANT, J. M. 

8407300263 

50-298 

P 

QUALLS, P. 

8407170356* 

50-275 

Q 

'ERLIS. R. 0. 

8407250179 

50-424 

0 

PIRTLE. 0. L. 

8407100474* 

50-483 

Q 

QUAMME. D. L. 

8407060261* 

50-329 

A 

ERLIB. R. e. 

8407270119 

50-322 

G 

PIRTLE.O. L. 

8407160186* 

50-266 

G 

QUAMME, D. L. 

8407100243* 

50-329 

G 

ERLHAN. J. 

8407100646 

CONTRACT 


PIRTLE, G. L. 

8407310101* 

50-346 

Q 

QUAMME. D. L. 

8407100476 

50-329 

A 

EHLMAN. J. 

8407110479 

CONTRACT 


PLAINS, H. H, 

8407300064 

50-346 

M 

QUAMME, D, L. 

8407310094 

30-329 

A 

ERLMANi d. 

8407180072 

CONTRACT 


PLOSKI. T. 

8407240224* 

50-237 

Q 

QUAMME. D. L. 

8407310119 

50-329 

A 

ERLMAN. J. 

8407240453 

CONTRACT 


PLUMLEE, O. L, 

8407130381* 

50-267 

Q 

QUAMME. D. L. 

8407310153 

50-329 

A 

ERLHAN, J. 

8407250153 

CONTRACT 


PLUMLEE, 0. L. 

8407260019* 

50-267 

Q 

QUAMME. D. L. 

8407310169 

50-329 

A 

ETERSONr C. H. 

8407260371 

WASTE MOT 

POINDEXTER. T. C. 

8407270434 

50-320 

P 

QUAY. T. R. 

8407190268* 

30-322 

T 

ETERSON, L. R. 

8407180297* 

50-275 

Q 

POPPE. L. K. 

8407110105 

71-5805 


QUIRK, J. F. 

8407190304 

50-447 

A 

ETER80N. M, R. 

8407170004 

XPORTLIC 


POPPE. L. K. 

8407120171 

71-9168 


QUIRK, J. F. 

8407190313 

30-447 

A 

ETERSON, «. R. 

8407170015 

XPORTLIC 


POQUIZ. A. A. 

8407170110* 

50-275 

P 

QUIRK, J. F. 

8407190368 

50-447 

A 

ETERSON, M- R. 

8407170040 

XPORTLIC 


P08TLES, D. 

8407030031 

ACRS 


quirk. J. F. 

8407190371 

30-447 

A 

ETERSON, H. R. 

8407170063 

XPORTLIC 


POTAPOVS. U. 

8407060152 

QA999 


RADER, R. M, 

8407260495 

30-352 

G 

ETERSON, M. R. 

8407170152 

XPORTLIC 


POTAPOVS. U. 

8407060204 

CIA999 


RADER, R. M, 

8407260495 

50-352 

G 

ETERSON, H. R. 

8407180016 

XPORTLIC 


POTAPOVS. U. 

8407060212 

QA999 


RAHEi E. P. 

8407100444* 

50-482 

A 

ETERSON, M. R. 

8407180040 

XPORTLIC 


POTAPOVS. U. 

S4O7060255 

aA999 


rahe. E. P. 

8407100447* 

50-482 

A 

ETERSON, M, R. 

8407180061 

XPORTLIC 


POTAPOVS. U. 

8407120044 

QA999 


rahe. E. P. 

8407100512* 

50-482 

A 

ETERSON, M, R. 

8407180062 

XPORTLIC 


POTAPOVS. U. 

8407120442 

0A999 


rahe. E. P. 

8407100518* 

50-482 

A 

ETERSON, H. R. 

8407240020 

XPORTLIC 


POTAPOVS. U. 

8407130367 

QA999 


RAHE. E. P. 

8407110108 

TOP REP 


ETERSON, H. R. 

8407240170 

XPORTLIC 


POTAPOVS. U. 

8407160134 

(JA999 


RAHE. E. P. 

8407110212 

50-445 

S 
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rahe, E. P. 

8407180174 

50-601 

K 

RAHE. E. P. 

8407200136 

tdprep 


RAHE. E. P. 

8407250326 

50-244 

s 

RAHE. E. P. 

8407260232 

TOPREP 


RAHE. E. P. 

8407270237 

50-601 

A 

RAHL. T. E. 

8407180218 

NUREG 


RAMSEY. C. 

8407110135* 

50-483 

Q 

RANDALL. R. 

8407020328 

50-220 

S 

RANDALL, R. 

8407020351 

50-220 

S 

RANDALL. R. 

8407030424 

50-220 

s 

RANDALL. R. 

8407190255 

50-220 

s 

RANDALL. R. 

8407190474 

50-220 

s 

RANDALL. R. 

8407230071 

50-220 

s 

RANDA2ZA. J. B. 

8407100538 

50-309 

Q 

RANDEN. L. 

8407020256 

40-8586 


RANDLES. J. H. 

8407250158# 

50-369 

P 

RANLET, J. D. 

8407130042* 

FOIA 


RAO/ 0. V. 

8407120093* 

50-282 

s 

RAPMIN, A. 

8407130434 

40-2061 


RAPKIN, A. 

8407160311 

40-2061 


RAPKIN, A. 

8407200260 

40-2061 


RATCLIFT, W. H. 

8407170333# 

CONTRACT 


RAUTMANN. D. 

8407200094* 

50-282 

p 

RAVAL. J. 

8407110049* 

50-352 

Q 

RAVAL. J. H. 

8407020092* 

50-272 

Q 

RAVENSCROFT. N. 

8407020347 

XPQRTLIC 


RAWLINS. J. 

8407120304* 

50-395 

R 

RAWSOM, R. J. 

8407030286 

50-289 

G 

RAWSOM, R. J. 

8407030295 

50-413 

G 

RAWSON, R. J. 

8407030164 

50-289 

G 

RAWSON.R. J. 

8407030242 

50-454 

G 

RAWSON, R. J. 

8407030318 

50-322 

0 

RAY. C. L. 

8405290086 

50-206 

S 

RAY/ C. L. 

8406250001 

50-206 

H 

RAY/C.L. 

8406250001 

50-206 

H 

RAY/C.L. 

8407120321 

50-206 

S 

RAY/ C. L. 

8407120321 

50-206 

S 

RAY, C. L. 

8407190249 

50-206 

5 

RAY/ C. L. 

8407230126 

50-206 

S 

RAY/ C. L. 

8407230126 

50-206 

S 


RAY/ C. L. 8407230130* 50-206 S 

RAY/ C. L. 8407230130* 50-206 S 

RAY/ C. L. 8407300301 50-206 S 

RAY/C.L 8407300301 50-206 S 

RAY/ C. L. 8407310248 50-206 S 

RAY/C.L 8407310248 50-206 S 

RAYMOND. W. 8407130329* 50-293 G 

RAYMOND, W. A. 8407020014 50-275 F 

RAYNOR, U.W. 8407030162 50-318 S 

REAP. M. E. 8407060210 50-313 G 

REAVIS, J. A. 8407190071 50-369 R 

REAVIS. J. A. 8407190149 50-269 R 

REBELOWSKI. T. A, 8407190036* 50-423 Q 

REBELOWSKI. T. A. 8407260193* 50-199 Q 

REED.C. 8407030250 50-454 Q 


REED, C. 

8407050258 

50-454 

G 

REED, C. 

8407160157 

50-454 

G 

REED. J. U. 

8406070143 

50-295 

P 

REEVES, £. A. 

8407110519 

50-348 

P 

REEVES, E. A. 

8407110556 

50-348 

P 

REEVES, M. 

REGAN. N. A. 

REGAN. W. H. 

8407060054 

8407200303 

8407180167 

NUREG 

70-27 

50-482 

G 

REGAN. U. H. 

0407230399 

50-482 

M 

REGAN. U. H. 

8407230402* 

50-482 

M 

REGAN. U. H. 

8407240159 

50-482 

M 

REGAN. W. H. 

8407240162* 

50-482 

M 

REGAN. W. H. 

8407310577 

50-352 

M 

REGAN. U. H. 

8407310578* 

50-352 

M 

REHFELDT. W. R. 

8407120604* 

WASTE MOT 

REHFELOT. W. R. 

8407120612* 

WASTE MOT 

REHM/ T. A. 

8407050124* 

COMMISSION 

REHM/ T. A. 

8407120609 

COMMISSION 

REICHHOLD. W. P. 
REID. 0. A. 

8407200212# 

8407050119* 

MISC 

50-271 

F 

REIS. E. J. 

8407030263 

50-322 

6 

REIS/ E. J. 

8407030279 

50-322 

G 

REIS/ E. J. 

8407030299 

50-498 

G 

REIS/ E. J. 

8407100558 

50-483 

0 

REIS/ E. J. 

8407110220 

50-322 

G 

REIS/ E. J. 

8407130177 

50-322 

G 

REIS/ E. J. 

8407180309 

50-322 

G 

REIS/ E. J. 

8407180320 

50-322 

0 

REIS/ E. J. 

8407230110 

50-322 

0 

REIS/ E. J. 

8407300408 

50-322 

0 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

REIS. H. F. 

8407050156 

50-348 

G 

REIS. H. F. 

8407050156 

50-348 

G 

REIS. H. F. 

8407050164* 

50-348 

G 

REIS. H. F. 

8407050164* 

50-348 

G 

REMIS. S. C. 

REMLEY, M. E. 
REMLEY, M. E. 

8407170531 

8407020098 

8407120125 

50-354 

70-25 

70-25 

G 

REQUA, 0. 

8407130392 

50-261 

P 

REQUA. 0. 

8407240516 

50-26 1 

P 

REQUA, G. 

8407250175 

50-26 1 

P 

RESCHESKE. P. R. 

8407310011* 

50-374 

Q 

RESETAR. J. G. 

RESH, D. L. 

REVELEY. T. 
REXROTH. P. E. 

REYES. A. J. 

REYES. A. J. 

REYES. A. J. 

REYES. A. J. 

8407020281 

8407020143* 

B407030431 

8407020036 

8407250360 

8407250363 

8407250370 

8407250392 

50-336 

CONTRACT 

PR 

NUREG 

XPQRTLIC 

XPQRTLIC 

XPQRTLIC 

XPQRTLIC 

S 

REYES. L. A. 

8407030062# 

50-483 

G 

REYES. L. A. 

8407120595* 

50-483 

G 

REYES. L. A. 

8407120603* 

50-34 1 

Q 

REYES, L. A. 

8407190046* 

50-456 

Q 

REYES. L. A. 

8407260175* 

50-440 

Q 

REYES. L. A. 

8407310011* 

50-374 

Q 

REYNOLDS, A. B. 

8407130004 

50-62 

H 

REYNOLDS. J. R. 

8407190244 

50-275 

G 

REYNOLDS, J. R. 

8407190244 

50-275 

G 

REYNOLDS, J. R. 

8407230108 

50-275 

G 

REYNOLDS. J. R. 

8407230108 

50-275 

G 

REYNOLDS. J. R. 

8407230115 

50-275 

G 

REYNOLDS, J, R. 

8407230115 

50-275 

0 

REYNOLDS, J, R. 

8407230118 

50-275 

G 

REYNOLDS, J. R. 

8407230118 

50-275 

G 

REYNOLDS, J. R. 

8407230125* 

50-275 

G 

REYNOLDS. J. R. 

8407230125* 

50-275 

6 

REYNOLDS. J. R. 

840730003S 

50-275 

G 

REYNOLDS, J. R. 

8407300038 

50-275 

G 

REYNOLDS, J. R. 

8407300043* 

50-275 

G 

REYNOLDS, J. R. 

8407300051* 

50-275 

G 

REYNOLDS, J. R. 

8407300051* 

50-275 

6 

REYNOLDS, J, R. 

0407300425 

50-275 

G 

REYNOLDS, J. R. 

8407300425 

50-275 

G 

REYNOLDS, N. S. 

840703024B 

50-445 

G 

REYNOLDS, N. S. 

8407030248 

50-445 

G 

REYNOLDS, N. S. 

8407030470 

50-460 

G 

REYNOLDS, N. S. 

8407030470 

50-460 

G 

REYNOLDS, N. S. 

8407090377 

50-460 

G 

REYNOLDS, N. S. 

8407090377 

50-460 

G 

REYNOLDS, N. S. 

8407100601 

50-445 

G 

REYNOLDS, N. S. 

8407100601 

50-445 

G 

REYNOLDS. N. S. 

8407100625 

50-445 

G 

REYNOLDS. N. S. 

8407100625 

50-445 

0 

REYNOLDS. N. S. 

8407250271 

50-445 

G 

REYNOLDS. N. S. 

8407250271 

50-445 

G 

REYNOLDS. S. D. 

8407130293* 

50-352 

G 

REYNOLDS. S. D. 
RHOADS. R. E. 

RIAHI/ A. 

RIAHI/ A. 

RIAHI, A. 

8407170207* 

8407130460 

8407110034 

8407110076 

8407110090 

50-317 

NUREG 

NUREG 

NUREG 

NUREG 

G 

RICHARD. J. B. 

8407020274 

50-416 

S 

RICHARD. J. B. 

8407020340 

50-416 

Q 

RICHARD, J. B. 

8407100480 

50-416 

P 

RICHARD. J. B. 

8407120186 

50-416 

S 

RICHARD. J. B. 

8407240196 

50-416 

P 

RICHARD. J. B. 

8407250465 

50-417 

S 

RICHARD. J. B. 

8407260163 

50-416 

P 

RICHARDS. A. C. 
RICHARDS. A. C. 

8407170447 

8407200213* 

50-245 

QA999 

S 

RICHARDS. S. 

8407180292* 

50-275 

Q 

RICHARDS. S. A. 

8407100284* 

50-344 

Q 

RICHARDSON. K. P. 

8407120192 

50-289 

0 

RICHARDSON. K. P. 

8407120192 

50-289 

0 

RICHTER, L. E. 

8407180153 

^-346 

S 

R IDGWAY, D. A. 

8407230136 

50-482 

0 

RIDOWAY/ D. A. 

8407230136 

50-482 

0 

RIOOWAY. D. A, 

8407230142 

50-482 

G 

RIDGWAY. D, A. 

8407230142 

50-482 

G 

RIDGWAY/ K. R. 

8407090168* 

50-87 

Q 

RIDGWAY, K. R. 
RIEDLINGER, B. 

8407090172* 

8407300298 

50-156 

I&E 

Q 

RILEY, A. 

RILEY, F. S. 

8407300415 

8407270205 

50-454 

40-8829 

T 

RILEY, J. C. 

8407240305 

50-413 

G 
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AUTHOR 

NUMBER 
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RIMAWI. K. 

8407120622# 

State Prog 

RITTER. L. 

8407110004 

NUREG 


R I VEND ARK. G. 

8407200298 

50-312 

P 

RIVENBARK. G. 

8407300010 

50-27T 

P 

RIVENBARK. G. W. 

8406210549 

50-26^ 

P 

RIVENBARK. G. W. 

8407060266* 

50-277 

P 

RIVENBARK. G. W. 

8407120495* 

50-277 

P 

RIVENBARK. G. W. 

8407130193# 

50-34£» 

P 

RIVENBARK, G. W. 

0407130377* 

50-312 

P 

RIVENBARK. G. W. 

8407160033# 

50-277 

P 

RIVENBARK. G. W. 

8407160054 

50-366 

P 

RIVENBARK. G. W. 

8407160067# 

50-302 

P 

RIVENBARK. G. W. 

8407180054 

50-312 

P 

RIVENBARK. G. W. 

8407180063 

50-32 1 

P 

RIVENBARK, G. W. 

8407180070* 

50-321 

P 

RIVENBARK. G. W. 

8407240595 

50-366 

P 

RIVENBARK. G. W. 

8407240610* 

50-366 

P 

RIVENBARK. G. W. 

840724061 1 

50-312 

P 

RIVENBARK. 0. W. 

840724061 5* 

50-312 

P 

RIVENBARK. G. W. 

840725001 1 

50-30 2 

P 

RIVENBARK. G. W. 

8407250028 

50-30 2 

P 

RIVENBARK. 0. W. 

8407270191 

50-346 

P 

RIVENBARK. G. W. 

8407270356 

50-269» 

P 

RIVERS. M. E. 

8407030267 

50-327 

R 

RIVERS. M. E. 

8407250461 

50-25*9 

S 

ROACH, P. A. 

8407090221 

50-251 

S 

ROACH, P. A. 

8407130079 

50-251 

S 

ROACH, P. A. 

8407270355 

50-250 

S 

ROBERTS, H. R. 

8407030028 

40-8675 


ROBERTS, J. P, 

8407120401 

50-280 

Y 

ROBERTS, J. P. 

8407170475 

70-1308 


ROBERTS, T. M. 

8407230116 

50-416 

0 

ROBERTS, W. A. 

84071 10369 

WASTE MOT 

ROBERTS. W. A. 

8407270254 

50-25*7 

8 

ROBERTSON, J. A. 

8407110016* 

50-166 

Q 

RODABAUGH. E. C. 

8407250037* 

CONTRACT 


RODRIGUEZ. R. J. 

8407030215 

50-312 

P 

RODRIGUEZ, R. J. 

8407090087 

50-312 

8 

RODRIGUEZ. R. J. 

8407090238 

50-312 

P 

RODRIGUEZ. R. J. 

8407100367 

50-312 

F 

RODRIGUEZ. R. J. 

8407130307 

50-312 

Q 

RODRIGUEZ, R. J. 

8407160136 

50-312 

8 

RODRIGUEZ, R. J. 

8407170399 

50-312 

P 

RODRIGUEZ, R. J. 

8407170407 

50-312 

P 

RODRIGUEZ, R. J. 

8407180205 

50-312 

P 

RODRIGUEZ, R. J. 

8407190130 

50-312 

P 

RODRIGUEZ. R, J. 

8407190379 

50-312 

R 

RODRIGUEZ, R. J. 

8407200067 

50-312 

Q 

RODRIGUEZ, R. J. 

8407200090 

50-312 

P 

RODRIGUEZ, R. J. 

B407230041 

50-312 

F 

RODRIGUEZ. R. J. 

8407230163 

50-312 

P 

RODRIGUEZ, R. J. 

8407240131 

50-312 

P 

RODRIGUEZ, R. J. 

8407240263 

50-312 

P 

RODRIGUEZ, R. J. 

8407240330 

50-312 

P 

RODRIGUEZ, R. J. 

8407250329 

50-312 

P 

RODRIGUEZ, R. J. 

0407260205 

50-312 

K 

RODRIGUEZ, R. J. 

8407300102 

50-312 

F 

RODRIGUEZ, R. J. 

8407300191 

50-312 

r 

ROE. M. L. 

8407240001 

PR 


ROESSET, J. 

8407190257* 

50-322 

T 

ROGERS. D. W. 

8407260079 

50-255 

8 

ROGERS/ P. 

840710022^ 

50-313 

8 

ROGERS, P. 

8407250569 

50-36B 

8 

ROGERS, P. 

0407260034 

50-36B 

8 

ROGERS. P. 

8407270220 

50-36S 

8 

ROGERS. T. 

8407190207* 

50-36*9 

Q 

R0O02INSKI, R. M. 

8407100007 

50-213 

8 

ROOOZ INSKI, R. M. 

8407100246 

50-213 

S 

ROHDE. J. e. 

8407200286 

50-304 

S 

ROHRIG. N. 

8407170448* 

50-245 

Q 

ROISMAN. A. Z. 

8407060098 

50-445 

G 

ROISMAN. A. Z. 

8407060098 

50-445 

0 

ROISMAN. A. Z. 

8407100640 

50-445 

G 

ROISMAN. A. Z. 

8407100640 

50-445 

0 

ROISMAN, A. Z. 

8407130228 

50-445 

0 

ROLES, G. W. 

8407250008 

WASTE MGT 

ROLFE, R. M. 

8407170075 

50-322 

0 

ROLFE, R. M. 

8407170075 

50-322 

0 

ROMAN, T. W. 

8407200108 

S0-22O 

R 

ROMANO, F. R. 

8407020513 

50-352 

0 

ROMO. E. A. 

8407130343* 

FDIA 


ROOD. H, 

8407180083 

50-361 

P 

ROOKS, D. J. 

8407260447 

WASTE MGT 

RORER. E. E. 

8407300099 

XPQRTLIC 


ROSANO. R. 

8407020110 

litE 
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AUTHOR 

rosenblum, r. M. 

8407020323# 

50-206 

P 

SANCHEZ-PDPE. A 

RQSENSTIEL. T. L. 

8407240575# 

WASTE MGT 

SANCHEZ-POPE. A 

rosenstiel. t. l. 

8407250019# 

WASTE MGT 

SANDERS, C. F. 

ROSENTHAL. A. S. 

8407030135* 

50-289 

G 

SANDNER, H. H. 

ROSENTHAL. A. S. 

8407030141# 

50-289 

G 

SARSOUR. B. 
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50-275 

G 

SUBRAMQNIAN. N. 

8309290276# 

50-271 

F 

BUGARMAN, R. J. 

8407070059# 

50-352 

G 

SUGAR MAN, R. J. 

8407090062# 

50-332 

G 

SUGARMAN, R. J. 

8407090064# 

50-352 

G 

SUGARMAN, R. J. 

8407090068# 

50-352 

0 

SUGARMAN, R. J. 

8407090070# 

50-352 

G 

SUGARMAN, R. J. 

8407090363 

50-352 

G 

SUGARMAN, R. J. 

8407090363 

50-352 

G 

SUGARMAN. R. J. 

8407160077# 

50-352 

G 

SUGARMAN. R. J. 

8407160084* 

50-352 


SUGARMAN, R. J. 

8407190341 

50-352 

G 

SULLIVAN, J. H. 

8407310053# 

CONTRACT 

SULLIVAN. S. 

8407230103 

WASTE MGT 

SULLIVAN, W. T. 

8407170131# 

50-275 

P 

SULLIVAN, W. T. 

8407170133# 

50-275 

P 

SUMMERS. R, J. 

8407020092# 

50-272 

Q 

SUMMERS, R. J. 

8407110009# 

50-31 1 

Q 

SUMMERS, R. U. 

8407260181# 

50-272 

G 

SUMMERS. R. J. 

8407270413# 

50-31 1 

G 

SUMMERS, R. L. 

8407260223# 

50-289 

P 

SUNSER, J. J. 

8407030191 

50-220 

F 

SUTPHIN, R. 

8407300493# 

50-346 

G 

SUTTON. J. W. 

8407250234# 

QA999 


SUTTON, J. W. 

8407260158# 

QA999 


SWAMY. S. A. 

8407030300# 

50-413 

A 

SWAN, S. W, 

8407100396# 

50-309 

P 

SWAN, S. W. 

8407100396# 

50-309 

P 

SWAN, W. 0. 

8407190160# 

50-390 

Q 

SWARTZ. E. D. 

8407020335 

50-456 

s 

SWARTZ. E. D. 

8407100002 

50-456 

s 

SWARTZ. E. D. 

8407100495 

50-454 

s 

SWARTZ, E. D. 

8407120435 

50-456 

X 

SWARTZ, E. D. 

8407230180 

50-456 

s 

SWARTZ, E. D. 

B407250471 

50-456 

s 

SWARTZ, E. D. 

8407260297 

50-456 

s 

SWARTZ, E. D. 

8407270224 

50-456 

s 

SWARTZ, E. D. 

8407300274 

50-454 

s 

SWARTZ, E. D. 

8407300456 

50-456 

s 

SWINDELL, U. E. 

8407020378# 

50-259 

R 

SYLVESTER, E. D. 

8407110434 

50-298 

p 

SYLVESTER. E. D. 

8407300345 

50-298 

p 

SZABQ. C. A. 

8407190007# 

50-322 

T 

SZUKIEWICZ, A. J. 

8407130497 

GEN TEC IS 

TAHVILI.T. 

8407200097# 

50-282 

P 

tahvili.t, 

8407300178# 

50-261 

P 

TALWANI, P. 

8407120304# 

50-395 

R 

TAMBLING.T. N. 

8407090172# 

50-156 

Q 

TANNER. J. E. 

S4071101S8# 

71-9009 


TARAS. D. N. 

8407200084 

70-622 


TARLETZ, D, B, 

8407030233 

50-322 

G 

TARLETZ. D. B, 

8407030233 

50-322 

G 

TARLETZ, D, B. 

8407030240# 

50-322 

G 

TARLETZ, D, B. 

8407030240# 

50-322 

G 

TAUBER. H. 

8407300147# 

50-34 1 

E 

TAYLOR, J. H. 

8407100426 

TOPREP 


TAYLOR. J, H. 

8407110203 

TOPREP 


TAYLOR, U. H. 

8407 1303 58# 

FDIA 


TAYLOR, J. H. 

8407200171 

TOPREP 


TAYLOR. J. H. 

8407300271 

TOPREP 


TAYLOR, J, M, 

8407170285 

50-275 

P 

TAYLOR, M. E 

8407240510 

50-483 

S 

TAYLOR, M. E. 

8407270276# 

50-483 

P 

TAYLOR, P. A. 

8407030384# 

50-413 

Q 

TAYLOR. P. A. 

8407090028# 

50-413 

Q 

TAYLOR, P. A. 

8407190119# 

50-413 

Q 

TAYLOR, P. K. 

8407310265# 

CONTRACT 


TAYLOR, R. R. 

8407240303 

50-445 

T 

TAYLOR. T. J. 

8407060302 

WASTE MGT 

TAYLOR, T. J. 

8407160316 

WASTE MOT 

TAYLOR, T. U. 

8407 1603 IB 

WASTE MGT 

TAYLOR, T. J. 

8407170138 

WASTE MGT 

TAYLOR, T. J. 

8407170472 

WASTE MGT 

TAYLOR, T. U. 

8407270089 

WASTE MGT 

TAYLOR. T, J. 

8407270094 

WASTE MOT 

TAYLOR. T. J. 

8407270389 

WASTE MOT 

TEDDER. C. 

8407230123 

50-443 

T 

TEDDER, C. 

8407230125 

50-445 

T 

TEDFORD, C. F. 

8407310279 

State Prog 

TEMPLE, 0. M. 

8407190399# 

SO-397 

Q 

TENZER. E. E. 

8407130302 

TOPREP 


TERAO. D. 

0310030030# 

50-454 

G 

TERC, N. M. 

8407110044# 

50-219 

Q 

TERRY, 8. H. 

8407100129 

50-294 

P 


524 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

TESKE, M. E. 

8407130327# 

FOIA 


THADANI, A. 

8302170246# 

REVIEW 

GRP 

THADANI, A. 

8404180217# 

50-322 

E 

THADANI. M. C. 

8407100667 

50-331 

P 

THADANI. N. C. 

8407250096 

50-331 

P 

THAYER. J. K. 

8407160151 

50-29 

P 

THEMELIS. J, Q. 

8407160262 

WASTE MOT 

THEMELIS. J. Q. 

8407250577 

WASTE MGT 

THOM. T. 

8407020378# 

50-259 

R 

THOM. T. 

8407020383# 

50-239 

R 

THOM. T. 

8407020385* 

50-259 

R 

THOM. T. 

8407270340 

50-259 

R 

THOMAS. C. C. 

S407090168# 

50-87 

Q 

THOMAS. C.C. 

8407090172# 

50-156 

Q 

THOMAS. C. 0. 

8407020168 

50-83 

P 

THOMAS. C. 0. 

8407020268# 

50-83 

P 

THOMAS. C. 0. 

8407100086 

TOP REP 


THOMAS. C. 0. 

84071 10278# 

50-27 

F 

THOMAS. C. 0. 

8407110494 

50-150 

F 

THOMAS. C. 0. 

84071 10498 

50-77 

F 

THOMAS. C. 0. 

8407110602 

50-528 

F 

THOMAS. C. 0. 

B4071 20056 

TOPREP 


THOMAS. C. 0. 

8407120303 

50-72 

p 

THOMAS. C. 0. 

8407120313 

50-326 

F 

THOMAS. C. 0. 

8407 12036 9 

50-139 

F 

THOMAS. C. 0. 

8407120421 

50-57 

F 

THOMAS. C. 0. 

8407130488 

50-83 

P 

THOMAS. C. 0. 

8407130492* 

50-83 

P 

THOMAS. C. 0. 

8407130499 

50-294 

P 

THOMAS. C. 0. 

8407160218 

TOPREP 


THOMAS. C. 0. 

8407170145 

50-27 

F 

THOMAS. C. 0. 

8407170196 

50-288 

P 

THOMAS. C. 0. 

8407170199* 

50-288 

P 

THOMAS, C. 0. 

8407180172 

50-116 

F 

THOMAS. C. 0. 

8407230222 

50-297 

F 

THOMAS. C. 0. 

8407230264 

50-186 

F 

THOMAS. C. 0. 

8407230280 

50-224 

F 

THOMAS. C. 0. 

8407240022 

TOPREP 


THOMAS. C. 0. 

8407300322 

TOPREP 


THOMAS. M. 

8407190135* 

50-390 

(5 

THOMAS. M. E. 

8407230295* 

CONTRACT 

THOMAS. R. 

8407250203 

I&E 


THOMAS. R. D, 

8407030463* 

70-1257 


THOMAS. R. D. 

8407050172# 

70-984 


THOMAS. R. D. 

8407050175* 

70-984 


THOMAS, R. D. 

8407160168* 

27-48 


THOMAS. R. D. 

8407180328* 

70-734 


THOMAS, R. D. 

8407310351 

27-48 


THOMAS, R. D. 

8407310352* 

27-48 


THOMASON, P. V. 

8407020146 

50-298 

R 

THOMASON. P. V. 

8407100215 

50-298 

F 

THOMASON. P. V. 

8407190383 

50-298 

S 

THOMASON. P. V. 

8407270393 

50-298 

R 

THOME. F. V, 

8407130319* 

FOIA 


THOMPSON. F. L. 

8407110172 

NUREG 


THOMPSON. R, H. 

8407030243 

50-302 

S 

THOMPSON. R. H. 

8407260303 

50-302 

s 

THORNBERRY. R. C. 

8407020113 

50-275 

R 

THORNBERRY. R. C. 

8407270361 

50-275 

R 

THORNBURGH. R. 

8407120178* 

50-289 

G 

THORPE. J. R. 

8407030341 

PR 


THULL. T. S. 

8407030232 

50-245 

S 

THULL. T. S, 

84072001 57 

50-245 

S 

TICHLER. J. 

8407170576 

NUREG 


TIEN. C. 

8407030027 

ACRS 


TIEN. C. 

8407050027 

ACRS 


TIKTINSKY. D. H. 

8407110502 

WASTE MGT 

TILLMAN, A. 

8407230151# 

50-348 

Q 

TOBIN. W. 

8407310092* 

70-143 


TOBIN, W. J. 

840S290074# 

50-259 

0 

TOBIN, H. J. 

8407230175# 

50-413 

Q 

TODD. Q. A. 

8407190094# 

50-413 

Q 

TOKAR. M. 

8407020360 

NUREG 


TOLSON. R. 

8407180085 

50-445 

T 

T0L8ON. R. D. 

8407170298 

50-445 

T 

TOMLINSON. D. P. 

8407120475* 

50-498 

Q 

TOMLINSON. E. B. 

8407190263* 

50-322 

T 

TOTH. A. D. 

8407180259* 

50-397 

Q 

TOURIONY. E. G. 

8407240137 

50-285 

p. 

TOURIGNY, E. G. 

8407240143 

50-285 

P 

TRAGER. E. A. 

8407240354 

50-244 

S 

TRACER, E. A. 

8407240357* 

50-244 

S 

TRAMM. T. R. 

8407050230 

50-454 

F 

TRAMM. T. R. 

8407100244 

50-454 

S 

TRAMM. T, R. 

8407100468 

50-454 

8 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

TRAMM, T. R. 

8407100559 

50-454 

S 

TRAMM, T. R. 

8407160146 

50-454 

A 

TRAMM. T. R. 

8407160158 

50-454 

A 

TRAMM, T. R. 

8407160197 

50-454 

E 

TRAMM, T. R. 

8407250093 

50-454 

A 

TRAMM, T. R. 

8407250165 

50-454 

E 

TRAMM. T. R. 

8407300295 

50-454 

A 

TRAVELLI, A. 

8407090348* 

MI SC 


TRAVIS. J. R. 

8407020156 

NUREG 


TREECE. B. G. 

8407030208* 

50-454 

T 

TRIMBLE. D. 

8407090306* 

50-317 

Q 

TRIMBLE. D. C. 

8407240439* 

50-317 

Q 

TRIPP. L. E. 

8407110026* 

50-334 

Q 

TRIPP. L. E. 

8407230365* 

50-277 

G 

TRIPP. L. E 

8407300444* 

50-277 

Q 

TRQJANOWSKI.R, 

8407110604 

27-47 


TRQSKOSKI. W. M. 

8407110026* 

50-334 

Q 

TROUP, 0. L. 

8407190273* 

50-413 

G 

TROWBRIDGE. G. F. 

8407020506 

50-424 

G 

TROWBRIDGE. G. F. 

8407020506 

50-424 

G 

TROWBRIDGE, G. F. 

8407020508* 

50-424 

G 

TROWBRIDGE. G. F. 

8407020508* 

50-424 

G 

TROWBRIDGE, G. F. 

8407020540 

50-424 

G 

TROWBRIDGE. G. F. 

8407020540 

50-424 

G 

TROWBRIDGE. G. F. 

8407270164 

50-289 

G 

TROWBRIDGE. G. F. 

8407270164 

50-289 

G 

TRUBATCH, S. L. 

8211020321* 

FOIA 


TUCKER, H. B. 

8407020444* 

50-413 

G 

TUCKER. H. B. 

8407020485 

50-413 

F 

TUCKER. H. B. 

8407030294 

50-413 

A 

TUCKER. H. B. 

8407030321 

50-369 

S 

TUCKER. H. B. 

8407030336 

50-413 

F 

TUCKER. H. B. 

8407030348 

50-413 

A 

TUCKER. H. B. 

8407030353 

50-413 

A 

TUCKER. H. B. 

8407030357 

50-413 

E 

TUCKER, H. B. 

8407030399 

50-413 

E 

TUCKER. H. B. 

8407030422 

50-413 

A 

TUCKER, H. B. 

8407030454 

50-413 

G 

TUCKER. H. B. 

8407050208 

50-369 

P 

TUCKER, H. B. 

8407050369* 

50-413 

G 

TUCKER. H. B. 

8407060014 

50-413 

E 

TUCKER. H. B. 

8407060072 

50-413 

A 

TUCKER. H. B. 

8407060076 

50-413 

A 

TUCKER. H. B. 

8407060087 

50-413 

A 

TUCKER. H. B. 

8407090128 

50-413 

A 

TUCKER, H. B. 

8407100249 

50-369 

P 

TUCKER, H. B. 

8407100327 

50-413 

A 

TUCKER, H. B. 

8407100334 

50-269 

P 

TUCKER, H. B. 

8407100551 

50-269 

P 

TUCKER, H. B. 

8407110169 

71-266 


TUCKER. H. B. 

8407110181 

50-413 

F 

TUCKER. H. B. 

8407110262 

50-413 

A 

TUCKER. H. B. 

.8407110284 

50-413 

A 

TUCKER, H. B. 

8407110316 

50-413 

G 

TUCKER. H. B. 

8407110412 

50-413 

A 

TUCKER, H. B. 

8407110575 

70-3002 


TUCKER. H. B. 

8407120059 

50-269 

P 

TUCKER. H. B. 

8407120234 

50-413 

A 

TUCKER. H. B. 

8407130172 

50-369 

G 

TUCKER. H. B. 

8407130291 

50-413 

E 

TUCKER. H. B. 

8407130300 

50-413 

A 

TUCKER. H. B. 

8407160184 

50-269 

P 

TUCKER. H. B. 

8407160192 

50-269 

F 

TUCKER, H. B. 

8407170161 

50-413 

A 

TUCKER. H. B. 

8407170189 

50-413 

A 

TUCKER, H. B. 

8407170213 

50-413 

A 

TUCKER. H. B. 

8407170219 

50-413 

E 

TUCKER. H. B. 

8407170334 

50-413 

A 

TUCKER. H. B. 

8407170368 

50-369 

P 

TUCKER. H. B. 

8407170396 

50-287 

S 

TUCKER, H. B. 

8407170406 

50-413 

A 

TUCKER. H. B. 

8407180155* 

50-413 

G 

TUCKER. H. B. 

8407190071 

50-369 

R 

TUCKER. H. B. 

8407190147# 

50-413 

G 

TUCKER. H. B. 

8407190149 

50-269 

R 

TUCKER. H, B. 

8407190161* 

50-413 

G 

TUCKER, H. B. 

8407190362 

50-370 

S 

TUCKER, H. B. 

8407190365 

50-369 

8 

TUCKER. H. B. 

8407190367 

50-369 

S 

TUCKER. H. B. 

8407200100 

50-369 

S 

TUCKER. H. B, 

8407200149 

50-269 

P 

TUCKER. H. B. 

8407200223 

50-369 

P 

TUCKER. H. B. 

8407200241 

50-369 

P 

TUCKER, H. B. 

8407230133 

50-413 

A 

TUCKER. H. B. 

8407230149 

50-413 

A 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

TUCKER, H. B. 

8407230169 

50-413 

A 

TUCKER. H. B. 

8407230233 

50-269 

F 

TUCKER. H. B. 

8407240240 

50-413 

A 

TUCKER. H. B. 

8407240377 

50-269 

F 

TUCKER. H. B. 

8407250156 

50-369 

P 

TUCKER. H. B. 

8407250226 

50-413 

5 

TUCKER. H. B. 

8407250356 

50-413 

S 

TUCKER. H. B. 

8407250401 

50-413 

s 

TUCKER. H. B. 

8407250526 

50-413 

S 

TUCKER, H. B. 

840726001 5 

50-413 

S 

TUCKER, H. B. 

8407260045 

50-287 

s 

TUCKER, H. B. 

8407260199 

50-369 

Q 

TUCKER, H. B. 

8407260323 

50-269 

Q 

TUCKER. H. B. 

8407260327 

50-369 

X 

TUCKER, H. B. 

8407260332 

50-413 

<3 

TUCKER. H. B. 

8407260333 

50-369 

P 

TUCKER, H. B. 

8407270001 

50-413 

P 

TUCKER. H. B. 

8407270083 

50-413 

F 

TUCKER. H. B. 

8407270258 

50-413 

F 

TUCKER, H. B. 

8407270259 

50-413 

Q 

TUCKER, H. B. 

8407300222* 

50-269 

0 

TUCKER, H. B. 

8407300227 

50-413 

A 

TUCKER. H. B. 

8407300488* 

50-413 

Q 

TUCKER. H. B. 

8407310202 

50-369 

P 

TUCKER, M. K. 

8407170044 

WASTE MOT 

TUETKEN. R. P. 

8407090373* 

50-454 

T 

TUITE. P. T. 

8407100022 

WASTE MGT 

TURK, S. E. 

8407090330 

50-382 

G 

TURK, S. E. 

8407110268 

50-382 

G 

TURK, S. E. 

8407230105 

50-382 

G 

TURK, S. E. 

8407240313 

50-70 

G 

TURK. S. E. 

8407270176 

50-382 

G 

TURNER. G. L. 
TUTTLE. R. J. 

TU2LA. K. 

8407240185* 

8407020029 

8407060340 

50-322 

70-25 

NUREG 

S 

UDY, A. C. 

8406110400# 

50-275 

F 

UDY. A. C. 

8406140044# 

50-483 

F 

UDY, A. C. 

8406200009* 

50-482 

F 

UDY, A. C. 

8407020051* 

50-285 

P 

UDY, A. C. 

8407020051* 

50-285 

P 

UHRIG, R. E. 

8407190209* 

50-250 

Q 

ULIE. J. M. 

8407260029# 

50-346 

Q 

ULLRICH, W. T. 

8407130340 

50-278 

S 

ULLRICH. W. T. 
UMBEL. D. 

UMBEL, D. 

8407190247 

8407020074 

8407020079 

50-277 

CONTRACT 

CONTRACT 

R 

UMBEL, D. 

UMBEL. D. 

UMBEL, D. 

UMBEL, D. 

UMBEL, D. 

UMBEL. D. 

UMBEL. D. 

8407030121 

8407090340 

8407120516 

8407160276 

8407170524 

8407180041 

8407200042 

50-259 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

P 

UMBEL, D. 

UNAL. C. 

8407270429 

8407060340 

50-400 

NUREG 

A 

UPRIGHT. C. 

8407180283# 

50-327 

G 

UPRIGHT, C. M. 

8407050432# 

50-261 

Q 

UPRIGHT, C. M. 

8407060038# 

50-438 

G 

UPRIGHT, C. M. 

8407090010# 

50-335 

Q 

UPRIGHT, C.M. 

8407180128# 

50-338 

G 

UPRIGHT. C. M. 

8407190019# 

50-338 

G 

UPRIGHT. C. M. 

8407190031* 

50-390 

G 

UPRIGHT, C. M. 

8407190048# 

50-413 

G 

UPRIGHT. C. M. 

8407190112* 

50-390 

G 

UPRIGHT. C. M. 

8407190143# 

50-390 

G 

URBAN. R. 

8407090036* 

50-289 

G 

USI. V. 

8407120551 

50-317 

F 

USI. V. 

8407120590 

50-317 

F 

USI. V. 

8407270249 

50-317 

F 

USI. V. 

8407270251 

50-317 

F 

USI. V. 

8407270261 

50-317 

F 

USI. V. 

8407270273 

50-317 

F 

UTLEY. E. E. 

8407260017 

50-261 

K 

VAN: BRUNT, E, E. 

8407020287 

50-529 

S 

VAN BRUNT, E. E. 

8407020316 

50-529 

S 

van brunt. E. E. 

8407020409 

50-528 

s 

VAN BRUNT. E. E. 
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50-327 

S 

WEISS, E. R. 

8407030130 

50-289 

G 

WHITE, J. W. 


8407020325 

50-327 

R 

WEISS, E. R. 

8407130277 

50-289 

G 

WHITE, M. D. 


8407100516 

50-327 

5 

WEISS. E. R. 

8407130277 

50-289 

G 

WHITE, M. D. 


8407160237 

50-327 

S 

WEISS, E. R. 

8407160214 

PR 


WHITE, W. H. 


8407240370 

50-327 

S 

WEISS. E. R. 

8407270113 

50-289 

G 

WHITEHEAD, K. W. 


8407260164 

50-328 

s 

WEISS, S. H. 

8407160220 

MISC 


WHITENER. H. L. 


8407260298 

50-327 

s 

WELCH, M. A. 

8407240204 

50-445 

T 

WHITENER.H, L. 


8407270438 

50-327 

R 

WELLS, M. 

8407180110 

50-445 

T 

WHITENER, H. L. 


8407310210 

50-328 

s 

WELLS, M. 

8407180110 

50-445 

T 

WHITLER, J. D. 


8407050031 

71-9176 


WELLS, R. W. 

8407250261 

TOPREP 


WHITTEN, J. E. 


8407110156 

70-1201 


WELLS, R, W. 

8407250268 

TOPREP 


WHITTEN, J. E. 


8407190218 

50-247 

P 

WELLS, R. W. 

8407250268 

TOPREP 


WHITTIER. 0. D. 


8407030205 

50-243 

F 

WELLS, R. W. 

8407250274 

TOPREP 


WHITTIER. 0. D. 


8407310127 

50-243 

F 

WELLS, R. W. 

8407250274 

TOPREP 


WHITTIER. 0. D. 
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CONTRACT 


WEN, P. C. 

8407020092* 

50-272 

Q 

WHITTIER. 0. D. 
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XPORTLIC 


WEN, P. C. 
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50-244 

Q 

WHITTIER. Q. D. 
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XPORTLIC 


WENSLAWSKI. F. 

8407250203 

I&E 


WHITTIER. 0. D. 
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50-454 

T 
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WOLLETT, S. 
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WOLLETT, S. 
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NUREG 


WOLLETT, S. 
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50-335 
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WOLLETT, S. 
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WOLTNER. E 
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YOUNGBLOOD, B. J. 

8407020278 

State Prog 

YOUNGBLOOD, B. J. 

8407310139 

50-445 

T 

YOUNGBLOOD. B. J. 

8407310139 

50-445 

T 

YOUNGBLOOD. B. J. 

8407020295 

50-412 

E 

YTHIER, P. 

8407060067 

50-412 

£ 

YUHAS, Q. P. 

8407090019 

50-412 

E 

YUHAS. 0. P. 

8407090104 

50-412 

E 

YUHAS. G. P. 

8407170117 

50-412 

K 

YUHAS. G. P. 

8407170134 

50-412 

E 

YUHAS, G. P. 

8407190401 

50-412 

S 

YUHAS. G. P. 

8407190416 

50-412 

S 

YUHAS, 0. P. 

8407230170 

50-412 

A 

YUNDT, C. P. 

8407240086 

50-412 

A 

YUNDT, C. P. 

8407240471 

50-412 

A 

YUNDT, C. P. 

8407260107 

50-412 

E 

ZAHNLEUTER, R. 

8407310115 

50-412 

Q 

2AHNLEUTER. R. J. 

8407310366 

50-412 

A 

ZAHNLEUTER. R. J. 

8407190249 

State Prog 

ZAHNLEUTER, R. J. 

8407250431 

XPORTLIC 


ZAHNLEUTER, R. J. 

8407250432* 

XPORTLIC 


ZAIDI, S. 

8407300134* 

50-335 

G 

ZAVLEK, S. 

8407100368 

XPORTLIC 


ZECH. G. 

8407120220 

50-262 

S 

ZECH, G. 6. 

0407120316 

50-261 

S 

ZECH, 0. 0. 

8407270011 

50-261 

s 

ZECH. 0. Q. 

8407240246 

50-373 

s 

ZECH, G. G. 

8407240346 

50-295 

s 

ZECH, 0. G. 

8407300017 

50-295 

s 

ZECH, G. G. 

0407240490* 

50-315 

Q 

ZECH, G. G. 

8407270 IB 1* 

40-8452 


ZECH, 0. G. 

8407270241* 

40-8452 


ZECH, G. G. 

8407100650 

50-352 

G 

ZECH, 0. G. 

8407190117 

50-352 

0 

ZECH, 0. G, 

8407190127 

50-352 

G 

ZECH, G. 0. 

8407060063 

WASTE MGT 

ZEUGIN, L. B. 

8407190516 

WASTE MOT 

ZEUOIN.L. B. 

8407260090 

WASTE MOT 

ZEUGIN, L. B. 

8407260097 

WASTE MGT 

ZIMMERMAN, J. V. 

8407270165 

WASTE MOT 

ZIMMERMAN. J. V. 

840730001 5 

WASTE MGT 

ZIMMERMAN. J. V. 

8407060038* 

50-438 

Q 

ZIMMERMAN, J. V. 

0407190143* 

50-390 

0 

ZIMMERMAN, J. V. 

8407200242 

27-48 


ZIMMERMAN. J, V. 

8407260070 

27-48 


ZIMMERMAN. J. V. 

8407030176* 

50-289 

T 

ZIMMERMAN, J. V. 

8407030179* 

50-289 

T 

ZIMMERMAN, J. V. 

8407120623 

70-820 


ZIMMERMAN, J. V. 

8407240214 

40-8027 


ZIMMERMAN. J. V. 

8407100396* 

50-309 

P 

ZIMMERMAN. J. V. 

8407100396* 

50-309 

P 

ZIMMERMAN, J. V. 

8407030300* 

50-413 

A 

ZIMMERMAN, J. V, 

8407020105* 

50-352 

A 

ZIMMERMAN, J. V. 

8406150133* 

50-206 

S 

ZIMMERMAN, J. V. 

8407120410* 

50-206 

s 

ZIMMERMAN, J. V. 

8407110271* 

50-311 

p 

ZIMMERMAN, J. V. 

8407060156 

50-454 

s 

ZIMMERMAN, J.V. 

8407060150* 

50-275 

T 

ZIMMERMAN, J.V. 

8407190208 

50-445 

T 

ZIMMERMAN, R. 

8407190208 

50-445 

T 

ZIMMERMAN. R. P. 

8407250109 

50-445 

T 

ZIMMERMAN, S. P. 

8407250109 

50-445 

T 

ZIMMERMAN, 8. P. 

8407300149* 

50-416 

Q 

ZIMMERMAN, S. P. 

8407060158* 

50-438 

Q 

ZIMMERMAN, S, P. 

8407090036* 

50-289 

Q 

ZIMMERMAN, S. P. 

8407180251* 

50-528 

G 

ZIMMERMAN, B. P, 

8407180262# 

50-528 

Q 

ZIMMERMAN. S. R. 

8407250524* 

50-312 

Q 

ZIMMERMAN, S. R. 

8407250529* 

50-312 

Q 

ZIMMERMAN. S, R. 

8407260347* 

50-528 

0 

ZIMMERMAN, S. R. 

8407030063* 

50-483 

P 

ZIMMERMAN, S. R. 


ACCESSION 

NUMBER 


8407050062 

840706024-5 

8407110395 

8407110442 

8407110486* 

B407 110518 
8407120257 
840712041 S 
8407160002 
8407170248 

8407170257 

S407180036 

8407180042* 

84071S0048 

8407230225 

8407240582 
8407240586 
8407300052 
8407190523'* 
84072301 77-* 

8407260003* 

B407260006* 

8407260021* 

8407260044* 

8407260083# 

8407260093* 

8407020147 

8407060021 

8407270441 

8407090372 

8407030206 

8407030216 

8407030218 

8407090312 

8407170127* 

8407250264* 

8407230141 

8407230124 

8407230139 

8407240061 

8407240069 

8407240081 

8407240186 

8407250241 

8407250269 

8407260039 
8407260226 
84072701 1 4 
8407270235 
8407120147 

8407120147 

8407240295 

8407020010 

8407050139 

8407050152 

8407050160 

8407050165 

8407050169 

8407050467 

8407050469 

8407050470 

8407100053 

8407100068 

8407100361 

8407170006 

8407170009 

8407170046 

8407170053 

8407180013 

S407260009 

8407260463 

8407300091 

8407180251* 

8407190462* 

8407060095 

8407060095 

8407100588 

8407100588 

8407100588 

8407100589 

8407030102 

8407030288 

8407060182 

8407100375 

8407100423 


SUBJECT 

CATEGORY 


50-482 A 
50-482 F 
50-483 F 
50-388 P 
50-388 P 

50-423 F 
50-482 A 
50-388 P 
50-482 F 
50-456 D 

50-456 D 
50-456 D 
50-456 D 
50-456 D 
50-456 A 

50-445 A 
50-423 D 
REVIEW GRP 
CONTRACT 
50-275 Q 

50-433 Q 
50-433 Q 
50-275 Q 
50-206 Q 
50-397 Q 

50-397 Q 
50-344 R 
50-344 S 
50-344 R 
50-322 G 

50-322 G 
50-322 6 

50-322 0 

50-322 G 
50-275 P 

50-322 G 

QA999 

QA999 

aA999 

QA999 

QA999 

MISC 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

MISC 

50-322 G 

50-322 G 
50-322 G 
XPORTLIC 
XPQRTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPQRTLIC 

XPQRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-528 Q 
50-244 Q 
50-454 G 

50-454 G 
50-454 G 
50-454 0 

50-454 G 
50-454 G 

50-400 E 
50-400 E 
50-261 P 
50-400 A 
50-400 E 
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ZIMMERMAN, S. R. 

8407100446 

50-400 

K 

ZIMMERMAN. S. R. 

8407110257 

50-400 

£ 

ZIMMERMAN, S. R. 

8407120089 

50-400 

E 

ZIMMERMAN, S. R. 

8407170187 

50-400 

E 

ZIMMERMAN. S. R. 

8407190142 

50-400 

F 

ZIMMERMAN, S. R. 

8407190296 

50-261 

P 

ZIMMERMAN. S. R. 

8407190335 

50-324 

P 

ZIMMERMAN. S. R. 
ZIMMERMAN. S. R. 

8407190375 

8407240268 

50-400 

NUREG 

F 

ZIMMERMAN. S. R. 

8407250318 

50-400 

R 

ZIMMERMAN. W. L. 

8407120347 

50-315 

S 

ZUSER.N. 

8407090063* 

REVIEW 

GRP 

ZUPKO, J. M. 

8407020315 

50-311 

S 

ZUPKO. J. M. 

8407030225 

50-272 

S 

ZUPKO. J. M. 

8407090030 

50-272 

s 

ZUPKO. J. M. 

8407090095 

50-311 

s 

ZUPKO. J. M. 

8407100277 

50-272 

s 

ZUPKO. J. M. 

8407120380 

50-272 

s 

ZUPKO. J. M. 

8407120392 

50-272 

s 

ZUPKO. J. M. 

8407230012 

50-311 

R 

ZUPKO. J. M. 

8407240415 

50-272 

R 

ZUPKO. J. M. 
ZURAKOWSKI. P. R. 

8407250310 

8407310352* 

50-311 

27-48 

R 
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number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is fisted, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


m Co., Minnesota Mining & Mfg. Co. 8407020339 XPORTLIC 

VMAX Environmental Services. Inc. (subs. 8407020061 40-8820 

oF AMAX. Inc. ) 

Pernod t« S4070903S3 50-289 G 

8407310430 50-289 0 

8407310436* 50-289 0 

ikccess Corp. 8407240454* CONTRACT 

^ct;on Environmental Testing Corp. 84070S0004 QA999 

84070S0100 QA999 

i^enotest Operations. Inc. 8407240328 50-228 F 

Agriculture. Dept, of 8407270212 50-354 D 

Mr Force. Dept. of. Radioisotope Comm. 8407100059* 40-8592 

Mr and Water Pollution Patrol 8407020513 50-352 0 

Alaiba/na Electric Cooperative. Inc. 8407030296 50-348 M 

8407030296 50-348 M 

8407030301* 50-348 M 

8407030301* 50-348 M 

8407030468 50-348 C 

8407120090 50-348 M 

8407190509 150-348 M 

8407260113 50-348 M 

Alabama Power Co. 8407020102 50-348 R 

8407020106* 50-348 R 

8407020110* 50-348 R 

8407020418 50-364 R 

8407020474 50-348 P 

8407020474 50-348 P 

8407020477* 50-348 P 

8407020477* 50-348 P 

84070501 56 50-348 0 

8407050156 50-348 6 

8407050164* 50-348 0 

8407050164* 50-348 0 

8407060116 50-348 F 

8407060166 50-343 F 

8407060168* 50-348 F 

8407060232 50-348 K 

8407060233* 50-348 K 

8407100248 50-348 M 

8407100248 50-348 M 

8407100341 50-348 M 

8407100341 50-348 M 

8407100618 50-348 M 

8407100618 50-348 M 

8407120226 50-348 F 

8407120226 50-348 F 

8407130062 50-348 P 

8407130062 50-348 P 

8407130122 50-348 P 

8407170354 50-348 P 

8407170354 50-348 P 

8407170357* 50-348 P 

8407170357* 50-348 P 

8407170390 50-348 F 

8407170390 50-348 F 


AUTHOR 

AFFILIATION 


S4071 70494# 50-348 Q 
8407180138 50-348 P 
8407180138 50-348 P 
8407190172* 50-348 Q 
8407190353 50-348 R 

8407230019 50-348 F 
8407230157 50-348 P 
8407240090 50-348 F 
8407240094* 50-348 F 
8407240098 50-348 F 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Alabama, State of 


8407240102* 

8407240102* 

8407240121 

8407240127* 

8407240127* 

8407240191 

8407250222 

8407250412 

8407250412 

8407250414* 

8407250414* 

8407260243* 

8407270253 

8407270375 

3407270387 

8407270416* 

8407270416* 

8407310176 

8407310180* 

8407020082* 


50-348 F 
50-348 F 
50-348 F 
50-348 F 
50-348 F 

50-348 F 
50-348 F 
50-348 M 
50-348 ri 
50-348 M 

50-348 M 
50-348 Q 
50-348 F 
50-364 R 
50-348 R 

50-348 Q 
50-348 Q 
50-348 P 
50-348 P 
CONTRACT 


Allegheny Health, Ed. ?< Research Corp., 
Pittsburgh, PA 

American Electric Power Co. , Inc. 
American Electric Power Service Corp. 
American Nuclear Corp. 


8407310173* 70-1395 

8407100598 50-316 S 

8407120241 50-315 H 

8407260499 40-4492 

3407270198 40-4492 


erican Public Power Association 

.erican Society for Testing & Materials 8407240498* 
lerican Society of Mechanical Engineers 

,ity Township, PA 8407270263 


acomp, Inc. 
thony. R. L. 


8407180067* 

8407090356 

8407090359 

8407100620 

8407100624 


PR 

CONTRACT 

FOIA 

FOIA 

50-352 F 

CONTRACT 
50-352 Q 
50-352 0 

50-352 G 
50-352 G 


Argonne National Laboratory 


Arizona Public Service Co. 


8407100637 

8407190501 

8407090348* 

8407110019 

8407180028 

8407020287 

8407020316 

8407020409 

8407020409 


50-529 S 
50-529 S 
50-528 S 
50-528 S 


529 
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AUTHOR 

AFFILIATION 


Ariron*» State of 
Arkansas Power S« Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407060081 

50-528 

V 


8407170381 

50-313 

P 

8407060081 

50-528 

V 


8407170385* 

50-313 

P 

8407060081 

50-528 

V 


8407170385* 

50-313 

P 

8407060123 

50-528 

A 


8407190197 

50-368 

K 

8407060257* 

50-528 

Q 


8407230397 

50-313 

p 

8407100101 

50-528 

S 


8407230397 

50-313 

F 

8407100107 

50-528 

Q 


8407240199 

50-313 

P 

8407100240 

50-528 

A 


8407240362 

50-313 

F 

8407100279 

50-528 

S 


8407240362 

50-313 

F 

8407100279 

50-528 

S 


8407240374 

50-313 

F 

8407100279 

50-528 

S 


8407240461 

50-313 

F 

8407100349 

50-528 

S 


8407240461 

50-313 

F 

8407100395 

50-528 

s 


8407240482* 

50-313 

F 

8407100424 

50-528 

s 


8407250380 

50-313 

F 

8407100469 

50-528 

A 


8407250382* 

50-313 

F 

8407100469 

50-528 

A 


8407250383* 

50-313 

F 

8407100469 

50-528 

A 


8407250384* 

50-313 

F 

8407100496 

50-528 

F 


8407250569 

50-368 

S 

8407100496 

50-528 

F 


8407260034 

50-368 

S 

8407100496 

50-528 

F 


8407270220 

50-368 

B 

8407100505 

50-528 

S 


8407300074 

50-368 

R 

8407100505 

50-528 

S 


8407300115 

50-313 

R 

8407100505 

50-528 

s 

Armed Forces Rad iob io 1 og i ca 1 Research 

8407110229* 

50-170 

Q 

8407100507 

50-528 

F 

Institute 




8407100507 

50-528 

F 

Army. Dept. of. Corps of Engineers 

8407310053* 

CONTRACT 





Army. Dept. of. Headquarters Materiel 

8407200084 

70-622 


8407110214 

50-528 

F 

Development & Readiness Command 




8407110221* 

50-528 

F 





8407180193 

50-528 

A 

Atlas Minerals. Inc. 

8407030245 

40-3453 


8407180193 

50-528 

A 

Atomic Energy of Canada. Ltd. 

8407090179 

PT21 


8407180193 

50-528 

A 

Atomic Industrial Forum 

8407030349 

PR 






8407090189 

50-322 

0 

8407180223 

50-528 

A 


8407090195* 

50-322 

0 

8407180223 

50-528 

A 





8407180223 

50-528 

A 


8407240271 

NUREO 


8407230086 

50-529 

S 

Australia. Govt, of 

8407170333* 

CONTRACT 


8407230137 

50-528 

Q 

Automatic Switch Co. 

8407130218* 

FOIA 





BWR Owners Group 

8407030392 

50-293 

Q 

8407230249 

50-528 

S 


8407160094 

TOP REP 


8407240173 

50-528 

F 





8407250400 

50-528 

S 

Babcock & Wilcox Co. 

8407020017 

70-1201 


8407250454 

50-528 

s 


8407020266 

NUREO 


8407250454 

50-528 

s 


8407020448 

71-9069 






8407100426 

TOPREP 


8407250464 

50-528 

s 


8407110156 

70-1201 


8407250464 

50-528 

s 





8407250464 

50-528 

s 


8407110205 

TOPREP 


8407250475 

50-528 

s 


8407110300 

70-1201 


8407250475 

50-528 

s 


8407110383 

70-1201 






8407130221* 

FOIA 


8407250475 

50-528 

s 


8407130358* 

FOIA 


8407260027 

50-528 

s 





8407260027 

50-528 

s 


8407200171 

TOPREP 


8407260027 

50-528 

s 


8407200303 

70-27 


8407260054 

50-528 

s 


8407240267* 

50-312 

P 





8407300258* 

50-346 

P 

8407260054 

50-528 

s 


8407300271 

TOPREP 


8407260054 

50-528 

s 





8407260131 

50-528 

s 

Babcock & Wilcox Operating Plants Owners 

8407160140 

TOPREP 


8407260131 

50-528 

5 

Croup 




8407260131 

50-528 

s 


8407240195 

TOPREP 






8407260236 

50-295 

P 

8407300305 

50-528 

A 

Baldwin Associates 

8407310329* 

50-461 

Q 

8407300305 

50-528 

A 


8407310334* 

50-461 

Q 

8407300305 

50-528 

A 





8407300306* 

50-528 

A 

Baltimore Gas tk Electric Co. 

8407030162 

50-318 

S 

8407310177 

50-528 

Q 


8407030244 

50-317 

8 





8407030343 

PR 


8407310177 

50-528 

Q 


8407060196 

50-317 

8 

8407310177 

50-528 

Q 


8407060219 

50-317 

P 

8407310192 

50-528 

Q 





8407310192 

' 50-528 

Q 


8407060219 

50-317 

P 

8407310192 

50-528 

Q 


8407100503 

50-317 

P 





8407100503 

50-317 

P 

8407310345 

50-528 

Q 


8407120551 

50-317 

F 

8407310370 

50-528 

A 


8407120590 

50-317 

F 

8407310377* 

50-528 

A 





8407310279 

State Prog 


8407130001 

50-317 

P 

8407020003 

50-368 

R 


8407200184 

71-5950 






840720021 1 

50-317 


8407020372 

50-313 

R 


840720021 1 

50-317 

K 

8407030171 

50-313 

F 


8407200215* 

50-317 

K 

8407030178* 

50-313 

F 





8407050204 

50-313 

F 


8407200215* 

50-317 

K 

8407050210 

50-313 

R 


840724021 1 

50-317 

F 





8407240217* 

50-317 

F 

8407090196 

50-313 

P 


8407240443* 

50-317 

Q 

8407100023* 

50-313 

Q 


8407240446* 

50-317 

Q 

8407100114 

50-368 

F 





8407100169 ■ 

50-368 

P 


8407250249 

50-317 

p 

8407100221 

50-313 

S 


8407250340 

50-318 

8 





8407260216 

50-317 

R 

8407100475 

50-313 

P 


8407270249 

50-317 

F 

8407130067* 

50-313 

Q 


8407270249 

50-317 

F 

8407130107 

50-368 

V 





8407170306* 

50-313 

Q 


8407270251 

50-317 

F 

8407170381 

50-313 

P 


8407270251 

50-317 

F 
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8407270261 

50-317 

F 


8407190514* 

50-413 

G 



8407270261 

50-317 

F 


8407190519 

50-445 

0 



8407270273 

50-317 

F 


8407200256 

50-445 

0 



8407270273 

50-317 

F 


8407310388 

50-416 

G 



8407310209 

50-317 

G 

Bock. C.E. 

8407120079 

50-456 

G 



8407310209 

50-317 

G 

Bonneij Forge 

8407100127 

QA999 




8407310290* 

50-317 

Q 

Boston Edison Co. 

8407020093 

50-293 

P 



8407310290* 

50-317 

G 


3407020094 

50-293 

S 

Battelle Memorial Institute^ 

Col umbus 

8407060299* 

CONTRACT 



8407020097* 

50-293 

P 

Laboratories 






8407020144 

50-293 

S 



8407110526 

70-0 












B407020297 

50-293 

s 



8407180206 

NUREO 



8407020337 

50-293 

s 



8407250565* 

WASTE MQT 


8407020469 

50-293 

s 

Battelle Memorial Institutei 

Pacific 

8407020165 

50-390 

A 


8407060137 

50-293 

P 

Northufest Laboratories 






8407060164* 

50-293 

Q 



8407110172 

NUREG 








8407120105* 

50-413 

F 


8407060167* 

50-293 

Q 







8407090193 

50-293 

P 



8407120105* 

50-413 

F 


8407090249 

50-293 

Q 



8407120110* 

50-413 

F 


8407110310 

50-293 

P 



8407120110* 

50-413 

F 


8407170076 

50-293 

P 



8407120113* 

50-413 

F 







8407120539 

NUREG 



8407170081* 

50-293 

P 







8407170414 

50-293 

P 



8407130460 

NUREG 



8407170420 

50-293 

P 



8407170369* 

70-984 



8407180187 

50-293 

P 



8407180005 

NUREG 



8407190144 

50-293 

R 



8407240185* 

50-322 

S 







8407240442* 

50-206 

S 


8407200174 

50-293 

P 







8407200197 

50-293 

S 



8407240442* 

50-206 

s 


8407250141 

50-293 

S 

Bear Creek Uranium Co. 


8407020524 

40-8452 



0407250186 

50-293 

K 

Bechtel Carp. 


8407030252* 

50-454 

a 


8407250189* 

50-293 

K 



8407030374 

PR 








8407120192 

50-289 

G 


8407260306 

50-293 

R 







8407300297* 

50-293 

Q 



8407120227 

QA999 



8407310107 

50-293 

G 



8407160175* 

50-329 

S 

Braunkohle Transport & Storage. Inc. 

8407170155* 

XPORTLIC 




8407180219* 

50-282 

p 


8407240038 

XPQRTLIC 




8407190358* 

50-348 

R 







8407200236 

QA999 


Brookhaven National Laboratory 

3404180226* 

50-322 

E 







8407020105* 

50-352 

A 



8407230165* 

50-312 

P 


8407110022 

NUREG 




8407240264 

NUREG 



8407130038* 

FOIA 




8407250217 

50-329 

A 


8407130042* 

FOIA 




8407260403 

50-461 

A 







8407260405* 

50-461 

A 


8407130069* 

FOIA 








8407130127* 

FOIA 




8407270006 

50-461 

A 


8407130144* 

FOIA 




8407270007* 

50-461 

A 


B4071 30147* 

FOIA 




8407270010* 

50-461 

A 


8407170448* 

50-24 5 

Q 



8407270242 

50-461 

A 







8407300278 

50-352 

C 


8407170576 

NUREG 








0407270196 

50-286 

P 

Bendix Corp. 


8407170049* 

WASTE MOT 

Brown & Root. Inc. (subs, of Halliburton 

8407170078 

50-445 

T 



8407170052* 

WASTE MOT 

Co. > 






8407170058* 

WASTE MOT 


8407170228 

50-445 

T 



8407170062* 

WASTE MOT 


8407170228 

50-445 

T 

Bishop* Liberman* Cook* Purcell & 

8407020510 

50-413 

0 





Reynolds 






8407170246 

50-445 

T 







8407170246 

50-445 

T 



8407020516 

50-445 

Q 


8407170347 

50-445 

T 



8407020516 

50-445 

0 


8407170347 

50-445 

T 



8407020518* 

50-443 

G 


0407180110 

50-445 

T 



840702051 S* 

50-445 

G 







8407030248 

50-443 

0 


3407180110 

50-445 

T 







8407190123 

50-445 

T 



8407030248 

50-445 

0 


8407190132 

50-445 

T 



8407030470 

50-460 

G 


8407190132 

50-445 

T 



8407060003 

50-445 

0 


8407190208 

50-445 

T 



8407060003 

50-445 

0 







8407060008* 

50-445 

0 


8407190208 

50-445 

T 







8407190230 

50-445 

T 



8407060008* 

50-445 

G 


8407190230 

50-445 

T 



B407060210 

50-313 

0 


8407190262 

50-445 

T 



8407090377 

50-460 

G 


8407190262 

50-445 

j 



8407100601 

50-445 

0 







8407100601 

50-445 

G 


8407250109 

50-445 

T 







8407250109 

50-445 

T 



8407100602 

50-413 

Q 


8407250125 

50-445 

T 



8407100625 

30-445 

G 


8407250289 

50-445 

T 



8407100625 

50-445 

G 


8407250376 

50-445 

T 



8407110281 

50-445 

G 







8407110293 

30-445 

G 


8407250376 

50-445 

T 







8407310132 

50-445 

T 



8407110293 

50-445 

G 


8407310132 

50-445 

T 



8407110299* 

50-445 

0 


8407310139 

50-445 

T 



8407110299# 

50-443 

0 


8407310216 

50-445 

T 



8407130257 

50-445 

0 







8407160250 

50-445 

0 


8407310216 

50-445 

T 







8407310526 

50-445 

T 



8407170238 

50-443 

T 


8407310526 

50-445 

T 



8407170230 

50-445 

T 

Brown Boverl Corp. (sub*, of Brown Boveri 8407170147 

QA999 




8407190477 

50-413 

0 

Co. , Ltd. ) 






8407190477 

50-413 

G 

Brown Univ. i Providence. RI 

8407020174 

NUREG 




8407190311 

50-413 

Q 










Bryant 4t Bryant 

8407250174* 

CONTRACT 



8407190511 

50-413 

G 

Businessmen for the Public Interest 

8407060099 

50-456 

G 



0407190514* 

50-413 

0 


B407060101 

50-454 

G 
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CS(R Laboratories 

C-E Operating Plants Owners Group 


CEPA 

CYONA Energy Services 


California Instruments 

California# State of 

California# Univ. of# Berkeley# CA 


California# Univ. of# Los Angeles, 


California# Univ. of# Santa Barbara 

Carolina Environmental Study Group 
Carolina Power & Light Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8407060101 

50-454 

G 

8407060103* 

50-454 

G 

8407060103* 

50-454 

G 

8407130261 

50-454 

6 

8407130261 

50-454 

G 

8407130268* 

50-454 

G 

8407130268# 

50-454 

G 

8407030020 

71-6717 


8407250268 

TOP REP 


8407250274 

TOPREP 


8407170549 

50-352 

G 

8407030418 

50-445 

A 

8407030421* 

50-445 

A 

8407240541 

WASTE MGT 

8407240546* 

WASTE MGT 

8407310145 

50-445 

A 

8407310145 

50-445 

A 

8407310161* 

50-445 

A 

8407310161* 

50-445 

A 

8407310249 

50-445 

A 

8407170326 

XPORTLIC 

8407310350 

30-275 

0 

8407050027 

ACRS 


8407110034 

NUREG 


8407110052 

NUREG 


3407110060 

NUREG 


8407110076 

NUREG 


8407110090 

NUREG 


8407020517 

50-142 

G 

8407030167 

50-142 

P 

8407090321 

50-142 

G 

8407130425 

50-142 

G 

8407130427 

50-142 

G 

8407130435 

50-142 

G 

8407250410 

50-142 

G 

8407310410 

50-142 

P 

8407310412* 

50-142 

P 

8407310417* 

50-142 

P 

8407310421* 

50-142 

P 

8407110004 

NUREG 


8407240305 

50-413 

G 

8407020350 

50-324 

S 

0407020355 

50-324 

S 

8407020377 

TOPREP 


8407020380 

50-324 

S 

8407020424 

50-325 

S 

8407030030 

71-4986 


8407030102 

50-400 

E 

8407030108* 

50-400 

E 

8407030288 

50-400 

E 

8407030423 

50-261 

P 

8407030427* 

50-261 

P 

8407030471 

50-400 

G 

8407030471 

50-400 

G 

8407050097 

50-324 

P 

8407050105* 

50-324 

P 

8407050195 

50-400 

K 

8407050206* 

50-400 

K 

8407050401* 

50-400 

Q 

8407060091 

50-261 

F 

8407060115 

50-261 

R 

8407060117* 

30-261 

R 

8407060159 

50-324 

P 

8407060171* 

50-324 

P 

8407060182 

50-261 

P 

8407060194 

TOPREP 


8407060264 

50-261 

F 

8407090121 

50-261 

F 

8407090123* 

50-261 

F 

8407090126* 

30-261 

F 

8407100375 

30-400 

A 

8407100423 

50-400 

E 

8407100446 

50-400 

K 

8407100465 

50-323 

S 

8407110155 

50-324 

P 

8407110160 

50-324 

F 

8407110198 

30-324 

R 

8407110257 

50-400 

E 

8407120070 

50-400 

S 

8407120089 

50-400 

E 

8407120181 

50-323 

S 

8407120205 

30-400 

S 

8407120220 

50-262 

s 

8407120316 

50-261 

s 

8407130027 

50-261 

R 


Carpenter Technology Corp. 

Center for Law in the Public Interest 


Center for Nuclear Responsibility 


Chem-Nuclear Systems^ Inc. 

Chemtron Corp. 

Chichibu Cement Co.# Ltd. 


8407130273 

8407130273 

8407130314 

8407130314 

8407160194 

8407160303 

8407170097 

8407170108 

8407170187 

8407170198 

8407170561 

8407170561 

8407180121 

8407180124* 

8407180249* 

8407190140* 

8407190142 

8407190146* 

8407190171* 

8407190296 

8407190334 

8407190335 

8407190375 

8407190377 

8407200129 

8407230003 

8407230003 

8407230014* 

8407230014* 

8407230119 

8407230310 

8407230318 

8407240193 

8407240212* 

8407240268 

8407250206 

8407250206 

8407250273 

8407250318 

8407250417 

8407250520 

8407260017 

8407260020* 

8407260341 

8407260468 

8407270009 

8407270011 

8407300026 

8407300160 

8407300169* 

8407310267 

8407310277 

8407250431 

8407250432* 

8407190244 

8407230108 

8407230108 

8407230115 

8407230115 

8407230118 

8407230125* 

8407230125* 

8407300038 

8407300038 

8407300043* 

8407300043* 

8407300051* 

8407300051* 

8407300425 

8407300425 

8407090308 

8407120172 

8407120172 

8407130238 

8407170514 

8407170514 

8407190512 

8407190512 

8407230024 

8407230024 

8407110105 

8407120171 

8407120533 

8407020224 

8407250496 


50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-261 Q 

50-400 G 
50-400 Q 
50-324 Q 
50-400 E 
TOP REP 

50-400 G 
50-400 G 
50-325 R 
50-325 R 
50-261 Q 

50-261 Q 
50-400 F 
50-261 Q 
50-261 Q 
50-261 P 

50-324 P 
50-324 P 
50-400 F 
50-324 S 
50-325 S 

50-400 G 
50-400 G 
50-400 0 

50-400 0 

50-400 T 

50-400 G 
50-400 G 
50-261 P 
50-261 P 
NUREG 

50-400 G 
50-400 G 
50-261 F 
50-400 R 
50-400 G 

50-324 S 
50-261 K 
50-261 K 
50-261 Q 
50-400 S 

50-325 S 
50-261 S 
50-400 G 
50-261 P 
50-261 P 

50-400 G 
50-324 P 
XPORTLIC 
XPORTLIC 
50-275 G 

50-275 G 
50-275 G 
50-275 0 

50-275 G 
50-275 G 


50-275 G 
50-275 G 
50-275 G 
50-275 Q 
50-275 G 

50-275 G 
50-275 G 
50-275 O 
50-275 G 
50-275 G 

50-250 G 
50-250 G 
50-250 G 
50-250 G 
50-250 G 

50-250 G 
50-250 G 
50-250 G 
50-250 G 
50-250 O 

71-5805 
71-9168 
27-47 
40-8724 
WASTE MGT 
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8407250501* 

WASTE MGT 





8407020336* 

40-4348 


Citizens Association for Sound Energy 

8407060078 

50-445 

G 





8407170566 

NUREG 



8407060078 

50-445 

G 





8407200116 

70-398 



8407060098 

50-445 

G 





8407310243 

40-4348 



8407060104 

50-445 

6 

Commerce. 

Dept. of. 

Natl. Oceanographic & 

8406250040* 

50-29 

P 





Atmospheric 

Administration 





8407060104 

50-445 

G 









8407090191 

50-445 

G 





8407110180 

NUREG 



8407100640 

50-445 

G 

Committee 

to 

Bridge 

the Gap 

8407060094 

50-142 

0 


8407110227 

50-445 

G 





8407130010 

50-142 

Q 


8407190116 

50-445 

T 





8407230347 

50-142 

G 





Commonwealth 

Edison 

Co. 

8407020095 

50-295 

0 


8407230332 

50-445 

6 









8407230332 

50-445 

G 





8407020109 

50-374 

S 


8407230343* 

50-445 

G 





8407020126 

50-265 

S 


8407230343* 

50-445 

G 





8407020173 

50-295 

F 


8407230351* 

50-445 

0 





8407020173 

50-295 

F 









8407020179 

50-295 

F 


8407230351* 

50-445 

0 









8407310132 

50-445 

T 





8407020179 

50-295 

F 


8407310132 

50-445 

T 





8407020269 

50-237 

S 


8407310203 

50-445 

T 





8407020282 

50-237 

P 


8407310203 

50-445 

T 





B40T020330 

50-237 

S 









8407020335 

50-456 

S 


8407310216 

50-445 

T 









8407310216 

50-445 

T 





8407020364 

50-295 

F 

Citizens Concerned About Nuclear Power. 

8407090115 

50-498 

6 





8407020364 

50-295 

F 

Inc. 








8407020415 

50-373 

n 


8407090119 

50-498 

G 





8407020504 

50-456 

0 


8407090124 

50-498 

G 





8407020520 

50-454 

G 


8407120077 

50-498 

6 





8407020520 

50-454 

C 

Cleveland Electric Illuminating Co. 

8407020433 

70-2968 






8407020521* 

50-454 

0 


8407030107 

50-440 

A 





8407020521* 

50-454 

G 


8407030107 

50-440 

A 





8407020543 

50-454 

G 


8407030114* 

30-440 

A 





8407020543 

go-454 

G 


8407030114* 

50-440 

A 





8407030092 

50-237 

P 


8407030475 

50-440 

G 





8407030092 

50-237 

P 


8407100132 

50-440 

A 





8407030092 

50-237 

P 


8407100132 

50-440 

A 





8407030098* 

50-454 

a 


8407100141 

50-440 

S 





8407030103* 

50-454 

a 


8407100253 

50-440 

S 





8407030159 

50-304 

s 


8407100253 

50-440 

S 





8407030195 

50-265 

s 


8407100258 

50-440 

s 





8407030196 

50-254 

p 


8407100258 

50-440 

s 





8407030198 

50-454 

T 


8407100294 

50-440 

s 





8407030198 

50-454 

T 


8407100294 

50-440 

s 





8407030200 

50-374 

S 


8407100419 

50-440 

s 





8407030203* 

50-454 

T 


8407100436 

50-440 

s 





8407030203* 

50-454 

T 


8407100436 

50-440 

s 





8407030208* 

50-454 

T 


8407190269 

50-440 

s 





8407030208* 

50-454 

T 


3407190269 

50-440 

s 





8407030250 

50-454 

a 


8407190398 

50-440 

s 





8407030250 

50-454 

Q 


8407190398 

30-440 

s 





8407030319 

50-304 

p 


8407190418 

30-440 

s 





8407030420 

50-295 

p 


8407190418 

50-440 

s 





8407030426* 

50-295 

p 


8407200036 

50-440 

Q 





8407030430 

50-254 

s 


8407200036 

30-440 

Q 





8407050132 

50-237 

F 


8407200205 

30-440 

E 





8407050230 

50-454 

F 


8407200205 

30-440 

E 





8407050230 

50-454 

F 


8407230128 

30-440 

A 





8407050230 

50-454 

F 


8407250077 

50-440 

F 





8407050230 

50-454 

F 


8407250199 

50-440 

G 





8407050252* 

50-454 

F 


8407250327 

50-440 

S 





8407050252* 

50-454 

F 


8407270236 

50-440 

A 





8407050252* 

50-454 

F 


8407270236 

30-440 

A 





8407050252* 

50-454 

F 


8407270244* 

50-440 

A 





8407050252* 

30-454 

F 


8407270244* 

50-440 

A 





8407050258 

50-454. 

Q 

Colorado State Univ. » Ft. Collins. CO 

8407240605* 

CONTRACT 





8407050304 

30-237 

K 


8407270177 

40-8402 






8407050304 

50-237 

K 


8407270181* 

40-8452 






8407050308* 

50-237 

K 


8407270233 

40-8452 






8407050308* 

50-237 

K 


8407270241* 

40-8452 






8407050308# 

50-237 

K 

Colt Industries. Inc. 

8407100484 

QA999 






8407050310# 

30-237 

K 


8407130186# 

50-423 

F 





8407050310* 

30-237 

K 

Columbia Univ.. New York. NY 

8407270196 

50-286 

P 





8407050310* 

50-237 

K 

Combustion Engineering. Inc. 

8407060226* 

50-361 

P 





8407060053* 

50-4S6 

0 


8407100207 

QA999 






8407060057* 

50-456 

A 


84071 10082 

71-90 






8407060050* 

50-456 

A 


8407110095# 

71-90 






0407060058# 

50-456 

A 


8407110175 

71-90 






8407060140 

50-373 

F 


0407110382* 

50-255 

P 





8407060229 

50-295 

F 


8407110396* 

50-255 

P 





8407060235 

50-237 

P 


8407130191* 

FOIA 






8407060235 

50-237 

P 


8407310331 

QA999 






8407060235 

50-237 

P 


8407310455 

70-1100 






8407060235 

50-237 

P 

Commerce. Dept. of. National Bureau of 

8407020331 

40-4348 






8407060235 

50-237 

P 

Standards 








0407060235 

50-237 

P 


8407020331 

40-4348 






8407060235 

50-237 

P 


8407020336* 

40-4348 






8407060235 

50-237 

P 
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8407060235 

50-237 

P 



8407120435 

50-456 

X 

8407060235 

50-237 

P 



8407120435 

50-456 

X 

8407060235 

50-237 

P 



8407120438* 

50-456 

X 

8407060235 

50-237 

P 



8407120438* 

50-456 

X 

8407060235 

50-237 

P 



8407120438* 

50-456 

X 

8407060242 

50-10 

F 



8407120443* 

50-456 

X 

8407060252* 

50-454 

G 



8407120443* 

50-456 

X 

8407060267# 

50-373 

Q 



8407120443* 

50-456 

X 

8407060267* 

50-373 

G 



8407120445* 

50-456 

X 

8407090075 

50-454 

G 



8407120445* 

50-456 

X 

8407090075 

50-454 

G 



8407120445* 

50-456 

X 

8407090086 

50-454 

T 



8407120448* 

50-456 

X 

8407090086 

50-454 

T 



8407120448* 

50-456 

X 

8407090089* 

50-454 

T 



8407120448* 

50-456 

X 

8407090089* 

50-454 

T 



8407120452* 

50-456 

X 

8407090091* 

50-454 

T 



8407120452* 

50-456 

X 

8407090091* 

50-454 

T 



8407120452* 

50-456 

X 

8407090197 

50-237 

P 



8407120454* 

50-456 

X 

8407090197 

50-237 

P 



8407120454* 

50-456 

X 

8407090197 

50-237 

P 



8407120454* 

50-456 

X 

8407090197 

50-237 

P 



8407120456* 

50-456 

X 

8407090197 

50-237 

P 



8407120456* 

50-456 

X 

8407090228 

50-237 

F 



8407120456* 

50-456 

X 

8407090242 

50-374 

S 



8407120459* 

50-456 

X 

8407090252 

50-374 

s 



8407120459* 

50-456 

X 

8407090334 

50-454 

6 



8407120459* 

50-456 

X 

8407090339 

50-456 

6 



8407120461* 

50-456 

X 

8407090337 

50-456 

G 



8407120461* 

50-456 

X 

8407090342 

50-454 

G 



8407120461* 

50-456 

X 

8407090342 

50-454 

G 



8407120463* 

50-456 

X 

8407090361 

50-454 

T 



. 8407120545 

50-10 

F 

8407090361 

50-454 

T 



8407130043 

50-265 

s 

8407090364* 

50-454 

T 



8407130236 

50-456 

6 

8407090364* 

50-454 

T 



8407130236 

50-456 

G 

8407090367* 

50-454 

T 



8407130240 

50-454 

F 

8407090367* 

50-454 

T 



8407130240 

50-454 

F 

8407090371* 

50-454 

T 



8407130240 

50-454 

F 

8407090371* 

50-454 

T 



8407130240 

50-454 

F 

8407090373* 

50-454 

T 



8407130240 

50-454 

F 

8407090373* 

50-454 

T 



8407130245 

50-454 

6 

8407090376* 

50-454 

T 



8407130245 

50-454 

G 

840^090376* 

50-454 

T 



8407160146 

50-454 

A 

8407090379* 

50-454 

T 



8407160146 

50-454 

A 

8407090379* 

50-454 

T 



8407160146 

50-454 

A 

8407090381* 

50-454 

T 



8407160146 

50-454 

A 

8407090381* 

50-454 

T 



8407160146 

50-454 

A 

8407100002 

50-456 

S 



8407160148 

50-237 

P 

8407100244 

50-454 

S 



8407160148 

50-237 

P 

8407100270* 

50-456 

G 



8407160148 

50-237 

P 

8407100270* 

50-456 

G 



8407160148 

50-237 

P 

8407100377* 

50-456 

Q 



8407160148 

50-237 

P 

8407100396* 

50-309 

P 



8407160157 

50-454 

Q 

8407100403 

50-254 

Q 



8407160158 

50-454 

A 

8407 1004 IS 

50-374 

S 



8407160158 

50-454 

A 

8407100468 

50-454 

5 



8407160159* 

50-454 

A 

8407100468 

50-454 

S 



8407160159* 

50-454 

A 

8407100468 

50-454 

S 



8407160170 

50-373 

S 

8407100468 

50-454 

S 



8407160193 

50-254 

F 

8407100468 

50-454 

S 



8407160197 

50-454 

E 

8407100479* 

50-247 

P 



8407160197 

50-454 

E 

8407100495 

50-454 

s 



8407160197 

50-454 

E 

8407100495 

50-454 

s 



8407160197 

50-454 

E 

8407100495 

50-454 

s 



8407160197 

50-454 

E 

8407100495 

50-454 

s 



8407160293 

50-454 

G 

8407100522 

50-374 

s 



8407160306 

50-454 

G 

8407100559 

50-454 

s 



8407160306 

50-454 

0 

8407100559 

50-454 

s 



8407170087 

50-254 

F 

8407110170 

50-295 

F 



8407170087 

50-254 

F 

8407110170 

50-295 

F 



8407170141 

50-304 

S 

8407110204 

50-295 

F 



8407170241* 

50-254 

G 

84071 10204 

50-295 

F 



8407170241* 

50-254 

Q 

8407110253 

50-295 

F 

% 


8407170263 

50-237 

Q 

8407110253 

50-295 

F 



8407170263 

50-237 

Q 

8407110260 

50-373 

F 



8407170263 

50-237 

Q 

8407110275 

50-454 

F 



8407170263 

50-237 

Q 

84071 10275 

50-454 

F 



8407170263 

50-237 

Q 

8407120117 

50-454 

T 



8407170263 

50-237 

Q 

8407120117 

50-454 

T 



8407170263 

50-237 

G 

8407120118* 

50-454 

T 



8407170359 

50-295 

S 

8407120118* 

50-454 

T 



8407170434 

50-454 

F 

8407120123* 

50-454 

T 



8407170441 

50-454 

F 

8407120123* 

50-454 

T 



8407170572 

50-454 

G 

8407120325* 

50-373 

Q 



8407170572 

50-454 

G 

8407120325* 

50-373 

Q 



8407170578 

50-454 

0 

8407120435 

50-456 

X 



8407170578 

50-454 

G 



CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8407180006 

50-295 

R 


8407160100 

50-213 



8407180006 

50-295 

R 


8407240247 

50-213 



8407180008 

50-254 

R 


8407250377 

50-213 

F 


8407180008 

50-254 

R 


8407260290 

50-213 



8407180010 

50-254 

R 


8407300395 

50-213 

F 


8407180117 

50-374 

S 


8407310336 

50-213 

F 


84071 80 1S8 

50-237 

R 


8407310415 

50-213 

F 


8407180158 

50-237 

R 

Conner & Wetterhahn 

8407060096 

50-459 

c 


8407190385 

50-373 

S 


8407090145 

50-352 

G 


8407190389 

50-374 

S 


8407090145 

50-352 

C 


8407190471 

50-373 

s 


8407090153* 

50-352 

G 


8407190473 

50-373 

s 


8407090153* 

50-352 

G 


8407190500 

50-454 

T 


8407090328 

50-458 

G 


8407190500 

50-454 

T 


8407100609 

50-352 

G 


8407190504* 

50-454 

T 


8407100609 

50-352 

G 


8407190504* 

50-454 

T 


8407100614* 

50-352 

G 


8407200180 

71-4986 



8407100614* 

50-352 

G 


8407200286 

50-304 

S 


8407120071 

50-352 

G 


8407200287 

50-295 

S 


8407120071 

50-352 

G 


8407230016 

50-237 

s 


8407120084 

50-352 

0 


8407230018 

50-237 

s 


8407120084 

50-352 

G 


8407230156 

50-454 

Q 


8407120087* 

50-352 

C 


8407230156 

50-454 

Q 


8407120087* 

50-352 

G 


8407230156 

50-454 

Q 


8407130247 

50-352 

G 


8407230180 

50-456 

S 


8407230306 

50-352 

G 


8407230180 

30-456 

s 


8407230342 

50-354 

G 


8407230337 

30-454 

0 


8407230346 

50-352 

G 


8407230337 

30-454 

G 


8407250207 

50-352 

0 


8407240201 

30-454 

F 


. 8407260495 

50-332 

G 


8407240250* 

50-373 

F 

Consolidated Edison Co. of New York; 

Inc. 8407020070 

50-3 

P 


8407240288* 

50-454 

Q 


9407020070 

50-3 

P 


8407240376 

30-373 

S 


8407020077* 

50-3 

P 


8407250093 

30-454 

A 


8407020077* 

50-3 

P 


8407250093 

50-434 

A 


840702008B* 

30-3 

P 


8407250108 

50-293 

F 


8407020185 

50-247 

R 


8407250108 

50-295 

F 


8407030072* 

50-247 

Q 


8407250165 

30-434 

E 


8407030342* 

50-247 

Q 


8407250165 

50-454 

E 


8407060113 

50-247 

Q 


8407250165 

50-434 

E 


8407060241 

50-247 

P 


8407250171 

30-237 

P 


8407060247* 

50-247 

P 


8407250172 

50-295 

P 


8407060254* 

50-247 

P 


8407250212 

50-373 

F 


8407100452 

50-247 

F 


8407250212 

50-373 

F 


8407100467 

50-247 

P 


8407250471 

50-456 

S 


8407100490 

50-247 

F 


8407250582 

30-373 

8 


84071 10540* 

30-286 

G 


8407250589 

50-295 

S 


8407120306 

50-247 

P 


8407260215 

50-454 

A 


8407120546 

50-3 

F 


8407260297 

30-436 

S 


8407120601 

50-3 

F 


8407260343 

30-373 

s 


8407240107 

30-3 

F 


8407260346 

50-373 

s 


8407240113* 

50-3 

F 


8407270004 

50-295 

S 


0407240350 

50-247 

R 


8407270061 

30-373 

F 


8407240352# 

50-247 

R 


8407270207 

50-373 

S 


8407240353* 

50-247 

R 


8407270224 

50-456 

s 


8407240355* 

50-247 

R 


8407270229 

50-374 

S 


8407240356* 

50-247 

R 


8407270319 

50-373 

s 


8407240359* 

50-247 

R 


8407300129 

30-254 

0 


8407240360* 

50-247 

R 


8407300183 

50-373 

R 


8407240361* 

30-247 

R 


8407300183 

50-373 

R 


8407240363* 

50-247 

K 


8407300197 

50-293 

P 


8407240366* 

50-247 

K 


8407300274 

50-454 

S 


8407240368* 

50-247 

R 


8407300274 

30-434 

s 


B407240369* 

50-247 

R 


0407300295 

50-434 

A 


8407240371* 

50-247 

K 


8407300295 

50-434 

A 


8407240375* 

50-247 

K 


8407300456 

50-436 

S 


8407240378* 

50-247 

K 


8407310109 

50-254 

F 


0407240380* 

50-247 

R 


8407310109 

30-234 

F 


8407240382# 

50-247 

K 


8407310233 

30-454 

F 


8407240383* 

50-247 

K 


8407310288* 

30-454 

Q 


8407240387* 

50-247 

K 


8407310288* 

30-454 

a 


8407240309* 

50-247 

K 


8407310310* 

30-436 

Q 


8407240390* 

50-247 

R 


8407310310* 

30-436 

0 


B407240393* 

50-247 

R 

Conax Corp. 

8407250460 

XPORTLIC 



8407240396* 

50-247 

R 

Confederated Tribes of Umatilla Indian 

8407030351 

WASTE MOT 


8407240397* 

50-247 

R 

Reservation 





8407240400* 

50-247 

R 


8407120465 

WASTE MOT 










8407240401* 

50-247 

R 


8407170483 

WASTE MOT 


8407240403* 

50-247 

R 

Connecticut Municipal Electric Energy 

8407090180 

PR 



8407240405* 

50-247 

R 

Cooperative 





8407240407* 

30-247 

R 

Connecticut Yankee Atomic Power Co. 

8407050218 

50-213 

R 


8407240408* 

50-247 

R 


8407060205 

30-213 

Q 






8407060208 

50-213 

a 


8407240411* 

50-247 

¥ 






8407240412* 

50-247 

¥ 


8407100007 

30-213 

s 


8407240414* 

50-247 

¥ 


8407100246 

30-213 

s 


8407240417* 

30-247 

R 


8407130298 

30-213 

p 


8407240419* 

50-247 

¥ 



536 


CORPORATE SOURCE INDEX 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8407240423* 50-247 K 
8407240467 50-3 F 
8407240467 50-3 F 
8407240472* 50-3 F 
9407240472* 50-3 F 

8407250347 50-247 F 
8407260187 50-247 P 
8407270188 50-247 P 
8407270201* 50-247 P 
8407270216 50-247 S 

8407300391 50-247 R 
Consumers Power Co. 8407020117 50-255 R 

8407020125* 50-329 0 
8407020125* 50-329 Q 
8407020387* 50-155 Q 

8407020494 50-155 R 
8407030105 50-155 S 
8407030151 50-155 S 
8407030190 50-155 S 
8407030256 50-255 S 

8407030326 50-255 R 
8407030352 50- 155 P 
8407030365# 50-255 Q 
8407030382# 50-255 R 
8407030409 50-155 S 

8407050112 50-255 P 
8407050220 50-255 K 
8407050222# 50-255 K 
8407050226# 50-255 K 
8407050228# 50-255 K 

8407050232* 50-255 K 
8407050234# 50-255 K 
8407050237* 50-255 K 
8407050241# 50-255 K 
8407050246# 50-255 K 

8407050248* 50-255 K 
8407050251* 50-255 K 
8407050270* 50-255 K 
8407050272* 50-255 K 
8407050273* 50-255 K 

8407050278* 50-255 K 
8407050281* 50-255 K 
8407050285# 50-255 K 
8407050286* 50-255 K 
8407050287* 50-255 K 

8407050290* 50-255 K 
8407050291* 50-255 K 
8407050292* 50-255 K 
8407050294* 50-255 K 
8407050295* 50-255 K 

8407060129* 50-255 Q 
8407060133* 50-255 Q 
8407060261* 50-329 A 
8407060261* 50-329 A 
8407090202 50-329 R 

8407090202 50-329 R 
8407100161 50-329 A 
8407100161 50-329 A 
8407100243* 50-329 Q 
8407100243* 50-329 Q 

8407100245 50-155 0 
8407100299 50-329 F 
8407100299 50-329 F 
8407100422 50-255 F 
8407100476 50-329 A 

8407100499 50-155 P 
8407100510* 50-255 F 
8407110350 50-255 P 
3407110360* 50-255 P 
8407110377* 50-255 P 

8407120211 50-329 A 
8407120211 50-329 A 
84071 300B3 50-255 R 
8407130143 50-255 P 
8407130149* 50-255 P 

8407130157* 50-255 P 
8407130495 50-155 F 
8407160103 50-329 S 
8407160103 50-329 S 
8407160153 50-329 S 

8407160173 50-329 S 
8407160173 50-329 S 
8407170367 50-155 Q 
8407170386 50-329 S 
8407170386 50-329 S 


AUTHOR 

ACCESSION 

SUBJECT 

affiliation 

NUMBER 

CATEGORY 


8407190221 

50-255 

G 


8407190332 

50-155 

F 


8407200062 

50-329 

R 


8407200062 

50-329 

R 


8407200168 

50-255 

F 


8407230098 

50-329 

S 


8407230098 

50-329 

S 


8407230194 

50-329 

S 


8407230194 

50-329 

S 


8407240215 

50-155 

P 


8407240358 

50-155 

F 


8407260079 

50-255 

S 


8407260101 

50-255 

F 


8407260170 

50-155 

P 


8407270092 

50-255 

F 


8407270414 

50-155 

R 


8407310094 

50-329 

A 


8407310094 

50-329 

A 


8407310119 

50-329 

A 


8407310119 

50-329 

A 


8407310153 

50-329 

A 


8407310153 

50-329 

A 


8407310169 

50-329 

A 


8407310169 

50-329 

A 


8407310207 

50-155 

F 


8407310335 

50-329 

A 

Continuum Dynamics^ Inc. 

8407130214* 

FOIA 



8407130327# 

FOIA 


Courtesy Leasing 

8407100659* 

CONTRACT 


Covington Burling 

8407230328 

40-2061 



8407230338* 

40-2061 



8407240171 

40-2061 



8407260129 

40-2061 



8407260133 

40-2061 



8407260143 

40-206 1 



8407260146 

40-2061 


Craw-Ford# NE 

8407270260 

40-8829 


Creare# Inc. 

8407170573* 

CONTRACT 


Dairyland Power Cooperative 

8407020403 

50-409 

G 


8407020465 

50-409 

R 


8407030101 

50-409 

S 


8407030460* 

50-409 

F 


8407100230 

50-409 

F 


8407100241* 

50-409 

F 


8407110063 

71-25 



8407110258 

50-409 

P 


8407120067 

50-409 

P 


8407120201 

50-409 

S 


8407180213 

50-409 

J 


8407190272 

50-409 

P 


8407190275* 

50-409 

P 


8407190350 

50-409 

F 


8407190392 

50-409 

S 


8407300063 

30-409 

R 


8407300168* 

50-409 

G 


8407310146 

50-409 

P 

Daniel International (subs, of Fluor 

8407110120 

71-6717 


Corp. ) 

DeKalb Area Alliance for Responsible 

8407090329 

50-434 

G 

Energy 

8407100588 

50-454 

G 


8407100603 

50-434 

G 

Debevoise it Liberman 

8407250271 

50-445 

G 

Defense# Dept, of 

8407100652* 

CONTRACT 


Del-Aware Unlimited# Inc. 

8407090363 

30-352 

0 

Delaware Otsego System 

8407120086* 

FOIA 


Delaware# State of 

8407100555 

State Prog 

Detroit Edison Co. 

8406120362 

50-341 

K 


8406120365* 

50-341 

K 


8406120368* 

50-341 

K 


8407020002 

50-341 

A 


8407030096 

50-341 

Q 


8407030166 

50-341 

E 


8407100463 

50-341 

Q 


8407110199 

50-341 

F 


8407170057 

50-341 

A 


8407170391 

50-341 

S 


8407200181 

50-341 

Q 


8407230173 

50-16 

R 


8407240176 

50-341 

A 


8407240280 

50-341 

S 


8407250482 

50-341 

S 


50-341 S 
50-341 S 
50-341 Q 


8407260321 

8407260331 

8407270018 



CORPORATE SOURCE INDEX 


537 


AUTHOR 

AFFILIATION 


iSatif Chemical Co. 


Drava Carp. 

Du*# Power Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407270195 

50-341 

S 

8407300135 

50-341 

E 

8407300147# 

50-341 

E 

8407300241 

50-341 

A 

8407300462 

50-341 

S 

8407310102 

50-341 

S 

8407310112 

50-341 

A 

8407200186 

50-264 

F 

8407250139 

WASTE MOT 

8407250147# 

WASTE MGT 

8407200222 

50-387 

P 

8406200372 

50-413 

6 

8406250001 

50-206 

H 

8407020444# 

50-413 

Q 

8407020485 

50-413 

F 

8407020485 

50-413 

F 

8407020510 

50-413 

0 

8407020510 

50-413 

G 

8407030294 

50-413 

A 

8407030294 

50-413 

A 

8407030321 

50-369 

S 

8407030336 

50-413 

F 

8407030336 

50-413 

F 

8407030348 

50-413 

A 

8407030353 

50-413 

A 

8407030353 

50-413 

A 

8407030357 

50-413 

E 

8407030357 

50-413 

E 

8407030399 

50-413 

E 

8407030399 

50-413 

E 

8407030422 

50-413 

A 

8407030454 

50-413 

Q 

8407030454 

50-413 

Q 

8407030456# 

50-413 

a 

8407030456# 

50-413 

a 

8407050208 

50-369 

p 

8407050369* 

50-413 

Q 

8407060014 

50-413 

E 

8407060014 

50-413 

E 

8407060072 

50-413 

A 

8407060076 

50-413 

A 

8407060076 

50-413 

A 

8407060087 

50-413 

A 

8407060087 

50-413 

A 

8407090128 

50-413 

A 

8407090165 

50-454 

0 

8407100249 

50-369 

P 

8407100252 

50-413 

G ' 

8407100252 

50-413 

Q 

8407100327 

50-413 

A 

8407100327 

50-413 

A 

8407100334 

50-269 

P 

8407100551 

50-269 

P 

0407100602 

50-413 

0 

8407100602 

50-413 

0 

8407110169 

71-266 


8407110181 

50-413 

F 

8407110181 

50-413 

F 

8407110262 

50-413 

A 

8407110262 

50-413 

A 

8407110284 

50-413 

A 

8407110316 

50-413 

Q 

8407110316 

50-413 

Q 

8407110412 

50-413 

A 

8407110575 

70-3002 


8407110580* 

70-3002 


8407120059 

50-269 

P 

8407120059 

50-269 

P 

8407120059 

50-269 

P 

8407120061# 

50-269 

P 

8407120061# 

50-269 

P 

8407120061# 

50-269 

P 

8407120234 

50-413 

A 

8407120234 

50-413 

A 

8407120321 

50-206 

S 

8407120321 

50-206 

S 

8407120321 

50-206 

8 

8407130172 

50-369 

<a 

8407130172 

50-369 

G 

8407130291 

50-413 

£ 

8407130291 

50-413 

£ 

8407130300 

50-413 

A 

8407160184 

50-269 

P 

8407160184 

50-269 

P 

8407160184 

50-269 

P 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8407160192 
8407160198# 
8407 160 198# 
8407160198# 
8407160198# 

8407 160277 
8407160277 
8407170161 
8407170189 
8407170189 

8407170213 

8407170219 

8407170219 

8407170278 

8407170295 

8407170334 

8407170337 

8407170368 

8407170396 

8407170406 

0407180127 
8407180155# 
8407180304 
S4071 80304 
8407190071 


50-269 F 
50-269 F 
50-269 F 
50-269 F 
50-269 F 

50-413 G 
50-413 Q 
50-413 A 
50-413 A 
50-413 A 

50-413 A 
50-413 E 
50-413 E 
50-413 A 
50-413 A 

50-413 A 
50-413 A 
50-369 P 
50-287 S 
50-413 A 

TOPREP 
50-413 Q 
50-413 0 

50-413 G 
50-369 R 


8407190147# 30-413 G 
8407190149 50-269 R 
8407190161# 50-413 Q 
8407190249 50-206 S 
8407190249 50-206 S 


8407190249 

8407190249 

8407190249 

8407190249 

8407190362 


50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-370 S 


8407190365 

8407190367 

9407190477 

8407190477 

8407190511 


50-369 S 
50-369 S 
50-413 G 
50-413 G 
50-413 G 


8407190511 

8407190514* 

8407190514# 

8407200100 

8407200149 


50-413 0 
50-413 G 
50-413 0 
50-369 S 
50-269 P 


8407200223 

8407200223 

8407200241 

8407200241 

8407200253 

8407200253 

8407200255# 

8407200255* 

8407230126 

8407230126 

8407230126 

8407230130# 

8407230130# 

B407230130# 

8407230133 

8407230149 

8407230169 

8407230172# 

8407230233 

8407230233 

8407230233 

8407230302* 

8407230302# 

8407230302* 

8407240240 

8407240244# 

8407240264 

8407240377 

8407240384# 

8407250156 


50-369 P 
50-369 P 
50-369 P 
50-369 P 
50-413 G 

50-413 G 
50-413 G 
50-413 G 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 8 

50-206 S 
50-413 A 

50-413 A 
50-413 A 
50-413 A 
50-269 F 
50-269 F 

50-269 F 
50-269 F 
50-269 F 
50-269 F 
50-413 A 

30-413 A 
NUREG 
50-269 F 
50-269 F 
50-369 P 


8407250156 

8407250136 

8407250156 

0407250150# 

8407230226 

8407250356 

8407230356 

8407250401 

8407250401 

8407250526 


30-369 P 
50-369 P 
50-369 P 
30-369 P 
30-413 S 

50-413 S 
50-413 S 
50-413 S 
50-413 S 
30-413 S 



538 


AUTHOR 

AFFILIATION 


Duq.uesne Light Co. 


E. C. Rodabaugh Associates* 
EO&e, Inc. 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407250526 

50-413 

S 



8407100666* 

50-271 P 

8407260015 

50-413 

S 



8407110004 

NUREG 

8407260015 

50-413 

S 



8407110154* 

50-259 P 

8407260045 

50-287 

S 



8407110255* 

50-333 P 

8407260199 

50-369 

Q 



8407130211* 

FOIA 

8407260323 

50-269 

Q 



8407160070* 

50-302 P 

8407260327 

50-369 

X 



8407180218 

NUREG 

8407260327 

50-369 

X 



8407270292* 

50-155 P 

8407260332 

50-413 

Q 



8407300018* 

50-277 P 

8407260332 

50-413 

Q 

EOEi Inc. 


8407100396* 

50-309 P 

8407260333 

50-369 

P 

Earth Sciences Associates 


8407300433* 

50-275 0 

8407260333 

50-369 

P 

Ebasco Servicesi Inc. (subs, of Enserch 

8407110306* 

50-445 0 

8407270001 

50-413 

P 

Corp. ) 




8407270083 

50-413 

F 



8407130302 

TOP REP 

8407270083 

50-413 

F 



8407130304* 

TOP REP 






8407190240 

50-445 T 

8407270258 

50-413 

F 





8407270259 

50-413 

Q 



8407250375 

50-445 T 

8407270259 

50-413 

Q 

Eddlemani W. 


8407030209 

50-400 0 

8407270331* 

50-413 

F 



8407030211* 

50-400 0 

8407300222* 

50-269 

0 



8407030213* 

50-400 G 






8407030221* 

50-400 ‘ 0 

8407300227 

50-413 

A 





8407300301 

50-206 

S 



8407230331 

50-400 G 

8407300488* 

50-413 

Q 



8407230335* 

50-400 0 

8407310202 

50-369 

P 

Edelstein & Payne 


8407250417 

50-400 • 0 

8407310202 

50-369 

P 

Edis Corp. 


8407100307 

XPORTLIC 






8407300085 

XPORTLIC 

8407310248 

50-206 

S 





8407020009 

50-334 

R 

Edison Electric Institute 


8407030411 

PR 

8407020108 

50-334 

R 



8407250364 

NUREO 

8407020119 

50-334 

S 



8407250545 

MISC 

8407020220 

50-334 

P 

Edloiii Internationel Co. 


8407020347 

XPORTLIC 






8407240006 

XPORTLIC 

8407020295 

50-412 

E 





8407030276 

50-334 

P 



8407250291 

XPORTLIC 

8407030280* 

50-334 

P 

Electric Power Research Institute 


8407060321* 

CONTRACT 

3407030281 

50-334 

S 



8407130119* 

FDIA 

8407030285* 

50-334 

P 



8407130197* 

FOIA 






8407130210* 

FOIA 

8407030303 

50-334 

F 





8407030310* 

50-334 

F 



8407130214* 

FOIA 

8407060067 

50-412 

E 



8407310547* 

CONTRACT 

8407090019 

50-412 

E 

Electro Switch Corp. 


8407120356 

QA999 

8407090104 

50-412 

E 

Elgar Corp. 


8407100189 

XPORTLIC 






8407100195 

XPORTLIC 

8407100486 

50-334 

F 





8407100489* 

50-334 

F 



8407250295 

XPORTLIC 

8407100492* 

50-334 

F 



8407250354 

XPORTLIC 

8407170043 

50-334 

Q 



8407250385 

XPORTLIC 

8407170117 

50-412 

K 



8407250387 

XPORTLIC 






8407250389 

XPORTLIC 

8407170134 

50-412 

E 





8407180074 

50-334 

P 



8407250426 

XPORTLIC 

8407180080* 

50-334 

P 



8407250429* 

XPORTLIC 

8407180082* 

50-334 

P 



8407300099 

XPORTLIC 

8407180093 

50-334 

P 

Energy Engineering Group 


8407160070* 

50-302 P 




Energy Fuels Nuclear/ Inc. 


8407030028 

40-8675 

8407180096* 

50-334 

P 





8407180098* 

50-334 

P 



8407060141* 

40-8681 

8407180177 

50-334 

P 

Energy/ Dept, of 


8404300193 

WASTE MGT 

8407180266 

50-334 

P 



8406210449 

WASTE MOT 

8407190183 

50-334 

S 



8407030483 

71-9152 






8407050037* 

WASTE MOT 

8407190401 

50-412 

S 





8407190416 

50-412 

s 



84070 S0038* 

WASTE MOT 

8407230170 

50-412 

A 



8407050043* 

WASTE MOT 

8407240086 

50-412 

A 



8407050044* 

WASTE MOT 

8407240296 

50-334 

P 



8407050053* 

WASTE MOT 






8407050059* 

WASTE MOT 

8407240324 

50-334 

P 





8407240471 

50-412 

A 



8407050063* 

WASTE MOT 

8407230101 

50-334 

K 



8407060154 

WASTE MOT 

8407250106* 

50-334 

K 



8407060155* 

WASTE MOT 

8407260107 

50-412 

E 



8407060302 

WASTE MOT 






8407060345 

WASTE MOT 

8407270403 

50-334 

R 





8407310113 

50-412 

Q 



8407060355 

WASTE MOT 

8407310366 

50-412 

A 



8407110100 

71-9069 

8407230037* 

CONTRACT 




8407110369 

WASTE MOT 

8405310324* 

50-331 

P 



8407110378* 

WASTE MOT 






8407110386 

WASTE MOT 

8405310338* 

50-245 

P 





8405310355* 

50-263 

P 



8407110453 

PROJ 

8405310413* 

50-324 

P 



8407110455 

PROJ 

8406110400* 

50-275 

F 



8407110521 

WASTE MOT 

8406140044* 

50-483 

F 



8407120012 

71-3814 






8407130036* 

FOIA 

8406150095* 

50-498 

A 





8406150095* 

50-498 

A 



8407130095* 

FOIA 

8406150262* 

50-498 

A 



8407130167* 

FOIA 

8406150262* 

50-498 

A 



8407130173* 

FOIA 

8406200009* 

50-482 

F 



8407130366 

WASTE MOT 






8407130369* 

WASTE MOT 

8407020051* 

50-205 

P 





0407020317* 

50-269 

P 



8407130396* 

FOIA 

8407020360 

NUREO 




8407130410 

40-6500 

8407030388* 

50-219 

Q 



0407130417 

WASTE MOT 

8407100655* 

50-293 

P 



8407130420* 

FOIA 



CORPORATE SOURCE INDEX 


639 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8407160245 

WASTE MGT 


B407 130285# 

50-335 

F 


8407160262 

WASTE MGT 


B407 170374 

50-155 

F 


8407160273 

WASTE MGT 


8407170378# 

50-155 

F 


8407160289 

WASTE MOT 


• 8407170436 

50-275 

F 


8407160294« 

WASTE MGT 


8407170436 

50-275 

F 


8407160297# 

WASTE MOT 


8407170446 

50-322 

A 


8407160299# 

WASTE MGT 


8407190490 

50-322 

G 


8407160316 

WASTE MGT 


8407230138 

50-382 

F 


8407160318 

WASTE MOT 


8407230158 

50-445 

F 


8407170007 

WASTE MGT 


8407230161# 

50-445 

F 


8407170018 

WASTE MOT 


8407310225 

50-382 

F 


8407170044 

WASTE MGT 


8407310229# 

50-382 

F 


8407170083 

WASTE MGT 


8407310271 

50-309 

F 


8407170101 

WASTE MGT 


8407310372 

50-456 

F 


8407170138 

WASTE MGT 


8407310381# 

50-456 

F 


8407170142 

WASTE MOT 


8407310397 

50-282 

F 


8407170267# 

WASTE MGT 

Ferro Corp. 

8407120222# 

70-1974 



8407170293 

WASTE MGT 

Florida Pou;ar St Light Co. 

8407020338 

50-389 

P 


8407170297# 

WASTE MGT 


8407020341 

50-250 

R 


8407170472 

WASTE MGT 


8407020345# 

50-250 

R 


8407170541 

WASTE MGT 


8407020345# 

50-250 

R 


8407180140 

WASTE MGT 


8407020348# 

50-250 

R 


8407180143# 

WASTE MOT 


8407020348# 

50-250 

R 


8407200278 

WASTE MOT 


8407060239 

50-250 

P 


8407200285 

WASTE MGT 


8407090004# 

50-335 

Q 


8407240007# 

DRG 


8407090079 

50-335 

F 


8407240256 

PR 


8407090090 

50-335 

P 


8407250564 

WASTE MGT 


3407090221 

50-251 

S 


8407250577 

WASTE MGT 


8407090264 

50-251 

s 


8407250583 

WASTE MGT 


8407110322 

50-251 

s 


8407260074 

WASTE MGT 


8407130079 

50-251 

s 


8407260097 

WASTE MGT 


8407130080 

50-250 

s 


8407260311 

WASTE MGT 


8407130082 

50-389 

F 


8407260375 

WASTE MGT 


8407130308 

50-251 

S 


8407260379# 

WASTE MOT 


8407170431 

50-335 

P 


3407260485 

waste MGT 


8407170439 

50-250 

P 


8407260486# 

WASTE MOT 


8407190141 

50-250 

R 


8407270026 

WASTE MOT 


8407190209* 

50-250 

Q 


8407270037 

WASTE MGT 


8407190430 

50-335 

8 


8407270089 

WASTE MOT 


8407230072 

50-250 

P 


8407270094 

WASTE MGT 


9407250219 

50-335 

P 


8407270167 

WASTE MGT 


8407260105 

50-335 

K 


8407270389 

WASTE MGT 


8407260110# 

50-335 

K 

European Communities» Commission of 

3407100376 

XPORTLIC 


8407260140 

50-250 

G 


8407180015 

XPORTLIC 


8407260140 

50-250 

G 


8407180076 

XPORTLIC 


8407260291 

50-250 

P 


8407270297 

XPORTLIC 


8407260291 

50-250 

P 

Exxon Corp. 

8407020250 

40-8102 


8407260300# 

50-250 

P 


8407050177 

40-8102 


8407260300# 

50-250 

P 


8407270036 

40-8064 


8407270223 

50-335 

P 

Exxon Nuclear Co.; Inc. (subs, of Exxon 

8407060083 

TOP REP 


8407270355 

50-250 

8 

Corp, } 




8407270372 

50-250 

S 


8407100392 

TOPREP 


8407310037 

50-251 

S 


8407100513 

TOP REP 


8407310122 

50-250 

Q 


8407110158# 

71-9009 


8407310122 

50-250 

Q 


8407200097# 

50-282 P 









8407310155 

50-250 

F 


8407250365 

TOPREP 


8407310155 

50-250 

F 


8407250448 

XPORTLIC 


8407310228* 

50-251 

Q 


8407250455* 

XPORTLIC 


8407310228* 

50-251 

a 


8407250555 

XPORTLIC 


8407310238 

50-250 

p 


8407300172# 

50-261 P 









8407310282 

50-250 

0 


8407300178# 

50-261 P 


8407310398 

50-250 

p 


8407300204 

50-316 P 


8407310398 

50-250 

p 


840730020B# 

50-316 P 


8407310402# 

50-250 

p 


8407310313 

50-295 P 

Florida Power Corp. 

8407020334 

50-302 

Q 


8407310371 

50-316 P 









8407030243 

50-302 

S 

Failure Analysis Associates 

8405290111# 

50-206 S 


8407030274 

50-302 

F 


8407120350# 

50-206 S 


8407100413 

50-302 

K 

Fansteel Metals (subs, of Fansteel; Inc. 1 

• 8407050233 

40-7580 


8407100471 

50-302 

S 


8407050235# 

40-7580 


8407160182 

50-302 

R 


8407050240# 

40-7580 









9407170092 

50-302 

S 


8407050245 

40-7580 


8407170544# 

50-302 

Q 

Federal Emergency Management Agency 

8404040169 

50-10 F 


8407180038# 

50-302 

Q 


8407020264 

50-282 F 


0407240373 

50-302 

S 


8407020366 

50-483 F 


9407240494 

50-302 

R 


8407020368# 

50-483 F 









8407250378 

50-302 

P 


8407020411 

50-309 F 


8407260303 

50-302 

S 


8407050091 

50-298 F 


8407300230* 

50-302 

Q 


8407050102 

50-298 F 


0407310266 

50-302 

P 


8407060320 

ORG 


8407310272# 

50-302 

P 


8407060322* 

ORO 









8407310339 

50-302 

P 


8407110236* 

50-322 0 


8407310340# 

50-302 

P 


8407130266 

50-397 F 


8407310342# 

50-302 

P 


8407130272* 

50-397 F 

Florida; State of 

8407030340 

PR 



8407130280 

50-335 F 

Fracture Proof Design Corp. 

8407020434# 

50-286 

P 



540 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Francej Govt, of 

Franklin Insfcitute/Frankiin Research 
Center 


Friends of the Earth 


Future Resources Associates. Inc. 

GA Technologies. Inc. /General Atomic Co. 


GNB Batteries. Inc. 


GTG Geologic Testing Consultants 
Gallouag & Greenberg 
General Electric Co. 


General Motors Corp. 

General Physics Corp. 

General Public Utilities - GPU Service 
Corp, 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407020442* 

50-286 

P 



8407030482# 

50-289 

T 

8407020451# 

50-286 

P 



8407030485* 

50-289 

T 

8407020458# 

50-286 

P 



8407060061 

50-320 

F 

8407020466# 

50-286 

P 



8407060092 

50-289 

P 

8407020471# 

50-286 

P 



8407060100 

50-219 

S 

8407100187 

XPORTLXC 




8407060153 

50-219 

S 

8308240241# 

50-3 

P 



8407060170 

50-320 

R 






8407060172# 

50-320 

R 

8309290276# 

50-271 

P 



8407060180 

50-219 

S 

8406120460# 

50-272 

P 



8407060185 

50-320 

P 

8406190360# 

50-271 

P 











8407060195 

50-289 

P 

8406270187# 

50-302 

P 



8407060202 

50-289 

P 

8406290120# 

50-245 

P 



8407060209 

50-289 

S 

8407030257# 

50-237 

P 



8407060213 

50-289 

S 

8407250005# 

50-352 

A 



8407060216 

50-289 

p 

8407090356 

50-352 

G 











8407060218# 

50-209 

Q 

8407090359 

50-352 

G 



8407060222* 

50-289 

0 

8407100620 

50-352 

G 



8407090022 

50-289 

V 

8407100624 

50-352 

0 



8407090026* 

50-289 

V 

8407100637 

50-352 

G 



8407090098 

50-219 

P 

8407190501 

50-352 

G 











8407090134 

50-219 

s 

8407310042* 

CONTRACT 




8407090199 

50-289 

p 

8407100610 

XPORTLIC 




8407090244* 

50-289 

Q 

8407200091 

QA999 




8407090246# 

50-289 

Q 

8407200118 

70-734 




8407090273# 

50-320 

Q 

8407170447 

50-245 

S 











8407100276# 

50-219 

Q 

8407200208 

QA999 




8407100305 

50-289 

P 

8407200213* 

QA999 




8407100311# 

50-289 

P 

8407250388 

WASTE MOT 



8407100428 

50-289 

Q 

8407100255 

XPORTLIC 




8407100435 

50-289 

F 

8407020044 

70-1308 












8407100498 

50-289 

F 

8407020044 

70-1308 




8407100540 

50-289 

P 

8407020050# 

70-1308 




8407110183 

71-6346 


8407020050# 

70-1308 




8407110301 

50-289 

P 

8407020203 

71-4909 




8407130003 

50-219 

P 

8407030158 

50-73 

P 











8407130005 

50-289 

F 

8407050114# 

30-324 

P 



8407130190 

50-289 

P 

8407060295 

70-734 




8407130202 

50-289 

Q 

8407060321* 

CONTRACT 




8407130206# 

50-289 

Q 

8407100135 

QA999 




8407130288 

50-219 

S 

8407100539# 

50-331 

S 











8407160200 

50-219 

R 

8407110041 

70-1113 




8407160203* 

50-219 

R 

8407110094# 

70-1113 




8407170188 

50-320 

F 

8407110148 

71-9018 




8407170224 

50-289 

P 

8407110294 

70-1113 




8407170234* 

50-289 

P 

8407110367 

70-1113 












8407170379 

50-320 

Q 

8407110373# 

70-1113 




8407170387 

50-289 

P 

8407120177 

70-1113 




8407170393 

50-289 

R 

8407120188 

70-1113 




8407170444 

50-219 

F 

8407120336 

QA999 




8407190344 

50-320 

R 

8407170275# 

40-8023 












8407200140 

50-320 

P 

8407170425* 

50-293 

P 



8407200190 

50-219 

P 

8407190185# 

70-1113 




8407200191 

50-289 

P 

8407190304 

50-447 

A 



8407200204* 

50-289 

a 

8407190305* 

50-447 

A 



8407230010 

50-289 

P 

8407190313 

50-447 

A 











8407240169 

50-289 

F 

8407190317* 

50-447 

A 



8407240197 

30-320 

R 

8407190368 

50-447 

A 



8407240243 

30-320 

P 

8407190371 

50-447 

A 



8407240249* 

50-320 

P 

8407200082 

70-1113 




8407240339 

50-320 

P 

8407230370 

XPORTLIC 












8407250088 

50-320 

P 

8407230373* 

XPORTLIC 




8407250184 

50-289 

P 

8407240270* 

XPORTLIC 




8407250191* 

30-289 

P 

8407240274* 

XPORTLIC 




0407250202# 

30-289 

P 

8407250331 

TOP REP 




8407250240 

50-219 

Q 

8407300149* 

50-416 

Q 











8407250244 

50-289 

F 

8407250391 

XPORTLIC 




8407250239 

50-209 

P 

8407250394* 

XPORTLIC 




8407250266# 

50-289 

P 

8407060231* 

50-271 

F 



8407250279 

50-289 

p 

8407250004* 

CONTRACT 




8407260040 

50-320 

S 

8407020005 

50-289 

R 











8407260162 

50-219 

P 






8407260168* 

50-219 

P 

8407020232 

50-320 

F 



8407260172# 

50-219 

P 

8407020343 

50-219 

R 



8407260204 

30-219 

P 

8407030228 

50-289 

P 



8407260221 

50-289 

P 

8407030341 

PR 







8407030362 

50-219 

S 



8407260225# 

30-289 

P 






8407270050 

50-320 

P 

8407030387 

50-289 

Q 



8407270054# 

50-320 

P 

8407030416 

50-320 

P 



8407270088 

30-320 

P 

8407030472 

50-289 

T 



8407270090# 

50-320 

P 

8407030474* 

50-289 

T 






8407030477* 

30-289 

T 



8407270128 

50-289 

F 






8407300173 

50-289 

P 

8407030470* 

50-289 

T 



8407300238 

50-289 

Q 

8407030479* 

30-289 

T 



8407300291 

50-320 

P 

8407030481* 

30-289 

T 



8407310348 

50-289 

a 
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AUTHOR 

affiliation 


jeargia Institute of Technology! Atlantai 

5 A 

•Storgia Power Co. 


ieotrans. Inc. 

Ilbbs St Hill, Inc. (subs, of Dravo Corp. ) 
Jilhert/Commonwealth, Inc, (formerly 
Gilbert Associates, Inc. ) 


ACCESSION 

NUMBER 


8407310374 
84073 10379* 
8407310399 
8407310405 
8407310407 

8407060004* 

8407020277 

8407020300 

8407020300 

8407020500 

8407020500 

8407020506 

8407020506 

8407020508* 

8407020508* 

8407020540 

8407020540 

8407020545 

8407020545 

8407030025 

8407050201 

8407050326* 

8407050328* 

8407050403* 

8407050405* 

8407060028 

8407060206 

8407090029* 

8407090039* 

8407090140 

8407090140 

8407090166 

8407100530 

8407100532 

8407120252 

8407120252 

8407120289 

8407120341 

8407120341 

8407130073 

8407130184 

8407130184 

8407160113 

8407160141 

8407160236 

8407170027 

8407170373 

8407170397 

8407170398* 

8407190090 

8407190145* 

8407190323 

8407190326* 

8407230062 

8407240057 

8407240057 
8407260022 
84072601 14 
8407260114 
8407260116* 

8407260116* 

8407260150 

8407260153* 

8407260153* 

8407260203 

8407260258 

8407260267 

8407260267 

S407260275 

8407260293 

8407270208 

8407270211 

8407270240 

8407300243 

8407300292 

8407300292 

8407300293 

8407300316 

8407300316 

8407310270 

8407310400 

8407300475* 

8407030265* 

8407190227 


SUBJECT 

CATEGORY 


50-219 Q 
50-219 a 
50-320 P 
50-289 P 
50-289 F 

50-276 Q 

50-321 P 
50-321 F 
50-321 F 
50-424 G 

50-424 G 
50-424 G 
50-424 G 
50-424 Q 
50-424 G 

50-424 0 

50-424 G 
50-424 G 
50-424 G 
71-521 

PR 

50-424 Q 
50-424 Q 
50-321 Q 
50-321 Q 

50-366 P 
50-321 S 
50-424 Q 
50-424 Q 
50-321 P 

50-321 P 
50-366 S 
50-366 Q 
50-321 S 
50-424 S 

50-424 S 
50-424 S 
50-424 S 
50-424 S 
50-321 P 

50-321 F 
50-321 F 
50-321 Q 
50-424 Q 
50-321 S 

50-321 F 
50-366 P 
50-366 P 
50-366 P 
50-321 R 

50-424 Q 
50-424 F 
50-424 F 
50-321 P 
50-321 P 

50-321 P 
50-424 S 
50-424 K 
50-424 K 
50-424 K 

50-424 K 
50-424 C 
50-424 C 
50-424 C 
50-321 K 

50-424 Q 
50-424 A 
50-424 A 
50-424 
50-321 Q 

50-321 P 
50-321 S 
50-321 F 
50-366 P 
50-321 F 

50-321 F 
50-366 P 
50-321 F 
50-321 F 
50-424 O 

50-321 F 
CONTRACT 
30-445 A 
50-445 T 


AUTHOR 

affiliation 


Colder Associates 

Government Accountability Project 


Guild, R. 


Gulf Xt Western Industries, Inc. 


Gulf States Utilities Co. 


Gunderson Clinic, Ltd. , La Crosse, WI 

Hanford Engineering Development 
Laboratory 

Harmon it Weiss 


ACCESSION 

NUMBER 


8407200199 

8407060069* 

8407020511 

8407020511 

8407050189 

8407120139 

8407120139 

8407120141* 

8407120141* 

8407130331* 

8407170577 

8407200259 

8407240306 

8407270107 

8407270180 

8407300441 

8407300478 

8407090157 

8407130250 

8407170537 

8407200253 

8407200253 

8407200255* 

8407200255* 

8407240305 

8407240305 

8407100515 

8407100519* 

8407100525* 

8407020248 

8407020253 

B407020352 

8407020362 

8407030100 

8407030330 

8407030330 

B407030332* 

8407030332* 

8407030335* 

8407OS00OS 

8407050029 

8407050033 

8407050054 

8407050088 

0407050238 

8407050242* 

8407060096 

8407090084 

8407090161 

8407090328 

8407090328 

8407100414 

8407100443 

8407130026 

8407130046 

8407130092 

8407130207 

8407130241 

8407160166 

8407200013 

8407230090 

8407250255 

8407300434 

8407300446 

8407300449 

8407300453 

8407300464 

8407300469 

8407300480 

8407300483 

8407300486 

8407300490 

8407310081 

8407120346* 

8407120352* 

8407180011 

8407190060 

8407090125 

0407130090 

8407130094 

8407130097 

8407130101 

8407130102 

8407130106 


SUBJECT 

CATEGORY 


TOPREP 


WASTE MGT 

50-275 

G 

50-275 

G 

50-289 

G 

50-275 

G 

50-275 

G 

50-275 

G 

50-275 

6 

50-275 

G 

50-275 

G 

50-275 

G 

50-275 

G 

50-275 

G 

50-382 

A 

50-275 

6 

50-275 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

G 

50-413 

QA999 

QA999 

QA999 

G 

50-458 

S 

50-458 

8 

50-458 

S 

50-458 

s 

50-458 

8 

50-458 

A 

50-458 

A 

50-458 

A 

50-458 

A 

50-458 

A 

50-458 

S 

50-458 

S 

50-458 

S 

50-458 

S 

50-458 

8 

50-458 

K 

50-458 

K 

50-459 

G 

50-458 

8 

S0-4SB 

S 

50-458 

G 

50-458 

G 

50-458 

S 

50-458 

S 

50-458 

S 

50-458 

S 

50-450 

s 

50-458 

s 

50-458 

B 

50-458 

A 

50-458 

S 

50-458 

8 

50-458 

G 

50-458 

S 

50-458 

S 

50-458 

S 

50-450 

s 

50-450 

s 

50-458 

s 

50-458 

s 

50-458 

e 

50-458 

s 

50-458 

8 

50-458 

40-8099 

40-8099 

NUREG 

NUREO 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

S 
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AUTHOR 

affiliation 


ACCESSION 

NUMBER 


SUBJECT 

CATEOQRY 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 


SUBJECT 

category 


Harrisfaurgj PA 

Health Physics Northiuest 

Hercules* Inc. 

House of Rep. 

House of Rep. * Interior & 


Houston Lighting Power Co. 


Hunton & Wi 1 1 iams 


Hydrogen Control Oiuners Group 
ITASCA Consulting Group* Inc, 

ITT Barton (subs, of ITT) 

Idaho National Engineering Laboratory 

Idaho State Univ, * Pocatello* ID 

Illinois Power Co. 


8407130108 

FOIA 



8407130111 

FOIA 



8407130114 

FOIA 



8407130115 

FOIA 



8407130116 

FOIA 



8407130131 

FOIA 



8407130139 

FOIA 



8407130140 

FOIA 



8407130142 

FOIA 



8407130145 

FOIA 



8407130277 

50-289 

G 


8407160212 

PR 



8407160214 

PR 



8407310394 

50-289 

F 


8407240284 

PR 



8407100684# 

40-8850 


Illinois* State of 

8407110456# 

50-416 

U 


8407120419# 

50-352 

U 


's 8407160133# 

50-387 

U 


8407310189# 

50-322 

U 


8407310196# 

50-322 

U 

Illinois* Univ. of* Chicago* IL 

8407310205# 

50-322 

U 


8407310213# 

50-322 

U 

Illinois* Univ. of, Urbana* IL 

8407030325 

50-498 

G 

Impell Corp. 

8407050064 

50-498 

A 


8407050064 

50-498 

A 


8407230195 

50-498 

8 


8407300381* 

50-498 

Q 


8407300381* 

50-498 

Q 

Indiana & Michigan Electric Co. 

8407310051* 

50-498 

Q 

8407030233 

50-322 

G 


8407030240* 

50-322 

0 


8407030322 

50-322 

0 


8407060 108 

50-322 

G 


8407060111 

50-322 

6 


8407090078 

50-322 

0 


8407090298 

50-322 

G 


8407090303 

50-322 

0 


8407090309 

50-322 

T 


8407090314* 

50-322 

T 


8407090352 

50-322 

G 


8407090368 

50-322 

G 


8407090383 

50-322 

G 


8407100238 

50-322 

G 


8407120147 

50-322 

G 


8407120160# 

50-322 

G 


8407130433 

5C-322 

G 


8407170048 

50-322 

G 


8407170075 

50-322 

G 


8407180323 

50-322 

G 


8407180324* 

50-322 

G 


8407190002 

50-322 

T 


8407190233 

50-322 

G 


8407190234 

50-322 

G 


8407190235* 

50-322 

G 


8407190507 

50-322 

G 


8407190510 

50-322 

G 


8407240295 

50-322 

G 


8407250223 

50-322 

T 


8407300034 

50-322 

G 


8407300447 

50-322 

G 


8407300451* 

50-322 

G 


8407310302 

50-322 

G 


8407310307# 

50-322 

G 


8407310314# 

50-322 

G 


8407310319# 

50-322 

Q 


8407310323# 

50-322 

0 


84071004SS 

50-416 

P 


8407230078 

WASTE MGT 


8407130343* 

FOIA 



8407020051* 

50-285 

P 


8407160114* 

TOPREP 



8407250270 

50-284 

F 


8407250278* 

50-284 

F 

Institute of Nuclear Power Operations 

8403160045 

50-461 

M 

8403160050* 

50-461 

M 


8407030116 

50-461 

A 


8407030354* 

50-461 

G 


8407030415 

50-461 

A 

Institute of Paper Chemistry 

8407100006 

50-461 

8 

Inter Systems* Inc. 

8407100387 

50-461 

8 

Interior. Dept, of* Fish it Wildlife 

8407100391* 

50-461 

G 

Service 

8407130201 

50-461 

K 

Interior* Dept, of* Geological Survey 

8407130205* 

50-461 

K 

8407170165 

50-461 

A 

Iowa Electric Light Power Co. 


8407190355* 

50-461 

G 

8407190481 

50-461 

G 

8407190484 

50-461 

G 

8407190491 

50-461 

G 

8407230117 

50-461 

A 

8407230206 

50-461 

8 

8407230322 

50-461 

8 

8407240148 

50-461 

8 

8407250358 

50-461 

8 

8407250477 

50-461 

8 

8407250490 

50-461 

8 

8407260085 

50-461 

8 

8407310316 

50-461 

G 

8407310322# 

50-461 

Q 

8407310324# 

50-461 

G 

8407060106 

40-206 1 


8407130434 

40-206 1 


8407160311 

40-206 1 


8407200260 

40-2061 


8407240189* 

State Prog 

8407160206 

NUREO 


8407160211 

PR 


8407160156 

50-151 

F 

8407090311* 

50-322 

T 

8407090315* 

50-322 

T 

8407240596 

waste MGT 

8407250262 

WASTE MGT 

8407270033 

WASTE MGT 

8407020073 

50-316 

R 

8407020463 

50-315 

R 

8407030238 

50-315 

F 

8407030238 

50-315 

F 

8407030293 

50-315 

F 

8407030293 

50-315 

F 

8407030347 

50-316 

P 

8407060064 

50-315 

F 

8407060064 

50-315 

F 

8407090171 

50-315 

P 

8407090201 

50-316 

8 

8407100483 

50-315 

F 

8407100483 

50-315 

F 

8407100598 

50-316 

8 

8407120338* 

50-315 

Q 

8407120339 

50-316 

P 

8407120347 

50-315 

S 

8407120388 

50-315 

P 

8407120388 

50-315 

P 

8407130219 

50-315 

Q 

8407170183* 

50-315 

P 

8407170183* 

50-315 

P 

8407170258 

50-315 

F 

8407170271 

50-315 

P 

8407200165 

50-316 

S 

8407200173 

50-315 

s 

8407240178 

50-315 

p 

8407240178 

50-315 

p 

8407240188* 

50-315 

p 

8407240188# 

50-315 

p 

8407250578 

50-313 

s 

8407260106 

50-315 

K 

8407260106 

50-315 

K 

8407260109* 

50-315 

K 

8407260149 

50-315 

S 

8407260212 

50-315 

Q 

8407260212 

30-315 

Q 

8407260329 

30-315 

s 

8407270336 

50-316 

R 

8407270377 

50-315 

R 

8407300157 

50-315 

P 

8407300157 

50-315 

P 

8407300159 

50-315 

Q 

8407300159 

50-315 

Q 

8407300317 

50-315 

Q 

8207010053* 

PR 


8305250567* 

REVIEW GRP 

8407030419* 

50-461 

A 

8407240003* 

PR 


8407240004* 

PR 


8407120521* 

CONTRACT 


8407170037# 

CONTRACT 


8407160143 

50-424 

A 

8407050215 

ORG 


8407270205 

40-8829 


8407020151 

50-331 

K 
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author 

affiliation 


IgHAi state of 

Iihan> Lincoln tt Beelc 


Astoclete* 

Jacobs Enginoerlng Oroup< Inc, 
Japani Oovt. of 


Joint Applicants - Palo Verde 

Joint Xntervanors - Byron 

Joint Xntervanors - Dieblo Canyon 


Joint Xntervanors - Shearon Harris 
Justice> Dept, of 
K81 Corp. 

KQH Systems) Inc. 

Kalaaazoo) nz 
Kaaan Co. 

Kansas Oa« & Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AFFILIATION 

8407020153a 

50-331 

K 


8407030163 

50-331 

P 


8407090217 

50-331 

P 


8407090247 

50-331 

P 


8407100004 

50-331 

S 


8407100407 

50-331 

P 


8407100534 

50-331 

s 


8407170364 

50-331 

p 


8407230155 

50-331 

Q 


8407240112 

- 50-331 

F 


8407240 11 8a 

50-331 

F 


8407240424 

50-331 

R 


8407250586 

50-331 

S 


8407260012 

50-331 

P 


8407270293 

50-331 

s 


8407270322 

50-331 

8 


8407050225a 

CONTRACT 



8407250337 

PR 



8407020504 

50-456 

0 


8407020520 

50-454 

0 


8407020520 

50-454 

0 


8407020521* 

50-454 

0 


8407020521* 

50-454 

0 


8407020543 

50-454 

0 


8407030198 

50-454 

T 


8407030198 

50-454 

T 

Kansas* State of 

8407090075 

50-454 

0 

Kelley Drye 1; Warren 

8407090075 

50-454 

0 

8407090086 

50-454 

T 

Kentucky) Commoniuealth ofi 

8407090086 

50-454 

T 

Kentucky# Univ. of, Leicington< KY 

8407090165 

50-454 

0 

Kerr-McOe# Chemical Corp. (subs, of 

8407090165 

50-454 

0 

Kerr-McOee Corp. ) 

8407090334 

50-454 

o 

8407090339 

50-456 

0 


8407090342 

50-454 

0 


8407090342 

50-454 

0 


8407090361 

50-454 

T 


8407090361 

50-454 

T 


8407100245 

50-155 

0 


8407120117 

50-454 

T 

Kerr-McOee Corp. 

8407120372 

PR 



8407130236 

50-456 

0 


8407130245 

50-454 

0 


8407130245 

50-454 

0 


8407160293 

50-454 

0 


8407160306 

50-454 

0 


8407160306 

50-454 

0 


8407170572 

50-454 

0 

Kirkpatrick) Lockhart; Hill# Christopher 

8407170572 

50-454 

0 

V Phillips 

0407170575* 

50-454 

0 

8407170575* 

50-454 

0 


8407170578 

50-454 

0 


8407170578 

50-454 

0 


8407190270 

50-456 

0 


8407190500 

50-454 

T 


8407230337 

50-454 

0 


8406070143 

50-295 

P 


8407110614 

WASTE MOT 


8407310111 

WASTE MOT 


8407170013 

XPORTLIC 



8407170162 

XPORTLIC 



8407180310* 

50-528 

0 


8407060095 

50-454 

0 


8407190244 

50-275 

0 


8407230108 

50-275 

0 


8407230108 

50-275 

0 


8407230115 

50-275 

0 


8407230115 

50-275 

0 


B40723011B 

50-275 

0 


8407230125* 

30-275 

0 


8407230125* 

50-275 

0 


8407300038 

50-273 

0 


8407300038 

50-275 

0 


8407300051* 

50-275 

0 


8407300051* 

30-275 

0 


8407300425 

50-275 

0 


8407300425 

50-275 

0 


0407250417 

50-400 

0 

LRO Instrumentation Setpoint Methodology 

8407250214 

50-340 

M 

Group 

8407110193 

40-6940 


Labor) Dept, ofi Mine Safety It Health 




Administration 

8407230398* 

CONTRACT 

Lawrenca Livermore National Laboratory 

8407200219* 

MI8C 



0407100517 

50-423 

8 


8407020261 

50-482 

8 


8407020280 

50-482 

6 



ACCESSION 

NUMBER 


8407030235 

8407030239a 

8407030461 

8407050221 

8407050223a 

0407060151 
8407060188 
8407090023 
B407 100329 
8407 I 00504 

8407110187 

8407120199 

8407120322 

8407130253 

e40717017la 

8407200233 

8407230136 

8407230142 

8407230325 

8407230330 

8407230334 

8407250251 

8407250344 

8407260334 

8407300268 

8407170529a 

8407130432 

8407160274 

8407240565a 

8407020081a 

8407020237 

8407230328 

840723033aa 

8407240171 

8407260129 

8407260133 

8407260143 

8407260146 

8407020060 

8407020438 

8407030346 

8407030404a 

8407110446 

8407270003 

8407270012 

8407310041 

8407050181 

8407060011 

8407060016a 

8407090178 

0407090294 

a407090296a 

8407090302 

8407090346 

8407090347 

8407100082 

8407120106 

8407120149 

8407120153a 

8407130216 

8407130222 

8407130281 

8407160301 

8407170552 

8407170560 

0407190229 

8407230367 

8407240166 

8407250267 

8407260120 

8407260136 

8407310308 

8407310315 

8407310333 

8407310337a 

0407030337 

8407020357 

0310200445a 

8404100234a 

8406270273a 


SUBJECT 

CATEGORY 


50-482 A 
50-482 A 
50-482 Q 
50-482 K 
50-482 K 

50-482 X 
50-482 F 
50-482 S 
50-482 A 
50-482 8 

50-482 F 
50-482 A 
50-482 A 
50-482 S 
50-482 Q 

50-482 S 
50-482 G 
50-482 0 

50-482 S 
50-482 S 

50-482 S 
50-482 A 
50-482 S 
50-482 A 
50-482 A 

CONTRACT 

40-2061 

40-2061 

CONTRACT 

CONTRACT 

40-2061 

40-206 1 
40-206 1 
40-206 1 
40-2061 

40-2061 

40-2061 

40-2061 

40-8027 

40-2061 

PR 

70-925 

40-2061 

40-8768 

40-8768 

40-8027 
50-322 Q 

50-322 6 

50-322 0 

50-322 0 

50-322 G 
50-322 0 

50-322 G 
50-322 0 

50-322 0 

50-322 G 
50-322 Q 
50-322 Q 
50-322 0 

50-322 G 

50-322 G 
50-322 0 

50-322 0 

50-322 0 

50-322 G 

50-322 T 
50-322 G 
50-322 0 

50-322 0 

50-322 G 

50-322 ‘ 0 

50-322 0 

50-322 G 
50-322 G 
50-322 0 

REVIEW GRP 

40-299 

50-277 P 
50-271 P 
50-368 P 


8407110034 NUREG 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8407110052 

NUREO 



8407110060 

NUREG 



8407110076 

NUREO 



8407110090 

NUREG 



8407170071* 

WASTE 

MGT 


8407180297* 

50-275 

Q 


8407180329 

NUREG 


LeBoeuf, Lamb, Leiby & MacRae 

8407090130 

PR 



8407170072 

50-244 

G 

League of Women Voters of Rockford, IL 

8407090329 

50-454 

G 


8407100588 

50-454 

G 


8407100603 

50-454 

G 

Lehigh Univ. , Bethlehem, PA 

8407060340 

NUREO 



8407100479* 

50-247 

P 

Lewis, M. 

8407240321 

PR 



8407310391 

50-352 

H 

Limerick Ecology Action 

8407090355 

50-352 

G 


8407090362 

50-352 

G 


8407160271 

50-352 

G 


8407240145 

50-352 

G 


8407310242 

50-352 

G 


8407310247* 

50-352 

G 

Limitorq,ue Corp. 

8407100509 

QA999 


Lone Star Screw Co. 

8407310235* 

PT21 


Long Island Lighting Co. 

8407030193 

50-322 

A 


8407030233 

50-322 

G 


8407030240* 

50-322 

G 


8407030322 

50-322 

G 


8407030405 

50-322 

A 


8407030431 

PR 



8407050006 

50-322 

F 


8407060108 

50-322 

G 


8407060111 

50-322 

G 


8407060201 

50-322 

V 


8407060203* 

50-322 

V 


8407090078 

50-322 

G 


8407090096 

50-322 

G 


8407090298 

50-322 

G 


8407090303 

50-322 

G 


8407090309 

50-322 

T 


8407090311* 

50-322 

T 


8407090314* 

50-322 

T 


8407090315* 

50-322 

T 


8407090324 

50-322 

G 


8407090352 

50-322 

G 


8407090368 

50-322 

G 


8407090378 

50-322 

0 


8407090383 

50-322 

0 


8407100238 

50-322 

0 


8407120096 

50-322 

A 


8407120147 

50-322 

G 


8407120160* 

50-322 

G 


8407120264 

50-322 

E 


8407120302 

50-322 

F 


8407120318 

50-322 

Q 


8407130077 

50-322 

E 


8407130433 

50-322 

G 


8407170048 

50-322 

0 


8407170075 

50-322 

0 


8407180201 

50-322 

Q 


8407180208 

50-322 

A 


8407180323 

50-322 

0 


8407180324* 

50-322 

G 


8407180327* 

50-322 

G 


8407190002 

50-322 

T 


8407190004* 

50-322 

T 


8407190005* 

50-322 

T 


8407190006* 

50-322 

T 


8407190007* 

50-322 

T 


8407190010* 

50-322 

T 


8407190012* 

50-322 

T 


8407190233 

50-322 

0 


8407190235* 

50-322 

0 


8407190507 

50-322 

G 


8407190510 

50-322 

G 


8407230031 

50-322 

0 


8407240301* 

50-322 

G 


8407250223 

50-322 

T 


8407250231* 

50-322 

T 


8407260488 

50-322 

0 


8407300034 

50-322 

0 


8407300447 

50-322 

0 


8407300451* 

50-322 

G 


8407310302 

50-322 

0 


8407310307* 

50-322 

0 


AUTHOR 

affiliation 


Lorion# J. 


Los Alamos Scientific Laboratory 
Louisiana Power S: Light Co. 


Louisiana* State of 


Lutheran Hosp. of Ft. Wayne, Inc. , Ft. 
Wayne, IN 

MHB Technical Associates 

MPR Associates, Inc. 

Maine Yankee Atomic Power Co. 


Maine, State of 

Manville Service Corp. 
Marsh & McLennan, Inc. 


Maryland, State of 

Massachusetts Institute of Technology, 
Cambridge, MA 


Materials Engineering Associates, Inc. 
Maxima Corp. 

Metropolitan Edison Co. 


ACCESSION 

NUMBER 


840731 03 14-» 
84073 1031 9* 
8407310323* 
8407090308 
8407120172 

8407120172 

8407130238 

8407190512 

8407190512 

8407230024 

8407100360* 

8407020431 

8407020435* 

8407060030 

8407060077 

8407100117 
8407100569 
84071 300B4 
8407130168 
8407130330 

8407180222 

8407230193 

8407240095 

8407240106* 

8407270437 

8407300442 

8407300459 

8407310219 

8407310240 

8407310396* 

8407310411* 

8407170563 

8407170570 

8407170579 

8407170579 

8407180023* 

8407180023* 

8407310295 

8407200064* 

8407300053* 

8407130203* 
84070201 14 
8407020310 
8407030076 
8407090016 

8407090149 

8407100382 

8407100538 

8407110194 

8407130486 

8407130487* 

8407160117 

8407170227 

8407230160 

8407240289 

8407260287 

8407300188 

8407300277 

8407300282* 

8407310103 

8407310306 

8407050205 

8407050209* 

8407100437 

8407020299 

8407020311 

8407130310 

8407300180 

8407020143* 

8407020429 


8407020450 

8407090106 

8407240480* 

8407020275* 

8407230295* 

8407060073 

8407090082 

8407090343 

8407090350 

8407100304 

8407120133 

8407130155 

8407130162 


SUBJECT 

CATEGORY 


50-322 0 

50-322 0 

50-322 0 

50-250 0 

50-250 0 

50-250 0 

50-250 0 

50-250 0 

50-250 0 

50-250 Q 

50-317 P 
50-382 A 
50-382 A 
50-382 A 
50-382 E 

50-382 1 

50-382 S 
50-382 S 
50-382 S 
50-382 S 

50-382 A 
50-382 Q 
50-382 F 
50-382 F 
50-382 T 

50-382 S 
50-382 S 
50-382 S 
50-382 F 
50-382 Q 

50-382 8 

50-458 Q 
50-458 O 
50-458 Q 
50-458 C 

50-458 G 
50-458 O 
50-416 O 

70- 1993 

50-275 a 
FOIA 

50-309 R ■ 
50-309 F 
50-309 P 
50-309 P 

50-309 S 
50-309 P 
50-309 Q 

71- 9010 
50-309 F 

50-309 F 
50-309 P 
50-309 P 
50-309 F 
50-309 F 

50-309 P 
50-309 R 
50-309 P 
50-309 P 
50-309 S 

50-309 P 

PR 

PR 

PT21 

50-219 J 

50-259 J 
50-333 U 
TOPREP 
CONTRACT 
70-938 


71-9134 
50-206 S 
CONTRACT 
CONTRACT 
CONTRACT 

50-289 G 
50-289 0 

50-289 0 

50-289 G 
50-289 0 

50-289 0 

50-289 0 

50-289 0 



CORPORATE SOURCE INDEX 


545 


author 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8407160253 

50-289 

0 


8407190206 

50-289 

G 


8407190488 

50-289 

0 


8407270095 

50-289 

6 


8407270164 

50-289 

G 

Hichigan State Univ. , East Lansing, MI 

8407100129 

50-294 

P 

8407100134* 

50-294 

P 


8407120596 

50-294 

F 

Michigan, Univ. of. Ann Arbor, MI 

8407050162 

ACRS 


Hiddl# South Service, Inc. 

8407250192* 

50-416 

Q 


8407250195* 

50-416 

Q 

Midland-Ross Corp. 

8406040310* 

FOIA 


Minerals Exploration Co. (sobs, of Union 

8407030001 

40-8348 


Oil Co. of California) 

Mississippi Power Se Light Co. 

8407020274 

50-416 

8 

8407020286 

50-416 

S 


8407020340 

50-416 

Q 


8407020408 

50-416 

8 


8407030088 

50-416 

Q 


8407050024 

50-416 

Q 


8407060005 

50-416 

P 


8407060005 

50-416 

P 


8407060045* 

50-416 

Q 


8407060052* 

50-416 

Q 


S407060125 

50-416 

R 


8407060130* 

50-416 

R 


8407060135* 

50-416 

R 


8407060136* 

50-416 

R 


8407060165 

30-416 

P 


8407060165 

50-416 

P 


8407060191 

30-416 

S 


8407090077 

30-416 

P 


8407090077 

30-416 

P 


8407090117 

30-416 

s 


8407100267 

30-416 

Q 


8407100271* 

30-416 

Q 


8407100480 

50-416 

P 


8407100488 

30-416 

P 


8407100593 

30-416 

0 


8407100393 

30-416 

Q 


8407110118 

0407120186 

71-6601 

50-416 

8 


8407120186 

50-416 

8 


8407120529* 

50-416 

Q 


8407130334 

50-416 

H 


0407160178 

50-416 

P 


8407160178 

50-416 

P 


8407160226 

50-416 

Q 


8407190152 

50-416 

P 


8407200250 

50-416 

R 


8407240087 

50-416 

Q 


8407240196 

50-416 

P 


8407250181 

50-416 

Q 


8407250181 

50-416 

Q 


8407250379 

50-416 

S 


8407250465 

50-417 

s 


8407260163 

50-416 

p 


8407260330 

50-416 

Q 


8407260338 

50-416 

Q 


8407300131 

50-416 

P 


8407300131 

50-416 

P 


8407300141 

50-416 

0 


8407300166 

50-416 

G 


8407300166 

50-416 

G 


84073D0235 

50-416 

P 


8407310214 

50-416 

P 


8407310222 

50-416 

8 


8407310222 

50-416 

8 


8407310245 

50-416 

P 


8407310245 

50-416 

P 


8407310359 

50-416 

P 


8407310359 

50-416 

P 


84073 103B8 

50-416 

0 

Mississippi, State of 

8406250330 

WASTE MQT 

Missouri, Univ. of, Columbia, MO 

8407020032 

40-880 1 


Missouri, Univ. of, Rolls, MO 

8407190150 

50-123 

F 


8407190153* 50-123 F 

8407190374* 30-123 F 

Mitsubishi Xntsrnational Corp. (subs, of 8407300057 XPORTLIC 
Mitsubishi Corp. ) 

Mitsui Co- (USA), Irtc. (subs, of Mitsui 8407170157 XPORTLIC 

St Co. I Ltd. ) 

8407250360 XPORTLIC 

8407250363 XPORTLIC 

8407250392 XPORTLIC 


AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


Mitsui Air International, Inc. 

8407250370 

XPORTLIC 


Molycorp, Inc. 

8407020049 

40-0794 



8407020054* 

40-8794 


Monsanto Co. 

8407180025 

XPORTLIC 



8407180029* 

XPORTLIC 


Monsanto Research Corp. 

8407020041 

40-6500 


Morrison-Knudsen Co. , Inc. 

8407230103 

WASTE MGT 


NUS Corp. 

8406140229 

TOP REP 



8407020027 

71-9080 



8407110449 

FOIA 



8407110465 

FOIA 



8407120151 

50-275 1 

P 


8407240420 

WASTE MOT 



8407240430 

WASTE MOT 



8407240433 

WASTE MGT 



8407240583 

WASTE MGT 



8407270103 

TOP REP 


NUSAC. Inc. 

84O7X602BS* 

CONTRACT 



8407310193# 

CONTRACT 


NUTECH Engineers, Inc. 

8407100406* 

50-254 

Q 

National Academy of Sciences 

8407090344* 

CONTRACT 


National Science Foundation 

8407020174 

NUREG 


Navy, Dept, of 

8407110110 

71-9143 



8407120018 

71-87 



8407310265* 

CONTRACT 


Navy, Dept, of. Naval Sea Systems Command 

8407100194* 

40-8186 



9407100204* 

40-8186 


Nebraska Public Power District 

8407020146 

50-298 

R 


8407050002 

50-298 

R 


8407050019 

50-298 

R 


8407050045 

50-298 

R 


8407050074 

50-298 

R 


8407050081* 

50-298 

R 


8407050224 

50-298 

Q 


8407100215 

50-298 

F 


8407100472 

50-298 

P 


8407 100473* 

50-298 

P 


8407100536 

50-298 

F 


8407100542* 

50-298 

F 


8407100546* 

50-298 

F 


8407100563 

50-298 

P 


8407130326 

50-298 

Q 


8407170203 

50-298 

P 


8407170292 

50-298 

P 


8407170372 

50-298 

F 


8407190383 

50-298 

S 


8407230051 

50-298 

Q 


8407240163 

50-298 

P 


8407240167* 

50-298 

P 


3407250252 

50-298 

P 


8407250282 

50-290 

S 


B407250332 

50-298 

P 


8407270393 

50-298 

R 


8407300263 

50-290 

P 


8407300313 

50-298 

K 


8407300314* 

50-298 

K 

Nebraska, State of 

8407300202 

40-8829 


Nelner, B. (Bob Neiner Farms, Inc. ) 

8407120079 

50-456 

G 

Nevada, State of 

8407170006 

WASTE MGT 

8407170261* 

WASTE MGT 

New England Nuclear Corp. 

8407100054 

XPORTLIC 

8407300095* 

XPORTLIC 


8407300096* 

XPORTLIC 

New Jersey, State of 

8407090358 

50-354 

G 

8407170531 

50-354 

6 

New Mexico, Univ.. of. Albuquerque, NM 

B407250110 

50-252 . 

F 

New York, State of 

8407030206 

50-322 

6 

8407030216 

50-322 

0 


8407030218 

50-322 

G 


0407060011 

50-322 

0 


8407060016* 

50-322 

0 


8407090302 

50-322 

0 


8407090312 

50-322 

0 


8407090372 

50-322 

0 


8407110610 

70-687 



8407120614* 

State Prog 


8407120622* 

State Prog 


8407170526 

50-322: 

Q 


8407170565 

50-322 

T 


8407170569* 

50-322 

T 


8407170571* 

50-322 

T 


8407240238 

50-322 

0 


8407250264* 

50-322 

G 


840731 030B 

50-322 

0 

New York, au5q,uehanna & Western Railway 

8407120086* 

FOIA 



Carp. 
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CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Newman & Holtzinger 


Niagara Mohawk Poiuer Corp. 


Nichiran Shoshu Temple 


North Carolina^ State oF 
Northeast Nuclear Energy Co, 
Northeast Utilities) 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author ACCESSION 

affiliation number 

SUBJECT 

CATEGORY 

8407030325 

50-498 

G 

8407090080 

50-423 

A 

8407050156 

50-348 

G 

8407090105 

50-423 

A 

8407050156 

50-348 

G 

8407090160 

50-423 

E 

8407050164* 

50-348 

G 

8407100228 

50-336 

Q 

8407050164* 

50-348 

G 

8407100338 

50-336 

P 

8407100248 

50-348 

M 

8407110185 

71-6698 


8407100248 

50-348 

M 

8407110192 

71-9073 


8407100341 

50-348 

M 

8407120232 

50-336 

F 

8407100341 

50-348 

M 

8407120376 

50-336 

P 

8407100618 

50-348 

M 

8407130050 

50-423 

E 

8407190484 

50-461 

6 

8407130112 

50-423 

A 

8407190491 

50-461 

G 

8407130179 

50-423 

F 

8407250412 

50-348 

M 

8407130295 

50-423 

E 

8407250412 

50-348 

M 

8407130298 

50-213 

P 

8407250414* 

50-348 

M 

8407130336 

50-423 

A 

8407250414* 

50-348 

M 

8407160100 

50-213 

P 

8407260140 

50-250 

G 

8407160165 

50-423 

E 

8407310282 

50-250 

G 

8407160199 

50-423 

F 

8407020078 

70-45 


8407160201* 

50-423 

F 

8407020234 

50-410 

S 

8407170282 

50-423 

E 

8407020328 

50-220 

S 

8407170288 

50-245 

F 

8407020351 

50-220 

s 

8407170288 

50-245 

F 

8407020363 

50-220 

s 

8407170421 

50-245 

F 

8407020394 

50-220 

s 

8407170421 

50-243 

F 

8407020402 

50-410 

s 

8407180091 

50-336 

P 

8407020413 

50-410 

s 

8407190322 

50-423 

S 

8407030191 

50-220 

F 

8407200157 

50-245 

8 

8407030270 

50-410 

F 

8407200162 

50-336 

8 

8407030277* 

50-410 

F 

8407240194 

50-336 

P 

8407030283* 

50-410 

F 

8407240247 

50-213 

F 

8407030292* 

50-410 

F 

8407240325 

50-243 

P 

8407030298 

50-410 

S 

8407250349 

50-243 

F 

8407030331 

50-410 

8 

8407250377 

50-213 

F 

8407030368 

50-410 

S 

8407260290 

50-213 

Q 

8407030424 

50-220 

8 

8407300033 

50-336 

R 

8407030434 

50-410 

8 

8407300148 

50-423 

K 

8407030439 

50-220 

Q 

8407300170 

50-423 

E 

8407050197 

50-410 

F 

8407300187 

50-423 

E 

8407060197 

50-220 

P 

8407300194 

50-243 

R 

8407090113 

50-220 

P 

8407300261 

50-423 

E 

8407100481 

50-410 

I 

8407310336 

50-213 

P 

8407100561 

50-220 

K 

Northeaft Utilities 8407020130 

50-423 

8 

8407100567* 

50-220 

K 

8407020281 

50-336 

8 

8407100570 

50-220 

P 

8407020324 

50-423 

8 

8407100578* 

50-220 

P 

8407020370 

50-243 

F 

8407100587* 

50-220 

P 

8407030232 

50-243 

8 

8407110241* 

50-220 

Q 

8407050142 

50-336 

K 

8407120203 

50-410 

E 

8407050144* 

50-336 

K 

8407130180 

50-410 

A 

8407060119 

50-423 

8 

8407170262 

50-220 

P 

8407090080 

50-423 

A 

8407170274* 

50-220 

P 

8407090105 

50-423 

A 

8407170281* 

50-220 

P 

8407090160 

50-423 

E 

8407180105 

50-220 

Q 

8407100338 

50-336 

P 

8407190255 

50-220 

8 

8407110185 

71-6698 


8407190369 

50-410 

8 

8407120232 

50-336 

F 

8407190394 

50-410 

8 

8407120376 

50-336 

P 

8407190406 

50-410 

8 

8407130050 

50-423 

E 

8407190410 

50-410 

8 

8407130112 

50-423 

A 

8407190474 

50-220 

8 

8407130179 

50-423 

F 

8407200009 

50-220 

8 

8407130295 

50-423 

E 

8407200108 

50-220 

R 

8407130298 

50-213 

P 

8407230071 

50-220 

8 

8407130336 

50-423 

A 

8407230184 

50-410 

K 

8407160100 

50-213 

P 

8407230326 

50-410 

8 

8407160165 

50-423 

E 

8407250073 

50-220 

P 

8407160199 

50-423 

F 

8407250074* 

50-220 

P 

8407160201* 

50-423 

F 

8407250076* 

50-220 

P 

8407170282 

50-423 

E 

8407250168 

50-220 

K 

8407170288 

50-243 

F 

8407250170* 

50-220 

K 

8407170288 

50-245 

F 

8407260282 

50-410 

G ' 

8407170421 

50-245 

F 

8407260350 

50-410 

A 

8407170421 

50-245 

F 

8407270378 

50-410 

8 

8407180091 

50-336 

P 

8407310223 

50-220 

P 

8407190322 

50-423 

8 

8407130431 

40-2061 


8407200157 

50-245 

8 

8407130432 

40-2061 


8407200162 

50-336 

8 

8407160274 

40-2061 


8407240194 

50-336 

P 

8407270433* 

50-400 

A 

8407240247 

50-213 

F 

8407020130 

50-423 

8 

8407240325 

50-245 

P 




8407250261 

TOPREP 


8407020281 

50-336 

8 

8407230268 

TOP REP 


8407020324 

50-423 

8 







8407230274 

TOPREP 


8407020370 

50-245 

F 

8407230349 

50-245 

F 

8407030232 

50-245 

8 

. 8407230377 

50-213 

F 

8407030437 

50-245 

Q 

8407260290 

50-213 

Q 

8407060119 

50-423 

8 

8407300033 

50-336 

R 
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AUTHOR 
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" 8407300148 

50-423 

K 

Nuclear Control Institute 

8407100255 

XPORTLIC 


8407300 1 52-» 

50-423 

K 

Nuclear Energy Servicesi Inc. 

8407030032* 

50-443 

0 

8407300153# 

50-423 

K 


8407030038* 

50-443 

Q 

8407300170 

50-423 

e 


8407120493 

71-9193 


8407300187 

50-423 

E 


8407120504* 

71-9193 


8407300194 

50-245 

R 

Nuclear Fuel Services, Inc. (subs, of 

8407020243 

70-143 


8407300261 

50-423 

E 

Oetty Oil Co. ) 




8407310336 

50-213 

P 


8407020326 

70-143 


8407310415 

50-213 

P 


8407110028 

70-143 


States Poujer Co. 8407020104 

50-282 

R 


8407110138 

70-143 






8407120148 

70-143 


8407020104 

50-282 

R 





8407020131# 

50-263 

Q 


8407120164 

50-143 

c 

8407020491 

50-263 

R 


8407300450* 

70-143 


8407030199 

50-263 

P 

Nuclear Information 5< Resource Service 

8407030139 

50-400 

s 

8407030392 

50-293 

Q 


8407110499 

FOIA 






8407120124 

50-397 

p 

8407030428 

50-282 

S 





8407050051 

50-263 

J 


8407120267 

PR 


8407050103 

50-263 

J 


8407120271* 

PR 


8407060118 

50-263 

S 


8407240327 

PR 


8407090092 

50-263 

S 


8407240332* 

PR 






8407240335 

PR 


8407100175 

50-263 

P 





8407100280 

50-282 

P 

Nuclear Metals, Inc, 

8407100160* 

40-672 


8407100280 

50-282 

P 


8407300303* 

40-672 


8407100521 

50-263 

F 

Nuclear Products Co, 

8407100433* 

50-482 

F 

8407120103* 

50-282 

S 

Nutherm International, Inc. 

8407310090 

50-10 

S 





8407310325 

50-293 

s 

8407130032 

50-282 

F 





8407130032 

50-282 

F 

O'Neill. J. 

8407030459 

50-155 

G 

8407130178 

50-282 

F 

Oak Ridge Associated Univs. 

8407110573 

70-25 


8407130178 

50-282 

F 

Oak Ridge National Laboratory 

8407020156 

NUREG 


8407160174 

50-282 

P 


8407020266 

NUREO 






8407020419 

40-1341 


8407160174 

50-202 

P 





8407160177 

50-263 

S 


8407020426* 

40-1341 


8407160235 

50-282 

P 


8407060056 

NUREG 


8407160235 

50-282 

P 


8407100360* 

50-317 

P 

8407170355* 

50-282 

Q 


8407110018 

NUREG 






8407120158 

WASTE MOT 

8407180142 

50-282 

K 





8407180142 

50-282 

K 


8407160280 

NUREG 


8407180144* 

50-282 

K 


8407160292* 

WASTE MGT 

8407180211 

50-282 

P 

Ogle Petroleum, Inc. 

8407270068 

40-8745 


8407180211 

50-282 

P 

Ohio Citizens for Responsible Energy 

8204300097* 

PRM 






8407100617 

50-440 

G 

8407180216* 

50-282 

P 





8407180216* 

50-282 

P 


8407100617 

50-440 

0 

8407180230 

50-282 

P 


8407100622* 

50-440 

G 

8407180230 

50-282 

P 


8407100622* 

50-440 

G 

8407180233* 

50-282 

P 


8407120099 

50-440 

G 





8407120099 

50-440 

G 

8407180233* 

50-282 

P 





8407180236* 

50-282 

P 


8407120176 

FOIA 


8407180236* 

50-282 

P 


8407130276 

50-440 

G 

8407190329 

50-263 

P 


8407270256 

50-440 

H 

8407200087 

50-282 

P 

Ohmart Corp. 

8407200216* 

MISC 






8407200217* 

MISC 


8407200087 

50-282 

P 





8407200089* 

50-282 

P 

Oklahoma, Univ. of, Norman, OK 

8407120632 

NUREO 


8407200089* 

50-282 

P 

Omaha Public Power District 

8407050219 

50-285 

Q 

8407200093* 

50-282 

P 


8407060179 

50-285 

P 

8407200093* 

50-282 

P 


8407060181* 

50-285 

P 





8407090240 

50-285 

Q 

8407200094* 

50-282 

P 





8407200094* 

50-282 

P 


8407100543 

50-285 

P 

8407230154* 

50-282 

Q 


8407130333 

50-285 

P 

8407230154* 

50-282 

Q 


8407170383 

50-285 

Q 

8407230210 

71-9001 



8407180156 

50-285 

H 





8407190173 

50-285 

S 

8407260023 

50-282 

Q 





8407260336 

50-263 

8 


8407230308 

50-285 

H 

8407270008 

50-306 

S 


8407250095 

50-285 

K 

8407270058 

50-263 

Q 


8407260318 

50-285 

R 

8407270231 

50-263 

S 


8407310206 

50-285 

P 





8407310215 

50-285 

P 

8407270422 

50-282 

R 





8407300058 

50-263 

R 


3407310236 

50-285 

P 

8407310165 

50-282 

a 

Oregon State Univ. , Corvallis, OR 

8407030205 

50-243 

F 

Northrop Corp. 8407100430 

50-187 

P 


8407030210* 

50-243 

F 

Northwestern Oklahoma State Univ. . Alva, 8407020199* 

70-1167 



8407310127 

50-243 

F 

QK 




8407310134* 

50-243 

F 

8407020209* 

70-1167 


Pacific Air Products Co. 

8407120283 

QA999 


8407020254* 

70-1167 


Pacific Gas ?k Electric Co. 

8407020014 

50-275 

F 

Norton, Burke, Berry 8t French 8407300422* 

50-275 

Q 


8407020014 

50-275 

F 

0407300422* 

50-275 

& 


8407020019* 

50-275 

F 

8407300426* 

50-275 

Q 


0407020019* 

50-275 

F 

8407300426* 

50-275 

Q 


8407020 113 

50-275 

R 

8407300429* 

50-275 

Q 


8407020296 

50-275 

P 

8407300429* 

50-275 

0 


8407020296 

50-275 

P 

Nuclear Assurance Corp, 8407110114 

71-9183 



8407020305* 

50-275 

P 

8407110144 

50-266 

F 


8407020312* 

50-275 

P 

8407110168 

50-266 

F 


8407020373 

50-133 

R 

8407110277 

50-295 

P 


8407020456 

50-275 

P 

8407310511 

71-9183 



8407020459* 

50-275 

P 

8407310518* 

71-9183 



8407030241 

50-275 

P 
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Neujman & Holtzinger 

8407030325 

50-498 

G 


8407090080 

50-423 

A 


8407050156 

50-348 

G 


8407090105 

50-423 

A 


8407050156 

50-348 

G 


8407090160 

50-423 

E 


8407050164* 

50-348 

0 


8407100228 

50-336 

Q 


8407050164* 

50-348 

G 


8407100338 

50-336 

P 


8407100248 

50-348 

M 


8407110185 

71-6698 



8407100248 

50-348 

M 


8407110192 

71-9073 



8407100341 

50-348 

M 


8407120232 

50-336 

F 


8407100341 

50-348 

n 


8407120376 

50-336 

P 


8407100618 

50-348 

M 


8407130050 

50-423 

E 


8407190484 

50-461 

G 


8407130112 

50-423 

A 


8407190491 

50-461 

G 


8407130179 

50-423 

F 


8407250412 

50-348 

M 


8407130295 

50-423 

E 


8407250412 

50-348 

M 


8407130298 

50-213 

P 


8407250414* 

50-348 

M 


8407130336 

50-423 

A 


8407250414* 

50-348 

M 


8407160100 

50-213 

P 


8407260140 

50-250 

G 


8407160165 

50-423 

E 


8407310282 

50-250 

G 


8407160199 

50-423 

F 

Niagara Mohawk Power Corp, 

8407020078 

70-45 



8407160201* 

50-423 

F 


8407020234 

50-410 

S 


8407170282 

50-423 

E 


8407020328 

50-220 

S 


8407170208 

50-245 

F 


8407020351 

50-220 

S 


8407170288 

50-245 

F 


8407020363 

50-220 

S 


8407170421 

50-245 

F 


8407020394 

50-220 

S 


8407170421 

50-245 

F 


8407020402 

50-410 

S 


8407180091 

50-336 

P 


8407020413 

50-410 

S 


8407190322 

50-423 

S 


8407030191 

50-220 

F 


8407200157 

50-245 

S 


8407030270 

50-410 

F 


8407200162 

50-336 

8 


8407030277* 

50-410 

F 


8407240194 

50-336 

P 


8407030283# 

50-410 

F 


8407240247 

50-213 

F 


8407030292* 

50-410 

F 


8407240325 

50-245 

P 


8407030298 

50-410 

S 


8407250349 

50-245 

F 


8407030331 

50-410 

S 


8407250377 

50-213 

F 


8407030368 

50-410 

s 


8407260290 

50-213 

Q 


8407030424 

50-220 

8 


8407300033 

50-336 

R 


8407030434 

50-410 

S 


8407300148 

50-423 

K 


8407030439 

50-220 

Q 


8407300170 

50-423 

E 


8407050197 

50-410 

F 


8407300187 

50-423 

E 


8407060197 

50-220 

P 


8407300194 

50-245 

R 


8407090113 

50-220 

P 


8407300261 

50-423 

E 


8407100481 

50-410 

I 


8407310336 

50-213 

P 


8407100561 

50-220 

K 

Northeast Utilities 

8407020130 

50-423 

8 


8407100567* 

50-220 

K 


8407020281 

50-336 

8 


8407100570 

50-220 

P 


8407020324 

50-423 

8 


84071 00 57B* 

50-220 

P 


8407020370 

50-245 

F 


8407100587* 

50-220 

P 


8407030232 

50-245 

S 


8407110241* 

50-220 

Q 


8407050142 

50-336 

K 


8407120203 

50-410 

E 


8407050144* 

50-336 

K 


8407130180 

50-410 

A 


8407060119 

50-423 

8 


8407170262 

50-220 

P 


8407090080 

50-423 

A 


8407170274* 

50-220 

P 


8407090105 

50-423 

A 


8407170281* 

50-220 

P 


8407090160 

50-423 

E 


8407180105 

50-220 

0 


8407100338 

50-336 

P 


0407190255 

50-220 

8 


8407110185 

71-6698 



8407190369 

50-410 

8 


8407120232 

50-336 

F 


8407190394 

50-410 

S 


8407120376 

50-336 

P 


8407190406 

50-410 

8 


8407130050 

50-423 

E 


8407190410 

50-410 

S 


8407130112 

50-423 

A 


8407190474 

50-220 

S 


8407130179 

50-423 

F 


8407200009 

50-220 

8 


8407130295 

50-423 

E 


8407200108 

50-220 

R 


8407130298 

50-213 

P 


8407230071 

50-220 

8 


8407130336 

50-423 

A 


8407230184 

50-410 

K 


8407160100 

50-213 

P 


8407230326 

50-410 

8 


8407160165 

50-423 

E 


8407250073 

50-220 

P 


8407160199 

50-423 

F 


8407250074* 

50-220 

P 


8407160201* 

50-423 

F 


8407250076* 

50-220 

P 


8407170282 

50-423 

E 


8407250168 

50-220 

K 


8407170288 

50-245 

F 


8407250170* 

50-220 

K 


8407170288 

50-245 

F 


8407260282 

50-410 

0 ' 


8407170421 

50-245 

P 


8407260350 

50-410 

A 


8407170421 

50-245 

F 


8407270378 

50-410 

8 


8407180091 

50-336 

P 


0407310223 

50-220 

P 


8407190322 

50-423 

8 

Nichiren Shoshu Temple 

0407130431 

40-2061 



8407200157 

50-245 

8 


8407130432 

40-206 1 



8407200162 

50-336 

8 


8407160274 

40-206 1 



8407240194 

50-336 

P 

North Carolina* State of 

0407270433* 

50-400 

A 


8407240247 

50-213 

F 

Northeast Nuclear Energy Co. (subs, of 

8407020130 

50-423 

8 


8407240325 

50-245 

P 

Northeast Utilities) 





8407250261 

TOPREP 



8407020281 

50-336 

8 


8407250268 

TOPREP 



8407020324 

50-423 

8 










6407250274 

TOPREP 



8407020370 

50-243 

F 


8407250349 

50-245 

F 


8407030232 

50-243 

8 


. 8407250377 

50-213 

F 


8407030437 

50-245 

Q 


8407260290 

50-213 

Q 


8407060119 

50-423 

8 


8407300033 

50-336 

R 
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AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407300148 

50-423 

K 

Nuclear Control Institute 


8407100255 

XPORTLIC 


8407300152* 

50-423 

K 

Nuclear Energy Services, Inc. 


8407030032* 

50-443 

Q 

8407300153* 

50-423 

K 



8407030038* 

50-443 

Q 

8407300170 

50-423 

E 



8407120493 

71-9193 


8407300187 

50-423 

E 



8407120504* 

71-9193 


8407300194 

50-245 

R 

Nuclear Fuel Services, Inc. (subs, of 

8407020243 

70-143 


8407300261 

50-423 

E 

Getty Oil Co. > 





8407310336 

50-213 

P 



8407020326 

70-143 


8407310415 

50-213 

P 



8407110028 

70-143 


Marthern States Power Co. 8407020104 

50-282 

R 



8407110138 

70-143 







8407120148 

70-143 


8407020104 

50-282 

R 






8407020131* 

50-263 

Q 



8407120164 

50-143 

C 

8407020491 

50-263 

R 



8407300450* 

70-143 


8407030199 

50-263 

P 

Nuclear Information Zt Resource 

Servi c e 

8407030139 

50-400 

s 

8407030392 

50-293 

Q 



8407110499 

FOIA 







8407120124 

50-397 

P 

8407030428 

50-282 

S 






8407030051 

50-263 

J 



8407120267 

PR 


8407050103 

50-263 

J 



8407120271* 

PR 


8407060118 

50-263 

8 



8407240327 

PR 


8407090092 

50-263 

S 



8407240332* 

PR 







8407240335 

PR 


8407100175 

50-263 

P 






8407100280 

50-282 

P 

Nuclear Metals, Inc. 


8407100160* 

40-672 


8407100280 

50-282 

P 



8407300303* 

40-672 


8407100521 

50-263 

F 

Nuclear Products Co. 


8407100433* 

50-482 

F 

8407120103* 

50-282 

8 

Nutherm International, Inc. 


8407310090 

50-10 

S 






8407310325 

50-293 

S 

8407130032 

50-282 

F 






8407130032 

50-282 

F 

O'Neill. J. 


8407030459 

50-155 

G 

8407130178 

50-282 

F 

Oak Ridge Associated Univs. 


8407110573 

70-25 


8407130178 

50-282 

F 

Oak Ridge National Laboratory 


8407020156 

NUREG 


8407160174 

50-282 

P 



8407020266 

NUREO 







8407020419 

40-1341 


8407160174 

50-282 

P 






8407160177 

50-263 

S 



8407020426# 

40-1341 


8407160235 

50-282 

P 



8407060056 

NUREG 


8407160235 

50-282 

P 



8407100360* 

50-317 

P 

8407170355* 

50-282 

0 



8407110018 

NUREG 







8407120158 

WASTE MGT 

8407180142 

50-282 

K 






8407180142 

50-282 

K 



8407160280 

NUREG 


8407180144* 

50-282 

K 



8407160292* 

WASTE MGT 

8407180211 

50-282 

P 

Ogle Petroleum, Inc. 


8407270068 

40-8745 


8407180211 

50-282 

P 

Ohio Citizens for Responsible 

Energy 

8204300097* 

PRM 







8407100617 

50-440 

G 

8407180216* 

50-282 

P 






8407180216* 

50-282 

P 



8407100617 

50-440 

G 

8407180230 

50-282 

P 



8407100622* 

50-440 

G 

8407180230 

50-282 

P 



8407100622* 

50-440 

6 

8407180233* 

50-282 

P 



8407120099 

50-440 

G 






8407120099 

50-440 

G 

8407180233* 

50-282 

P 






8407180236* 

50-282 

P 



8407120176 

FQIA 


8407180236* 

50-282 

P 



8407130276 

50-440 

G 

8407190329 

50-263 

P 



8407270256 

50-440 

H 

8407200087 

50-282 

P 

Ohmart Corp. 


8407200216* 

MISC 







8407200217* 

MISC 


8407200087 

50-282 

P 






8407200089* 

50-282 

P 

Oklahoma, Univ. of, Norman, OK 

8407120632 

NUREO 


8407200089* 

50-282 

P 

Omaha Public Power District 


8407050219 

50-285 

Q 

8407200093* 

50-282 

P 



8407060179 

50-285 

P 

8407200093* 

50-282 

P 



8407060181* 

50-285 

P 






8407090240 

50-285 

Q 

8407200094* 

50-282 

P 






8407200094* 

50-282 

P 



8407100543 

50-285 

P 

8407230134* 

50-282 

Q 



8407130333 

50-285 

P 

8407230154* 

50-282 

Q 



8407170383 

50-285 

0 

8407230210 

71-9001 




8407180156 

50-285 

H 






8407190173 

50-285 

S 

8407260023 

50-282 

Q 






8407260336 

50-263 

8 



8407230308 

50-285 

H 

8407270008 

50-306 

S 



8407250095 

50-285 

K 

8407270058 

50-263 

Q 



8407260318 

50-285 

R 

8407270231 

50-263 

8 



8407310206 

50-285 

P 






8407310215 

50-285 

P 

8407270422 

50-282 

R 






8407300058 

50-263 

R 



8407310236 

50-285 

P 

8407310165 

50-282 

Q 

Oregon State Univ. , Corvallis 

, OR 

840703020 S 

50-243 

F 

Northrop Corp. 8407100430 

50-187 

P 



8407030210* 

50-243 

F 

Northwestern Oklahoma State Univ. , Alva, 8407020199* 

70-1167 




8407310127 

50-243 

F 

OK 





8407310134* 

50-243 

F 

8407020209* 

70-1167 


Pacific Air Products Co. 


8407120283 

QA999 


8407020254* 

70-1167 


Pacific Gas Ik Electric Co. 


8407020014 

50-275 

f 

Norton, Borke, Berry French 8407300422* 

50-275 

0 



8407020014 

50-275 

F 

8407300422* 

50-275 

0 



8407020019* 

50-275 

F 

8407300426* 

50-275 

0 



8407020019* 

50-275 

F 

8407300426* 

50-275 

0 



8407020113 

50-275 

R 

8407300429* 

50-275 

0 



8407020296 

50-275 

P 

8407300429* 

50-275 

G 



8407020296 

50-275 

P 

Nuclear Assurance Corp. 8407110114 

71-9183 




8407020305* 

50-275 

P 

8407110144 

50-266 

F 



8407020312* 

50-275 

P 

8407110168 

50-266 

F 



8407020373 

50-133 

R 

8407110277 

50-295 

P 



8407020456 

50-275 

P 

8407310511 

71-9183 




8407020459* 

50-275 

P 

8407310518* 

71-9183 




8407030241 

50-275 

P 
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AUTHOR 

AFFILIATION 


Pacific Nuclear System® !< Services^ 
Pacific Valves* Inc. 

Palmetto Alliance 

Parameter* Inc. 

Paul Hunroe Hydraulics* Inc. 
Pedderson* Henzimer* Conde^ Stoner 
Killoren 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407030287 

50-275 

F 

8407030313 

50-275 

P 

8407030313 

50-275 

P 

8407050122 

50-275 

P 

8407060126* 

50-275 

0 

8407090018 

50-275 

Q 

8407090100 

50-133 

0 

8407090213 

50-275 

S 

8407090259 

50-275 

P 

8407090259 

50-275 

P 

8407100301 

50-275 

P 

8407100425 

50-275 

P 

8407100425 

50-275 

P 

8407100448 

50-275 

P 

8407100448 

50-275 

P 

8407100523 

50-275 

P 

8407100527 

50-275 

P 

8407100574 

50-275 

F 

8407110414 

50-275 

P 

8407110414 

50-275 

P 

8407130299 

50-275 

P 

8407160029 

50-275 

F 

8407160029 

50-275 

F 

8407160034* 

50-275 

F 

8407160034* 

50-275 

F 

8407160305 

50-275 

0 

8407170110* 

50-275 

P 

8407170111* 

50-275 

P 

8407170115* 

50-275 

P 

8407170120* 

50-275 

P 

8407170123* 

50-275 

P 

8407170129* 

50-275 

P 

8407170131* 

50-275 

P 

8407170135* 

50-275 

P 

8407170139* 

50-275 

P 

8407180065 

50-275 

P 

8407180068* 

50-275 

P 

8407180068* 

50-275 

P 

8407230043 

50-275 

P 

8407230101 

50-275 

0 

8407230101 

50-275 

0 

8407230162 

50-275 

p 

8407230162 

50-275 

p 

8407240119 

50-275 

F 

8407240123* 

50-275 

F 

8407240294 

50-275 

H 

8407250114 

50-275 

P 

8407250114 

50-275 

P 

8407250315 

50-275 

H 

8407270013 

50-275 

P 

8407270066 

50-275 

P 

8407270361 

50-275 

R 

8407300009 

50-275 

0 

8407300009 

50-275 

0 

8407300372 

50-133 

R 

8407300417 

50-275 

0 

8407300417 

50-275 

0 

8407300422* 

50-275 

0 

8407300422* 

50-275 

0 

8407300426* 

50-275 

0 

8407300426* 

50-275 

0 

8407300429* 

50-275 

0 

8407300429* 

50-275 

0 

8407300433* 

50-275 

0 

8407300433* 

50-275 

0 

8407300437* 

50-275 

0 

8407300437* 

50-275 

0 

8407300440* 

50-275 

0 

8407300440* 

50-275 

0 

8407310346 

50-275 

p 

8407240612 

WASTE MOT 

8407250424 

WASTE MOT 

8407190298 

QA999 


8407200068 

QA999 


8407090157 

50-413 

0 

8407120100 

50-413 

F 

8407130250 

50-413 

0 

8407170537 

50-413 

0 

8407240305 

50-413 

0 

8407240593* 

CONTRACT 


8407200040 

50-261 

8 

8407060095 

50-454 

0 

8407100588 

50-454 

0 

8406260398* 

50-388 

Q 


AUTHOR 

AFFILIATION 


Pennsy Ivania* Commonwealth of* 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8406260401* 

50- 

-388 

Q 

8407020432 

50- 

-387 

R 

8407020436* 

50- 

-387 

R 

8407020437* 

50- 

-387 

R 

8407020487 

50-388 

S 

8407060006 

50- 

-388 

S 

8407060184 

50- 

-388 

8 

8407060227 

50- 

-388 

S 

8407100261 

50- 

-387 

P 

840711 02 S9* 

50- 

-388 

Q 

8407110276* 

50- 

-388 

Q 

8407120183 

50- 

-387 

F 

8407160160 

50-387 

F 

8407190376 

50- 

-388 

S 

8407190407 

50- 

-388 

s 

8407200288 

SO- 

-387 

s 

8407230268 

50- 

-387 

R 

8407230268 

50-387 

R 

84072401 13 

50- 

-387 

P 

8407240317 

50-387 

P 

8407250211 

50- 

-387 

P 

8407250211 

50- 

-387 

P 

8407250290 

50- 

-387 

F 

8407250290 

50- 

-387 

F 

8407260155 

50- 

-387 

K 

8407260155 

50- 

-387 

K 

8407260160* 

50- 

-387 

K 

8407260160* 

50- 

-387 

K 

8407260167* 

50-387 

K 

8407260167* 

50- 

-387 

K 

8407260177* 

50- 

-387 

K 

8407260177* 

50- 

-387 

K 

8407260185* 

50- 

-307 

K 

8407260185* 

50- 

-387 

K 

0407260190* 

50- 

-387 

K 

8407260190* 

50- 

■387 

K 

8407260195* 

50- 

■387 

K 

8407260195# 

50- 

■387 

K 

8407260202* 

50- 

■387 

K 

8407260202* 

50-387 

K 

8407260209* 

50-387 

K 

8407260209* 

50- 

■387 

K 

8407260214* 

50-387 

K 

8407260214* 

50- 

■387 

K 

8407260219* 

50- 

■387 

K 

8407260219* 

50-387 

K 

8407260222* 

50-387 

K 

8407260222* 

50- 

■387 

K 

8407260228* 

50- 

-387 

K 

8407260228* 

30- 

-387 

K 

8407260234* 

50- 

■387 

K 

0407260234* 

50- 

-387 

K 

8407260241* 

50- 

■387 

K 

8407260241* 

50-387 

K 

8407260249* 

50- 

■387 

K 

8407260249* 

50- 

-387 

K 

8407260255* 

50- 

■387 

K 

8407260255* 

50-387 

K 

8407260260* 

50- 

-387 

K 

8407260260* 

50-387 

K 

8407260263* 

50- 

-387 

K 

8407260263* 

50-387 

K 

8407260270* 

50- 

■387 

K 

0407260270* 

50-387 

K 

0407260280* 

50-387 

K 

8407260280* 

50- 

■387 

K 

8407270443 

50-387 

R 

8407270443 

50-387 

R 

8407310147 

50-387 

F 

8407310147 

50- 

-387 

F 

8407310356 

50-387 

F 

8407310356 

50-387 

F 

8407310361 

30-387 

K 

8407310361 

50-387 

K 

8407310364* 

50-387 

K 

8407310364* 

50-387 

K 

8407060187 

50-352 

A 

8407090341 

30- 

-289 

0 

8407120098 

50-289 

0 

0407120178* 

50- 

■289 

0 

8407130212 

50-289 

0 

8407130318 

50- 

-289 

0 

8407160278 

50- 

■352 

Q 

8407160278 

50- 

■352 

Q 

8407160286* 

50-352 

Q 


Pennsylvania Power & Light Co. 
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author 

AFFILIATION 


'nUdelphia Electric Co. 


ACCESSION 

NUMBER 


8407160286* 

8407190204 

8407190204 

8407190212* 

8407190212* 

8407260487 

8407260490* 

8407260493 

8407020306 

8407020389 

8407020389 

8407020396* 

8407020396* 

8407020400* 

8407020400* 

8407020512 

8407020512 

8407030251 

8407030254 

8407030254 

8407030266* 

8407030271* 

8407030271* 

8407030278* 

8407030278* 

8407030282* 

8407030282* 

8407030311* 

8407030394 

8407060138 

8407060173 

8407090094 

8407090094 

8407090109 

8407090145 

8407090145 

8407090153* 

8407090153* 

8407090292* 

8407100274 

8407100274 

8407100440 

8407100440 

8407100609 

8407100609 

8407100614* 

8407100614* 

8407110440 

8407120071 

8407120071 

8407120084 

8407120084 

8407120087* 

8407120087* 

8407120092* 

8407120092* 

8407120165 

8407120276 

8407130072 

8407130247 

8407130247 

8407130296 

8407130296 

8407130297* 

8407130297* 

8407130323 

8407130340 

8407170084 

8407170084 

8407170377 

8407170377 

8407190247 

8407190366 

8407230061 

8407230061 

8407230063 

8407230144 

8407230146* 

8407230306 

8407230346 

8407230346 

8407240333 

8407250207 

8407250207 

8407250286 


SUBJECT 

CATEGORY 

50-352 

0 

50-352 

G 

50-352 

0 

50-352 

0 

50-352 

G 

50-289 

G 

50-289 

G 

50-352 

G 

50-352 

F 

50-352 

K 

50-352 

K 

50-352 

K 

50-352 

K 

50-352 

K 

50-352 

K 

50-352 

G 

50-352 

G 

50-352 

S 

50-352 

A 

50-352 

A 

50-352 

A 

50-352 

C 

50-352 

C 

50-352 

F 

50-352 

F 

50-352 

K 

50-352 

K 

50-277 

G 

50-277 

S 

50-277 

P 

50-352 

E 

50-277 

a 

50-277 

Q 

50-277 

p 

50-352 

0 

50-352 

G 

50-352 

G 

50-352 

G 

50-277 

Q 

50-352 

G 

50-352 

G 

50-352 

A 

50-352 

A 

50-352 

G 

50-352 

G 

50-352 

G 

50-352 

70-2988 

G 

50-352 

G 

50-352 

G 

50-352 

0 

50-352 

0 

50-352 

0 

50-352 

0 

50-352 

G 

50-352 

0 

50-278 

S 

50-277 

S 

50-277 

s 

50-352 

0 

50-352 

G 

50-352 

E 

50-352 

E 

50-352 

E 

50-352 

E 

50-277 

F 

50-278 

S 

50-352 

Q 

50-352 

Q 

50-277 

Q 

50-277 

Q 

50-277 

R 

50-352 

S 

50-352 

A 

50-352 

A 

50-277 

F 

50-352 

Q 

50-352 

Q 

50-352 

0 

50-352 

0 

50-352 

0 

50-278 

p 


50-352 0 
50-352 0 
50-277 S 


AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8407250371 

50-352 

A 

8407260026 

50-352 

A 

8407260026 

50-352 

A 

8407260173 

50-277 

K 

8407260208 

50-352 

F 

8407260208 

50-352. 

F 

8407260495 

50-352 

G 

8407260495 

50-352 

G 

8407270028 

50-278 

P 

8407270179 

50-352 

A 

8407270274 

50-352 

E 

8407270277 

50-277 

Q 

8407300189 

50-352 

Q 

8407300189 

50-352 

Q 

8407300224 

50-277 

F 

8407300224 

50-277 

F 

8407310073 

50-277 

S 

8407310135* 

50-277 

G 

8407310182 

50-352 

A 

8407310287 

50-352 

G 

8407310368* 

50-352 

Q 

8407310368* 

50-352 

G 

Philadelphia. PA 8407100237 

50-352 

G 

• 8407310297 

50-352 

G 

Plateau Reaourcesi Ltd. 8407020067 

40-8698 


Portland General Electric Co. 8407020147 

50-344 

R 

8407030338 

50-344 

P 

8407030366 

50-344 

P 

8407060021 

50-344 

S 

8407060221* 

50-344 

Q 

8407100514 

50-344 

Q 

8407130252 

50-344 

V 

8407130315 

50-344 

F 

8407200074 

50-344 

P 

8407200110* 

50-344 

P 

8407200128* 

50-344 

P 

0407240230 

50-344 

P 

9407270441 

50-344 

R 

0407300144 

50-344 

Q 

84073001 86 

50-344 

F 

8407300228 

50-344 

P 

Potts town. PA 8407060121 

50-352 

G 

8407060121 

50-352 

G 

8407090173* 

50-352 

G 

8407090173* 

50-352 

G 

Pouier Authority of the State of New York 8407020346 

50-286 

F 

8407020425 

50-286 

P 

8407060214 

50-333 

P 

8407090143 

50-286 

S 

8407090215 

50-286 

P 

8407090243 

50-333 

P 

8407090245* 

50-333 

P 

8407100287 

50-333 

P 

8407100374 

50-286 

P 

8407110065 

50-286 

F 

8407110327 

50-286 

F 

8407110527* 

50-286 

Q 

8407110540* 

50-286 

Q 

8407130199 

SO-333 

R 

8407190091 .. 

50-286 

R 

8407190438 

50-286 

S 

8407200086 

50-333 

F 

8407200189 

50-286 

P 

8407230009 

50-333 

P 

8407240074 

50-333 

G 

8407240078 

50-333 

F 

8407240310 

50-286 

P 

8407240507 

50-286 

S 

8407250359 

50-333 

K 

8407260279 

50-286 

G 

8407270188 

50-247 

P 

8407270201* 

50-247 

P 

0407270264 

30-333 

P 

8407270266* 

50-333 

P 

8407300171 

50-286 

K 

8407300174* 

30-286 

K 

pQuier Breakers^ Inc. 8407120037 

QA999 


Public Interest Research GroUp» New York 8407030344 

PR 


Public Service Co, of Colorado 8407020137 

30-267 

P 

8407020291 

30-267 

F 

8407030175 

30-267 

S 

8407050303 

30-267 

P 

8407090182 

30-267 

P 

8407090187 

50-267 

8 

8407090207 

30-267 

e 
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Public Service 
Public Service 


Public Service 
Jersey 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8407090250 

50-267 

S 


8407270002 

50-272 

F 


8407090320 

50-267 

P 

Pullman/ Inc. 

8407160307* 

50-275 

C 


8407090323* 

50-267 

P 


8407170127* 

50-275 

F 


8407090327* 

50-267 

P 

Purdue Univ. , West Lafayette/ IN 

8407100360* 

50-317 

F 


8407100548 

50-267 

P 


8407180045* 

CONTRACT 


8407130316 

50-267 

Q 

Quadrex Corp. 

8407240233* 

50-275 

G 


8407130332 

50-267 

F 

R&D Associates 

8407250137* 

CONTRACT 


8407200006 

50-267 

P 

Radiation Management Corp. 

8407020283 

40-8724 



8407230050 

50-267 

F 

Research Group, Inc. 

8407020354 

40-8663 



8407230333 

50-267 

Q 

Rhode I s 1 a : ! ■ S r ai o r f 

8407190442 

50-193 

E 


8407240561 

50-26-’ 

Q 


8407240261 

WASTE MGT 


8407260198 

50-267 

K 


8407260196 

50-193 

c 


8407260200* 

50-267 

K 

Rio Algom Corp. 

8407020066 

40-8084 



8407270281 

50-267 

F 


8407020138 

40-8084 



8407300443 

50-267 

P 

Rochester Gas Ze Electric Corp. 

8407020257* 

50-244 

G 


8407300452 

50-267 

P 


8407030231 

50-244 

P 


8407300466 

50-267 

F 


8407050008 

50-244 

R 


8407300467* 

50-267 

F 


8407060199 

50-244 

S 


S407300472 

50-267 

Q 


8407090223* 

50-244 

G 


8407310064 

50-267 

S 


8407110163 

71-19 



8407310120 

50-267 

S 


8407160112* 

50-244 

G 

Co. of Indiana/ Inc. 

B4073 10373 

50-546 

I 


8407170072 

50-244 

G 

Co. of New Hampshire 

8406270148 

50-443 

Q 


84071 7040S 

50-244 

P 


8407020208 

50-443 

S 


8407180215 

50-244 

Q 


8407020208 

50-443 

s 


8407190439 

50-244 

H 


8407020332 

50-443 

Q 


8407190468* 

50-244 

Q 


8407020361 

50-443 

S 


S4071 90470* 

50-244 

G 


8407020399 

50-443 

S 


8407200041 

50-244 

P 


8407020399 

50-443 

s 


8407240206 

50-244 

P 


8407030315* 

50-443 

Q 


8407240213* 

50-244 

P 


8407030315* 

50-443 

Q 


8407240218* 

50-244 

P 


8407050191 

50-443 

A 


8407250258 

50-244 

P 


8407050191 

50-443 

A 


8407260157 

50-244 

P 


8407050271 

50-443 

E 


0407260254 

50-244 

P 


8407050271 

50-443 

E 


8407270307 

50-244 

R 


8407060183 

50-443 

5 


8407270309* 

50-244 

R 


8407090138 

50-443 

0 


8407270310* 

50-244 

R 


8407190301 

50-443 

S 


8407310174 

50-244 

F 


8407200148 

50-443 

A 

Rockbestos Co. 

8407200018 

QA999 



8407260230 

50-443 

Q 

Rockwell Internati ona 1 Corp. 

8404300195* 

WASTE MGT 

Electric & Gas Co. of 

New 8407020069 

50-272 

Q 


8407020029 

70-25 







8407020098 

70-25 



8407020196 

50-272 

Q 


8407020103* 

70-25 



8407020214 

50-354 

K 


8407120125 

70-25 



8407020217* 

50-354 

K 


8407120138* 

70-25 



8407020315 

50-311 

S 










8407120559 

WASTE MGT 


8407020480 

50-272 

P 


8407130362 

WASTE MGT 


8407030225 

50-272 

S 


8407240576 

WASTE MGT 


8407060308* 

50-272 

Q 

S. Levy/ Inc. 

8407130210* 

FOIA 



8407060312* 

50-272 

Q 


8407270257 

50-334 

P 


8407060312* 

50-272 

Q 









Sacramento Municipal Utility District 

8407030215 

50-312 

P 


8407060316* 

50-272 

Q 


8407090087 

50-312 

S 


8407060316* 

50-272 

Q 


8407090238 

50-312 

P 


8407090030 

50-272 

S 


8407100367 

50-312 

F 


8407090095 

50-31 1 

S 


8407100381 

50-312 

F 


8407090108 

50-272 

F 










8407130307 

50-312 

Q 


8407090108 

50-272 

F 


8407160136 

50-312 

S 


8407100277 

50-272 

S 


8407170399 

50-312 

P 


8407110190 

50-272 

S 


8407170407 

50-312 

P 


84071 10190 

50-272 

S 


8407170412* 

50-312 

P 


8407110209 

50-354 

A 










8407180205 

50-312 

P 


8407110225 

50-272 

F 


8407180210* 

50-312 

P 


8407110245* 

50-272 

F 


8407190130 

50-312 

P 


8407110264 

50-31 1 

P 


8407190379 

50-312 

R 


8407110272* 

50-272 

F 


8407200067 

50-312 

Q 


8407110296 

50-354 

E 










8407200090 

50-312 

P 


84071 10302 

50-354 

K 


8407230041 

50-312 

F 


8407110303# 

50-311 

P 


8407230140 

50-312 

P 


8407110303* 

50-31 1 

P 


8407230163 

50-312 

P 


84071 10466* 

50-272 

Q 


8407240131 

50-312 

P 


8407120380 

50-272 

S 










8407240263 

50-312 

P 


8407120392 

50-272 

s 


8407240330 

50-312 

P 


8407120542 

50-272 

F 


8407250329 

50-312 

P 


8407130189 

50-272 

F 


8407260205 

50-312 

K 


8407190097 

50-354 

S 


8407260211* 

50-312 

K 


8407190107 

50-354 

S 










8407300182 

50-312 

F 


8407190333 

50-354 

A 


8407300191 

50-312 

F 


8407230012 

50-311 

R 

San Luis Obispo Mothers for Peace 

840702051 1 

50-275 

G 


8407230342 

50-354 

6 


8407120139 

50-275 

G 


8407240415 

50-272 

R 


8407120139 

50-275 

G 


8407250265 

50-272 

Q 










8407120141* 

50-275 

G 


8407250310 

50-311 

R 


8407120141* 

50-275 

G 


8407250362 

NUREG 



8407170577 

50-275 

G 


8407250372 

50-354 

E 


8407240306 

50-275 

G 


8407260115 

50-354 

F 


8407270107 

50-275 

0 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ejnifia Laboratories 

8406070143 

50-295 

P 


8407020036 

NUREG 



8407060054 

NUREG 



8407060059 

NUREG 



84071 10012 

NUREG 



8407130319* 

FOIA 



8407170560 

NUREG 


sjrgent 8< Lundy, Inc. 

8407030406* 

50-322 

A 


8407090367* 

50-454 

T 


8407090367* 

50-454 

T 


8407090382* 

50-454 

T 


8407090382* 

50-454 

T 


8407190504* 

50-454 

T 


8407310320 

50-454 

T 


8407310320 

50-454 

T 


8407310344 

50-454 

T 


8407310344 

50-454 

T 


8407310423 

50-454 

T 


8407310423 

50-454 

T 

sclilff. Hardin S-. Waite 

8407190481 

50-461 

G 

Edence Applications, Inc. 

8406200028* 

50-305 

F 


8407020560* 

50-263 

F 


8407060329* 

CONTRACT 



8407100360* 

50-317 

P 

Seacoasi; Anti-Pollution League 

8407240318 

PR 


Etismic Qualification Utility Group 

8407100396* 

50-309 

P 

Smate, Energy Zi Natural Resources 

0407270376* 

COMMISSION 

sinate, Environment & Public Works 

8407270413* 

50-275 

U 

Set^uoyah Fuels Corp. 

8407020476 

40-8768 



8407020492 

40-8768 



8407030207 

40-8768 



8407260456 

40-8768 



8407270130 

40-8769 



8407300273 

40-8768 


Stianstrom Nuclear Associates 

8407090239 

50-315 

8 

Shau, Pittman, Potts Trowbridge 

8407020500 

50-424 

G 


8407020500 

50-424 

G 


8407020506 

50-424 

0 


8407020506 

50-424 

0 


8407020508# 

50-424 

G 


8407020508* 

50-424 

0 


8407020540 

50-424 

0 


8407020540 

50-424 

G 


8407020545 

50-424 

0 


8407020545 

50-424 

0 


8407030138 

FOIA 



8407030413 

PR 



8407030461 

50-482 

0 


8407030471 

50-400 

G 


8407030475 

50-440 

G 


8407090082 

50-289 

G 


8407090343 

50-209 

0 


8407090350 

50-289 

G 


8407100304 

50-289 

0 


8407120133 

50-289 

0 


8407130155 

50-289 

6 


8407130162 

50-289 

0 


8407130314 

50-400 

G 


8407160253 

50-289 

0 


8407160303 

50-400 

G 


8407170561 

50-400 

0 


8407190206 

50-289 

G 


8407190488 

50-289 

0 


8407230003 

50-400 

G 


8407230003 

50-400 

0 


8407230014* 

50-400 

G 


0407230014* 

50-400 

G 


8407230119 

50-400 

T 


8407230136 

50-482 

G 


8407230142 

50-482 

0 


8407230318 

50-400 

0 


8407250199 

50-440 

0 


8407250206 

50-400 

0 


8407250206 

50-400 

0 


8407250417 

50-400 

G 


8407270095 

50-289 

0 


8407270164 

50-289 

0 


8407310267 

50-400 

0 


8407310270 

50-424 

0 

Bigma Chemical Co. 

8407250453 

XPORTLIC 


Silver King Mines, Inc. 

8407050307 

40-8602 


Sinnissippi Alliance for the Environment 

8407090329 

50-454 

0 

tSAFE) 





8407100588 

50-454 

0 


8407100603 

50-454 

0 


AUTHOR 

AFFILIATION 


Small Business Administration 


Solv-X USA, Inc. 

South Carolina Electric Gas Co. 


South Carolina, State of 


South Carolina, Univ. of, Columbia, SC 

Southampton, NV 

Southern California Edison Co. 


ACCESSION 

NUMBER 


8407170037* 
84071 B0073* 
8407190523* 
8407230398* 
8407250174* 

8407240275 

8407020293 

8407020397 

8407030169 

8407090295 

8407100122 
84071 10071 
8407120191 
8407120297 
8407160115 

8407190245 

8407200220 

8407240103 

8407240260 

8407240269* 

8407250176 

8407250177* 

8407260238* 

8407300344 

8407300348* 

8407300351* 

8407300356* 

8407300359* 

8407300361* 

8407300364* 

8407300457 

8407310294 

8407310298* 

8407090014* 

8407120572* 

8407200266* 

8407120304* 

8407100623 

8404300070 

8407020239 

9407020313 

8407020323* 

8407020384 

8407020417 

8407020423* 

8407020427* 

8407030273 

8407030317 

8407050110 

B407050227 

0407050227 

8407050229* 

8407050229* 

8407060143 

8407060143 

8407060147* 

8407060147* 

8407060160 

8407060224 

8407060224 

8407090177 

8407090210 

8407100251 

8407100281 

8407100408 

8407110170 

8407110186 

8407110196* 

8407110203* 

8407110248 

3407110251* 

8407110267 

8407120371 

8407130312 

8407160185 

8407170208 

8407170211 

8407180226 

8407190339 

8407190301 

8407190387 
S4071 90397 
8407190400 
8407190405 
8407190414 


SUBJECT 

CATEGORY 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


MISC 

50-395 

S 

50-395 

R 

50-395 

S 

50-395 

S 

50-395 

s 

50-395 

F 

50-395 

s 

50-395 

R 

50-395 

P 

50-395 

F 

50-395 

Q 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

P 

50-395 

Q 

50-395 

R 

50-395 

R 

50-395 

R 

50-395 

R 

50-395 

R 

50-395 

R 

50-395 

R 

50-395 

5 

50-395 

P 

50-395 

P 

50-263 

Q 

WASTE MOT 

27-47 

50-395 

R 

50-322 

G 

50-361 

S 

50-206 

R 

50-206 

P 

50-206 

P 

50-362 

Q 

50-361 

R 

50-361 

R 

50-361 

R 

50-362 

S 

50-362 

s 

50-206 

s 

50-361 

p 

50-361 

p 

50-361 

p 

50-361 

p 

50-361 

p 

50-361 

p 

50-361 

P 

50-361 

p 

50-361 

s 

50-361 

p 

50-361 

p 

50-362 

s 

50-361 

s 

50-362 

s 

50-206 

s 

50-361 

R 

50-206 

P 

50-206 

P 

50-206 

P 

50-206 

P 

50-361 

P 

50-361 

P 

50-206 

P 

50-361 

P 

50-206 

s 

50-206 

s 

TOP REP 
50-361 

p 

50-206 

p 

50-361 

R 

50-361 

s 

50-362 

s 

30-362 

8 

50-361 

S 

50-362 

S 

50-206 

P 
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AUTHOR 

AFFILIATION 


Southwest Research Institute 
Soyland Power Cooperative. Inc. 

Standard Nuc lear ConsultantSi Ltd, 

Standardized Nuclear Unit Power Plant 
System 


Stone & Webster Engineering Corp. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407190425* 

50-206 

P 


8407190274* 

50-206 

S 

8407190433* 

50-206 

P 


8407190274* 

50-206 

S 

8407190435 

50-361 

S 


8407190274* 

50-206 

s 

8407190475 

50-362 

S 


8407190274* 

50-206 

s 

8407190482 

50-362 

S 


8407190274* 

50-206 

s 

8407200060 

50-361 

P 


8407190274* 

50-206 

s 

8407200060 

50-361 

P 


8407190274* 

50-206 

s 

8407200063* 

50-361 

P 


8407190274# 

50-206 

s 

8407200063# 

50-361 

P 


8407190274* 

50-206 

s 

8407200066* 

50-361 

P 


8407190274* 

50-206 

s 

8407200066* 

50-361 

P 


8407240499* 

50-302 

R 

8407230020 

50-362 

S 


8407300307* 

50-206 

S 

8407230044 

50-362 

s 


8407300307* 

50-206 

s 

8407230066 

50-361 

s 


8407300307* 

50-206 

s 

8407230067 

50-361 

s 


8407300307* 

50-206 

s 

8407240083 

50-206 

p 


8407300307* 

50-206 

s 

8407250089 

50-362 

s 


8407300307* 

50-206 

s 

8407250395 

50-206 

p 


8407300307* 

50-206 

s 

8407250396* 

50-206 

p 


8407300307* 

50-206 

s 

8407250397* 

50-206 

p 


8407300307* 

50-206 

s 

8407260100* 

50-361 

Q 


8407300307* 

50-206 

s 

8407270421 

50-206 

R 


8407300307* 

50-206 

5 

8407270445 

50-361 

R 


8407300307* 

50-206 

s 

8407270445 

50-361 

R 


8407300307* 

50-206 

s 

8407300128 

50-361 

P 


8407300307* 

50-206 

s 

8407310171 

50-361 

V 


8407300307* 

50-206 

s 

8407310171 

50-361 

V 


8407300307* 

50-206 

s 

8407310291* 

50-361 

Q 


8407300307* 

50-206 

s 

8407310349 

50-361 

S 


8407300307* 

50-206 

s 

8407310378 

50-206 

P 


8407300307* 

50-206 

s 

8407310429 

50-206 

P 


8407300307* 

50-206 

s 

8407310429 

50-206 

P 


8407300307* 

50-206 

s 

8407310429 

50-206 

P 


8407300307* 

50-206 

s 

8407310434* 

50-206 

P 


8407300307* 

50-206 

s 

8407310434* 

50-206 

P 

Stone 8t Webster, Inc. 

8407130187* 

50-410 

A 

8407310434* 

50-206 

P 


8407170371 

50-329 

R 

8407090097* 

50-277 

Q 


8407300 198 

50-329 

R 

8407300165* 

50-315 

P 

Suffolk County/ NY 

8407050181 

50-322 

0 

8403160050* 

50-461 

M 


8407060011 

50-322 

0 

8407190484 

50-461 

G 


8407060016* 

50-322 

0 

8407190491 

50-461 

G 


8407090294 

50-322 

0 

8407200214* 

MISC 



8407090296* 

50-322 

6 

8407200218* 

MISC 



8407090302 

50-322 

0 

8407060112 

50-482 

A 


8407090336 

50-322 

T 





8407090346 

50-322 

0 

8407060112 

50-482 

A 









8407090347 

50-322 

G 

8407060112 

50-482 

A 


8407100082 

50-322 

G 

8407060174 

50-482 

A 


8407120106 

50-322 

G 

8407060174 

50-482 

A 


8407120112* 

90-322 

G 

8407060174 

50-482 

A 


8407120149 

50-322 

G 

8407060176* 

50-482 

A 









8407120153* 

50-322 

G 

8407060176* 

50-482 

A 


8407120509* 

50-322 

A 

8407060176* 

50-482 

A 


8407130216 

50-322 

G 

8407060220 

50-482 

F 


8407130222 

50-322 

0 

8407060234 

50-482 

Q 


8407160301 

50-322 

G 

8407100429 

50-482 

F 









8407170552 

50-322 

0 

8407100429 

50-482 

F 


8407170568 

50-322 

0 

8407100429 

50-482 

F 


8407190229 

50-322 

T 

8407100439 

50-482 

A 


8407190237* 

50-322 

T 

8407100439 

50-482 

A 


8407190242* 

50-322 

T 

8407100439 

50-482 

A 









8407190250* 

50-322 

T 

8407100449 

50-482 

A 


8407190257* 

50-322 

T 

8407100491 

50-483 

Q 


8407190264* 

50-322 

T 

8407200071 

50-482 

A 


8407190507 

50-322 

G 

8407050199* 

50-410 

F 


8407240166 

50-322 

G 

8407060068* 

50-412 

E 









8407260120 

50-322 

0 

8407120425* 

50-206 

S 


8407260136 

50-322 

0 

8407160169* 

50-458 

A 


8407310308 

50-322 

0 

8407160171* 

50-458 

A 


8407310315 

50-322 

G 

8407160172* 

50-458 

A 


8407310333 

50-322 

0 

8407160176* 

50-458 

A 









8407310337* 

50-322 

0 

8407160180* 

50-458 

A 

Sogarman & Denworth 

8407090059* 

50-352 

G 

8407190274* 

50-206 

S 


8407090059* 

50-352 

0 

8407190274* 

50-206 

S 


8407090062* 

50-352 

G 

8407190274* 

50-206 

S 


8407090062* 

50-352 

Q 

8407190274* 

50-206 

S 









8407090064* 

50-352 

Q 

8407190274* 

50-206 

8 


8407090064* 

50-352 

0 

3407190274* 

50-206 

S 


8407090068* 

50-352 

0 

8407190274* 

50-206 

s 


8407090068* 

50-352 

G 

8407190274* 

50-206 

s 


8407090070* 

50-352 

0 

3407190274* 

50-206 

s 









8407090363 

50-352 

G 

8407190274* 

50-206 

s 


8407160077* 

50-352 

0 

8407190274* 

50-206 

s 


8407160077* 

50-352 

0 

8407190274* 

50-206 

s 


8407160084* 

50-352 

G 

8407190274* 

50-206 

s 


8407160084* 

50-352 

G 
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AUTHOR 

affiliation 


fiflotuer AlHiince 
ijirior Keypunch it Service 
;rry County j VA 
jKtuchanne Touinshipi PA 

(dJenj Oovt. of 
(Trsnsemerica Delavali 
Jroup 


TER A Corp. 


Co. 


Inc. > Owners 


ACCESSION 

NUMBER 


8407190341 
B4072002S2 
8407180073# 
8407120403# 
84071 20 1S9 

8407240051 

8405290086 

8406250001 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407120321 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230126 

8407230130# 

8407230130# 

8407230130* 

8407230130# 

8407230130* 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

840723Q130# 

8407230130* 

8407230130* 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130# 

8407230130* 

8407300301 

8407310248 

8407060207 

9407100461 

8407240266 

8407240266 

9407240272# 


SUBJECT 

CATEGORY 


50-352 G 
50-440 0 

CONTRACT 
50-280 Y 
50-289 H 

XPORTLIC 
50-206 S 

50-206 H 
50-206 S 
50-206 8 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 8 

50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 8 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 8 
50-206 S 

50-206 8 

50-206 3 

50-206 S 
50-206 S 
50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 8 

50-206 S 

50-206 S 
50-206 S 
50-206 S 
50-206 S 
50-329 A 

50-329 A 
50-329 A 
50-329 A 
50-329 A 


AUTHOR 

affiliation 


Teyloe Associates 


Tech/Ops 


Technassociatest Inc. 
Technical Specialties! Inc. 
Teledyne Engineering Services 
Teledyne Isotopes 

Tennessee Valley Authority 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407240272# 

50-329 

A 

8407110467* 

CONTRACT 


8407160050# 

CONTRACT 


8407300415 

50-454 

T 

8407020440 

71-9032 


8407110547 

71-9006 


8407190523# 

CONTRACT 


8407110484# 

CONTRACT 


8407100268# 

50-387 

P 

8407050003# 

50-298 

R 

8403 160 193 

50-390 

A 

8403160195* 

50-390 

A 

8407020071 

50-259 

F 

8407020149 

50-438 

S 

8407020149 

50-438 

S 

B407020152 

50-438 

S 

B407020152 

50-438 

s 

8407020238 

50-390 

Q 

B4070202S3 

50-390 

S 

8407020301 

50-438 

S 

8407020307 

50-327 

S 

8407020325 

50-327 

R 

8407020365 

50-438 

S 

8407020374 

50-259 

R 

8407020374 

50-259 

R 

8407020374 

50-259 

R 

8407020375 

50-438 

S 

8407020378# 

50-259 

R 

8407020379 

50-391 

S 

8407020383# 

50-259 

R 

8407020385# 

50-259 

R 

84070301 28# 

50-259 

P 

8407030128# 

50-296 

P 

8407030128# 

50-296 

P 

8407030128* 

50-259 

P 

8407030220 

50-327 

P 

8407030220 

50-327 

P 

8407030246 

50-327 

P 

8407030246 

50-327 

P 

8407030249# 

50-327 

P 

8407030249# 

50-327 

P 

8407030267 

50-327 

R 

0407030272# 

50-327 

R 

B407030432 

50-438 

A 

8407030432 

50-438 

A 

8407030465 

71-277 


8407050001 

50-259 

P 

840705029B 

50-390 

K 

8407050298 

50-390 

K 

8407050301# 

50-390 

K 

8407050301* 

50-390 

K 

8407060033# 

50-259 

Q 

8407060033# 

50-259 

Q 

8407060033# 

50-259 

Q 

8407060200 

50-259 

P 

8407060211 

50-259 

F 

8407060307# 

50-327 

Q 

8407060319# 

50-438 

Q 

8407060319# 

50-438 

0 

8407090101 

50-390 

E 

8407090101 

50-390 

E 

0407090116 

50-259 

P 

8407090116 

50-259 

P 

8407090116 

50-259 

P 

8407090204 

50-259 

F 

8407090204 

50-259 

F 

8407090204 

50-259 

F 

8407090204 

50-259 

F 

8407090204 

50-259 

F 

8407090204 

50-259 

F 

8407090265 

50-259 

F 

8407090265 

50-259 

F 

8407090265 

50-259 

F 

8407090270# 

50-259 

F 

8407090272# 

50-259 

F 

8407090272# 

50-239 

F 

8407090272# 

50-259 

F 

8407100197 

50-327 

P 

8407100441 

50-390 

V 

8407100441 

50-390 

V 

8407100478 

50-390 

I 

8407100478 

50-390 

I 

8407100516 

50-327 

S 

8407110399 

50-259 

X 

8407120055 

50-438 

s 



554 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

affiliation 

NUMBER 

CATEGORY 

8407120146 

50-390 

S 


8407260477 

40-1341 


8407120196 

50-439 

S 


8407260479# 

40-1341 


8407120213 

50-390 

s 


8407270 168 

40-1341 


8407120213 

50-390 

s 


8407270254 

50-259 

S 

8407120214 

50-391 

s 


8407270348 

50-259 

R 

8407120258 

50-391 

s 


8407270395# 

50-438 

Q 

8407120273 

50-391 

s 


840727043S 

50-327 

R 

8407120288 

50-439 

s 


8407300176 

50-390 

A 

8407120296 

50-438 

s 


8407300176 

50-390 

A 

8407120296 

50-438 

s 


8407300200 

50-260 

P 

8407120315 

50-390 

s 


8407300219 

50-390 

A 

8407120379 

50-391 

s 


8407300219 

50-390 

A 

8407120382 

50-438 

s 


8407300244 

50-259 

P 

8407120382 

50-438 

s 


8407300259# 

50-390 

Q 

8407120396 

50-390 

s 


8407300290 

50-259 

K 

8407120400 

50-390 

5 


8407310100 

50-390 

A 

8407120400 

50-390 

s 


8407310210 

50-328 

S 

8407120453 

50-518 

Q 

Tennessee^ State of 

8407190103 

State Prog 

8407120453 

50-518 

Q 


8407190248 

State Prog 

8407160096 

50-328 

P 

Teton Exploration Drilling Co. j Inc. 

8407050057 

40-8728 


8407160098# 

50-328 

P 


8407050058# 

40-8728 


8407160123 

50-390 

A 

Texas A&M Univ. , College Station. TX 

8407050212 

50-59 

S 

8407160129# 

50-390 

A 


8407090211 

50-128 

R 

8407160129# 

50-390 

A 


8407190168 

50-128 

S 

8407160131# 

50-390 

A 


8407190299 

50-128 

S 

8407160131# 

50-390 

A 


8407190300 

50-128 

S 

8407160149 

50-390 

Q 


8407190493 

50-128 ■ 

s 

8407160149 

50-390 

Q 

Texas Utilities Electric Co. (formerly 

8407020284 

50-445 

F 

8407160152 

50-390 

Q 

Texas Utilities Generating Co. > 




8407160167 

50-327 

F 


8407020516 

50-445 

G 





8407020516 

50-445 

G 

8407160234 

50-259 

P 





8407160237 

50-327 

S 


8407020518# 

50-445 

0 

8407170217 

50-390 

F 


8407020518# 

50-445 

G 

8407170217 

50-390 

F 


8407020527# 

50-445 

G 

8407170247 

50-390 

A 


8407020530# 

50-445 

0 





8407020530# 

50-445 

C 

8407170343 

50-438 

A 





8407170351 

50-259 

P 


8407030248 

50-445 

G 

8407170351 

50-259 

P 


8407030248 

50-445 

G 

8407170351 

50-259 

P 


8407030261 

50-445 

A 

8407170360 

50-390 

F 


8407060003 

50-445 

G 





8407060003 

50-445 

G 

8407170360 

50-390 

F 





8407170361 

50-259 

P 


8407060008# 

50-445 

0 

8407170361 

50-259 

P 


8407060008# 

50-445 

0 

8407170361 

50^259 

P 


8407060012* 

50-445 

G 

8407180007# 

50-390 

Q 


8407060012# 

50-445 

0 





8407060018# 

50-445 

G 

8407180012# 

50-390 

Q 





8407180118 

50-259 

S 


8407060018# 

50-445 

Q 

8407180263# 

50-327 

Q 


8407090141 

50-445 

R 

8407180265# 

50-327 

Q 


8407090141 

50-445 

R 

8407180267# 

50-518 

G 


8407090144 

50-445 

S 





8407090186 

50-445 

S 

8407180267* 

50-518 

Q 





8407180274* 

50-327 

Q 


8407090186 

50-445 

s 

8407180301# 

50-438 

Q 


8407090190 

50-445 

s 

8407180301# 

50-438 

Q 


8407090190 

50-445 

5 

8407180313# 

50-438 

Q 


8407090200 

50-445 

S 





8407090200 

50-445 

s 

8407200105 

50-260 

S 





8407230082 

50-259 

X 


8407090255 

50-445 

s 

8407230145 

50-390 

A 


8407090255 

50-445 

s 

8407230181 

50-327 

P 


8407100216 

50-445 

A 

8407240192 

50-327 

F 


8407100216 

30-445 

A 





8407100232 

50-445 

F 

8407240364 

50-296 

S 





8407240370 

50-327 

s 


8407100232 

50-445 

F 

8407240626# 

CONTRACT 



8407100233 

50-445 

A 

8407240628# 

CONTRACT 



8407100233 

50-445 

A 

8407250091 

50-259 

s 

, 

8407100262 

50-445 

A 





8407100445 

30-445 

E 

8407250233 

50-390 

A 





8407250235# 

50-390 

A 


84071 0O5B0 

30-445 

A 

8407250346 

50-43S 

S 


84071 0O5B0 

50-445 

A 

8407250346 

50-438 

S 


8407100583* 

50-445 

A 

8407250352 

50-438 

s 


8407100601 

50-445 

G 





8407100601 

50-445 

9 

8407250352 

50-438 

s 





8407250461 

50-259 

s 


8407100625 

50-445 

O 

8407250506 

50-438 

s 


8407100625 

50-445 

Q 

8407250542 

50-438 

s 


8407110211 

70-2932 


8407250542 

50-438 

3 


8407110281 

50-445 

G 





8407110293 

50-445 

0 

8407250553 

50-438 

S 





8407250553 

50-438 

S 


84071 10293 

50-445 

0 

8407260018 

50-438 

s 


84071 10299* 

50-443 

0 

8407260164 

50-328 

s 


8407110299* 

50-443 

G 

8407260298 

50-327 

s 


84071 10306* 

50-445 

O 





8407110306* 

50-443 

G 

8407260326 

50-259 

Q 





8407260326 

50-259 

Q 


8407110311* 

50-445 

G 

8407260326 

50-259 

Q 

, 

8407110311* 

50-443 

0 

8407260326 

50-259 

Q 


8407130198 

50-445 

Q 

8407260326 

50-259 

Q 


8407130198 

50-445 

Q 



CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 


8407130257 

8407130257 

8407130292 

8407130292 

8407160250 

8407160250 

8407170035 

8407170035 

8407170065 

8407170065 

8407170073 

8407170073 

8407170082 

8407170082 

8407170231 

8407170231 

8407170237 

8407170237 

8407170238 

8407170238 

8407170243 

8407170243 

8407170246 

8407170246 

S40717025S 

8407170255 

8407170269 

8407170269 

8407170283 

8407170283 

8407170347 

8407170347 

8407170350 

8407180085 

8407180085 

8407180110 

8407180110 

8407180139 

8407180139 

8407180145 

8407180145 

8407190122 

8407190122 

8407190208 

8407190208 

8407190213 

8407190213 

8407190217 

8407190217 

8407190222 

8407190222 

8407190223 

8407190223 

8407190227 

8407190227 

8407190236 

8407190236 

8407190240 

8407190240 

8407190243 

8407190243 

8407190525 

8407190525 

8407200028 

8407200028 

8407200032* 

8407200032* 

8407200137 

8407200137 

8407200163 

8407200163 

8407200247 

8407200247 

8407230166 

8407230166 

8407240023 

8407240023 

8407240124 

8407240124 

8407240202 

8407240202 

8407240204 

8407240204 

8407240221 

8407240221 


SUBJECT 

CATEGORY 


50-445 0 

50-445 0 

50-445 F 
50-445 F 
50-445 G 

50-445 G 
50-445 T 
50-445 T ' 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445, T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 A 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 A 

50-445 A 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 T 
50-445 T 
50-445 T 
50-445 T 

50-445 T 
50-445 A 
50-445 A 
50-445 K 
50-445 K 

50-445 K 
50-445 K 
50-445 A 
50-445 A 
50-445 F 

50-445 F 
50-445 S 
50-445 8 

50-445 <3 

50-445 Q 

50-445 A 
50-445 A 
50-445 A 
50-445 A 
50-445 R 

50-445 R 
50-445 T 
50-445 T 
50-445 A 
50-445 A 


AUTHOR 

AFFILIATION 


Texasi State of 

Thelent liarrin* Johnson St Bridges 
Three Mile Island Alert 


Toledo Edison Co, 


Torrey Pines Technology 
Transamerica Delavali Inc. 


ACCESSION 

NUMBER 


8407240225* 

8407240225* 

8407240279 

8407250109 

8407250109 

8407250125 

84072S0125 

8407250236 

8407250236 

8407250263 

8407250263 

8407250271 

8407250271 

8407250348 

8407250348 

8407250375 

8407250375 

8407250376 

8407250376 

8407310001 

8407310001 

8407310095 

8407310095 

8407310139 

8407310284 

0407310389 

8407310526 

8407310526 

8407030413 

8407130328 

8407120192 

8407030464 

8407050189 

8407130284 

8407270067 

8407030230 

8407030320 

8407060085 

84070600B8* 

8407060093 

8407060131 
8407100285 
84071 10207 
8407110381 
8407130192 

8407130208 
8407180153 
8407180157 
8407230083 
8407230087 . 

8407250093 

8407250256 

8407260098 

8407260102* 

8407300233 

8407300252 

8407300287 

8407300338 

8407310301 

8407310305* 

8407230113 

8407310326 

8406150133* 

8407120410* 

8407170143 

0407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

0407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 

8407170143 


SUBJECT 

category 

50-445 

A 

50-445 

A 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

G 

50-445 

G 

50-445 

8 

50-445 

S 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

T 

50-445 

S 

50-445 

s 

50-445 

A 

50-445 

A 

50-445 

T 

50-445 

A 

50-445 

A 

50-445 

T 

50-445 

T 

PR 

State Prog 

50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

50-289 

G 

50-346 

F 

50-346 

F 

50-346 

F 

50-346 

F 

50-346 

F 

50-346 

P 

50-346 

S 

50-346 

P 

50-346 

F 

50-346 

Q 

50-346 

Q 

50-346 

S 

50-346 

S 

50-346 

R 

50-346 

R 

50-346 

S 

50-346 

P 

50-346 

K 

50-346 

K 

50-346 

F 

50-346 

P 

50-346 

P 

50-346 

R 

50-346 

P 

50-346 

P 

50-352 

R 

50-454 

T 

50-206 

S 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

e 

50-206 

8 

50-206 

S 

50-206 

S 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Transnuc lear . Inc. 

Transpor tatioHi Dept, of 

Tri-State Motor Transit Co. (subs, of 
Georgia Pacific Corp. ) 

Trial Lawyers for Public Justice 

U, S, Ecology/ Inc. (formerly Nuclear 
Eng ineer ing/ Inc.) 


U. S. (Jy psum Co. 


UMETCO Minerals Corp. (subs, of Union 
Carbide Corp . ) 

UPA Technology/ Inc. 

Union Carbide Corp. 


Union Electric Co. 


ACCESSION 

NUMBER 


B407170143 

B407170143 

B407170143 

B407170143 

B407170143 

8407170143 

B407170143 

8407200101 

B407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407200101 

8407020021* 

8407020290* 

8407190068 

8407200277 

8407230038 

8407020489 

8407090135 

8407060098 

8407090354 

8407100640 

8407130228 

8407050031 

8407200242 

8407260070 

8407240567 

8407240575# 

8407250016 

8407250019* 

8407060141* 

8407050041 

8407020555 

8407030003 

8407030004* 

8407050070 

8407110554 

8407120007 

8407190422 

8407190426* 

8407240300 

8407260014 

8407260498 

8407260500 

8407270014 

8407270016* 

8407020260 

8407090203 

8407090206* 

8407100438 

8407100482 

8407110074 

8407130249 

840713025S 

8407130262* 

8407130305 

8407160124 

8407190361 

8407190363* 


SUBJECT 

CATEGORY 


50-206 

S 

50-206 

S 

50-206 

S 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

' 50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

8 

50-206 

s 

50-206 

8 

50-206 

S 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

s 

50-206 

xpqrtlic 

XPORTLIC 

XPORTLIC 

70-1426 

s 

50-410 

70-1426 

PR 

H 

50-445 

G 

50-445 

0 

50-445 

G 

50-445 

71-9176 

27-48 

27-48 

G 

WASTE MGT 

WASTE MGT 

WASTE MGT 

WASTE MGT 
40-8681 

State Prog 

40-299 

40-299 

40-299 

40-299 

70-687 

70-687 

70-687 

70- 687 
40-299 
XPORTLIC 

40-8681 

40-299 

40-299 

40-299 

71- 320 

50-483 

K 

50-483 

K 

50-483 

S 

50-483 

P 

50-483 

F 

50-483 

F 

50-483 

P 

50-483 

P 

50-483 

P 

50-483 

F 

50-483 

P 

50-483 

P 


AUTHOR 

affiliation 


Union Minerals 

Union of Concerned Scientists 


United Nuclear Corp. 


Uranerz USA/ Inc. 

Uranium Resources/ Inc. 
Uranium Supply Services Corp. 


Vermont Yankee Nuclear Power Corp. 


Virginia Electric Jk Power Co. 


ACCESSION 

NUMBER 


8407230187 

8407240505 

8407240510 

8407250350 

8407270005 

8407270017* 

8407270275 

8407270276* 

8407270384 

8407310157 

8407030005 

8407030017 

8407300162 

8407030130 

8407130028 

8407130090 

8407130094 

8407130097 

8407130101 

8407130102 

8407130106 

8407130108 

8407130111 

8407130114 

8407130115 

8407130116 

8407130131 

8407130139 

8407130140 

8407130142 

8407130145 

8407130277 

8407270113 

8407020229 

8407020279 

8407110270 

8407020464 

8407020567 

8407300035 

8407270108 

8407270145 

8407030345 

8407030425 

8407050117 

8407060157 

8407060162* 

8407060228 

8407090209 

8407090229 

8407090301* 

8407100223 

8407100254 

8407100332 

8407100399 

8407100497 

8407100501* 

8407100502* 

8407120206 

8407160111 

8407160147 

8407160150 
8407170079 ' 
-8407170253 
8407170260 
8407170264 

6407170348 

8407170409 

8407230034 

8407230055 

8407230058 

8407240129 

8407240157 

8407240164# 

8407240286 

8407260337 

8407310159* 

8407310338 

8407310353 

8407310401* 

8407020133 

8407020392 
8407030363 
8407030363 
8407060047 
84070601 14 


SUBJECT 

CATEGORY 


50-483 S 
50-483 S 
50-483 S 
50-483 P 
50-483 S 

50-483 Q 
50-483 P 
50-483 P 
50-483 R 
50-403 P 

40-8584 
40-8584 
40-8584 
50-289 G 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-289 G 
50-289 G 
70-371 
70-371 

70-820 

40-8783 

40-8703 

40-8786 

40-8786 

40-8786 
50-271 P 
50-271 Q 
50-271 F 
50-271 P 

50-271 P 
50-271 F 
50-271 Q 
50-271 P 
50-271 Q 

50-271 Q 
50-271 Q 
50-271 R 
50-271 Q 
50-271 P 

50-271 P 
50-271 P 
50-271 P 
50-271 H 
50-271 S 

50-271 P 
50-271 S 
50-271 P 
50-271 P 
50-271 Q 

50-271 S 
50-271 F 
50-271 S 
50-271 S 
50-271 R 

50-271 P 
50-271 P 
50-271 P 
50-271 S 
50-271 P 

50-271 Q 
50-271 Q 
50-271 P 
50-271 Q 
50-338 R 

50-200 R 
50-200 F 
50-200 F 
50-200 S 
50-200 S 



CORPORATE SOURCE INDEX 


557 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATE(JORY 

AUTHOR ACCESSION 

affiliation number 

SUBJECT 

CATEGORY 



8407060142 

50-338 

K 

8407120328 

50-397 S 



8407060142 

50-338 

K 

8407120384 

50-397 S ■ 



8407060145-» 

50-338 

K 

8407130100 

50-397 K 



8407060145* 

50-338 

K 

8407130104* 

50-397 K 



8407060175 

50-280 

F 

8407130109* 

50-397 K 



3407060175 

50-280 

F 

8407130169 

50-508 A 



3407060175 

50-280 

F 

8407130171* 

50-508 A 



8407060175 

50-280 

F 

8407160120 

50-508 K 



8407060175 

50-280 

F 

8407160122* 

50-508 K 



8407060272 

50-280 

K 

8407160190 

50-397 S 



8407060272 

50-280 

K 

9407200057 

50-397 S 



8407060276* 

50-280 

K 

8407200075 

50-397 S 



8407060276* 

50-280 

K 

8407200262 

50-397 S 



8407110176 

50-280 

Y 

8407200265 

50-397 S 



8407110176 

50-280 

Y 

8407200267 

50-397 S 



8407110512 

50-280 

Y 

8407200283 

50-397 S 



8407130059 

50-280 

P 

8407230120 

50-397 Q 



8407130059 

50-280 

P 

8407230135 

50-508 Q 



8407130059 

50-280 

P 

8407230143 

50-397 Q 



8407130059 

50-280 

P 

8407230274 

50-397 J 



8407130059 

50-280 

P 

840724027 1 

NUREG 



8407130086 

50-280 

F 

8407250342 

50-397 P 



8407130036 

50-280 

F 

8407250381 

50-397 P 



8407130088* 

50-280 

F 

8407250591 

50-397 S 



8407160139 

50-280 

Q 

8407250593 

50-397 S 



8407170251 

50-201 

P 

8407260033 

50-397 S 



8407170305 

50-280 

P 

8407260043 

50-397 S 



8407170305 

50-280 

P 

8407260145 

50-397 S 



8407170305 

50-280 

P 

8407270435 

50-397 R 



8407170305 

50-280 

P 

Washington State Univ., Pullman, WA 8407110273 

50-27 F 



8407170305 

50-280 

P 

8407260094 

50-27 F 



8407190330 

50-280 

P 

Washington, State of 8407050364 

WASTE MOT 



8407190330 

50-200 

P 

B 4070 504 56 

WASTE MGT 



8407190330 

50-280 

P 

8407120556 

WASTE MOT 



8407190330 

50-280 

P 

8407160168* 

27-48 



8407190330 

50-280 

P 

8407170163 

waste MGT 



8407190360 

50-330 

R 

8407250556 

WASTE MGT 



8407190360 

50-338 

R 

8407250583 

WASTE MGT 



8407240262 

50-338 

P 

Washington, Univ. of, Seattle, WA 8407300437* 

50-275 G 



8407240381 

50-339 

S 

Waste Management, Inc. 8407100022 

waste mot 



8407240504 

50-339 

S 

8407100024* 

WASTE MGT 



8407250248 

50-339 

P 

Water, Waste Land, Inc. 8407240444# 

CONTRACT 



8407250336 

50-280 

P 

We Try Harder, Inc. 8407090326* 

CONTRACT 



8407250336 

50-280 

P 

West Valley Agricultural Protection 8407180310* 

50-528 0 



0407250336 

50-280 

P 

Council, Inc. 







West Valley Nuclear Services Co., Inc. 8407110455 

PROJ 



8407250336 

50-280 

P 





8407250336 

50-280 

P 

Western Illinois Pouter Cooperative, Inc. 8403160050* 

50-461 M 



8407260191 

50-280 

F 

Western Nuclear, Inc. (subs, of Phelps 8407020497 

40-1 162 



8407270040 

50-330 

P 

Dodge Corp. ) 




8407270040 

50-330 

P 

8407020499* 

40-1162 






8407020591 

40-1162 



8407270043 

50-33B 

P 

8407270193 

40-8684 



8407270077 

50-280 

P 





8407270448 

50-280 

R 

8407300146 

40-1162 



8407270448 

50-280 

R 

8407300154* 

40-1162 

Inia Polytechnic Institute 

ii State 

8407100227* 

40-2833 


Westinghouse Electric Corp. 8407020024 

40-8585 

y. • Slacksburgi VA 





8407020381* 

TOP REP 






8407020386* 

TOP REP 



8407240563* 

CONTRACT 




iniai Commonuiealth oft 


8407120274 

PR 


8407020390* 

TOP REP 

iniii Univ. ofi Charlottesvi 1 VA 

8407020188 

50-396 

P 

0407020393* 

TOP REP 



8407020192* 

50-396 

P 

8407020395* 

TOP REP 



8407020198* 

50-396 

P 

8407020398* 

TOPREP 






8407020401* 

TOP REP 



8407130004 

50-62 

H 





8407180160 

50-62 

F 

8407020405* 

TOPREP 



8407180162* 

50-62 

F 

8407020407* 

TOPREP 

t, Boskty 8< Lyons 


8407030296 

50-348 

M 

8407020410* 

TOPREP 



8407030468 

50-348 

0 

8407020414* 

TOPREP 






8407020496 

71-6574 



8407120090 

50-348 

M 





8407190509 

50-348 

M 

8407030297* 

50-413 A 



8407260113 

50-348 

M 

8407030300* 

50-413 A 

iQfth Co. (subs, of lU International 

8407170376* 

50-366 

P 

8407100152 

QA999 

P. ) 





8407100444* 

50-482 A 

Inston Public Pouter Supply 

System 

8407020099 

50-397 

R 

8407100447* 

50-482 A 



8407020367 

50-397 

S 

8407100512* 

50-482 A 



8407020391 

50-508 

S 

8407100518* 

50-482 A 



8407020416 

50-397 

s 

0407110109 

70-1151 



8407030161 

50-397 

s 

8407110151 

71-9009 



8407030226 

50-397 

S 

8407110165* 

71-9009 



8407030260 

50-397 

s 

8407110188 

TOPREP 



8407030470 

50-460 

0 

0407110197* 

TOPREP 



8407060132* 

50-397 

Q 

8407110212 

50-445 S 



8407090377 

50-460 

0 

8407110271* 

50-311 P 



8407100290 

50-397 

P 

8407120093* 

50-282 S 



8407100581 

50-397 

P 

8407120123* 

50-454 T 



0407120266 

50-397* 

S 

8407130204* 

50-445 Q 



8407120317 

50-397 

F 

8407160210 

70-1151 
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AFFILIATION 


Westinghouse Hittman Nuclear. 


Westtnghouse Operating Plants 
Group 


Weston Geophysical Corp. 

Wh ich er. J. M. 

Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8407180037 

XPQRTLIC 


Wisconsin. Univ. of. Madison. WI 

8407050022 

ACRS 


8407180146* 

50-445 

A 


8407050048 

ACRS 


8407 ISO 174 

50-601 

K 


8407050140 

ACRS 


8407 ISO 178* 

50-601 

K 


8407170430 

50-156 

F 

8407180180* 

50-601 

K 


8407240235 

50-156 

R 

8407180182* 

50-601 

K 

MooLey Manufacturing Div. 

8407170440 

50-352 

S 

84071S0I84* 

50-601 

K 

Wyle Laboratories 

8407130119* 

FOIA 


8407180186* 

50-601 

K 


8407130124* 

FOIA 


8407180189* 

50-601 

K 


8407240251 

QA999 


8407180190* 

50-601 

K 

Wyoming Fuel Co. 

8407270190 

40-8829 


8407180194* 

50-601 

K 

Wyoming. State of 

8407020083 

40-299 


8407180196* 

50-601 

K 


8407020181 

40-8584 


8407180198* 

50-601 

K 


8407020242 

40-8768 


8407180200* 

50-601 

K 


8407020256 

40-8586 


8407180202* 

■ 30-601 

K 


8407030407 

40-8684 


8407180203* 

50-601 

K 


8407260408 

40-8452 


8407180204* 

50-601 

K 


8407300025 

40-8745 


8407180207* 

50-601 

K 


8407300049 

40-8768 


8407180209* 

50-601 

K 

Yankee Atomic Electric Co. 

8406270148 

50-443 

G 

8407180212* 

50-601 

K 


8407020076 

50-29 

R 

8407180214# 

50-601 

K 


8407020208 

50-443 

S 

8407180217* 

50-601 

K 


3407020208 

50-443 

s 

8407200037 

QA999 



8407020272 

50-29 

s 

8407200069 

50-87 

P 


8407020332 

50-443 

Q 

8407200092 

70-1151 



8407020361 

50-443 

S 

8407200136 

TOP REP 



8407020399 

50-443 

S 

8407200177 

71-9015 



8407020399 

50-443 

S 

8407230178 

70-698 



8407030315* 

50-443 

Q 

8407230179* 

70-698 



8407030315* 

50-443 

Q 

8407240047 

XPORTLIC 



8407030367 

30-29 

S 

8407240474* 

50-412 

A 


8407050119* 

50-271 

F 

8407240477* 

50-412 

A 


8407050191 

50-443 

A 

8407240601 

WASTE MGT 


S407050191 

50-443 

A 

8407250326 

50-244 

S 


8407050271 

50-443 

E 

8407250366 

XPORTLIC 



8407050271 

50-443 

E 

8407250581 

XPORTLIC 



8407060124 

50-29 

F 

8407260232 

TOPREP 



8407060134 

50-29 

P 

8407260240* 

TOP REP 



8407060183 

50-443 

S 

8407270237 

50-601 

A 


8407090288 

50-29 

Q 

8407270282* 

50-601 

A 


8407100172 

50-29 

S 

8407310547* 

CONTRACT 



8407120245* 

50-29 

Q 

8407050420 

WASTE MGT 


8407160151 

50-29 

P 

8407050425* 

WASTE MGT 


8407160195 

50-29 

F 

84071 10390* 

71-9151 



8407190301 

50-443 

S 

8407120027# 

71-6574 



S407200016 

50-29 

S 

8407240410 

WASTE MGT 


8407240089 

50-29 

P 

8407240413* 

WASTE MGT 


8407260230 

50-443 

Q 

8407240468 

WASTE MOT 


8407300199 

50-29 

R 

8407240484* 

WASTE MGT 


8407310252 

50-29 

F 

8407020377 

TOPREP 







3407060194 

TOPREP 


8407170244# 

50-309 

P 

8407060099 

50-456 

G 

8407030391 

50-266 

P 

8407050128 

50-266 

P 

8407050138 

50-266 

S 

8407060177 

50-266 

P 

8407060280 

50-266 

a 

8407120320 

50-266 

F 

8407120320 

50-266 

F 

8407130002 

50-266 

P 

8407 130002 

50-266 

P 

8407160161 

50-266 

P 

8407160188 

50-266 

P 

8407160196* 

50-266 

P 

8407170309 

50-266 

Q 

8407170309 

50-266 

Q 

8407170336 

50-266 

F 

8407170336 

50-266 

F 

84071 70375 

50-266 

P 

8407170375 

50-266 

P 

8407170380* 

50-266 

P 

8407170380* 

50-266 

P 

8407180003 

50-266 

R 

8407020327* 

50-305 

G 

8407030184 

50-305 

P 

8407030138* 

50-305 

P 

8407100354 

50-305 

G 

8407160108 

50-305 

R 

8407170133* 

50-305 

Q 

8407180173 

50-305 

I 

8407190331 

50-305 

P 

840725041 1 

50-305 

P 

8407310390* 

50-305 

F 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents.” 


REPORT 

ffUMBER 


1333RH000001 RA 
I3A1694 ROO 
31765 ROO 
3527-006 R02 
4053 

4069 

115-1/0 

til l-ADM-261 1-01 ROl 
7-B4 

E2-WA/ME-12 

E^WA/^iE-9 
E2-105 ROl 
33-76 ROO 
S4-1 

S40727O196 

ADBR-31 ROO 
A6-15-02B4 ROl 
B-S4-t4B DRFT 
SAW- 1792 
BAW-IB27 

a?iL-NURE0-33835 
CEN-227 
CEH-259 ERR 
CENFN-WH 00 
DNS-RSS-200 

DQE/EA-0232 

ljOE/S-0Q24 

3?C-MF-20i0 

EE5-EA-6616 

EF-130 

SGO-EA-6425 ROl DRFT 
EGO-EA-6535 
EGO-FM-6245 ROl 
ESO-FM-6246 ROl 
ESS-FM-6247 

Sa9-FI1-624S 

ESQ-FM-6249 

ESG-FM-6254 

EQe-FM-6235 

S&e-FI1-6256 

EGS-F«-6257 
EO9~F«-6250 add 
EC(S-FM-6259 
EQ5-PHYa-6171 
ESO-82-33 R02 


ACCESSION 

NUMBER 

8407020103* 
8407170425* 
3407050114* 
8407270054* 
84071301 19* 

8407130124* 

8407060088* 

8407090026* 

8406260401* 

8407130214* 

8407130210* 

8407020471* 

8407020466* 

8407120304* 

B407270196 

8407170376* 

3407100539* 

8407240272* 

8407240267* 

8407300258* 

0407020105* 

8407130191* 

8407060226* 

8407110095* 

8407250147* 

8407060155* 

8407240007* 

8407250158* 

8407020051* 

8407230173 

8407160114* 

8407020317* 

8405310324* 

8407110154* 

8407300018* 

8405310413* 

8407100666* 

8405310355* 

8407030388* 

8405310338* 

0407100655* 

8407270292* 

8407110255* 

8407160070* 

8407120138* 


SUBJECT 

CATEGORY 

70-25 
50-293 P 
SO-324 P 
50-320 P 
FQIA 

FOIA 

50-346 F 
50-289 V 
50-388 Q 
FQIA 

FOIA 

50-286 P 
50-286 P 
50-395 R 
50-286 P 

50-366 P 
50-331 S 
50-329 A 
50-312 P 
50-346' P 

50-352 A 
FOIA 

50-361 P 
71-90 
WASTE MOT 

WASTE MOT 
ORO 

50-369 P 
50-285 P 
50-16 R 

TOPREP 
50-269 P 
50-331 P 
50-259 P 
50-277 P 

50-324 P 
50-271 P 
50-263 P 
50-219 Q 
50-245 P 

50-293 P 
50-155 P 
50-333 P 
50-302 P 
70-25 


OTHER REPORT 
NUMBER 


0NL-NUREO-34061 


DRF AOO-0945 


OL-82-16 
TAG 46660 
TAG 46652 
OL-81-04 

TAC 46655 
TAG 46674 
TAC 46666 
TAC 46668 
TAC 46665 

TAC 46673 
TAC 46651 
TAC 46661 


ETR-1001 Ri2 
FAAA-84-3-14 
INFO 82-Qll 
LAC-TR-i23 ADD 01 
NED0-21326D1 


8407130304* TOPREP 
8405290111* 50-206 S 

8407240004* PR 

8407100241* 50-409 F WP6-23 

8407020050* 70-1308 


NEDQ-30A70 

NP-t 

NP-2292 

NP-262a-BR 

NSPNAD-a406 


8407190305* 50-447 A 

8407130218* FOIA 
8407130203* FOIA 
8407130197*^ FOIA 
8407200094* 50-282 P 


REPORT 

NUMBER 


ACCESSION 

NUMBER 


SUBJECT OTHER REPORT 
CATEGORY NUMBER 


NUREG-0020 V08 NOS 
NUREO-0304 V09 NOl 
NUREG-0525 R09 
NUREG-0540 V06 N04 
NUREG-0675 S23 

NUREG-0725 R04 
NUREG-0748 V04 NOS 
NUREG-0750 V19 NOl 
NUREG-0750 V19 N02 
NUREO-0787 S06 

NUREG-OSOI DRFT 
NUREO-0954 S02 
NUREO-0980 
NUREO-1020LD V02 
NUREO-1026 

NUREO-1038 SOI 

NUREO-1051 

NUREG-1058 

NUREO-1059 

NUREQ-1074 


8407180022 

NUREG 


84071 10023 

NUREG 


8407180039 

NUREG 


8407170553 

NUREG 


8407110014 

50-275 

E 

8407190487 

NUREG 


8407170557 

NUREG 


8407130479 

NUREG 


8407130393 

NUREG 


84071 10007 

50-382 

E 

8407 19051 5* 

REVIEW 

GRP 

8407130504 

50-413 

E 

8407130401 

NUREG 


8407130415 

50-239 

0 

84071B0017 

50-456 

D 

8407180053 

50-400 

E 

8406060419 

50-148 

E 

8407020225 

30-483 

P 

84071B0046 

50-54 

E 

8407110001 

50-354 

D 


NUREO-107e 

NURE0/BR-0O25 UlO N4 
NUREO/BR-0025 VIO N5 
NUREO/BR-0051 V06 N1 
NURE0/CR-2O0O V03 N5 


8407020195 

8407110066 

B4O7120626 

3407260066 

8407160280 


70-1113 

NUREG 

NUREG 

NUREG 

NUREG 


ORNL/NSIC-200 


NUREG/ CR-2424 V02 
NUREO/CR-2907 V02 
NUREO/CR-3134 
NUREG /CR-3300 VO I 
NURE0/CR-3310 

NUREO/CR-3316 
NUREO/CR-3391 V03 
NUREO/CR-3427 V04 
NUREO/CR-3504 
NUREO/CR-3505 

NUREG/CR-3583 
NUREO/CR-3588 
NUREG/CR-3600 
NUREO/CR-3624 
NUREG/CR-3626 VOl 

NUREO/CR-3658 
NURE0/CR-36Q2 ERR 
NUREO/CR-3686 
NURE0/CR-36a6 VOl 
NUREO/CR-3686 V02 

NUREG/CR-3686 V03 
NURE0/CR-36a6 V04 
NUREO/CR-3693 
NUREG/CR-3713 
NUREG /CR-3771 

NUREO/CR-3775 
NUREG /CR-378i DRFT 
NUREG /CR-3aOO 
NUREG /CR-38 10 VOl 
nureg/cr- 3825 voi-oa 


8407110172 

NUREG 

8407170576 

NUREG 

8407170560 

NUREG 

8406070143 

50-295 

8407020036 

NUREG 

B407060054 

NUREG 

8407180011 

NUREG 

8407180206 

NUREG 

8407110019 

NUREG 

8407180028 

NUREG 

8407110004 

NUREG 

8407060059 

NUREG 

8407020156 

NUREG 

0407110012 

NUREG 

8407060056 

NUREG 

8407190060 

NUREG 

8407130460 

NUREG 

8407110060 

NUREG 

8407110034 

NUREG 

8407110090 

NUREG 

8407110076 

NUREG 

0407110052 

NUREG 

8407020165 

50-390 

0407110022 

NUREG 

8407020266 

NUREG 

8407170566 

NUREG 

8407020360 

NUREG 

8407110018 

NUREG 

8407180005 

NUREG 

8407120539 

NUREG 


PNL-50B8 
BNL-NUREG-51581 
SANDB3-0074 
P SAND83-1118 
SAND03-1149 

SANDa3-1154 
HEDL-TME 83-23 
BMI-2113 
ANL-B3-65 
ANL-83-66 

S-762-R 

SAND03-24O6 

aRNL/TM-901l 

SAND83-2365 

ORNU/TM-9041/VI 

HEDL-TME 84-14 
PNL-4490 
UCRL- 15597 
UCRL-15597 
UCRL- 15 597 

UCRL-15597 
UCRL-15597 
A PNL-5022 

BNL-NUREO-51752 


EOQ-2313 

QRNL/TM-9186 

PNL-5106-1 

PNL-5125 


1^9 
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ACCESSION 

SUBJECT OTHER REPORT 


NUMBER 

CATEGORY NUMBER 


3407110180 

NUREG 


VJ?? E 5 / C S - 33 39 

8407180329 

NUR EG 

UC ID-20083 


S407020174 

NUREG 


N'U'SES >■ C9-3845 

8407120632 

NUREG 


V.SES.^' :R-3849 

S407060340 

NUREG 

TS-843 

NJfiEJ/ 39-3375 

8407180218 

NUREG 

EGG-EA-6650 

P*4L~516: 

8407240442* 

50-206 

S 

RE-763-6 

8407130343* 

FOIA 


P£ACC?''5. 3J-1-1C4/A 

8407170052* 

WASTE 

MGT 

REACtGCO: REA-5 DRFT 

8407170049* 

WASTE 

MGT 

0EA377e7- REA-& DRFT 

3407170058* 

WASTE 

MGT 

REA42371 , REA-7/JS DR 

8407170062* 

WASTE 

MGT 

RH3-S4-C32 

B4071 00406* 

50-254 

Q 

RS 44«5/S:/C3 

S407130319* 

FOIA 


33352 7-DC 5 RC3 

3407270098* 

50-320 

P 

SEC t'-e2-23C 

8206230260* 

FOIA 

ALAB-673 

SECY-82-270 

8407030147* 

50-3 

G 

SEC >'-82-277 

8407030156* 

50-367 

G 

SECY-B2-31B 

S407120129* 

50-358 

G QL 

SEC >-62-402 

8211020321* 

FOIA 

EA-a2-045 

SEC 'Y-a2-4'=?l 

8407120115* 

70-135 

CL I -80-27 

S£Cy-S3-339 

8309080035 

SECY 


SECV-83-339A 

8404120054 

SECY 


SEC ¥-34-0764 

8406270099 

SECY 


SEC¥-S4-163A 

8407050411 

50-322 

A 

SECY-84-263 

8407050134 

SECY 


SL. I -83 10-1 

8407270257 

50-334 

P 

STD-R-03-008 ROD 

84072404B4* 

WASTE MGT 

STD-R-C5-005 ROl 

8407050425* 

WASTE MGT 

SrD-R-C5-008 ROO 

S407240413* 

WASTE MGT 

SMR 1-7244-001/1 

8407300165* 

50-315 

P 

TDR-S29 ROO 

8407090246# 

50-289 

Q 

TER-C 5506-093 

8308240241* 

50-3 

P TAC 8113 

TER-C 5506-320 

8309290276* 

50-271 

P TAC 07950 

TER -C 5506-347 

8406270187* 

50-302 

P TAC 079S3 

TER-C 5506-368 

8406290120* 

50-245 

P TAC 08060 

TER-C 5506-390/391 

8406120460* 

50-272 

P TAC 08081 

TER-C 3506-401 

8406190360* 

50-271 

P TAC 47132 

TER-C 5506-4 51/452 OR 

8407030257* 

50-237 

P TAC 52223 

TR-5332A-1 

8407 100268* 

50-387 

P 

TR -83090-02 ROO 

B407030421* 

50-445 

A 

TR-84042-01 

8407310161* 

50-445 

A 

yCIO-19720 

8310200445* 

50-277 

P 

0010-20036 

B404 180234* 

50-271 

P 

UC 10-20069 

B407 170071* 

WASTE MGT 

UMTRA-OCE/AL-050107 

8407260486* 

WASTE MOT 

W5TRA-D0E/AL-050424 

8407170297* 

WASTE MGT 

UnTRA-DOE/AL~0SO504, 

840726031 1 

WASTE MGT 

USC-684-W 

8407240575* 

WASTE MGT 

MCAP 10564 

8407240477* 

50-412 

A 

WCAP 10576 

8407030300* 

50-413 

A 

WCAP-10156 ROl 

8407180146* 

50-445 

A 

WCAP- 10492 

8407 110271* 

50-3X1 

P 

MCAP-S587 RO HE-lOB 

840710051 B* 

50-482 

A EQDP-HE-lOB 

fcCAP-SSa? RO «-ioc 

8407100512* 

50-482 

A EQDP-HE-IOC 

WCAP-a567 RO «-9 

8407100444* 

50-482 

A EQ0P-HE-9 

»CAI»-e587 ROl «-10A 

8407100447* 

50-482 

A EQDP-HE-inA 

wnc 102-»«»-A VO I 

8407100024* 

WASTE fIGT 

WTSD-Ttie-030 DRFT 

8407240601 

WASTE MGT 00884 

JtN-NF-82-25C!ff ><A) 

8407300208* 

50-316 

P 

XW-NF-e3-72 R02 

8407300172* 

50-261 

P 

XN>-NF-84-03 

8407200097* 

50-282 

P 

XN-MF-S4-72 

8407300178# 

50-261 

P 



CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Items fisted as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued, and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8201140093 

8407130033 

84/05/23 

FOIA 


8201140095 

8407130033 

84/05/23 

FOIA 


8201190189 

8201190176 

81/09/21 

ACRS 


8204300097 

8407170487 

84/06/04 

PRM 


8206230260 

8407030136 

84/05/15 

FOIA 


8207010053 

8407240003 

84/07/13 

PR 


8208010053 

8407260051 

83/08/10 

REVIEW 

ORP 

8209140049 

8407130033 

84/05/23 

FOIA 


8210280101 

8407260051 

83/08/10 

REVIEW 

ORP 

821 1020321 

8407120108 

84/05/22 

FOIA 


8302170246 

8407260051 

83/08/10 

REVIEW 

ORP 

8303030236 

8407260051 

83/08/10 

REVIEW 

ORP 

8305250567 

8407260051 

83/08/10 

REVIEW 

ORP 

8307210371 

8407260051 

03/08/10 

REVIEW 

ORP 

8307210375 

8407260051 

83/08/10 

REVIEW 

ORP 

8308040588 

8407120091 

84/05/21 

50-282 

8 

8308190510 

8407110010 

83/08/22 

REVIEW 

ORP 

8308240241 

8407030008 

84/06/06 

50-3 

P 

8309080084 

8407120091 

84/05/21 

50-202 

S 

8309290276 

8407270045 

84/07/02 

50-271 

P 

8310030030 

8407050258 

84/06/19 

50-454 

Q 

8310110428 

8407250374 

83/10/06 

REVIEW 

ORP 

8310200445 

3407060262 

84/06/21 

50-277 

P 

8311300184 

8407050258 

84/06/19 

50-454 

Q 

8401060685 

3407050178 

84/06/29 

50-322 

0 

8401120539 

8407170564 

84/07/13 

50-322 

F 

8401230507 

8407170564 

84/07/13 

50-322 

F 

8401260203 

8407030144 

84/05/22 

FOIA 


8401270051 

8401060321 

83/12/17 

REVIEW 

ORP 

8402150450 

8407030057 

84/06/29 

50-445 

Q 

8402230185 

8407130033 

84/05/23 

FOIA 


8402230107 

8407130033 

84/05/23 

FOIA 


8403160050 

8403160045 

04/03/12 

50-461 

M 

8403160195 

8403160193 

84/03/09 

50-390 

A 

8403190446 

8407110451 

84/05/22 

50-447 

A 

8404050222 

8407030144 

84/05/22 

FOIA 


8404110470 

8404110530 

84/03/21 

50-369 

P 

8404110512 

8407190432 

84/06/29 

50-244 

Q 

8404130384 

8407160104 

84/06/28 

TOPREP 


8404180217 

8407050178 

84/06/29 

50-322 

E 

8404180226 

8407050178 

84/06/29 

50-322 

E 

8404180234 

8407100289 

B4/06/27 

50-271 

P 

8404180285 

8407030144 

84/05/22 

50-293 

S 

8404200372 

8407260236 

84/07/1 1 

50-295 

P 

8404270265 

8407240061 

84/07/20 

QA999 


8404300195 

8404300193 

84/03/30 

WASTE MOT 

8405180075 

8407170564 

84/07/13 

50-320 

P 

8405210099 

8407050178 

84/06/29 

50-322 

E 

8405210414 

8407170564 

84/07/13 

50-322 

F 

8405240497 

8407050067 

84/06/26 

ACRS 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondpcketed items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8405290074 

8405290066 

84/05/23 

50-259 

Q 

8405290111 

8405290006 

84/05/24 

50-206 

8 

8405310324 

84071 10027 

84/06/15 

50-331 

P 

8405310338 

8407050196 

84/06/20 

50-245 

P 

8405310355 

8407100356 

84/06/15 

50-263 

P 

8405310413 

8407110069 

84/06/15 

50-324 

P 

8406040310 

8405220481 

84/05/17 

FOIA 


8406050014 

8407120440 

84/06/22 

50-280 

P 

8406060426 

840705Q414 

84/06/19 

MISC 


8406110400 

8407230424 

84/06/04 

50-275 

F 

8406120365 

8406120362 

84/06/08 

50-341 

K 

8406120368 

8406120362 

84/06/08 

50-341 

K 

8406 120460 

8407030324 

84/06/22 

50-272 

P 

8406140044 

8407110395 

84/06/26 

50-483 

F 

8406150095 

8407180057 

84/07/02 

50-498 

A 

0406150133 

8406150114 

84/06/07 

50-206 

S 

8406150262 

8407180057 

84/07/02 

50-498 

A 

0406190360 

8407100066 

84/06/27 

50-271 

P 

8406200009 

8407160002 

04/06/25 

50-482 

F 

8406200028 

8407120286 

84/06/22 

50-305 

F 

8406250040 

8407130159 

84/07/09 

50-29 

P 

8406260398 

0407110566 

84/06/20 

50-3Sa 

0 

8406260401 

8407110566 

84/06/20 

50-388 

Q 

8406260470 

8407120313 

84/06/29 

50-326 

F 

8406260495 

8407300360 

84/07/19 

50-508 

A 

8406270187 

8407250011 

04/07/13 

50-302 

P 

8406270273 

0407100636 

84/06/26 

50-368 

P 

8406280333 

8407020065 

84/06/29 

50-247 

P 

8406290120 

8407240130 

84/07/19 

50-245 

P 

8407020012 

8406290541 

04/06/11 

50-443 

Q 

8407020019 

8407020014 

84/06/01 

50-275 

F 

8407020021 

8407020010 

84/06/25 

XPORTLIC 


8407020028 

Q407020023 

04/06/20 

50-3 

P 

8407020047 

8407020045 

84/06/25 

71-266 


8407020048 

8407020043 

84/06/19 

50-285 

P 

B407020050 

8407020044 

94/05/31 

70-1308 


8407020051 

8407020043 

84/06/19 

50-285 

P 

8407020054 

8407020049 

84/06/04 

40-8794 


8407020056 

8407020052 

84/06/26 

71-87 


8407020077 

8407020070 

84/06/20 

50-3 

P 

8407020081 

8407020074 

84/06/14 

CONTRACT 


8407020082 

8407020079 

84/06/20 

contract 


8407020087 

8407020084 

84/06/12 

50-272 

0 

8407020080 

8407020070 

84/ 06/20 

50-3 

P 

8407020092 

0407020084 

04/06/12 

50-272 

Q 

B407020097 

9407020093 

84/06/26 

50-293 

P 

8407020103 

8407020098 

04/05/30 

70-25 


B407020105 

8407020096 

84/06/22 

50-352 

A 

B407020106 

8407020102 

04/06/08 

50-348 

R 

8407020110 

8407020102 

84/06/08 

50-348 

R 


561 



562 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407020125 

8407020121 

84/06/26 

50-329 

Q 

8407030042 

8407030037 

84/06/15 

50-454 

Q 

8407020131 

8407020123 

84/06/26 

50-263 

Q 

8407030050 

8407030044 

84/06/15 

50-409 

Q 

8407020143 

8407020139 

84/06/26 

CONTRACT 


8407030056 

8407030052 

84/06/15 

50-483 

Q 

8407020153 

8407020151 

84/06/29 

50-331 

K 

8407030058 

8407030055 

84/06/11 

50-483 

P 

8407020192 

8407020188 

84/06/22 

50-396 

P 

8407030061 

8407030055 

84/06/1 1 

50-483 

P 

8407020198 

8407020198 

84/06/22 

50-396 

P 

8407030062 

8407030052 

84/06/15 

50-483 

Q 

8407020199 

8407020193 

84/06/11 

70-1167 


8407030063 

8407030055 

84/06/11 

50-483 

P 

8407020204 

8407020193 

84/06/11 

70-1167 


8407030064 

8407030049 

84/06/15 

50-255 

Q 

8407020209 

8407020193 

84/06/11 

70-1167 


8407030071 

8407030066 

84/06/13 

50-443 

a 

8407020217 

8407020214 

84/06/28 

50-354 

K 

8407030072 

8407030069 

84/06/18 

50-247 

0 

8407020226 

8407020193 

84/06/11 

70-1167 


8407030077 

8407030074 

84/06/15 

50-317 

Q 

8407020240 

8407020193 

84/06/11 

70-1167 


8407030079 

8407030073 

84/06/19 

50-219 

P 

8407020254 

8407020193 

84/06/11 

70-1167 


8407030084 

8407030073 

84/06/19 

50-219 

P 

8407020257 

8407020246 

84/06/25 

50-244 

Q 

8407030087 

8407030081 

84/06/13 

50-29 

Q 

8407020268 

8407020168 

84/06/27 

50-83 

P 

8407030093 

8407030081 

84/06/13 

50-29 

Q 

8407020275 

8407020263 

84/06/26 

CONTRACT 


8407030098 

8407030086 

84/06/20 

50-454 

0 

8407020276 

8407020168 

84/06/27 

50-83 

P 

8407030103 

8407030086 

84/06/20 

50-454 

0 

8407020290 

8407020010 

84/06/25 

XPORTLIC 


8407030108 

8407030102 

84/06/28 

50-400 

E 

8407020303 

8406210549 

84/06/12 

50-269 

P 

8407030114 

8407030107 

84/06/29 

50-440 

A 

8407020305 

8407020296 

84/06/27 

50-275 

P 

8407030117 

8407030109 

84/06/15 

50-330 

Q 

8407020312 

8407020296 

84/06/27 

50-275 

P 

8407030127 

8407030122 

84/06/14 

50-461 

Q 

8407020317 

8406210549 

84/06/12 

50-269 

P 

8407030128 

8407030121 

84/06/18 

50-259 

P 

8407020323 

8407020313 

84/06/28 

50-206 

P 

8407030135 

8407030131 

84/05/23 

50-289 

G 

8407020327 

8407020321 

84/06/25 

50-305 

Q 

8407030137 

8407030131 

84/05/23 

50-289 

0 

8407020336 

8407020331 

84/05/30 

40-4348 


8407030141 

8407030131 

84/05/23 

50-289 

G 

8407020345 

8407020341 

84/06/15 

50-250 

R 

8407030142 

8407030131 

84/05/23 

50-289 

0 

8407020348 

8407020341 

84/06/15 

50-250 

R 

8407030146 

8407030131 

84/05/23 

50-289 

G 

8407020356 

8407020353 

84/06/14 

50-338 

F 

8407030147 

8407030136 

84/05/15 

50-3 

0 

8407020368 

8407020366 

84/06/26 

50-483 

F 

8407030149 

8407030131 

84/05/23 

50-289 

G 

8407020378 

8407020374 

84/06/11 

50-259 

R 

8407030150 

8407030131 

84/05/23 

50-289 

G 

8407020381 

8407020377 

84/05/04 

TOPREP 


8407030152 

8407030143 

84/05/21 

50-358 

T 

8407020383 

8407020374 

84/06/11 

50-259 

R 

8407030154 

8407030131 

84/05/23 

50-289 

G 

8407020385 

8407020374 

84/06/11 

50-259 

R 

8407030156 

8407030136 

84/05/15 

50-367 

G 

8407020386 

8407020377 

84/05/04 

TOPREP 


8407030165 

8407030144 

84/05/22 

FOIA 


8407020387 

8407020382 

84/06/26 

50-155 

Q 

8407030176 

8407030173 

84/06/29 

50-2S9 

T 

8407020390 

8407020377 

84/05/04 

TOPREP 


8407030178 

8407030171 

84/06/29 

50-313 

F 

0407020393 

8407020377 

84/05/04 

TOPREP 


8407030179 

8407030173 

84/06/29 

50-289 

T 

8407020395 

8407020377 

84/05/04 

TOPREP 


8407030188 

8407030184 

84/06/29 

50-305 

P 

8407020396 

8407020389 

84/05/31 

50-352 

K 

8407030189 

8407030182 

84/06/11 

50-322 

Q 

8407020398 

8407020377 

84/05/04 

TOPREP 


8407030203 

8407030198 

84/06/29 

50-454 

T 

8407020400 

8407020389 

84/05/31 

50-352 

K 

8407030208 

8407030198 

84/06/29 

50-454 

T 

8407020401 

8407020377 

84/05/04 

TOPREP 


8407030210 

8407030205 

84/06/25 

50-243 

F 

8407020405 

8407020377 

84/05/04 

TOPREP 


8407030211 

8407030209 

84/06/29 

50-400 

G 

8407020407 

8407020377 

84/05/04 

TOPREP 


8407030213 

8407030209 

84/06/29 

50-400 

0 

8407020410 

8407020377 

84/05/04 

TOPREP 


8407030221 

8407030209 

84/06/29 

50-400 

0 

8407020414 

8407020377 

84/05/04 

TOPREP 


8407030239 

8407030235 

84/06/28 

50-482 

A 

8407020420 

8407020404 

84/06/25 

50-10 

Q 

8407030240 

8407030233 

84/06/29 

50-322 

G 

8407020421 

8407020342 

84/06/08 

50-387 

a 

8407030249 

8407030246 

84/06/26 

50-327 

P 

8407020423 

8407020417 

84/06/15 

50-361 

R 

8407030252 

8407030250 

84/06/29 

50-454 

Q 

8407020426 

8407020419 

84/05/20 

40-1341 


8407030257 

8407030247 

84/06/28 

50-237 

P 

8407020427 

8407020417 

84/06/15 

50-361 

R 

8407030265 

8407030261 

84/06/29 

50-445 

A 

8407020434 

8407020425 

84/06/25 

50-286 

P 

8407030266 

8407030254 

84/06/29 

50-352 

A 

8407020435 

8407020431 

84/06/28 

50-382 

A 

8407030271 

8407030254 

84/06/29 

50-352 

C 

8407020436 

8407020432 

84/06/13 

50-387 

R 

8407030272 

8407030267 

84/06/28 

50-327 

R 

8407020437 

8407020432 

84/06/13 

50-387 

R 

8407030277 

8407030270 

84/06/29 

50-410 

F 

8407020442 

8407020425 

84/06/25 

50-286 

P 

8407030278 

8407030254 

84/06/29 

50-352 

F 

8407020444 

8407020412 

84/06/25 

50-413 

Q 

8407030280 

8407030276 

84/06/25 

50-334 

P 

8407020445 

8407020439 

84/06/28 

REVIEW GRP 

8407030282 

8407030254 

84/06/29 

50-352 

K 

8407020449 

8407020412 

84/06/25 

50-413 

Q 

8407030283 

8407030270 

84/06/29 

50-410 

F 

8407020451 

8407020425 

84/06/25 

50-286 

P 

8407030285 

8407030276 

84/06/25 

50-334 

P 

B407020454 

8407020412 

84/06/25 

50-413 

Q 

8407030292 

8407030270 

84/06/29 

50-410 

F 

3407020458 

8407020425 

84/06/25 

50-286 

P 

8407030297 

8407030294 

84/06/27 

50-413 

A 

3407020459 

8407020456 

84/06/27 

50-275 

P 

8407030300 

8407030294 

84/06/27 

50-413 

A 

3407020462 

8407020412 

84/06/25 

50-413 

Q 

8407030301 

8407030296 

84/06/29 

50-348 

M 

3407020466 

8407020425 

84/06/25 

50-286 

P 

8407030310 

8407030303 

84/06/28 

50-334 

F 

1407020471 

8407020425 

84/06/25 

50-286 

P 

8407030311 

8407030304 

84/06/26 

50-277 

Q 

1407020473 

8407020412 

84/06/25 

50-413 

Q 

8407030315 

8407030312 

84/06/28 

50-443 

Q 

407020477 

8407020474 

84/06/25 

50-348 

P 

8407030332 

8407030330 

84/06/29 

50-458 

A 

407020499 

8407020497 

84/05/08 

40-1162 


8407030335 

8407030330 

84/06/29 

50-458 

A 

407020508 

8407020506 

84/06/28 

50-424 

Q 

8407030342 

8407030339 

84/06/26 

50-247 

Q 

407020518 

8407020516 

84/06/29 

50-445 

G 

8407030354 

8407030350 

84/06/28 

50-461 

Q 

407020521 

8407020520 

84/06/25 

50-454 

0 

8407030365 

8407030361 

84/06/27 

50-255 

Q 

407020527 

8407020516 

84/06/29 

50-445 

G 

8407030371 

8407030360 

84/06/28 

70-925 


407020530 

8407020516 

84/06/29 

50-445 

0 

8407030381 

8407030372 

84/06/28 

50-219 

Q 

407020560 

8407310427 

84/07/17 

50-263 

F 

8407030382 

8407030326 

84/06/26 

50-255 

R 

t07030004 

8407030003 

84/05/10 

40-299 


8407030388 

8407030372 

84/06/28 

50-219 

Q 

■07030012 

8407030008 

84/06/06 

50-3 

P 

8407030404 

8407030400 

84/06/29 

70-925 


07030019 

8407030008 

84/06/06 

50-3 

P 

8407030406 

8407030405 

84/06/15 

50-322 

A 

07030032 

8406270148 

84/06/21 

50-443 

Q 

8407030419 

8407030415 

84/05/04 

50-461 

A 

07030038 

8406270148 

84/06/21 

50-443 

Q 

8407030421 

8407030418 

84/06/30 

50-445 

A 



CROSS REFEREMCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


563 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGWY 


B407030426 8407030420 84/06/21 50-295 P 

B407030427 8407030423 84/06/29 50-261 P 

8407030449 8407030444 84/06/28 50-295 0 

8407030450 8407030448 84/04/27 ACRS 

8407030456 8407030454 84/06/29 50-413 Q 

8407030460 8407030458 84/05/02 50-409 F 

8407030463 8407030462 84/06/15 70-1257 

8407030474 8407030472 84/06/29 50-289 T 

8407030477 8407030472 84/06/29 50-289 T 

8407030478 8407030472 84/06/29 50-289 T 

8407030479 8407030472 84/06/29 50-289 T 

8407030481 8407030472 84/06/29 50-289 T 

8407030482 8407030472 84/06/29 50-289 T 

84070304B5 8407030472 84/06/29 50-289 T 

8407050003 8407050002 84/03/12 50-298 R 

8407050036 8407050032 84/05/31 40-8786 

8407050037 8406210449 84/05/25 WASTE MOT 

8407050038 8406210449 84/05/25 WASTE MOT 

8407050040 8407050023 84/06/27 71-9079 

8407050043 8406210449 84/05/25 WASTE MOT 

8407050044 8406210449 84/05/25 WASTE MOT 

8407050047 8407050042 84/05/23 40-8064 

8407050050 8407050049 84/06/25 50-272 P 

8407050053 8406210449 84/05/25 WASTE MOT 

8407050058 8407050057 84/05/07 40-8728 

8407050059 8406210449 84/05/25 WASTE MOT 

8407050063 8406210449 04/05/25 WASTE MOT 

8407050081 8407050074 84/05/11 50-298 R 

8407050105 8407050097 84/06/26 50-324 P 

8407050113 8407050104 84/06/26 COMMISSION 

8407050114 8407050097 84/06/26 50-324 P 

8407050119 8407050117 84/06/19 50-271 F 

8407050121 8407050104 84/06/26 COMMISSION 

8407050124 8407050104 84/06/26 COMMISSION 

8407050136 8407050129 84/06/11 40-8585 

8407050144 8407050142 84/06/29 50-336 K 

8407050164 8407050156 84/07/03 50-348 G 

8407050172 8407050168 84/06/14 70-984 

8407050175 8407050168 84/06/14 70-984 

8407050199 8407050197 84/06/29 50-410 F 

8407050200 8407050196 84/06/20 50-245 P 

8407050206 8407050195 84/06/29 50-400 K 

8407050207 8407050202 84/06/01 50-416 Q 

8407050209 8407050205 84/06/26 PR 

8407050222 8407050220 84/06/28 50-255 K 

8407050223 8407050221 84/06/26 50-482 K 

8407050225 8407050216 84/06/27 CONTRACT 

8407050226 8407050220 84/06/28 50-255 K 

8407050228 8407050220 84/06/28 50-255 K 

8407050229 8407050227 84/06/29 50-361 P 

8407050232 8407050220 84/06/28 50-255 K 

8407050234 8407050220 84/06/28 50-255 K 

8407050235 8407050233 84/04/03 40-7580 

8407050237 8407050220 84/06/28 50-255 K 

8407050240 8407050233 84/04/03 40-7580 

8407050241 8407050220 84/06/28 50-255 K 

8407050242 8407050238 84/06/29 50-458 K 

8407050246 8407050220 84/06/28 50-255 K 

8407050248 8407050220 84/06/28 50-255 K 

8407050251 8407050220 84/06/28 50-255 K 

8407050252 8407050230 84/06/28 50-454 F 

8407050253 8407050249 84/06/05 50-400 Q 

8407050259 8407050255 84/06/07 50-413 Q 

8407050264 8407050261 84/06/05 50-416 Q 

8407050270 8407050220 84/06/28 50-255 K 

8407050272 8407050220 84/06/28 50-255 K 

8407050273 8407050220 84/06/28 50-255 K 

8407050278 8407050220 84/06/28 50-255 K 

8407050281 8407050220 84/06/28 50-255 K 

8407050285 8407050220 84/06/28 50-255 K 

8407050286 8407050220 84/06/28 50-255 K 

8407050287 8407050220 84/06/28 50-255 K 

8407050290 8407050220 84/06/28 50-255 K 

8407050291 8407050220 84/06/28 50-235 K 

8407030292 8407050220 84/06/28 50-255 K 

8407050294 8407030220 04/06/28 50-255 K 

0407050295 8407030220 84/06/28 50-255 K 

8407050301 8407030298 84/06/26 50-390 K 

8407050308 8407050304 84/06/28 50-237 K 

8407050310 8407050304 84/06/28 50-237 K 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407050315 

8407050313 

B4/06/05 

50-416 

Q 

8407050318 

8407050280 

84/05/29 

50-269 

Q 

8407050319 

8407050317 

84/06/07 

50-395 

Q 

8407050326 

8407050323 

84/06/20 

50-424 

Q 

8407050328 

8407050323 

84/06/20 

50-424 

•Q 

8407050331 

8407050323 

84/06/20 

50-424 

Q 

8407050332 

8407050323 

84/06/20 

50-424 

Q 

8407050334 

8407050323 

84/06/20 

50-424 

Q 

8407050337 

8407050333 

84/06/04 

50-390 

Q 

8407050369 

8407050363 

84/06/15 

50-413 

Q 

8407050370 

8407050368 

84/05/30 

50-261 

Q 

8407050372 

8407050363 

84/06/15 

50-413 

0 

8407050374 

8407050367 

84/06/06 

50-261 

Q 

8407050375 

8407050363 

84/06/15 

50-413 

Q 

8407050378 

8407050363 

84/06/15 

50-413 

Q 

8407050384 

8407050382 

84/06/01 

50-413 

Q 

8407050385 

8407050380 

84/06/07 

50-416 

Q 

8407050390 

8407050386 

84/06/28 

71-9018 


8407050391 

8407050388 

84/06/01 

50-324 

Q 

8407050397 

8407050394 

84/06/06 

50-413 

Q 

8407050399 

8407050395 

84/06/27 

71-9069 


8407050401 

8407050398 

84/06/22 

50-400 

Q 

8407050403 

8407050400 

84/06/20 

50-321 

Q 

8407050404 

8407050398 

84/06/22 

50-400 

Q 

8407050405 

8407050400 

84/06/20 

50-321 

Q 

8407050406 

8407050402 

84/06/06 

50-280 

Q 

8407050407 

8407050398 

84/06/22 

50-400 

Q 

8407050408 

8407050398 

84/06/22 

50-400 

Q 

8407050422 

8407050400 

84/06/20 

50-321 

Q 

8407050425 

8407050420 

84/06/20 

WASTE MOT 

8407050428 

8407050400 

84/06/20 

50-321 

Q 

8407050430 

8407050400 

84/06/20 

50-321 

Q 

8407050432 

8407050429 

84/06/01 

50-261 

Q 

8407050443 

8407050439 

84/05/29 

50-327 

Q 

8407050462 

8407050461 

84/06/28 

70-1308 


8407050464 

S407050461 

84/06/28 

70-1308 


8407060004 

8407060001 

84/06/12 

50-276 

Q 

8407060008 

8407060003 

84/07/03 

50-445 

G 

8407060009 

8407060001 

84/06/12 

50-276 

a 

8407060010 

8407060001 

84/06/12 

50-276 

Q 

8407060012 

8407060003 

84/07/03 

50-445 

G 

8407060015 

8407060001 

84/06/12 

50-276 

Q 

8407060016 

8407060011 

84/07/03 

50-322 

G 

B407060018 

8407060003 

84/07/03 

50-445 

G 

8407060019 

8407060017 

84/06/07 

50-335 

G 

8407060033 

8407060029 

84/06/19 

50-259 

G 

8407060034 

8407060027 

84/06/05 

50-250 

Q 

8407060038 

8407060035 

84/06/05 

50-438 

Q 

8407060039 

8407060036 

84/06/04 

50-259 

Q 

8407060045 

8407060041 

84/06/19 

50-416 

Q 

8407060048 

8407060041 

84/06/19 

50-416 

G 

8407060052 

8407060041 

84/06/19 

50-416 

Q 

8407060053 

8407060050 

84/06/29 

50-456 

Q 

8407060057 

8407060055 

84/06/29 

50-456 

A 

8407060058 

8407060055 

84/06/29 

50-456 

A 

8407060060 

8407060041 

84/06/19 

50-416 

Q 

8407060062 

8407060041 

84/06/19 

50-416 

G 

8407060065 

0407060041 

84/06/19 

50-416 

Q 

8407060068 

8407060067 

84/06/29 

50-412 

E 

8407060069 

8407060066 

84/06/08 

WASTE MOT 

8407060082 

8407060079 

84/06/29 

70-1193 


8407060088 

8407060085 

84/06/29 

50-346 

F 

8407060103 

8407060101 

84/06/28 

50-454 

0 

8407060117 

8407060115 

84/06/29 

50-261 

R 

8407060126 

8407060120 

84/06/29 

50-275 

Q 

8407060129 

8407060122 

84/07/03 

50-255 

Q 

8407060130 

8407060125 

84/07/03 

50-416 

R 

8407060132 

8407060127 

84/07/02 

50-397 

G 

8407060133* 

S407060122 

04/07/03 

50-255 

Q 

8407060135 

8407060125 

84/07/03 

50-416 

R 

8407060136 

8407060125 

84/07/03 

50-416 

R 

8407060141 

8407060139 

84/06/11 

40-8681 


8407060145 

8407060142. 

84/06/29 

50-338 

K 

8407060146 

8407060144 

84/05/31 

50-321 

Q 

8407060147 

8407060143 

84/07/02 

50-361 

P 

8407060150 

8406290210 

84/06/25 

50-275 

T 

8407060155 

8407060154 

84/06/28 

WASTE MOT 

8407060158 

8407060148 

84/05/29 

50-438 

Q 

8407060162 

8407060157 

84/06/29 

50-271 

P 

8407060164 

8407060161 

84/06/26 

50-293 

G 



m 




SN'C^-Sw:p£ 


24C7::6:i71 

3407262172 

3427362176 

34 27S6C‘l3l 
8437262203 
34072eC218 
S4CT26C221 
3 4 'V 7 4} 2 «.22 

S4272'6!2226 

54-27262231 

3427260233 

8427260247 

842726-0252 

S4:706C254 

S407C6Cf5'57 

042-7260260 

S4C706G26: 

8407560266 

S407C6G267 

S4C7C6-0268 

8407060276 

S40706-C278 

34C70-602SS 

84C570602S8 

840706C292 

8407060293 

B40706C299 

S4-2'7G603C3 

S4070603C7 

8'4C7C6C3C8 

B407060310 

8407060312 

B4C7060313 

S40706C'3I4 

8407060316 

8407060319 

8407060321 

840-7060322 

-8407060323 

8407060325 

8407060328 

8407060329 

8407Q60357 

S407060367 

8407060368 

8407060370 

8407060372 

8407060372 

8407090004 

8407090006 

S407O9OCK57 

8407090010 

8407090012 

8407090014 

S407090017 

84C7090020 

S407090026 

8407090028 

8407090029 

8407090032 

8407090036 

8407090039 

S407090050 

840709C»52 

8407090036 

B40709CX359 

840709006,0 

8407090061 

8407090062 

e4070'90063 

B407090064 

8407090068 

840709CW70 

-B407090!»1 

84070'9CK»9 

8407090091 

e40709C»97 

8407090123 


CROSS REFERENCE OF ENCLOSURES TO 
PRfNCIPAL DOCUMENTS 




ACCESSION NUMBER 


P'RlSCiPAi. 

345756-0161 
’ 3457560166 

34-57560159 
34C7C6C170 
340 7560- 174 

3457-565179 

340756020! 

B4C7D60216 

8457060217 

340-756-0226 

3457560224 
845706-0228 
S4-57C6C2-32 
-34-57560241 
34 5 7 0602 43 

3407060241 
34C7C60248 
840706-0255 
84C 706-02 58 
-8407060262 

3407060265 

8407060262 

8407060272 

8407060274 

8407060281 

3407060281 

8407060292 

S40706C2S9 

8407060296 

8407060297 

8407-060305 

8407060301 

3407060305 

8407060301 

8-407060305 

8407060305 

8407060302 

840706031-8 

8407060317 

8407060320 

8407060318 

8407060318 

8407060318 

8407060324 

8407060333 

8407060363 

B407060362 

8407060362 

8407060369 

8407060369 

8407090001 
8407090001 
8407090001 
8407090001 
840709001 1 

840709CK)1 1 
8407090015 
8407090013 
8407090022 
8407090025 

8407090024 

840709C»24 

8407090033 

8407090024 

8407090<54S 

8407090046 

8407090046 

8407090035 

840709CK546 

8407090058 

8407090055 

8407090046 

8407090535 

8407090035 

8407090035 

8407090376 

8407090066 

8407090086 

840709CK394 

8407090221 


ISSUED 

84/06/26 

84/06/29 

84/06/29 

84/06/22 

34/02/01 

34/06/22 

84/07/02 

84/06/29 

84/06/29 

84/06/29 

34/07/02 

84/06/29 

64/06/29 

34/06/29 

84/07/02 

B4/06/29 

34/06/27 

84/06/15 

34/07/02 

34/06/21 

84/07/02 

84/06/21 

84/06/29 

84/05/22 

84/06/21 

84/06/21 

84/06/19 

84/06/04 

84/06/26 

34/06/05 

84/06/18 

84/06/15 

84/06/18 

84/06/15 

84/06/18 

84/06/18 

84/06/15 

84/06/18 

84/06/28 

83/08/05 

84/06/18 

84/06/18 

84/06/18 

84/06/29 

84/05/30 

84/06/28 

84/06/28 

84/06/28 

84/06/11 

84/06/11 

84/06/15 

84/06/15 

84/06/15 

84/06/15 

83/11/23 

83/ 1 1 /23 
84/06/22 
84/06/22 
84/07/02 
84/06/01 

84/06/15 

84/06/15 

84/06/18 

84/06/15 

84/06/20 

84/06/28 

84/06/28 

84/07/05 

84/06/28 

84/05/29 

84/07/05 

84/06/28 

84/07/05 

84/07/05 

84/07/05 

84/06/20 

84/07/03 

84/07/03 

84/06/28 

84/07/02 


SUBJECT 

categcwy 

50-293 Q 
50-348 F 
50-324 P 
50-320 R 
50-482 A 

50-285 P 
50-322 V 
50-289 Q 
50-344 Q 
50-289 0 

50-361 P 
50-271 F 
50-348 K 
50-247 P 
50-454 Q 

50-247 P 
50-528 Q 
QA999 
50-329 A 
50-277 P 

50-373 0 

50-277 P 
50-280 K 
40-8783 
50-289 P 

50-289 P 
40-1341 
50-250 Q 
CONTRACT 
50-335 Q 

50-327 Q 
50-272 Q 
50-327 Q 
50-272 Q 
50-327 0 

50-327 Q 
50-272 Q 
50-438 Q 
CONTRACT 
ORO 

50-438 Q 
50-438 Q 
50-438 Q 
CONTRACT 
50-324 Q 

70-2375 


70-143 

70-143 

50-400 

A 

50-400 

A 

50-335 

a 

50-335 

a 

50-335 

a 

50-335 

a 

50-263 

a 

50-263 

a 

40-2061 

40-2061 

50-289 

V 

50-413 

a 

50-424 

Q 

50-424 

a 

50-289 

a 

50-424 

a 

50-275 

p 

review grp 

review grp 

50-352 

G 

review grp 

50-395 

a 

50-352 

G 

review grp 

50-352 

G 

50-352 

G 

50-352 

G 

50-275 

P 

50-454 

T 

50-454 

T 

50-277 

a 

50-261 

F 


ENCLOSURE 

8407090126 

8407090134 

8407090136 

8407090142 

8407090152 

8407090153 

8407090159 

8407090162 

8407090168 

8407090172 

8407090173 

8407090184 

8407090192 

8407090193 

8407090206 

8407090223 

8407090226 

8407090227 

8407090234 

8407090235 

8407090244 

8407090245 

8407090246 

8407090256 

8407090260 

8407090270 

8407090272 

8407090273 

8407090292 

8407090296 

8407090301 
8407090306 
840709031 1 
8407090314 
8407090315 

8407090323 

8407090326 

8407090327 

8407090332 

8407090344 

8407090348 

8407090364 

8407090367 

8407090371 

8407090373 

8407090376 

8407090379 

8407090381 

8407090382 

8407100005 

8407100023 
8407100024 
8407100033 
8407 100059 
8407100060 

8407100070 

8407100075 

8407100080 

8407100092 

8407100097 

8407100100 

8407100134 

8407100138 

8407100160 

8407100173 

8407100176 

8407100178 

8407100193 

8407100194 

8407100204 

8407100208 

8407100227 

8407100241 

8407100243 

8407100260 

8407100265 • 

8407100268 

8407100270 

8407100271 

8407100276 


PRINCIPAL 

DOCUMENT 

8407090121 

8407090129 

8407090132 

8407090137 

8407090146 

8407090145 

8407090155 

8407090146 

8407090164 

8407090169 

8407090170 

8407090181 

8407090188 

8407090189 

8407090203 

8407090222 

8407090225 

8407090225 

8407090233 

8407090233 

B407090241 

8407090243 

8407090241 

8407090253 

8407090253 

8407090265 

8407090265 

8407090269 

8407090290 

8407090294 

8407090297 

8407090304 

8407090309 

8407090309 

8407090309 

8407090320 

8407090316 

8407090320 

8407090330 

8407090340 

8407090337 

8407090361 

8407090361 

8407090361 

8407090361 

8407090361 

8407090361 

8407090361 

8407090361 

8407100003 

8407100018 

8407100022 

8407100029 

8407100052 

8407100056 

8407100066 

8407100069 

8407100069 

8407100086 

8407160089 

8407100087 

8407100129 

8407100120 

8407100149 

8407100167 

8407100165 

8407100167 

8407100165 

8407100188 

8407100188 

8407100188 

8407100219 

8407100230 

8407100239 

8407100259 

8407100247 

8407100261 

8407100266 

8407100267 

8407100273 


DATE 

ISSUED 

84/07/02 
83/1 1/23 
84/07/05 
84/06/ le 
84/06/25 

84/07/05 
84/06/15 
84/06/ 25 
84/06/21 
84/06/21 

84/07/ 06 
84/06/15 
84/06/ 20 
84/07/06 
84/06/29 

84/07/02 

84/07/06 

84/07/06 

84/07/06 

84/07/06 

84/07/02 

84/06/29 

84/07/02 

84/06/15 

84/06/15 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/06 

84/07/03 

84/07/02 

84/07/03 

84/07/03 

84/07/03 

84/06/26 

84/07/02 

84/06/26 

84/07/05 

84/06/2S 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/07/02 

84/06/12 

84/05/14 

84/05/25 

84/06/06 

84/06/26 

84/06/07 

84/06/27 

84/06/19 

84/06/19 

84/06/29 

84/07/09 

84/06/22 

84/06/26 

84/06/Oe 

84/07/06 

84/06/29 

84/06/07 

84/06/29 

84/06/07 

84/06/27 

84/06/27 

84/06/27 

84/06/26 

84/06/22 

84/07/05 

84/07/05 

84/07/06 

84/07/06 

84/07/05 

84/07/05 

84/07/05 


SUBJECT 

CATEGORY 

50-261 F 
50-263 Q 
50-322 0 

50-483 0 

50-259 P 

50-352 G 
50-400 M 
50-259 P 
50-87 Q 
50-156 0 

50-352 G 
50-255 0 

50-454 Q 
50-322 G 
50-483 K 

50-244 Q 
50-255 P 
50-255 P 
50-206 P 
50-206 P 

50-209 0 

50-333 P 
50-289 0 

50-352 0 

50-352 Q 

50-259 F 
50-259 F 
50-320 0 

50-277 0 

50-322 O 

50-271 Q 
50-317 Q 
50-322 T 
50-322 T 
50-322 T 

50-267 P 
CONTRACT 
50-267 P 
50-382 G 

contract 

MISC 

50-454 T 
50-454 T 
50-454 T 
50-454 T 

50-454 T 
50-454 T 
50-454 T 
50-454 T 
50-317 0 

50-313 Q 
WASTE MGT 
50-335 0 

40-8592 
50-338 Q 

50-271 P 
50-254 P 
50-254 P 

toprep 

50-220 P 

50-285 S 
50-294 P 
50-382 0 

40-672 
70-1113 

50-313 Q 
70-1113 
50-313 Q 
40-8106 
40-8186 

40-8186 
40-2033 
50-409 F 
50-329 Q 
50-220 a 

50-373 a 
50-387 P 
50-456 a 
50-416 Q 
50-219 a 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407100298 

8407100289 

84/06/27 

50-271 

P 

8407 100311 

8407100305 

84/06/29 

50-289 

P 

8407100317 

8407100308 

84/06/18 

50-410 

Q 

8407100360 

8407100348 

84/06/18 

50-317 

P 

8407100362 

8407100356 

84/06/15 

50-263 

P 

8407100377 

8407100369 

84/07/02 

50-456 

Q 

8407100391 

8407100383 

84/07/05 

50-461 

G 

8407100396 

8407100382 

84/07/05 

50-309 

P 

8407100406 

8407100403 

84/07/02 

50-254 

Q 

8407 100433 

3407100429 

84/06/29 

50-482 

F 

8407100444 

8407100439 

84/06/29 

50-482 

A 

8407100447 

8407100439 

84/06/29 

50-482 

A 

8407100473 

8407100472 

84/06/29 

50-298 

P 

8407100474 

8407100470 

84/07/06 

50-483 

Q 

8407100477 

8407030057 

84/06/29 

50-445 

Q 

8407100479 

8407100467 

84/06/29 

50-247 

P 

8407 100489 

8407100486 

84/04/02 

50-314 

F 

8407100492 

8407100486 

84/04/02 

50-334 

F 

8407100501 

8407100497 

84/06/26 

50-271 

P 

8407100502 

8407100497 

84/06/26 

50-271 

P 

8407100510 

8407100506 

84/07/05 

50-255 

F 

8407100512 

8407100439 

84/06/29 

50-482 

A 

8407100518 

8407100439 

84/06/29 

50-482 

A 

8407100519 

8407100515 

84/06/27 

QA999 


8407100525 

8407100515 

84/06/27 

QA999 


8407100535 

8407100401 

84/06/15 

50-271 

Q 

8407100539 

8407100534 

84/06/29 

50-331 

S 

8407100542 

8407100536 

84/06/29 

50-298 

F 

B407100546 

8407100536 

84/06/29 

50-298 

F 

B407 100550 

8407100544 

84/07/02 

50-454 

T 

B407 100553 

8407100549 

84/06/28 

70-25 


8407100554 

8407100549 

84/06/28 

70-25 


8407100557 

8407100544 

84/07/02 

50-454 

T 

8407100564 

8407100544 

84/07/02 

50-454 

T 

8407100567 

8407100561 

84/06/28 

50-220 

K 

8407100578 

8407100570 

84/06/29 

50-220 

P 

8407100503 

8407100580 

84/06/29 

50-445 

A 

8407100587 

8407100570 

84/06/29 

50-220 

P 

8407100614 

8407100609 

84/07/09 

50-352 

G 

8407100619 

8407100611 

84/05/02 

50-346 

G 

8407100622 

8407100617 

84/07/06 

50-440 

G 

8407100628 

8407100611 

84/05/02 

50-346 

Q 

8407100631 

8407100626 

84/06/26 

50-259 

P 

8407100635 

8407100632 

84/06/26 

50-324 

P 

8407100638 

8407100636 

84/06/26 

50-368 

P 

8407100652 

8407100646 

84/06/18 

CONTRACT 


8407100653 

8407100648 

84/06/20 

50-293 

P 

8407100655 

8407100648 

84/06/20 

50-293 

P 

8407100659 

8407100654 

84/06/12 

contract 


8407100661 

8407100658 

84/06/15 

50-293 

P 

8407 100665 

8407100664 

84/06/15 

' 50-271 

P 

8407100666 

8407100664 

84/06/15 

50-271 

P 

8407 100670 

8407100667 

84/06/25 

50-331 

P 

8407100672 

8407100667 

84/06/25 

50-331 

P 

8407100684 

8407100681 

84/06/20 

40-8850 


8407100687 

8407100680 

84/06/15 

50-334 

Q 

8407100691 

8407100677 

84/06/15 

50-322 

G 

8407100695 

8407100693 

84/06/15 

50-20 

G 

8407110009 

8407110003 

84/06/19 

50-311 

Q 

8407110013 

8407110011 

84/06/18 

50-166 

Q 

8407110015 

84071 10008 

84/06/15 

50-219 

Q 

8407110016 

8407110011 

84/06/18 

50-166 

Q 

8407110026 

8407110020 

84/06/15 

50-334 

Q 

8407110033 

84071 10029 

84/06/21 

50-461 

Q 

8407110037 

8407110030 

84/06/20 

50-352 

G 

8407110039 

8407110027 

84/06/15 

50-331 

P 

8407110044 

84071 10040 

84/06/21 

50-219 

Q 

8407110049 

8407110030 

84/06/20 

50-352 

Q 

8407110055 

8407110046 

84/06/27 

50-271 

P 

8407110057 

8407110050 

84/06/20 

50-219 

Q 

8407110067 

8407110062 

83/10/28 

REVIEW GRP 

8407110073 

8407100674 

84/06/15 

50-388 

Q 

8407110077 

8407110072 

84/06/ 1 5 

50-293 

Q 

3407110078 

8407110075 

84/06/20 

50-333 

P 

8407110089 

8407110081 

84/06/18 

50-219 

Q 

8407110094 

8407110091 

84/06/18 

70-1113 


84071 10095 

8407110082 

84/06/11 

71-90 


8407110102 

8407110069 

84/06/15 

50-324 

P 

8407110133 

8407110129 

84/06/28 

50-247 

P 

84071 10135 

8407110131 

84/06/22 

50-483 

0 
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ISSUED 
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B4071 10142 

8407110132 

84/06/15 

50-259 

P 

8407110154 

8407110132 

84/06/15 

50-259 

P 

84071 101 58 

8407110151 

84/05/15 

71-9009 


8407110161 

8407110151 

84/05/15 

71-9009 


8407110165 

8407110151 

84/05/15 

71-9009 


9407110196 

8407110186 

84/07/09 

50-206 

p 

8407110197 

8407110188 

84/07/05 

TOPREP 


8407110203 

84071 10186 

84/07/09 

50-206 

P 

8407110221 

84071 10214 

84/07/09 

50-528 

F 

8407110229 

84071 10218 

84/06/27 

50-170 

G 

8407 110236 

84071 10234 

84/07/06 

50-322 

G 

8407110241 

84071 10233 

84/06/29 

50-220 

Q 

8407110243 

84071 10223 

84/06/20 

50-333 

P 

8407110245 

8407110225 

84/07/02 

50-272 

F 

8407110251 

S4071 10248 

84/07/09 

50-361 

P 

8407110255 

8407110223 

84/06/20 

50-333 

P 

8407110259 

8407110249 

84/06/26 

50-388 

Q 

8407110271 

8407110264 

84/07/03 

50-31 1 

P 

8407110272 

8407110225 

B4/07/02 

50-272 

F 

0407110274 

8407110268 

84/07/05 

50-382 

G 

8407110276 

8407110249 

84/06/26 

50-388 

Q 

8407110278 

8407110273 

84/07/02 

50-27 

F 

8407110299 

8407110293 

84/07/09 

50-445 

G 

84071 10303 

8407110264 

84/07/03 

50-311 

P 

8407110306 

8407110293 

84/07/09 

50-445 

G 

8407110311 

8407110293 

84/07/09 

50-445 

0 

8407110360 

8407110350 

84/07/09 

50-255 

P 

8407110373 

8407110367 

84/02/10 

70-1113 


8407110377 

8407110350 

84/07/09 

50-255 

P 

04071 10378 

8407110369 

84/06/27 

WASTE MGT 

0407110382 

8407110350 

84/07/09 

50-255 

P 

8407110388 

8407110374 

84/06/20 

50-29 

Q 

8407110390 

8407110357 

84/06/21 

71-9151 


8407110396 

8407110350 

84/07/09 

50-255 

P 

8407110408 

8407110136 

84/06/28 

50-286 

P 

8407110418 

8407110416 

84/06/19 

50-322 

Q 

8407110441 

8407110436 

84/06/21 

50-286 

Q 

8407110452 

8407110448 

84/06/20 

70-33 


8407110456 

8407 110454 

84/06/22 

50-416 

U 

8407110466 

8407110463 

84/06/29 

50-272 

Q 

8407110467 

8407110461 

84/07/03 

CONTRACT 


8407110471 

8407110470 

04/06/28 

50-333 

P 

8407110480 

8407110470 

84/06/28 

50-333 

P 

8407110483 

8407110481 

84/06/27 

50-388 

P 

8407110484 

84071 10479 

84/07/03 

CONTRACT 


8407110486 

8407110481 

84/06/27 

50-388 

P 

8407110490 

8407110485 

84/05/23 

FOIA 


8407110491 

8407110141 

84/06/20 

50-423 

Q 

0407110495 

84071 10492 

84/07/02 

50-395 

P 

8407110497 

84071 10492 

04/07/02 

50-395 

P 

8407110503 

8407110496 

84/06/22 

50-295 

F 

8407110510 

8407110507 

84/06/29 

50-220 

P 

8407110520 

8407110515 

84/07/02 

50-338 

P 

8407110523 

8407110515 

84/07/02 

50-338 

P 

8407110524 

8407110519 

84/06/22 

50-348 

P 

8407 110527 

8407110514 

84/06/29 

50-286 

Q 

8407110528 

8407110519 

84/06/22 

50-348 

P 

8407110536 

8407110515 

84/07/02 

50-338 

P 

8407110537 

8407110533 

84/06/28 

50-220 

P 

8407110540 

8407110514 

84/06/29 

50-286 

Q 

8407110541 

8407110533 

84/06/28 

50-220 

P 

84071 10562 

8407110561 

84/06/29 

50-324 

P 

84071 10364 

8407 110560 

84/06/29 

WASTE MGT 

84071 10571 

8407110566 

84/06/20 

50-388 

G 

84071 10576 

8407110570 

84/06/22 

70-143 


8407110578 

8407110570 

84/06/22 

70-143 


84071 10580 

8407110575 

84/06/20 

70-3002 


84071 10627 

8407120450 

84/06/29 

50-354 

D 

8407120026 

8407120022 

84/04/25 

40-86 


8407120027 

8407120025 

84/06/21 

71-6574 


8407120029 

8407120022 

84/04/25 

40-86 


8407120033 

8407120022 

84/04/25 

40-86 


8407120034 

8407120030 

84/06/22 

50-247 

P 

8407120042 

8407120031 

84/07/02 

50-275 

E 

8407120054 

8407120022 

84/04/25 

40-86 


8407120061 

8407120059 

84/06/26 

50-269 

P 

8407120063 

8407120057 

84/06/27 

40-7455 


8407120065 

8407120022 

84/04/25 

40-86 


8407120068 

8407120022 

84/04/25 

40-86 


8407120074 

8407120022 

84/04/25 

40-86 
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8407120078 

8407120022 

84/04/25 

40-86 


8407120593 

8407120585 

84/06/13 

50-458 

Q 

8407120083 

8407120022 

84/04/25 

40-86 


8407120595 

8407120570 

84/06/25 

50-483 

Q 

8407120086 

8407120022 

83/04/25 

FOIA 


8407120598 

8407120592 

84/06/26 

50-341 

Q 

8407120087 

8407120084 

84/07/10 

50-352 

G 

8407120603 

8407120592 

84/06/26 

50-341 

<5 

8407120092 

8407120084 

84/07/10 

50-352 

G 

8407120604 

8407120600 

84/06/15 

WASTE MGT 

8407120093 

8407120091 

84/05/21 

50-282 

S 

8407120612 

8407120600 

84/06/15 

WASTE MGT 

8407120103 

8407120091 

84/05/21 

50-282 

s 

8407120613 

8407120602 

84/06/20 

50-445 

Q 

8407120103 

8407120104 

84/04/30 

50-413 

F 

8407120614 

8407120607 

84/06/20 

State Prog 

8407120110 

8407120104 

84/04/30 

50-413 

F 

8407120622 

8407120607 

84/06/20 

State Prog 

8407120112 

8407120106 

84/07/09 

50-322 

G 

8407120624 

8407120618 

84/06/25 

40-7708 


8407120113 

8407120104 

84/04/30 

50-413 

F 

8407120629 

8407120625 

84/06/14 

50-387 

Q 

8407120115 

8407120108 

84/05/22 

70-135 


8407120633 

8407120628 

84/06/21 

50-445 

Q 

8407120118 

8407120117 

84/07/09 

50-454 

T 

8407130018 

8407130014 

84/06/13 

50-313 

Q 

8407120120 

8407120116 

84/07/10 

50-322 

G 

8407130024 

8407130020 

84/05/21 

FOIA 


8407120123 

8407120117 

84/07/09 

50-454 

T 

8407130036 

8407130033 

84/05/23 

FOIA 


8407120127 

8407120116 

84/07/10 

50-322 

G 

8407130038 

8407130033 

84/05/23 

FOIA 


8407120129 

8407120108 

84/05/22 

50-358 

G 

8407130041 

8407130035 

84/06/04 

FOIA 


8407120138 

8407120125 

84/06/12 

70-25 


8407130042 

8407130033 

84/05/23 

FOIA 


8407120141 

8407120139 

84/07/11 

50-275 

G 

8407130044 

8407130035 

84/06/04 

FOIA 


8407120153 

8407120149 

84/07/09 

50-322 

G 

8407130045 

8407130033 

84/05/23 

FOIA 


8407120160 

8407120147 

84/07/09 

50-322 

G 

8407130049 

8407130035 

84/06/04 

FOIA 


8407120162 

8407120156 

84/05/18 

50-275 

P 

8407130051 

8407130033 

84/05/23 

FOIA 


8407120169 

8407120156 

84/05/18 

50-275 

P 

8407130054 

8407130035 

84/06/04 

FOIA 


8407120178 

8407120174 

84/07/10 

50-289 

G 

8407130058 

8407130035 

84/06/04 

FOIA 


8407120219 

8407120209 

84/06/25 

50-272 

P 

8407130061 

8407130035 

84/06/04 

FOIA 


8407120222 

8407120216 

84/07/06 

70-1974 


8407130065 

8407130035 

84/06/04 

FOIA 


8407120242 

8407120182 

84/07/05 

50-10 

s 

8407130067 

8407130064 

84/07/09 

50-313 

Q 

8407120245 

8407120240 

84/07/06 

50-29 

Q 

8407130069 

8407130033 

84/05/23 

FOIA 


8407120265 

8407120182 

84/07/05 

50-10 

S 

8407130070 

8407130035 

84/06/04 

FOIA 


8407120271 

8407120267 

84/07/05 

PR 


8407130074 

8407130033 

84/05/23 

FOIA 


8407120304 

8407120297 

84/07/06 

50-395 

R 

8407130076 

8407130035 

84/06/04 

FOIA 


8407120309 

8407120303 

84/06/28 

50-72 

F 

8407130078 

8407130033 

84/05/23 

FOIA 


84071203^5 

8407120312 

84/07/06 

50-373 

Q 

8407130081 

8407130035 

84/06/04 

FOIA 


8407120338 

8407120334 

84/07/06 

50-315 

Q 

8407130085 

8407130035 

84/06/04 

FOIA 


8407120346 

8407120340 

84/07/03 

40-8099 


8407130087 

8407130033 

84/05/23 

FOIA 


8407120350 

8407120321 

84/06/20 

50-206 

S 

8407130088 

8407130086 

84/07/06 

50-280 

F 

8407120352 

8407120340 

84/07/03 

40-8099 


8407130089 

8407130035 

84/06/04 

FOIA 


8407120403 

8407120401 

84/07/03 

50-280 

Y 

8407130091 

8407130033 

84/05/23 

FOIA 


8407120410 

8407120321 

84/06/20 

50-206 

S 

8407130095 

8407130033 

84/05/23 

FOIA 


8407120419 

8407120413 

84/06/22 

50-352 

U 

8407130099 

8407130035 

84/06/04 

FOIA 


8407120425 

8407120321 

84/06/20 

50-206 

s 

8407130103 

8407130033 

84/05/23 

FOIA 


8407120433 

8407120429 

84/07/03 

71-90 


8407130104 

8407130100 

84/06/25 

50-397 

K 

8407120438 

8407120435 

84/06/08 

50-456 

X 

8407130105 

8407130035 

84/06/04 

FOIA 


8407120441 

8407120435 

84/06/08 

50-456 

X 

8407130109 

8407130100 

84/06/25 

50-397 

K 

8407120443 

8407120435 

84/06/08 

50-456 

X 

8407130110 

8407130033 

84/05/23 

FOIA 


8407120445 

8407120435 

84/06/08 

50-456 

X 

8407130113 

8407130035 

84/06/04 

FOIA 


8407120448 

8407120435 

84/06/08 

50-456 

X 

8407130117 

8407130033 

84/05/23 

FOIA 


8407120451 

8407120446 

84/06/27 

WASTE MOT 

8407130119 

8407130037 

84/04/13 

FOIA 


8407120452 

8407120435 

84/06/08 

50-456 

X 

8407130120 

8407130035 

84/06/04 

FOIA 


8407120454 

8407120435 

84/06/08 

50-456 

X 

8407130121 

8407130035 

84/06/04 

FOIA 


8407120456 

8407120435 

84/06/08 

50-456 

X 

8407130123 

8407130035 

84/06/04 

FOIA 


8407120459 

8407120435 

84/06/08 

50-456 

X 

8407130124 

8407130037 

84/04/13 

FOIA 


8407 120461 

8407120435 

84/06/08 

50-456 

X 

8407130126 

8407130035 

84/06/04 

FOIA 


8407120463 

8407120435 

84/06/08 

50-456 

X 

8407130127 

8407130033 

84/05/23 

FOIA 


8407120467 

8407120460 

84/06/21 

50-498 

Q 

8407130128 

8407130035 

84/06/04 

FOIA 


8407120469 

8407120468 

84/06/29 

WASTE MOT 

8407130130 

8407130033 

84/05/23 

FOIA 


8407120473 

8407120470 

84/06/14 

50-498 

Q 

8407130132 

8407130035 

84/06/04 

FOIA 


8407120475 

8407120470 

84/06/14 

50-498 

Q 

8407130133 

8407130033 

84/05/23 

FOIA 


8407120482 

8407120479 

84/06/13 

50-313 

Q 

8407130135 

8407130037 

84/04/13 

50-255 

P 

8407120495 

8407120489 

84/07/02 

50-277 

P 

8407130136 

8407130035 

84/06/04 

FOIA 


8407120497 

8407120474 

84/06/26 

50-321 

Q 

8407130138 

8407130033 

84/05/23 

FOIA 


8407120500 

8407120489 

84/07/02 

50-277 

P 

8407130144 

8407130033 

84/05/23 

FOIA 


8407120504 

8407120493 

84/06/18 

71-9193 


8407130146 

8407130035 

84/06/04 

50-289 

T 

8407120507 

8407120503 

84/07/03 

71-202 


8407130147 

8407130033 

84/05/23 

FOIA 


8407120509 

8407120481 

84/06/25 

50-322 

A 

8407130149 

8407130143 

84/07/09 

50-255 

P 


8407120508 

84/05/25 

50-213 

0 

8407130150 

8407130035 

84/06/04 

FOIA 



8407120511 

84/06/18 

50-57 

Q 

8407130151 

8407130033 

84/05/23 

FOIA 



8407120516 

84/07/05 

contract 


8407130152 

8407130033 

84/05/23 

FOIA 



8407120523 

84/06/22 

50-482 

Q 

8407130153 

8407130035 

84/06/04 

FOIA 



8407120518 

84/06/26 

50-416 

Q 

8407130154 

8407130033 

84/05/23 

FOIA 




84/06/13 

70-124 


8407130157 

8407130143 

84/07/09 

50-255 

P 



84/06/15 

50-322 

Q 

8407130158 

8407130035 

84/06/04 

FOIA 




84/05/16 

50-416 

Q 

8407130161 

8407130035 

84/06/04 

FOIA 




84/06/20 

50-213 

Q 

8407130163 

8407130035 

84/06/04 

FOIA 




84/06/21 

50-445 

Q 

8407130164 

8407130160 

84/06/25 

50-267 

P 



84/06/13 

50-298 

Q 

8407130167 

8407130033 

84/05/23 

FOIA 




84/07/05 

WASTE MCT 

8407130171 

8407130169 

84/06/27 

50-508 

A 



84/06/25 

50-483 

Q 

8407130173 

8407130033 

84/05/23 

FOIA 




^4/06/21 

50-445 

Q 

8407130174 

8407130037 

84/04/13 

FOIA 




'06/26 

50-483 

Q 

8407130181 

8407130033 

84/05/23 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUIVIENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407130185 

8407130037 

84/04/13 

50-289 

P 

84071 30 1S6» 

8407130179 

84/06/29 

50-423 

F 

8407130187 

8407130180 

84/07/10 

50-410 

A 

8407130191 

8407130156 

84/04/23 

FOIA 


0407130193 

8407130183 

84/07/06 

50-346 

P 

8407130195 

8407130037 

84/04/13 

FOIA 


8407130197 

8407130156 

84/04/23 

FCIA 


8407130200 

8407130183 

84/07/06 

50-346 

P 

8407130203 

8407130156 

04/04/23 

FOIA 


8407130204 

8407130198 

84/07/06 

50-445 

Q 

8407130205 

8407130201 

84/07/05 

50-461 

K 

8407130206 

8407130202 

84/07/10 

50-289 

Q 

8407130210 

8407130156 

84/04/23 

FOIA 


8407130211 

8407130037 

84/04/13 

FOIA 


8407130214 

8407130156 

84/04/23 

FOIA 


8407130218 

8407130156 

84/04/23 

FOIA 


8407130221 

8407130037 

84/04/13 

FOIA 


8407130226 

8407130222 

84/07/10 

50-322 

0 

8407130229 

8407130156 

84/04/23 

50-255 

P 

8407130231 

8407130222 

84/07/10 

50-322 

G 

6407130232 

8407130037 

84/04/13 

FOIA 


8407130246 

8407130037 

84/04/13 

50-270 

P 

8407130262 

8407130255 

84/07/06 

50-483 

P 

8407130263 

8407130037 

84/04/13 

50-302 

S 

8407130268 

8407130261 

84/07/10 

50-454 

G 

3407130272 

8407130266 

84/07/09 

50-397 

F 

8407130278 

8407130037 

84/04/13 

50-269 

P 

8407130285 

8407130280 

84/07/09 

50-335 

F 

8407130290 

8407130037 

84/04/13 

FOIA 


8407130293 

8407130289 

84/06/20 

50-352 

Q 

8407130297 

8407130296 

84/07/10 

50-352 

E 

8407130303 

8407130037 

84/04/13 

FOIA 


8407130304 

8407130302 

84/07/05 

TOPREP 


8407130306 

8407130037 

84/04/13 

FOIA 


0407130309 

8407130037 

84/04/13 

FOIA 


8407130311 

8407130037 

84/04/13 

50-387 

A 

8407130319 

8407130037 

84/04/13 

FOIA 


8407130322 

8407130037 

84/04/13 

FOIA 


8407130327 

8407130037 

84/04/13 

FOIA 


8407130329 

8407130325 

84/06/20 

50-293 

Q 

8407130331 

8407100340 

84/07/09 

50-275 

0 

8407130335 

8407130037 

84/04/13 

50-298 

S 

8407130343 

8407130037 

84/04/13 

FOIA 


8407130344 

8407130342 

84/06/15 

50-277 

Q 

8407130346 

8407130342 

84/06/15 

50-277 

Q 

6407 130351 

8407130037 

84/04/13 

FOIA 


8407130352 

8407130348 

84/06/15 

50-206 

Q 

8407130354 

8407130348 

04/06/15 

: J-286 


8407130355 

8407130033 

84/05/23 

FOIA 


8407130358 

8407130037 

84/04/13 

FOIA 


8407 130360 

8407130359 

84/06/14 

50-267 

Q 

8407130363 

8407130359 

84/06/14 

50-267 

Q 

8407130364 

8407130033 

84/05/23 

FOIA 


8407130365 

8407130037 

84/04/13 

FOIA 


8407130368 

8407130037 

84/04/13 

FOIA 


8407130369 

8407130366 

84/06/27 

waste MOT 

8407130371 

8407130359 

84/06/14 

50-267 

Q 

8407130373 

8407130372 

84/06/22 

50-267 

Q 

8407130377 

8407130376 

84/06/29 

50-312 

P 

8407130379 

8407130033 

84/05/23 

FOIA 


8407130380 

8407130376 

84/06/29 

50-312 

P 

8407130381 

8407130372 

84/06/22 

50-267 

Q 

8407 130382 

8407130033 

84/05/23 

FOIA 


0407130383 

8407130378 

84/06/20 

40-6659 


8407130385 

8407130033 

84/05/23 

FOIA 


0407130386 

8407130037 

84/04/13 

50-344 

S 

8407130388 

8407130033 

04/05/23 

FOIA 


0407130389 

8407130378 

84/06/20 

40-6659 


8407130391 

8407130033 

84/05/23 

FOIA 


8407130395 

8407130392 

84/05/28 

50-261 

P 


ACCESSION 

ENCLOSURE 

NUMBER . 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGC3RY 

8407130487 

8407130486 

84/06/01 

50-309 

F 

8407130492 

8407130488 

84/07/09 

50-83 

P 

8407130498 

8407130488 

84/07/09 

50-83 

P 

8407160030 

8407160017 

84/07/06 

50-269 

F 

8407160033 

8407160018 

84/07/02 

50-277 

P 

8407160034 

8407160029 

83/08/24 

50-275 

F 

8407160039 

8407160018 

84/07/02 

50-277 

P 

8407160044 

8407160017 

84/07/06 

50-269 

F 

8407160050 

8407160043 

84/07/06 

contract 


8407160056 

8407160054 

84/07/09 

50-366 

P 

8407160060 

8407160055 

84/06/29 

MISC 


8407160067 

8407160066 

84/06/27 

50-302 

P 

8407160069 

8407160066 

84/06/27 

50-302 

P 

8407160070 

8407160066 

84/06/27 

50-302 

P 

8407160077 

8407160074 

84/06/29 

50-352 

G 

8407160084 

8407160074 

84/06/29 

50-352 

G 

8407160086 

8407160074 

84/06/29 

50-352 

G 

8407160098 

8407160096 

84/07/11 

50-328 

P 

8407160105 

8407110476 

84/07/11 

50-275 

T 

8407160107 

8407110476 

84/07/11 

50-275 

T 

8407160112 

8407160110 

84/07/09 

50-244 

Q 

8407160114 

8407160104 

84/06/28 

TOPREP 


8407160119 

8407160118 

84/07/11 

50-255 

Q 

8407160122 

8407160120 

84/06/20 

50-508 

K 

8407160129 

8407160123 

84/07/09 

50-390 

A 

8407160131 

8407160123 

84/07/09 

50-390 

A 

8407160133 

8407160130 

84/07/09 

50-387 

U 

8407160159 

8407160158 

84/07/02 

50-454 

A 

8407160168 

8407160163 

84/07/10 

27-48 


8407160169 

8407160166 

84/07/09 

50-458 

A 

8407160171 

8407160166 

84/07/09 

50-458 

A 

8407160172 

8407160166 

84/07/09 

50-458 

A 

8407160175 

8407160173 

84/06/29 

50-329 

S 

8407160176 

8407160166 

84/07/09 

50-458 

A 

8407160180 

8407160166 

84/07/09 

50-458 

A 

8407160186 

84071 601 83 

84/07/11 

50-266 

Q 

8407160191 

8407110478 

84/07/11 

50-275 

P 

8407160196 

8407160188 

84/07/06 

50-266 

P 

8407160198 

8407160192 

84/06/13 

50-269 

F 

8407160201 

8407160199 

84/06/29 

50-423 

F 

8407160203 

8407160200 

84/07/10 

50-219 

R 

8407160219 

8407160215 

84/07/13 

50-289 

T 

8407160221 

8407160215 

84/07/13 

50-289 

T 

8407160240 

8407160238 

84/07/05 

71-6272 


8407160242 

8407160239 

84/07/05 

71-9073 


8407160243 

0407160241 

84/07/05 

71-6601 


8407160249 

8407160246 

84/07/05 

71-9081 


8407160254 

8407160252 

84/07/05 

71-6744 


8407160260 

8407160257 

84/07/05 

71-5026 


8407160281 

8407160272 

84/06/28 

WASTE MOT 

8407160286 

8407160278 

84/07/11 

50-352 

G 

8407160288 

8407160276 

84/07/09 

CONTRACT 


8407160292 

8407160272 

84/06/2B 

WASTE MGT 

8407160294 

8407160289 

84/06/19 

WASTE MGT 

8407160297 

8407160289 

84/06/19 

WASTE MGT 

8407160299 

8407160289 

84/06/19 

WASTE MGT 

8407160307 

8407160305 

84/07/05 

50-275 

G 

8407160308 

8407160304 

84/06/22 

50-237 

P 

8407160325 

8407160324 

84/07/05 

71-6771 


8407170008 

8407160005 

84/07/06 

71-6574 


8407170026 

8407170022 

84/07/06 

50-556 

A 

8407170030 

8407170022 

84/07/06 

50-556 

A 

8407170034 

8407170021 

84/07/12 

71-9089 


8407170037 

0407170031 

84/05/23 

CONTRACT 

8407170039 

8407170022 

84/07/06 

50-556 

A 

8407170045 

8407170022 

84/07/06 

50-556 

A 

8407170047 

8407170032 

04/06/26 

70-1703 


8407170049 

8407170044 

84/07/05 

WASTE MGT 

8407170051 

8407170022 

84/07/06 

50-556 

A 

8407170052 

8407170044 

84/07/05 

WASTE MGT 


8407130396 

8407130397 

8407130398 

8407130404 

3407130400 

8407130411 

8407130414 

8407130420 

8407130426 

8407130484 


8407130033 

8407130033 

8407130392 

8407130033 

8407130406 

8407130033 

8407130033 

8407130033 

8407130033 

8407130478 


84/05/23 

84/05/23 

84/05/28 

84/05/23 

84/06/22 

84/05/23 

84/05/23 

84/05/23 

84/05/23 

84/07/03 


FOIA 

FOIA 

50-261 P 
FOIA 

50-266 Q 

FOIA 

FOIA 

FOIA 

FOIA 

MISC 


8407170058 

8407170059 

8407170062 

8407170071 

8407170081 

8407170099 

8407170110 

8407170111 

8407170115 

8407170120 


8407170044 

8407170022 

8407170044 

8407170066 

8407170076 

8407170094 
8407170107 
8407170107 
8407170107 
8407 170 107 


84/07/05 

84/07/06 

84/07/05 

84/06/11 

84/07/12 

84/06/26 

84/07/11 

84/07/11 

84/07/11 

84/07/11 


WASTE MOT 
50-556 A 
WASTE MGT 
WASTE MOT 
50-293 P 

WASTE MGT 
50-275 P 
90-275 P 
50-275 P 
50-275 P 



568 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOSURE 


8407170123 

8407170127 

8407170129 

8407170131 

8407170132 

8407170133 
84071 701 33 
8407170139 
8407170151 
8407170153 

8407170171 

8407170172 

8407170183 

8407170193 

8407170197 

8407170199 

8407170207 

8407170210 

8407170216 

8407170220 

8407170225 

8407170229 

8407170234 

8407170233 

8407170241 

8407170244 

8407170261 

8407170267 

8407170274 

8407170275 

8407170281 

8407170297 

8407170302 

8407170304 

8407170306 

8407170315 

8407170333 

8407170342 

8407170335 

8407170356 

8407170337 

8407170369 

8407170370 

8407170376 

8407170378 

8407170380 

8407170383 

8407170398 

8407170410 

8407170412 

8407170425 

8407170429 

8407170437 

8407170442 

8407170445 

8407170448 

8407170469 

8407170470 

8407170471 

8407170474 

8407170480 

8407170488 

8407170491 

8407170494 

8407170496 

8407170497 

8407170499 

8407170300 

8407170504 

8407170306 

8407170508 

8407170510 

8407170512 

8407170313 

8407170317 

8407170320 

8407170523 

8407170527 

8407170529 

8407170333 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 


8407170107 

8407170107 

8407170107 

8407170107 

8407170128 

8407170124 

8407170107 

8407170107 

8407170150 

8407170152 

8407170158 

8407170167 

8407170179 

8407170183 

8407170194 

8407170196 

8407170201 

8407170206 

8407170209 

8407170215 

8407170221 

8407170221 

8407170224 

8407170226 

8407170239 

8407170227 

8407170256 

8407170236 

8407170262 

8407170266 

8407170262 

8407170293 

8407170299 

8407170300 

8407170284 

8407170310 

8407170331 

8407170341 

8407170352 

8407170353 

8407170354 

8407170365 

8407170362 

8407170373 

8407170374 

8407170375 

8407170381 

8407170397 

8407170403 

8407170407 

8407170420 

8407170426 

8407170433 

8407170438 

8407170433 

8407170443 

8407170462 

8407170466 

8407170467 

8407170467 

8407170476 

8407170485 

8407170478 

8407170489 

8407170489 

8407170492 

8407170493 

8407170489 

8407170489 

8407170303 

8407170487 

8407170487 

8407170309 

8407170487 

8407170487 

8407170519 

8407170521 

8407170322 

8407170524 

8407170332 


DATE 

ISSUED 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/07/12 

84/07/11 

84/07/11 

84/07/11 

84/07/05 

84/07/10 

84/07/13 

84/07/12 

84/07/11 

84/07/12 

84/07/13 

84/07/09 

84/06/26 

84/06/22 

84/06/11 

84/07/12 

84/06/11 

84/06/11 

84/07/12 

84/07/12 

84/07/13 

84/07/13 

84/06/29 

84/06/29 

84/07/11 

84/07/12 

84/07/11 

84/07/02 

84/07/12 

84/06/25 

84/07/13 

84/07/12 

84/06/28 

84/07/12 

84/07/10 

84/07/13 

84/07/06 

84/07/11 

84/07/10 

84/07/12 

84/07/06 

84/07/13 

84/07/11 

84/07/12 

84/07/12 

84/07/13 

84/07/12 

84/07/11 

84/06/21 

84/07/12 

84/06/21 

84/06/21 

84/06/21 

84/07/12 

84/07/03 

84/07/03 

84/07/12 

84/07/12 

84/06/21 

84/06/18 

84/06/18 

84/07/12 

84/07/11 

84/06/18 

84/06/18 

84/07/12 

84/06/04 

84/06/04 

84/07/12 

84/06/04 

84/06/04 

84/07/12 

84/07/03 

84/07/12 

84/07/10 

84/07/12 


SUBJECT 

CATEGCWY 

50^275 P 
50-275 P 
50-275 P 
50-275 P 
71-9151 

50-305 Q 
50-275 P 
30-275 P 
71-9152 
XPORTLIC 

50-482 Q 
71-9176 
50-313 P 
71-9177 

70- 27 

50-288 P 
50-317 Q 
50-334 Q 
50-482 0 

71- 9080 

50-298 Q 
50-298 Q 
30-289 P 
71-6368 
30-234 0 

50-309 P 
WASTE MOT 
WASTE NOT 
50-220 P 
40-8023 

50-220 P 
WASTE mot 
71-9096 
50-317 0 

30-313 Q 

71-9159 
CONTRACT 
71-9108 
30-282 Q 
50-275 Q 

50-348 P 

70- 984 
30-454 Q 
50-366 P 
50-153 F 

50-266 P 
30-313 P 
50-366 P 

71- 9145 
30-312 P 

50-293 P 

70- 25 
50-244 Q 

71- 9139 
50-244 Q 

50-245 Q 
50-322 Q 
71-9179 
30-303 P 
30-303 P 

71-9105 
71-9079 
50-219 Q 
50-348 Q 
30-348 Q 

71-9094 
71-133 
30-348 Q 
50-348 Q 
71-9111 

PRM 

PRM 

71-9086 

PRM 

PRM 

71-9178 

71-522 

71-6722 

CONTRACT 

71-9074 


ENCLOSURE 

8407170538 

8407170542 

8407170544 

8407170546 

8407170547 

8407170550 

8407170554 

8407170559 

8407170569 

8407170571 

8407170573 

8407170575 

8407180007 

8407180009 

8407180012 

8407180020 

8407180023 

8407180026 

8407180027 

8407180029 

8407180030 

8407180033 

8407180035 

8407180038 

8407180042 

8407180044 

8407180045 

8407180050 

8407180052 

8407180067 

8407180068 

8407180070 

8407180073 

8407180078 

8407180080 

8407180082 

8407180096 

8407180098 

8407180099 

8407180122 

8407180124 

8407180128 

8407180133 

8407180133 

8407180141 

8407180143 

8407180144 

8407180146 

8407180152 

8407180155 

8407180159 

8407180162 

8407180163 

8407180164 

8407180163 

8407180169 

8407180175 

8407180178 

8407180180 

8407180182 

8407180184 

8407180183 

8407180186 

8407180189 

8407180190 

8407180191 

8407180194 

8407180196 

8407180197 

8407180198 

8407180199 

8407180200 

8407180202 

8407180203 

8407180204 

8407180207 

8407180209 

8407180210 

8407180212 

8407180214 


PRINCIPAL 

DOCUMENT 

8407170487 

8407170487 

8407170536 

8407170536 

8407170487 

8407170536 

8407170536 

8404170555 

8407170565 

8407170565 

8407170567 

8407170572 

8407180004 

8407180004 

8407180004 

8407180004 

8407170579 

8407180004 

8407180018 

8407180025 

8407180004 

8407180031 

8407180004 

8407180032 

8407180036 

8407180032 

8407180041 

8407180032 

8407180032 

8407180066 

8407180065 

8407180063 

8407180072 

8407180063 

8407180074 

8407180074 

8407180093 

8407180093 

8407180094 

8407180120 

8407180121 

8407180125 

8407180131 

8407180130 

8407180137 

8407180140 

8407180142 

8407180145 

8407180151 

8407180116 

8407180116 

8407180160 

8407180116 

8407180154 

8407180116 

8407180168 

8407180172 

8407180174 

8407180174 

8407180174 

8407180174 

8407180183 

8407180174 

8407180174 

8407180174 

8407180188 

8407180174 

8407180174 

8407180188 

8407180174 

8407180188 

8407180174 

8407100174 

8407180174 

8407180174 

8407180174 

8407180174 

8407180203 

8407180174 

8407180174 


DATE 

ISSUED 

84/06/04 

84/06/04 

84/06/19 

84/06/19 

84/06/04 

84/06/19 

84/06/19 

84/06/19 

84/07/13 

84/07/13 

84/07/05 

84/07/11 

84/07/03 

84/07/03 

84/07/03 

84/07/03 

84/07/06 

84/07/03 

84/06/18 

84/06/28 

84/07/03 

84/07/05 

84/07/03 

84/06/25 

84/07/10 

84/06/25 

84/07/10 

84/06/25 

84/06/25 

84/07/12 

84/07/12 

84/07/11 

84/07/12 

84/07/11 

84/06/28 

84/06/28 

84/07/03 

84/07/03 

84/06/18 

84/06/25 

84/07/18 

84/06/23 

84/06/22 

84/06/22 

84/06/13 

84/07/09 

84/06/29 

84/07/12 

84/06/11 

84/07/06 

84/07/06 

84/07/12 

84/07/06 

84/06/21 

84/07/06 

84/06/08 

84/07/12 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/06/13 

84/07/11 

84/07/11 

84/07/11 

84/06/22 

84/07/11 

84/07/11 

84/06/22 

84/07/11 

84/06/22 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/07/05 

84/07/11 

84/07/11 


SUBJECT 

CATEGORY 

PRM 

PRM 

50-302 Q 
50-302 Q 
PRM 

50-302 Q 
50-302 Q 
30-331 Q 
30-322 T 
30-322 T 

CONTRACT 
50-454 G 
30-390 Q 
50-390 Q 
50-390 Q 

50-390 Q 
50-458 G 
50-390 Q 
50-483 Q 
XPORTLIC 

50-390 0 

71-6144 
50-390 Q 
50-302 Q 
30-456 D 

50-302 Q 
CONTRACT 
30-302 Q 
50-302 Q 
CONTRACT 

50-275 P 
50-321 P 
CONTRACT 
50-321 P 
30-334 P 

50-334 P 
50-334 P 
50-334 P 
CONTRACT 
30-390 Q 

50-325 R 
50-338 Q 
30-273 Q 
30-413 Q 
30-269 Q 

WASTE MOT 
50-282 K 
50-445 A 
50-338 Q 
30-413 Q 

50-413 Q 
50-62 F 
30-413 Q 
50-338 Q 
50-413 Q 

70-824 
50-116 F 
50-601 K 
50-601 K 
50-601 K 

50-601 K 
30-369 Q 
50-601 K 
30-601 K 
30-601 K 

30-424 Q 
50-601 K 
30-601 K 
50-424 Q 
30-601 K 

50-424 Q 
50-601 K 
30-601 K 
50-601 K 
50-601 K 

50-601 K 
50-601 K 
50-312 P 
30-601 K 
30-601 K 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 
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SION NUMBER 


ACCESSION NUMBER 


PRINCIPAL 
E document 

»16 8407180211 

117 8407180174 

Z19 8407180211 

225 8407180032 

233 8407180230 

236 8407180230 

249 8407180247 

350 8407180247 

25 1 8407180248 

'252 8407180247 

>253 8407180247 

>23 7 8407180206 

)25B 8407180235 

0259 8407180236 

0262 8407180260 

026 3 8407180261 

026 5 8407180261 

0267 8407180264 

1026 9 8407180261 

10270 8407180268 

1027 2 8407180268 

30274 8407180261 

30275 8407180271 

3027 6 8407180273 
B0277 8407180261 

80279 8407180278 

80280 8407180261 

80281 8407180278 

80283 8407180261 

. SQ284 8407 1 80282 

100286 0407180283 

L 80292 0407180287 

1 80297 0407 1 80287 

10O3Q1 8407180291 

180303 8407180300 

18030 5 8407180300 

180306 8407180300 

180308 8407 18029 1 
'180310 0407100307 

^80313 8407180291 

r 18031 5 8407180291 
7180318 8407180291 

7180322 84071 8029 1 

7X80324 8407100323 

7180327 8407180323 

7 1 80328 8407 1 B0326 
>7180330 8407180325 

>7190004 8407190002 

>7190005 8407190002 

>7190006 8407190002 

07190007 8407190002 

07190010 8407190002 

07190012 8407190002 

07190019 8407190011 

071 90020 8407190015 

r071 90025 8407190016 

>071 90026 8407190021 

>07190030 8407190023 

>07190031 8407190024 

>07190036 8407 190032 

407190037 8407190028 

407 1 90044 8407190035 

4071 90046 8407190038 

(407190048 8407190042 

(407 1 90059 8407190053 

J407 1 90062 8407190050 

3407190073 8407190069 

3407190075 8407190070 

3407190082 8407190077 

8407190083 8407190079 

8407190087 8407190080 

8407 1 90092 84071 90089 

8407190094 8407190093 

8407190100 8407190095 

0407190101 8407190096 

8407190102 8407190098 

8407190112 8407190106 

8407190119 8407190108 

0407190120 8407190114 

8407190126 8407190121 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

04/07/09 

50-282 

P 

84/07/11 

50-601 

K 

84/07/09 

50-282 

P 

84/06/25 

50-302 

Q 

84/07/09 

50-282 

P 

84/07/09 

50-282 

P 

84/06/28 

50-261 

Q 

04/06/20 

50-261 

Q 

84/06/22 

50-528 

Q 

84/06/28 

50-261 

Q 

84/06/28 

50-261 

Q 

84/06/29 

50-397 

0 

84/06/13 

50-269 

Q 

84/06/29 

50-397 

Q 

84/06/20 

50-528 

Q 

04/07/05 

50-327 

Q 

84/07/05 

50-327 

Q 

84/06/13 

50-518 

Q 

84/07/05 

50-327 

Q 

84/06/29 

50-282 

a 

84/06/29 

50-282 

G 

84/07/05 

50-327 

Q 

84/06/27 

70-1100 


84/06/28 

50-275 

Q 

84/07/05 

50-327 

Q 

84/06/29 

50-255 

Q 

84/07/05 

50-327 

0 

84/06/29 

50-255 

Q 

84/07/05 

50-327 

Q 

84/06/22 

50-344 

Q 

84/06/15 

50-266 

Q 

84/06/20 

50-275 

Q 

84/06/20 

50-275 

Q 

84/04/04 

50-430 

Q 

84/07/02 

50-400 

0 

84/07/02 

50-400 

<3 

04/07/02 

50-400 

Q 

84/04/04 

50-438 

Q 

04/07/11 

50-528 

Q 

04/04/04 

50-438 

a 

84/04/04 

50-438 

Q 

84/04/04 

50-438 

Q 

84/04/04 

50-438 

Q 

04/07/16 

50-322 

0 

04/07/16 

50-322 

0 

84/06/29 

70-734 


84/06/22 

50-275 

Q 

84/07/14 

50-322 

T 

84/07/14 

50-322 

T 

84/07/14 

50-322 

T 

84/07/14 

50-322 

T 

84/07/14 

50-322 

T 

84/07/14 

50-322 

T 

84/06/18 

50-338 

Q 

84/06/26 

50-460 

Q 


04/06/22 50-413 Q 

84/06/12 50-160 Q 

04/06/22 50-413 0 

84/06/13 30-390 Q 

84/06/26 50-423 Q 

04/06/20 50-440 Q 

84/06/29 50-303 Q 

84/06/28 30-436 0 

84/06/22 50-413 Q 

84/06/22 50-335 Q 

84/06/29 50-282 0 

04/06/26 50-213 Q 

84/06/28 50-403 Q 

04/06/26 70-020 

84/06/25 50-395 Q 

04/06/19 50-546 Q 

04/06/20 50-282 Q 

84/06/28 50-413 Q 

04/07/06 70-8 

04/06/11 50-338 Q 

84/06/20 50-454 Q 

84/06/29 50-390 Q 

04/06/19 50-413 O 

04/06/15 50-413 Q 

84/06/19 50-413 Q 


PRINCIPAL 
ENCLOSURE DOCUMENT 


8407190129 8407190124 
8407190135 8407190128 
8407190140 8407190131 
8407190143 8407190138 
8407190145 8407190137 

8407190146 8407190131 
8407190147 8407190136 
8407190151 8407190131 
8407190153 8407190131 
8407190154 8407190137 

8407190155 8407190150 
8407190158 8407190137 
3407190159 8407190131 
8407190160 8407190148 
8407190161 8407190136 

8407190164 8407190137 
8407190165 8407190157 
8407190166 8407190156 
8407190167 8407190136 
S4071 90169 8407190136 

8407190171 8407190163 
8407190172 8407190162 
8407190176 8407190163 
8407190177 8407190136 
8407190180 8407190163 

8407190181 8407190162 
8407190185 8407190179 
8407190186 8407190163 
8407190187 8407190162 
0407190188 8407190178 

8407190189 8407190182 
8407190191 8407190184 
8407190193 8407190182 
8407190195 8407190162 
8407190201 8407190198 

8407190203 8407190200 
8407190207 8407190196 
8407 1 90209 8407 1 90200 
8407190212 8407190204 
8407190214 8407190200 

8407190219 8407190200 
8407190225 8407190215 
8407190226 8407190200 
8407190231 8407190198 
8407190232 8407 1 90228 

8407190235 8407190233 
8407190237 8407190229 
8407190239 8407190233 
8407190242 8407190229 
8407190250 8407190229 

8407190251 8407190241 
8407190256 8407190252 
8407190257 8407190229 
8407190258 8407190254 
8407190259 8407190241 

8407190263 8407190241 
8407190264 8407190229 
8407190265 8407190261 
8407190268 8407190241 
8407190271 8407190260 

8407190273 8407190267 
8407190274 8407190249 
8407190275 8407190272 
8407190280 8407190277 
8407190282 8407190266 

8407 1 90283 0407 190279 
8407190207 8407190284 
8407190294 8407190280 
8407190302 0407190285 
8407190305 8407190304 

8407190307 8407190295 
8407190317 8407190313 
8407 1 90320 84071 903 1 4 
8407190326 8407190323 
8407190342 8407190338 

8407190343 8407190325 
8407190355 8407190338 
8407190358 8407190353 
8407190363 0407190361 
8407190374 8407190150 


DATE 

ISSUED 

SUBJECT 

CATE0C»?Y 

84/06/25 

50-312 

Q 

84/06/11 

50-390 

Q 

84/06/26 

50-261 

Q 

84/06/12 

50-390 

Q 

84/06/28 

50-424 

Q 

84/06/26 

50-261 

Q 

84/06/26 

50-413 

G 

84/06/26 

50-261 

Q 

84/06/26 

50-261 

G 

84/06/28 

50-424 

Q 

84/07/11 

50-123 

F 

84/06/28 

50-424 

G 

84/06/26 

50-261 

G 

84/06/21 

50-390 

Q 

84/06/26 

50-413 

G 

84/06/28 

50-424 

G 

84/06/12 

50-390 

G 

84/06/25 

50-413 

Q 

84/06/26 

50-413 

G 

84/06/26 

50-413 

Q 

84/07/02 

50-261 

G 

84/07/06 

50-348 

G 

84/07/02 

50-261 

Q 

84/06/26 

50-413 

Q 

84/07/02 

50-261 

Q 

84/07/06 

50-348 

Q 

84/06/22 

70-1113 


84/07/02 

50-261 

G 

84/07/06 

50-340 

G 

84/06/25 

50-413 

G 

84/06/28 

50-320 

G 

84/07/06 

50-387 

G 

84/06/28 

50-320 

Q 

84/07/06 

50-348 

Q 

84/06/26 

50-220 

Q 

84/07/05 

50-250 

G 

84/07/05 

50-369 

G 

84/07/05 

50-250 

Q 

84/07/16 

50-352 

0 

84/07/05 

50-250 

Q 

84/07/05 

50-250 

G 

84/06/11 

50-400 

G 

84/07/05 

50-250 

Q 

84/06/26 

50-220 

G 

84/07/16 

50-454 

T 

84/07/16 

50-322 

0 

84/07/16 

50-322 

T 

84/07/16 

50-322 

G 

84/07/16 

50-322 

T 

84/07/16 

50-322 

T 

84/07/16 

50-322 

T 

84/06/20 

50-329 

G 

84/07/16 

50-322 

T 

84/06/0B 

50-369 

Q 

84/07/16 

50-322 

T 

84/07/16 

50-322 

T 

84/07/16 

50-322 

T 

84/06/12 

50-416 

Q 

84/07/16 

50-322 

T 

84/06/21 

50-327 

Q 

84/06/15 

50-413 

Q 

84/07/16 

50-206 

S 

84/07/11 

50-409 

P 

84/06/13 

50-250 

G 

84/06/19 

50-369 

Q 

84/06/27 

50-362 

G 

84/06/13 

50-390 

G 

84/06/19 

50-259 

G 

84/06/11 

50-566 

G 

84/07/13 

50-447 

A 

04/07/06 

50-321 

G 

04/07/12 

50-447 

A 

84/06/19 

50-413 

G 

04/05/01 

50-424 

F 

84/07/13 

50-461 

G 


84/04/25 50-390 8 
84/07/13 50-461 8 
84/07/13 50-348 R 
84/07/17 50-483 P 
84/07/11 50-123 F 



570 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407190378 

8407190372 

84/06/14 

50-321 

Q 

8407190391 

8407190384 

84/06/13 

50-424 

Q 

8407190399 

8407190393 

84/06/21 

50-397 

Q 

8407190403 

8407190395 

84/07/11 

70-2953 


8407190412 

8407190404 

84/06/13 

50-324 

Q 

8407190424 

8407190417 

84/06/19 

50-390 

0 

8407190425 

8407190414 

84/07/17 

50-206 

P 

8407190426 

8407190422 

84/06/06 

70-687 


8407190433 

8407190414 

84/07/17 

50-206 

P 

8407190449 

8407190443 

84/06/26 

50-361 

Q 

8407190458 

8407190432 

84/06/29 

50-244 

Q 

8407190460 

8407190453 

84/05/17 

50-324 

Q 

8407190462 

8407190432 

84/06/29 

50-244 

Q 

8407190468 

8407190432 

84/06/29 

50-244 

Q 

8407190470 

8407190432 

84/06/29 

50-244 

Q 

8407190472 

8407190432 

84/06/29 

50-244 

Q 

8407190504 

8407190500 

84/07/17 

50-454 

T 

8407190514 

8407190511 

84/07/18 

50-413 

G 

8407190515 

8407190513 

84/03/02 

REVIEW GRP 

8407190523 

8407190521 

84/06/30 

CONTRACT 

8407200032 

8407200028 

84/07/13 

50-445 

K 

8407200044 

8407200042 

84/05/25 

CONTRACT 

8407200050 

8407200048 

84/07/11 

50-454 

A 

8407200061 

8407200056 

84/07/10 

50-219 

G 

8407200063 

8407200060 

84/07/18 

50-361 

P 

8407200064 

8407200058 

84/07/13 

70-1993 


8407200066 

8407200060 

84/07/18 

50-361 

P 

8407200081 

8407200078 

84/07/10 

40-2061 


8407200083 

8407200079 

84/07/10 

40-2061 


8407200089 

8407200087 

84/07/11 

50-282 

P 

8407200093 

8407200087 

84/07/11 

50-282 

P 

8407200094 

8407200087 

84/07/11 

50-282 

P 

8407200097 

8407200087 

84/07/11 

50-282 

P 

8407200110 

8407200074 

84/07/13 

50-344 

P 

8407200 125 

8407200117 

84/06/12 

50-259 

Q 

8407200128 

8407200074 

84/07/13 

50-344 

P 

8407200146 

8407200144 

84/07/11 

50-346 

Q 

8407200150 

8407200144 

84/07/11 

50-346 

Q 

8407200153 

8407200144 

84/07/11 

50-346 

Q 

8407200156 

8407200144 

84/07/11 

50-346 

Q 

8407200200 

8407200198 

84/07/09 

50-289 

Q 

8407200202 

8407200198 

84/07/09 

50-289 

G 

8407200204 

8407200198 

84/07/09 

50-289 

G 

8407200210 

8407200207 

84/07/17 

MISC 


8407200212 

8407200207 

84/07/17 

MISC 


8407200213 

8407200208 

84/07/06 

QA999 


8407200214 

8407200207 

84/07/17 

MISC 


8407200215 

8407200211 

84/07/16 

50-317 

K 

8407200216 

8407200207 

84/07/17 

MISC 


8407200217 

8407200207 

84/07/17 

MISC 


8407200218 

8407200207 

84/07/17 

MISC 


8407200219 

8407200207 

84/07/17 

MISC 


8407200255 

8407200253 

84/07/16 

50-413 

G 

8407200266 

8407200264 

84/07/05 

27-47 


8407200299 

8407200298 

84/06/29 

50-312 

P 

8407230014 

8407230003 

84/07/18 

50-400 

G 

8407230125 

8407230118 

84/07/18 

50-275 

G 

8407230130 

8407230126 

84/06/20 

50-206 

S 

8407230146 

8407230144 

84/07/17 

50-352 

Q 

1 

8407230148 

84/07/17 

50-348 

Q 


8407230152 

84/07/16 

50-282 

Q 


8407230158 

84/07/16 

50-445 

F 


8407230163 

84/07/13 

50-312 

P 


8407230169 

84/07/13 

50-413 

A 


8407230174 

84/07/18 

50-413 

Q 


8407230176 

84/07/19 

50-275 

Q 


8407230178 

84/06/29 

70-698 



8407230185 

84/07/13 

50-416 

P 


8407230185 

84/07/13 

50-416 

P 


8407230201 

84/07/03 

WASTE MGT 


8407230214 

84/06/18 

50-438 

M 


8407230238 

84/06/27 

50-275 

F 


8407230264 

84/07/12 

50-186 

F 


8407230280 

84/07/13 

50-224 

F 


8407230286 

84/07/13 

50-397 

P 


8407230289 

84/07/10 

CONTRACT 



8407230286 

84/07/13 

50-397 

P 


8107230233 

84/06/25 

50-269 

F 


8407230301 

84/07/03 

50-266 

f 


8407230305 

84/06/29 

50-275 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407230335 

8407230331 

84/07/20 

50-400 

G 

8407230338 

8407230328 

84/07/20 

40-2061 


8407230343 

8407230332 

84/07/19 

50-445 

G 

8407230349 

8407230344 

84/07/11 

50-213 

Q 

8407230351 

8407230332 

84/07/19 

30-445 

G 

8407230354 

8407230344 

84/07/11 

50-213 

Q 

8407230360 

8407230358 

84/07/02 

50-277 

Q 

8407230365 

8407230358 

84/07/02 

50-277 

Q 

8407230366 

8407230359 

84/07/06 

50-282 

Q 

8407230373 

8407230370 

84/07/11 

XPORTLIC 

8407230398 

8407230392 

84/06/25 

CONTRACT 

8407230402 

8407230399 

84/07/16 

50-482 

M 

8407230410 

8407230408 

84/07/11 

WASTE MOT 

8407230421 

8407230418 

84/07/11 

50-335 

P 

8407240003 

840724000 1 

84/07/13 

PR 


8407240004 

8407240001 

84/07/13 

PR 


8407240007 

8407240001 

84/07/13 

□RG 


8407240017 

8407240015 

84/07/12 

50-282 

F 

8407240044 

8407240041 

84/06/29 

30-244 

Q 

8407240050 

8407240041 

84/06/29 

50-244 

Q 

8407240056 

8407240054 

84/06/29 

50-410 

Q 

8407240062 

8407240054 

84/06/29 

50-410 

Q 

8407240065 

8407240055 

84/06/27 

50-155 

Q 

8407240073 

8407240055 

84/06/27 

50-155 

Q 

8407240094 

8407240090 

83/08/10 

50-348 

F 

8407240097 

8407240093 

84/06/29 

50-244 

Q 

8407240102 

8407240098 

84/01/18 

50-348 

F 

8407240104 

8407240100 

84/07/03 

50-155 

Q 

8407240106 

8407240095 

83/11/03 

50-382 

F 

8407240111 

8407240109 

84/07/02 

50-309 

Q 

8407240115 

8407240107 

84/01/16 

50-3 

F 

8407240118 

8407240112 

83/11/02 

50-331 

F 

8407240122 

8407240116 

84/07/19 

50-250 

Q 

8407240123 

8407240119 

84/07/02 

50-275 

F 

8407240127 

8407240121 

84/01/16 

50-348 

F 

8407240134 

8407240130 

84/07/19 

50-245 

P 

8407240147 

8407240143 

84/07/09 

50-285 

P 

8407240149 

8407240143 

84/07/09 

50-285 

P 

8407240151 

8407240137 

84/07/12 

50-285 

P 

8407240158 

8407240137 

84/07/12 

50-285 

P 

8407240161 

8407240154 

84/07/05 

50-461 

G 

8407240162 

8407240159 

84/07/16 

50-482 

M 

8407240164 

8407240157 

84/06/26 

50-271 

P 

8407240167 

8407240163 

84/07/18 

50-298 

P 

8407240175 

8407120389 

84/07/05 

50-322 

S 

8407240181 

8407120389 

84/07/05 

50-322 

S 

8407240185 

8407120389 

84/07/05 

50-322 

S 

8407240188 

8407240178 

84/07/19 

50-315 

P 

8407240189 

8407240187 

84/07/13 

State Proa 

8407240198 

8407240193 

84/07/17 

50-261 

P 

8407240208 

8407240193 

84/07/17 

50-261 

P 

8407240212 

8407240193 

84/07/17 

50-261 

P 

8407240213 

8407240206 

84/07/17 

50-244 

P 

8407240216 

8407240207 

84/07/19 

50-244 

P 

8407240217 

8407240211 

83/08/23 

50-317 

F 

8407240218 

8407240206 

84/07/17 

50-244 

P 

8407240224 

8407240220 

84/06/28 

50-237 

Q 

8407240225 

8407240221 

84/07/12 

50-445 

A 

8407240233 

8407240227 

84/07/20 

50-275 

0 

8407240237 

8407240226 

84/07/19 

70-1954 


8407240244 

8407240240 

84/07/18 

50-413 

A 

8407240249 

8407240243 

84/07/19 

50-320 

P 

8407240250 

8407240239 

84/07/20 

50-373 

F 

8407240267 

8407240263 

84/07/18 

50-312 

P 

8407240269 

8407240260 

84/07/19 

50-395 

P 

8407240270 

8407240259 

84/07/17 

XPORTLIC 


8407240272 

8407240266 

84/07/18 

50-329 

A 

8407240274 

8407240259 

84/07/17 

XPORTLIC 


0407240288 

8407240276 

84/07/17 

50-454 

Q 

8407240290 

8407240285 

84/07/16 

50-219 

P 

8407240301 

8407240295 

84/07/18 

50-322 

Q 

8407240315 

8407240311 

84/07/18 

PR 


8407240316 

8407240308 

84/07/16 

50-155 

F 

8407240320 

8407240313 

84/07/13 

50-70 

0 

8407240332 

8407240327 

84/07/13 

PR 


8407240343 

8407240336 

84/07/06 

50-413 

A 

8407240349 

8407240336 

84/07/06 

50-413 

A 

0407240351 

8407240348 

84/06/18 

50-312 

8 

8407240352 

8407240350 

84/07/20 

50-247 

K 

8407240353 

8407240350 

84/07/20 

50-247 

K 
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ACCESSION 

SiCLOSURE 

nuhber 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

category 

5^07240355 

S407S40350 

84/07/20 

50-247 

K 

8407250104 

8407250096 

84/07/09 

50-331 

P 

5407240356 

8407240350 

84/07/20 

50-247 

K 

8407250106 

8407250101 

84/07/13 

30-334 

R 

5407240357 

8407240354 

84/06/15 

50-244 

S 

8407250113 

8407230094 

84/07/10 

50-275 

P 

5407240359 

8407240350 

84/07/20 

50-247 

K 

8407250122 

8407250102 

84/07/02 

50-259 

P 

5407240360 

8407240350 

84/07/20 

50-247 

R 

8407250132 

8407250129 

04/07/18 

71-9021 


5407240361 

8407240350 

84/07/20 

50-247 

R 

8407250136 

8407250102 

84/07/02 

50-259 

P 

5407240363 

8407240350 

84/07/20 

50-247 

R 

8407250137 

8407250133 

84/07/16 

CONTRACT 


5407240366 

8407240350 

84/07/20 

50-247 

R 

8407250145 

8407250144 

84/07/02 

50-320 

0 

5407240368 

8407240350 

04/07/20 

50-247 

K 

8407250146 

8407250140 

84/07/02 

50-496 

Q 

S407240369 

8407240350 

84/07/20 

50-247 

R 

8407250147 

8407250139 

84/06/26 

WASTE MGT 

5407240371 

8407240350 

84/07/20 

50-247 

R 

8407250150 

8407250144 

84/07/02 

50-320 

a 

5407240375 

8407240350 

84/07/20 

50-247 

R 

8407250154 

8407250140 

84/07/02 

30-456 

a 

3407240378 

8407240350 

84/07/20 

50-247 

R 

8407250155 

8407250152 

84/07/20 

40-2061 


9407240380 

8407240350 

84/07/20 

50-247 

R 

8407250157 

8407250094 

84/07/10 

50-454 

A 

S4072403S2 

8407240350 

84/07/20 

50-247 

R 

8407250158 

8407250156 

84/07/18 

50-369 

p 

9407240383 

8407240350 

84/07/20 

50-247 

R 

8407250160 

8407250152 

84/07/20 

40-2061 


8407240384 

8407240377 

83/08/10 

50-269 

F 

8407250162 

8407250152 

84/07/20 

40-2061 


9407240387 

8407240350 

04/07/20 

50-247 

R 

8407250170 

8407250168 

84/07/20 

50-220 

R 

8407240399 

8407240350 

84/07/20 

50-247 

R 

8407250174 

8407250133 

84/07/13 

contract 

8407240390 

0407240350 

84/07/20 

50-247 

K 

8407250177 

8407250176 

84/07/16 

50-395 

p 

8407240393 

8407240350 

84/07/20 

50-247 

K 

8407250189 

8407250186 

84/07/13 

50-293 

K 

B407240396 

8407240350 

84/07/20 

50-247 

R 

8407250191 

8407230184 

84/07/10 

50-289 

P 

8407240397 

8407240350 

84/07/20 

50-247 

R 

8407250192 

8407250181 

84/07/20 

50-416 

Q 

8407240400 

8407240350 

84/07/20 

50-247 

R 

8407250194 

8407250187 

84/07/20 

50-454 

G 

8407240401 

8407240350 

84/07/20 

50-247 

R 

8407250195 

8407250101 

84/07/20 

507416 

Q 

8407240403 

8407240350 

84/07/20 

50-247 

R 

8407230202 

8407250184 

84/07/10 

50-289 

P 

8407240404 

8407240391 

84/07/02 

50-272 

<3 

8407230231 

8407250223 

84/07/23 

50-322 

T 

8407240405 

8407240350 

84/07/20 

50-247 

R 

8407250234 

8407250227 

84/06/18 

QA999 


8407240407 

8407240350 

84/07/20 

50-247 

R 

8407250235 

8407250233 

84/07/20 

50-390 

A 

8407240408 

8407240350 

84/07/20 

50-247 

R 

8407250264 

8407250260 

84/07/24 

50-322 

0 

8407240411 

8407240350 

84/07/20 

50-247 

K 

8407250266 

8407250259 

84/07/11 

50-289 

P 

8407240412 

8407240350 

84/07/20 

50-247 

R 

8407250278 

0407250270 

84/07/20 

50-284 

F 

8407240413 

8407240410 

84/06/26 

WASTE MOT 

8407250302 

8407250283 

84/07/03 

50-454 

Q 

8407240414 

8407240350 

84/07/20 

50-247 

R 

8407250304 

8407250300 

84/07/16 

71-83 


8407240417 

8407240350 

84/07/20 

50-247 

R 

8407250313 

8407250306 

84/07/11 

50-254 

P 

8407240419 

8407240350 

84/07/20 

50-247 

R 

8407250333 

8407250328 

84/07/02 

50-298 

F 

8407240423 

8407240350 

04/07/20 

50-247 

R 

8407230373 

8407250367 

84/07/02 

50-213 

P 

8407240425 

8407240422 

84/06/28 

50-339 

S 

8407250382 

8407250380 

84/07/17 

50-313 

F 

8407240429 

8407240428 

84/07/02 

50-259 

S 

8407230383 

8407250380 

84/07/17 

50-313 

F 

S407240436 

8407240434 

04/07/03 

50-317 

<3 

8407250384 

8407250380 

04/07/17 

80-313 

F 

6407240439 

8407240434 

84/07/03 

50-317 

0 

8407250394 

8407250391 

84/07/05 

XPORTLIC 


8407240442 

8407260465 

84/07/16 

50-206 

S 

8407250396 

8407250393 

04/07/23 

50-206 

P 

8407240443 

8407240434 

84/07/03 

50-317 

Q 

8407250397 

8407250395 

84/07/23 

50-206 

P 

8407240 4 44 

8407240440 

84/07/11 

CONTRACT 


8407250403 

8407250404 

84/06/15 

WASTE MGT 

8407240446 

8407240434 

04/07/03 

50-317 

Q 

8407250408 

8407250404 

84/06/15 

WASTE MGT 

04072404 54 
8407240459 

8407240453 

8407240456 

84/07/18 

84/07/06 

CONTRACT 

CONTRACT 


8407250414 

8407250415 

B4072S0412 

8407250413 

84/07/24 

84/07/18 

50-348 

40-8724 

M 

8407240472 

8407240467 

83/10/27 

50-3 

F 

8407250419 

8407250413 

84/07/18 

40-8724 


8407240474 

B407240471 

84/07/16 

50-412 

A 

8407250421 

8407230413 

84/07/18 

40-8724 


8407240477 

0407240471 

84/07/16 

50-412 

A 

8407250427 

8407250423 

84/07/02 

50-436 

Q 

0407240480 

8407240476 

84/07/09 

CONTRACT 


8407250428 

8407250423 

84/07/24 

50-482 

G 

8407240482 

8407240461 

84/06/29 

50-313 

F 

8407250429 

8407230426 

84/07/09 

XPORTLIC 


8407240404 

8407240468 

04/06/28 

WASTE MOT 

8407250430 

8407230423 

84/07/02 

50-456 

G 

8407240490 

8407240401 

84/07/03 

50-315 

Q 

8407250432 

8407250431 

84/07/09 

XPORTLIC 


8407240498 

8407240499 

84/07/11 

CONTRACT 


8407250446 

8407250440 

83/11/17 

50-445 

Q 

8407240499 

8407240494 

84/07/16 

50-302 

R 

8407250453 

8407230448 

84/06/15 

XPORTLIC 


8407240520 

8407240513 

84/07/12 

50-289 

P 

8407230301 

0407250496 

84/06/29 

WASTE MOT 

8407240546 

8407240541 

84/06/15 

WASTE MOT 

8407230324 

8407250318 

84/07/13 

30-312 

G 

8407240551 

8407240548 

84/07/03 

50-10 

Q 

8407250329 

8407250518 

84/07/13 

50-312 

Q 

8407240557 

8407240556 

04/07/11 

50-10 

Q 

8407250352 

8407230530 

84/07/17 

30-331 

Q 

8407240563 

8407240545 

84/07/16 

CONTRACT 


8407250565 

8407250564 

84/07/05 

WASTE MOT 

9407240565 

8407240559 

84/07/05 

CONTRACT 


8407230374 

8407250572 

84/07/06 

50-286 

Q 

8407240575 

8407240567 

84/06/19 

WASTE MOT 

8407260003 

8407260002 

84/07/06 

50-433 

Q 

8407240593 

8407240587 

84/07/10 

CONTRACT 


8407260006 

8407260002 

84/07/06 

30-433 

Q 

8407240599 

8407240595 

84/07/13 

50-366 

P 

8407260008 

8407260003 

84/07/03 

50-382 

Q 

8407240603 

8407240595 

84/07/13 

50-366 

P 

8407260011 

8407260010 

84/07/06 

50-267 

Q 

8407240605 

8407240597 

84/07/16 

CONTRACT 


8407260013 

8407260010 

84/07/06 

50-267 

Q 

8407240610 

8407240595 

84/07/13 

50-366 

P 

8407260019 

8407260010 

84/07/06 

50-267 

Q 

B407 2406 1 5 

8407240611 

84/07/11 

50-312 

P 

8407260020 

8407260017 

04/07/20 

50-261 

R 

8407240618 

8407240611 

84/07/11 

50-312 

P 

8407260021 

8407260016 

84/07/02 

50-275 

Q 

8407240626 

8407240625 

84/07/17 

CONTRACT 


8407260029 

8407260024 

84/07/05 

50-346 

a 

8407240628 

8407240625 

84/07/17 

CONTRACT 


8407260035 

8407260031 

84/07/06 

50-361 

a 

8407250004 

8407250003 

84/07/17 

CONTRACT 


8407260044 

8407260037 

04/07/12 

50-206 

a 

84072 50005 
8407250013 

8407250002 

8407250011 

84/07/16 

84/07/13 

50-352 

50-302 

A 

P 

8407260046 

8407260056 

8407260041 

8407260041 

84/07/02 

04/07/02 

QA999 

QA999 


8407250019 

8407250037 

8407250074 

8407250076 

8407250099 

8407250016 

8407250032 

8407250073 

84/05/29 

84/07/14 

84/07/19 

WASTE MOT 

CONTRACT 

50-220 P 

8407260057 

8407260064 

8407260068 

8407260052 

8407260051 

8407260052 

84/07/05 

83/08/10 

84/07/03 

40-6622 
REVIEW ORP 
40-6622 

8407250073 

84/07/19 

50-220 

P 

8407260072 

8407260051 

83/08/10 

REVIEW ORP 

8407250096 

04/07/09 

50-331 

P 

8407260082 

8407260076 

84/07/06 

WASTE MOT 



572 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORT 

B407260083 

8407260078 

84/07/11 

50-397 

Q 

S407260084 

8407260073 

84/07/09 

50-361 

Q 

8407260093 

8407260078 

84/07/11 

50-397 

Q 

8407260099 

8407260096 

84/06/28 

QA999 


8407260100 

8407260073 

84/07/09 

50-361 

Q 

8407260102 

8407260098 

84/07/18 

50-346 

K 

8407260103 

8407260096 

84/06/28 

QA999 


8407260109 

8407260106 

84/07/20 

50-315 

K 

8407260110 

8407260105 

84/07/23 

50-335 

K 

8407260116 

8407260114 

84/07/16 

50-424 

K 

8407260122 

8407260119 

84/07/06 

50-206 

Q 

8407260123 

8407260119 

84/07/06 

50-206 

Q 

8407260133 

8407260130 

84/07/20 

50-424 

C 

8407260138 

8407260132 

84/07/05 

QA999 


8407260160 

8407260155 

84/07/31 

50-387 

K 

8407260167 

8407260155 

84/07/31 

50-387 

K 

8407260168 

8407260162 

84/07/19 

50-219 

P 

8407260172 

8407260162 

84/07/19 

50-219 

P 

8407260175 

8407260174 

84/07/10 

SO-440 

0 

8407260177 

8407260155 

84/07/31 

50-387 

K 

8407260180 

8407260179 

84/07/09 

QA999 


8407260181 

8407260176 

84/07/05 

50-272 

Gt 

8407260184 

8407260179 

84/07/09 

QA999 


8407260183 

8407260155 

84/07/31 

50-387 

K 

8407260190 

8407260155 

84/07/31 

50-387 

K 

8407260193 

8407260188 

84/07/02 

50-199 

Q 

8407260193 

8407260155 

84/07/31 

30-387 

K 

8407260200 

8407260198 

84/07/20 

50-267 

K 

8407260202 

8407260155 

84/07/31 

50-387 

K 

8407260209 

84072601 53 

84/07/31 

50-387 

K 

840726021 1 

8407260205 

84/07/23 

50-312 

K 

8407260214 

8407260155 

84/07/31 

50-387 

K 

8407260219 

8407260155 

84/07/31 

50-387 

K 

8407260222 

8407260153 

84/07/31 

50-387 

K 

8407260225 

8407260221 

84/07/19 

50-289 

P 

8407260228 

8407260155 

84/07/31 

50-387 

K 

8407260234 

8407260155 

84/07/31 

50-387 

K 

8407260238 

8407260233 

84/07/16 

50-395 

Q 

8407260240 

8407260232 

84/07/20 

TQPREP 


8407260241 

8407260135 

84/07/31 

50-387 

K 

8407260242 

8407260235 

84/07/16 

50-395 

Q 

8407260243 

8407260231 

84/07/19 

50-348 

Q 

8407260246 

8407260235 

84/07/16 

50-395 

Q 

8407260249 

8407260133 

84/07/31 

50-387 

K 

8407260250 

8407260231 

84/07/19 

50-348 

Q 

8407260253 

8407260235 

84/07/16 

50-395 

0 

8407260253 

8407260155 

84/07/31 

50-387 

K 

8407260257 

8407260231 

84/07/19 

50-348 

Q 

8407260260 

8407260155 

84/07/31 

50-387 

K 

8407260263 

8407260133 

84/07/31 

50-387 

K 

8407260270 

8407260155 

84/07/31 

50-387 

K 

8407260271 

8407260231 

84/07/19 

50-348 

Q 

8407260278 

8407260273 

84/07/20 

50-259 

Q 

8407260280 

8407260135 

84/07/31 

50-387 

K 

8407260300 

8407260291 

84/07/23 

50-250 

P 

8407260312 

0407260307 

84/07/19 

70-1113 


8407260314 

8407260304 

84/06/28 

30-424 

0 

8407260347 

8407260345 

84/07/10 

30-528 

Q 

8407260349 

8407260348 

84/07/20 

50-250 

Q 

8407260331 

8407260348 

84/07/20 

50-250 

Q 

8407260379 

8407260373 

84/07/09 

WASTE MOT 

8407260383 

8407260380 

84/07/13 

WASTE MOT 

8407260386 

8407260374 

84/07/13 

50-289 

P 

8407260388 

8407260376 

84/06/11 

MISC 


8407260393 

8407260390 

84/07/19 

70-27 


8407260405 

8407260403 

84/07/19 

50-461 

A 

8407260461 

8407260433 

84/07/06 

50-206 

S 

8407260479 

8407260477 

84/06/29 

40-1341 


8407260486 

8407260483 

84/07/11 

waste mot 

8407260490 

8407260487 

84/07/25 

50-289 

0 

8407270007 

8407270006 

84/07/10 

50-461 

A 

8407270010 

8407270006 

84/07/10 

50-461 

A 

8407270016 

8407270014 

84/06/04 

40-299 


8407270017 

8407270013 

84/07/23 

50-483 

Q 

8407270046 

8407270045 

84/07/02 

50-271 

P 

8407270048 

8407270043 

84/07/02 

50-271 

P 

8407270034 

8407270030 

84/07/19 

50-320 

P 

8407270057 

8407270055 

84/07/20 

50-413 

A 

8407270098 

8407270088 

84/07/19 

50-320 

P 

8407270133 

8407270127 

84/07/25 

50-322 

T 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8407270137 

8407270132 

84/07/13 

50-259 

Q 

8407270142 

8407270135 

84/07/24 

50-155 

P 

8407270144 

8407270140 

84/07/13 

50-250 

Q 

8407270163 

8407270157 

84/07/23 

71-256 


8407270181 

8407270177 

84/06/08 

40-8452 


8407270185 

8407270182 

84/07/25 

50-155 

F 

8407270194 

8407270192 

84/07/16 

50-259 

P 

8407270199 

8407270192 

84/07/16 

50-259 

P 

8407270201 

8407270188 

84/07/12 

50-247 

P 

8407270239 

8407270222 

84/07/25 

50-155 

P 

8407270241 

8407270233 

84/06/21 

40-8452 


8407270244 

8407270236 

84/07/19 

50-440 

A 

8407270262 

8407270247 

84/07/23 

50-206 

P 

8407270266 

8407270264 

84/07/24 

50-333 

P 

8407270269 

8407270176 

84/07/25 

50-382 

0 

8407270276 

8407270275 

84/07/16 

50-483 

P 

8407270282 

8407270237 

84/07/23 

50-601 

A 

8407270292 

8407270265 

84/07/25 

50-155 

P 

8407270309 

8407270307 

84/07/19 

50-244 

R 

8407270310 

8407270307 

84/07/19 

50-244 

R 

8407270314 

8407270312 

84/07/13 

50-250 

0 

8407270326 

8407270323 

84/07/13 

WASTE MOT 

8407270351 

8407270258 

84/07/25 

50-413 

F 

8407270369 

8407270366 

84/07/11 

50-322 

Q 

8407270373 

8407270370 

84/07/12 

COMMISSION 

8407270376 

8407270370 

84/07/12 

COMMISSION 

8407270385 

8407270381 

84/07/06 

40-8585 


8407270391 

8407270386 

84/06/28 

50-269 

Q 

8407270395 

8407270388 

84/07/13 

50-438 

Q 

8407270396 

8407270392 

84/07/06 

50-413 

Q 

8407270408 

8407270402 

84/07/03 

50-400 

Q 

8407270413 

8407270401 

84/06/29 

50-275 

U 

8407270415 

8407270405 

84/07/11 

50-311 

Q 

8407270416 

8407270410 

84/07/12 

50-348 

Q 

8407270420 

8407270410 

84/07/12 

50-348 

Q 

8407270424 

8407270410 

84/07/12 

50-348 

Q 

8407270427 

8407270410 

84/07/12 

50-348 

Q 

8407270430 

8407270428 

84/07/13 

50-325 

P 

8407270433 

8407270429 

84/07/23 

50-400 

A 

8407300007 

8407300005 

84/07/09 

40-8768 


8407300013 

8407300010 

84/07/18 

50-277 

P 

8407300018 

8407300010 

84/07/18 

50-277 

P 

8407300024 

8407300023 

84/07/10 

40-1341 


8407300036 

8407300030 

84/07/23 

71-69 


8407300043 

8407300038 

84/07/25 

50-275 

G 

8407300044 

8407300039 

84/07/23 

71-195 


8407300047 

8407300040 

84/06/14 

40-8084 


8407300051 

8407300038 

84/07/25 

50-275 

0 

8407300053 

8407300038 

84/07/25 

50-275 

0 

8407300092 

8407300087 

84/07/23 

71-184 


8407300095 

8407300091 

84/07/24 

XPORTLIC 


8407300096 

8407300091 

84/07/24 

XPORTLIC 


8407300101 

8407300097 

84/07/03 

50-287 

Q 

8407300109 

8407300102 

84/06/27 

50-327 

Q 

8407300120 

84073001 1 1 

84/07/13 

50-293 

P 

8407300122 

84073001 1 1 

84/07/13 

50-293 

P 

8407300126 

8407300113 

84/07/20 

50-318 

P 

8407300132 

8407300113 

84/07/20 

50-318 

P 

8407300134 

8407300117 

84/07/05 

50-335 

Q 

8407300147 

8407300135 

84/07/20 

50-341 

E 

8407300149 

8407300141 

84/07/25 

50-416 

0 

8407300152 

8407300148 

84/07/24 

50-423 

K 

8407300153 

8407300148 

84/07/24 

50-423 

K 

8407300154 

8407300146 

84/06/21 

40-1162 


8407300155 

8407300113 

84/07/20 

50-318 

P 

8407300165 

8407300157 

84/07/20 

50-31 5 

P 

8407300168 

8407300140 

84/07/25 

50-409 

Q 

8407300169 

8407300160 

84/07/23 

50-261 

P 

8407300172 

8407300160 

84/07/23 

50-261 

P 

8407300174 

8407300171 

84/07/20 

50-286 

K 

8407300178 

8407300160 

84/07/23 

50-261 

P 

8407300208 

8407300204 

84/07/18 

50-316 

P 

8407300221 

8407300213 

84/07/11 

50-388 

Q 

8407300222 

8407300210 

84/07/05 

50-269 

Q 

8407300230 

8407300225 

84/07/10 

50-302 

Q 

8407300236 

8407300225 

84/07/10 

50-302 

Q 

8407300239 

8407300225 

84/07/10 

50-302 

Q 

8407300245 

8407300225 

84/07/10 

50-302 

Q 

8407300250 

8407300252 

84/07/20 

50-346 

P 

8407300259 

8407300251 

84/06/06 

50-390 

0 



CROSS REFERENCE OF ENCLOSURES TO 
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ACCESSION 


enclosure 

9407300265 

8407300266 

8407300269 

8407300282 

8407300297 

8407300303 
8407300306 , 

8407300307 
8407300314 
8407300330 

8407300336 

8407300340 

8407300343 

8407300348 

8407300351 

8407300354 

8407300336 

8407300339 

8407300361 

8407300364 

8407300368 

8407300371 

8407300375 

8407300376 

8407300381 

8407300384 

3407300306 

8407300389 

8407300393 

8407300400 

8407300406 

8407300413 

8407300416 

8407300420 

0407300422 

8407300426 

8407300427 

8407300428 

8407300429 

8407300432 

8407300433 

8407300437 

8407300439 

8407300440 

B407300444 

8407300450 

8407300451 

8407300454 

8407300460 

8407300467 

8407300475 

8407300484 

8407300485 

8407300480 

8407300492 

8407300493 

8407310005 

0407310007 

8407310011 

8407310021 

8407310023 

8407310036 

8407310042 

8407310043 

8407310050 

8407310051 

8407310053 

8407310057 

8407310058 

8407310062 

8407310080 

8407310089 

8407310092 

8407310096 

8407310101 

8407310104 

8407310125 

8407310129 

0407310133 

8407310134 


NUHBER 


PRINCIPAL 

DOCUMENT 


8407300251 

8407300251 

8407300251 

8407300277 

8407300294 

8407300300 

8407300305 

8407300301 

8407300313 

8407300327 

8407300210 

3407300335 

3407300210 

8407300344 

8407300344 

8407300210 

8407300344 

8407300344 

8407300344 

8407300344 

8407300365 

8407300366 

8407300365 

8407300369 

8407300373 

8407300379 

8407300377 

0407300387 

8407300382 

8407300394 

8407300401 

8407300407 

8407300410 

9407300415 

8407300417 

8407300417 

8407300415 

8407300421 

8407300417 

8407300415 

8407300417 

0407300417 

8407300435 

8407300417 

8407300382 

8407300440 

8407300447 

8407300448 

8407300448 

8407300466 

8407300468 

8407300481 

8407300481 

8407300481 

8407300491 

8407300491 

8407310003 

8407310003 

8407310008 

8407310017 

8407110498 

8407310028 

8407310033 

8407310028 

8407310047 

8407310028 

8407310046 

0407310045 

8407310049 

0407310046 

0407310046 

8407170564 

0407310088 

0407170564 

8407310097 

8407170564 

8407170564 

0407170564 

8407310077 

8407310127 


DATE 

ISSUED 

34/06/06 

84/06/06 

84/06/06 

84/07/20 

84/07/24 

84/06/19 

84/07/13 

84/07/24 

84/07/20 

84/07/11 

84/07/05 

84/07/11 

84/07/05 

84/07/11 

84/07/11 

04/07/05 

84/07/11 

84/07/11 

84/07/11 

84/07/11 

84/07/10 

84/07/17 

84/07/10 

84/06/27 

84/07/20 

84/07/10 

84/07/02 

84/07/03 

84/07/10 

84/07/05 

84/07/02 

04/07/27 

84/07/06 

84/07/27 

84/07/27 

84/07/27 

84/07/27 

04/06/29 

84/07/27 

84/07/27 

84/07/27 

84/07/27 

84/07/19 

84/07/27 

84/07/10 

84/07/12 

84/07/25 

84/07/12 

84/07/12 

84/07/16 

84/07/24 

84/07/12 

84/07/12 

84/07/12 

84/07/11 

84/07/11 

84/07/16 

84/07/16 

04/07/12 

84/07/12 

04/07/03 

04/06/22 

84/07/23 

84/06/22 

84/07/17 

84/06/22 

84/06/29 

84/07/12 

84/07/11 

84/06/29 

84/06/29 

84/07/13 

84/07/23 

84/07/13 

04/07/24 

84/07/13 

84/07/13 

84/07/13 

84/07/02 

84/07/26 


SUBJECT 

CATEGORY 

50-390 Q 
50-390 Q 
50-390 Q 
50-309 P 
50-293 Q 

40-672 
50-528 A 
50-206 S 
50-298 K 
50-244 Q 

50-269 Q 
50-443 Q 
50-269 Q 
50-395 R 
50-395 R 

50-269 Q 
50-395 R 
50-395 R 
50-395 R 
50-395 R 

50-272 Q 
50-389 P 
50-272 Q 
50-395 Q 
50-498 Q 

50-320 Q 
50-280 Q 
50-338 Q 
50-277 Q 
50-338 Q 

50-321 Q 
50-275 T 
50-338 Q 
50-454 T 
50-275 G 

50-275 G 
50-454 T 
50-321 Q 
50-275 G 
50-454 T 

50-275 G 
50-275 G 
50-220 P 
50-275 G 
50-277 Q 

70-143 
50-322 G 
70-143 
70-143 
50-267 F 

CONTRACT 
50-413 Q 
50-413 Q 
50-413 Q 
50-346 Q 

50-346 Q 
50-272 P 
50-272 P 
50-374 a 
50-456 Q 

50-77 F 
50-498 Q 
contract 
50-498 Q 
50-266 P 

50-498 Q 
CONTRACT 
50-254 Q 
50-293 Q 
CONTRACT 

CONTRACT 
50-322 F 
70-143 
50-352 G 
50-346 Q 

50-352 G 
50-322 G 
50-322 G 
50-335 Q 
50-243 F 


ACCESSION NUMBER 


ENCLOSURE 

8407310135 

8407310138 

8407310142 

8407310159 

8407310161 

8407310173 

8407310179 

8407310180 

8407310189 

8407310193 

8407310196 

8407310205 

8407310213 

8407310228 

8407310229 

8407310234 

8407310235 

8407310239 

8407310246 

8407310247 

8407310265 

8407310272 

8407310288 

8407310290 

8407310291 

8407310298 

8407310305 

8407310307 

8407310310 

8407310314 

8407310319 

8407310321 

8407310322 

8407310323 

8407310324 

8407310329 

8407310334 

8407310337 

8407310340 

8407310342 

8407310352 

8407310364 

8407310368 

8407310377 

8407310379 

8407310381 

8407310390 

8407310396 

8407310401 

8407310402 

8407310411 

8407310412 

8407310417 

8407310421 

8407310434 

8407310436 

8407310518 

8407310547 

8407310578 


PRINCIPAL 

DOCUMENT 

8407310128 

8407170564 

8407310131 

9407210152 

8407310145 

8407310168 

8407170564 

8407310176 

8407170564 

8407310186 

8407 170564 
8407170564 
8407170564 
8407310218 
8407310225 

8407310218 

8407310230 

8407310218 

8407310218 

8407310242 

8407310257 

8407310266 

8407310276 

8407310281 

8407310280 

8407310294 

8407310301 

8407310302 

8407310286 

8407310302 

8407310302 

8407310304 

8407310316 

8407310302 

8407310316 

8407310316 

8407310316 

8407310333 

8407310339 

8407310339 

8407310351 

8407310361 

8407310363 

8407310370 

8407310374 

8407310372 
8407310386 
8407310392 
8407310395 
840731 0398 

8407310409 

8407310410 

8407310410 

8407310410 

8407310429 

8407310430 

8407310511 

8407310538 

8407310577 


date 

ISSUED 

84/07/26 

34/07/13 

S4/07/27 

84/07/26 

04/07/16 

84/07/25 

84/07/13 

34 / 07/25 

84/07/13 

84/07/24 

84/07/13 

84/07/13 

84/07/13 

04/07/13 

84/07/25 

84/07/13 

04/07/25 

04/07/13 

84/07/13 

04/07/26 

84/07/23 

84/07/25 

04/07/25 

84/07/26 

84/07/25 

84/07/24 

S4/07/20 

84/07/27 

84/07/26 

84/07/27 

84/07/27 

84/07/24 

84/06/18 

84/07/27 

84/06/18 

84/06/18 

84/06/18 

84/07/26 

84/07/25 

84/07/25 

84/07/27 

84/07/25 

84/07/26 

84/05/07 

84/07/26 

84/07/25 

84/07/25 

84/07/23 

84/07/25 

84/07/24 

84/07/23 

S4/07/27 

84/07/27 

84/07/27 

84/07/13 

84/07/30 

84/06/30 

84/07/23 

84/07/20 


SUBJECT 

CATEGORY 


50-277 0 

50-322 G 
70-1757 
50-271 0 

50-445 A 

70-1395 
50-322 F 
50-348 P 
50-322 U 
CONTRACT 

50-322 U 
50-322 U 
50-322 U 
50-251 Q 
50-382 F 

50-251 Q 
PT21 

50-251 Q 
50-251 Q 
50-352 G 

CONTRACT 
50-302 P 
50-454 Q 
50-317 Q 
50-361 Q 

50-395 P 
50-346 P 
50-322 G 
50-456 Q 
50-322 G 

50-322 G 
50-352 Q 
50-461 Q 
50-322 G 
50-461 G 

50-461 G 
50-461 Q 
50-322 G 
50-302 P 
50-302 P 

27-48 
50-387 K 
50-352 Q 
50-528 A 
50-219 G 

50-456 F 
50-305 F 
50-382 Q 
50-271 Q 
50-^250 P 

50-382 Q 
50-142 P 
50-142 P 
50-142 P 
50-206 P 

50-289 G 
71-9183 
CONTRACT 
50-352 M 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6* Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to die construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE BuUetin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 



3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR, 

C. UnUTY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or'R. 

1. Environmental Report (ER) submitted by the utiHty. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 
ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

L Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 


A-3 



H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availabihty of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review’'. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports, 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 



3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
te) technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

1 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 


Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 



R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of detects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and wTiticn testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR ~ Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 


This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety -related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADYCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee, on Reactor Safeguards. The documents in this category are: 


1. Charters of each advisory cornmittee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT ~ NRC Contracts and Modifications 

Tliis category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA ~ Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3- Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS ~ Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Qof individual docket categories. 


MISC — Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG — NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content ot 
the reports. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control ail radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 


This category, contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 


2. Federal Register cause notices of the filing of the petition. 



3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Foiiow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1 . Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of-reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defmed here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemaking 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

•2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG ~ State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Ucensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOFREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic rcptjsilories. Tltis category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1 . Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. license applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security, 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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